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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 

This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information , last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/ executive correspondence 

V . Licensing operators and related correspondence 



Appendix A .sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 

© P. Operating license stage documents 8c correspondence 

© © 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 
quences prior to issuing full power OL. 

( 4 ) SUGARMAN, R.J. @ Sugarman, Denworth & Hcllegers 84/11/21 

® Denton, H. Office of Nuclear Reactor Regulation, Director 2pp. 



1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

U. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a forma! report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondockcted items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are; 

I OCFR— Commission Meeting Records 

ACRS— Advisory Committee on Reactor Safeguards 

COMMISSION— NRC Commissioners 

CONTRACT— NRC Contracts and Modifications 

DISCLOSURE— Financial Disclosure Information 

FOI A— Freedom of Information Act Requests and Releases 

GEN TECH IS— Generic Technical Issues 


vi 



ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT2 1— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPRFP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Scries 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were tiled in the time period of the report 


The 


1. 

2. 

3. 

4. 

5. 

6 . 

7. 

8. 

9. 

10. 
11 . 
12 . 


13. 


principal elements of the nondockctcd items arc: 

(7) NUREG— NUREG Reports and Related Correspondence 

© ® 


'8203090207^ NUREG/CR- 1672 VO^ 


C RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
© \ N UR EG/CR- 1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

l.NUREG/CR-1608. 

© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science AppHcafiomTlnc . 


(7) FIN B-6694. SAI-262-8I-PA. 82/02/28. Division of Risl^Analysis. 


I23p, Available at NRC. 


(M) (J2) 


$6.00. f 12176:217: 121 


(£> 


(^)® dj) d5) 



Nondockct category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividuai source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 


15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 


17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1 . The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 


ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Domestic Licensing of Source Material - 

Docket 40 

40*0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-1162 WESTERN NUCLEAR, INC., JEFFREY 1 

CITY, WY 

40*1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40*2061 KERR-MCGEE CHEMICAL CORP., WEST 1 

CHICAGO, IL 

40*2259 PATHFINOER MINES CORP., RIVERTON, 1 

WY 

40*3453 ATLAS MINERALS, INC., DENVER, CO 1 

40*4492 AMERICAN NUCLEAR CORP., CASPER, 1 

WY 

40-6622 PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

40*6659 PETROTOMICS CO., SHIRLEY BASIN, 2 

WY 

40-7102 SHIELDALLOY METALLURGICAL CORP., 2 

NEWFIELD, NJ 

40-7604 SOHIO CHEMICAL CO., LIMA, OH 2 

40-9027 KERR-MCGEE NUCLEAR CORP., 2 

OKLAHOMA CITY, OK 

40*8084 RIO ALGOM MINING CORP., MOAE3, UT 2 

40-8102 EXXON CO., USA, HOUSTON, TX 2 

40-8452 BEAR CREEK URANIUM CO., CASPER, 3 

WY 

40-8502 MALAPAI RESOURCES CO., PHOENIX, 3 

AZ 

40-8681 UMETCO MINERALS CORP., GRAND 3 

JUNCTION, CO 

40-8684 MALAPAI RESOURCES CO., CASPER, 3 

WY 

40-8698 PLATEAU RESOURCES, LTD., GRAND 3 

JUNCTION, CO 

40-8714 CLEVELAND-CLIFFS IRON CO., 3 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 3 

40-8768 KERR-MCGEE NUCLEAR CORP., 4 

OKLAHOMA CITY, OK 

40-8771 MALAPAI RESOURCES CO., PHOENIX, 4 

AZ 

40-8829 FERRET EXPLORATION CO. OF 4 

NEBRASKA, INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 4 

COUNTY, WY 

40-0902 ANACONDA MINERALS CO., GRANTS, 4 

NM 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 4 

40-8904 BP AMERICA, INC./L-BAR URANIUM 4 

FACILITY, SALT LAKE 


Docket 

Name 

40*8905 

KERR-MCGEE CORP./QUIVIRA MINING 
CO., OKLAHOMA CITY. OK 

40-8907 

UNITED NUCLEAR CORP., SANTA FE, 

NM 

40-8911 

MOBIL ALTERNATIVE ENERGY. INC.. 
BOULDER. CO 

40-8964 

SEQUOYAH FUELS CORP., OKLAHOMA 
CITY. OK 

40-8960 

HYDRO RESOURCES. INC., DALLAS. TX 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-3 

INDIAN POINT STATION, UNIT 1 

50*5 

PENNSYLVANIA STATE UN IV. 

RESEARCH REACTOR 

50-10 

DRESDEN NUCLEAR POWER STATION. 
UNIT 1 

50-29 

YANKEE-ROWE NUCLEAR POWER 
STATION 

50-70 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50*72 

UNIV. OF UTAH RESEARCH REACTOR 

50-73 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-83 

UNIV. OF FLORIDA TRAINING REACTOR 

50-102 

ISRAEL ATOMIC RESEARCH REACTOR 

50-109 

SEIBERSDORF RESEARCH REACTOR 

50-113 

UNIV. OF ARIZONA RESEARCH 
REACTOR 

50-123 

UNIV. OF MISSOURI RESEARCH 
REACTOR-ROLLA 

50-132 

UNIV. OF TEHERAN RESEARCH 
REACTOR 

50-133 

HUMBOLDT BAY POWER PLANT. UNIT 3 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-141 

STANFORD UNIV. RESEARCH REACTOR 

50-142 

UCLA TRAINING REACTOR 

50-146 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-171 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 1 

50-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUM8IA 

50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

50-193 

RHODE ISLAND & PROVIDENCE 


PLANTATIONS AEC 



50-206 SAN ONOF RE NUCLEAR STATION, UNIT 11 

1 

50-213 HADDAM NECK PLANT 13 

50-219 OYSTER CREEK NUCLEAR POWER 14 

PLANT 

50-220 NINE MILE POINT NUCLEAR STATION, 16 

UNIT 1 

50-223 UNIV. OF LOWELL RESEARCH 17 

REACTOR 

50-224 UNIV. OF CALIFORNIA RESEARCH 18 

REACTOR 

50-225 RPl CRITICAL EXPERIMENT 18 

50-228 AEROTEST RADIOGRAPHY & IB 

RESEARCH REACTOR 

60-237 DRESDEN NUCLEAR POWER STATION. 18 

UNIT 2 

50-244 ROBERT EMMET GINNA NUCLEAR 20 

PLANT. UNIT 1 

50-245 MILLSTONE NUCLEAR POWER 21 

STATION, UNIT 1 

50-247 INDIAN POINT STATION, UNIT 2 22 

50-249 DRESDEN NUCLEAR POWER STATION, 23 

UNIT 3 

50-250 TURKEY POINT PLANT, UNIT 3 25 

50-251 TURKEY POINT PLANT, UNIT 4 27 

50-254 QUAD-CITIES STATION, UNIT 1 29 

50-255 PALISADES NUCLEAR PLANT 30 

50-259 BROWNS FERRY NUCLEAR POWER 31 

STATION. UNIT 1 

50-260 BROWNS FERRY NUCLEAR POWER 33 

STATION. UNIT 2 

50-261 H.B. ROBINSON PLANT, UNIT 2 36 

50-263 MONTICELLO NUCLEAR GENERATING 37 

PLANT 

50-265 QUAD-CITIES STATION, UNIT 2 38 

50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 40 

50-267 FORT ST. VRAIN NUCLEAR 41 

GENERATING STATION 

60-269 OCONEE NUCLEAR STATION, UNIT 1 43 

50-270 OCONEE NUCLEAR STATION. UNIT 2 44 

50-271 VERMONT YANKEE NUCLEAR POWER 45 

STATION 

50-272 SALEM NUCLEAR GENERATING 46 

STATION, UNIT 1 

50-275 DIABLO CANYON NUCLEAR POWER 48 

PLANT, UNIT 1 

50-277 PEACH BOTTOM ATOMIC POWER 49 

STATION. UNIT 2 

50 278 PEACH BOTTOM ATOMIC POWER 51 

STATION. UNIT 3 

50-280 SURRY POWER STATION, UNIT 1 52 

50-281 SURRY POWER STATION, UNIT 2 54 


50-282 PRAIRIE ISLANO NUCLEAR STATION. 

UNIT 1 

50-285 FORT CALHOUN STATION, UNIT 1 

50-286 INDIAN POINT STATION, UNIT 3 

50-287 OCONEE NUCLEAR STATION. UNIT 3 

50-288 REED COLLEGE RESEARCH REACTOR 

50-289 THREE MILE ISLAND NUCLEAR 

STATION. UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION. 

UNIT 1 

60 295 ZION NUCLEAR POWER STATION. UNIT 
1 

50-296 BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 3 

50-297 NORTH CAROLINA STATE UNIV. 

PULSTAR REACTOR 

50-298 COOPER NUCLEAR STATION 

50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 

3 

50-304 ZION NUCLEAR POWER STATION. UNIT 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 

50-31 1 SALEM NUCLEAR GENERATING 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 

50-315 DONALD C. COOK NUCLEAR POWER 

PLANT. UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 

PLANT. UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 

PLANT, UNIT 1 

50-316 . CALVERT CLIFFS NUCLEAR POWER 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 

STATION, UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT. UNIT 

1 

60-322 SHOREHAM NUCLEAR POWER STATION 

50-323 DIABLO CANYON NUCLEAR POWER 

PLANT. UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT. 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PLANT. UNIT 1 


X 



50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 100 

50-329 MIDLAND PLANT. UNIT 1 103 

50-330 MIDLAND PLANT. UNIT 2 1 03 

50-331 OUANE ARNOLD ENERGY CENTER 1 03 

50-333 JAMES A. FITZPATRICK NUCLEAR 105 

POWER PLANT 

50-334 BEAVER VALLEY POWER STATION. 106 

UNIT 1 

50-335 ST. LUCIE PLANT, UNIT 1 107 

60-336 MILLSTONE NUCLEAR POWER 108 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION, UNIT 1 1 10 

50-339 NORTH ANNA POWER STATION, UNIT 2 111 

50-341 ENRICO FERMI ATOMIC POWER PLANT, 112 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 113 

50-346 DAVIS BESSE NUCLEAR POWER 115 

STATION, UNIT 1 

50-340 JOSEPH M. FARLEY NUCLEAR PLANT, 1 1 7 

UNIT 1 

50-352 LIMERICK GENERATING STATION, UNIT 118 

1 

50-353 LJMERICK GENERATING STATION, UNIT 119 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 120 

1 

50-358 WILLIAM H. ZIMMER NUCLEAR 122 

STATION, UNIT 1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 122 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 124 

3 

60-364 JOSEPH M. FARLEY NUCLEAR PLANT, 126 

UNIT 2 

50-360 EDWIN I. HATCH NUCLEAR PUNT, UNIT 127 

2 

60-368 ARKANSAS NUCLEAR ONE, UNIT 2 129 

50-369 WILLIAM B. MCGUIRE NUCLEAR 130 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 132 

STATION, UNIT 2 

50-373 USALLE COUNTY STATION, UNIT 1 134 

50-374 LASALLE COUNTY STATION, UNIT 2 135 

50-382 WATERFORD GENERATING STATION, 136 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 138 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 139 

STATION, UNIT 2 

50-389 ST. LUCIE PLANT, UNIT 2 140 

50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 141 

50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 142 


50-395 VIRGIL C. SUMMER NUCLEAR STATION, 143 

UNIT 1 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 145 

50-400 SHEARON HARRIS NUCLEAR POWER 146 

PUNT, UNIT 1 

50-407 UN IV. OF UTAH RESEARCH REACTOR 147 

50-409 LA CROSSE BOILING WATER REACTOR 147 

50-410 NINE MILE POINT NUCLEAR STATION, 148 

UNIT 2 

50-412 BEAVER VALLEY POWER STATION, 149 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION, UNIT 1 150 

50-414 CATAWBA NUCLEAR STATION, UNIT 2 162 

50-416 GRAND GULF NUCLEAR STATION, UNIT 154 

1 

50-417 GRAND GULF NUCLEAR STATION, UNIT 1 55 

2 

50-423 MILLSTONE NUCLEAR POWER 156 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT, 157 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PLANT, 159 

UNIT 2 

STN-50- FLOATING NUCLEAR PUNT 161 

437 

50-438 BELLEFONTE NUCLEAR PLANT. UNIT 1 161 

50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 162 

60-440 PERRY NUCLEAR POWER PUNT, UNIT 162 

1 

50-441 PERRY NUCLEAR POWER PLANT. UNIT 164 

2 

50-443 SEA8ROOK NUCLEAR STATION. UNIT 1 165 

50-444 SEABROOK NUCLEAR STATION, UNIT 2 189 

50-445 COMANCHE PEAK STEAM ELECTRIC 212 

STATION, UNIT 1 

50-446 COMANCHE PEAK STEAM ELECTRIC 215 

STATION, UNIT 2 

STN-50- BYRON STATION. UNIT 1 218 

454 

STN-50- BYRON STATION, UNIT 2 219 

455 

STN-50- BRAIDWOOD STATION, UNIT 1 220 

456 

STN-50- BRAIDWOOD STATION, UNIT 2 221 

457 

50-458 RIVER BEND STATION, UNIT 1 222 

60-460 WPPSS NUCLEAR PROJECT, UNIT 1 224 

60-461 CLINTON POWER STATION, UNIT I 224 

STN-50- CESSAR SYSTEM 80 225 

470 

STN-50- WOLF CREEK GENERATING STATION 225 

462 


xi 



STN-5Q- 

483 

CALLAWAY PLANT, UNIT 1 

226 

STN-50- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

227 

S7N-50- 

499 

SOUTH TEXAS PROJECT. UNIT 2 

229 

STN-50' 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

230 

STN-50- 

518 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

231 

STN-50' 

519 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

231 

STN-50' 

520 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

231 

STN-50' 

521 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

231 

STN-60- 

528 

PALO VERDE NUCLEAR STATION. UNIT 

1 

231 

STN-5G- 

529 

PALO VERDE NUCLEAR STATION, UNIT 

2 

232 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

234 

50-537 

CLINCH RIVER BREEDER REACTOR 

235 

STN-50* 

553 

PHIPPS BEND NUCLEAR STATION, UNIT 

1 

235 

STN-50- 

554 

PHIPPS BEND NUCLEAR STATION, UNIT 

2 

235 

STN-60- 

566 

YELLOW CREEK NUCLEAR PLANT, UNIT 

1 

235 

STN-5Q- 

567 

YELLOW CREEK NUCLEAR PLANT, UNIT 

2 

235 

50*601 

RESAR SP/90 

235 

50*602 

UNIV. OF TEXAS RESEARCH REACTOR 

235 

50*603 

ALCHEMIE CENTRIFUGE ENRICHMENT 
PLANT 

236 

50*604 

ALCHEMIE CENTRIFUGE ENRICHMENT 
PLANT 

236 

STN-50- 

605 

GE ADVANCED BWR DESIGN 

236 

Domestic Licensing of Special Nuclear 

Material • Docket 70 


70-0025 

ROCKWELL INTERNATIONAL CORP., 
canoga PARK, CA 

236 

70-0027 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

237 

70-01 13 

PENNSYLVANIA STATE UNIV., 

UNIVERSITY PARK, PA 

237 

70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

237 

70-0143 

NUCLEAR FUEL SERVICES, INC., 

ERWIN, TN 

237 

70-0270 

MISSOURI, UNIV. OF, COLUMBIA, MO 

237 

70-0364 

BABCOCK & WILCOX CO., APOLLO. PA 

237 

70-0371 

UNC NAVAL PRODUCTS, INC., 

UNCASVILLE, CT 

237 
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70 0734 GA TECHNOLOGIES, INC., SAN DIEGO. 2 

CA 

70 0754 GENERAL ELECTRIC CO.. PLEASANTON, 2 

CA 

70 0820 UNC RECOVERY SYSTEMS, WOOD 2 

RIVER JUNCTION. Rl 

70 0824 BABCOCK & WILCOX CO , LYNCHBURG, 2 

VA 

70 0920 RENSSELAER POLYTECHNIC 2 

INSTITUTE. TROY, NY 

70 0925 KERR-MCGEE NUCLEAR CORP., 2 

OKLAHOMA CITY, OK 

70-1100 COMBUSTION ENGINEERING, INC., 2 

WINDSOR, CT 


70-1113 GENERAL ELECTRIC CO., WILMINGTON. 
NC 

235,20 g Pu at existing facllllles In Wilmington, NC. 
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70-1151 WESTINGHOUSE ELECTRIC CORP., 

COLUMBIA, SC 

70-1201 BABCOCK & WILCOX CO., LYNCHBURG. 

VA 

70-1257 ADVANCED NUCLEAR FUELS CORP., 

RICHLAND. WA 

70-1359 IRT CORP., SAN DIEGO, CA 

70-2479 TRANSNUCLEAR. INC., FALLS CHURCH. 

VA 

70-3055 GEORGIA POWER CO., WAYNESBORO, 

GA 


Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 

71-0210 GULF NUCLEAR, INC 

71-0479 SOUTH CAROLINA ELECTRIC & GAS 

CO. 

71-0498 GEARHART-OWEN INDUSTRIES 

71-0642 RTS TECHNOLOGY, INC. 

71-0655 MICHIGAN STATE UNIV., EAST 

LANSING, Ml 

71-0656 PROFESSIONAL WELDING ASSOCIATES 

71-3002 MODEL: NR-10, NIPPON NUCLEAR FUEL 

DEVELOPMENT CO., LTO. 

71-3003 MODEL: TN-1, TRANSNUKLEAR GMBH 

71-4986 MODEL: RA-2, RA-3, RA-J, GENERAL 

ELECTRIC CO. 

71-5552 MODEL: GAS CYLINDER FIRE IMPACT 

SHIELD. ENERGY, DEPT. 

71-5957 MODEL: BMI-1, BATTELLE COLUMBUS 

LABORATORY 

71-5980 MODEL: GE-600, GENERAL ELECTRIC 

CO. 


Docket Name Page 

71-6574 MODEL: HN-200, WESTiNGHOUSE- 239 

HITTMAN NUCLEAR, INC 

71-6613 MODEL 702. TECH/OPS, INC. 239 

71-6677 MODEL LP-12. ENERGY, DEPT. OF 240 

71-6678 MOOEL: LP-SO, ENERGY. DEPT. OF 240 

71-6717 MODEL 671 7-B. GAMMA INDUSTRIES, 240 

INC. 

71-9006 MODEL Al 500 SU, TECH/OPS, INC. 240 

71-9007 MODEL: 520, TECH/OPS, INC. 240 

71-9010 MODEL: NLI-1/2. NUCLEAR ASSURANCE 240 

CORP. 

71-9019 MODEL: BU-7. GENERAL ELECTRIC CO. 240 

71-9021 MODEL: 750, TECH/OPS, INC. 240 

71-9027 MODEL 741 & 741 E.TECH70PS, INC. 240 

71-9028 MODEL: 684 & 684E, TECH/OPS, INC. 240 

71-9029 MODEL 676 & 676E, TECH/OPS, INC. 240 

71-9032 MODEL: 650, TECH/OPS, INC. 240 

71-9033 MODEL 660 & 660E, TECH/OPS, INC. 240 

71-9035 MODEL: 680 & 680E, TECH/OPS, INC. 240 

71-9036 MOOEL: C-1, SOURCE PRODUCTIONS 240 

EQUIPMENT CO., INC. 

71-9039 MODEL 715, TECH/OPS, INC. 241 

71-9053 MODEL: 683, TECH/OPS, INC. 241 

71-9056 MODEL: SPEC 2- T. SOURCE 241 

PRODUCTION & EQUIPMENT CO. 

71-9073 ' MODEL: OH-142 SERIES, NUCLEAR 241 

PACKAGING, INC. 

71-9086 MODEL: HN-100. SERIES 1, HITTMAN 241 

NUCLEAR & DEVELOPMENT 

71-9102 MODEL: NPI-20WC-6, NEUTRON 241 

PRODUCTS, INC. 

71-9103 MODEL NLI-6502, NUCLEAR 241 

ASSURANCE CORP, 

71-9107 MODEL 771, TECH/OPS, INC. 241 

71-9108 MODEL: CNS 6-75, CHEM-NUCLEAR 241 

SYSTEMS, INC. 

71-9110 MODEL: MX-IC-1 00, MAGNAFLUX CORP. 241 

71-9120 MODEL: TN-12, TRANSNUCLEAR, INC. 241 

71-9126 MODEL: 20, 20A, 50, 50A, GAMMA 241 

INDUSTRIES, INC. 

71-9127 MODEL: 100, 100A, 200, 200A, GAMMA 241 

INDUSTRIES, INC. 

71-9128 MODEL: C-8, GAMMA INDUSTRIES, INC. 241 

71-9133 MODEL: C-1 0. GAMMA INDUSTRIES. INC. 241 

71-9135 MODEL: CENTURY S & SA, GAMMA 242 

INDUSTRIES, INC. 


Docket Name P 


71-9137 MODEL: 620. TECH/OPS, INC. 

71-9141 MODEL 900, TECH/OPS, INC. 

71-9143 MODEL: 920, TECH/OPS. INC. 

71-9145 MODEL: NUPAC 50-1.5L, NUCLEAR 
PACKAGING, INC. 

71-9147 MODEL: 850, TECH/OPS, INC. 

71-9148 MODEL: 770, TECH/OPS, INC. 

71-9149 MODEL: 910, TECH/OPS, INC. 

71-9151 MODEL: HN-100 SERIES 3, 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9154 MODEL 858, TECH/OPS, INC. 

71-9156 MODEL IR-50, INDUSTRIAL NUCLEAR 

CO. 

71-9157 MODEL: IR-100. INDUSTRIAL NUCLEAR 

CO. 

71-9159 MODEL: NUPAC 14/1 90L, M & H, 
NUCLEAR PACKAGING, INC. 

71-9160 MODEL 20-VS & 40-VS, GULF NUCLEAR, 
INC. 

71-9165 MODEL. 855. TECH/OPS, INC. 

71-9168 MODEL: CNS 8-1 20B, CHEM-NUCLEAR 

SYSTEMS. INC. 

71-9176 MODEL NUPAC 14/210L & 14/210H, 

NUCLEAR PACKAGING. INC. 

71-9177 MODEL NUPAC 10/140, NUCLEAR 

PACKAGING, INC. 

71-9178 MODEL: NUPAC 7/100, NUCLEAR 

PACKAGING. INC. 

71-9179 MODEL: NUPAC 6/100L & 6/100H, 

NUCLEAR PACKAGING, INC. 

71-9180 MODEL: 500-SU-OP, AUTOMATION 

INDUSTRIES, INC. 

71-9182 MODEL: HUSMAN IRRADIATOR, 

AGRICULTURE, DEPT. OF 

71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR 

CO. 

71-9187 MODEL: 865, TECH/OPS. INC. 

71-9208 MODEL: NUPAC 10-142, NUCLEAR 

PACKAGING, INC. 

71-9210 MODEL: NUS 10-135, NUS CORP. 

71-9218 MODEL TRUPACT-II, ENERGY, DEPT. 

OF 

71-9222 MODEL: HN-216H, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9225 MODEL: NAC-LWT, NUCLEAR 

ASSURANCE CORP. 
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Docket 40 

AMERICAN NUCLEAR CORP., CASPER, WY 40-4492 1 

ANACONDA MINERALS CO.. GRANTS, NM 40-8902 4 

ATLAS MINERALS, INC., DENVER. CO 40-3453 1 

BEAR CREEK URANIUM CO., CASPER, WY 40-8452 3 

BP AMERICA, INC./L-BAR URANIUM 40-8904 4 

FACILITY, SALT LAKE 

CHEMETRON CORP., CHICAGO, IL 40-8724 3 

CLEVELAND-CLIFFS IRON CO., CLEVELAND, 40-8714 3 

OH 

EVEREST MINERALS CORP., CONVERSE 40-8857 4 

COUNTY, WY 

EXXON CO., USA, HOUSTON, TX 40-8102 2 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8029 4 

INC., CRAWFORD, NE 

HOMESTAKE MINING CO , GRANTS, NM 40-8903 4 

HYDRO RESOURCES, INC., DALLAS, TX 40-0968 5 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO., 40-8905 4 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 2 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8768 4 

OKLAHOMA CITY, OK 

MALAPAI RESOURCES CO., CASPER, WY 40-8684 3 

MALAPAI RESOURCES CO., PHOENIX. A2 40-8502 3 

MALAPAI RESOURCES CO., PHOENIX, A2 40-8771 4 

MOBIL ALTERNATIVE ENERGY, INC., 40-8911 5 

BOULDER. CO 

PATHFINDER MINES CORP., RIVERTON. WY 40-2259 1 

PATHFINDER MINES CORP., SHIRLEY 40-6622 2 

BASIN, WY 

PETROTOMICS CO., SHIRLEY BASIN, WY 40-6659 2 

PLATEAU RESOURCES, LTD., GRAND 40-8698 3 

JUNCTION. CO 

RIO ALGOM MINING CORP., MOAB, UT 40-8084 2 

SEQUOYAH FUELS CORP., OKLAHOMA 40-8964 5 

CITY. OK 

SHIELDALLOY METALLURGICAL CORP., 40-7102 2 

NEWFIELD, NJ 

SOHIO CHEMICAL CO., LIMA. OH 40-7604 2 

TENNESSEE VALLEY AUTHORITY, 40-1341 1 

CHATTANOOGA, TN 

UMETCO MINERALS CORP., GRAND 40-8681 3 

JUNCTION, CO 

UMETCO MINERALS CORP., RIVERTON, WY 40-0299 1 


Name Docket Pag 

UNITED NUCLEAR CORP., SANTA FE, NM 40-8907 

WESTERN NUCLEAR, INC., JEFFREY CITY, 40-1 1 62 
WY 

Domestic Licensing of Production and 
Utilization Facilities • Docket 50 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 1 

REACTOR 

ALCHEMIE CENTRIFUGE ENRICHMENT 50-603 23 

PLANT 

ALCHEMIE CENTRIFUGE ENRICHMENT 50-604 23 

PLANT 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 50-424 15 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 1 6 

ARKANSAS NUCLEAR ONE, UNIT 1 50-313 7 

ARKANSAS NUCLEAR ONE, UNIT 2 50-368 12 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 10 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 14 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50-438 16 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 16 

BIG ROCK POINT NUCLEAR PLANT 50-155 1 

BRAIDWOOD STATION, UNIT 1 STN-50-456 22 

BRAIDWOOD STATION, UNIT 2 STN-50-457 22 

BROWNS FERRY NUCLEAR POWER 50-269 3 

STATION, UNIT 1 

BROWNS FERRY NUCLEAR POWER 50-260 3 

STATION, UNIT 2 

BROWNS FERRY NUCLEAR POWER 50-296 6 

STATION, UNIT 3 

BRUNSWICK STEAM ELECTRIC PLANT, 50-326 9 

UNIT 1 

BRUNSWICK STEAM ELECTRIC PLANT. 60-324 9 

UNIT 2 

BYRON STATION, UNIT 1 STN-50-454 21 

BYRON STATION. UNIT 2 STN-50-455 21 

CALLAWAY PLANT, UNIT 1 STN-60-483 22 

CALVERT CLIFFS NUCLEAR POWER PLANT, 60-317 6 

UNIT 1 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-318 8 

UNIT 2 

CATAWBA NUCLEAR STATION. UNIT 1 50-413 15 

CATAWBA NUCLEAR STATION, UNIT 2 50-414 15 

CESSAR SYSTEM 80 STN-50-470 

CLINCH RIVER BREEDER REACTOR 50-537 

CLINTON POWER STATION, UNIT 1 50-461 

COMANCHE PEAK STEAM ELECTRIC 50-446 21 

STATION, UNIT 1 

COMANCHE PEAK STEAM ELECTRIC 60-446 21 

STATION, UNIT 2 


CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


1 


50-302 69 

DAVIS-B ESSE NUCLEAR POWER STATION, 50-346 115 

UNIT 1 

DIABLO CANYON NUCLEAR POWER PLANT, 50-275 48 

UNIT 1 

DIABLO CANYON NUCLEAR POWER PLANT, 60-323 9 3 

UNIT 2 

DONALD C. COOK NUCLEAR POWER 50-315 80 

PLANT, UNIT 1 

OONALD C. COOK NUCLEAR POWER 50-3 16 81 

PLANT, UNIT 2 

DRESDEN NUCLEAR POWER STATION. 50-10 6 

UNIT 1 

DRESDEN NUCLEAR POWER STATION, 50-237 18 

UNIT 2 

DRESDEN NUCLEAR POWER STATION, 50-249 23 

UNIT 3 

DUANE ARNOLD ENERGY CENTER 50-331 103 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 50-321 85 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 50-366 127 

ENRICO FERMI ATOMIC POWER PLANT, 50-341 112 

UNIT 2 

FLOATING NUCLEAR PLANT STN-50-437 161 

FORT CALHOUN STATION, UNIT 1 50-205 56 

FORT ST. VRAIN NUCLEAR GENERATING 50-267 41 

STATION 

GE ADVANCED BWR DESIGN STN-50-605 236 

GENERAL ELECTRIC NUCLEAR TEST 50-70 8 

REACTOR 

GENERAL ELECTRIC NUCLEAR TEST 50-73 8 

REACTOR 

GEORGIA INSTITUTE OF TECHNOLOGY 50-160 11 

RESEARCH REACTOR 

GRAND GULF NUCLEAR STATION, UNIT 1 50-416 164 

GRAND GULF NUCLEAR STATION. UNIT 2 50-417 165 

H.B. ROBINSON PLANT, UNIT 2 50-261 36 

HADDAM NECK PLANT 60-213 13 

HARTSVILLE NUCLEAR PLANT, UNIT 1 S7N-50-518 231 

HARTSVILLE NUCLEAR PUNT, UNIT 2 STN-50-519 231 

HARTSVILLE NUCLEAR PLANT, UNIT 3 STN-50-520 231 

HARTSVILLE NUCLEAR PLANT, UNIT 4 STN-50-521 231 

HOPE CREEK NUCLEAR STATION, UNIT 1 50-354 120 

HUMBOLDT BAY POWER PUNT, UNIT 3 50-133 0 

INDIAN POINT STATION. UNIT 1 50-3 5 

INDIAN POINT STATION, UNIT 2 50-247 22 

INDIAN POINT STATION, UNIT 3 50-286 58 

ISRAEL ATOMIC RESEARCH REACTOR 50-102 8 

JAMES A. FITZPATRICK NUCLEAR POWER 50-333 105 

PUNT 


JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 12 

2 

KEWAUNEE NUCLEAR POWER PUNT 50-305 7 

U CROSSE BOILING WATER REACTOR 50-409 14 

LASALLE COUNTY STATION, UNIT 1 50-373 13 

USALLE COUNTY STATION, UNIT 2 50-374 13 

LIMERICK GENERATING STATION, UNIT 1 50-352 11 

LIMERICK GENERATING STATION, UNIT 2 50-353 1 1 

MAINE YANKEE ATOMIC POWER PUNT 50-309 1 

MIDLAND PUNT, UNIT 1 50-329 1C 

MIDLAND PUNT, UNIT 2 50-330 1( 

MILLSTONE NUCLEAR POWER STATION. 50-245 i 

UNIT 1 

MILLSTONE NUCLEAR POWER STATION, 50-336 It 

UNIT 2 

MILLSTONE NUCLEAR POWER STATION, 50-423 1! 

UNIT 3 

MONTICELLO NUCLEAR GENERATING 50-263 ! 

PLANT 

NINE MILE POINT NUCLEAR STATION, UNIT 50-220 
1 

NINE MILE POINT NUCLEAR STATION. UNIT 50-410 1< 

2 

NORTH ANNA POWER STATION, UNIT 1 50-338 1 

NORTH ANNA POWER STATION, UNIT 2 50-339 1 

NORTH CAROLINA STATE UNIV. PULSTAR 50-297 
REACTOR 

OCONEE NUCLEAR STATION, UNIT 1 50-269 

OCONEE NUCLEAR STATION. UNIT 2 50-270 

OCONEE NUCLEAR STATION, UNIT 3 50-287 

OYSTER CREEK NUCLEAR POWER PUNT 50-219 

PALISADES NUCLEAR PLANT 50-255 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-520 

PALO VERDE NUCLEAR STATION. UNIT 2 STN-50-529 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

PEACH BOTTOM ATOMIC POWER STATION, 50-171 
UNIT 1 

PEACH BOTTOM ATOMIC POWER STATION, 50-277 
UNIT 2 

PEACH BOTTOM ATOMIC POWER STATION, 50-278 
UNIT 3 

PENNSYLVANIA STATE UNIV. RESEARCH 50-5 

REACTOR 

PERRY NUCLEAR POWER PLANT. UNIT 1 60-440 1 

PERRY NUCLEAR POWER PLANT, UNIT 2 50-441 1 

PHIPPS BEND NUCLEAR STATION, UNIT 1 STN-60-553 2 

PHIPPS BEND NUCLEAR STATION, UNIT 2 STN-50-554 2 

PILGRIM NUCLEAR POWER STATION. UNIT 50-293 
1 


xvi 




» JU'CUU 


i nvuni 


I 'i \JULI_ru 


POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

68 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 

1 

50-282 

55 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 
2 

50-306 

73 

QUAD-CITIES STATION, UNIT 1 

50-254 

29 

QUAD-CITIES STATION, UNIT 2 

50-265 

30 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

77 

REED COLLEGE RESEARCH REACTOR 

50-288 

60 

RESAR SP/90 

50-601 

235 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

50-193 

11 

RIVER BEND STATION, UNIT 1 

50-458 

222 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

20 

RPI CRITICAL EXPERIMENT 

50-225 

18 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

46 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-31 1 

75 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

11 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

122 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

124 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

50-146 

10 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

165 

SEABROOK NUCLEAR STATION. UNIT 2 

50-444 

189 

SEIBERSDORF RESEARCH REACTOR 

50-109 

9 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

97 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

100 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

146 

SHOREHAM NUCLEAR POWER STATION 

50-322 

07 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

227 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

229 

ST. LUCIE PLANT, UNIT 1 

50-335 

107 

ST. LUCIE PLANT. UNIT 2 

50-389 

140 

STANFORD UNIV. RESEARCH REACTOR 

50-141 

10 

SURRY POWER STATION. UNIT 1 

60-280 

52 

SURRY POWER STATION, UNIT 2 

50-281 

54 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

138 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

139 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

60-289 

60 

THREE MILE ISLAND NUCLEAR STATION. 

50-320 

84 


UNIT 2 


TURKEY POINT PLANT, UNIT 3 50-250 2! 

TURKEY POINT PLANT, UNIT 4 50-251 2 

UCLA TRAINING REACTOR 50-142 1< 

UNIV. OF ARIZONA RESEARCH REACTOR 50-113 i 

UNIV. OF CALIFORNIA AT IRVINE 50-326 9 

RESEARCH REACTOR 

UNIV. OF CALIFORNIA RESEARCH 50-224 1l 

REACTOR 

UNIV. OF FLORIDA TRAINING REACTOR 50-83 i 

UNIV. OF LOWELL RESEARCH REACTOR 50-223 T 

UNIV. OF MISSOURI RESEARCH REACTOR- 50-186 1 

COLUMBIA 

UNIV. OF MISSOURI RESEARCH REACTOR- 50-123 1 

ROLLA 

UNIV. OF TEHERAN RESEARCH REACTOR 50-132 ! 

UNIV. OF TEXAS RESEARCH REACTOR 50-192 1 

UNIV. OF TEXAS RESEARCH REACTOR 50-602 23! 

UNIV. OF UTAH RESEARCH REACTOR 50-407 14 

UNIV. OF UTAH RESEARCH REACTOR 50-72 I 

VERMONT YANKEE NUCLEAR POWER 50-271 4: 

STATION 

VIRGIL C. SUMMER NUCLEAR STATION, 50-395 14; 

UNIT 1 

WATERFORD GENERATING STATION, UNIT 50-382 13' 

3 

WATTS BAR NUCLEAR PLANT, UNIT 1 50-390 14 

WATTS BAR NUCLEAR PLANT. UNIT 2 50-391 14 

WILLIAM B. MCGUIRE NUCLEAR STATION, 50-369 13' 

UNIT 1 

WILLIAM B. MCGUIRE NUCLEAR STATION, 50-370 13 

UNIT 2 

WILLIAM H. ZIMMER NUCLEAR STATION, 50-358 12 

UNIT 1 

WOLF CREEK GENERATING STATION STN-50-482 22 

WORCESTER POLYTECHNIC INSTITUTE 50-134 1 

RESEARCH REACTOR 

WPPSS NUCLEAR PROJECT, UNIT 1 50-460 22 

WPPSS NUCLEAR PROJECT, UNIT 2 50-397 14 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-5G8 23 

YANKEE-ROWE NUCLEAR POWER STATION 50-29 
YELLOW CREEK NUCLEAR PLANT, UNIT 1 STN-50-566 23 

YELLOW CREEK NUCLEAR PLANT, UNIT 2 STN-50-567 23 

ZION NUCLEAR POWER STATION, UNIT 1 50-295 6 

ZION NUCLEAR POWER STATION, UNIT 2 60-304 7 

Domestic Licensing of Special Nuclear 
Material - Docket 70 

ADVANCED NUCLEAR FUELS CORP., 70-1257 2C 

RICHLAND, WA 

BABCOCK & WILCOX CO., APOLLO, PA 70-0135 2C 
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BABCOCK & WILCOX CO., LYNCHBURG, VA 70-1201 

BABCOCK & WILCOX CO., LYNCHBURG, VA 70-0824 

COMBUSTION ENGINEERING, INC., 70-1100 

WINDSOR, CT 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 70-0734 
GENERAL ELECTRIC CO., PLEASANTON, CA 70-0754 
GENERAL ELECTRIC CO., WILMINGTON, NC 70-1113 
GEORGIA POWER CO., WAYNESBORO, GA 70-3055 


IRT CORP , SAN DIEGO, CA 70-1359 

KERR-MCGEE NUCLEAR CORP,, 70-0925 

OKLAHOMA CITY, OK 

MISSOURI, UNIV. OF, COLUMBIA, M0 70-0270 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 70-0143 

PENNSYLVANIA STATE UNIV., UNIVERSITY 70-0113 

PARK, PA 

RENSSELAER POLYTECHNIC INSTITUTE, 70-0920 

TROY, NY 

ROCKWELL INTERNATIONAL CORP., 70-0025 


CANOGA PARK, CA 

TRANSNUCLEAR, INC , FALLS CHURCH, VA 70-2479 

UNO NAVAL PRODUCTS, INC., UNCASVILLE, 70-0371 
CT 

UNC RECOVERY SYSTEMS, WOOD RIVER 70-0820 

JUNCTION, R) 

WESTINGHOUSE ELECTRIC CORP., 70*1151 

COLUMBIA, SC 


Packaging of Radioactive Material for 
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GEARHART-OWEN INDUSTRIES 71-0498 

GULF NUCLEAR, INC. 71-0210 

MICHIGAN STATE UNIV., EAST LANSING, Ml 71-0655 

MODEL: 100, I00A, 200, 200A, GAMMA 71-9127 

INDUSTRIES, INC. 

MODEL: 20, 20A, 50, 50A, GAMMA 71-9126 

INDUSTRIES, INC. 

MODEL: 20-VS A 40-VS, GULF NUCLEAR, 71-9160 

INC. 

MODEL: 500-SU-OP, AUTOMATION 71-9180 

INDUSTRIES, INC. 

MODEL: 520, TECH/OPS, INC. 71-9007 

MODEL: 650, TECH /OPS, INC. 71-9032 

MODEL: 660 A 660E, TECH/OPS, INC. 71-9033 

MODEL: 6717-B, GAMMA INDUSTRIES, INC. 71-6717 
MODEL: 676 A 676E, TECH/OPS, INC. 71-9029 

MODEL; 6B0 & 680E, TECH/OPS, INC. 71-9035 

MODEL: 683, TECH/OPS, INC. 71-9053 

MODEL: 684 A 684E, TECH/OPS, INC. 71-9028 
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MODEL 741 & 74 IE, TECH/OPS, INC. 

MODEL: 750, TECH/OPS, INC. 

MODEL: 770, TECH/OPS, INC. 

MODEL: 771, TECH/OPS, INC. 

MODEL: 620, TECH/OPS, INC. 

MODEL: 850, TECH/OPS, INC. 

MODEL: 855, TECH/OPS, INC. 

MODEL: 058, TECH/OPS, INC. 

MODEL: 065, TECH/OPS, INC. 

MODEL: 900, TECH/OPS, INC. 

MODEL: 910, TECH/OPS, INC. 

MODEL: 920, TECH/OPS, INC. 

MODEL: Al 500 SU, TECH/OPS, INC. 

MODEL: BMI-1, BATTELLE COLUMBUS 
LABORATORY 

MODEL BU-7, GENERAL ELECTRIC CO. 

MODEL: C-1, SOURCE PRODUCTION A 
EQUIPMENT CO., INC. 

MODEL: C-10, GAMMA INDUSTRIES, INC. 

MODEL: C-6, GAMMA INDUSTRIES, INC. 

MODEL: CENTURY S A SA, GAMMA 
INDUSTRIES, INC. 

MODEL CNS 6-75, CHEM-NUCLEAR 
SYSTEMS, INC. 

MODEL: CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS, INC. 

MODEL: GAS CYLINDER FIRE IMPACT 
SHIELD, ENERGY, DEPT. 

MODEL GE-600, GENERAL ELECTRIC CO. 

MODEL HN-100 SERIES 3, 
WESTINGHOUSE-HITTMAN NUCLEAR 

MODEL: HN-100, SERIES 1, HITTMAN 
NUCLEAR A DEVELOPMENT 

MODEL: HN-200, WESTINGHOUSE-HITTMAN 
NUCLEAR, INC. 

MODEL: HN-215H, WESTINGHOUSE 
HITTMAN NUCLEAR, INC. 

MODEL: HUSMAN IRRADIATOR. 
AGRICULTURE, DEPT. OF 

MODEL: 1R-10Q, INDUSTRIAL NUCLEAR CO. 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

MODEL: LP-12, ENERGY, DEPT. OF 

MODEL: LP-50, ENERGY, DEPT. OF 

MODEL: MX-IC-100, MAGNAFLUX CORP. 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 
CORP. 

MODEL: NLM/2, NUCLEAR ASSURANCE 
CORP. 
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71-9021 24 

71-9148 24 
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71-9149 2/ 
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71-9156 2 

71-6677 2 
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71-9110 2 
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MODEL: NLI-6502, NUCLEAR ASSURANCE 
CORP. 

71-9103 

241 

MODEL: NPI-20WC-6, NEUTRON 

PRODUCTS, INC. 

71-9102 

241 

MODEL: NR-10, NIPPON NUCLEAR FUEL 
DEVELOPMENT CO., LTD. 

71-3002 

239 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

243 

MODEL: NUPAC 10/140, NUCLEAR 
PACKAGING, INC. 

71-9177 

243 

MODEL: NUPAC 14/190L, M & H. NUCLEAR 
PACKAGING, INC. 

71-9159 

242 

MODEL NUPAC 14/210L & 14/210H, 
NUCLEAR PACKAGING, INC 

71-9176 

243 

MODEL- NUPAC 50-1.5L, NUCLEAR 
PACKAGING, INC. 

71-9145 

242 

MODEL: NUPAC 6/100L & 6/100H, 

NUCLEAR PACKAGING. INC. 

71-9179 

243 

MODEL: NUPAC 7/100, NUCLEAR 
PACKAGING, INC. 

71-9178 

243 


Name Do< 

MODEL: NUS 10-135, NUS CORP. 71-9 

MODEL: OH-142 SERIES, NUCLEAR 71-9 

PACKAGING, INC. 

MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 71-9 

MODEL: RA-2, RA-3, RA-J, GENERAL 71-4 

ELECTRIC CO. 

MODEL: SPEC 2-T, SOURCE PRODUCTION 71-9 

& EQUIPMENT CO. 

MODEL: TN-1, TRANSNUKLEAR GMBH 71-3 

MODEL: TN-1 2, TRANSNUCLEAR, INC. 71-9 

MODEL: TRUPACT-H, ENERGY, DEPT. OF 71-9 

PROFESSIONAL WELDING ASSOCIATES 71-0 

RTS TECHNOLOGY, INC. 71-0 

SOUTH CAROLINA ELECTRIC & GAS CO. 71-0 

Licensing of Independent Spent Fuel 
Storage - Docket 72 

DUKE POWER CO., 50-269 72-0 


XIX 



DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 

9607150276 Forwards Amend 5 lo License SUA-084B,rev!s-ng License Condition 58 to 
permit receipt of 1,760.000 cubic yards of wastes from Riverton processing site In A-9 

IsMlTH.R.D. Uranium Recovery Field Ofc, R4. 88/06/03 UMETCO Minera’s Corp 
(subs, of Union Carbide Corp ) 2pp. 46182.210-46182 243 

-8807160276 Amend 5 to License SUA-640.rovisirg License Condition 58 to permit re- 
ceipt of 1,750.000 cubic yards of wastes from Riverton processing sMo in A-9 pit 
SMITH.R.D Uran ; um Recovery Field Ofc. R4 08/06/03. 14pp. 46102 212-46182 243. 

8007180033 Recommends approval of Amend 5 to License SUA 648.rov!s ng Cond.tlon 
58 re disposal of scrap metal. 

JACOBY.D.L, HAWKINS.E.F. Uranum Recover Field Ofc. R4 00/06/03 Uranum 
Recovery Field Ofc. R4 2pp 48202 354-48202 355 

8B07150141 Forwards Amend 6 to Llconso SUA-648,revis l ng License Conditions 35 & 
64. 

SMITH.R.D. Uranium Recovery Field Ofc. R4. 80/06/07 UMETCO Minerals Corp. 
(subs, of Un'on Carbide Corp.) 5pp. 46188:02 1-46180:061 

“8807160180 Amend 6 to Llconse SUA 848 for Umotco Minerals Corp. authoring pos- 
session 8 use of unlimited amounts of natural U. 

SMITH.R.D. Region 4. Ofc of the Director. 08/06/07. I3pp 46108 026-48188 055. 

—8 807 160 164 Recommends that Conditions 35 & 54 to Lrcenso SUA 648 bo revised as 
listed Detect ion monitoring program should bo established lo ensure compliance w / 
lOCFR40,App A to Include listed <lems 

KONWINSKI.G.R Uran’um Recovery Field Ofc, R4 88/06/06 Uranium Recovery 

Fiord Ofc. R4. epp 46108 056-46108:061 


DOCKET 40-1182 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 


8807180201 Requesls lhal encl samples col'ocled during insp of Western Nudnar.fnc U 
mill be analyzed for U-nat & Ra-226 

HEYERR.S Uranium Rocovery Fiefd Ofc, R4. 00/05/25 MARTIN.D .8 Energy. Dopl. 
OP ip. 46194:355-46194 0B5. 

8007210217 Forwards ERA NPDES lob performance ovafualion for Green Mounts n IX 
NPDES Pormlt WY-0024490 

BAKER.SJ Western Nucloar, Inc. (subs of Phelps Dodge Corp.) 88/06/01 
PETTENGILL.HJ Uren um Rocovory Field Ofc, R4 3pp, 46235 226 40235:228 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


0007180199 Roquests that end samples from TVA Edgemonl taken dunng insp be ana- 
lyzed tor Ra*22G 

OLSEN.T T. Uranium Recovery Field Ofc, R4 00/OB/OQ. MARTIN.D 0 Energy, Dopt 
Of ip. 46194:354-48194:354 

0807140006 Rocommond9 lhal License SUA 010 be amended by revising Licenso Con- 
ditions 19D & 26 re Instal’ation of seilloment plates in Cell 1 & rev to health physics 
manual as elated. 

OLSEN.T T . HAWKINS.E.F. Uran um Recovery Field Ofc. R4. 80/00/10 Uranium Re- 
covery Field Ofc. R4 2pp 481 78.250-46170:263 

“8807140087 Forwards Amend 29 to License SUA-ni6.do1ellng Licenso Condition 10D 
ro Installation ol seUleroottl plains In Coll 1 & revising licenso Condi ton 25 re health 
physics monual. 

SMITH.R D Uranium Rocovery Field Ofc, R4. 00/OB/ 10. Tennessee Valley Authority. 
2pp 46170:252-40178 263. 

-8807140089 Amend 29 lo Licenso SUA-810 lor TVA. deleting License Condition 19D re 
Jnalallatlon of settlement platas in Cell 1 & revising Llconso Condition 25 re health 
physics manual 

SMITH.R.D. Uronium Rocovery held OIc, R4. 80/06/10 10pp. 46178 254-40178 263. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, JL 

8807110234 Responds to 800427 Hr ro siting of dsposal facllty lor low level radwaste 
for Central Midwest Interstate Low Levol Radwasto Compact State ol IL.Dept of Nu- 
clear Safety opposed to plan for disposal at Kerr-McGeo.weat Chicago facility. 
COOPER.J.W. Illinois. State of. 80/00/17. ROUSE.L.C Fuel Cyc ? e Safety Branch 
3pp. 46081:140*46081:142. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 


88O7UOO90 Ad vises that 860404 submittal ol A LARA audit ropt revealed no def.clen- 
ciee In radiation safety program (or 1987. No licensing action recommended 
HEYER.R S . PETTENGILL.H.J. Uranium Recovery Field Ofc, R4. 88/05/05. Uranium 
Recovery Field Ofc, R4. 3pp. 46178 153-461 78: 155. 

8807180053 Comments on 870427 request lo withdraw mill & tarings area from stele 
permit & bo ndl ng Jur! edict lo n . 

PETTENGILL.H.J. Uranum Recovery Field Ofc, R4. 80/05/20. ERICKSON.J. Wyo- 
ming. Stale of. 2pp- 46203:192-46203:193. 

8807250259 Forwards repl on compliance monitoring characterization of area east of 
Tailings Pond9 1 & 2 at Lucky McMill site W/o encl Fee paid 

HARDGROVE.T.W. Pathfinder Minos Corp. 08/08/06 HAWKINS.E.F- Uran’um Recov- 
ery Field Ofc. R4. ip. 46255:102-46255:182 


2pp 46018 304-46010 310 

“8807010652 Insp Ropt 40*2259/88-01 on 8806l3-15.No violations & deviations 
noted Meior areas inspected U rr.l'lng operations 8 radiation sa'etv pregram including 
mgt organization 8 controls /op oral Ions review & operator train no £ retrain ng. 
HEYER.R S., PETIENG1LL.H.J. Uranium Rocovery Field Otc. R4. 00/06/27 I3pp 
46018 306-46018 318 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 


8807010022 "1987 Annual ALARA Audit " W/00C503 Itr. 

EDWARDS. D L , JENSEN.W.M, OLUQAUGH.R E. Allas Corp 07/12/31 
PETTENGILL.H.J Uran J um Recovery Flo’d OIc. R4. 63pp. 45991:130 45991:199 

8607250438 Forwards proposed groundwater deicct.on monitoring program, per NRC 
800309 request discussed during 800414 moetirgFoo pa d. 

BLUBAUGH.RE At-as Corp. 88/04/27 HAWKlNS.E. Uranum Recovery Flo’d Ofc, 
R4. Ip 46201:246-46291 274 

-8607250439 Adv ses lhal fee for Alias groundwater amend requesl 4 Ailes decommis- 
sion no amend roquost covered Initial fee for both amend requests SubmiUal of 
880407 considered addl info to amend & does rot roquiro any addl fee charges 
HOOD.M C Uranium Rocovery Field Ofc, R4 90/05/25. QLUBAUGH.R E Atlas Corp 
Ip. 46291 247-46291 247. 

-8807260440 "Technical Response For Ground Water Detocion Mentoring 
Program M W/ona overslzo figure encl. 

* Enocotoch. Inc 00/04/28. 3lpp 46201 240 46291 274 

0807010271 Forwards doiai’od tfecommlsslon.ng C09t estimate roqured.per Llconso 
Condition 21 & NRC 000421 Itr. 

BLUBAUGH.RE Allas Corp 08/05/13. PETTENGILL.HJ Uranium Recovery Field 
Ofc, R4. 25pp 45001.009 45901.033 

6B07210G66 Forwards “1906 ALARA Audit Ropt." 

BLUBAUGH.R E. AUas Corp. 00/00/09. SCOVILLE.V Uranium Recovery Fiold Ofc. 
R4. ip 40235:349-46236 049- 

8807150072 Ronuasts analysis of end Lf-nat & Ra-228 onviron samples taken di/rng 
routlno Insp At U ml'l W/o encl. 

SCOVILL.VR Uranum Rocovory Field Ofc, fl4 80/06/10. MARTIN, D.B Energy, 
Depi Of. Ip. 461B3 265 46103:265. 

8007150030 Comments on Alios Minerals Moab U mill 1007 annual ALARA audit, por 
License Condition 29 Ra-222 levels wi:i be montored carofu.ly lo dotormr.o if add! li- 
censing acton wi'l be nocossary, 

SCOVILL.VR., PETTENGILL.HJ. Uranium Recovery Fiold Ofc, R4 80/06/14. Uranl- 
um Recovery Fiold OIC, R4 2pp 46103 307-46103 300 

8807150192 Forwards Amond 1 to License SUA 9 17. revising Llconso Condillon 49 ro 
Imptomemation of groundwotor detection mon.torlng program to on9ure compliance) 
w/ 1 0CF R40,App A 

SMITH.R.D. Uranium Recovery Flo'd Ofc. R4 80/00/15. Alias Corp ?pp 40102 001* 
46182 032. 

-8807150194 Amend 1 lo llconso SUA-917 for Aila9 Corp/ovisng Licenso Condillon 
49 ro groundwalor detocilon monitoring program 

SMITH.R.D. Uranium Rocovory Fia'd Ofc, R4 80/08/15. 14pp 46192 003-46182.032. 

6807120302 Discusses In9p Repl 40-3453/00-01 on 09Q523-24 & forwards notices of 
v. elation & deviation. 

PETTENGILL.HJ Uranium Rocovory Fiold Ofc. R4. 60/06/30. BLUBAUGH.R. Allas 
Corp. 2pp. 46155 109 46165:112. 

-8807120307 Notico ol vio'allon from insp on 880523-24 Violation noted fiold inspectors 
recolvod no spoda'ized training & personnel coniominellon Survoy Instrument not 
cal br in over 6 monih9. 

PETTENGILL.HJ. Uranium Recovery Field Ole, R4 06/06/30. 2pp 46165:111- 
40165:112. 

-8007120311 Notice of deviation from insp on 800523 -2 4. Deviation noted: survey In- 
s'. rumonts cal-bt ai only throe of ai* required distances 

PETTENGILL.HJ. Uranium Rocovery Field Ofc. R4 00/06/30. 2pp. 46165.113- 
46165:1 14. 

-8807120313 Insp Ropt 40-3453/00-01 on 800523-24. Violators nolod Major areas 
Inspected mgt organization, operator training. malnt. aurvo Nance & tostlng.radlatlon 
roiocilon/adwa&lo mgt 8 irnnsporieiion of radioactive mall. 

OSE.H.D , SCOVILL.V R . PETTENGllL.H J. Uranium Recovery Field Ofc. R4. BB/ 
06/30. I6pp 46165:115-46155:129 

8807250394 Discusses review of Atlas Minerals, MOAD U Mill 1986 annual ALARA 
aud.l.fnfo provided, indicates Increases in Radon-222 al air sampler Site S2. licensee 
bei.evos Increases could bo attributed to temp inversions & exposed beaches of tail- 
ings 

SCOVILL.VR., PETTENGILL.HJ Uranium Recovery Field Ofc, R4. 0B/07/05. Urani- 
um Recovery Field Ofc, R4. 2pp. 46274:183*46274:184. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 

8807210210 Clarifies misunderstanding re bondng requirement for Po/m,t 352 & proce- 
dure by which bond might be reduced Lists prccodural ground rules I consee should 
observe, 

WOOD.R. Wyom.ng, Stalo of 80/05/23. FERGUSON .J.C. Amer.cen Nuclear Corp. 
33p. 46233:210-40233 242. 


1 



8807 IS0 184 Forwards A frond 31 io License SUA-667.revfsfrg License Conation 29 re 
irrp'errertai on of g*ound*ate' detection monilonng prog*am to ensure comp'lance 
w/l0CFR40.App A . 

SMITH R D Urar-um Recovery Fie'd Ole. R4. 60/08/07 American Nude 9* Corp, 2pp 
46182.060 4-6182 087 


-8007160105 Amend 31 to License SUA 667 for Arrcrican Nuclear Corp. revising li- 
cense Condi on 29 re irrp'emfi melon of groundwater deiection monitonng 



8807160200 Forwards Arr.erd 32 to Ucerse SUA 667,revis.n<] License Conditons 15 & 
18 re decommission ng 6 m i entries. respectwely. 

SMITH R D. Uranum Recovery Field Ore, FM. 88/08/09. A NOR l)S, N. America-i Nucle- 
ar Corp. 3pp 48183 062 46160 099 

-8807150209 Amend 32 to- License SUA-667 for Gag H, '■$ project.Amencan Nuclear 
Corp.authonz.rg use cf ratu-ai U 

SMfTH.R 0. Uranium Recovery Fte'd Ofc, R4. 83/06/09. 2?pp 46188 065-40168. 031. 

-8607210114 Discusses decom.m ssonng plan lor American Nuclear Corp, License 
SUA 667 .Rev to 1 cense recommended 

HEYER.R S, PETTENG'LL H J. Urar urn Recovery Field O'c, R4. 88/06/09 Uranium 
Recovery Field Ofc, R4 0pp. 46160:092-46188 D90. 

8807250320 Clarifies several statements mode m body ol llcenseo 880608 Hr lo fl 
Wood ol Wyom ng Dept o* Env*on Quafty (WDEO). Advises teat NRC 880523 re- 
quest for facility g'oundwalor l/rio Independent ol licensee ccrnm.iment w/WDEG. 
PETTENGILL.H J Uranum Recovery Fle’d Ole, R4 09/06/30 FERGUSON J Amen- 
can Nuc'eflr Corp. 2pp 48256:016*40255 017. 

0007250366 Advises nal.es of 860701, NRC wll terminate revtew ot 871021 request for 
amend to License SUA-687 to euftortee disposal ot non-byproduct red urn-contaminat- 
ed so l & debris in Tailings Pond 1 

SMiTH.R.D Uranium Recovery FeJCfc. R4 88/07/01 FERGUSON.J, American Nu 
clear Corp 2pp 46254 359 46254 360. 


DOCKET <8-6622 PATHf 1NOER MINES CORP., SHIRLEY BASIN, WY 

8807250333 Informs thoi LG Ooo'ay Is rew superintendent at Shirioy Ba 9 ln Mill 
HOPKINS.R J. Path'inde' MSnesCo'D. 08/05/17. Uranium Recovery Field Ofc. R4. ip 
46269 273*46269.273. 

B08714O179 Forwards Amend 16 to license SUA-0442,fevi5ing license Condjtoi 38 re 
■mp'ementelion ol environ & otfluenl mor tonng ptog'am. 

SMITH.R.D. Uranum Recovery F.e’P Ofc H4 80/05/27 MURDOCHS Paihrinder 
M nos Corp. 2pp. 48173034-46173:002 

-0807140183 Amend t6 to License SUA0442 iy PalHmder M noa Corp, revising U- 
cerso Condildn 30 ra implement! on of er.vron & offluenl monitoring program. 
SMITH, n o Uranium Recovery Field Ofc, R4 08/05/27. 10pp. 46173 030 40173:062 

8807140189 Recommends issuance ot Amond 16 to Licensa SUA-442, revising Condi- 
ton 38 la reflect new location for background low vol, radon & direct radiation meas- 
uiemont stat civper license & 880412 request. 

HEYER.R 5 . PtTTENGiU.H J Uranium nocovorv Field Ofc, R4. 8B/05/27. Uran um 
Recover/ Fia’d Ofc. R4. 2pp 481 76320-40176 327. 


DOCKET 40-8659 PE7ROTOMICS CO., SHIRLEY BASIN. WY 

8807200212 App cat-on for amend to License SUA-SSI.emending Llcenso Condition 41 
B to reflect lhat 9ize of enhanced evoporelon syQ dependent on listed factors & Con- 

dTlcn 41 C re design of components described In Siege ll Fee paid. 

PFAFF,S J. Petrotorr’cs Co (formerly G e tty/ Pe trot orres Co). 88/00/01. 

HAV/KINS.EF, Urs-wum Recover/ He'd Ofc, FU 7pp 46222:152 -46222 150. 

8807250416 Discusses Potroiomlcs.Co 860512 & 0801 sutmitta's re ground water qual- 
ity data & tailngs pond seepage mitigation plan In response to license Conditions 41 
& 47. Rev ol Conditio ne 41 & 47 as staled recommended 

KONWINSKI.g r , HAWKINS.EF. Uranium Recovery Fie'd Ole. R4. 88/07/05. Uranl- 
um Recovery Reid otc. R4. Spp 46273226*46273 230. 

8607250305 Appllcaton lor amend Is License SJA*551.dele’ing Gondii on 41B A C 
upon approval ol proposed corrective action plan. Corrective action plan encl.Feo 
paid 

PFAFF.S J. Pe'roto mlcs Co. (former?/ Gctty/Polra-torr'cs Co.). 08/07/06 

HAWKINS.E F. Uranium Recovery Field Ofc. R4. 24pp. 46255:27 7-40255:300. 


DOCKET 40-7102 SHIELDAILOY METALLURGICAL CORP , NEWFIELD, MJ 

88C7 160291 Requests extension unit 880716 for sdbiriW&l ol renewal application lor li- 
cense SM0-743. 

MORGENSTERN.M Metallcrg, Inc. 88/07/11. PENNINGTON, S. NRC - No Detailed 
Affiliation Grven. 2pp. 46202.343-46202 344. 

8607201)164 Request extension for epplicat'on of NF1C License renowaf until 
860716.0©^/ due to conduct ol radiation protection programs & ma'or environ pro- 
grama. 

MORGENSTERN.M. Metallug, Inc. 06/07/11. PENNlNOTON.S Uranium Fuel Licens- 
ing Branch 2pp. 40229.202-46229:293. 


DOCKET 40-7604 SOHIO CHEMICAL CO., LIMA, OH 

6607190201 App rcatlon for amond to License SU9 0906, authorizing unrestricted re- 
f ease eurv ey f o r cata Vs i plant Fo a pal d . 

SIMON, S J BP America, rrc. 88/06/10 SWIFT, J. NRC ♦ No Detalted Affiliation Given 
3pp. 4621 4:020*462 1 4 :Q24. 


-6807190211 Roqueste requred fee for 883010 appheatien for amond to License SUB* 
0908 

JACKSON G License Fee Management Branch. 88/06/27 SlMON.S J BP America. 
Inc ip. 46214 024 46214:024. 

6607120562 Forwards survey plan for work performed cn 880606 07 at Catalyst Plant In 
lima.OH.Ltf repi summarizing results wi i bo sent later in v/k Draft of rept wiM be pro- 
vided by 8B0722 

LANDIS, MR Oak Ridge Associated Ur.ws 88/06/13 LAROCHE.G NRC • Np Do- 
tailed Affil ation Given. Bpp 461 13.003 461 13:010. 

6807120392 Informs that direct measurement dd nol identify any eroa of residua' con- 
torn nat-on exceeding NRC gj del r.os for unrosinclod use Soil contamination oxpoctert 
to ba w.thin I'mit already reported by hcenseo. 

LANDIS, MR. Oak R rige Associated Univs 66/06/17 ROUSE.L-C. Division of Indus- 
inal 8 Med cal Nuclear Safety (Post 870729). 2pp 4611 1 322-461 1 1:323 


DOCKET 40-8027 KERfi-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

6607089040 Forwards “1980 Emergency Exercise Manual Manual identifies dola-ls 
of amornency exercise scheduled for 860602. 

STAUTEfl.J C Sequoyah Fuels Corp. (subs of Kerr-McGoo Nuclear Corp ). 00/05/17. 
BANGART.R.L. Regon 4, Ofc of the Oiieeio:. 3pp 46133.130-46133 276 

-0607000044 "1088 Emergency Exercise Manual. Sequoyah Fuels Corp, Sequoyah Fcicll 
iiy Emergoncy Exercise .6 80602 " Conf.dential portion withhold 
• Sequoyah Fuote Corp (subs of Korr-McGoo Nucloar Corp). BQ/05/06 137pp. 
46133:140-46133:270. 

8807250380 Discharge monjtorng ropt lor Apr 1 088.W/08O513 Ur 
UTNAGEAY.L Sequoyah Fuels Ccrp (subs, ol Kerr-McGoo Nuclear Corp ) 00/04/30 
KNUDSON.MO CnvucrnrTiemal PioloctiOn Agoncy. 6pp. 46255001-46265006 

6606300188 Forwards Insp Repl 40 6027/00-02 on 880531-0003 No 
violationa.doviatlcns or doficlencles Idontifiod. 

FISHER.W.L Region 4. Ole of iho Dlroctor 88/00/24 STAUTER.J.C. Sequoyah Fuols 
Corp (subs, of Kor/.McGeo Nucloer Corp.) 2pp. 46009 039 46009.04 7 

-8606390195 Insp Ropt 40 6927/00-02 on 880531 0603 No v.o?alion9 or davlalons 
noted Major areas Inspected omergoncy dotecnon & clossilicatlon.protocilvo action 
decisionmaking, notifications & communications & f ro protection 
SPIT2BERG.DB, POWERS.OA Region 4. Ofc of the Olrecter. 08/06/23. 7pp. 
46000041 -46009:047. 

8807140131 Forwards data from 2-yr comprohonsivo monitoring program for ompfoyoos 
exposed or potent ally oxposod la fc'aoso of UF6. per License Condition 30 Affidevil 
of JG Randolph re w.fhho'd ng end (ref 10CFD2 790(a)(0)) 

STAUTER.J.C. Sequoyah Fuels Corp (gobs, of Kerr-McGoo Nuc'oar Corp ). 00/00/20 
ROUSE ,LC Office Ol Nucloar Malorial Saloiy & Sateguard^Olroclor 3pp 4&16409G- 
48184:090. 


DOCKET 40-6004 RIO A LOOM MINING CORP., MOAB, UT 

0807140034 Recommonds that Mconse Cond.hons 42B & 4GB t )0 revised lo rood as 
slated re reduced freeboard require mente & mod.had bioassoy programmer iconsoo 
880317 rgquosl 

SCOVILL.V.R , PETTENGILL.HJ. Uranum Recovory Fiefd Ofc, R4. 80/05/06. U/onl 
um Recovery Field Otc, R4 3pp 40176:328 46176.330 

SB0714O2O1 Forwards Amend 17 to Llco-nsa SUA-1 1 l9,revis'ng Conditions 42B 4 450 
to modify in vivo bioasssay program & to incorporate reducod frooboard requirement 
for low or lal.lng pond, respect ive I y 

SMlTH.R D Uranium Recovery Field Ofc. R4. 00/05/05. PATTI SON. RS. RIO Algom 
M s nlng Corp. 2pp. 46176:344 46177.006- 

-0807140294 Amend 17 to Uconso SUA-1 110 for Rio Algom Mining Corp, aulhorlhnn 
use of natural U at San Juan County.CA facil.ty & releasing I censoa from Dec 1902 
comnvlment for pedormlng In vivo measurements every 2 yrs. 

SMITH, R.D. Uranium Recovery Field Ofc. R4. B0/OS/O5. 13pp 46176:346-40177:006. 

8807140239 Advises lhat drah Itr ol credit to bo issued by Canadian Imperial Bank of 
Commerce satisfies lOCFFMO.App A. 

PETTENGILL.HJ, Uranium Recovery Field Ofc, R4 88/05/19. MAY.K.E. Utah. Slat© 
Of. 2pp. 46177:230-46177:240. 

0007180082 Requests 880122 amend for License SUA-1 1 T9 re detection monitor ino 
program be mod. Had to locate no* po’nl of compliance wells & lo determine oxtonl & 
concentration of Crltedon 13 hazardous constituents in uppermost aquifer. 

HAWKINS, E.F. Uranium Rec-overy Field Ofc, R4. 88/05/24. Rio Algom Mining Corp. 
2pp. 46203:325-46203:326. 

8807120546 Discusses financial suroty for Amend 18 lo license SUA-lllO lot Rio 
A'gom Mining Corp.Feo will serve os b09ls for annual adjusiment of licensee surely 
until NRC completes technical review of current rec’amatfon & decommissioning plan. 
ROSE.HD., PETTINGILL.H J. Uranium Recovery Field Ofc. R4. 80/00/16. Uranium 
Recovery Fla‘d Ofc. R4 3pp. 46199 003 46199.005. 

6607130242 Forwards Amend 10 to License SUA-1 11 9, re moving requirement to main- 
lain surety agreomonl w/State of UT. 

SMlTH.R. D. Uranium Recovery Field Ofc. R4. 88/06/15. PATTJSON.B. Rio Algom 
Mining Corp. 3pp. 46170:337-46171:001. 

-6807130246 Amend 18 to License SUA-1 119 for R'o Afgom Mining Corp, removing re- 
quirement for icensea to malnta n surety arrangement w/Slate of UT Board of Oil.Gae 
& Mining A establishing Apr 15 as anniversary date for surety update. 

SMlTH.R.0. Uranum Recovery Fle’d Ofc, R4. 88/08/15. 23pp. 40170:340-48171:001. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 


-68071 90 Forwards lea inadvertency om.tted fronn request for amend to License 
suB-oeoe. 

BLYTHc.HM. BP America. Inc. 89/06/28 SWIFT ,J NRC • No Detailed AfR ration 
Given ip. 40214 023-48214:023. 


6807159041 Discusses review of Exxon 880503 annual rept lend use within 5 miles ol 
miil.Land use survey addresses all necessary listed Items & acceptable. 

KONWINSKl.G R., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 68/06/06. Urani- 
um Recovery Field Ofc. R4 2pp. 46 1 83- 1 56-46183: 1 57. 



0007160242 horwaros Amend 23 lo License SUA-i i j9.rov.sing License condition 33 10 
modify groundwater detection monitoring program 

SMITH. R.D Uranium Recovery Field Ofc, R4 88/06/15 Exxon Corp 2pp .46182 244- 
46182 262. 

*•0007150250 Amond 23 to License SUA-1 139 for Exxon Corp. amending License Condi- 
tion 33 to modify delect on monitoring program 

SMITH. R.D. Uranium Recovery Field Ofc. R4 88/07/15 17pp 46182 246-46182:262 

8807140166 Subm.ts review addressing adequacy ot Exxon 0BO3O4 reclamation cost 
estimate for Highland U Mill Estimate should bo increased to prov da addt 5% contin- 
gency over min 15%. License SUA-1 139 should bo amended whon plan approved 
nOSE.HD. PETTENGILL.HJ Uranium Recovery Field Ole. R4 88/06/16. 
HAWKINS, E F. Uranium Recovery Field Ofc. R4 4pp 461 76.322-461 76.325 


OOCKET 40*8452 BEAR CREEK URANIUM CO , CASPER, WY 


6807010235 Submits addi info on water quality .erosion ri'ls & stabl ity anolyas to com- 
plete Bear Creek te I ngs dam stability review. per NRC 880505 request 
MEDLOCK.R.L Unon Pacif.c Corp 80/05/16 JACOBY.O Uranum Recovery Field 
Ole, R4. 4pp 45981.034-45901 037. 

6607140230 Usls Info subedited In Iconsoo 8B05O3 & 16 Itrs for annual technical eval- 
uation of tall ngs disposal area Submittals satisfactorily oddress concerns in 880505 
memo ro structural stablitv of tailings disposal area 

JACOBY, D L., HAWKINS.E.F. Uran um Recovery Fie'd Ofc. R4 80/05/19. Uranium 
Recovery Field Ofc. R4. Ip 461 77:243-461 77 243 

6807130466 Oiscussos proposed Amond 17 to license SUA-1310 re enhanced ovapo 
ration sya,por licensee 660516 roquasl Proposed mod eccoptob’o 
JACOBY.O L., HAWKINS.EF Urenum Recovery Flo’d Ofc. R4 00/05/27 Uran.um 
Recovery Field Ofc, R4. 2pp 46172.149-46172 150. 

8807140072 Forwards Amond 17 to License SUA*13l0.revis ; ng License Condition 48 to 
modify current enhanced evaporation sys as ays no longer used to control blowing 
tails. 

SMITH, R D Uranium Recovery Flold Ofc. R4 06/05/27. SCOTT.E Boar Creek Urani- 
um Co. 2pp 46176.219-46176 249 

-8807140074 Amond 17 to License SUA-1310 for Boor Crook u Co.changlng License 
Condition 4B to modify current enhanced evaporation ay9 as sys no longor used to 
control blowing tails 

SMITH, R.D. Uranium Recovery Field Ofc. R4 88/05/27. 10pp. 46170 221 461 76 249 


DOCKET 40-8502 MALAPA1 RESOURCES CO., PHOENIX, AZ 


8807010206 Forwards ‘Quarterly Operations Rapt, Jon Mar 1908 for Irlgaray Mina Sito.’* 
WICHERS.D L Molapai Resources Co 00/04/20 MOONEY.G Wyoming, Slate of 
ip. 45070 206 45980 199 

-8807010222 "Quarterly Operations Ropt.Jan-M&f 1988 for Ingaray Mno Site.'* 

4 Malapal Resources Co. 08/04/29 203pp 45979:267-45900199 

B807260346 Ack rocolpt of 860502 Itr stipu'at no new bond amount for Lcensoe 
oporallons.porm i to Mine 470.Llconsoo will revlso llr of Crod-t SB-9255 to reflect new 
reclamation osllmato, por 080502 Itr 

WICHERS.D.L. Malapal Resources Co 60/05/16 WOOD.R. Wyom ng, State of 2pp. 
40273:307-46273 306 

6807210042 Confirms 600525 tolcon ro trunkline jo.nt geparat on & loss of injection so- 
lution at Irlgaray Mine. 

WICHERS.D.L Malapal Rosources Co 80/05/27. KONWINSKI.G R Uranium Recov- 
ery Field Ofc. R4 ip 46236 067-40236 067 

6607210034 Submla publisher affidavit of publ.catlon re filing of Chrlstonsen Ranch 
amend application in listed newspapers 

WICHERS.D.L Malapal Resources Co 60/05/31- SHAFFER. R Wyoming. Stale of. 
4pp. 46237:300-40237:312. 

8807210260 Forwards application for permit to construct first wellfold production unit at 
Christensen Ranch.Production Unit 3. 

WICHERS.D.L Malapal Resources Co. 86/06/02. LUCHT.B Wyoming. State of. 5pp. 
46233 300 46233 305. 

8807160195 Forwards Amend 9 (0 License SUA- 1341, revising License Conditions 
11,25.26,33 & 40 ro Increasing plant capacity from current 1,600 gpm to 1.800 gpm & 
baseline water quality. 

SMITH, R D Uranium Recovery Field Ofc. R4 B8/06/07. WICHERS.D. Mafapal Re- 
sources Co. 3pp. 46 102:338-4 6 182:355. 

-8007150197 Amend 0 lo License SUA- 1341 lor Malopal Resources Co. roving Li- 
cense Conditions 11,25,28,33 & 40 to increase plant capacity from current 1.600 gpm 
to 1.800 gpm & ba 90 line water quality 

SMITH. RX). uranium Recovery Field Ofc, R4. 80/06/07. 10pp. 46182 341-46182:355. 

8807210176 Clanflos intent of Condition 4 to Permit to Construe! 88 216 re Christensen 
Ranch Production Unit 3 per 000701 tel con Per discussions.l censee Interprets Condi- 
tion 4 abandonment requirements apply to wells w/annular failures. 

WICHERS.D.L. Mafapal Resources Co. 88/07/01. LUCHT.B. Wyoming, Slate of 2pp 
46233:131-46233:132. 

8807210165 Requests authorization for temporary discharge to surface groundwater 
produced from aquifer to sting. Test! no will take place in first production unit under 
const per conditions of Water Quality Div Const Permit 66-216 
WlCHtRS.D.L Molapai Rosources Co. 88/07/01. WAGNER.J. Wyoming, Stale of. 
2pp. 46233:166-46233:107. 

8807250411 Forwards response to 880621.23 & 29 comments on Chrl9lensen Ranch 
application (or amend re hydrology.&oils.w.ldlife, adjudication & bond estimates. 
WICHERS.D.L. Malapal Resources Co. 80/07/01. SHAFFER. R. Wyoming. Stale of. 
78pp. 46276:007-46270.086. 


DUUKtT 40-8681 UMfcTUU MINEHAL3 CORP-. UHANU JUKUIUN, UU 

8007160045 ^cusses review of 1907 AlARA audit rept for UMETCO Minerals 
Corp.White Mesa Mil submtted by 880330 Itr.info Indicated elevated levels of radon 
daughter exposures toward end of 1987 NRC w.ll continue rev.ow of correct-ve ac- 
tions. 

SCOVILL.V.n.. PETTENGILL.H J. U/anlum Recovery Field Ofc. R4 60/05/05. Urani- 
um Recovery Field Ofc, R4. 2pp. 46164:319-46184.320. 

8807 140037 Recommends amond to Licenso SUA-1350 10 aulhcnzo receipt & dsposal 
of byproduct mat! from Mob I facil ty by revls'ng license Co-ndil‘cn 49. 

SCOVILL.VR. PETTENGlLL.H J. Uranium Recovery Field Ofc. R4 80/05/25 Urani- 
um Recovery Field Ofc, R4. 3pp 46175 038-461 75 040 

8807180167 Forwards Amend 13 10 UcensB SUA- 1358. T©vls*ng License Condhon 49 is 
receipt. processing & disposal of byproduct mail from Crownpoint In s lu U recovery 
facility. 

SMITH. R D. Uranium Recovery Flefd Ofc, R4 88/05/25 UMETCO Minerals Corp. 
(subs, of Union Carbide Corp ). ip. 46109.167-46199 107. 

-8807180169 Amend 13 to License SUA-1 358.(0' Umotco Mirerals Corp, revising LI 
cense Condition 49 ro reco pt, processing & di&posol of byproduct matl from Crown* 
po ; nt In situ U rocovorv facility. 

SMITH, R.D Uranium Rocovory Field Ofc. R4. 80/05/26. I2pp 46199 160*46190.197. 

8807210110 Confirms tafeon between V Scovi 1 6 J Hamonck r© Reg Guide 3. 03, Task 
ES 401-4, "Onsite MolGoro'ogical Measurerrenl Program for U Recovery Facil ti69 ♦ 
Data Acquisition & Reporting '^Ucensoo understands that response nol needed 
SPARUNG.dk. UMETCO Minerals Corp. (subs of Union Carbide Corp) 66/00/26. 
PETTENGILL.HJ. Uranium Recovery Flold Ofc. R4. Ip. 46237.355-46237 355 

8807250307 Ack reco'pl of 600531 rosponso to BQ0511 notice of violation. Item B cor- 
rective measures adequate to m nlmizo poiont-al for contam nation of urine samplos 
per License SUA-1 358 Condition 38(B). 

PETTENGILL.HJ Urenlum Rocovory Fle’d Ole, R4 06/06/30 SPARLING.D K 
UMETCO Mineral 9 Corp <8ubs of Union CarbUe Corp) 2pp 40259 205*46259 206 


DOCKET 40-0884 MALAPAI RESOURCES CO , CASPER. WY 


8807250426 Forwards 7ih quartorfy operations rept & 41ft somlanr.ual ALARA audit rept 
WICHERS.D.L Malapal Re sourcos Co 00/04/29. KONWINSKI.G R Urar.lum Recov- 
ery Field Ofc. R4, 3pp. 46278 000-46278 048 

-8807250431 "Sevonih Quarterly Operations RopUan Mar 1900." 

* Malapal Resources Co 60/03/31. 3lpp 46278 009-402 70:030 

-8807250433 "Fourth Semiannual ALARA Audt.Oct 1987 - Mar 1908." 

4 Malepal Rosourco9 Co 88/03/31. lOpp 46278 039-40278 046 

0607180063 Summarizes Metepal Willow Creok ALARA aud t rept & quarterly rept 
roview Appropriate site octlvites undertokon to maintain rail at -on exposures ALARA 
KONWINSKI.G R , HAWKINS.E.F. Urenlum Recovery Fle'd Ofd. R4. fo/05/23. Urani- 
um Recovery F.old Otc, R4. Ip. 46202 350-40202 350 


DOCKET 40-0696 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 


8807150196 Forwards Amond 6 to License SUA- 137 1.1 ©vising License Condition 33 to 
incorporate arsenic & selenium values & estab’ish threshold Is nril for ch’oride 
SMlTH.R D Uranium Rocovory Field Ofc, R4 68/06/07. Plateau Rosourcos. Ltd 3pp 
46183:044-46103:064. 

-8807150203 Amend 6 lo license SUA- 137 1 for Plateau Resources, Ltd. revising li- 
cense condition to Incorporate arsen-c & selon urn values A establish Ihreshold unit 
for chloride, 

SMITH, R O Region 4. Ofc of the Director. 06/06/07 0pp 46183:047 40103 064. 

6807010614 Forwards Radiation Safety Insp Ropl 40 6690/80 01 on 600525. No viola- 
tions or deviations noted 

PETTENGILL.HJ. Uranium Recovery Field Ofc, R4. 80/G0/27. COLLIN5.W. Plateau 
Resources. Ltd. 2pp. 46016:289-46018 279. 

-6807010618 (asp Rept 40-0090/66 01 on 0B0526.No v o'aiions or divisions 
noted .Major areas inspectod.U milling operations & radiation safety program including 
mat organization 4 conlrol/ operations review & operator training & retraining 
ROSE.H D., SCOVILL.V.R.. PETTENGlLL.H J Region 4, Ofc of the Director 66/00/ 
27 9pp. 46018.271-46016 270. 


DOCKET 40-0714 CLEVE LAND-CUFFS IRON CO., CLEVELAND, OH 

0807210079 Informs that collection of Iasi scheduled ground water samples undor 1-yr 
8tabl*ity monitoring program at Co'lln9 Draw site plannod on 860706 ,per 860624 
telcon, 

AHO.G.D. Cleveland Cl ffa. Inc. 88/06/20. KONWINSKI.G. Uranium Recovery Flold 
Ofc. R4 ENGEIMANN.R. Wyoming. State ol. Ip. 40234:138-46234:130. 

6807210162 Requests vendor lo accepl 70 cubic yards contaminated sol!s & other 
wa9te3 from U project In Campbell Counly.WY undergoing doconlamlnatlon 
AHO.G.D. Cleveland Cliffs Iron Co. 80/07/08. FERGUSON, J.C. American Nuclear 
Corp. ip. 46203243- 46233.243. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 


6807130334 Provides list of companies that filed peMions undor Chapter it of Bank- 
ruptcy Code w/US Bankruptcy Court for Weslorn District of Pennsylvania In response 
to 860613 Itr to Cherrelron Corp, demanding lor Info. 

CASS.G.L. Buchanan, ingersoH. Rodewa'd, Kyle & Buoraor. 88/00/23. 
THOMPSON.HL. Ofllco of Nuclear Malona’ Safety & Sefegjards, Director. 3pp. 
46122:053-46122 056. 



OOCKET 40-0763 KERR MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


0407010640 Forwards Pa^a'-ifOA SaUty fasp Repl 40-3768/89-01 on 880613-14 & 

£VnsTf t'far.L'n Recovery Re'd O'e. R4 09/06/20 Sequoyah Fuels C-orp. 
(iUtra of Ken McGee Nudeai Corp ) 2pp 46017 069 46017.106 


-4M 70 10643 Ncko oi v.olaSon '.-om n*p on 080613 l4.Vio'aticn reed three en- 
tires lo faciUy 10 vc r.cy cf wosie.-nmosl water treatment seivng ponds noi posted 
S no seif- mon. 'firing performed on 080603 work pemut 

HAWKiNS EF Ufdr-um Recovery Hold 0*c. R4 06/06/28 2pp. 46017.091* 
4601 7 C 32 


-6607010648 hsp Rept 40 6766^9901 c n 050613 t4Volaticns noted Major areas 
inspoc'ed U in t'u operat.ons 8 radat.cn sa'ey prog^m ncludng mgl organization & 
cooi'ois/ope^aiicn rcv.cw & ope-'alcr t'fimng S reirar ng 

SCCViil.V. GRACE S. CLSEN.7. Uran.cm Recovery Fie'd O f c. R4. 66/06/27. 14pp 
4601 7 093 -463 17 106 


DOCKET 40*8771 MALAPAI RESOURCES CO , PHOENIX, AZ 

M07 160095 Advises o' .r'enf fo ler/n:na*o License SUA-138S un’ess steps taken to 
me©\ preset 1 . Lcense cct'jryj&noes by 603701 

hawk ns.EF Ura-ij-Ti Recovery fie'd Ofc. R4 63/05/16 Waiapal Rasou'ces Co 
Ip J6203 352 46203 352 


DOCKET 40-3829 FERRET EXPLORATION CO. OF NEBRASKA, INC , CRAWFORD, 
HE 


88072 10 1 53 Forwards public notice *'o-n Chadron Record re proposed ERA public hear- 
mg on Crow Butte aqu 'er exemption 

COLLIN3S.SP Fonei ExplO/atCn Company of Nebraska Inc. 88/07/0? 
kO/M.NSki.G Uran:um Race ve ry F,e*dO?c. R4 ?pp 40234 245 46234 246 


DOCKET 40*8357 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 


8807210036 Ncl-'eS lhai pre-startup pump testing of M ne Un.ts 8-B.9, 12,15 & 16 at 
HioWand U Project will take p'aco on 660627 

HilOENSRAND.P Everest M nera f s Co.-p 00/06/23 OLSEN, T. Uranium Recovery 
Field Otc, R4 ip 40237 359 46237 359 

3307210147 Forw&'ds invest gatfve rept ol racer.t PvC poythiono Joint failures & analy- 
sis te injection line at highland U project Cause of rupture was weak fusion weld of 
fiance lo trunk ime Flange rewcided A Inspected pr-or to return of flow 
H.LDEN3RAND.P Everest M morals Corp 68/07/01 CLSEN.T T. Uran.u-n Recovery 
Field Ofc, R4 4pp 46235 117-46235.120. 


3307120185 Forwards Insp Repl 40-8857/66-01 on 880615- 1 6 Vio'alion 
noted Violators will be discussed al enforcement conference In Denyer.CO on 

HAWKINS.E F Uranium Recovery F.etd Ofc. ftl 88/07/05 MORZENTI.S. Everest 
Minerals Corp 2pp 46147 330-46147 340 


-3307 1 20202 fnsp Repl 40 6857/38-01 on 660615-16 Violations & open items 
noted Major areas inspected u -n situ operations 3 raqabon safary program incfud no 
mgt organization & controls/ operation review A radwasie mot 
^LV ^OUEN.TT.. GhACE.S R U'amum Recovery Field Ofc. R4 68/07/05 


DOCKET 40 3902 ANACONDA MINERALS CO., GRANTS, NM 

3 '° Ucen9a SUA 1 ‘ ,70 - an '« nd '' 1 a 9'ounav.a-s, detection 

Km SJXlKE&ES. 88 ' 06/# ’ Anacon<,a 00 “*• - Aila "- 

Ml "°' ala 

SMITH.R D Ur B ruum Recovery Field Ofc. R4. 88/06/01 6pp. 461B7 003 46187:016 
*^^3FR40^AfJ^' A?iniftnrt!, grountfwBler detection mon.tonng program meets 

K^& s 5 .»^srM ut6n “ sui >^ — a 

m otc ' fi4 e8/06,<1, ' lmum «w»«v **•« OK 

Advises that Amend 4 lo Uconso SUA-I470mi1.iatecl bv aiaft te a( ., 

petoSk °i 3 on 8803,0 s 0601 & 

holloway.c.j U. 

26 * Ll «" se Condition 

» cond "“ 3 " s 32 * 33 1 '°- 
“ssaa wasifK 88/06/15 *-«- co •*». ««.. 

u» ol unbmjiedamoynt'cfu^ bfc^oduc^llut- irt° f , 6nac0ri ^ a Mlfl etafs Co, outtiottrlno 
Irons 28 4 29.atJdmg Cond^Ta?^ « t ^^^n C T <S ‘ li0l] ,6 - defet, P^ Condb 

0OCKCT 4MMJ H0ME8TAKE MIHIKQ CO., GRANTS, NM 

oi 8ubmi,,ii da '* » e806 °' ">• 

rreiuive M,™ng Co iHsi SItItjs? 10 ' R< 66/65/05 KENNEOV.EE. ho- 


OOCKET 40-8001 BP AMERICA. INC /L-BAR URANIUM FACILITY. SALT LAKE 

8807150035 Forwards Amend 5 lo license SUA- l472.roviblng Hconsn CoruJihim 2 A 
20 re vendor address A c'oanup of wlndolown coniaminaiion.roRpncUvuV^ 

SMITH.R D. Uranium Recovo.7 Field Ofc. R4 08/05/06. DP Amonca. Ire 2pp 
401B5; 102*46185;124 

-8807160036 Amend 5 lo License SUA-l472,changlng Llconso Coj Kill loro 2 A 20 ru 
vo r, dor addreBS & cleanup ol A.nrtl>lov<fi contamTiaiipn. te^pocbjoly. 

SMITH, D O Uranium Recovery Field Ofc. R4 00/O5/OG. 6pp. 46 185; 1 04-401115:1 1 7 

“8007150039 Reviews .'icensee 000330 appicaiion for emond in Lkuu.ao SUA 
1472 mod Vng Conditions 2 A 28 to use 20 mlcrcroms/lt coniour ne clo/njp 
ihresho'd Mottndo'ofly A schedule for cleanup acceptable A liconso fihcj|/ld f>u 
amended 

GRACE SR.. HAWKINS, EF Uranium Recovery Flold Ole, R4. OO/OD/RU 

Recovery F.eld Ofc. R4. ?pp 46185:110-46105 124. 

8807140315 Forv.ftrds cop os o? correspondence ro Drltlsli Pnfrolmrrn Anmr.cn L ftar 
Site, per NRC agreement. W/o enef. 

GRACES. Uran'um Recovery Field Ofc, R4 80/05/00 Cobolloin. NM. Ip 461/7 ?f>4- 
40177:254 

8807140223 Commonis on "Sem annual Env.ron Monitoring RupU -Dn# If Mi-’o.lMioh 
Ccunty NM,” for Second Hall JB87 All va'uos well vvlitiln regulatory liniUs 
GHACE.S R Reg on 4, Ofc of the O.rector. HAWKINS.E F Uron.urri Rocoveiy f loll 
Ofc. R4. 80/05/18 Uian.jm Recovery Flold Ofc. R4 3pp. 46177:244-40 1 77 240 

8807180070 Requests 'iconsee subm t appFcaton for amend lo Uconan SUA-M7? eJ 
df&sslng Cmeripn 13 hazardous tonshleents in uppormoai nqu-fot 
HAWKINS.E F Uranium Recovery' Frofd Ofc. R4. 80/05/23. E1P Arnttrlcn, Ire 2j>p 
46203.358-46203 357. 

8807150217 Forwards comments on revised L*Par U ml-l A mill rocbinmiion A Unsure 

E lan A Tech Specs document Open items tdonnflod that wfl uoad to t>o ivJ'l'usacd 
etore fudher review of plan can proceed No fatal Paws In revised plan fourvf 
HAWKINS.E F. Uranium Recovery Flold Ole, R4 00/05/27. OP Amoricn. Inc llpn 
40103:318*46183:320 

8807250280 Forwards Tobio 1, ‘ Major Earthquake Events Nour L-Dnr Sllo“ for Com- 
monl 2 of geotechnical soci'onof NRC comments on reclamation & ciofluro plnn 
GRISAK.G E INTERA Technologlos, Inc. 00/00/ 1 7. HAWKINS.E K Uronl.rm Hocov- 
ery Field Ofc. R4. 7pp. 40255 007-40265 013 

8807250276 States understanding of fictions nris ng from 000022 mooimu ro l.-llrv ftn; 
lamaton plan induci ng providing surtaco wafer mvorslon ays A soil cover fn.ip w/*Ji 
version channel longitudinal section stations lobollod 

GRISAK.G E. INTERA Tochno'og'os, Inc 80/06/24. HAWKINS.E. Umnium Hc* t .civi»/y 
Field Ofc. R4. 2pp. 46274:241-46274 242 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVlRA MJNfNQ CO , OKLAHOMA CITY, 


0807180090 Roauests licensee modify 8Q042I oppl cation for amend In Ucunse ‘IUA 
1473 r© detecilon sv.onlotmg program to dolormno axiom A concenlrailOfi of Cnimioii 
13 hazardous constituents .n uppermost oguifor 

^WKINS.EF. Uranium Recovery Flofd Ofc, R4. 00/05/24 Qulvira Muilnn Co n 

4n/f)T Tiio.dhym v 


8807220023 Forwards application (or amend to License SUA-U73 to rocoiiA i>1 innv® 
containing natural U. 

STAUTEfl.J C Quivira Mm ng Co 00/08/07 PETTENGILL.H. Uroniun ITocovtuy Tid.l 
Otc, R4. Ip 46249:100 46249.101. 1 


■8007220024 Appl cation for amond to Llconso SUA-l473.aulhorl*lric) lOCQ’Ol of Inal'S 
containing natural U for procoasng through mill circuit or consolidation in lolfings fAc-fi 

* Oulv:ra Mining Co 88/06/02 3pp 40240,109.40240.101. 


o '° pf0vid0d ln AunA r °P l ro AL ^ R A aufW for Amb/osn 
GARriA i? i S indicates accoptablo porformanco of ALAHA end 1 

GARCIA.PJ PETTENGiLL.HJ Uronlum Recovery Fiold Ofc. R4 08/0*// 1 I Urnrium 
Recovery Field Ole, R4 2pp 46276 359-46270:360. 


UNITED NUCLEAR CORP., SANTA FE, NM 

,8 r' M ^r a “ a ,un .??;S 1 ' l,a ' 'l sues TO10d M b <"'iQ In suholonilnl cJIsauroomom 
tra"eva£ 5 « 9 FPA ? 9 (,acu ™ nl . pan'cuiotly loial tfissolvod ftolfda fl nl 

VELLJMTOF? 4 j E b A iEJJSi u 0 !*' Iam, " >l '°n P'“ m <> m soulhwosl alluvium 
ROvvl w ^ Whited Nuclear Cotp f&ut)9. Ol UNC Resourcoa. Inc). 00/05/24 

ROWE.W. Env.ronmerval Protecllon Agency. 2pp. 46235:136*40235:137. 

°! w0 ^ ,or B°ochom;cal aamplmo a onal/l. 
'am aesenbed during 080519 meehng.Daio will bo used lo domon&trfiio Ihal 

ISSaMaS^SS^ST no1 wla!ai1 10 “Wflo 

RouJcSrll’ . * Un !0 ^ ft Nuclear Corp. (subs, of UNC n 0 sourcos Inc ) nn/05/24 
ROWE.W Environmental Protection Agency. 3pp. 46234: 164-40234 i go * * 

“SaaOMsTcoa 80631 m00lin9 ln ° a '' va ' C0 10 (ilKu8s "»* to rodamauon 

— Ks jssmss ® Kaa^'.” ^ - 

•sgsassas szsjs as 

HAWKINS FF design to meet requirement of App A lo I0CFH40 



VELASQUEZ.J.R, United Nucfoar Corp (subs of UNC Resources. Inc) 60/06/29. 
HAWWNS.E. Uren um Recovery Field Ole. m. SSpp. 462B8 189-48288.243. 


DOCKET 40*8911 MOBIL ALTERNATIVE ENERGY, INC., BOULDER, CO 

8007160060 Requests end Re 226 environ sample taken from Mobl Crownpoint insp 
be enalyzed.W/o oncl. 

KONWINSKI.g r. Uranium Recovery Field Ofc. R4. 00/06/08. MARTIN. D B Energy. 
Dept. ol. Ip. 40202.351 *46202 351 


DOCKET 40-8964 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 

B807210184 Forwards response lo State of WY 0BO6O7 "completeness- relatod" com 
men is re Smith Ranch project in situ mining app'icatfon.w/o staled end 
FREEMAN. MO. Sequoyah Fuels Coro (subs of Korr-McGoo Nuclear Corp} 80/06/ 
30. SHAFFER.fi. Wyoming. Slate ol. Ip 40233 340-46233340. 


DOCKET 40-8968 HYDRO RESOURCES, INC., DALLAS, TX 


6807140109 Summary of meeting w/URl re appl.catlon for llconse for Church Rock 
project 

HAWKINS.E F. Uranium Recovery Field Ofc. R4 88/05/05. Uran urn Recovery Field 
Ole. R4. 2pp. 46176 102-46175; 103. 

8807220030 Ack receipt of 680510 Itr requesting public hearing on U Ro&ource 9 .inc/ 
Hydro Resources.lnc Discharge Plan DP 550 

MITZELFELT.R. New Mo*lco. Slate of 00/06/21 BECENTl.E. Churchrock Chapter 
House ip. 46250.004-46250.004 

8807260406 Advises that package submitted to support application package lacking m 
aroaa of hydrology & radio logical data. 

HAWKINS.E. F Uranium Recovery FJofd Ofc. R4 68/07/05 Hydro Resources, Inc. Ip 
46276:347-46270:347. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 60*3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

6807130286 Forwards Amend9 39 & 133 to Uconsos DPR-5 & DPR-26, respectively & 
safoty evaluation Amends mod ty I consea to require compliance w/amondod physical 
security plan Plan revised to meet roqulromonts Ol 10CFR73.55 
SLOSSON.MM Project Directorate 1-1. 00/07/06. BRAM.S B- Consolidated Edison 
Co. of New York. Inc 3pp. 40169 336 46169 345 

-8607130208 Amends 39 & 133 to Licenses DPR 5 & DPR-26, respectively, revising li- 
censes to require compllanco w/amonded physical socurlty plan, 

CAPRA R A Project Directorate 1-1. 00/07/06 4pp. 46160 3^0-46169 342 

-6807130295 Saloguards evaluation rapl supporting Amends 30 8. 133 to Licon&ea 
DPR -5 & DPR -28 .respectively 

* NRC • No Doinllod AlfiFalion Givon. 08/07/06. 3pp. 46160 343-48169:345 


H. General correspondence 

8807220016 Comment opposing proposod rule 10CFR50 ro licensing of nucfoar power 
plants where slate &/or local govts dock no to coopotaie in oil site omotgency plan- 
nlng. 

HOlT.J. Public interest Research Group. New York. 07/02/18 Commissioners 5pp. 
46230:240-40230:263. 


J. Insurance & Indemnity Information 

8807140262 Forwards Endorsements 160 8. 141 to NEUA Policy NF-1G0 & MAELU 
Policy MF-29, respectively. 

O'CONNOR, DJ. Marsh & Mclonnan. Inc. 08/07/11 DlNlTZ.I. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 5pp 46177 229-40177 233. 


P. Operating license stage documents & correspondence 

8807120028 Forwards Amends 36 8. 131 to Licenses OPfi-5 & DPR-26, respectively & 
safety evaluation Amends reviso Tech Specs to Incorporate changes to facility organi- 
zation. 

SLOSSON.M.M. Project Directorafo 1-1. 88/08/21. BRAM.S.B. Commonwoalth Edison 
Co. 2pp. 46112.326-46112 339. 

-8807120031 Amends 38 & 131 to Licenses DPR-5 & DPR*26,rospoctively. revising or- 
ganizational figures contained in Tech Spec 9. 

CAPRA.R.A. Project Directorate M 68/06/21. 10pp. 461 12.320 401 12 337. 

-8807120039 Safety evaluation supporting Amends 38 & 1 3 1 to Uconses DPR-5 & 
DPR-26.re8peclivoly. 

* Office ot Nuclear Reactor Regulation, Director (Post B70411). 08/06/21. 2pp. 
46112:338-46112:339. 

8807110358 Forwards notice of consideration of Issuance of amends to OL & proposed 
NSHC determination & opportunity for hearing re 600615 application requesting re- 
moval ol organization charts per Generic Ltr 88 06. 

SLOSSON.M.M. Project Directorate 1-1. B8/06/23. BRAM.S.B. Consolidated Edison 
Co. of New York, Inc. 2pp. 46082.038-46082 043. 


charts per Generic Ltr 88-00 

SLOSSON.MM Projod electorate 1 1 . 88/06/20. 6pp. 46082 038-46082.04 3. 

8807130286 Forwards Amond9 39 & 133 to Licenses DPfl-5 8 DPR-26. respectively £ 
safety evaluation Amends modify hconsos to roquire comp'ianco w/amendod phys'cnl 
security plan Plan revlsod to meet requirements of 10CFR73.55 
SLOSSON.M M Project Di/eciorote l-t. 89/07/06 BRAM.S.B. Consol deled Edison 
Co. of Now York, inc 3pp. 46169.336 46169.346. 

-8807130266 Amends 30 & 133 lo Licenses DPR -6 & DPR ^.respectively. revising H* 
cen9ostoroq jiro co mp i -an ce w/am en rt o d p h ysic a I 9ecur i ty pi a.i. 

CAPRA R.A Project Directorate 1-1 88/07/06 4pp 40169 330*46169 342 

-6807130295 Safeguards ovafuaiion repl supporting Amonds 39 & 133 to Llconses 
DPR-5 & DPR 26.respeciivoly 

* NRC - No Ootaled Affiliation Given. 08/07/06. 3pp 46169:343*46169.345. 

6807130454 Gerorlc Ltr 00-11 to a l hcensoes of operating reactors 4 holders of CPs re 
NRC position on rad'adon emb.Mtlemont of reactor vessel malls & impact on plant 
operations Svc l st & Rev 2 to Reg Guide 1 99 and. 

MIRAGLIA.F j. Associate Director for Projects (Post 870411). 88/07/12 Consolidated 
Edison Co Of Now York. Inc 51pp. 46257 207-40257-257. 


Q Inspection reports, IE Bulletins & correspondence 

8806130166 NRC Info Nollco 00*039, "LaSalo Unit 2 Loss of Recirculation Pumps W/ 
Power Oscliat-on Event " Svc l.st oncl 

ROSSI.C E Dw.son of Operational Events Assessment (Posl 87041 1) 80/00/15. 
Consolidated Ed son Co of Now York. Inc HOpp 45978 156-459/0:266. 

88070102S1 Forwards Safoty insp Repts 50-003/88 01.50-247/80*17 & 50*288/08*09 
on 000509-13. No v.olations noted. 

BELLAMY.R R. Region 1. Ofc ol the O.rector. 80/06/21 BRAM.S. Consolidated 
Ed son Co Of Now York, Inc 2pp. 40008:168 46008 176 

-8807010260 Insp Repis 50 003/00 01.50-247/88*17 & 50-288/08 09 on 000509* 
13 No vio’otions noted Major areas Inspected radiolog cal environ monitoring 
program.lncluding mgt controls & analytical moasuremonls QC program 
STRUCKMEYER.R . PASCIAK.W.J. Region 1. Ofc of the Director. 00/08/16. 9pp. 
46000 108-46000 170 

8806160340 NRC info Nollco 08 040. “Examiners Handbook lor Developing Operator 
Licensing Exams." NUREG/BR-0122 & svc list enef. 

ROSSI.C.E Drvl&lon of Opornt'onal Evonts Assessment (Post 070411). 08/80/22. 
Consolidated Edison Co- ol New York, Inc. 237pp. 40240 325-46241 201. 

6006170033 NRC info Nollco 08 041. "Physlcol Protection Weaknesses Identified 
Through Regulatory Effectiveness Reviews " Svc list encl. 

ROSSI.C E. Division of Operational Evonts Assessment (Post 870411). 80/08/22. 
Consolidated Edison Co. o< New York. Inc. 122pp. 4597G. 034-45978 155. 

8806170291 NRC Bulletin B8 008, "Thermal Siresaos In Piping Connociod lo RCS.” Svo 
list encl. 

ROSSI.C E Division of Operational Evonts Assessment (Posl 8704 11) 60/00/22. 
Consokdated Edison Co Ol Now York, Inc. 11 6pp. 46019:037-46019:152. 

6606210038 NRC Info Noiico 00-044, "Mnchanlcal Bnding of Spr ng Release Device lr» 
Wostlnghouse Typo DS-4 16 Circuit Breakers." Svc list end 

ROSSI.C E. Division ot Operational Evoni9 Assessment (P09t 870411) 88/06/24. 
Consol dated Edison Co of New York, Inc. 1 1 3pp. 46019 163 46019 265. 

8806240139 Suppl 1 io NRC BuTotin 88 008, "Thermal Stresses In Piping Connociod to 
RCS/' Svc hsi encl 

ROSSl.C E D.vls.on of Oporatonal Events Assessment (Post 670411). 80/00/24. 
Consolidated Ed son Co of Now York. Inc. 114pp. 46019 266 46020:018. 

6807050162 Forwards Safety Insp Repts 50-003/88 02 & 60-247/00*16 on 800509- 
13.No violations noted Weaknesses Idonlifiad in ovors^ht ol whole body 
counting. Addl attention to area warranted. 

8ELI AMY.R R Region 1. Ofc of the Director 80/06/24. BRAM.S. Consolidated 
Edison Co Of New York, Inc. 2pp 46025:143 46025:148. 

-8607060165 Insp Repts 50 003/80 02 & 50-247/86-16 On 88D509*l3.No violations 
noted Ma.or areas inspected accoss control, rad ollon work permits, aroa posting.htgh 
radiation Btoa control surveys 8 whole body counting. 

SHERBINI.S. SHANBAKY.M.M Region i, Ofc of Ihe Director. 88/06/23. 4pp. 
46026:145*46025:140. 

8806300347 NRC Info Nollco 88-045, "Problems In Protective Relay & Circuit Breaker 
Coordination." Svc list encl. 

ROSSI.C E Drvlslon of Operational Evonts Assessment (Post 0704 11). 80/07/07. 
Conso'idatod Edison Co. of Now York, Inc. 104pp. 46242:109 48242:212. 

0607080006 NRC Info Notice 00-046, "Llconsoo Repl of Deloctlvo Rofurbl9hod Circull 
Breakers " Svc list end 

ROSSLC E. Division of Oporotionaf Events Assessment (Posl 870411). 80/07/08. 
Consolidated Edison Co. of New York. Inc. 107pp. 46231:281*46232:027. 

8807120291 NRC Info Not ce 88*040, "Llconsoo Ropl of Defective Refurbished Valves." 
Svc l.st oncl 

ROSSI.C.E, Division of Operational Events Assossmenl (Posl 870411). 88/07/12. 
Conso’ldated Edison Co. of Now York. Inc. 103pp. 46242.006*46242:108. 

8607000366 NRC Info Nollco 88*047, "Slowor-Than- Expected Rod-Drop Times." Svo 
l.9l encl. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 80/07/14, 
Consolidated Edison Co. of Now York, Inc. 103pp. 46240:222-40240:324. 

8807120560 NRC info Notico 88*049, "Mar k.ng. Handling. Control.Stor ago & Destruction 
of Saloguards Info." Svc list oncl. 

ROSSI.C E. Division of Operational Eveni9 As9os9mont (Post 870411). 88/07/18. 
Consolidated Edison Co of Now York. Inc. 103pp. 46241:203-46242 005. 


6607120553 NRC In'o Notice 88-050, ’Elfe-ci d Cjrcuii Breaker Capacitance on Avail- 
ability of Emergency Power" Svc list end 

ROSSI.CE. Owftten ol Oper atonal Even'.* Assessment (Post 6704 1 ij. 88/07/18. 
Consol.daled Edison Co. or New York. Inc. 110pp. 48257 258-48258:010 

6807100101 NRC Info Notes 60-051. “Failures ol MSIVs" Svc list end. 

ROSSi.CE Division of Operaiona* Events Assessment (Post 87041 1), 88/07/21. 
Consolidated Edison Co. of New York. Inc. 121pp. 46257:006 46257:206 


OOCKET 50-5 PENNSYLVANIA STATE UN1V. RESEARCH REACTOR 


F. Security, medical, emergency & tire protection plena 

B0O7O7O1 <0 Forwards Safeguards Insp flepis 50-005/88 02 A 70-0113/80-01 on 
680503*06. No violators noted Steps taken lo correct violations brought to ull alien 
tion In NRC 850027 l:r also verif ed 

GELLAMY.RR Region 1. Ofc of the Director. 88/06/26 HOSLFR.C.L Ponnsylvan e 
Slate Univ . Unversty Pa'k, PA 2pp 46125:258 46125 260. 

-6607070143 Wa’l Control Accounting ft PhysJcal Securty |nsp Roots 50 005/86 02 & 
70-0113/80 01 on 860503-06 Major areas inspected organurat on & operatfon.shippmg 
A recoM/ig fllorage A internal coni ro's.in van lory A record A repta 
DELLA RATTAA., KEIM'G.R R Region 1. Ole Of the Director. &&/0&/28 7pp 
46125:260 40125 266 


O. inspection reports, IE Bulletins A correspondence 

6007060361 Forwards Exsm Repl 50 <»5/88-OlOL cf exam admn stereo on 880512- 

13 

GALLO, R.M. Reg on 1. Ofc of the Director. 88/00/22 HOSIER CL Pennsylvania 
Stale Univ, University Park. PA 2pp 46025063-46025:069 

-8007050360 Exam Rept 50*005/88-0 lOL on 860512 13 Exam results reactor operalor 
passed operating & wntten exams.Senor reactor operator tailed Socl.on H of writton 
exam 

SlLK.OM, ESELGROTH.P.W. Region 1, OJc ol Iho Director 83/08/21. 5pp 
46025:065-46025 069. 

0007070140 Forwards Safeguards Insp Repls 50-005/03 02 A 70-0113/68 01 on 
880503-06 Mo wo'ations nolod Steps taken to coned violators brought to util alien- 
lion m NRC 650027 lir also venf ed 

0ELLAMY.R R. Roglon 1, Ofc of Ihe D rector 88/06/20. HOSLER.CL. Pennsylvania 
State Univ., University Park, PA. 2pp. 49125250-48125 266 

-8607070143 Well Coni/ ol Account ng A Physlca* Secunty Insp Roots 50 005/89-02 A 
70-01 13/88 01 on 090503-00 Me> areas inspected organization A operat.on.sh ppSng 
A receiving storage A Internal coV/ols.lnveniory A record A repls. 

DELLA RATTA.A . KEIM G.R R Region 1. Ofc of iho Director. 80/09/20. 7pp. 
40125:260-48125 296 


V. Operator Examinations 

8007050361 Forwards Exam Rept 60 005/08 01 OL of exam administered on 660512* 
13. 

GALLO.RM Region 1. O'c of ihe Director 86/06/22. HOSLER.C.L Pennsylvania 
Stale Unh/. Un Verity Park. PA. 2pp. 46026.063-46025 069. 

-8807050366 Exam Repl 50-005/6B-01CL on 600512- 13. Exam resullsireactor operator 
passed op&ta*.ing & wntt&n examaSanor lescio 1 operator latted Section H ol whiten 
exam. 

SlLK.OM , ESELGROTH.P.W. Region I. Ofc of Iho Director. G8/06/21. 5pp. 
46025 065 46025:069. 


DOCKET 60-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency A lire protection plans 

5807160070 Rev 7 to Emergency Plan frrp'ement-ng Procedure EPIP 200-71, "Oaas fi- 
cation of Generating Staton Emergency Pien Conoitions " 

* Commonwea'th Edison Co. 00/07/06. 2 ipp 46185 155-46105:176. 

8007140216 Requests add! Info re emergency plan requ.raments for fuel storage.Llsta 
questions rea ring licensee tesponse reeded tor eva'uaton of emergency action 
levels In emergency plen.flev of she emergency p'an suggested 
ERCKSON.P 8 Standardizaton ft Non Power Reactor Project Directorate. 68/07/07. 
MCRGAN.W.E. Commonwea'th Edison Co. 3pp. 40177 292-46177:264 

8807190162 Informs lhai 880527 Rev 24 lo secunty plan for tacllty consistent w/ 
l0CPR5t).54(p) & accept ah' o Stated Hern dale led dJ© to admin. 9tratrve error mu si be 
returned to plan.Encf withhe'd. 

MALLETT.B S Regon 3, Ofc of the Director. 88/07/08 BUSS.H.E. Commonwealth 
EdisenCo 2pp. 46215 345-48215346. 

66-07250401 Rev 1 to Procedure DSSP 1Q0-A, “Hot Shutdown Procedure Path A." 

* Commonwealth Edison Co. 00/07/31. 14pp. 46273 231*46273:244. 

6607260008 Rev t to Emergency Plan fmp'emenlrg Procedure DSSP 100-0. "Hot 
Shuldown Procedure Path B." 

* Commonwealth Edison Co. 00/07/31. 13pp 46269:260 40209 272. 

8807256133 Rev 2 to Procedure DSSP 1 00 E, “Hat Shutdown Procedure-Paih E." 
Commonwealth Edison Co. B0/O7/31. 16pp. 46274:301 -46274 316. 

8607250177 Rev 2 to Procedure DSSP 100-D, "Hot Shutdown Procedure - Path D." 
Commonwealth Edison Co. 88/07/31 I3pp 46273:069-462 73.Q0O. 

8807260349 Rev 2 to Procedure DSSP 100-F, "Hoi Shutdown Procedure -Path F " 
Commonwealth Ed. son Co. 88/07/31. 15pp. 46255 312-46255326. 


P. Operating license stage documents A correspondence 

8807118100 Forwards Rev 51 chang&s to QA program Topical Repl CE-VA Old 
860707 Rev made to refioct organization changes, to provide addl organlzeifon pos- 
tion description ft ideni/.caiicn to change commitment to ANSl/ASME NQA-1. 
WORGAN.W. Commcnweahh Edison Co. 89/07/07. Document Control Branch (Oocu- 
menl Conlrol Desk). Ip. 40156.048-46156 075 

-8007190205 Rev 51 lolcensee OA Program Topical Rapt CE-1 A. 

SHEWSKI.WJ Com m on wo all h Edison Co. CE-1-A FiSl. 00/07/07 25pp. 46156051- 
48166 075. 

8607140312 Summarizes discuss; ons held on 060626-29 re performance of opor sting 
nude&J power p1anU.F8CiV.i-09 ceiegonzetl as roqjlnno continued close monhoilng 
STELLO.V Ofc ol tho Executive Director for Operations. 08/07/08. O’CONNOfi.JJ. 
Commonwealth Edison Co. ip 40176.108 46178 106 

9807130454 Generic LI' 60-11 lo el I cense os of operating reactors ft holders of CPs ro 
NRC pos. tion on radiation embrittlement ol reactor vessef matte ft Impact on p’anl 
operal ons Svc list & Rev 2 to Reg Gu.de 1 .99 oncl. 

MlRAGLIA.Fj. Associate Olracior for Projects (Post 870411) 80/07/12. Consohdolod 
Ed sCnCo of Now York, Inc 51pp. 40257:207-46257 257. 

8007220277 Confirms 800706 p'ana re 060714 mgt meeting at Region III to d'SaiS9 
plantpedormance. 

GnEE.NMAN,E.G Region 3, Ofc of the O'rector. 0B/O7/12 REED.C Commonwoa'lh 
Edison Co. Ip 46249 1 1 1 -46249:1 1 1 . 


Q» fnspactlon reports, IE Burtelfns & correspondence 

BB06130168 NRC Info Notice 8B 039, "LaSalle Unit 2 Loss of Recirculation Pumpa W / 
Power Oscii'ation Evont " Svc list oncl. 

ROSSt.C.E, Drvis on of Operational Events Assessment (Post 870411). CQ/OQ/16. 
Conso! .dated Ed son Co of Now York. Inc 1 lOpp 45970-166-45078:268. 

8800160340 NRC Info Notico 08 040, "Examiners Handbook for Oevoloplng Opo'alor 
licensing Exams." NUREG/BR-0122 & svc list end. 

ROSSI.CE. Division of Operational Evonts Assessment (Post 870411). 00/00/22. 
Conso idatod Edison Co of Now York. Inc 237pp 46240.325*46241:201. 

8806170033 NRC Info Nohco 88 041, "Physical Protection Weaknesses fdonii'lod 
Through Regulatory Effectiveness Reviews " Svc l.st oncl. 

ROSSI, C.E Divison of Op^rai onal Events Assessment (Post 070411). 0tf/Gn/22. 
Consolidated Edisoo Co. of New York, Inc. 122pp 45970:034-45070:155 

8806170291 NRC Outlet n 00 C08. "Thermal Stressos in Piping Conneclod to RCS." Svc 
list end. 

ROSSI.CE Division of Operational Evonts Assessment (Po9l 070411). 00/00/22. 
Con90lfdated Edison Co of New York. Jnc. 1 16pp 46019.037-46019:152 

6806210036 NRC Into Notico 8S 044. "Meehan cel Binding ol Spnng Roloaso Device- h 
Wostlnghouse Typo DS-416 C rctil Breakers " Svc kst oncl. 

ROSSI.C E Division of Operational Evonts Assessment (Post 07041 1) 00/00/24. 
Consolidated Edison Co of New York, Inc. Il3pp 46019 153-46010:205. 

6608240139 Suppl 1 to NRC BuleUrv G8-Q08, M T^QtmBl Stresses in Pip ng CormodoiJ to 
RCS." Svc LSI end 

ROSSI.CE. DMsion of Operational Events Assessment (Po9t 870411). Ofl/OQ/24. 
Consolidated Edison Co of New York, Inc. Il4pp 46019 266 46020.010. 

8607120033 Forwards RJ Millor 000600 memo re site visit to attend oxil mooting for 
insp ol emergency operating procedures ft to lour laciUty. 

DAvlS.A B. Region 3, Ofc ol iho Director. 80/07/05 REED.C. Commonwoolin Edison 
Co Ip 461 64 358-46154 360. 

-0&O712OO37 Summary of 880600 facility 6ile visit to attond exit mooilnn for Insp of 
emergency operating procedures (SOP) poriotmed by assigned Roglon 1 EOP loam 
MILLER. H J. Roglon 3. Ole of the □ rector 88/06/20 DAVfS.A 0. NRC ♦ No Dotn lod 
Aff nation Gfvon 2pp. 46154:350-46164 360. 

0006300347 NRC info Notice 00-045, "Problems in Protective Refay ft Circuit Hrcwkor 
Coordination “ Svc list oncl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 00/07/0/ 
Conso'idatod Edison Co of Now York. Pnd 104pp. 46242:109-46242:212. 

3807080006 NRC Info Notice 88-046. "Licensee Rept Of Defoctive Rofurblshod Circu t 
Breakers." Svc lf9t oncl 

ROSSI, GE. OM&ion of Operational Events AssosemarM (Post Q704U). 00/07/00 
Consolidated Edison Co. of New York, Inc. 107pp. 46231:201-46232:027 

8807120291 NRC fnfo Notice 88-048, "Licensee Repl of Defectlvo Refurblshod Valvoe " 
Svc list end 

ROSSI, C.E. Division cf Operational Events Assessmeni (Post 870411). 00/07/12 
Consolidated Edison Co. of New York, Inc 103pp. 46242:006-40242:108. 

8807060368 NRC Info Notice 86-04 7, "Slower-Than- Expected Rod Drop Time 9.” Svc 
list end 

ROSSi.CE. Division of Operai'onal Events Assessment (Post 870411). 88/07/14 
Consol dated Edison Co. of New York, Inc 103pp. 46 240: 2 2 2-46240 .3 24. 

8807120650 NRC Info Notice 80- 049, " Markl ng, Handling. Con trol.Sio rage ft DoslrucHon 
of Safeguards info." Svo list oncl. 

ROSSI .C.E, Div.s'on of Operational Events Assessment (Post 870411). 00/07/18 
Conaoldated Edison Co. cfh’ew York, Ino. 103pp. 46241:263-46242:005. 

8807120553 NRC Info Notice 88-050, "Effect of Orcult Breaker Capacitance on Avail- 
abll.ty of Emergency Power.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 80/07/10 
Consolidated Edison Co. cf New York, Ino. 110pp. 46257:260-46258.016. 

6607180101 NRC Info Nohco 8B 051, "Fa-liires of MSI VS." Svc lisl end. 
flOSSI.C.E. Division of Operational Events Assessmeni (Post 870411). 00/07/21. 
Conso'ldated Ed son Co. of New York, fno. 12lpp. 46257:086 46257:206. 



DOCKET 60*20 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fir© protection plane 

0807010316 Forwards Resident Safety Insp Ropt 50 020/00-09 on 000401- 0531 8 
notice of violation Hosponso to violation re failure to montah written meeting minutes 
for plant operation review co.'nrrltteo.por Tech Spec 6.5.1 d.not required 
WIGQINS.J.T. Region 1. Ole of tho D.recto r. 68/06/21. ORAW0RIDGE.8 L Yankee 
Atom c Electnc Co. 2pp 46000 08 1 -46000 1 1 2 

-8607010327 On9ito Regular & Backshift Ingp Rept 5OO29/08-O9.Violallons 
noted Major areas inspoctod previous Insp tindmgs.bimonthly safety sys 
verification. opo/at on a' safoty vo.*;' cation, radio'ogical controls & emergency exercise 
HAVERKAMP.D R Ro^on 1, Ofc Of the D rector 80/06/21. 20p p 48008 084* 
46008 112 

QB07070259 Forwards SAlP Rept 60 029/86-99 on 081007-880331 Advises that meet- 
ing will bo schodu'ijd to d scuss SALT evaluat on. 

RUSSELL.W.T Rog on 1. Ofc of the Director 08/08/23 DRAWBRIDGE. B.L. Yankee 
Atomic Electric Co 2pP 48125:060 46125:128 

**0807070265 SAlP Rept 50-020/86-99 for 861007-000331 

* Region 1, Ofc of Iho Director. 83/06/23 59pp. 46125 070-46125:128. 

8807060313 Discussos 880311 mgl mooting in Region I ofc re security program Initia- 
tives & regulatory effect. vonoss rov.owlisi of attendees & security program status 
end. 

WIGGINS.J T Region 1, Ole ol tho Director. 88/06/29 DRAWBRIDGE. B.L. Yankoe 
Atomic Electric Co lOpp 46116 105-46116.114 

8607140280 Change 17 to Rov 13 to "Yankoo Emergency Plan." re Itrs of agreement 
between util & offs to authorities & organizations 

* Yankee Atomic Eloctnc Co. 88/06/30 12pp. 46174 320 46174:331. 

8007180028 Summarizes Inlllatlvos conducted by ut.! In omergoncy plannng area of 
which SAlP Board may nol have boon fully appra.sod 

DRAW0RIDGE.O L. Yankee Atomic Eiacfric Co 88/07/07 COLLINS.S. Region t. Ofc 
of Iho Diroctor 2pp. 40202 35? 40202.353 

8807130378 Rov 9 to Emergency Plan fmptomonilng Procedure OP-3344, "Security 
Force Actions Under Emergency Conditions " 

* Yankoo Atomic Electric Co 60/07/31. 20pp 46164 070 46164 097. 


M. General correspondence 

8607010722 Commonl supporting proposod rule 10CFR50 re omemoncy planning & 
preparedness roq dromon 19 for nudoar powor plant fuol load ng & initial low power op- 
orations. 

DESFOSSES.W.J. AfMetfon Not Assigned 00/08/22 Office of lha Socrotary of the 
Comm-ss on Ip 45094 045-45094 045. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

6007060197 Updated Yankoo FSAR W/000620 Itr 
DRAWORIDGE.B l Yankoo Atom.c Eloclric Co 80/06/20. 497pp 46068:139- 
46069.276. 


P. Operating license etege documents & correspondence 

8607060349 App'icat.on for amend to License DPR-G.lncreaslng nitrogen supply pres- 
sure to safety Inaction accumulator from 473 to 480 pounds par square inch 
oaugo Foe paid. 

DRAWBRIDGE. B.L. Yankoo Atom c Eloctnc Co 88/06/27. Document Control Branch 
(Documont Control Desk). 3pp. 46103 193-46103: 196 

-8807060352 Proposed Tech Spocs 3 6.1.0, increasing nitrogen supply pressure to 
safely ln|oct!on accumulator lo 488 pounds per squaro inch oauao 

• Yankoo Atomic Eloctnc Co 66/06/27 ip 46103: 196-46103:190 

8607060614 Application for emend lo License DPR-3, edd no Tech Spec Section C2 re 
check valves to Tabto 36-l.contaninn check valvo WC-V-622 & manual Isolation 
valves WC-V 621. VD-Y-l 170 & VD-V-1 171 to Section 0 1 of Table 3 6-1. Fee paid 
DRAWBRIDGE.B. L . Yankee Atomic Electric Co. 88/06/27. Document Control Branch 
(Document Control Desk). 4pp 46115:109-46116 114 

-0807060523 Proposed Toch Spocs Table 3.6-1. 

• Yankee Atomic Electric Co. 88/06/27 2pp 40116:113-46116:114 

8007070091 Application for amend to license DPR-3. modifying Tech Spec Table 3 6 1, 
"Containment Barriers” to dololo Valve VD-V-752 & Tech Spec 3 .4.5.1, "Main Coolant 
Loakago Detection Sy9.” to add requirements for level switch. Foo paid 
DRAWBRIDGE.B L. Yankoe Atomic Eloctrlc Co. 88/06/27. Document Control Branch 
(Document Conirol Doek). 3pp. 48 126.035-40 126:040. 

-8807070095 Proposod Tech Spec Table 3.6.1, “Containment Barriers, " delating Valve 
VD-V-752 & Tech Spec 3.4.5 1, "Main Coolant Leakage Dotacllon Sys” adding 
ope rab.lity.ac lion & su/voillance requrements for teilte'e level switch. 

• Yankee Atomic Eloctrlc Co. 88/06/27. 3pp. 46126.036-46126:040 

8007110225 Application for amend lo License DPR-3, changing Tech Specs to allow for 
installation oi two piping mods necessary lor installation ol enhanced water cleanup 
eys.Fee paid. 

DRAWBRfDGE.B L Yankee Atomic Electric Co. 06/00/27. Document Control Branch 
(Document Control Ooek). 4pp. 46141:104-40141:203. 


Co. 3pp. 46002:273-46902:281. 

-8807060551 Amend 1 1 1 to License DPR-3.remov.ng requirement for plant operations 
manager to ma'ntaln senior reactor operator license from Tech Specs. 

WESSMAN.R.H. Project D.rectorale 1*3. 88/06/26. 4pp 46002.276 46002 279. 

-8007060659 Safety evaluation supporting Amend 1 1 1 lo License DPR 3. 

* Office of Nuclear Reacfor Rogu’atlon, Diroctor (Post 07041 1 ). 06/06/26 2pp 
46002 200-46002 281 

8807080223 Submits clerificahon of info in 000420 ttr re operational OA program 
OQAP-l-Aj.Rav I8.per questions in 000629 telcon bolwoen PK Eapon.RW Winters 
A Shepard Changes to Sections lll.B.l .b & X-B.l b discussed. 

SHEPARD.A M. Yankee Atomic Electric Co 60/06/20. Document Control Oranch 
(Document Control Desk). 2pp. 46140 069-46140 070 

6807120637 Forwards safoty evaluation accepting util proposed steam cooling mod©! 
for large break LOCA analyse 

FAIRTILE.M B. Projecl Directorate 1-3 68/06/29. PAPANIC.G. Yankoo Atomc Efoclric 
CO. 2pp. 46121:090 46121:102 

-8807120642 Safoty evaluation accepting util proposod rofipod steam cooling model 

• Office of Nuclear Reactor Regulation. Director (Post 970411) 08/00/20 3pp. 
46121:100-46121:102. 

8807140077 Grants 80051 1 request for further oxlonson .n Implementation dole of 
emergency oporaling procedures from prior to startup of Cycle 2-0 operation to 
890701. 

VARGA.S A. Projecl Directorate 1-2 88/07/06 PAPANIC.G. Yankee Atomic Electric 
CO 3pp 46176:350-46175 352. 

8807210206 Responds to NRC 000509 Hr re reactor veasol supports Enel Info demon- 
strates that ample margin exists in support to perform eat.s-factonly undor all design 
condition9. 

PAPANIC.G. Yankoe Atomic Electric Co 06/07/08. FAIRTILE.M B. Project Directorate 
1-3. 0pp. 46232130-46232:137. 

6607180076 Notification of 8B0721 mooting w/otil in Rockv.lle.MO to dscuss routino 
monthly scheduling & prioritization 

FAIRTILE.M. Project Dlreclorato 1-3. 08/07/11 WESSMAN.R Pro.ecl Diroctoralo 1-3. 
Ppp. 46202:360 46202:361. 

8807130454 Generic Lir 00-11 to all hcensoas of operating fonctora & holders ol CPs ro 
NRC position on radiation embrittlement of roactor vossot mate A Impact on plant 
operations Svc list & Rov 2 to Reg Gu do 1.99 unci. 

MIRAGLIA.F J Aesoclalo Director for Projects (Post 87041 1). 68/0// 12 Consol dated 
Edison Co. Of New York. Inc. 51pp 46267:207-40257-257. 

6807210351 Environ assessment & finding of no sgniheant impact ro applicaton for 
amond to License DPR S.roviaing Tech Spec9 to pornvl loads groator than 900 <bs to 
travol ovor spent fuel pit to enable removal of conirol rods from pit 
WESSMAN.R H Project Directorate 1-3 80/07/13. 6pp. 46235 270-46235 281 


O. Inspection reports, IE Bulletins & correspondence 

8606130168 NRC Info Notice 80 039. “LaSaHo Unit 2 I 099 of Recircu'ation Pump9 W/ 
Power Oscillation Event." Svc llsi encl. 

ROSSI, CE. Division of Operational Events Assossmonl (Po9t 070411) 00/06/15. 
Consolidated Edison Co. of Now York. Inc. 110pp. 45978.160 4597B 2G6 

8807010318 Forwards Resident Saloly Insp Ropt 50-029/00 09 on 800401- 0531 A 
notice of vlolaton Response to violation ro failure to mamtB'n wnlton meeting mlnut09 
for plant operation review commlttoe.per Tech Spec 6 5.l 0.not rc-qurod. 

WIGQINS.J.T. Region 1. Ofc of the O-roctor. 68/00/21. DRAWUfilDGE.O.l. Yankee 
Atomic Electric Co. 2pp. 46008.081-46008:1 12. 

-8807010324 Notice of violation from Insp on 800401-0531 Violation noted approved 
written meeting m : nul os. written approvals or disapprovals of required reviews & ref de- 
terminations not Issued for period 871014*0504 
• Region l, Ofc of the Director. 88/08/21. tp. 46000 003-4 600B.DQ3 

-8807010327 Onsite Regular & Backshilt Insp Ropt 50 029/00 00. Viol a no ns 
noted Major areas Inspected previous Insp firvJ-ngs.blmonLhiy safoty &ys 
verification .operational safety verification, radiological controls & omergoncy oxerciso 
HAVERKAMP.DR Region 1. Ofc of the Director. 80/06/21. 20p p 46000:004- 
46008:1 12. 

8806160340 NRC lnk> Notice 88 040, "Examiners Handbook for Developing Operator 
Licensing Exams ” NUREG/BR-0122 & svc fist encl 

ROSSI.C.E. Division of Operational Events Asses9monl (Post 87041 1 ). 08/08/22. 
Consolidated Ed-son Co. of Now York, Inc. 237pp. 40240.325-40241:201. 

88061700 3 3 NRC Info Notice 88-041. "Physical Protection Weaknesses identified 
Through Regulatory Effectiveness Reviews.” Svc l>st encl. 

ROSSI. C E. Division of Operational Events Assos&monl (Post 870411). 88/06/22 
Consolidated Ed.son Co. of New York, fnc. 122pp. 45970:034-45070 155 

8806170291 NRC Bulletin 88-008, "Thermal Stresses In Piping Connected to RCS.” Svc 
list encl. 

ROSSl.C.E. Olvialon of Operational Evonls Assessment (Posi 670411). 88/06/22 
Consolidated Edison Co. of Now York. !nc. 1 16pp. 460 1 9.037*40019 1 52. 

8607050112 Ack receipt of 880601 Itr Informing NRC that Wostnghouse DS series cir- 
cuit breakers not used in safety -related applications at 1acility.Ro9ponso to NRC Bulle- 
tin 88-001. satisfactory. 

FAIRTILE.M B. Projecl Directorate 1-3. 80/06/23. PAPANIC.G. Yankee Atomic Electric 
Co. 2pp. 45990.055 45998:056. 


a 


DOCKETED HEMS 


■S-8 070 70259 Forwards SALP RejJt 50 029/86 99 on 061007 88033 1.Ad vises ihal meet- 

ing wi'i [>a scheduled lo discuss SALP eve’iial in 

BUSSELL.W T Reg on 1, O'c of the D.rector. 88/05/23 DRAWBRIDGE, 3 L Yarkee 
Atomc Elo-ctnc Co 2pp 46125 06 8-46 125.123 

-8807070265 SALP Repl 50-O29/86-99 for 861007*860331 
* Reg on 1. Ofc of i[T*o Director. 88/06/23 5Spp 46125 070-46125:120 

0006210038 NRG Info Not to 89 044, "Me char, lea* Olndng of Spring Bel a as & Device in 
West r.chotS6 Type OS-410 O'Cii l Breakers." SvC I St end 

ROSSl.C.E. Drvialon ol Oce'elonal Events Assessor! (Post 9?C4ii) 89/06/24 
Consoidaied Edison Co. crNew York. Inc. 1 i3pp 46019 153*46010 266. 


$806240139 Suppl \ to NRC Qu* e*jn 88 008, Thermal S'reases in Pip*rg Connected to 
RCS.' Svchstercl „ ^ 

ROSSi.CE Division of Operaioral Even’s Assessment (Pest 870411). 89/06/24 
Consolidated Edison Co or New York. Inc. 1 14pp 48019 266 46020 018. 


0807060320 Prov.dos response to SBC 660427 request for add l nfo re 883110-15 in &p 
■concern ng main sieam I ng proasvre switches Based on fa lure analysis results a 
vendor recommendations, program mst luted that mania ns plant per Tech Specs. 
DRAW0R DGE,0 L Yerkee Atonvc Electric Co. 88/06/30 Document Control Branch 
(Doa.rr.eni Control Desk) 5pp 4 6 u & 3 u - 461 15:315. 

0806300347 NRC irfo Notice 88-045, Problems n Protective Ro'ay A Circuit Breaker 
Coord na^on." Svc list sne* 

ROSSI.CE D.visicn of Operational Events Assossmanl (Posl 8?04ll) 89/07/07 
Co.nso ldated Ed.son Co of New York, Inc. 104pp. 46242109 46242 212 


8807180028 Summarires irtiative9 conducted by ul in emergency p'anrlng area of 
wh eh SALP Board may not have been Miy eppfa ; sed. 

Cn AWD RIDGE ,0. L Yankee Atomic Electric Co. 66/07/07. CQIUNS.S Reg on l.Glc 
cf the Director 2pp 46202 352-46202 353 

8807090006 NRC tola NoLCe B0-C46. 'L'Cor.seG Ropt Ol Defective Refurbished C redit 
B(©$k0fS M Svc I S r 0nr| 

ROSSI.CE Div $:on of C©e*etonal Events Assessment (Post 970411) 88/07/08 
Consol dated Ed son Co cf New- York. Ire. i07pp 46231 281-46232 027. 


8807120291 NBC Irfo Notice 89 046. ' Licensee Rept ol Oa'ectrve Refurbished Valves *’ 
Svc 1 9t e.ncl 

ROSSi.CE O.vision of Operators' Events Assessment (Post 970411) 9&/07/12 
Cor sol dated Ecson Co. of New York. fr.c I03pp 46242 006-46242 108. 

8807060366 NRC Into No'lce 00-047, '‘Slower Than Expected Rod Drop Timas*' Svc 
list end 

ROSSl.C.E- Division cf Operatiora* Evonls Assessment (Post 970411) 6&/07/14. 
Conso'.da’ed Edison Co. of New York, 'nc I03pp 46240 222-46240324. 

8007120550 NRC Info Nonce BB 049. "Mark rg.Handling Confo', Storage A Desbicl.on 
of Safeguards info ’* Svc I st cncl 

ROSSl.C.E. Division ol Operef.ora 1 Evcnfs Assessment (Post 870411) 99/07/18 
Consolidated Edison Co. of Now York. 'nc. t03p? 4624 1 263 -46242005. 


8807120553 NRC into Notice 0B-OSO, "Effect of Circu l B'oaker Capacitance on Avail 
ab ty of Eme*gency Power " Svc 1 3t end 

ROSSl.C.E. Divis:on of Operaliora* Evonls Assessment (Post 870411) 8B/07/18 
Consolidated Edison Co. ol Ngw Yoot, fnc 1l9pp 46257 258-46258 016 

88071B0101 NRC info Noiico 89-051. Failures of MSlVs " Svc I si oncl. 

ROSSi.CE. Divfson ol Operal'cra 1 Evonls Assessment (Post 870411) 03/07/21 
Consol dated Edison Co. of Now York. Inc 1 2 tpp 46257 060 46257 206 


V. Operator Examination* 

8607070769 Forwards SALP Rept 50-029/96 99 on 66 1 007 .60033 1 .Advises \ta\ meev 
Ing w.ll be scheduled to discuss SALP ova bat ion 

RUSSELL.W.T. Region l.Ofc of me Director 88/06/23 0 R AWQRIDGE.B. L . Yenkeo 
Atomic E'eci/ic Co. 2pp 48125 068-46125 120. 

-8807070265 SALP Rept 60-029/86-99 for 661007-860331 
4 Region 1. Otc of the Drador 60/06/23 50pp. 46125 070-46125:1 2B. 


DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


S. Reportable occurrences, LERe A related correspondence 

6807110218 PNO-V-8B-O44.on 06062 7, earthquake occurred 5 miles easi of Santa 
Crur.C A Seismic in&trumeniatron rot triggered el Valiecitoa.Aerotesi operations or at 
Urrv of Cah torn a at Berkeley. 

NORTH, H.S . YUHAS.G P. Region 5, Ofc of the Director. 88/06/27 2pp. 46141:330- 
46141 331 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


H. General correspondence 

68063002 42 Advises the) DK Gehir.lich replaces RE Stephenson es reactor 
admlnistrelor.etfectrve on 68&609.Current membership of reactor safety committee 
lisied. 

BENNlON.J S. Utah, Unlv. of. Sail Lake City, LIT 88/06/13. SEIDEL, W.C. Region 4 
Ofc ol the Director, ip. 45997:225*45997:225 


0. inspection reports, IE Bulletins 6 correspondence 

8807120282 EN 88-059 informs Comm s& ion of order modifying licenses A noUce9 of 
vtoJation A devlaLon being issued to LnY.Acidn based on licensee fa-lure lo lake 

f rompl corrective actions re number ol aud.1 f ndngs. 

UEHAM.J, UE0ERMAN.J Ofc ol Enforcement [Post 870413). 68/07/08. ID. 


DOCKET 60-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


S. Reportable occurrences, LERe A refated correspondence 


88071 10218 PNO-V &8-044.on 08C 62 7 . earth quake occurred 5 m'les oast of Sanla 
Cni2,CA.Seism:c Instrumentation net triggered at Vallecltos.Aorotest oporatons or at 
Univ of Ca ilorr.la al Borkeloy 

NORTH.H S. YUHAS.G P Region 5. Ofc of tho Director. 08/06/27. 2pp. 46141:330 
46141.331 


DOCKET 60*83 UNIV. OF FLORIDA TRAINING REACTOR 


K. Ullllly Final Safety Analysis Report (FSAR) A amends 

0897110407 Forwards Rev 5 to Univ of Florida train no reactor FSAR 
VERNETSON.WG Florida. Univ of, Gamesv.lle, Ft. 08/G6/30 Documom Control 
Branch (Docurnenl Conlrot Ooak) 2pp 46l41:l06-46l41:f 15. 

—80071 104 10 Rov 5 to Unv of Florida training reactor FSAR 
* Florida. Univ. of. Game&v.lto, FL 08/06/30 0PP 46141108-48141:115 


S. Reportable occurrences, LERs A related correspondence 

8009300022 RO on 0606 10. corv.ro I blade safety 2 c!utch indicating lan.p burned 
oui Burned Out dutch current nd cal-ng bulb roplacod to include noco&aary conlrol 
blacto drive A drop l.me checks 

VERNEST ON.W.G Florida. Urlv. ol. Ganesvll’e. FI. 08/06/23. GflACE.J.N Rogion 2. 
Ofc ol mo Dlroclor. 5pp 45989 020 45909.024. 

680-7120120 RO on aaORiO.clutch cunont indcaiion lamp for control blade sa'oty 2 
burnod oui at full power .dropping conlrol blade frem 56% withdrawn to fully in9orfod 
posit ion. Clutch raplaced & lamp replacement fiequency increased. 

VERNETSON.W.G Florida. Univ of. Gainosv lie, FL 88/06/23 GRACE.J.N. Rog on 3. 
Ofc of the Director 2pp 46143 197-40143 201. 

-8807130128 Advlsos trial failure of control blade Safoty 2 ctotch Indicating lamp con- 
stitutes RO.pOr 890613 tolcon 

WHALEY . PM Florida. Unisf of, Ge nosvi’lo. FL 08/C6/13. GRACE. N J. Region 2. Ofc 
ol Ihe Director. 2pp 46143 199*46143 201 


DOCKET 50-102 ISRAEL ATOMIC RESEARCH REACTOR 


P. Operating license stage documents 8 correspondence 

6807220366 Final response to FO:A request Forwards App A documents App A docu- 
ments also ava- labia In PDR No records subj to Category 1 of roquosl localod. 
GRIMSLEY.D.h NRC ■ No Oera led Affiligtcn G.von 08/07/12- Affiliation Not As- 
signed. 3pp 40252 3 1 1 -46252 357. 

-08Q722&381 License for American Machine & Foundry Co to export 1.000 kW pool- 
type research reactor to Israel 

Pn:CE,H.L. Atomic Energy Comm ss on. 5D/O0/12 5pp 46252.314-46262:310 

**8807259035 Amends License XR 0021 for American Machine & Foundry Co. extond- 
ing expiration date from 690630 to 600630 License authorizes export of 1.000 KW 
pool-type research reactor to Israel. 

LEE/.C. NRC - No Oeta lod Atfriai on Given 59/07/07. PITRELLO.J A American Ma- 
chme & Foundry Co Ip 46252 319-46252:319 

-6807250042 Amends License XR-0021 for American Machlno & foundry Co, eulhon/- 
ing to export 1.000 kW pool- typo research reactor lo IsraeUo expire on 610030. 
KlRK.R.L. Atomic Enorgy Comm 1 ss on. 60/00/24. PJTRELLO.J A American Machino 
& Foundry Co. ip. 46252:320-46252 320. 

“8807250059 Advises that AMF Atomics does nol desire to renew License XR-0021 
which expires 6 10630, in response lo NRC 610414 hr. 

PITRELLO.J A. American Machine & Foundry Co. 61/04/17. FLEURY,E.R. Atomic 
Energy Commission, ip, 46252:321*46252:321 

“06O726OO72 Notice of pending expiration of Ucensos XR-0021, XR-D023 & XR-0020. 
FLEURY.ER Atomic Energy Commission. 6W04/M PITRELLOJ A. American Wa* 
chine & Foundry Co. Ip 46252 322*40252:323 

-8807260080 Application for amend to License XR-0021 .extending expiration date from 
600630 to 610630. 

PITRELLO.J. A. Amerlcen Machine & Foundry Co 60/05/26. ip. 40252:324* 
45252324. 

“8807260064 Application for amond lo License XR-0021, extending expiration dale from 
690630 10 600630 

PITRELLO.J. A. Amerlcen Mach ne & Foundry Co. 59/06/15. JOHNSON. L. Atomic 
Energy Commission. Ip. 46252.325-40252:325 

“8807260080 Notifies of expiration ol Ucense XR-0021 on 500630 
JOHNSON. L Atomic Enorgy Comm-ssion. 59/08/10 CHAMBERLAIN.W. American 
Machine & Foundry Co. Ip. 46252:326-46252:326. 

“8807260093 Forwards License XR-0021 for American Machine & Foundry Co, author* 
(ring exportation of 1,000 kW pool- type research reactor to Israel. 

PRICE, H.L Atomic Energy Commlgslon 56/06/12. CHAMBERLAIN.W. American Ma- 
chine & Foundry Co. Ip. 46252 327-46252:320. 

“8807260103 Submits addl info re 680408 applical on for license to export research re- 
actor to Israel per 560529 tnlcon. 

DENNIS S. American Machine & Foundry Co. 58/06/02. KARAS.F.W Atomic Enorav 


-6007260110 rewinds notice 9ubmi11od lo HI lor lilng A puhl cation covonnn mo 
IhjhocI muiorl nl pool type muurm :h ronelor to farnol. ” 1 

I’niCIT.IIl Alomlo tummy Commission. 60/04/28. Arnoflcau Mochlnu & Foundrv Co 

?|»|* O ruwiury wj 


0607250 HR Application for llronsn lo oxpoil oiuj MW 
Ifiranl 

CIIAMhl Hi AIN.W. American Machine A roundly Co 
Energy Commlaslun f>|«p 40262.333 4 02G«! 33/. 


pool lypu ru'murch reactor to 
58/04/08 PMirUII. Atomic 


-0007260127 Advlnou ol I’ll publ-callon cil nolicti ol Issuance of i»xr»o:t hconsci to Amor 
J/71/j Mach tw A Foundry Co 

I Mf Ol MICK.I1 J NRC * No Dulnllod AfMInlnm CUvun. 60700/30 EDWARDS C T NRC 
♦ Nn Pntnlnd Atfi!.micui Given Ip 40262 330 40262 330. 

-0007260130 Urges lo officially lrilorm.ni] Govl ol lr, mol Uial ohaorvatiutvi A comment', 
previously offered for advice orify A that hstmnco ol export icomn irons run imply 
ii'joonviiilon ol millions b'lity for oaloty of fncihty by Commission 
I'llK'l .111 Altunin l onrny (‘^mmisnlon 60/08/26 HAU ( J. Atomic [ nnrnv Corrmis 
nlrtn 2pp 40262 3311 411?!;? 340 M 


•0007250143 Inliiftris of issuance ol Uccmism Xff 0021 to American Much mi A Foundry 
Co.ihUIiojUIihI (lvporl ol 1 ,00(1 KW pool type inannrrh reactor in isronl A of filing ul 
Million of r>u>[H>‘inil Issuance of Hr (iron w/f H cm fiUOfiO? for publication 
I'lllCI .IM NHC • No llninlnd AllCiallnn Oh/on 68/00/12 HPl DSJ.K f NHC • No Du 
Inline! Affil a lion (livnn Ip 40262 341 40262 341 


0007260160 IUn riinriinmln l4Honnr.ii of export heunso lo AMI Atom'm.lnc to proposed 
import ol non MW pool lypo ronnnrc.lt mncior to Israel. 

MA1I..IA NIU; • No Roia-'iul Affi'lntlon Given 66/05/16 PfilCFHl Nl ft ; Nn Do 
Imtricl AlMliiLon (ilvon Ip 40262 34?-402f*2 342 


"0007250150 AiMntu ol III polilli alum f>1 notice of lung of njipl lor (entity 

oaoorl 1i cm tm on 60QS03. 

I Ml Ml IIICK.fU NHC • No Dcilallnd AfMmmm (hvon 66/06/0/ | DWAIIDS.C r NMC 
No Rots led Alliliillon C •iviui Ip 46262 343 40262 343 

"0007260170 1 otwiinh nppl.c:rillon try AMI Atomic, n for licunori to on port cum MW pool 
typo rum inn It mm. lot lo Hanoi A io<|cinn1o to advise whnlhnr proposed orient comm, 
wllltln purview of nlloclivn agreement for rnnporatioe w/UovI of ffirnu! 

Jf )l INfii JN.I Alftin'c: f funny Commln'.mn 66/04/17 IfAll.J Alcnnr. Energy Comm:n 
ntim 2pp 4fl?M l 344 40262 346 

* 0607260207 Calls In fllWuilhui that Commission tloon nol evaluate safety cheraclor.s 
lie n of iiuti (run for which o^hu| llronsn l&rmod A timf u>»>>i,Joia> oi n>/«.vl J in ■/>*<> tin 
pllrm o-i jimunvol of design nor rtnmimpllnrt ol fiifiiiniiilliiMy for far lily 
VANftl It Wl YtJl N Aliimlcr I nergy Commission 50/07/ M I AHAVJ Israel. Gi>vl of 
Ip 40262 360 40262:150 


6007260212 leewards nolle n n! isnunni n ol export Itcnium to Armnium Mncfvno A 
I citjndry Co.for |nrlillc«1li>n 

!il II A.K 1 1 011.1(1 of the General Coimnol 60/00/13 KI NNIOY.HH National Ar 
i hivnn A Hmordn Ai]« i nninli nl>on 2pp 48262 361 40262 362 

060 7260221 Informn Jomt Cnimnilloe on Atomic I nurgy Ifml At 3’ iMirml I inm«m XH 
0021 lo Ai mull an Mmlhiio A I Otmdry Co.nollior./log import ol cum i.DOU kW pool 
lyim mannft h mm lor to tnrnnl 

I'llM l HI Aluriili: l nurgy CcmimlsHuUi 60/00/ 12 MAMI Y.J f C.nnjn! , .'i. Jont Com 
rnilloo on All mill. I orngy Ip 40262 363 40252 3f>3 

0 DO 7250232 Infornui .fomi (‘ommUIrm that At C niihriiilloil nohcii of Mon of iipp’icnlltm 
fiy Antnifi an Ma> hum A f oomfiy Co for fic'umtu to owpnrt ono kw poof (ypn rn 

tumn li rnac.l'U lo laranl. In I H l>iv for Ming A poliliraium 

mil I III Alomlo I i mm gy Commission 60/04/211 KAMI Y..J f Cnmjrtnn. Joint Com 
n .It ton nn Atomic; I Mingy ip 40252 3?i4 40262 364 

6607260236 I nr wards untie o of Ming of applirnllon lor ruport llcnnso for Anunlcan 
Mar Jcirti) A f onndry Co.for pwlilir aum mill 

1*1 It A K H Offh u nl Ilia ftcirmral l^ounr.cit 611/04/23 Kl NNI DYJIM Nat:onal Ar- 
th>w3 A Drw oidu AditHtiltUflUou 40262 356 46262 36/ 


DOCKF.r 60 100 QEItlEnBDOnr liter ARCH nnACTOH 


P. Operating Mceono sings rlocomenln A cormspondenco 

6607220.366 t lv» HWA irnprOAf / nnvanls App A dncunyvoHt Af>l> A dneu 

omnia also nvn.lnMu In I'Dft No mrruds uuhj lo Calngory I 01 ruficmst focaiod 
UMlM!il I VJ1 If 711 1C • No Dola-lod Affiliation (Ifvon Oft/U// 1 2 Aff.lnllon Nol As 
Blgornl 3pfi 40 262 11 140252 367 

-6007250072 Nol.ro of Ponding o»|Ur«1IOfl of t icnnflos XII 0f)2 1.XH 0023 A XII 0021) 
Ml llllY.I II AUhisc Mmrgy ConuiMKdon 01/04/14 PjTHIil t.O.J A Amnrican Mn 
cfUPii A I ooruky Co Ip 4(1262 3?? 40252 3?3 


OOCKET 60 M3 UNIV. OP ARIZONA RESEARCH REACTOR 


“0007260019 radially wilhliofd Mail Control A Accounting In9p Roots 50-123/flfl.np a 
70 0270/HO 02 on Q00627 20 (rof 10CFn2.700). No violations noted. Malor areas 
inspoctmJ mall coruroJ & accounting ■ roaclora 
CHHlSrOFFEH.O . CHERD.J.n. Fto 0 :on 3. Ofc of tho Droctor 
46200 070 46200.070 


88/07/14. ip. 


DOCKET 60 132 UNIV. OF TEHERAN RESEARCH REACTOR 


P- Oporaffng flcensa stago documents A corrospondonco 


6007220366 Final rosponsn It) FOIA roquosl Forwards App A documonts App A docu 
moots also avfli’flblci In PDI1 No rucords aubj lo Cotogory i of roquost locatod 
OniMSI.EY.DH NRC • No Ootolod Afliliallon G.von 00/07/12. AlfiNatlon Not As. 
Sly uni 3pp 40262 311 40252 357 

-8007250072 Nof<Crj of ponding ejcpTAffon of (.iconsoa XH 0021 .XR. 0023 & XR.0020 
MEURY.rn. Aiomlc; Energy Commission 01/04/14 PiTREllO.J.A. Amorlcan Me- 
rl lino A Foundry Co. Ip 40252.322-40252 323. 


OOCKET 60*133 HUMBOLOT BAY POWER PLANT, UNIT 3 


P. Oporallng llconae slago documente A corrospondenco 


0007 130454 fionuric l ir OfM 1 lo all Hccinncros of opnroting reactors & holders ol CPs ro 
NHC posiiirm on rndialirjn nnibnUlomonl of rooctor vosool malls & impocf on plant 
ofinmlloti!. Svr; list A ftuv 2 to (leg Gu:dc> 1 00 onc.l 

MlHAGl IA.F J. As9oaaiu Dirotjof for Prolocfs (Post 070411). 00/07/12. Consolidated 
Lilisnn Co of New York. Inc. 5 Ipp 40267.207-40257:267 


Q. Inspection reports, IE Bulletins A corrospondenco 


0606130100 NHC Info Nollcfl 00 030. "LtiSallcr Unit 2 Loss of Rocirculalion Pumps W/ 
Powr r Ohc llano. 1 ) Evunl ” Svc hsl onc.l. 

HOSSI.C r Oivlson of Onumlional Evonfu Assossmont (Po9t 070411) 80/00/16 
Coiuirthil/ilud lufisnn Co of Now York. Jnr J 10pp. 46 D ?Q • J 66 46076:260. 

6Q00 100340 NHC Info Nohr.o 08 040, "EjcamnniB Handbook for Dovotoplnn Operator 
licensing Erranu. " NUUEG/BH 0122 & svc 1>sl oncl 

HOSSI.CE: Diviulon of Oiiorniionnl Evonls Assossmonf (Po9t 070411) 00/00/22 
Connokdnlod Td-tion Co nl Nnw York, Inc 237pp 40240:326-40241:201. 

OflO0 1 70033 NHC info Notice 00 041, “Physical Pioiocflon Wooknossoa Icfontifiod 
r/uougfi Hugutntory f.ffoc tiveruiSH ffciviuwo " Svc %l nncl 

MOSST.C I l)ivir.'nr( r>1 Otnirnt.onni livnntB Assessment {Post 070411) 00/00/22 
(Xiritiolldauid I'rfiSnn Co ol Now York, Inc 122pj) 450/0:034-45070:155. 

0000170201 NHC fJJIolm 118-008, ' Thormnl Slrossns In Piping Connoctod lo RCS." Svc 
lif.l uric. I 

HOSSI.C l D.vnio‘1 of Oiiomtinnol Evonln Aaoossmnnt (Po9t 0704 11) 00/00/22. 
Cmisnl.diiled I risen Co of Now York, Inc 1 Kipp 460 10.037*480 19 162. 

0000210030 NHC Info Not.c:« 08 044. "Mechanical lllndng ol Spring Refonso Dovlco In 
Wnstmgtmuso Type f)5 410 CrcUt flronkors " Svc Imt nncl 

HOSSI.C l : Div.Sirm ol Opural-onnl Lvonta Assossmonl (Post 870411). 88/00/24. 
Censclldaiml Fillyin Co of Nnw Yo/k. Inc: 1 13pp 48010:153 40010:265 

0600240139 Scrppl 1 to NHC BulluLn 08 000, "Tfiormnl Sfrossos in Piping Connoctod 10 
IICS '* Svr- Dsl end 

HOSSI.C l: D.vi'.on of Opernllonol Evonla Assossrnonl (Po9f 070411). 00/00/24. 
Consol doted f (linen Cu of Now York, Inc. 1 14pp 40010.200 40020.01 0 

8600300347 NHC Info Ncilmo 08 045, "Probloms In Proioctivo Roloy A Circuit Broakor 
Coordination ” Svc Lsl oncl 

HOSS1.CF Dwisicm of Opomiional Evenls Assesamonl {Poal 870411). 80/07/07. 
Corwilidolud EiJ-tmn Co of Now York, fnc. 104pp. 46242:100 46242:21 2 

0607000000 NHC info Notice 00 040. "Uconsoo rtopl of Dofocfivo Rofurblshod Circuit 
Broaknro ,f Svc list oncl 

HOSSI.C L* Division ol Opurallonol Lvonta Aesossmont (Post 070411). 00/07/00. 
Consolidated Eton Co. of Now York. Inc. 107pp 40231:201*40232.027. 

600712029 1 NHC Info Notice 00*040, "Uconstm Hopt of Dofectivo RofurblBhod Valves." 
Svc Int oncl 

HOSSI.C.E Division of Operational Evonla Assosamonl (Post 070411). 00/07/12. 
Connolldnlod Ed son Co of Now York, Inc 103pp 40242:000 40242:100 


O Intpecllen report#, IE OuiUims A correspondence 

8607250001 Swlimilo uiHlatn ol info In roeponnd II: llido-n 70 10 ru low lovol wa9tn 
prtc k«mr»g lo# Iranapurl A burial Bcrrlftl b 40 undof l Iconso 10 24 no longer 
need TfxHuae Gray A Aeeoc now used lo dieposo of low lovol rndwaslo 
Nl l fiOfl.G W Arironn. Unlv of. Tuceon, A7 80/00/00 Hogion 6. Ofc of tho Dlroclor. 
:tpi» 402/1 245 40271 247 


OOCKET 50*123 UNIV. OF MlBBOURI RESEARCH REACTOR-ROLLA 


O fnepectlon reporle, IE Bulletins A correspondence 

6607250017 I orwArda Mnlf <k)n1fol & Accounting Inup Ropl9 60*123/00 02 A 70 0270/ 
88 02 on 800027-20 No violations notod 

MAUUTilfi Region 3, Ofc ol Iho Dlroclor. 00/07/14 WAMNBt.D Missouri. Uriv 
ol. Houa. MO 2 m> ^0^0 008 40200 070 


0007000306 NHC Info Notice 00 047. "Slowor-Than Expoclod Rod Drop Tlmos.'' Svc 
I si oncl 

HOSSI.C E Division ol Opumtonnl Evonla Aasossmonl (Post 070411). 00/07/14. 
Consolidnlud Edison Co of Now York, Inc I03pp 40240:222*40240:324. 

80071 20550 NHC Info Notice 00 040. •■Marklng.Handl ng.Conlrol.Storago & Destruction 
of Safunuardfl info" Svc llsl oncl. 

nOS3l.CE D,vis;on of Oporatlcnol Evenfe Assossnnonf (Post 070411). 80/07/10. 
Consolidated Ed son Co. of Now York, Inc 103pp 40241:263*46242.005. 

0807120653 NRC Info Notice 80 050. "Eliott of Circuit Broakor Capacitance on Avall- 
olidily of Erno#pency Rowor.” Svc list oncl. 

ROSS/.CE. OfvrsfOd of OocftiVono) Evonm Assessment (Post 87041 )). 60/07/10. 
Consolidated Edison Co. of Now York, Inc. 1 10pp. 40257 260-40258 016. 

6007160101 NRC Info Notico 08 051, "Folluroa of MSlVa.’ 1 Svc list oncl. 

HOSSI.C E Division ol Operational Evonla Assossmonl (Post 870411). 88/07/21. 
Consolidated Ed. son Co of Now York, Inc. 121pp. 40267.080-46257:206. 



10 DOCKETED ITEMS 


OOCKET 60*134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


H. General correspondence 

8107010600 Advses inai telephone number tor futty ** change ^ «*** *** nn;n 3 


NBVTCMTH Worcester Poiyiochnic Ins HLto Worce^er^A 88/08/24 Document 
ConiiDt Branch (Ooonvnl Control QesM Ip 46016 337-46018 337 


OOCKET SO- 141 STANFORD UNIV. RESEARCH REACTOR 


p. Operating license stage documents 4 correspondence 


1807750393 Forwards NRC order lomninatsng i-cense of 
associated docunenis.per 600706 teicon 
GARCIA £ M fltq«n 5. Ole of the Director 88/07/06 
4pp 46277 251-46272 274 


Sanford pool reactor 6 some 
WONG.J Cal forn-a. State of. 


DOCKET 50*142 UCLA TRAINING REACTOR 


P Operating license stage documents 4 correspondence 


8806780172 Requests comments re decemmiS&Oft-ng pen lor tecrtrty by ®®°010. 
R'JBEtr STEIN L Standardization 4 Non-Power Reactor Project Direclorale^ 88/00/ 20 
WENSLAWSKI F A Reg-on 5. Ole Ot the proctor tp 4697$ 369 46972 359 


OOCKET 50*143 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


Q. Inspection reports, IE Bulletins 4 corespondencs 


8807200184 Responds io v^abons noted Sn Insp Ropt 50-146/80-01 Corrective 
actions review performed by company QA group el TMl-i to dfilerm ng If of tier Hems 
had left sie w/o twsuied documented *j<vew.i™swQv6flwY. ct documentation needed 
HEWARD.R.W Saxton Nuc'ear Experimentel Gorp. 68/06/27. BELLAMY.R.R Region 
l,Ofc of the O-recfor 4pp 46222 176*46222 178 

8807200382 Forwards Mgt Meeung Ropt 50 140/80*01 on 660606 re radiological con- 
trol def>ciencie9 noted in Insp Rept 80*01 

BELLAMY, R R Region 1. Ofc of the Director. 88/07/01. HEWARD.RW. Saxton Nu- 
clear tMper.menta' Corp 3pp 4622 V. 1 73 4622 . 


-8807200384 Mgt Meeting Repl 50*146/8001 on 680606 Major areas 
discussed define nee s NJonined during fnsp 50*146/88 01 & currenl radiological 
status of Saxton sto sc-l & p'ars for atfdi sol characterize bon 
WtADOCK.A. SHANBAKY.M. Region I. OfC o! the Director. 86/06/27. Spp. 
462 2 1 1 76*4622 1:161. 


8607250413 Osoosses Investigation of water in containment vessel sump noted during 
second quarterly ,nsp on 8b06 28 -Radioisotopic analysis of subj water revea’ed Co 
60.Cs-i37.Csi 34 & Sr«90 contam nation Anafys s result enc>. 

HEWARD.R. w. Sax:on Nuclear Expenmontal Corp. 88/07/16. Document Control 
Branch {Document Control Desk). 3pp 46254 3 2 7-46254 329 


DOCKET 60-155 BIG ROCK POINT NUCLEAR PUNT 


F. Security, medical, emergency 6 tire protection plans 

8006290484 Rev 3 to General Ole Emergency Planning Procedure GORT-1. ’‘General 
Ofc Response Team " W/Rev 17 to copyholders list. 

’ Consumers Power Co. 88/06/21 14pp 4599? 022*45997:035 

8807060411 Ack recent gf 660614 Itr forwarding Rav 66 to site emergency P lan Review 
fnd-cated that changes made in Chapter 9 have improved on previous submittal & pro- 
vided more guidance 4 criteria for licensee to follow 

SHAFER.W.D. Region 3. Ofc c< the Director 88/00/29. HOFFMAN.D P. Consumers 
Powor Co ?pp 46 1 09 343-40 1 09 :34 4 . 

8807110183 Rev 104 to Vol 9 A of Emergency Plan Implementing Procedure EPIP-6H, 
' Emergency Oosimerry for Offsite Emergency Response Personnel " 

HOBE.MA. Consumers Power Co. 88/06/30 7pp 46138:307*40138.313 

6807120288 Notifies ol postponement ol reactor sy9 portion of emergency response fa* 
ctity appraisal scheduled lot 890718*21 due to feck of completion oi DCHDR. 

SHAPE R.WD. Region 3. Ole of the Director. 88/07/06. HOFFMAN ,O.P. Conaurmers 
Power Co. 2pp. 40141 353-40141:354. 

8807180022 forwards Rev 19 lo secunty plan.ief feeing new camera lasialiations.Rev 
wtthheld (ref 10CFR73 21). 

BOR DiNE J.C. Consumers Power Co. 68/07/12 Document Control Branch (Docu- 
ment Control Desk) Ip 40203:358*48203:358. 


e r c 30 ^ 

assists msU” v c MfiSSS »«' »■ ° 9 ' 0 ™ 2 conwi - cfa,cj 




f FMSCH B n Conwrae-s Povw Co 88/07/16 Oocu/noiM Coni/oi O-oncd (Docunwnl 
Control Desk) Ip 48235 152-46235 152 


O. Inspection raport8, IE Bulletins A correspondence 

6805330188 MRC info No-.'ce 88 039. 'LaSallo Unrt 2 Lose ol Hoclrcr.lallor. Pomps W/ 

Power Osc^iabon Event 'SvclstencL 0 . 0704111 flB/Ofl/15 

ROSSI.CE Division of Operat-onal Events ^sos8monl (Po8t n7041 1), 00/00/ib 
Consolidated Edison Co of New York. Inc. 110pp. 45978:150 45970 28G 

8806160340 NRC fnfo Notice 89 040. "Examiners Handbook for DovofoplnO Operator 
bcensng Exams" NUREG/BR-0122 & $vc l.st oncl. u . n7fM11 i fln/on/22 

RDASiCE Division ol Operations’ Events Aasossmont (Post 87041 1). mtuum 
SSSiSJLi lEEE iSL nfZL Yn,k Inc 237 dd. 48240:325*40241:201 


8806170033 NRC info Notice 86 041. "Physical Protoction Woaknossoa Idonlfmd 
Through Regulatory Effectiveness Reviews Svc 1st end. fin/ 08/22 

ROSSI.CE Division of Operational Evonts Assessment (Poal 0704 i t ). UU/08 ** 
Consoi.dated Edison Co olNew York. Inc. 122pp 45078.034-46078 1 *>5. 

8806170291 NRC Bui lei n 80 OOB, "Thermal Stresses in Pipmg Connector! lo RCS " Svc 

ROSSI C E Division ol Operational Events Assessment Q7041 1) 80/00/22 

Consolidated Ed^ son Co of New York. Inc. Il6pp 46010 037*46010:162 

8808210036 NRC into Notice 68 044, "Mechanical Qimfing of Spring fTofonao HoyIco m 
WestmghousQ Type DS-4 16 Ci'Cu.1 Breakers ’’ Svc i-sl oncl. n „ 

ROSSf.CE Olv.sdn of Operational Events Aasossmont (Post 070411). 66/uor«f'i 
/* ~tk Id^, Vnrl I nr 1 1 'Inn dflOKl 1 AH 46010 265. 


8806240139 Suppl 1 10 NRC Bul’etln 06-008. "Thermal Stroasos in Piping ConnoclOrt H> 

ROSSt.C^E. 1 DrvSn of OparaVional Evems Assessmom 6704 U). G8/0G/24 

Consolidated Ed son Co oiNew York, Inc. 114pp. 46010:260 46020 016 


8808260129 Forwards listing ol all relet requests superseding 0G1222 rol'Qf roguoM AM 
changes made as result of roliof request rovlew.por concerns lelaod In Inop napl t>u- 
155/07*22 did 871 125. „ , 

FRISCH.R.R Consumers Power Co 88/06/24 Documonl Conlrol Qrancii (Docuntont 
Control Oesk) 20pp. 45905 246*45085.274 

6807010064 Forwards Safety Insp Repl 50*165/88 12 on 000523-27 & 0600 & nolico of 
violation 

HARRISON J J- Reg‘on 3. OfC of the Dlroclof. 00/00/27 HOFFMAN.D.P* Coneurtmrft 
Power Co. 2pp. 45996.01 7*45990,027. 


-8607010060 Notice Of v,olaion from insp on 060523*27.Vloiallon notocJ: Main! Prom* 
dure MGP-14, "Disassembly A Assembly of SMA-0 lo SMA-4 Llmitorquoo," Rov 3 & 
prints used for safety-refated valves Inappropriate to circumatoncoa. ^ „ 

HAflfllSON.J J, Region 3. Ofc of the Droctor 88/08/27. ip. 45000.0 1 0 -A 5000 0 1 0 


“B80701DO67 Insp Ropl 60*165/68*12 on 800523 -27 & OOOO.Violotlons not oil. Wo>or 
areas Inspected main! activities using aeleciod portions ol Insp MoiIuiub 
62700.62762,62704 & 02705. 

ELCK.S.D.. JABLONSKI.F.J. Reg-on 3. Ofc of tho Director. 00/00/27, 8pp. 46030 020- 
45996 027. 


8807120005 Forwards Safely Insp Ropt 60*155/08*11 on 080421*0600 A 0610* 
0607-Vlolatlons noted.llconsee will be notified by aopareio corrospondonco of NHC 
decision re enforcement action 

MILLER. H.J. Region 3. Ofc of the Director. 80/06/20. HOFFMAN.D.P. Consimiote 
Power Co. 2pp. 46 1 4 7 :2 76- 46 1 4 7 : 289. 


“8807120008 Insp Repl 50*155/88*11 on 88042 1*060 7. Vi old lion a notocl.MoJO/ arena 
inspected licensee activities with respoct to NRC Oullotin 85-003 A Suppl I. 

HUBER, W.P., SMITH, J.F., DANIELSON. O H. Reg on 3, Otc ot the Director. 00/06/2& 
13pp. 40147:277-46147:289. 

8807120044 Forwards Safety fnsp Rept 50-166/88-09 on 880420 0601. No violations 
noted- 

AXELSDN.W L Region 3, Ofo of Ihe Director. 88/06/29. HElNS.G.L. Con9uniora 
Power Co 2pp 48143 270 46143:282 


“8807120040 insp Rept 60*1 65/88-09 on 860420 0601. No violations noted. Major 
areas inspected site 0A 9tofflng.oporatlonal safety vonficatlon.malnt obeorvations of 
work on emergency diesel generator & NRC Bulletin 68-03. 

JACKIW.I.N. Ftegion 3. Ofc of the Director. 88/06/29. 11pp. 4 6143-272*40143 282 


P. Operating If c ante stage document* A eorraepondtnce 

8607130139 Forwards application for amend to Ucenae DPR*6,revi9lr>g Tech Specs re 
reactor depressurnabon ays (RDS) surveillance tesiing.ei mlnatlng partial quarterly 
si/oke exercising of RDS depressurizing valve 9. 

BERRY.K W. Consumers Power Co. 60/07/05. Documenl Control Branch (Document 
Control Desk). 2pp. 46 1 85:225*4 0 1 &S 259. 

-8807130143 Application for amend to License DPR*6.cJiangSr\g Tech Specs re reactor 
depressurnauon sy9 (RDS) surveillance losing, e’lm-nelmg Queried/ partial stroke ex- 
ercising ol RDS depressurizing vaJvea 

HOFTMAN.D P. Consumer Power Co. 88/07/05. 18pp. 48165:227*46165:245. 
“8807130147 Proposed Tech Sclac* fanrlnr HjarTmoei o<i,e lAnlmlnn i.nL .AS 


8806300 3 47 NRC info Notice 88-045, "Problems in Protoclivo Relay & Circuit Breaker 
Coordination." Svc l-9t encl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 00/07/0/. 
Consolidated Edison Co. of New York, Inc. 104pp. 46242:109*46242:212. 

8807130104 Responds lo NRC Bulletin 88*004, "Potential Safoty.Relatod Pump loss.” 
Util intends to evaluate existing fire pump surveil.'ance testing ro vendor recommonda* 
tibns & either revise procedures or propose sya mods 

BERRY ,K.W. Consumers Power Co. 88/07/07. Document Control Branch (Document 
Control Desk). 6pp. 46165:260-46165.265. 

8807080006 NRC Info Notice 80*046, "Licensee Rept of Defective Refurbish od Circuit 
Breakers." Svc list encl. 

onocir>c . t /*, , «- . 


6007120291 NRC in'o Notice 00 048. “Licensee Ropt of Defective ftefu'bished Valves." 
Svc list end 

ROSSI. C E. Division of Operational Evenls Assessment (Post 870411). 88/07/12 
Consolidated Ed son Co of New York, tnc. I03pp 40242 000-46242:108 

8007220293 Confirms 880721 enforcement conference in Region IN ofc to discuss Inad- 
equate testing of reactor depressurization ays at piani & fol. owing meeting to d.scuas 
addl info re onv ron qual.llcat on of cab'09 

GREENMAN.E.G Region 3. Ofc of tho Drecior 88/07/13. HOFFMAN.D.P Consum- 
or9 Power Co Ip. 40250. 147-40250 147. 

8807080366 NRC info Notce 80 047, "Slower-Than-Expected Rod Drop Times” Svc 
list one I 

ROSSl.CE Div.slon of Oporatonal Events Assessment (Post 870411). 88/07/14 
Conso'ldalod Edison Co. of New York. Inc 103pp. 46240.222*40240.324 

8807120650 NRC Info Notice 88 049. “Mofking Handling.Control.Storago & Destruction 
of Safeguards info.” Svc Mel end. 

ROSSl.CE. Division of Operational Events Assessment (Post 070411). 08/07/10 
Consolidated Edison Co. of Now York, Inc. 103pp. 46241:263-46242 C05. 

8807120563 NRC Info Notice 88 050. Effect of Circuit Breaker Capacitance on Avail 
Ob lily of Emergency Power." Svc Ust oncf 

ROSSl.C E Divls-on of Operational Evenls Assessment (Post 87041 1). 00/07/18. 
Consol dated Edison Co of Now York, Inc. 1 19pp. 46257 258-46250:016. 

8807100101 NRC Info Notico 88 051. "Failures of MSIVs ” Svc list end 
ROSSl.C E, Divison of Operational Events Assessment (Post 070411). 00/07/21. 
Consol-dated Edison Co. of Now York, Inc 121pp. 46257 006 48257 208 


R. Periodic operating reports & related correspondence 

8007190102 Monthly operating rept for June 1988 for 8g Rock Point W/ B00705 Itr. 
JOHNSTON.J.R . EIWARDJ W Consumers Power Co 88/06/30 6pp 46209 195- 
40200:200. 


S. Reportable occurrences, LERs A related correspondence 

0807080354 PNO-III-D8 O59.on B8O020.un,i shutdown alter unsuccessful efforts to cal.br 
newly inslellod wide range power monitor sya Calibr problem related to sys 
soltwaro.GE has beon noilf.od of problem 

JACKIW.I.N . AXELSON.W L Regon 3. Ofc Of Iho Director. 60/08/20 Ip. 46007:312- 
46087 312. 


V. Operator Examinations 

8807120270 Forwards draft Ftov 5 to ES-801. "Admlnatrallon of NRC Requallficatlon 
Program Eva'ualion9 *’ W/o end. 

WRIGHT, G C Region 3, Ofc of tho Director 08/06/23 DUCKNER.R Consumers 
Power Co Ip 46140 355-46140:355 


DOCKET 60-160 GEORGIA INSTITUTE OF TECHNOLOGY RE8EARCH REACTOR 


F. Security, medical, emergency A fire protection plans 

0008300149 Forwards Insp Rept 60-100/00 01 on 000317-10 & 0406 1 1 No violations 
or deviations noted One area of particular Interest involves personnel errors Neely Nu* 
cloor Rosoarch Ctr he9 not olfocllvoly established portormanco slds 
GRACE, J.N. Region 2, Ofc of iho Olroctor. 80/06/16. CRECINE.JP. Georg a Institute 
of Technology, Atlanta, GA. 2pp. 46097:200-45997 213. 

—8806300161 Insp Ropt 50-180/80 01 on 000317-18 & 0406*11. No violations or dovl 
atlons i den ti hod Major areas InspectedJ.consoo method for Identifying & correcting re- 
actor operations & health physics safety problems 

FREDRICKSON, P.. VERRELLI.D M. Roglon 2. Ofc of tho Director. BQ/Q5/1B 8pp. 
45097200-45997:213 


P. Operating license stage documents A correspondence 

8807210209 Forwards Amend 7 to License R-97 & solely evaluation Amend removes 
authority to receive & possess up lo 700 grams U 236 in form of AGN-201 reactor 
fuel. allows nitrogen to bo used as covor gas & clarifies number & timing of samples 
ADAMS.A Standardization & Non-Power Reactor Project Directorate 68/07/1 2 
KARAM.R.A, Georgia InsUluto of Technology. Atlanta. GA. 0pp. 46235.030-48235 051. 

-8B07210211 Amend 7 to License R-97, removing authority to receive & possess up to 
700 grams U-235 In form of AGN-201 reactor fuel.allows nitrogen to bo used as cover 
gas * clarifying numbor & timing of samples to be analyzed 

RUBF.NSTEIN.LS. Standardization & Non-Power Reactor Project Directorate 80/07/ 
12. 1 1pp 48235:030-46235:046 

"6807210213 Safety evaluation supporting Amend 7 to Llconse R-97. 

* Offlco of Nucloar Reactor Regulation, Director (Poal 070411). 80/07/12. 6pp 
46235.047-40235:051. 


Q. Inspection reports, IE Bulletins & correspondence 

6806300149 Forwards insp Rept 50*160/08-01 on 880317-10 & 0406 11. No violations 
or deviations noted.One area of particular Interest involves personnel errors Neely Nu- 
cloar Research Ctr has not effectively established performance slds. 

GRACE, JN. Region 2, Ofo of Ihe Director. 88/06/15. CRECINE.J.P. Georgia Institute 
of Technology. Atlanta, GA. 2pp. 45997:200.45997:213. 

"8806300161 Insp Rept 50-160/88*01 on 88031 7-lB & 0400-11. No violations or devi- 
ations Identified. Major areas inspected licensee method for identifying £ correcting re- 
actor operations & health physics safety problems 

FREDRICKSON.P., VERRELU.O.M. Region 2, Ofo of the Olreclor, 80/05/18. 6pp. 
45997:200-45097:213. 


8006290085 Forwards summary of 880520 enforcement conference re activities author* 
Ized under SOP 2032 7*1. Con corns over lack of adherence to procedjre.lack of dil- 
genco in recordng Info in operating fogs & casual aitilujo noted. 

GRACE. J.N Region 2. Ofc of the O recior. 60/00/17 DOWNS.W H Aff.i:at‘on Noi As- 
signed 26pp. 45974 274-45974 299 


V. Operator Examinations 

6806290065 Forwards summary of BB0520 enforcement conference re activities auihor- 
Ized under SOP 20327-1. Concerns over lack ot adherer.co to procedure. lack of dri* 
pence in recording Info in operating togs & casual attitude noted. 

GRACE J.N Region 2, Ofc of ihe Drecior. 60/06/17 DOWNS.W H Afh'lation Not As- 
signed. 26pp 45974 274-45974 239 


DOCKET 50*171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


H- General correspondence 


0807260074 Comment on proposod ru'o 10CFR50 ro cooperation w/slafos at commer- 
cial nuctear power plants & other fac-l.t es Suggests rev to policy lo grant same rights 
& responsibilities to all stoles within 10 mile9 of plant 

MAGETTE.T Maryland. Slate of 88/07/19 CHlt.K.S J Oflico ot tho Socrefary of tho 
Commission. 2pp. 46253:130*46253 131 


P. Operating license stage documents A correspondence 


0607150006 Prov.des summary of NRC discussions held ro util during B0O020-29 NRC 
senior managers meetings lo rev.ew porformanco of opomtirg nucloar power plants 
licensed by NRC Ul I categorized as requiring substant al improvement 
STELLO.v. Ofc of the Executive Director tor Operat.ons 88/07/08 PAQUETTE.J. 
Phi ladelphia Eloclnc Co 2pp. 46185. 359-461D5 360 

8007130454 Generic Ur 88-1 1 to all licensees ol operating roaefors & ho'ders of CPs re 
NRC position on radiation omhrittlomont of reactor vessel malls 6 impact on p!anl 
oporotlons.Svc list & Rev 2 to Reg Guido 1.99 end. 

MIRAGUA.F.J. Associate Director for Projocts (Post 8/04 11) 89/07/12 Consolidated 
Edison Co of New York. Inc. 51 pp 46257:207-46257 257. 


DOCKET 6(M06 UNIV. OF MISSOURI RE8EARCH REACTOR-COLUMBIA 


P. Operating license stage documents A correspondence 

8807120543 Requests 14- day extension in t-mo to respond to NRC 860610 quosiions ro 
ut»l 060912 application for amond to licon&o. authorizing uso of oxlor.tlod lift) aluminido 
fuel (ELAF) eloment containing highor donslt-es of U A burnable poison. 
MCK1B8EN.J.C., BRUGGE R.R.Kf Missouri. Univ ol. Columbia. MO 08/07/08 
ADAMS.A Standardization A Non-Power Reactor Pro|oct Droctoraio. Ip 40154.001- 
46154.001. 

0007250316 Grants unv request for 14 day extension to roapond lo NRC 080610 ques- 
tions re life alumin’do fuel. 

ADAMS.A Standardization A Non Power Roacior Project O.rectoroto 88/07/14. 
MCKIBBEN.J C Missouri. Univ. of. Columbia. MO 3pp. 40205:177*46285 170. 


DOCKET 60-192 UNIV. OF TEXA8 RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins A correspondence 

8807180231 Responds to NRC 800324 Hr ro violations nolod In Insp ropt on 
88032 4. Con active actions immediate chock ol review dales, on all procedures A list 
mado ol all mods of any type. 

BAUER.T.L. Texas, Univ. of. Austin, TX 88/04/22. CALLAN.L J Associate Director 
for Projects (Post 870411) 13pp. 46198:332-46190:344. 


DOCKET 60-193 RHODE ISLAND A PROVIDENCE PLANTATIONS AEC 


P. Operating license siege documents A correspondence 

6606280362 Roquosia that date for submission of low enriched U conversion application 
be extended to 890306 Extens on required to do remaining work for selection & vali- 
dation of low enriched core for facility. 

DIMEGUO.A.F Rhode Island. State of. 88/06/23. MICHAELS.T. Standardization & 
Non-Powor Reactor Project Directorate. Ip. 45072.324*4 5972:324. 

8607200279 Advises that 880623 Itr ro extension lo 860306 of submlsson dtd 8B0705 
on high & low- enriched U acceptable 

MICHAELS.T. S. Standardization A Non-Power Reactor Project Directorate. BB/07/1V 
DIMEGUO.A.F. Rhode island. State of. 3pp. 46240:116-46240 1 10 


Q. Inspection reports, IE Bulletins A correspondence 


8807260363 Ack receipt ol 060510 itr informing NRC of steps taken to correct violations 
nolod In Insp Rept 50-103/88-01. 

BETTENHAUSEN.L. Region 1, Ofc ol the Director. 80/07/11. DIMEGLIO, A F. Rhode 
Island, Stale ol. 2pp. 46273:201-46273:203. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 



F. Security, medical, emergency A tire protection plans 

8887050394 Revised crre-gency plan rr pie -nerving proceed 'es.hdjc ng Temporary 
Chains Notice 4-1 lot Rev 4 to S0 123 VU-4Q. Haa-'h Pnyslcs Loadei Oiies" & Tom 
p-C'6/y Chango Notice 4 2 to Rev 4 lo S0 123 VIII -50. 1 Tochvcal ..." W/8B0623 Hr 
WHARTON, W. A Sc j mom Call'd n a Eoson Co 63/06/23 11 7pp. 46026.122* 

46026 236 

6607070599 Fcwe.'ds Rev 20 lo physical socunty p'an. r.corpo rating toxual A tgu/Q 
\ dr awlr.^i ch«~ Ror v* tb hold (r oi 1 CC C R 7 3 . 2 M 

MORGAN HE Soitr.em Ca'ifeima Edison Co 68/06/24 Oftce ol Nuclear Reactor 
fteg-j'ai on. Director iPosi 070411) ip 46110:264 46118 264. 

0867070603 Fcwa.'ds Rev 19 to physical security plan Rev inco-poratas textua' 
change* io pormi relaxation ol access 9a'ecu3 f ds requirements dunng preplanned 
eme-uefcy <W s.Rev vwihhe'd |rei 1&C-R73 2i) 

MCRGAN.HE Southern Califcrr a Edison Co. 03/00/24 Office cl Nuc'ear Reader 
Rogu'ar.cn. D rector (Post 07041 1). Ip. 46119:149 46119.149. 

8807080298 Fcrwe*d$ Addendum 10- i£ to physical securty p'an Adder dum withhe'd 
(ref tOCF R 73 2 1 j. 

MORGAN.H E Souina-n Caii'orr-.a Edison Co 68/06/20 Document Control Branch 
(Document Contro' Oosk) Ip. 46136:047*46136 04 7 


P. Operating license stage documents & correspondence 


8607150224 Forwa'ds update of progress made ro envren qua'ihcation program ei 
fac I ty Li si of 10CFR 50 49 blD eqj pment & corrective actions end 
MEDFORD, MO Southern Calrforn a Edison Co 88/07/09 Oocumont Control Branch 
(Oocumonl Conirol Desk). 19pp. 46107 019-46187.037 

6607130454 Generic It* 88- H to a>. licensees of cporatir.g reactors A holders ol C 3 sro 
NRC position on radial cn embrittlement of reactor vessel mads & impact on plant 
operai ons Svc list & Rev 2 to flog Guide 1 99 cncl. 

MlflAGLlA.F J Associate D/eclor for Proiocis (Post B7041 1 ) 08/07/12. Conso ( 10 'ed 
Edison Co of Now Yo*k. Inc 5lpp 46257 207*40257:257. 

8807200028 Provides resu’ts of sne'ysls of wator discharge through faci'ity PORV dis- 
charge pphg Discharge plpng sysdeiormned to be qualliod ler postulated wato.* dis- 
cha'ge events per NUREG 0737, Item n.D.i. 

MEOFCRD.M O Soul hero Cal. lorn a Edison Co 88/07/13 Document Control Branch 
(Document Control Ooak> 2pp 4622 V. 13V 4622V 136 

8807200031 Forwerds schedj‘0 for actions resulting from SEP. Topic XV-1 w.:i bo re- 
solved per U$! A- 4 7. 

MEDFORD.M O Southern Cai'ornla Edison Co. 86/07/13 Document Conirol Branch 
lOocumonl Control Desk) Qpp 46222.022-40222.O2D 

0807200391 Expresses epp/ec-ation for special a9s stance provided by E Murphy on 
880711 re safety Issue on TD! diesel genorelor 

TRAMMF.Ll.C.M Project Directorate V. 63/07/13 CHENG, C.Y. Malorlafs Englnoor ng 
Branch 2pp 46222:1 21-46222:122 


8807110265 Forwards not co cl cors deration ol Issuance o' amend to provis anal OL & 
cppcrtur-ity for hea '. ng No*<ce re 680420 request lor appreva 1 to transport spent fuel 
using 7 elorreni spent fuel shipp ng cask 4 store spam fuel in pools 
TRAMMELL, CM Prcjecl Directorate V 0B/O6'1O BASKIN.K P Southern Cb' ( ornia 
EosonCo. 3pp 4G1O1.O14*401Q1 021 

-8007110260 Notce of consideration of issuance ol amend io License DPR-13 A pro 
posed NSHC deform naicn A opportunity for hearing Amend would petm t licensee ro 
transport spam fuel from Unit 1 spert fjol pool us'rg spam fuel shipp no cask 
TRAMMELL CM Project 0 -eclC'ate V 88/06/20 5pp. 46101 01 7-4010 1 021 

B807H0312 Rospo-ids to 660527 neer-fnal results ol emvon qual tication d eloctncal 
eqc pm em revcwSubl to successful completion Of cable we »k- downs & actions do- 
senbed -n HmoIut. nq to svc acceptable 

TRAMMELL.CM Pr6.ec! Directorate V 86/06/16 BASK./J.K P. Southern Co'i'ornia 
Edison Co 4pp 46100 358*46100:361 

88-07050019 Forwards Amend Appl-caion 153.10 Ucer.se DPR* 13.con 9 3*109 ol Pro- 
posed Change iBO-.revsrg Tech Spec 4 4 to .©crease diesel generator loading l mit & 
9am p si ro.octed load 

CIETCh.R Sou'nern Caii'ornia Ed son Co 83/06/22 Document Control Branch (Doc- 
ument Conirol Desk) 3pp 46026:315-40026 330. 

-0007050020 App'icai on for Amend 153 lo Llconss DFA-i3.consl3ting of Proposed 
Cnange 1 90 mod fy:ng Tech Specs 4 4, 'Emergency Power Sys PeriocJic Tost ng." to 
increase d esel aenofafor loadirg limit & largest rejoctotf load Fee paid 
CIETCH.R SojinerriCa'.fornlfl Ediscn Co. 08/06/22 I9pp 46026:318*46026 336 

-8807050021 Proposed Tech Specs 4 4, 1 Emergency Power Sys Penodvc Testing" 

* Southern Cahtcrn.a Edison Co C6/C6/22. 2pp 40026 337-<6026.33B, 

8807060244 Fanvarda not.ee of consICeraLon of ijsjance ol amend to License DPrl*l3 
A opportunity for hearmg ro request lo revise Tech Spocs concerning control room 
emergency air iroalmert sys A PORV block valve surve llance looting 
TRAMMELL .C M Proioct Oirec'oiate V ee/06/29 9ASK1N.K.P South&to Ca'-lcnnia 
Ed son Co. 3pp. 46134 171-40134 1 77. 

-8897080262 Notice o( consideration of issuance of amend lo License DPR- 13 & pro- 
posed NSHC deiermination A opportunity for hoanna Amend rovises Tgch Specs re 
cortrof room emergency a r treatmort sys A PORV block valve survei lanco tostlng 
ROCO.Vi PiOjeciO'OCtoraio V.88/C-8/2S. 4pp 46134:174.46134:177. 

8807140081 Forwards ecpl.cpion fo r amend lo License DPR-l3.consi9ting of Proposod 
Change 108. row sing Tech Spec re nuc’oar safety group review responsbihtlos Pee 
paid 

0ASK1N.KP Southern Caii'orma Ed.son Co 66/07/01. Document Control Branch 
IDocumont Cent rol Desk), lp 46177-202*46177:217 

-8607140004 App'.caton for amend to License DPR-ia.consistlng of Proposed Change 
lEB.re vising Tech Specs ro nuclear safely group review r&&ponsTblVjes 
BASKIN.KP. Southern Californa Edison Co. 88/97/0 1. 9pp 40177:203 401 77: 21 1. 

-8807140006 Proposed Tech Specs re nuclear safety group review responsibli hea. 

• Southern Cal fomia Edison Co. B8/07/0I 6pp 46177 212*48177:217 

8607120071 Provides addl info re Generic Ur 83*2fi.ll0ni 4.2 re testing of reactor trip 
breakera.per NRC 880316 requesl.Two Wesinghouse DB-50 breakers utilized Duo to 
space con9lderation9.t>Ypass breakers no! feesio'e 

MEDFORO.M.O. Southern California Edison Co. 68/07/06 Document Convol Branch 
{Document Ccnvol Desk). 3pp. 46154.173-46154 175. 

8807130268 Forwards Amend 1 1 to Topical Rapt SCE-1A, "GA Program " 
MEDFORO.M.O. Sou:hom Cali'ornla Edison Co. 00/07/07. Oocumenl Conirol Branch 
(Document Conirol QosM, 2pp. 46l7t-.t55-4at7\ 316 


8807210099 Forwa'ds design calcu’atlon for emergency dlosof generator loading DC- 
1 009, Rev 2 & DO Ham 9 8806 1 5 «» 

MEDFCRD.MO Soulhem Csiforma Ed90n Co 80/07/15 Documont Control Branch 
(Document Conirol Desk). 3pp 46230 061 46238 150 

-8007210105 Rev 2 Id “Design Ca'cu’ailon let Emergency Dsesel Gonotaiota Lopd.ng 
DC 1009 " 

* Souihe/n California Edison Co OB/06/17 47pp 40238:054-46230:100 

-0007210112 "Influenco of Reduced Peak Firing Pressuro on Failyuo Portormorco ol 
Modified-AF Pi9lon Sk.rls at San Cnofre.Unll 1 

* Fa lure Analyse Associates 80/07/3 1 - 6Bpp 46238: 10 1*46230 166 

0807230045 Responds lo NHC 880523 Itr re 9esm:c analyses for opo/ot-ng tesis 
earthquake.Sphero oncl bldg A diosol gonoraior b'dg not port of SEP 6oi9mlc 
roviews Original seism c dosgn analyses continue to be seismic d09lgn ba903 fc* 
elruciuros 

MEDFORD, M O Southern Ca' fcmla Edison Co 80/07/16 Documont Conirol Branch 
(Document Ccmrol Desk). 2pp 4Q24Q: 152-4624 9 153 

8097260276 Forwards Wesllnghouso Ropt 00-13, "Charging Pump Motor Overload 
Eva uetion," Rept cohdudos that those moior9 win poiorm satisfactorily order acc«- 
denl contiiibns 

MEOFORD.M.O Southern California Ed.son Co 0B/O7/21 Document Control Branch 
(Documenl Control Desk). Ip 46273 162-46273.172. 

—8807260284 "Cherg-ng Pump Molor Overload Evaluation " 

* WQ9tinghousG Eloctric Corp 00-13. 00/07/31. IQpp 40273:103 46273: 1 72 


Q. fnapeclton report®, IE Bulletins A correspondence 


6806130168 NRC Info Notice 08-039, “LaSa'lo Un t 2 Loss of Recirculation Pumps W/ 
Power Osci leVion Event/' Svc last end. 

ROSSI, CE Division of Operational Evonls Assessment (Post 870411). 80/00/15 
Consolidated Edison Co. of New York. Inc. IIOpp 45970 166 45970:200 

6606160340 NRC Info Notice 88 040, "ExanrTners Handbook for Dovoloplng Opo.'flfor 
Llconslng Exams ” NUREG/BR-0122 A five list end 

ROSSI.C E Division of Operational Events Assessment (Post 070411). 00/00/22 
Consolidated Ed.son Co of New York, fnc 237pp 46240 325-46241 201 

8806170033 NRC Info Notice 88-041. "Physical Protection Weaknossos Identified 
Through Raguaiory Effectiveness Reviawa" Svc list oncl 

ROSST.C.E Division o< Operational Events Assessment (Post G7Q4U). 80/06/22 
Conaol-dated Edison Co of New York, Inc. 122pp 45070:034-46970,155. 

8806170291 NRC Bulletin 06-008, "Thermal Stresses in P.pmg Connected to RCS.'* Svc 
fist encl. 

ROSSP.C E. Division of Operational Events Assessment (Post 870411). 00/00/22 
Consolidated Edison Co. of New York, Inc. 118pp. 48019:037-40019:152. 

80O7HO22O Forwards Insp flepls 50-200/00- 13,60 -36 1 /8Q- 1 1 & 60 362/00-11 on 
060410-0521 No violations noted 

2IMMERMAN.R P. Reg on 5. Ofc of the Dlrecior. 00/00/22. BASKiN.K.P. Souihem 
California Edison Co. 2pp. 46176 050-40178:064. 

-8007140222 Insp Repis 50 206/80-13.50-361/80-11 A 60-302/08-11 on 860410 
0521. No violations noted, Major areas Inspected operational sefoty 
verification, eva’uation of plant trips A events A monthly surve llance & maint acliv.tio9 
HUEY.F.R , TATUMJ.E., HON.A L. Region 6. Ofc of the Direcior. 00/06/22. 13pp 
46178:052-46170:064. 


-B 807 130201 Amend ll 10 "QA Piogram " 

BASKIN.KP. Southern CalfoTfa Edison Co. SCE-1-A A 11. 88/07/31. 159on 


8807U(M39 Forwards pie pnetary & ronpaophelary Weslnghouse nuclear Inslxumenle- 
i. 0 n sys drawngs.per Amend Applicelon 160 submltied -on 880527.W/16 oversize 
drawnas Proprietary drawings withheld (ref 10CFR2 790). 

MEDFORD, M O. Southern Caldornia Edison Co 08/07/08. Document Control Branch 
(Documeni Control Desk) ip. 46184 -054-46184 062. 


8806210038 NRC Info Not'co 80-044. "Mochan caf Blndng of Spring Release Dovlco in 
Westinghouso Type DS-416 Circull Breakers." Svc fist end 

ROSSI.C.E DrviS'On of Operal onal Events Assessment (Post 070411). 08/O-8/24 
Consolidated Ed son Co. ol New York, Inc. 113pp. 460(0:153 46019-265. 

8806240139 Suppl 1 to NRC Bulfotin 88 OOB. "Thermal Stresses In Piping Connected to 
RCS.*' Svc 1 si end 

ROSSI.C.E. Oiv.sion of Operational Events Assessment (Post 870411). 80/06/24. 
Consolidated Edison Co. of Now York. fnc. 1 14pp. 4601 9.266-40020.010 


-8J0TU9H2 Ftetuesls that proprietary nuclear instn. mentation sys functional block 
d'awlnqs ho wlhhe'd from public disclosuro.per 10CRF2.790 Affidavit end 
WlESEMANN.n.A. General Eledhc Co. 68/06/21. MURLEYT, Office of Kislear Re- 
actor Regu siion. Draclor (Posi 07041 1). 7pp. 46184 055-46104-062 


8807200324 Forwards fnsp Repts 60-206/60*18.50-361 /0B- 17 A 60-302/88-10 on 
880502-0609.No noncomp’iance noted. 

SCARANO.R.A. Region 5, Ofc ol the Dlrecior. 80/06/20. BASKIN.K.P. Southern Ca'l- 
fornia Edison Co. 2pp. 46221:194 46221:207. 


review or punoo:c a special repis a allegation lonowup 

RUSSELL. J E . BLOCK ,S.. YUHAS.G P Region 5. Ofc of the Director 00/06/29 
I2pp 40221 196 46221 207 

0000300347 NRC info Noiico 80 045. "Problems in Protective Re’ay & Circuit Breaker 
Coordination." Svc fist end 

ROSSl.C.E Division of Operational Events Assessment (Post 0704 it). 00/07/07. 
Consolidated Ed son Co of Now York. Inc I04pp 46242 109-46242:212 

6007080000 NRC into Notco 80 046, "Licensee Rept of Detective Refurbished Circuit 
Breakers " Svc list end 

ROSSl.C.E D. vis* on of Operatonal Events Assessment (Post 870411). 88/07/00. 
Conso'irtated Edison Co. of Now York. Inc 107pp. 46231 201 >46232 027. 

8807190139 Responds fo NRC 8600 to Hr ro violations noted In fnsp Rept 50-200/68- 10 
& proposed lirposlilon of civil penalty Corrective actions task force established to 
ensure rosponsih lity for engineering & techmcel work Fee pa d 
BASKIN.K P. Southern California Ed son Co. 88/07/11. Document Control Branch 
(Document Control 009k). 0pp 46209 100-40209: 194. 

0007120291 NRC Info NoLce 88 040, "Licensee Rept ol Dofoclive Refurbished Valves " 
Svc list end 

ROSSl.C.E. O.vidon ot Operational Events Assessment (Post 870411). 08/07/12 
Conso’idalod Edison Co. of Now York. Inc I03pp 46242 000 40242:108 

0807060300 NRC Info Noiice 88 047. "Slowor-Than- Expected Rod-Drop Times “ Svc 
fist encl. 

ROSS1.CE Division of Operational Evonis Assessment (Post 070411). 88/07/14 
Consolidated Ed son Co ol Now York. Inc. 103pp 46240 222-46240:324 

8607220100 D.scussos steam generator imp Tech Spec reporting requirements In ro- 
Bponso to NRC 8804 15 request Util Proposed Change 176 requiring repl & NRC ap- 
proval poi Tech Spec 6.9 2 acceptable 

MEDFORD.MO. souffiorn CoWornta Edison Co. 88/07/15 Documenf Confrof Branch 
(Document Control Desk) 2pp 46249 206 46249 207. 

0807120550 NRC Into Notice 80 049. * Marklng.Handimg, Control, Storage & Destruclion 
of Safeguards Into.” Svc ll9t oncl 

ROSSl.C.E Oivlslon of Operational Events Assessment (Post 070411). 00/07/16 
Consolidated Edison Co of Now York. Inc I03pp 4624 1:263-46242 005. 

8007120553 NRC Into Not-co 00 050. "Effect of ClrcuJ Breaker Capacitance on Avail* 
abil.ty of Emorgoncy Powor." Svc hql oncl 

ROSSl.C.E. Division of Operational Evonta Assessment (Post 870411). 88/07/10 
Conso'ltfated Edison Co of Now York. Inc. 1 l9pp 46257 258-40260:016, 

0807180101 NRC tnlo Nobco 08 051. "Foiluroa of MSlVs " Svc Hat encl. 

ROSSI, C E. Division of OporaHonal Events Assessment (Post 070411) 00/07/21. 
Consol dated Edison Co. of Now York, Inc I21pp 46267;OBB-40257:2O0. 


R. Periodic operating reports & related correspondence 

8807130107 "San Onofro NuCloar Gonoraling Stailon 10CFR60 69 Annual Rept 1987." 
W/000701 Hr 

MORGAN.UE Soulliorn Ca’lfomle Edison Co 07/12/31. Document Control Branch 
(Documonl Control Desk) 00pp, 40165:137-40165 224. 

0807190269 Monthly operating ropl tor Juno 1900 for Son Onotre Nucloar Generaiing 
Station Unit 1.W/8037 15 Itr 

SIACOR.E n . MORGAN.UE. Southorn California Edison Co. 08/06/30. 6pp. 
46205:102-46205 W7 


S. Reportable occurrences. LERa & related correspondence 

6007060186 LER 80 000 -00' on 860524 ( lnadvor1ont omission of safety fnject.on vent 
valves from local loak ralo tost nn program Causa still being Investigated. Penetration 
E16 will bo added to local leak rate testing program.W/B80623 Itr. 

MORGAN.U E. Southorn California Edison Co. 06/06/23. 6pp. 46103:106-46103:110. 

8807010148 LEM 80-009-00. on 000 5 20. determined that max electrical load Imposed on 
diesel generators In excess of Toch Spoc 4.4 l-mit Cause under Investigation Members 
involved havo rovlowod ovonl & received training W/80062 7 Itr. 

MORGAN.KE- Southern California Edison Co 80/06/27. 6pp 46000:051-46000.056 

8B07110227 PNO-V*O0-O42:on 80O620.magnltude 4.7 earthquake occurred. Telephone 
contact established that earihquako not (elt.no damage identified.no releases of radio- 
activity occurrod & 90l9m c in stru mental Ion operable & did not respond 
NORTH.H.S. YUHAS.G. P. Roglon 6. Ofc of Iho Director 80/00/27. ip. 46140 266- 
46140:265. 


8807200391 Expresses appreciation for special assistance provided by E Murphy on 
800711 re safety l99uo on TOI diesel generator. 

TRAMMELL.CM Project D.rectoraio v. 88/07/13. CHENG.C.Y. Materials Engineering 
Branch. 2pp. 46222:121-46222 122 


DOCKET 50-213 HAOOAM NECK PLANT 


F. Security, medical, emergency & fire protection plena 

6807070521 Revised emergency plan Implementing procedures.lncluding Change 88- 
607 to Rov 18 lo. "Shfl Supervisor Staff Assistant & Change 88-500 to Rev 33 to, 
"Notification & Communication." 

DROWN, R E. Connecticut Yankoe Atomic Power Co. 88/06/20. 55pp. 46123:207- 
40123:341. 

8807050070 Forwards Safoty Inep Rept 60-213/88-10 on 880523-27. No violations 
noted. 

BEILAMY.RR. Region l. Ofc of the Director. 88/06/24. MROCZKA.E J. Connecticut 
Yankee Atomic Power Co. 2pp 46020.313-46020:322. 


organi?auon,environ samp e coi.ection a meieoro oyicai mcnitonng 

JANG. J C., PASCIAK.WJ. Roglon 1. Ofc of the Dueclor. 88/06/21 8pp. 46020 316 

46020.3 22 

8807050213 Forwards Insp Rept 50-2 13/88 12 on 08051 7 20.0526 & CG01 Enfo'i o 
mont conference planned lo discuss violations np'od. includng adequacy ot superv< 
scry overview of work re v.iel barriers. 

KANE.W.F, Region 1. Ofc Of tho Director 89/06/24 MROC2KA.E J Ccnnoclicul 
Yankee Atomic Power Co. 3pp 46074.006 46074 010 

—8807050214 PartiaMy withheld Insp Rept 50 213/88-12 on 000517-20 & 0526 000 1 (rut 
10CFR73 21 & 2 790), Violation noiod Ma,or areas mspectedsocunry ovon's of 
060517-26 involving vital erea barriers 

MCCABE. EC. ReQion t, Otc of tho D.roclor BB/06/22 2pp 46074 009-46074 010 

0007070311 Forwards revised emergency plan implementing procedures 8 tomprowry 
roceduro changes (TPCs).-nclud.ng Rev 10 to EPIP 1 5 5. "Site Area Errrrguncy" A 
PC 8B-508 to Rev 33 to RPIP 15 2, "Notification & Commute si on " W/o oncl 
MROC2KA.E.J. Connecticut Yenkoo Atomic Power Co. MROC2KA E j Nonhoast Util- 
ities 88/06/29 Document Control Branch (Document Control Desk) ip. 46130 000 
46139:000. 

8807200001 Rov 7 lo Emergency Plan tirrplomonli‘'.g Procoduro EP«P 1.5-45. “Emergen 
cy Communication Sys Testing ” W/8807 1 1 Itr 

MROCZKA.E J. Conneclicol Yankoe Atom.c Power Co. MROCZKA.E J. Northeast Util 
Itios 88/07/11. 16pp. 46221 308 46221.323 


H. General correspondence 


8807010654 Comment Supporting proposed rulo 1CCFR50 ro emergency plannng & 
preparedness requirements tor nuclear power plant fuel loading & initial low powo' v.\> 
erations. 

HENDERSON. A W. Alfiiietlon Not As9'gnod. 06/00/22 Docket ng & Services Branch 
Ip. 45993:109-45993:199 


P. Operating license stage documents & correspondence 

B807060484 Forwards app:icatlon foe for rnview of zi'ca'oy fuel cladding conversion 
MROCZKA.E J Connoct cut Yankee Alorrrc Powor Co MROCZKA.E J. Northuasl Uiil 
illes 08/06/27 Documonl Control Oranch (Documonl Conircl Desk) ip 40007:319 
40007:319. 

8007110174 Forwards Amend 105 to l icense DPR 01 & safoty ovoijotion Amond m 
vlse9 Toch Spoc Table 3.11.1. "Contanmonl isclai.on Volvos." by adding fivo now 
containmont Isolation va'.vos & doiot nn two 

WANG.A B Proiocl Directorate 14. 0B/O7/O1 MROCZKA.E J. Con.nechcul Yankno 
Atomic Powor Co 2pp. 40 141 039-4614 1 051. 

“8807110170 Amend 105 to Llconse DPH-81, revising Toch Spats Tob!o 3 11-1, Xwv 
taJnmenl Isolation Valves." by addng bvo now confanmenf rso'etion va'vos (CIV) 8, 
deleting two CiVs. 

STOLZJ.F. Prolact Directorate l 4 00/07/01 Cpp 4014104140141 040 

“8007 1 10 170 Safety evaluation supporting Amend 105 to License DPR-61 

• Office of Nucloar Roactor Regulation. Director (Posl 870411). 00/07/01 5|i|i 

40141:047-46141:051. 

8607140101 Application tor emend to License DPR 81 , revising Tech Spocs that provide 
llmillng conditions tor oporotlon & survelllnnco roqulromonts i n response lo Gonou Mr 
03-37. Fee paid. 

MROCZKA.E .J. Connecticut Yankee Atomic Powor Co. MROC2KA.E.J. Wortheasi Util- 
ities. 86/07/01 Documont Control Branch (Document Control Desk). 3pp 40176:1 M- 
46178:152. 

-8807140 103 Proposod Tech Spoc9,provicJ.ng llmtmg condkons for operation por Gu- 
nerlc Ur 03*37. 

* Connecticut Yankee Atom ; c Power Co 60/07/01. 30pp. 40178 1 1 7-461 78.152 

8807130464 Generic Ut 88-11 fo aJJ Jicenaoo9 of opo.’ahng i&acto’s & ho'ders of Cf*o ro 
NRC position on radiation embrittlement ol reactor vessol malls & impact on plnnl 
oporations.Svc list & Rev 2 to Reg Guldg 1 99 oncl 

MIRAGLIA.F J. Associate Director lor Projects (Post 070411). 80/07/12. Consol.dotrul 
Edison Co of New York, Inc. 5lpp 46257 207-46257.257. 


G. Inspection reports, IE Bulletins & correspondence 

8896 130 1 68 NRC info Nonce 00 039. "LaSa'lo Uni 2 Loss ol Re circulation Pumps W/ 
Power Oscillation Event " Svc list oncl 

ROSSl.C.E Division of Operational Events Assessment (Post 870411). 88/00/10 
Consolidated Edison Co. of Now York, Inc llOpp 46970: 150-45970. 200 

8806160340 NRC Info Notice 08-040. "Examiners Handbook for Develop ng Opernior 
Licensing Exams." NUREG/8R-0122 & eve list encl 

ROSSI.C.E. Division of Operational Evonle Assessment (Po&l 870411) 66/00/22. 
Consolidated Edison Co of Now York. Inc 237pp. 46240 325-46241:201. 

8006176633 NRC Into Notice 68 041. “Physlcaf Protocficn Weaknossos fJonMtud 
Through Regulatory Effectiveness Roviewa." Svc lisl oncl 

ROSSl.C.E. Oivlslon of Operational Events Assessment (Post 870411). 06/00/22. 
Consolidated Edison Co. of Now York. Inc. I2?pp. 45970 034 -459 78; 155. 

8806170291 NRC Bulletin 80-000. "Thermal Stresses In Piping Connected to RCS." Svc 
fist encl. 

ROSSl.C.E. Division of Operotional Events Asse 99 mont (Posl 070411). 00/00/22. 
Consolidated Ed.son Co of New York, Inc. 1 16pp. 40019.037-46019:162. 

8806219038 NRC Info Nolice 88-044, "Mechanical Binding of Spring Re'oaso Dovico In 
Wesilnghouse Type DS-416 Crcult Broakers." Svc list encl. 

ROSSI, C E Division of Opereliona! Events Assessment (Posl 870411). 80/00/24. 
Consolidated Edison Co. of New York, Inc. 113pp. 46019:153-40019:205. 


imuom Suppi \ to NRC Bulebn 004)08. 'Thermal Stresses m P-pr-g Cermcted to 

Rolsi.c'e' Dtvston ol OpereLonal Even's . Assc ]^f 0 n ' 88/06/24 

Conso'idated Edison Co ofNew York, he H4pp. 46019 266 46020 016. 

8B07050070 Forwards Sa'eiy Insp Rept 50*213/88-10 cn 680523 *27.No vto'Mcns 

BELLAMY RR Region l, OtC of tne Dreclor. 66/06/24. MfiOCZKA.EJ CcnrocliCut 
Yankee Atom c Po**r Co 2pp 46020 313-46020 322 

-6607050072 Insp Repl 50-213/66 10 on 860523 27 No violations noted Major ateas 
inspected operational radiological environ merlioring program Inc tding mgt 
organiy a bon, environ sample co-loctxn & meteorological ^or.iorng 
JANG JC PASClAK.WJ Region i, Ofc of the Direct B0/O6'2i. 6pp. 46020.315* 
46020 322. 

8607050213 Forwards Insp Rept 50 213/68-12 on 880517*20,0526 & 06QL En'orce- 
front con 4 erence planned to discuss violations noted, inciud ng adequacy cl supervi 
bo ry overview of work re vital barriers , ^ M ^ , 

KANE.WF Regon 1, Ofc of 1h e Director, 00/08/24 MROC2KA.E J Connocicut 
Yankee Alon* c Power Co. 3pP 46074 006-46074 010 

-8607050214 Partially withheld Insp Rept 50-213/66 12 on 860517-20 & 0526-0601 (rof 
10CFR73 21 & 2 760). Violator! rc ted Major areas rspeetod security oven.s of 
00-051 7-26 involving vital area tamers . _ _ . A ._ 

MCCABE, EC Reg on 1, Ofc of trie Drector. 68/06/22 2pp 46074 000-46074.010. 


8807070139 Forwards final summary rapi addressing Ic Bji'otn 85 003. ‘Motor-Ope.'el- 
ed VaVe Common Mode Fa lures ” No add work w/ respect te buloih soppl neco9 
sary for M ilslong Unit 1 


MROCZKA.E J Connecticut Yankee A lorn c Power Co WROC2KA.E J. Northeast Nu- 
clear Energy Co (subs, cf Northeast Utild'ea) MROCZKA.E J Northeast UJ fios 88/ 
06/27. Document Control Branch lOocumoPl Control Desk) 2Spp 46139:103 
46139.130. 

8807130075 Jo forms teat ui’s do nol possess .use or I'ansport Modal SPEC 2«T redio 
graph c exposure device 9. per Bui ol n 88-OC6 ^ 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J. Nonnoast Nu 
clear Energy Co. {subs, of Norineasi U:f i os) WORCZKA.E J Northeast U»- lies. 89/ 
06/29 Document Control Branch (Document Control Oesh) ip 46164:039- 
46164.033. 


0-007070053 Responds to NRC Builel n 88 004, 'Potental Salory-Re’ated Pump Loss.' 1 
Most p-jmp3 net susceptible to 9ub| problem because sys :innup S/or operations' pro- 
cedures do not allow pump to run noar shutoff cor.d Lens 

MROCZKAEJ Northeast Nuclear Energy Co isubs. ol Norihoasl uti' ties) 
MROCZKAEJ Norm east UHU.es 86/C6/30 OocurreM Control Branch (Document 
Control Desk) 6pp. 40i 26: 16B 46126:173 

8607150110 Informs that I 9ted P'ants use GE H FA typo latching relays per NRC Bullalm 
00-03 AM plan* s w.il be Inspected djr.ng next re'ue no outage m 1889 
MROC2KA.E J. Connecticut Yankee Alomic Power Go MROCZKA.E J Northoast Nu- 
clear Energy Co. (SLbs. oi Northeast Ul tlos) MROCZka.F J No.lhoast Iff ties 88/ 
07/06 Oocumenl Control Branch (Document Conhol Dor*) 2pp 46184 35B* 
46184359 


8806300347 KftC info Nol ce 68 045. "Problems m Protective Relay & C<cu!t Eroako- 
Coord nation." Svc fist end 

ROSSl.C.E Division of Operetcnal Events Assessment [Post 870411). 68/07/07. 
Consol dated Ed .9on Co of New York. Inc. 1<Mpp 46242 1C9-40242 212 


8607080006 NRC Info Notice 88-C46. ‘ Licensee Ropt of Deteci-ve Refurbished Crcuil 
Breakers " Svc list enct 

ROSSI, CE. Division of Operatonal Everts Assessment (Posl 870411). 08/07/08. 
Consolidated Edison Co of New York. fnc. 107pp. 4 6231 261-46232.027 


8007120201 NRC Info Notice 08 040, "Licensee Rept ol Defective fiofu.'blshud Valves." 
Svc I st end 

ROSSI C.E. Drv 9-lon of Operational Events Assessment (Posl 870411). 88/07/12. 
Consolidated Edison Co. of New York. Ire 103pp. 46242 006 46242:103 


8807200030 Responds lo NRC Bui el n 67 002,Supp! 1, "Fastener Testing to determine 
Conformance W/App 1 cable Mali Specs ” List of sa'ety-related fastener supplors w / 
typical mall specs & l>st of non safely -re 'a ted supp'lers w/o mal «pocs one I. 
MROCZKA.E J. Connected Yankee Atomic Power Co MROCZKA.E j Nodheasi Nu- 
clear Energy Co, (subs of Northeast Ut ties) MROCZKAE.J Northeast lltilit es 09/ 
07/12 Ooctiront Con'xol Branch (Document Contro! Desk) 7pp 46221.320* 
46221:334. 


0807250086 Advis09 trial util 890325 response to NRC Bul’otin BB-001. "Dofecis in 
Westinahouse Clrcul Breakers salsfBCtoiy. 

BOYLE.M.L. Project Directo'ate M. 68/07/13 MROCZKA.E J, Connocicut Yankee 
Atomic Powor Co MROCZKA.E.J. Northeast Nuclear Er.o'gy Co. (subs of Norihoasl 
UtH it es). 2pp. 46260 204-46269 295 

0607080366 NRC Ir.fo Notice 8B-047. “S 'owe r-Than*F> peeled Rod Drop Tiros ’’ Svc 
list enef. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411) 68/07/14 
Consolldaled Erf.son Co of New York, Inc 103pp 46240 222-46240:324. 

8807260231 Dscusses 880708 mgt moemg In Region i ofc ro corporate resource 
allocation s.engineering support & plant acUv.ie9 

0ETTENH AU*EN.L . Region Ofc of the Director. 88/07/14. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utr t c9) 102pp. 46325 24048325 359 

8807120650 NRC fnfo Nolce 83*040. “Mark ng Har,df:ng.Con'rol, Storage & Destruction 
of Safeguards Info." Svc lisi orcl. 

ROSSI ,C.E. Drrts»on of Operato'ial Events Assessment (Post 870411) 80/07/ 16. 
Consolidated Ed-son Co. of New York, Inc- 103pp. 46241:263 4 6242 0 05. 

8607120653 NRC fnfo Note© 69*050. “Effect of Circilt Breaker Capacitance on Avail- 
ability of Emergency Power” Svc I st end 

ROSSl.C.E. Division of Opera‘iona1 Events Assessment (Post 870411). BB/07/18. 
Consolidated Edison Co of New York, Inc. 1 19pp. 4 62 57- 258 4 6258.01 6. 

6607180101 NRC info Notice 88-051. “Farufes ©f MSlYs “ Svc list end. 

ROSSl.C.E. Olvision of Operational Events Assessment (Post 8704 11). B8/07/2I. 
Consolidated Ed son Co. of New York, Inc. 12tpp. 46257:086 46257.206. 


R. Partodtc operating reporte & related correspondence 

6807250120 Monthly operating repl for Jure 1986 for MnddAm Nock Plant W/OfO/'S 

VVAU.KC, MILLER.0 0 Co.-mectlcut Yankoo Atomc Pownr Co 03/00/30 10pp. 
46270:1 1646276:125 


S. Reportable occurrences. LERb & related correspondence 


0806290124 LER 07-018 Ol.on 071 120.motor operated valvos (fucHrod 
inoperable Cau sod by inadequate rr.alnt p'ocedu'o & ter.hn:cal info & inadequate ir 
etruction S job overs ght by supervisor Valves effected by grooso reworked w/ 
060623 It' 

EVOLA.JH ♦ MtllER.0-0 Conneot-cU Yankee Atomc Powo' Co 00/06/23 9p;> 

iraai JC/in 


6607060565 LER 07-0 13-01 on 670a05.disablnd cablo vault fau yuprusslon ays rot ai 
tended by fire watch Caused by personnel error Involved individual counselad d nc 
der.i revtowod w/pe tso’ , .nBVVy|/a80600 ivr 

pANIEl.SON B n , MllLER.OD. Connect.cut Yankoe Aiomic Powor Co nb/0.i/30. 
6pp. 46114 2^1 46114 295 


6807070101 LER B7*005 €l on 8704l6.lu'b nn conircl sys nmlhincllon Cfl.iSDd high 
steam now condition resulting in foacior trip Causod t;y cDniamir.aVion of crv'UcJ ol 
sys w /water Water sources Idonilfiod & ol rr.lnatod.W/080030 iu ^ 

BEGANSKI.R. WLLER.D B Connecticut Yankoo Atomic Powor Co nn/OG/Jft. 5pp 
46125 340*46125 352. 


B807070550 LER 87 0 12-01 on 870801, aloam generate'* roquirnd 1C0% oddy- cim-n‘ 
t03ls based on initial Insp resulte Cause of fubo dofurts aitritmted lo primary water 
stress co r rosion cracking Rev.scd repl issued ro aciicns lakci W/000701 Mr 
CALDERONE.J W . MU LER. D B Connoclicul Yankee Aiomic Tower Co 00/07/01. 
6pp. 40125 246 46125:250 


DOCKET 60-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency 4 fi/e protection pfana 


0607130083 Forwards Safety insp Rept 50-2 19/83-14 cn 060510-20 A iiolcq 9 d vote 
(Ion & deviation „ _ . 

O’JRR.J.P- Region 1. 01c ol the Diroctor 88/07/01 f n2PAiniCK.r: (jnn*>Tal Pob'k 
UlldiesCorp * GPU Service Corp 2pp 46165:1 10 49 105. 136 


-8007130085 Notice of violation irom Insp on 880516 20. Violation nolud on J)0(tel6.:n 
specter found i90lat on vetva lo spr.nklor sy9 pressuro switch closod 
' Region 1, Ofc of Iho Director. BB/0 7/01. Ip. 461 G5 1 12-40165 1 12. 


-0807130008 Notice of devatlon from map on 000516 ZUOwlfttion noted. U«‘iso© 
lack9 oslablshed tro nlng program for igntten sourco liro watcfies to satisfy NltC g-d- 
anco document & NFPA 5t B 

' Region t. Ofc of the Oirector. 8B/07/01 Ip 46165 113-40165 1 TJ 

-0BO713OO94 Insp Rept 5O-210/0B-14 on 8G0510 ZO.Vio'Abori n0!Gd.Ma|0' areas 
ln9pec1a{f:se‘occed areas of I ro protection & otecinc power sys.iiiciuding rev lows ol 
admlntebehvo ccmrel, surveilftnco & tire br gade proendurns 

WOODARD.C Region 1, Ofc of Iho D.rector 00/06/27. 23pp 4f>u»5 t 14-46165 tub. 


0607120104 Forwards revised page to physical security plan ro m scol'anoous nmands/ 
search requlromant 3 Pago wjhhe’d (ref 10CFR73.21) 

FiTZPATR.CK.E General P vfctec UtVWos Corp - GPU Botv.co Cup- 00/07/06. Of'ice 
of Nuc-ear Reactor nogulation, D<rodor (Posl 870411) 2pp 46155 100-46156-107. 


0807200133 FO'wards Insp Rept 50-219/88-05 on 080511*12 No wolohons noted 
BELLAMY, R.R. Region t. Ofc of trio Director 60/07/07 FlTZPAf RICK.E Gohotai 
Public UlfiliOS Corp * GPU Son^.CO Corp. 2pp 46220 204-46229.302. 

-0007200134 Insp Rept 60-219/08 05 on 88051 M2 No vioiatons noted. Mfijor areas 
Inspected ernergency oxerds-o conducted on 08051 1*12 

AMATO .C.G.. LAZAR US, WJ. Region 1, Ofc of the Director 80/08/30 7pp 
46229 296-46229 302 


8007200373 Forwards Rev 1 to "Posl Exercise AssossnnonT 1 0/O5t2.Exotcise of Harts- 
log'ca‘ Emergency Rospenso Plans of Stale of NJ, Ocean County & Sixtoun Mure; 
pal 11 09 ” _ _ 

KfllMM.R.VV. Federal Emergency Managomonl Anoncy 00/07/lt CONGEL.k d. Drvi- 
filon of Radiation Protection & Emergency Prupa'odnoss (Posl 870411). ip 
48230:140 46230 244. 

—0807200377 Rev 1 to "Post Exercise AsQO8smonl.f}705t2.Excircteo of Rarltelog cal 
Emergency Response Plana ol State of NJ.Ocoon County S Sixteen Mun ripaliites. ' 
* Federal Emergency Management Agency 87/12/10 I04pp 46230.141-46230 244. 

8007280326 Responds to 8B0503 Mr .providing comments stominny from NRC roviow ol 
Rev \ to emergency plan lor lactte tee .Proved 3 proposed changes to addrosn NRG 
concerns. 

RCXJHE.M.B. General Public Utilities Co/p. ♦ GPU Sorvico Corp 08/07/11. 
BELLAMY, R.R. Reg on 1. Ofc Of Lhs Drector. 2pp. 46336 141-46336 154. 


P. Operating llcenee stage documents & correspondence 

8607010600 Forwards application for amend to License DPR-iO.constetmg ol Tech 
Spec Charge Request 172. Amend eliminates requirement to porform dady exercise ol 
MS I Vs. Fee paid 

FlTZPATRiCK.E. General Public Util ties Corp • GPU Sorvice Corp. 08/06/21 Olficc 
of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 46017 061-46017 069 

-8007010610 Application for amend to License DPR-l6.con8i9tmg of Toch Spoc 
Change Request 172. Amend deletes requirement for daily everciso of MSIve. 
FlTZPATRiCK.E General Public Utilities Corp. * GPU Service Corp 00/06/21. 5pp 
46017 063-46017:067. 


-8807010616 Proposea Tech Specs ro daily exercise of MSlVs. 

• General Publ.c Utrit-es Corp * GPU Sorv ; ce Corp 06/06/21 2pp 4601 7. QG8* 
46017 060 

8807120260 Summary at 880525 meefrta vt/GPt) In Rockville, \*d to matters related lo 
s le specific rosponso spectra Viowgrnpn9 encl 

DROMERlCK.A Projocl Dronioroto 1-4. 00/06/22 Project Oroctorate 1*4 78pp 
46114.035 461 14:1 12 

0606290048 Forwards proprietary orraia & addenda fo NEOE-31462P, "SAFER/CORE' 
COOL/GESTR-LOCA LOCA Anolys.s,” per 10CFR2 790. Previous rept, submitted w/ 
Tech Spec Chango Request 166. contained mcorroci setpoints Repl withhold 
WILSON. R F General Pub'ic Utl.lles Corp * GPU Service Coip 00/00/23. Oocuman! 
Control Branch (Document Conlro' Desk), ip 45970 331-45978-331 . 

8807060426 Nolkcatlon ol 000004 Significant Uconsoo Mooting 80-103 in Region I ofc 
w/utii to d.scuss faci'ity outage 

WECHSElGERGER Region 1. Ofc of the Director 80/06/27. Region 1. Ofc of the 
D.rocior 2pp 46t 10.014-461 10.015 

8607060567 Forwards Amend 123 to License DPR- 16 & safety ovatoation. Amend ro- 
vises Tech Specs to aiow continued power operation for Cycle 11 if primary & backup 
safely vaivo indcaiors becomn inoperable on no moro than two safety valves 
OROMERlCKAW Project Directorate 1*4 00/06/20 FiTZPATRlCK.E General Public 
Utilities Corp • GPU So.'vlco Corp 2pp 46002:282*46002:291. 

-8807060572 Amend 123 to License DPR*l6,iovising Tech Specs to allow continued 
power oporot.on lor Cyclo 1 1 If both primary & backup safety valve indicators become 
inoperable on no moro than two safety valves & making administrative changes. 
STOLZ.J.F. Pro,0Ct Diroctorato 1*4. 06/00/20. Spp 46002:204*46002 208. 

-8807060576 Safoty oveiuU.on supporting Amend 123 to Llcenso DPR*t6. 

• Oftico ol Nuclea' Rooctor Regulation, Director (Post 870411). B0/Q6/28. 3pp. 
46002 269*46002 201. 

6807110274 Notification of 080713 mooting w/l'Consoo In RockviHo.WD to discuss 
status of licensing actwAlos for faci'ity. 

OnOMEniCK.A.W Proloct Directorate 14 88/06/29. STOLZ.J.F Project Directorate I* 
4. 3pp 40101 030 46101 032. 

8807120694 Discusso 9 current aclivitios & future plans re drywoll airborne particulate & 
gaseous RMS concerning SEP Top e V*6 on reactor coolant prossuro boundary leak- 
ago doloclion. 

FITZPATHJCK.E. General Pub'Jc UbJibes Corp - GPU Service Corp 08/07/01 Docu- 
ment Control Branch (Oocumont Control Desk). 3pp 46164:346 46154:340 

0807120700 Advises that no further rovlow of Procedure 1000-ADM* 1291.01 
nocossary Util incorporated NRC rocommendat'on into Rov 4 lo sub) procoduro.per 
000426 mooting w/NRC. 

LONG.R L Gonora! Pubic UH'itioa Corp. * GPU Sorvlco Corp. 08/07/07. Olfico of Nu. 
clear Reactor Regulation. Director (Post 07041 1) 2pp. 40140:060-46140:081. 

8807140117 Forwards onviron assessment & finding ol no signilicant Impact ro 680510 
appVcoban tor amcr.d lo Ucnnse DPFM8, revising Tech Specs lo reflect eso of on ■ 
rlcned 9od um ponleborato solution In standby liquid control sys 
DROMERICK.AW Project D.roclorato 1*4. 80/07/08 FiTZPATRlCK.E. General Public 
UtililiOS Corp. • GPU SorviCO Corp 2pp. 40177:007*46177:011. 

-8607140120 Env.ron assossmont & Anrf/ng of no s/gn/freanf Impact re 8005 TO request 
to amond Tech Specs to reflect uso of enriched sodium ponlaborato solution in stand* 
by liquid control sys 

STOLZ.JF. Projocl Directorate M. 88/07/00 3pp 46177 009*46177.011 

8007180329 Forwards dusenpt on & proposed achedu/o for roso'utron of human eng/, 
nearing d.scropancios Idontlfiod In DCRDR.Mods subj to reviow methodology no* 
scr.bod In mtograiod schedulo plan. 

FITZPATRICKS Gonoml Public Ulllifos Corp ■ GPU Sorvlce Corp. 88/07/08. Docu* 
monl Control Oranch (Docunnonl Control Dosk) 4pp, 46190:246 46199:249 

8807130464 Generic Ur 00 11 lo all l.cenaooa of operating reactora & holders ol CPs ro 
NRC position on radiot on ombrlllfomont ol roocior vessel matls & Impact on plant 
operations Svc list & Rev 2 lo Reg Gu.de 1 99 encl 

MlRAGUA.F J Aasoclato Director for Prolocis <Posl 070411). 00/07/12 Consolidated 
Ed.SOn Co. of Now York. Inc. 51pp 46257-207-46267:257. 

8807250346 Notillcailon of 000721 meeting w/uM & Inti Technical Svcs In Rockvillo.MD 
to discuss RETRAN Analytical Model & Cycle 12 fuel roload analysis 
DROMERICK.A W. Projocl D.roclorato 1*4. B8/07/14. STOLZ.J.F. Pro(ecl Directoralo t- 
4. 3pp 46276.317 40270:319. 


Q. Inspection reports, IE Bulletins & correspondence 

8806130188 NRC info Notice 08*039. "LaSalle Unit 2 Loss ol Recirculation Pumps W/ 
Power Oscillation Event." Svc list oncl. 

ROSSI, C-E. Division ol Operallonal Evonls Assessment {Post 070411). 88/06/15. 
Consol-dated Edison Co. of Now York, Ino. 1 10pp. 46978:166.45970:266. 

6806160340 NRC Into Notico 00*040, "Examiners Handbook for Developing Operator 
Licensing Exams." NUREG/BR 0122 & svc list encl 

ROSSl.C.E Division of Oporatlonal Events Assessment IPost 670411). 06/00/32. 
Consolidated Edison Co of New York, lnc. 237pp. 46240:325 46241:201. 

8B061 70033 NRC info Notice 80*041, "Physical Protection Weaknesses Identified 
Through Ragu'atory Elfoctivenoss Reviews ." Svc list oncl. 

ROSST, CE. Division of Operational Events Assessment (Post 870411). 08/06/22. 
Consolidated Edison Co. of New York, Inc. 122pp. 45970:034 45970:155, 

6806170291 NRC Bolotin 00*000. "Thermal Stresses In Piping Connected to RCS" Svc 
list end. 

ROSSl.C.E. Division of Operational Events Assessment {Post 070411). 60/06/22. 
Consolidated Edison Co. of New York. lnc. 116pp. 46019.037.46019:152, 

8806210038 NRC Info Notico 08-044, "Mechanical Binding of Spring Release Device In 
Wesllnghouso Typo OS-416 Circuit Breakers." Svc list end 

ROSSl.C.E Division of Operational Events Assessment (Post 870411). B0/O6/24. 
Consolidated Edison Co of Now York, lnc. 113pp. 46019:153*46019:265. 


8806240139 Stppl i to NRC Bul.o‘ n 86 000. "Thermal Stresses in Piping Connected to 
RCS." Svc 1st encl. 

ROSSLCE. Division ol Operational Evonls Assessment (Post B70411) 08/06/24. 
Consol - daied Edison Co ofNew York, fnc. 1 I4pp 46019.286*46020 010. 

8607130063 Forwards Salety Insp Ropt 50*219/00*14 on 080516-20 & notices of voca- 
tion & deviation. 

DURR J P Region 1. Ofc of the Director 88/07/01. FiTZPATRlCK.E. General Pubic 
Uliiibe9 Corp • GPU Service Corp. 2pp 40165-110 46165:136 

-8807130085 Notice of v.olonon from insp on 680516*20 Violation notod on 800516, in 
specior found Isolation va've to sprinkler sys pressure switch closed. 

• Region 1. Ofc Of the D.rector. 08/07/01. Ip. 46165 112 46165.112. 

-8807130088 Notice of dev.atlon from Insp on 800516-20 Devlat on noted 'icensoe 
lacks oslebllshod training program lor Ign'ilon source h'o watches lo sot-sly NRC gu d 
ance documont & NFpa 6t B 

* Region 1, Ole of the Director. 08/07/01. ip. 46165:1 13-40105 1 13 

-8807130094 ln9p Ropt 50-219/00*14 on 08051 6-20. Violation noted.Major areas 
inspoctod solecied a*eas of fire protection 8 electric power sys.lncludiog reviews ol 
administrative control, survo liance & f«ro brigade procedures. 

WOODARD.C Region 1. Ofc of the D.rocior 08/06/27. 23pp 40165:114*46165.130. 

8807110407 Summary ol 800628 meeting w/ut l In Rockvillo.MD re lacMity outage 
IGSCC insp /stress improvement plans. 

OROMERlCK A.W. Project Oroctorate 1*4 08/07/06 Project Droclomte 1*4 22pp. 
46141:001 48141:022. 

8606300347 NRC Info Notice 08 045. "Problems in Protective Relay & Circuit Breaker 
Coordination." Svc list oncl. 

ROSSI.CE. Division ol Oporetiona' Evonts Assossmeni (Post 870411). Q0/O7/O7. 
Consolidated Edison Co. of Now York, lnc 104pp. 40242.109*46242 212 

8807200133 Forwards Insp Ropt 60*219/00*05 on 080511 *12 No violat.ons noted 
BELLAMY, R R. Region t. Ole of the Director 08/07/07 FiTZPATRlCK.E Genera! 
Public U 1 ill tl o 9 Corp * GPU Sorvlco Corp 2pp. 40229 294-48229.302, 

-8007200134 Insp Repl 5O-219/0B-O5 on 00051 m 2 No violations noted Ma.or areas 
Inspected. omorgoncy oxorciso conducted on 0B051M2 

aMaTO.CG . LA2ARUS.WJ Region 1. 01c of tho Direcior. 08/06/30. 7pp. 
40229:296*46229 302. 

0807250243 Ack roco pt ol 080GQ9 Itr Informmg NRC of steps taken to correct violations 
notod In Insp Repl 50 219/88-11. 

BELLAMY.R.R HoQlon 1. Ofc of the Director. 00/07/07. FiTZPATRlCK.E General 
Public Utilities Corp * GPU Sorvlco Corp. 2pp. 40274.316-46274 320. 

8807080008 NRC Info Not'co 88*046, "Licensee Ropt of Dofoclivo Rolurblshed Ci'cuil 
Dreakora " Svc l>st encl. 

ROSSl.C.E. Division of Operational Events Assessment (Po9l 8704U). 08/07/00 
Consolidated Edison Co of Now York, Inc. 107pp 46231 201 -46232 027. 

8807200104 Forwards Salety Insp Ropl 60*219/68*12 on 000425 29 No vlo'aiona 
noted Attention d.rectod to neod to improvo 10CFR21 roportabiiily docu monl atl on mgl 
& to establish procodura for ovaluat-on of commercial grade Items 
GALLO.R.M, Rog'.on 1. Ofc of the Diroclor 0B/O7/O8 FiTZPATRlCK.E General 
Public Utiimos Corp . GPU Service Corp. Zpp 46222 169 46222.100 

-8807200165 insp Root 50-219/00*12 on 000425*29 No violations noted. Ma|or areas 
lnsp6Cled:rovlow of licensoo program impiomonlat^on of 10CFR21 regulation & rovlew 
ot stotion procurement program. 

DEV.M . BLUMBERG.N. Roglon 1. Ole of tho Diroclor. 00/07/08. 9pp- 46222:161- 
40222.169 

8807210117 Responds lo violations notod in Insp Rept 60*219/08*13 Correct.vo 
actio ns individual involved counsolod.eroa In which violation occurred reposted lo 
ensure clahly & event reviewed w/sianon staff at 880505 mooling 
FIT2PATRICK.E. General Pub'ic UtlMlos Corp. • GPU Service Corp 80/07/11. 
BETTENHAUSEN,L Region 1, Ofc ol the Director. 3pp. 46234:157 46234:168. 

8907210184 Responds Jo NRC Bu'Jetn 80 D04, "Potonlial Safely-Related Pump Loss." 
Followup rept will bo submitted after obtaln.ng verification from pump suppliers that 
current mlnlflow rates adequate. 

FiTZPATRlCK.E General Pub'ic UHitiog Corp - GPU Service Corp. OB/07/11. Office 
of Nuclear Reactor Regulation, Director (Posl 070411). 5pp. 46237:147*46237:151. 

8807120291 NRC Info Notice 88*040. "Licensoo Ropt of Defective Refurbished Valves " 
Svc list oncl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). BB/07/12, 
Consolidated Edison Co. of New York, Inc lOOpp 46242 008*40242.108. 

8807080386 NRC Info Notice 86-047, "Slower-Than Expected Rod-Drop Times.” Svc 

||gl 0ncl 

ROSSl.C.E. Division of Operational Evenla Assessment {Post 070411). 00/07/14 
Consolidated Edison Co. ol New York, Ino. 103pp. 46240.222*48240.324. 

880725033 1 Advises that util 800407 response to NRC Oullolm 08*001, "Oolocia in 
Weslinghouse Circuit Breakere," satisfactory. 

DROMERICK.A W. Project Directorate 1*4. GB/07/14. FiTZPATRlCK.E. Gene/al Public 
Utilities Corp - GPU Service Corp 2pp. 46261:214*40251:216. 

8907120560 NRC Info Nolice 60 049, “Marklng.Handi ng.Controi.Storage & Destruction 
of Safeguards Info." Svc lisl encl. 

ROSSl.C.E. Division of Operational Events Assessment (Posl 8704 M). 88/07/10. 
Consolldeied Edison Co. of New York, lnc 103pp. 40241:263.46242.005 

8807120663 NRC Info Notice 88 050, " Effect of Circuit Breaker Capacitance on Avail- 
ability of Emergency Power." Svc list encl. 

ROSSl.C.E. Oivlsion of Operational Events Assessment (Post 070411). 00/07/10. 
Consolidated Edison Co. ol New York, fnc. I I9pp 46267.258*40268.016. 

8907180101 NRC Info Notice 88*051, "Failures of MSiVe " Svc list oncl. 

ROSSI, C E. Division of Operational Events Assessment (Post 870411). 88/07/21. 
Consolidated Edison Co. of New York, lnc. I2lpp 48257:086-46257:200. 



~&&0 70801 ID Monihly operating rc-pl (0/ Nay 1l/b8 fC' Uy^or U6GK 
BARAN R. Genera" Pub'c Utilities Corp. * GPU Servica Corp 89/05731. 5pp 
a 5020 035-46020 039 

-efl-O 70801 14 Refueling info - Juno 1988 tor OySlor Oeok 
* General Public Utl-tlo 9 Corp « GPU Sorvce Corp. 88/06/30. Ip. 46020.040* 
46020 040. 

8 60 7 2 50044 Monthly operating ropl for Jure 1S8B tor Oyster Croek. vV/880715 Itr. 
SEOAR.jh. FITZPATRICK^ General Public in Ities Corp, - GPJ Service Corp. 96/ 
06/30. 8pp 46259 135-46259.14? 


S. Reportable occurrences, LlRs & related correspondence 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8007060213 Forwards Rev 6 to Vol I to updated FSAR for Nino Mile Point Nuclofl' Sla- 
ton Urit i .tor mods completed prior to 080101 

TERRY .CO. Negara Mo-hawk Power Corp 89/06/24 Document Conirol Branch 
(Document Conirol Deal') 13pp 46099 237 46099 079. 

-8807060238 Re/ 6 lo Vol l to updated FSAR for Nino Mlo Pont Nuclear Sla: on Uni! 
1 

* Magata Mohawk Power Cctp. 69/06/30. \90pp 46000 250-46090.079 


6607060471 LER 89-<X>9-00:on 6 6 C602, isolation condonse: automate aeluat-cn pres- 
sure sensors RE15A 8 RE15C tripped at values greater than Toch Spec 2.3 E Caused 
by inadequate -nstrumenl repeatable/ Pressure sensors ao.usted W/8Q0623 III 
G ALAN TO, J . FITZPATRICK.E. General PubTc UnTtios Cc'p • GPU Se/vice Corp. 98/ 
C6/23. 5pp. 45116 304-46116 308 

8607080214 LER 88-OlOOOon 660601, standby gas troalrreni sys manually -nil ated 
due to rising radiation levels Caused by personnel error. Personnel 
cojnsel'ed. operating procedure rev corrp'oted & mm sump lavo! raised to Increase 

E ressu'e W/ 880630 Itr. 

EUMAN.l.W , FITZPATRICK.E General Pubic Ut.ntes Ccrp. . GPU Service Corp 
BB/06/S0. 5pp. 40140:071-46140 076. 

6 B 07 200 1 15 PISOI 88072 on GD07C9.mboard M$1V la v od luT dosuro test Subsequent 
testing indcated thal valve stem ray ba soparalod from valve disc MSiV repair esi: 
mated to take 18 days 

COGWlLL.C- Region 1. Ofc ct Ihe D-uctor. 88/07/12 Ip 45226.215-46228:215 


DOCKET 60-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8807060284 Revised emergency plan implementing proccdjres.m eluding Rov 9 to EPP- 
3, 'Search & Rescue.” Rev 12 to EPJM, 'Personnel Inljry or lnross” & Rev 10- to 
EPP 8, "Onsite 4 Off&ite Radiological Dose Assessment Procedure" W/060530 itr 
TERRY.C.D. Niagara Mohawk Power Cc*p 80/06/20 342pp. 46089 001-46059 342. 

8807000168 Resnor.ds to NRC 660525 Itr re vio'at ons rolc-d in Irsp Repls 50 220/68 
08 6 50 410/80 -07. Correcl.ve actions operofc Tty of deioction in affected eroas 
venfad/ire watch patrol posted 8 plus 26% iplomrico of Typo D testa removed 
PERKINS.TJ. Niagara Mohawk Power Corp. 88/00/30 Document Conirol Branch 
iDoajrnam Ccnlrol Desk). Spp 46139.188 45139 192. 


P. Operating llcenae stage documents A correspondence 


8807060-063 Forwates epp'icahon ler amend to license DPR GG.rovlsteq Toch Spec 
Section 3 6 2. 'Protective insirumentat-on" & associated oesos. Tables 
3 6.21,4 6.21.3 8. Pm.4,G,2m.iab!e of contents & Bases 3.6.11, "Accident Monitor- 

T^RRY.CD Niagara Mohawk Power Cotp. 68/06/20 Qocumenl Control 0*anch 
(Docjmoni Ccnlrol Desk) Ip. 46020 336*46020 350 

-0807050040 App'icalion lor amend to License DPR-63, chang ng Tech Spec Section 
3 6 2. ‘Protective instrumoniaiion" 6 associated baso 9. Tables 
36 21,4 6 2 V0 6.2m,4.0 2m, bases lor Section 36.1 1 & teb'o ol contents Feo pa d 
TERRY.CD N.agara Mohawk Power Corp. 80/06/20 2pp. 46020 337-46020.330. 

-8007050042 Proposed Teen Specs Seciion 3.6 2 & assocated bases 
• Niagara Mchawk Power Ccrp 88/06/20 12pp. 46020 330*40020 350 

8807000203 Forwards notico ol withdrawal of uil 060123 epp'icatlon for amond io Li* 
corse DPR-63 re msorvice Insp & testing. 

BENEDICT.R A Project D redo rate 1-1, 08/06/22. MANGAN.CV Niagara MOhawi 
Power Corp 2pp. 46076 356-46076-359. 

-8807080206 Notice of withdrawal ol 060123 application for emond to License DPR 63 
re inservee tesp & testing 

BENEDICT.R A Projecl O roctoralO M. 88/06/22 2pp. 40076 350*46076 350. 

8007050415 Forwards request for schedu'ar exemption from roquiromonla oi 
lOCFR50,App J, Section ill for four RCS valves tor period up lo & Including next refu- 
o'lng outage currently scheduled for 1990 

TERRY.C.D. Niagara Mohawk Power Corp 88/06/23. Document Conirol Branch 
lOeewwent Convert Desk). Ilpp 46026 263-46026 273 


8807180057 Forwards amended SALP Repts 50-220/06-99 & 50-410/87-99 for Nov 
19B6 * Feb 1B88 a Fob 1987 * Fob i&88,respncuvely. 

RUSSEL L.WT. Region V Ofc of tee Dimeter 66/07/01. ENDRIES.J.M. N agara 
MohftwV Power Corp. 3pp 4B2O0 Q4 V 4 6200: \ 7 4 . 


-88071 800B7 Amended SALP Reptg 50 220/66 99 & 50 410/07-99 lor Nov 18G0 * Feb 
1988 & Feb 1987 * Feb lS88.respe-ci.vely, Licensee has shown l.rr>ilGd succo&s w/ 
imtaljves to improve previously Iden'i'ied weaknesses 
’ Region l.Gtc ot the Orectec. 66(07/01. UWpp 46200 CM 1-46200. 17 4. 

8807150179 Forwards Amends 100 & 6 lo Licenses DPR 63 A NPF-69. rospectrvely & 
safety eve ’n a Hon Amends change Toch Specs lo requ f e complanco w/amonded 
physical security plan per 10CFR73 55 soarch roQu roments. 

HAUG HE Y,M.F. Project Oirecte'ate 1-1 89/07/05 MANGAN,C.V. Niage.re MoVawk 
Power Corp 4pp. 46185 341-46185 351. 


—8807150180 Amanda 100 & 6 to Licenses DPR-63 & N p F-69,rospoci.voty, chang ng 
Tech Specs to requ-re comp' ance w/arr ended physical security plan pe/ 10CFR73.55 
re search requirements- 

CAPRA. R A Project Directorate 1-1 88/07/05. 4pp 46165:345-46185 348 

-8607150182 Safely evaluation support ng Amends 100 & 6 to Licenses DPR 63 & 
NPF 69,r6Spoc'tvey 

• NRC - No Detailed Affiliaiicn Given. 88/07/05. 4pp 4B185.349 46185 351 . 

8887160030 Provides summary of NRC discussions re uti! performance ol operating nu- 
clear power plant. per 893628-29 meeting Faci ily categorized as requiring close 
momtonng Commission ipub f lc meeting scheduled for 600713. 

STELLO.V. Ofc of the Executive Director for Operators. 88/07/08. EN DRIES J N-an* 
era MohawX Power Corp 2pp. 46105 238 46 1 65 237. 


8807200192 Forwards Satety fnsp Repls 50-220/68 22 A 60-410/00-23 on 630620- 
24 stated s.gnlflcam deficiencies re Uni \ should be addroased pder to 
( t sla1ed deficiencies requested wihin 30 days of receipt of Hr. 

0ic 0 f [hQ Director 86/07/06 MANGAN.CV. Niagara 
Mohawk Power Corp. 3PP 46221245 4622V277 


,nsp ^®‘220/89-22 A 50-410/88-23 on B80620-24.No violations 
no.ed.Malor areas inspected emergency oporatmg procedures (EOPa).includ ng com- 
^ EOPa w/6Yin Owners Group emergency procedure guidelines 

4622^2 K 48i622 V277° ,R ' W ‘ 1 ^ ^ ° , ' oc,or ^07/07. 30pp. 


B807070039 Rosponds to two open items from 000510 moet.ng w/NRC ro procuroment 
of commercial grade items Audits performed indicate that Okonito dosign & mfg con- 
trols sulhoeni lo mainlain un form ty quality product. 

TERRY.CD Niagara Mohawk Power Corp 68/06/30. Documonl Conirol Brencl' 
{Oocumoni Control Dosk). 2pp 46125 256 46125 257 

0807150179 Forwards AmoncJs 100 S 6 to Licenses DPR-63 & NPF-69, respocuvo’y & 
safety evaluation Amends change Tech Specs to require compliance w/omctedcd 
physical security plan.per 10CFR/3.55 search lequiremonis 

HAUGHEY.M F. Project Direciorate 1*1. 88/07/05 MANGAN.C V Niagara Mohawk 
Power Corp 4pp. 46185:341-46105:351. 

-8807 1501 B0 Amends 10O & 6 to Licenses OPR-63 & NpF-69.respecllvely, changing 
Tech Spec9 to roqulto compliance w/amendod physical socurity plan per IOCFR73 65 
ra fioarch rQquirementg. 

CAPRA.R A Pro|ect Directorate 1-1. 0B/O7/O5. 4pp. 46185-345-46105 340. 

-8007150182 Safety evaluation supporting Amends 100 & 6 to Licenses OPU-63 & 
NPF-69.iospeclively. 

• NRC ■ No Detailed Affiitel on Grven. 00/07/05 4pp 46185:340 40105:351. 

8807120406 Responds to request lor addl info on ATWS review ro alternate rod Injec- 
tion & jecitcurlfit'on pump tr.psya.Vf/ seven oversea drawings 

TEFinY.C.D. Niagara Mohawk Power Corp 68/07/06. Document Control Qrflnch 
(Oocumenl Con’rol Oosk). 62pp. 46150:032-46166:084 

8607130454 Generic Itr 80-1 1 lo all licensees of operating reactors & holders of CPs ro 
NRC position on radiation embrittlement ol reactor vessel mails & impact on plant 
operations S vc fist & Rov 2 to Reg Guide 1 99 oncl 

MlRAGUA.F J Associate D.recior for Projects (Post 870411). 80/07/12. Consolidated 
Edison Co. of New York. Inc 51pp. 46257:207-46257:257. 


Q. Inspection reports, IE Bulletins 8 correspondence 

6806130168 NRC Into Not tee 86 039, “LaSalle unit 2 L089 ol Recirculation Pump9 w/ 
Power Oscillation Evenl.'* Svc list encl. 

ROSSI.O.E. Diwston of Qperalonal Evems Assessment (Post 870411). 00/06/15. 
Consolidated Ed.son Co. of New York. Inc. 110pp. 45970:156-45978 260 


« i 1 1 angea to secunty tranlng & quali'ication plan Changes Wrth- 

i\B\Q \OOrB2.79Q) % 

BERATTA.JJP, Niagara Mohawk Power Corp. Q8/07/16. Office of Nuclear Reactor 
Regulation. Difeclor (Post 870411) tp. 46206:259-46206.259. 


0807010619 Ack receipt of 800509 Itr Informing NRC of steps taken to correct violations 
noied In In^p Repls 50-220/88 04 4 50-410/88 05 

BELLAMY, R.R. Region 1, Ole of Ihe Oirector 88/06/21. MANGANCV N.aoflra 
Mohawk Power Corp. 2pp. 4601 B 332-460 18 336 


10 f>tlysica1 6QCunty Plan. Supporting Info also encLEncI 

BERAnA.JP. Niagara Mohawk Power Corp. 88/07/15 Offlco of Nuclear Reactc 
Regulation, Drecior (Posi 870411). ip. 40206:202-46206 202. 


8806160340 NflC Info Notice 86-040, "Examiners Handbook for Developing Operator 
licons ng Exams " NUNEG/BR-0122 & sve list encl. 

ROSSI. C.E. OMsion of Operational Events Assessment (Post 870411) 88/06/2 2. 
Consolidated Edison Co. Ol New York. Inc. 237pp. 46240:325-46241 201. 


DOCKETED ITEMS 17 


0806 170033 NRC Info Notice 08 041, “Physical Protection Woakrossos fdoniifofl 
Through Regulatory Effectiveness Reviews " Svc list encl 

ROSSI.C.E Division of Operational Events AsS09smenl (Post 870411} 00/06/22 
Consolidated EdOon Co. Ol Now York. Inc 122pp. 45978 034.45078. 155 

6808 170291 NRC Ou'lotin 88.000. “Thormal Stresses in P ( pmg Connected 10 RCS." Svc 
llai encl. 

ROSSI. CE. Division ol Oporalional Evonte A990S9monl (Post 070411) 08/06/22 
Consolidated Edison Co. ol Now York, Inc. 1 16pp 46019.037 46019.152 

9907080203 Forwards notice ot withdrawal ol uhi 860 f 23 appf.'cafron for amend to Lr* 
censo OPR 63 re mservlco insp & foaling 

BENEDICT. R A. Propel Directorate 1*1 88/06/22 MANGAN.C V. Niagara Mohawk 
Power Corp. 2pp 46076.356-4607G 359 

-8807060206 Noiice of withdrawal of 860123 app'icat on lor amend to Llconse DPR-63 
re in service insp 6 testing 

BENEDICT. R A Project Directorate 1-1 88/08/2 2 2pp 46076.358 46076 359. 

6806210036 NRC fnfo Notice 80*044, “Mechanical Binding of Spring Release Dovice in 
WoetinQhouso Typo DS-4 18 Circuit Breakers " Svc list encl 

ROSSl.CE. Division ot Operalional Events A9S098moni (Posi 870411). 88/00/24. 
Consol, dated Edison Co of Now York. Inc U3pp 46019.153 460 1 9 265. 

8806240139 Suppi 1 to NRC Bulletin 60 008, '’Thormal Stresses in Pplng Connected to 
RCS ” Svc list encl. 

ROSSl.CE. Divis-on of Oporaional Events Assessment (Post 070411} 88/06/24 
Consolidated Edison Co. ol New York. Inc. 1l4pp 46019 268 40020 010 

8807060560 Advises thel licensee unable io respond to violations noted in insp Flepis 
50*220/88 06 & 50*410/80-07 by duo dalo.duo to Unit 1 outogo activit.os A hoavy 
work load In olher areas Rosponso will be submitted by 000701 
MANGAN.C. V. Niagara Mohawk Power Ccrp. 88/08/2D Document Control Branch 
(Documenl Control Desk) Ip. 46H4.296-46114 2D0 

8807080156 Responds to NRC 000525 Ur ro violations noted in Insp Ropts 50*220/08 
08 & 60*410/80*07 Coriocllvo act-ons operabllty of dotechon in otfocted areas 
verifled.firo walch patrol posted & plus 25% toloranco ot Typo B losla removed 
PERKlNS.TJ Niagara Mohawk Power Corn 86/00/33. Documoni Control Branch 
(Document Control Dosk) 6pp. 46139 100-46139 102 

8807070035 Advisos that validation of vendor technical manuals associated with eofuty. 
related or ATWS compononls complolod. Vonfication that all sate tv -related ”0 -i.si 
components manuois w.ll bo reviewed A approved by 881231 scheduled 
TERRY.C.O Niagara Mohawk Power Corp 08/07/01 Documoni Control Branch 
(Documenl Control Desk) ip. 40130 149-46139 149 

8807180057 Forwards amondod SAlP Repia 50*220/86-99 & 50 410/07 09 (or Nov 
1986 - Fob 1980 & Fob 1987 * Fob lOOO.rospocllvoly. 

RUSSELL.W T. Roglon 1. Ofc of iho Dlroctor 00/07/01 ENORIES.J M Niagara 
Mohawk Power Corp 3pp 40200 041*40200:174 

— 88071 80087 Amondod SAlP Ropts 50*220/06 90 & 50 410/07 09 for Nov 1908 • Fob 
1988 & Feb 1007 ♦ Feb teon.ra&poctivoly. llconsoo has shown im.tod succoss w/ 
fnJJJa fives lo Improve previously Identified weaknesses 
* Region 1. Ofc of Iho O.rocior. 08/07/01. 100pp 40200 044 40200 1/4. 

8806300347 NRC Info Nollco 08-045. “Problems In Protective Relay & Circuit Uroakor 
Coord .nation.’* Svc 1 si oncl. 

ROSSl.C E. Division of Operational Events Assessment (Post 870411) 00/07/07 
Consolidated Edison Co ot Now York, Inc. 104pp 40242:109 40242 212. 

8807190290 Submits ll9lod changos lo util 000009 commonts on SALP, including aclvi- 
saf that review of nonrad ofog/caf chemistry program revised fo more accurate/y de- 
scribe how revlow performed 

TGRRY.C.D, Niagara Mohawk Powor Corp 00/07/07 Documoni Control Gronch 
(Oocumonl Control Desk). 4pp 46259:050 48259 063 

8807080008 NRC Info Notico B8 040, “Licensee Repl of Dofectivo Refurbished Ci'cult 
Breakers.” Svc list oncl. 

ROSSI.C.E. Division of Oporalional Fvcnis Assossmont (Post 070411) 80/07/08. 
Consol-dated Edison Co. ot Now York, Inc 107pp 46231.201*46232 027. 

8807150038 Provides summary of NRC discussions re util performance of operating nu 
dear powor planl.por 000620-29 moollng Facility categorized 09 roquirmg c'oso 
monitoring Commiss.on public meeting ached ulod for 000713. 

STELLO.V. Ole ol Iho Executive Dlroctor lor Opora!J 6 r >9 0B/O7/O0. ENDflJES.J Niag- 
ara Mohawk Power Corp 2pp 46185 236*46185:237. 

0807200192 Forwards Safety Insp Ropts 60-220/06*22 S 60 410/08-23 on 080020- 
24. Stated significant deficiencies re Unit 1 should be addressed prior to 
restart Responso re stated deficiencies requested within 30 days of rocolpi of itr 
JOHNSTON.W.V. Region 1. Ofc of the Dlroctor. 88/07/08 MANGAN.C.V Niagara 
Mohawk Power Corp. 3pp. 46221:245 40221 277. 

-8867200 19$ fnsp Ropts 60-220/80-22 & 60*410/88 23 on 08flfi2O-24.No v/o/afrons 
noted. Mafor areas Inspected emergency operating procedures (E OP 9). Including com- 
parison ol EOPs w/BWR Owners Group omergoncy procedure guidelines 
FLOREK.D J , GALLO,R.M. Roglon 1. Ofc of tho Director. 88/07/07. 30pp. 
46221:248*46221:277 

8807120291 NRC info Notice 80 040. “Licennoo Rept of Dofoctive Rofu'blshed Valves," 
Svc list encl 

ROSSI.C.E. Division of Operational Evonls Assessment (Post 070411}. 80/07/12 
Conso'fdatad Edison Co. or Now York, fnc. 103pp. 48242.000 46242.108. 

8607210052 Commits to perform reactor bldg closed loop cooing HX pipng stre99 
analysis, per Insp Rept 50 -220/ 80 *07. An a lysis to bo complotod prior lo startup from 
current refueling outage. 

TERRY, CD. Niagara Mohawk Power Corp. 00/07/13 Documoni Control Branch 
(Document Control Desk), ip. 48237:358*40237:358. 


8807260046 Provides results of imps comploted during current rofuelmg A manl 
outBQOpor NRC BUtehn 08-003 Two tailed relays have boon sent to Volney svc ctr for 
non nuclear uso 

TERRY.C O Niagara Mohawk Power Corp. 08/07/14. Documor.t Control Branch 
(Documoni Control Desk). 3pp 46273 222*46273 224. 

8007120550 NRC Into Not.co 88-049, “Marking. Har.dl ng.Control.Slorege & Destruction 
of Safeguards Info" Svc I si oncl 

ROSSl.CE. Oivison ol Oporatonat Events Assessment (Post 070411). 08/07/18 
Consolidated Edison Co. of New York. Inc. 103pp. 40241 203 46242 005. 

0807 120653 NRC Into Noi-co 88*050, "Elfocl of C.rcul Breaker Capacitance on Avail* 
ab.l ty ol Emergency Powor." Svc list oncl 

ROSSl.CE. Division of Operational Events Aasossment (Post 870411). 88/07/10. 
Conso'idetod Ed/son Co ol New York, fnc 1 10pp. 4625/ 258-46268 Of 6. 

8807180101 NRC Info Notco 00 051. * Failures ol MS 1 V 9 .” Svc libl on c l. 

ROSSl.CE Division ol Operational Events Assossmoni (Post 870411). 88/07/21 
Consol dated Edison Co 0 / New York, Inc 121pp. 48257 086*46257 206 


fl. Periodic operating reports & related correspondence 


8807200095 Monlhly operating rept Tor June 1988 tor Nino Milo Ponl 1. W/80070B Itr 
ROMAN,!. WILLIS.J.L. Niagara Mohawk Power Ccrp 08/00/30 I0pp 46240C31* 
46240 010 


S. Reportable occurrences. LERs & related correspondence 


6807130087 Specif ropt.on 8B0524.tro door fai'ud fo fafeh aufOTiaficalfy during daffy 
fire door Insp & declared Inoporab'o Tiro walch patrol established w.thin 1 h ft crash 
bar on floor ropalrort on G0C607. 

WlLUS.Jl. Niagara Mohawk Powor Corp. 0B/07/06 RUSSF.IL.WT Region 1 . Ofc of 
Tho Diroctor Ip 40170 273 461 70 273 


V. Operator Examinations 


8607 1B0057 Forwards amondod SALP Ropls 50 220/06 09 & 50 410/07-90 for Nov 
1006 - Fob 1980 A Feb 1907 ■ Fob lOOB.mspoclivoly 

RUSSELL.W T Ftoyon l. Ofc ol tho Diroclcr 88/07/01 ENCRIES.J.M Niagara 
Mohawk Power Corp 3pp 40200 04 1 40200 : 1 74. 

-0OO710OOB7 Amnndod SALP Ropts 50*220/60 09 8 50 410/67 90 for Nov 1986 ■ Feb 
1088 & Fob 1087 • Fob lOBB.rospocuvoly Liconsce has shown I mitod succoss w/ 
initiatives to improvo provlous'y idontitiod woakr.ussos 
* Rog on 1. Ofc of Iho Director 00/07/01 lOOpp 46200.044-40200 174. 


DOCKET 60-223 UNIV. OF LOWELL RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8807050282 Forwards Safoly Insp Rnpl 50 223/00 03 on 000517*19 & notice of viola- 
lion 

BELLAMY, R Ft. Reg on 1. Ofc of tho Drocior. 88/06/24. BEGHIAN.L.E. Lowe.l. Unlv. 
ol. Lowell, MA. 2pp. 40025 091-46025.009. 

-0807060203 Notico of v-olat-on from insp on 00051 7- 19. Violations noted: Pinanski bldg 
not posted w/nol'co lo employoes A both porsennu! airlocks to reactor contalnmonl 
not posted w/a gn bonrlng radlat-on caution symbol 
* Rogon 1, Ofc otn>e Director 60/06/24. 2pp. 46025.093*46025094. 

-8807050286 Insp Ropt 50*223/08*03 on 8805l7-19.ViOla1:ons noted. Major oroa9 
.nspected radiation protoct.on program, Includ ng status of previously identified 
Hom9,mgf organization 8 controls & emergency p'oparodno99 
IOESCH.R . SHANOAKY.M.M Region 1, Ofc of the D:roclor. 00/00/21. 6pp 
46025.095 46025.009. 


Q. Inspection reports, IE Bulletins & correspondence 


8007050282 Forwards Saloty Insp Ropt 50-223/BB-03 on 080517*19 & notico of viola- 
tion. 

UELLAMY.RR. Region 1. Ofc of iho Drucior. 08/06/24. BEGHIAN.L.E. lowol'. Unw. 
Of. Lowell, MA 2pp. 46025.091*40025:009. 

-6807060203 Notco ol vlo'ation Irom insp on 00051 7*10 Violations noted Pinanski b’dg 
nol posited w/nolico to employees & both porsonnol airlocks 10 roactor conlslnmonl 
not posted w/slyn bearing radiation caution symbol. 

* Reg on 1. Ofc of Iho Director. 80/06/24. 2pp 40025:093*46025 094 

-8807050206 insp Rept 50*223/60 03 on 00051 7*10. Violations noted Major areas 
mspocted radiation protection program.lnclud ng status of provlously Identif.od 
iiems.mgt organbiet on & ccnlrols & omergoncy proparodne99. 

LOESCll.R.. SHANOAKY.M.M Regon 1, Otc of the Qirector. 00/00/21. 6pp. 
46025.095 46026 099 

8807200174 Forwards Safoty Insp Rept 50*223/08 01 on 800314*16 & notice of 
violation. Concern noted that violation nood g'oalor mgl ovors : ghi & allenilon 10 li- 
censed activ.tlos 

KANE.W.F Region 1, Ofc of tho Director. 80/07/11. BEGHIAN.L E. Lowell. Unlv. of. 
LOWOII, MA 6pp. 40220:347-46229 361. 



18 DOCKETED ITEMS 


^'j’wEMWOB !!*?*> «. 0* ol M G.-«cto. 68/07/05 ?P0 
i# .vo j6 » 

DOC^tT 50*224 ViNlV. OF CALIFORNIA RESEARCH REACTOR 


DOCKET & 0-226 AEROTE5T RADIOGRAPHY & RESEARCH REACTOR 


S. Reportable occurrence*. LERe & related correspondence 


Qon7i 1021B PNO-V-88-044.on 8&0627.etifthquQko occurred b ml*09 onet of Sar,‘a 
Cai7.CA.Se smic insiru mentation noi triggered at Vu'loatOS.Aorolusl oporallons cr el 

UnSr of Ce’iforn’a at Berkeley. _ - 4Ql At 


F Security, emergency A Ore protection plane 

ii070W>239 r'ofTe cf change n a'rangemenl re emergency response ?<! 

Ce 4 :*rca fnga VaA n Serke'ey research reactor Plan now ea. 9 upon Hemck Hosp 10 

FoaURJk’c? ^ C?M' 0«rt2 Doamerl Control Branch 

lOoc^^ri Convol Desilt Ip 48134 217*4613-1 21 7 

WO 7250230 inV'T's oi charge m &r»ar$eir,en*.s lor cat* re ''E"*W"cy Jo* 

^cr^a Plan, for Lrw cf Ca ,'cma Th GA Mark HI Berkeley Research Reactor Aka 
Saws Hcsp w I honor ei-sr.ng agreenoni w/Hemck HOSP 

FOiVlER.t k Ca‘ 'or r .A Unrv ol, Berte'ey, CA 88/06722 Reg on 5. Ofc of the Di- 
rector Ip 45276 320-46276 320 


P. Operating Been** stags documents A correspondence 


M072S0113 0>scu$ses changes in reactor Survei lance.pOf termination of operaion on 

F.G^CfPDT H Ca‘'orraa Uiw pi. Berteey, CA 68/01/12 Region 5, Ofc Ql the 01- 
rec’^r Ip <6276 10046276 100 


W07200129 Request advance roe’e approval as reqjfed.per 10CFR73 37(b)(7) 
FC'^ERTK CaVo^rua U.*w ol. Berkeley. CA 68/06/09. HILLMAN, C Division d 
Sa'egcards & Tran-iportition {Post 870413) 6pp 46240 084 46240 089 


8407110391 Aik re«pi Of 860517 ?J advivng NRC of un*v mtant to prepara environ 
impact 'PCI re deconm-ss'Or ng A removal of reacior 

SCAAAf.ORA Reg-on S. Ofc of the Orector BB/06/24 SANDERS.D. California. 
Urrv ol. BerVe'er/. CA Ip 46140 20746140 207 


8407130076 Appi^cabon \y amend 10 License R- 101. adding listed sections to Tech 
Specs re proper operation cf sys & ajrveii'ance postponement 
FOWLER.T k Ca- forma. Univ. cf. Berkeley. CA 88/06/28 ADA MS, A Document Con- 
trol Brarth (Document Control DotkV 2pp 46165 QU 46 166 01 2 


8407120647 Fo^ards Amend 5 to License R-101 & sa'ety evaluation Amend allows 
surveillance requirements that mvo-Ves rais-ng control rods lo be postponed if reactor 
not in ooeraion lor penod ot tima thai causes surveii'ance to be missed 
ADAMS A Stand a/dir a non & Non-Power Reactor Project Directorate 89/07/05 
FOVklER k Ca't'omia. Univ ol, Berkeley. CA 3pp 40155 003 46155 012- 


DOCKET 60*237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency A fire protection plena 


8007160070 Rev 7 to Emergency Plan Implementing Procoduro EPIP 200-T1, ‘Classiv 
cation of Generating Station Emergency Plan Condt onA " 

* Corr.mor.wealtb Ed son Co. BB/Q7/06. 2tpp 46165 155 46165 175 


0007100162 Informs that 880527 Rov 24 to security plan lor fadl-ty consLstoni w/ 
tOCFRBO 54(p) & accepiabio Siatod iiem deleted duo lo admlniairntivn error must be 
returned to plan Enci withhe'd. _ _ 

MALLETT6S. Reg‘on 3, Ofc of tbo D.roclor. Bfl/07/00. RUSS.HE. Commonweallh 
Edison Co. 2pp 46215 345-4021 5 346 


0007250401 Rev 1 to Procedure DSSP 100-A. "Hot Shutdown Procoduro Paih A ’* 
* Commonwealth Edison Co. 88/07/31. 14pp. 40273:231 -46273 244. 


8007210348 Forwards revs to lOCFRSO.App R.ExQmphan RoquOSlG 3 6,4.6 & 7 4.por 
discussions w/NRC Requosts 3 6 & 4.5 rovlsud to rollncl copabihty ol using foca 1 in- 
struments lo monitor reactor waior lovol & prossufo. 

SILADY.J A Commonwealth Edison Co M/07/13 MURLEY.I E. Olllco of Nudoflr 
Reactor Regulation, Director tPost 870411V 23pp. 46234:161*46234 202 


8007250600 Rev 1 to Emergency Plan tmpfemenilng Procedure 05SP lOO-D, “Hnl 
Shutdown Procedure Palh B." 

• Commonwealth Edison Co 08/07/31. I3pp 46266 260-4B200 272 


0007250133 Rev 2 lo Procedure DSSP 100-E, "Hot Shutdown Procedure Path G." 
* Commonwealth Edison Co flQ/07/31. I8gp 46274 301*46274:315 


8007250177 Rev 2 to Procoduro DSSP 100-D. '‘Hot Sliuldown Procoduro ■ Path O ” 
* Commonwealth Edison Co 80/07/34 13pp. 46273.060-40273.000 


8007250349 Rev 2 to Procedure DSSP 1C0-F. "Hot Shutdown Procedure- Pmh 
' Commonwealth Edison Co 80/07/31. 15pp. 46255:312 46255 326 


p- 


K. Utility Final Safety Analysis Report (F9AR) & amends 


-8807120654 Amend 5 to Ucense R 101. ailow ng surveillance requ.fements that Involve 
ra,s»ng ccnLo; rods to bo postponed it reactor net in operation for penod of time that 
cajsas sue, e- iance to be m ssed 

RueENSTEiN L.S Standaidia'jon & Non-Power Reacior Project Directorate. 88/07/ 
05 5pp 40155 006-46155 010 


8806280156 Forwards Rev 6 lo updated FSAR for Dresden Station Unils 2 & 3 Updated 
FSAfl prepared per guidance provided by 600509 FR notice in original format w/ong* 
nal level ot dela I All changes rOQu'ting NRC approval rovluwod by NRC 
BUSS.HE Commonweal in Edison Co 8fl/06/f7. MURLEY.T E. Ofnco of Nuclonr Ra 
actor Regjlat;on. Director (P09I 070411) 2pp. 45971.034-45072:171 


-08O712O659 Safehy evaluation Support-ng Amend 5 to License R*1Ql 
* O^ice ot Ntxioar Reactor Regulauon, Dvector (Post 8704 in 88/07/05 2po 
46155O1M6155 012 


“8806200169 Rev 6 to Updatod FSAR for P/osdon Station Units 2 & 3 
SCHROEQER.B A, EENIGENQURG.E. Commonwealth Edison Co 66/06/01. SOOpp 
45971 036 45972:171. 


S. RsporUbts occufTsncss. LERs A t slated cormpondsncs 


P. Operating license stage documents & correspondence 


8807110218 PNO-V 88-044 on 880627.eanhquake occurred 5 miles east of Santa 
Cnu.CA S«fsm»c mstrumentabon not tnggered at Vaiiecilos.AefOtest operations or ai 
Urw ol California ai Berkeley 

NORIH.H S Region 5. Ofc of the Ovector 88/00/27 2pp 46l4l:33CW614l:33l. 


OOCKET 50*226 RPf CRITICAL EXPERIMENT 


O. Icvipettton it port*, IE bulletin* 8 con**pontJ*ncs 

®«J7070206 Forwi-ds Exam Rept 50 225/B8 01CH. of a»am administered during wk i 
880523 Licensee should desenbe .withm 30 days, what steps vnU be taken to assui 
future license applicants wMf possess adequate experience 
GALLO.RM Rogjon l. Ofc of Lhe Director 88/06/28 LAHEY.R.T Rensselaer Pot 
lechruc Institute, Troy, NT. 2pp 46122 300-40122351 

i*^**? 1 » WWB6-01OL on 680524-25 Exam resuits one senior roa 
opiating exams Proposed license denial issued 
46^1 22^2-40122^5 t R0THPW R69K>n '■ ^ ot m Di/eclor. 88/06/21. 50p 


V. Operator Examlnitfoni 


8807010629 Application for amends lo licenses DPR- 19 & DPR-25, rotlocling instru- 
ment enhancements tor post- accident menllorlna pet Rqq Guido 1 97 & Suppl ' W 
NUREG-0737.Fee pa d. 

SILADY.J.A. Commonwealth Ed9on Co. 06/06/20 MURLEY.T.E. Olfico ol Nucloa' 
Reacior Regu’at^n, Director (Post 870411). 2pp. 46016:280-46016 303. 

“8807010635 Proposed Tech Spocs reflecting Instrumentation onhoncomonts for posl 
accident monitoring per Reg Guide 1.07 & Suppl 1 to NUFtGG 0737. 

* Commonwealth Edison Co, 8C/0G/20. 22pp. 46016 262*4601 8:303. 

8806280162 Forwards "Effects of Poatulotod DC Powor Failures on ECCS 
Avail abl'ity. Quad Cities Unit i." by Sargent & Lundy, demonstrating thel battory failuro 
could lead to degraded ECCS equipment availability or (soiatod design weakness 
SILADY.J A. Commonwealth Edison Co. 66/06/21 MURLEY.T.E. Ofllco of Nuclear 
Reactor Regulation, Oirector (Po9t 870411). Ip. 46081:221-46901:262. 

-80l>620Ot54 “Ettecta 0 f Postulated OC Powot Failures on ECCS Avail ability .Quad 
cities Unit 1 .” 

* Sargeni & Lundy. Inc. 88/06/08. 400pp. 45901:222-45902:262. 

8&O7O1O10Q Confirms 680616 plans re 880718 mooting w/util at Rogfon lit ofc to di3* 
cuss severe! enolneering Issues associated w/ plants. 

QREENMAN.E.G. Region 3, Ofc of the Oirector. 88/06/24. REED.C Commonwoalth 
Edison Co. 2pp. 46009:058-46009:059. 


<" town administered rtuhno wk ol 
UHEY - nT ^ ** 

48122 3d2-4fl12235r OTH ' PVV ° C th6 0,recl ° f - 88/06/21. 50pp 


a no.»™L, S i' n [' r ! l8ry n?aL 080510 , ^unterpart meeting w/util in RockvlIlo.MO ra 
parllclpaftls enc| UtUffl BWn ' rolated Sensing actions &/or safoty issuos Llal of moellng 

46°m : l6^46??& DireCtOfa10 Ml 2 ‘ 88/08/27 * pf °J 0Cl Directorate 111-2. 5pp 

® va ^ ftVon supporting util 870B1 1 revisod proposal lor 
inrinriinn Eoit 8y8 J ac,ll{ V Pr oposa' roflocts scheme for monitoring dc power 

NoSflhfni^ ITSi'n T Cur ^ nt & batte 7 br * ak * alarm. 9 
^ 7pp°48t U 2 P eMe\ iva| 7 0ra 3 88/06 ' 27 - BUSS.R. Commonwealth Ed. son 



8807070456 Forwa'ds 9afoiy ova’uaHon supporting util 870420 response to ouis'anding 
Issue on radiography requremonts 'dontifed in Secton 4 2 1 of NUREG C823 Gased 
on SEP.ut*l agreed to irrp'omonl certain safoty .mprovomonls 

SIEGEL.O Prcjocl D.recloralo 111-2 88/C6/28. BLISS.H E Commonwealth Edison Co. 
3pp 46130 097-46139.101. 

—8607070460 Safety evaluation bjpporilng ut.l responso re radography roquremenis of 
corlaln vossel & pump casings. 

* Project Directorate HI -2 80/06/20 2pp 46139 100 40139.101 

8807120378 Forwards request for addl info ro 880328 application to amond hconsos on 
4 kV undervoltage relay selling 

SIEGEL, 8 Project Directorate lll-2. 00/06/29 BLISS, HE Commonwealih Edison Co 
5pp 46111:330 4611 1:340 

6607130146 Forwards onvlron assessment & finding of no slgn-ficanl impaci ro 000328 
amend lo Tech Specs lo correct dscropancy betweon Table 3.2 2 vaiuo for 4 kv 
emergency bus undervoltage trip (3092V) & current trip value (2930V) 

SlEGEL.B Pro.ect Directorate ill 2 00/07/06 BLISS.H. E Commonwealth Ed son Co 
4pp. 46 J 84:003.46764 .010 

-8607130165 Environ assessment & frdng of no significant Impact ro 880328 amend 
to Tech Spocs to corroct discrepancy hotwoon Table 3 22 value for 4 kv emorgoncy 
bu9 undorvoltago trip (3092V) & Current trip va'uo (2930V). 

MULLER.D.H Project D.recloralo ill ? 08/07/06. 4pp 46 181.007-46 104.010 

6607120100 Forwards Rev 51 changes lo QA program Topical Ropt CE 1 A did 
080 70 7. Rev made to rolled organization changos.to proviefo add organization posi 
lion doscripllon & identification lo change commitment to ANSi/ASME NOA 1 
MORGAN, W. Commonwealth Ed son Co 88/07/07 Document Control Branch (Docu- 
ment Control Desk) Ip. 46156:048 46156 075 

-6607190206 Rov 51 lo llconsoo OA Program Top cal Ropt CE I A 
SHEWSK1.W J Commonwoallh Edison Co CE-1-A R51 .00/07/07 25pp 461560S1- 
40156.076. 

8607140312 Summarizes d&cusslons held on 000620 29 ro performanco oi oporaling 
nuclear powor plants Facllti09 calogonzed as reqjrmg cont-ruod closo monllonr.n 
STELLO.V. Ofc Of Iho Exocut.vo Director for Operations 80/07/06 G CONNOR.J J 
Commonwealth Edison Co Ip 461 78:108 46170:100 

6607130454 Generic Ltr 09- 11 lo oH icensees of operatng roaclors & holders of CPs re 
NRC position on radiation embrmiomont of ruoclor vessel malls & impact on plant 
oporellons.Svc list & Rov 2 lo Flog Guido 1.00 oncl. 

MIHAGUA.F J. Associalo Dlroclor for Projocia (Posi 070411) 00/07/12 Consolidated 
Edison Co of Now York, Inc 51pp 46257:207-46257 257 

8807220277 Confirms 080706 plans ro 000714 mgt menl.ng at Meg on III to discuss 
plant performance. 

GREENMAN.EG Region 3. Ofc of the Oirocior 80/07/12 REED.C Coinmonweoiih 
Edison Co. Ip. 46249; 1 1 1 -48249 111. 

8607210348 Forwards rovs to 10CFR50.App R.Exomplion Requests 3 6.4 5 & 7.4, per 
discussions w/NRC.Ruquosls 3.6 & 4 5 revised to rolloct capabll ty of using local In- 
atrumonts lo monitor reactor water level & proasuro 

S1LAOY.JA Commonwealth Ed-son Co 80/07/13. MURLEY.T.E OMico of Nuclear 
Reactor Rogu^tlon. D.reclor (Post 070411). 23pp 46234; 1 81-40234 202 


Q. Inspection reports. IE Bulletins & correspondence 

0606130166 NHC Into Nollco 00 039. "laSat/o Una 2 toss of Reel'd Jnbon Pumps W/ 
Powor Oscillation Evont " Svc I si oncl 

ROSSI. CE Division of Operational Events Assessment (Post 070411) 00/00/ 15. 
Consolidated Edison Co of Now York. Inc. 1 10pp 45970.150 45970:266 

8606160340 NRC Info Not«co 80-040. "Examiners Handbook for Dovelop.ng Operator 
Licensing Exams ” NUREG/0R 0122 & svc list oncl 

ROSSI, CE Division oi Operational Evoms Assossmont (Post 070411). 88/08/22 
Consol-dotod Ed-son Co. of Now York, fnc. 237pp 46240 325-46241 201 

8806170033 NRC Info Nollco 00-041, "Physical Protection Woaknessos IdonUled 
Through Rogulotory Elfoclivonoss Rovlows." Svc list oncl. 

ROSSI.C.E. Division of Operational Events Assossmont (Posi 0 704 it) 00/00/22 
Consolidated Edison Co of Now York. Inc. I22pp 45970.034 45070.155 

8806170291 NRC Gullet n 00-008. "Thermal Stresses In Piping Connoctod to RCS.” Svc 
list end. 

ROSSI.C.E. Division oi Oporatonal Events Assessment (Post 870411). 08/06/22. 
Consolidated Edison Co. of Naw York, Inc lIGpp. 46019 037-46010 162 

6607130296 Responds to NRC 880525 Hr re violations noted In Insp Rapts 60 237/88- 
06 & 50*249/80.07 on 880310 0500 Co/recllvo actions, nitrogen inerting makeup sys 
line domagod on 000429 repaired & Malnt Momo 40 issued to proper rigging prac- 

BLISS.H.E. Commonwealih Ed.son Co. 80/08/2 2. DAVfS.A.0. Rog on 3, Ofc of tho Dl 
roctor. 6pp. 46169:252-46160.256. 

8806210038 NRC Info Nollco 88-044, "Meehan cel Binding oi Spring Roloaso Device In 
Westlnghouse Typo DS-410 Circuit Oroakor3 ” Svc l.st encl. 

ROSSI.C.E. O.vlslon of Operational Events Assossmont (Post 070411). 00/06/24. 
Consolidated Edison Co. ol Now York. Inc. 1 13pp. 46019:153 46019:265. 

8606240139 Suppf 1 fo NRC Guffohn GG-000, ‘Thermal Stresses fn Pip ng Connocfecf to 
RCS." Svc fist oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/06/24 
Consolidated Edison Co. of Now York. Inc lldpp 46019 260.46020 018 

8807060202 Forwards Safety Insp Repls 50-237/80- 14.60-249/80* 15. 50*254/08*14 & 
50*265/00-14 on 000525 00 16. No violations noted 

HARRISON.J J. Rogion 3. Ofc oi tho Director. 00/06/28. REED.C. Commonwealih 
Edi90n Co. 2pp. 46100:239*46106 247. 

-8807060210 Insp Ropts 5O*237/08-14.£O*249/Oa-15,5O*254/B0.l4 & 50*265/80-14 on 
800525-06 16.No violations or deviations noted Ma|or areas inspected action on previ- 
ously Identified noncompliancos & LERs. 

GAVULAJ A.. DANIELSON, DH. Rogion 3, Ofc of the Direcior. 08/06/28. ?pp 
46106241-4Q106247. 


6607120019 Forwards Insp Ropl 50*237/88 13 on 880517-24. No viola! ons noted 
GREENMAN.EG. Rogon 3, Ofc oi iho Director. 88/06/30 REED.C Commonwealth 
Edison Co 2pp 46152 316*46152 360. 

-8807120023 insp Rept 50-237/00 13 on 080517-24 No volol.cns noted Major areas 
Inspected. plant 000516 & 17 MS!V fa/uo lo closo during loss of air testing. 

RINGM.A. Region 3. Ofc of Iho D.rector. 88/06/29 30pp 46152 310 46152 349 

-0807120023 Forwards chador developed lor insp ol events associated wf plant 
880516 & 17 MSlV testing fa lures Chador prepared per NRC Incident Invest.gaion 
Manual & 071002 draft augmented insp loam implementing procedure 
GREENMAN.E G. Reg on 3. Ofc of tho Director. 88/05/20 DUPONT.SG. NRC • No 
Detailed Affiliation Given, llpp. 46152 350-46152 360. 

0807130022 Forwards SALP 7 Goard Ropt9 50 237/88 01 £ 50*249/88 01 for Jan 1987 

• Jan 1000 

DAVIS. A. B Reg on 3. Ole of the Dirocior. 88/06/30 REEO.C Commonwealih Edison 
Co 2pp. 46163 239*46163 246. 

-8007130025 SALP Repls 50*237/88 01 & 50*249/08-01 fo' Jan 19Q7 * Jan 
iQQB Ove.'al. retinas in affected aroas unchanged 

* Reg on 3, Ofc of tho Director BB/C6/30. 3pp. 40163:241-46163:243 

-8807130027 Responds lo SALP 7 Board Rept9 50-237/80 01 8 50-240/88 01 Menl 
Category 3 should not bo viewed as docl ro from last yr. 

REED.C. Commonwea'ih Ed.son Co 88/06/01 OAVIS.A.B. Region 3, Ofc ol iho Di- 
rector 3pp 40163 244-46163 240. 

6607060465 Responds to 6B3429 not co of violation & proposed civil penalty re use of 
AMP nyi'on* insula led buff spices at pfonf Affufavit of JS Abef e. rt cf. 

STEPTOE.PP Sidloy & Austin BO/07/01 LlEGERMANj. Ofc of Enforcement (Post 
870413) 6pp 46087.313*46087:310 

8807120033 Forwards HJ M l or 080608 memo re silo vis>t to attend exit meeting lor 
insp of emergency operating procedures 6 to tou' fac.lity. 

DA VIS. A 0. Rogon 3. Ofc of iho Droclor. 88/07/05 REED.C Commonwealth Edison 
Co. ip 46154 358 46154 360 

-0807120037 Summary of 880600 facility s»ie v.sit to attend axil meot ng fo' insp ol 
omorooncy onD’eting procedures (EOP) performed by assigned Reg on 1 EOP foam. 
MILLER. H J Region 3, Ofc of the O rector 08/06/20 DAVIS.A B. NRC ■ No Dolalod 
Alfiliaiion Givon. 2pp 46154 359 40154:360 

8607210266 Forwards noiarized version of JS Abel alhdavn.per violations noted in Insp 
Repls 50-237/66*13 & 50 249/06-15 

STEPTOE.P.P Sidloy & Auslln 08/07/05 UEBERMAN.J 0!c of Enforcement IPosl 
6704 13) Ip. 46236 231-46236.265. 

-8007210270 Alfidowl of JS Abel ro degraded AMP splices In Unit 3 containment pene- 
trations. 

AGEL.J.S Commonwea’ih Edison Co 06/07/05. 4pp. 46236 232 40236 235 

-8807210271 Responds to NRC 000429 Hr ro violations noted in Insp Repls 50*237/88* 
16 & 50 249/86 15 & proposed Imposition of c.vl’- penally In amount of $160,000 Cor- 
rocllvo actions olfoclad AMP nylon -insulatod bull sp Icos repaired w/qual.fied tapo. 
DELGEORGE.LO Commonwoollh Ed.son Co 00/00/20 LIEBERMAN.J Ofc of En- 
torcomonl (Posi 870413). 3pp 46236 238 46236 238 

-8007210272 Responds to vlo’at ons notod In Environ Oualficahon Insp Repls 50-237/ 
80 13 & 50*249/06 15 & proposed imposition ol civil ponnlty in amount ol $150,000 re 
use of unqua’idod AMP butt splices in GC FOl conlnemont genet ret on encls 
STEPTOE.P P Commonwealih Ed^on Co. STEPTOE.P.P. Sluloy & Austin 89/06/2B 
UEBERMAN.J Ofc of Enforcement (Post 870413). Bpp. 46236.239 46236 246 

-8607210273 Atf davit of VS Noonan & RG LaGranga re 080429 notco of violation & 
proposed Imposition ol civJ penally concerning use of unquoWed AMP nylon typo 
spllc-09 in uni 3 containment 

NOONAN.V.S , LAGRANGE. RG NUS Coip. 88/06/23. llpp 46236:247-46236 i?67. 

-6807210276 Alfidav.l ol MS Tudjflk re nualif.callon of AMP butt spl.cos. 

TURBAK.M S Commonwealth Edison Co. O6/O6/20. 2pp 40236 258*46230.259. 

-8607210278 Alf-davit of IM Johnson re environ qualification of AMP bull splices In GE 
penetrations 

JOHNSON, I M Commonwealth Edison Co. 88/06/28. 6pp. 46236:260-46236.265. 

8607120016 Discusses environ qualification Insp of butyl rubber insulated cable on 
870608-0720 Imp lemon Lai Ion of survoillanco (condition monitoring) program suggest- 
ed Rosponse requested with n 30 days of Hr dale 

MILLER. Hj Rogon 3. Ofc of the Director. 00/07/06 REED.C. Commonwealth 
Edison Co 2pp 46148:224*46140 225. 

8808300347 NRC Info Noice 00 045. "Prob'ems In Protective Relay & Circuit Breaker 
Coordination," Svc l-st and. 

ROSSI, CE. Division of Operaiionol Events Assossmont (Post 070411). 08/07/07. 
Consolidated Edison Co. of Now York. Inc. 104pp. 46242:109-40242 212. 

6607060006 NRC Info Notice 00-046. "Licensee Ropl of Deloctivo Refurbished C*rcult 
Breakers ” Svc list encl. 

ROSSl.C E Division of Operaiional Events Assessment (Post 870411). 88/07/08. 
Consolidated Edison Co. of New York, Inc. 107pp. 46231:281-46232:027. 

8807190023 Informs thal util response to NRC Bulletin 06 001. “Defocls in Wasting- 
house CircuJ Breakers,” satisfactory. 

ROSS.T. Project Directorate Hl-2 88/07/t t. BLISS, H.E. Commonwealth Edison Co 
7pp. 46209 097-46209:103 

6807200196 Responds to NRC Bulletin 88 004 re potential (or doadhoading of one or 
more pumps In safety rolalod sys & potential for Inadequate m nflow capacity. 
MORyAN, W.E Commonwealth Eolson Co. 00/07/1 1. Document Control Branch 
(Oocumant Conlrol Desk) 30pp. 46228 182*46228:21 1. 

8807200213 Forwards Safoty Insp Ropts 50-237/00-15 & 50*249/03-10 on 060525 & 
26 & 0623 & 24 No violations noted. 

WRIGHT.GC. Region 3, Ofc of Ihe O.rector. 00/07/11. REED.C. Commonwealth 
Ed son Co. 2pp. 46222:136-46222:141. 



20 DOCKcTtU 1 \ two 


„ . i* & M 24998 16 on 890525 & 26 & 0623 & 

.er.t-Mlii •- V rl V- ^ i-'no. <^»poc:»J l£B« act *i* on prevcoj? 

v V- : /ti’ ^ J :->3.O‘:ci-va0.«ro< 66/07W 4pp 46222138 

4-. JJ 

4*:mK 2II’.; - Rushed Valves" 

f<; ".-V’.V . , „ <wm-c«* Evers «mtn«« (Post 870411) 89/07/12 

IWCIOJM *.r; -3 62 047. Than- Expected Pod- Drop Times" Svc 

^V.;’ r . ;r 0 ^ alc ^ Eve-r'S Ass««r«.l (P6J 87W1M 8B/07/14 
r'r\J: -y.-zHvi^Oi C ff«c» ^crV. !^c tOiipp 46240 222*16240 324 

600 7 1 2C 5 SO r.s; -'3 ?-;-ce 65-043 ¥*kng.H&nf ng.Convoi.Siorag* & Destruction 

h -&•};'$ Qpifdi$r.i\ Eve-ts Assessment post B7MU). 86/07 MB 

C//* ii'-JE J sc*t Co Ac«v:<> •«. 103PP 46241 263*46242 005- 

^7120553 ?.-••*: ■-'*: N:ue 69C60. c"ect cl C-'iu.: Breaker Capactance on Aval- 

,*■■• '.O': *{' ci’ZTa ijw? wwi « ea/w/ie. 

r, ( ,- :i*>: [1‘CC Co o^Kevv V<yv. ire lUfrP d S?57 <*-0 4o2S6 018 


AA071 30454 Generic Hr 68*1 1 lo e'l I consoos ol Operahng reactors & holders ol CPs re 
8 ”-RCkw«w c" radiation emhi.lllcmonl ol roacior vossol malls & Impact on pia* 

iflnAGLW.F j" Assodato Dlracto? fOf° Prolocls (Post 070411). 00/07/12 Consol, daw 

Ed son Co Cl Now York, Inc 51pp. 46267 207*40257 267. 

8807260273 Notification thol 880710 meollno roschodulod lor 080720 w/ul 1 in 
flock* l‘o,MD lo discuss steam generator stoevtog uUH»ng o now Technique (o' mm 

STAHLE°C Project D.reclorato 1*3. 88/07/14. WESSMAN.R.M. Projoct Dirocto'aio 1-3. 
ip 4 0285; 164-46285:16*1. 

O. inspection reports, IE Bulletins & correspondence 

8806130168 NRC info Notico flB-030, “LaSalle Un.l 2 Loss ol Roclrculallon Pumps w/ 
Pnwer Oscniaiion Event. " Svc list end. 

ROSS1CE Division ol Operational Evonte Assessment (P09I 070411). 00/06/16 
Consolidated Edison Co. of New York, InC- 110pp. 45070: 168-45O70 266 

8807010360 Ack receipt Of 080428 Hr Informing NRC ol stops lakon to couoct vio'aUrs 

BELLAMY.RTL Region 1, Ofc ol ihe Director. 00/06/20. SNOW, p. A. Rochester Gas 
4 Electric Corp. 2pp. 46008:127*46000:137. 


iiiU’iiioi a ; 1 I* 1 -) i,*< ;a 83-051 fiVfll Of WSiVS SvC I .St encl 

T'F "p' „-r ei'cv^ra'C-a' Evens Ass6«meni (Posl 870411). 88/07/21 
;,lr'x. ji'v; Ed-lin Co cl Ne* York. Inc I21pp 46257 066 46257.206 


V. Operator £ urination* 

M07120237 da*i Per 5 la ES-601. ' Acm-msiraion cl NRC Recufi'if cation 

sVP^rGC Pevon TcA cl the Director 80 >06/ 23 STHES.SR Commonwealth 
EiiC'-Co ip 46149 349-46149 343 


DOCKET 5fr*2<4 POBEPT EMMET GlMA NUCLEAR PLANT, UNIT 1 


f. Security. medical, emergency & lire protection plans 

M07060268 Forwards Sa'cfy Y-Sp 50 244/88 09 on 680509 0612 No viclatcns or devt- 

i'-Ci nc:‘.sl 

9rnEr»"A'jS=NL. Region i . Ofc of toe Qirector 66/06/27 SNOW.B A Rochester 
GaiAE^:(. c Corp ?pp 49115 302-46115 310 

-4807060271 Ir.sp Repl 50 244/68 09 on 680503 0612 NO vio'ations or deviatons 
nc'rfMa.or areas inspect pM rt operfljOrs.ESF wa'kcJo*n.opG rational safety 
verges ‘ion surve'ance rj rt. racfioiog.cal pro'ecton & physical securty 
CCttGAkC J fl^cr. 4. Ole cl tha Sector 68/06/24 7pp 46U5304*46t\6 3\0 

8807070047 flev&ed emergency plan LTipiempni ng procedures .md ocl.ng Rev 10 lo SC^ 
200 Er^rgency Response Uroar.jauon/ Respcnsibi itie9'’ & Rov 5 to SC-205, 
Local Rsd3 ion Emergency " W/660627 I’j 

S7rOW.9 A Rochesier Gas & Electnc C<xp 68/06/27. STAHLE.C. NRC ■ No Dolled 
>Y^.dUon G.ven 136pp 46124 02B-4&124 163 


P Operating ikenis stag* documents & correspondence 


M063OOO83 Eor*ards corrected Tech Spec 14. "Operable -Operabi 1 ty." adding word 
supports' afrer word ' iabneabon" i explanaeon ol eddi issues re monitonng & 
tfocun-entatonper ull 870724 appl-cabon tor amend to License DPR - 18 
SNOW. 8 A. Roch-ever Gas & EiecLnc Corp 88/06/21. STAHLE.C NRC ■ No Detailed 
A^ton Gven Ip 45568 212-45988 214 

-4807050018 Corrected proposed Tech Spec 14. “ Operable -Ope rabitty,*’ adding word 
' Support ' aier word ' luboca'JOn' 1 for ctanlicS'JOn 

• Roches'or GaS A Electnc Corp 88/06/21 ?pp 45988 213-45988 214 

W07050S17 forwards AEOO Techr^caJ Review Repl TB09. 'Blocked Thimble Tubes/ 
Stuck incore Detecior, " (or consideration due to recem evenis al Braidwood Unit 1. 
ROSENTKAUE. Reactor Operations Anaty^s Branch 88/06/23 BERUNGERCR. 
Generic Communications Branch ?pp 45956 060-45998 066 

-6807050550 Technical Review Rept T809. "Blocked Thimb'e Tubes/Siuck Incore Oe- 
lector." 

• Office (or A-nafysrs & Evaluation ol Operational Da'a. Director 88/06/15 4po 

1 5QQA OA1 j e.ano rum 


M07U0437 Forwards A/r.erxj 29 to Uconse DPfl-18 S salery evaluation Amend re- 
vises Tech Specs to correct inconsistency associated w/moMorlng containment mini- 
purge release 8 to ctanty actions following inoperability tot 31 daya 

Gwp 4pp 46^2^461?? Wfe 3 K0B€fl - RW - Rochester Gas 4 EiecUtc 


-007120447 Amend 29 lo license DPft.iB.revisrng Toch Specs to conecl inconsisten* 
cy awooaled w/mwvtonng containmeni mim-purge release 4 to clanfy actions follow* 

WESsBSn.RH Project fiectorate t-3. 88/06/23. I3pp 481 11.262*481 11^ 274 


-8807010370 Responds to NRC Hr re violations nolod In Inep Ropt 60-244/88 03.Ccr 
rective actions technician prov dod tor continuous monitoftng.wofkors w/masks ro 
moved from area & area posting changed lo bo consistent w/work condlt.ona 
SNOW.BA. Rochasler Qas & Electric Coip. QQ/04/2B. RUSSGLL.W.T RoQton 1. 0(c 
of Ihe Director. 9pp. 46000: 129*46000: 137. 

8808160340 NRC Info Notice 08-040, "Examinora Handbook tor Dovuloplng Operator 
□censing Exam9.’' NUREG/BR 0122 & avc list end. 

ROSSI.CE D.vision of Operational Evonta Assossmonl (Post 07041 1). 80/08/22. 
Consolidated Edison Co. of Now York. fno. 237pp. 46240:325 4624 1:201 

8806170033 NRC Info Notice 00-041, "Physical Protection Woakno&eofl Idem fed 
Through Regulatory Elfoclivenosa Reviows.” Svc Hat oncl. 

ROSSI, C.E. Division of Operational Events Assossmonl (Post 870411). 00/06/22 
Consolidated Ed>son Co. of New York, too. 122pp. 45978 034*45078.165. 


BB061 70291 NRC Bulletin 88 008, "Thormal Strossos In Piping Connoctod to RCS" Svc 
list encl 

ROSS1.CE Division ol Oporalonal Events Aasossmont (Post 070411). 00/08/22. 
Consol-dated Edison Co ol New York. Inc tIGpp 46010:037*46019:162 


6806210038 NRC Info Notice 80*044, "Mechanical B.nding of Spring Rolonso Dovico n 
Westlnghouso Type DS-416 Circuit Broakora. M Svc list end. 

ROSSl.C.E. Division of Operational Events Assessmont (Post 070411) 00/06/24 
Consolidated Edison Co of New York, Inc 113pp. 46010 163*46010.265 

6006240139 Suppi 1 to NRC Pu : letm 00*000. “Thermal Slrossos In Piping Connoctod to 
RCS." Svc list oncl. 

ROSSl.CE Division of Operational Events Assessment (Post 070411) 00/00/24. 
Conso'ldatod Edison Co of Now York, Inc 114pp 46019 268*46020.018 

6607070389 Responds lo violations noted in tnsp Ropt 60-244/00 08. Corroci.vo 
aci ons Vaivo 879 closod & lockod & comploto safety Injecllon aya linoup outsido con* 
ifllnmenl performed. 

SNOW.B A Rochester Gas & Electric Corp. 08/00/24 RUSSELL, W.T. Region 1, Ole 
ol Ihe Director. 5pp. 40125:237-40125:241. 


8807060286 Forwards Safely Insp 50-244/88-00 on 880500*08 12 .No violations or don- 
ations noted. 

0ETTENHAU5EN.L Reg on 1, Ofc of Ihe Director. 08/00/27. SNOW.O.A Rochostor 
Gas & Electric Corp 2pp. 46115.302 401 15:310 


-8807060271 insp Repl 60*244/88 09 on 000509 06 12. No violations or dovlallorto 
noted Major areas Inspected plant operetions.ESF walkdown.oporotlonal satoty 
verificaL'on.surve.liance.malfil. radiological protection & physical security. 

COWGILL.C.J. Region 1, Ofc ol the Oireclor. 88/06/24 7pp. 48116 304-46116 310. 

8807060287 Responds to NRC 0806 10 Mr ro Issues noted In Jnsp Ropl 60-244/08* 
lO.Based on encl evatuationa.util has reaeonablo assurance lhat valvos would perform 
safety function. Postulated valve failure bounded by updated FSAR analysis. 

SNOW, B A. Rochester Gae 4 Electric Corp. 88/06/29. JOHNS! ON ,W.V. Reg on 1. 
Ofc ol the Director. 8pp. 461 15.094*401 16:101. 

6806300347 NRC Info Notice 80 045, "Problems In Protective Relay 4 Circuit Breaker 
Coord- nation." Svc list encl. 

ROSSl.C E. Division of Operational Events Assesemonl (Post 670411). 00/07/07. 
Consolidated Ed.son Co. of New York, InC. 104pp 46242:109*40242:212. 

8807130187 Responds to NRC Bulletin 88-004 re potential salety-relatod pu m p 
losa Sfzmg ot min flow bypass lines for RHR & safely injection pumps adoquato lo 
P f0lecl| 0h for short term operation In min flow mode. 

SNOW.B A Rochester Gas & Electnc Corp. 60/07/07. STAHLE.C. Document Control 
Branch (Document Control Desk). 20pp. 40160:129-46169:166. 


“WJi* 04 * 9 5d,e,y 8vakjatj0n k^JPomng Amend 29 to License OPR- ie 
46lU27sIi6U?!y8 fl0aCtOr DvecU * l Posl 87041 f) 08/00/23. 2pp 

s£SVb£ sasassytS 88,06,3 &r - rw - » o«* 

M0 ' 19 mw " n « w,utt in Rockville .MO 10 (teouse ete.m 
’ , ' m ° ChirUCa ' consUo '’ 15 4 «*»# 
iMTft.SSr*’ 8 '" 3 88/0 " 06 VrtSSMAN - RH P( nl«' D“«cioiala 1-3. 


6807080008 NRC Info Notice 88*040, "Licensee Rept of Defective Refurbished Circu't 
Breakers." Svc list encl. K 

ROSSI C.E. OMslon of Operational Events Assessment (Posl 070411). 80/07/06. 
consolidated Edison Co. ol New York. Inc. 107pp. 46231:281*46232:027. 

88 .??J.? 0068 . f 0fwa , fda summary repl required by IE Bollelin 85-003 re development & 
tojpiementobon ol program to ensure thal switch settings on mo tor- opera tod valves in 
cuTtiTq ?? 0f r? enCy fe&dw «to f SYS set properly. 

aw iSS « h /f? ,er G « aa f l ,0c,r1c Cor P- U0/O7/O8. STAHLE.C. NRC * No Detailed 
Affiliation Given. 42pp. 46166.072 46166:130. 

^Vall^P^am 6 " 2 l ° ' De * ifln Cfileria Qinna s,otlon Safety* Related Motor-Oporaled 
SdiSlM" DAVIS,R T Rochea ‘ ef Gas & Electric Corp. 67/12/29. 26pp. 46166:114* 


U * ^ 1 JY'^ y w*vi"’u ’ 'll * ""\i - 

SNOW.B A Rochester Gq 9 & Electric Corp. 60/07/ n. RuSSELL.WT Region i. Ole 
of tho Director. Ip 46206 290*40208 290 


' Northeast Nuclear Energy Co (subs ol Northeast Utilities) 80/08/24. 2pp. 
46090.008 46090.009. 


8807120291 NRC Info Notce 88 048, "Llccmsoo Rept ol Defective Refurbished Valves " 
Svc list oncl 

ROSSi.CE. Div.slon of Operational Events Assessment (Post 870411) 00/07/12. 
Consol.dolGd Edison Co of New York. Inc 103pp 46242.006 46242 100 

8007080366 NRC Info Notice 88*047. "S'owor-Than-Expected Rod Drop Ti*nos ” Svc 
list encl. 

ROSS/.CC Divtylon of Operational Evonis Assessment (Post 0704 Jf) 00/07/14 
Consolidated Edison Co of Now York. Inc. I03pp 46240 222*46240.324 

0807120550 NRC info Notce 08 048, "Marking, HarrdJfeg. Cor f'of. Storage & Oaslrucilon 
of Safeguards info “ Svc list oncl 

ROSSl.uE Division of Operational Events Assessment iPost 87Q411). 80/07/10 
Consolidated Edison Co ot New York, fnc I03pp 46241 263 46242 005 

BB07 120563 NRC Into Notice 88*050, ,, Etloct ol Circuit Breakor Capacitance cn Avail- 
ably of Emorgoncy Power/' Svc 1st oncf 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 88/07/10. 
Consolidated Edison Co ol New York. Inc. i 19pp. 4625/ 256 46258.016 


-8807060368 "Spent Fuo) Pool Capacity Enpans-on Project Description & SAP ' 

* Northeast Nuclear Energy Co (subs of Np/iheasi UWf es) 00/06/30 20Ppp 
46090 010-46090 218. 

0807080 f 0? Forwards Amend t£J to Liconso DPf?-2f & safety evaf-jafton Amend re- 
vises Toch Spec Sect 1 on 3 5C, “Core & Containment Cooing Sys • Foodwater Cool 
ant Injection Subsys.” by increasing m'n required condensate storage tank vo! 
BOYLE.M L Project Directorate 14. 60/08/27. MROCZKA.E J Nonhrjasl Nuclear 
Energy Co. (subs ol Northeast Uh'itlos) ?pp 40134 200-46134 218 

-8007080112 Amend 16 to Liconso OPR-21 .revising Tech Spec Socion 3 5C, * Core A 
Containment Coo'ing Sys ♦ Feedwater Coolant injeci'on Sub9ys." by incroasmg min 
required condensate storage tank voJ Jo 250.000 gallons. 

STOLZ.J.F Project DboctO'aie 14 8Q/06/27. 5pp 46134.210 46134 214 

-060 7000129 Safety ovefeanen supportr-g Amend 18 to License OPR 21 
“ Olt.ce ol Nuclear Roacior Regu'ation. D rector (Post 870411). 86/06/27. 2pp 
40134.215 46134.216. 


8807180101 NRC Inlo Nolice 88-051. "Fo.lures of MSlVfi “ Svc l.sl oncl 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411) 00/07/21. 
Conso'ldated Edison Co. of Now York. Inc. 121 pp 46257 068-4G257 206 


S. Reportable occurrences, LERs & related correspondence 

0807010008 PNO-I-08-057A Identified radioactive coniarr.inGt.on on conlracio : exiling fa- 
cility protoctod area Contamination also identified In individual homo & co-workor 
car. Caused by inadequate monitoring bo fore loovlnn restricted aroo 
COSTELLO/. ALLAN, j Region 1. Ofc of tho Director. 00/06/22 fp. 46020.247- 
48020:247. 

8007080 1 42 LER 88 005 00 on 08060 1, reactor trip occurred follow od by safety fn,ect.on 
Inillollon from pressudzor low prosssuro. Caused by b'own fuse In Steam generator B 
& RCS cooldown Plant Blab bed per emergency procedures W/080 701 Id. 
DACKUS.WH. SNOW .BA Roch 09 tor Gas & Electric Corp. 60/07/01 l?pp 
46134 164.46134:105. 

0807190166 Spocial ropton 0605 16. turbine driven auxilary foodwme.' sys inoperable 
during period from 000516 25 Valvo V-3504B oporated w/nolablo 
roslatanco Procedure A-52.4 revisod to Incorporate chock vfiivo 
SNOW.BA Rochester Gas & Elocldc Corp 88/07/07 RUSSELL.W T Rog'nn 1, Ole 
of Iho Director. 3pp 46214:055 46214:057 


8807060024 Notiticalfen, ol C80707 mooting w/ut.l In Rockvillo.MO to discuss se>$m c/ 
structural especls of spent luo 1 poo 1 roracn 

BOYLE, ML PrOjOCl Drnclorate 1 4. 60/06/28 STOLZ.J.F. Pro,oct Droctorate 1*4 
3pp. 46003 010-46003 012 

8B07 130464 Generic Ltr 00 1 \ to a'l licensees ol operating readO'Q & holdo;9 of CPs ro 
NnC posit.on on rod ation ofTibntilomoni of reactor vossei mail* & Irnpacl on p’ani 
oporat ons Svc fist & Rov 2 (o Rog Gu'de t.00 encl 

MtRAGLIA.F J Assocfeto Director for Projects iPost 870411) 86/07/ 1? Consolidated 
Ed son Co ol Now Yo'k. tnc 5ipp 46257 207*40257 257 


Q. Inspection reports, IE Bulletins & correspondence 

8806130168 NRC Info Not'Cu 88 039. "LaSo'In Un'l 2 Loss of Recirculation Pumps W/ 
Powor Osci'iation Event/* Svc f'sl oncl 

ROSSl.C E D, vision ol Operations'. Events Assessment (Post 6704H) 88/06/15. 
Consolidated Ed sen Co. of Now Ycrk. tnc. UOpp 45078 166 45078 266 

8807080020 Ack rocoipt of 600016 Ur discussing Info Not.co 88-021 on Inadvortoul 
crjtJca'illoa Discovory of ihroo romp deal ng w/ihroo ovonls mentioned In ltr noted. 
ROSSl.C.E D-. vision of Operational Events Assessment (Post 0704 1 1). 88/00/16 
HANAUER.SH Tochn col AnatySis Corp 2pp. 46134 1 70 48134:180 


DOCKET 50-246 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A tire protection plane 

080708010? Forwards Amond 10 lo liconso OPR-21 & safety evaluation Amond ro 
visos Toch Spec Soction 3 6.C. "Cqro & Containment Cooing Sys * Foodwater Cool- 
ant ln|oct-on Sub 9 ys," by Increasing min required condensate slorogo lank vol 
BOYLE.M L. Projoct Diroctoroto 1*4 88/06/2? MROCZKA.E J. Northeast Nucloar 
Energy Co (subs of Northoasl Utilities). 2pp 40134-2(1(1-40134 210 

-8807080112 Amend 16 to Uconso OPR-21 .revising Toch Spec Sociion 3.5 C. "Coro & 
Containment Cooling Sys • Feedwalor Coolanl Injection Subsys.'* by increasing m.r> 
roquirod condonsalo storage tank vol to 250.000 ga'lons. 

STOLZ.J.F. ProJocl Directorate 1-4. 08/08/27 6pp. 46134 210 46134 214 

-0607080120 Safety evaluation supporting Amend 18 lo Uconso DPR-21 
* Oftlco of Nucloar Reactor Ftegulation. Director (Posi 070411), 80/06/27 2pp 
46134 215 46104:216 

8807200217 Forwards Insp Root 60*245/08 07 on 000426 0600 No violations 
notad Drsetrssea concerns ro eaheronco lo ACP-OA-4 038. “Maif £qu,ptTionl Parts 
Liais" 

BETTENHAUSEN.L Region 1. Ofc of the Direclor 08/07/01. MROCZKA.E J North* 
oaat Nucfear Energy Co. (subs, of Northeast lftfU(03). 2pp 46240:006*48240:1 15. 

-0007200218 Insp Rept 60-245/80-07 on 080426*0606 No violations nolod Major 
areas fnspoctodprflvfousfy fcfontifiod Items, pfant oporofrona.physfcaf socunty fnduc/r'tg 
etrlko by Gargaln^g unit security olf.cers & potonllol ECCS suct.on strainer 
MCCABE, E C Reg 1 on 1. Ofc of the Director 80/07/01. 18pp 46240 098-46240:115 

8607210282 Forwards Safeguards Insp Ropts 60*246/80 10. 60-336/0B-14 6 60*423/ 
60* 1 1 on 8805 1 6* 1 7. No violations noted 

BELLAMy.R.R. Region 1. Ofo of the O.rector 08/07/01 MROCZKA.E J Northeast 
Nuclear Energy Co. (subs of Northeast Utilities) 2pp 46237:210*46237:222. 

-0807210285 Insp Ropts 60 245/60*10.60*336/86*14 & 60-423/00*11 on 800516* 
17 No violations notod.Ma|or areas inspoctod revlew of i-censeo coniinuod Implomon- 
tailon of ptnko plana & compl-ance w/NRC approved security & cont.ngancy plans. 
MARTIN, W G. Region 1, Ofc of the Dlreclor. 80/06/20- 2pp- 46237 221-46237:222. 


H. General correspondence 

0807200337 Comment supporting proposed rule tOCFRSG ne f, censing of nucfear powor 
plants whore state &/or local govlB decline to cooperafe In offsite emorgoncy plan- 

SuIpENSKLA J. Affiliation Not Assigned. 87/03/04. NRC ■ No Delated Aff.fiaC.on 
Given, ip. 48197:088-46197:088. 


P. Operating license stage documents A correspondence 

6807060385 Application for amend to License DPR-21 ro expansion of spont Fuel pool 
storage capacity & mods to spent fuel pool rack. Fee paid 

MROCZKA.EJ. Northeaflf Nucfear Energy Co (subs, of Norfbeas! UMilfes). 
MROCZKA.E. J. Northeast Utilities. 88/00/24. Document Control Branch (Document 
Control Desk). 3pp. 46090 005*46090:210. 


8006160340 NRC info Notlco 86-640. "Exurn nufs Handbook for Duvelcp’ng Oporafer 
Ucons ng Exams " NUREG/BH -Ol 22 & svc list oncl 

ROSSl.CE O.visfen of Opo'affenal Evonfe AssossmenJ (Posf 0704(f) GG/06/P2 
Con9oi daiod Ed son Co. of Now York. Inc 237pp 46240 325*46241:201 

8006170033 NRC Info Noilco 08 041, ‘ PhyS.cat PrOlOClfen Weoknosses Idonlified 
Through Regulatory Elfor-tlvenoss Rdviows ” Svc l ! st encl 

ROSSVC E D>vls ; on of Opomtlcnal Events Assessment (Post 07O4U). 80/06/22 
Consolidated Ed son Co efNow York, Inc 1??pp 45978034 45970:155 

8806170201 NRC Ouffoffn OO-CO-’L "Therms/ Srmssos in Piping Connected lo RCS." Svc 
list oncl. 

ROSSl.C.E. Oivis.on ot Operational Events Assessment (Post 07041 1 ) 00/06/22. 
Gonso'idalod Ed son Co. or Now York, fnc f 16pp 460 f 9:037-460(0: f 52 

0007050260 Forwarcfe Safety In 9 p Ropie 50-245/06 00 & £0 330/88*12 on 060500 
13. No violations noted 

0ELLAMY.RR Region 1, Ole ot iho Drocfer OQ/O0/23 MROCZKA.E J. Northeast 
Nucloar Energy Co (oubfl ol Northeast Unities) 2pp 46025.052-46025.002 

-8B07050262 Insp Ropts 60-245/00 09 & 50 330/88-12 on 880509-13 No v.clallone 
noted Major areas Inspected radochon'.lca) moasuremome program. inciud.ng QC ot 
analytical measure mo nls .records & procedures & mgl controls 
KIRKWOOD.A, RASCIAk.WJ Region 1, Ofc of the Director. 08/06/20. Opp 
40025 054-40025 062 

0800210030 NRC Info Notlco 88-044. “Meehan' cat Binding of Spring Ro'.oose Dovlce In 
Wostinghouso Typo OS 416 Circuit Breakers " Svc list oncl 

ROSSl.C.E Division of Operational Evont9 Assessment (Post 870411). 08/06/24. 
Con 9 Cldatod Edison Co. of New York, Inc. 113pp. 40010:153*46019 265. 

8806240139 Suppi 1 to NRC Gul'oim 88 008. ‘'ThorniBl Slressos in Pping Conr.octod to 
RCS." Svc fst encl. 

ROSSl.C.E D.vlslnn of Operational Events Assessment (Posl 870411). 88/06/24. 
Consol.dated Ed son Co of Now York. Inc. 1 14pp 46010.268 46020:018. 

8607070139 Forwards final summary root addro99ing IE Bulletin 05 003, "Motor-Oporol- 
od Valve Cgmmon Moda Faluros" No addl work w/ respect to bul'otin auppl noco9- 
sary for Millstone Unit 1 

MROCZKA.E J Connecticut Yankoo Atom c Powor Co. MROCZKA.E.J. Northeast Nu- 
cloar Energy Co ( 9 utis of Northoasl Unities) MROCZKA.E J. Northeast Uu'ilios. 86/ 
00/27. Oopumont Contfol Branch (Document Control Dusk). 28pp 46130:103* 
46130:130. 

8807130075 Informs that utils do not possoss.uso or transport Modol SPF.C 2-T radio 
graphic exposure dovlces.por Bul'etln 00 006. 

MROCZKA.E j Connocflcut Yankon Afom'c Power Co. MROCZKA.E J. Northoasl Nu 
dear Energy Co. (subs, ot NOfihoast Utilities). MORC2KA.E.J, Northeast Utilities. 611/ 
06/29 Document Control Branch (Document Control Desk), ip. 40164:030* 
46104039. 

0807070053 Responds to NRC Bul'otin 00-004, "Potent-al Safety* Related Pump loss" 
Most pumps not suscoptib'e to subj problem because ays lineup fi/or oparatfenal pro- 
cedures dQ not allow pump to run near shutoff conditions. 

MROCZKA.E.J. Nortnea 9 l Nucfear Enoroy Co (subs of Northeast Util-ties) 
MROCZKA.E.J. Northeast Utu.tios. 08/06/30. Docutnonl Ccnuol Branch (Document 
Control Oesk) 6pp 46126:188.46126:173, 




It 


UM 7 7 M 2 \f Forc'd* r.<C Pept 1*245/68-07 on 88042^0606 No vjolfl^ons 
'0 ACP-CA4 033. "Mid Equ.pm.nl Parts 

rrriENMA^'FNl Roger i O'- cf IM Direct B8/07/O1 W , J , ^ 0fth * 
lf.%rE*c!* CO IMS Cl Nerves! U'WS) 2pp 46240 056-16240.115 

-4107200211 !r*p Fcpi 50?i5'?947 on 880426-0606 No eolations ooted Ma|Of 
cn.. ouv'r Kfcr’ f 0d i*errsp«eni ope-abor-S phyS-cal socurty including 

f.;?2 1 . r lvU r.^ Ja Y*£t *- c ^e*s 4 po:entiai ECCS sue** st/amer 

MCCAiiE.E ^ FIm, :n 1 . O'; o' :» Oi/eoor 83/07/01 IBpp 46240098 46240 115. 

840 7210282 Fctaa'C* Sd'e^s/d* !nsp Pep'-S 50 245/86 10,60-336/86 14 & 50-423/ 

It uV5 * nn 1 pIjo« I °0*c > <5 the Dveqior 86/07/01 ^OC2KA_EJ Northeast 
h^'ear Eft* b *yCo ($-As Gf Northeast Ui ties) ?PP 46237 219-46237 222. 

-4407210285 r.sp Rep's 50 2 ^ 5-88 10 50 336>B8-14 & 50-423/68.11 on 880616. 
1 7 /« vo'ai-crs rvred Maof a*eas inspected review of licensee continued In piemen* 
ly^n Cl »!r>« U'l A civrp 4n« ~/N=lC app'SvM Majr.lYj & “«*KI«!2« MJ* 
MWMlw G XEiUGRR R&gonl. OltoUne Doctor 88/06/29 2pp 46237 22 1- 
46237 222 

8807 150H0 ’n'rr-s that :ved plir's use GE HFA type fl'Chmg relays per NRC Bu"ein 
63 0 i At p'a.-'s « 1 be rspcc'ed pjnr.g next refuel ng outage irt 1969 
MPftfii'AE J Connect! Ya r ,»*e Atom.-c Power Co MROC2KA.6 J. Northeast Nu 
clear l -vy 3 *. Co fsub 3 of Nonheasi Uivjes) MROCZKA.EJ Northeast uurtaa 66 / 
C7;06 Documrri Coc.'jcA B'anch lOocumer.t Cort/ol Desk) 2pp 46184 358- 
46 184 359 


8806300347 l , PC fr'o Hctce 88-C45 Problems n Pro‘ectrve Relay & Circuit Breaker 
Coord na-cn ‘ S<c i>si crci ^ ^ ^ ^ 

f/CSS C £ Or.-v:n c? Operaionai Events Assessment (Post 87041 1). 80/07/0? 
tCASC’datod Ed.scn Co Cf New York, irbc I04pp 46242 109-46242 212. 


8807080006 NRC 'Mo foice 88046. Licensee flept of Do'ectve Refurbished Circu.t 
etwa^crs" S.dstenci 

RCS5'CE Orison ol Opv'ahor.3' Everts Assessment (Post 670411) Bfl/07/08 
Cense' dale- J Ed son Co Cf York, he I07pp 46231 281-48232 027 


8807120291 f, c C ir.'c N:t*ce 88 048, Licensee Rep: of Defective Re'jrbished Valves." 
S .c r.sf er.cl 

ROSS'.CE Ov.son oi OperaKyal Events Assessment (Post 870411). 88/07/12 
Ccnsc'Aia'vdE'd^onCo of Mew York 103pp 4624? 006-46242.108 


-8807130206 Amends 39 & 133 to l-consos DPR 5 & DPR 2llf0spnciiv«ly. iuvs». JU 
censes io roquire corrpl'anco w/amonrtocf phys cal Mcurily P l0l, _ # 

CAPRA R A $ro,©Ct Directorate 1*1 8B/07/06. 4pp. 4G1G0 333 4G160 J42. 

-8007130296 Safeguards evaUsion ropl supporting AmowJd 30 A 133 to 1-;<*iv:» 

Pwor fltoEK' AMaton G.von 00/07/06 3»>P -10I00.3« -1B10II :Mf, 


H. General correspondence 

8807220015 Comment opposing proposed rulo 10CFH50 ro llcnriblng of nuclei* |m> A (u 
plants whQ'e stale A/or local govt9 doclmo to coopomto In ollslto umorgwuy |.> a 

Piq? 7 j Pubhc interest Rosoarch Group, Now York. 07/02/10 CommlinloMMO ^ 
46230 249 -46230 253. 


J insurance 4 Indemnltv Information 


0807140252 Forwards Endor90montfi 100 & HI lo NKUA Polcy NK*tO0 A MAim 
Policy MF^a.respecfivoly 

O CONNOR.OJ. Marsh & McLennan, Inc 00/07/11 DINIT iff, I Offlco of Nv» Imv n» 
actor Regj'afion, Droctor (Posl 070411) 6pp. 46177 220*4017/ 233. 


K. Utility Final Safety Analyela Roport (FSAR) A amende 

8806300199 Rev 6 to updated FSAR for Indian Pol'd Unit 2.W/0B0030 Hr. 

BRAMSB Consol.doted Edison CO. of Now York, Inc 00/06/30. SfOOpj) 4(!ihi/ivii 
48008050 


P. Operating license stage documents & correspondence 

8007120026 Fo-wards Amends 38 & 131 to Llconsos DPFU) & DPM.20, ros|in.,IMi.V A 
safety evaluation Amends rov.so Tech Spocs to Incorpornlo t-horigoa to fmr-lily ho* j 
zaticn, 

5LOSSON.M.M. Pro ocl Directorate M. 08/00/21. OHAM.UT)- Commonwrmtlh I .U* 
Co 2pp 46U2 326 46112.339 


8807200031 P^spcrKJs io NRC Bu ’etin 07-OO2.Suppi 1. "Fasiener Testing to Determine 
Gcm'ofmarvce W/A^g :ab»e Ma‘! Specs" Ust of safety related fastener sippiors w/ 
man specs & i si cf norsa'er/ relaied suppi ers w/o maU specs encl 
AinoCZAA.E J Cor.nectr<xi Yankee Atomic Power Co MROCJKA.E J Northeast N'u- 
cHh 1 Energy Co tsubs cl tionr-e&si Ui'bes) VaROCZ'AA.E J tJortbe&st UtiiAes. 69/ 
07/12 DocuTort Control Branch <DtSCLme.ni Control Desk) 7pp 48221:320* 
46221 334 


8807260085 AcMses lhal ttl 880325 response 10 NRC Bui:etn 8B001, "Oefecls in 
VVosingnouso Circut Breakers. • satsfactory 

BOKLE ML Project Ckrec'ora'a 14 B8/07/13 MROC7KA.E J Con necWut Yankee 
Aior^ Power Co MROCZKA.E J Northeast Nudear Energy Co (subs, of Northeast 
UL tes) 2pp 46269 294^6269 295 


8807080366 NRC h'o Nc:ce 88-047. Slower 1> an Expected Rod Drop Tlme 9 ,, Svc 
bsi end 

ROSS' CE Or^von of Operat,<yai Events Assessment (Post 870411) B0/O7/14. 
Cocse dated Ed son Co of New York. Inc I03pp 46240 222*46240 324 


8807 120550 NRC Irfo NoXe 88-049, ' Ma.'kjng.Handiing.Cont/of S forage & Destruction 
Cf Sa'eqija/ds info ' Svc list end 

ROSS' C E Driven a* Opeta^a! Events 670411) 88/07/18 

OcK-so daieo Edson Co cf Ner» York. he. I03pp 46241 283-46242 005 


6807120553 NRC irfo NcLce 88-050. Effect of Circuit Breaker Capacitance on Avail* 
abiiify ol Err^gency Power." Svc 1*1 encl 

RQSSI.CE Dr/, Sion of Opera'jondl Events Assessment (Post 870411) 83/07/18 
CwwWatod EAsoc Co. cl Ne* York, lr* 1 l^pp 48257 25B 46258 016 

0807 180101 NRC Info Nchce 88-051. ' Fa-lures of MSIVa.” Svc l>st end 
RCSS'.CE Drnsion cf OperatonaJ Everts Assessment (Post 070411) 68/07/21 
Conso*4a:od Ed-son Co of New York. Inc 12lpp 46257 086 46257 206 


R. Periodic operating reporti & related correipondence 


-8807120031 Amends 30 & 131 to Llconsos DPR 5 & Df>n*?fi,ro&|U]clivi>!y- rfiviel.n*j n 
gari/atlonal figures contalnod In Toch Snoca 

CAFRA.R A Project OifOClONUO 1*1. 80/00/21. I0pp 401 12:120 401 12.33/. 

-8807120039 Safety evaluation supporting Amends 3H 8i 131 to llcunfuis tJPJl 5 A 
DPR 28.ro 9pect very. 

* Oflico of Nuclear Reactor Rogu'ation, OifOClOf (Po9l 0/0411). 00/Olj/;* I »\y 
461 12.338*461 1233B 

8807110369 Towards nollco ol cons^dorniion ol Issunricu ot nmunda lo OV A |ifi>|i*^o*» 
NSHC dererm nation & opportunity for hoa'ing ro (100015 flpp'lcnllfvi rminnf.l ng /d 
moval of organisation charts per Goneric Llf 00 06 

SLOSSON.M M. Projocl Directorate M BO/OQ/23. DRAM S O. ConoolidnU'd lih-" 
Co Ol New York, Ir.c 2pp 46082 030 4600? 043 

-0807110362 Nolce of cons^dororon of Issuance of omnnd ro OL & proponed N* »i 
determ nahon A opportunity fo/ hoaring ro 800016 Qpp'icot'Oii concomlng or(jn'»'i<i‘ -* 
charts per Generic Hr 80 06 

SLOSSCN.M M Project Diroctoraia M. 00/06/23 0pp. 40002 030 4000? 043 

0807120576 Forwards Amond 13? io Llcen9o DPn*20 & aafoly ovaruntlon Anirn-I ro 

vises Tech Spec Soclion 6 2.C ro containment spray flow A fan coofor hunt a . 

periormanco.per 070012 application A suppls. 

SLOSSON.MM. Project Diroclorato M. 00/06/20 DRAM.SD. Commonwuniili Mv 
Co. 3pp. 46112.352-46112-362. 

-0807120585 Amend 132 to license DPR 26,rovlelng Tech Spoc Soctlon 5 ?C in «**. 
is rment spray 1!ow A fan cooler heat romoval porfoimonco. 

CAPRA.R A. Project Oirectoraio I t. 60/00/20. 5pp 461 12.355*401 12 35U- 

“8007120698 Safety evaluat on sucport.ng Amond 132 to Llconso DPR-20 

Office of Nuclear Reocior nogulailon. Director (Post 070411). 00/00/21/ W 
46112:360*48112:362. 


^EwIuRQMG^^S 1 ? 1986 for M. Istone.Unit 1. W/88071 1 itr 

« 1 1 Wbljnvjrf.G . SC ACE. S t . KEENANJS Njcldflr FoArnv Cn ta nhc 

MvthWSl Ulrtttl B8/06/30 5pp 46237 17Q <823? 1B2 W 00 (SUbS 0t 

S. Reportable oceurrence*. LERe & related correspondence 

^005-OOon 88<D527.coria.nrr.ent spray interlock setpoint lnsuf/ic‘ent 

^ cpe,8Unr >,ocedu,a * ^ 

SCACE.SE Northeast Uuues ^ JoeS^ Ul!l * ,es) 

DOCKET 50-24? INDIAN POINT STATION, UNIT 2 

F. Security, medical, emergency A fl/e protection plant 

w srrit::*c ^ >* ^ 0 , 

^“" l D ' ecl0 ' M/M,M '• Ok 01 tho Dirac- 

0PR ; 2 «. -^POCUVOI, A 

rS m “’ wSSSTTSSBBffi" w/amendM ph>sTcal 


8807130016 Notif.cation of 880712 mooting w/ut.l in Rockvillo.WD fo cJiacuea MAiua H 
ficensing act ons 

SLOSSON.M M. Ptoiocl Duociotaie 1*1. 00/07/06 CApnAn A Prolocl v 

1. 2pp. 46109:107*46169:108. ' 

8007130286 Forwards Amends 39 & 133 to Llconsoa DPR-5 & DPR-2G, roapuU..«»V A 
Amends modify hconsos to roqulro compliance w/omornfod jj^ye- #i 
S9®/C;K , . P A? n fQvlaod t0 mB0 ’ roqulromonta ol 10CFR73 65. 

Dlf6C, o f atO 1*1. Q0/O7/C6. DRAM, 8 0. Consol id ft foil 
Co of Naw York. Inc. 3pp. 46169.336 40169:346. 

“8807130288 Amends 30 A 133 to Licenses DPR-5 A DPR 20,rnspoctlvoly. rov-s^ 
repot a ? co ^P |iance w/amondod physical security plftn. 

CAPRA.R A PfOleci Diteclorate 1*1. B8/07/OB. 4pp 46169:330-46169:34?. 

■® 5 Tc 5 p n s « s o,rr° n ,opi supp °"' n9 Amend3 30 & ,33 “ u ' |n ’ w, 

NRC * No Detailed Affiliation Given. 00/07/06. 3pp 40160:343*40160 345 

00 NRr ' !!2 iS b 6, !!I c ?°* 1 1 t0 a<l llc0n8eea ol operating reactors & holder of f l’o to 

00QTaKsCrTm f A d niwo? m i hl11 ^ of r0OCtOf v0aso1 <I10tl8 & lm P 0Cl on ,;UV 1 

ZfinAr? it I f i & l}° Re 9 Qulde 160 oncl 

Ed^on Coo( J Naw' Vnfk e i?A r0 S Of f0 , r O ot°4 flCtS {Post 07041 M 88/07/12. ConftoMftl*-! 
caison uo. oi New York. Inc. 61pp 40257:2O7*40?67:257 

*SS 2Bg*J55! 5 ** 8 . ate1 V avaluall0n supporting llconsoe topi on u.monolor>» ol "*■* 
SLOSSONM m SJ2S ^ ovcf0d ,0 ®PP/ove plant startup A oporollon to luN pow« 

aRA&se consoiida,od FZ "' 


DOCKETED ITEMS 23 


-8007190109 Saf©V ©i /a'vtitnn ro tlaw Tdicat^on detocied m reactor pressure 
vessel Concludes p'afi cculd sofoly return to full powor. 

' Oflrco of NuCfout Ronciot Rcgjlai.on Director (Post 070411). 68/07/ 12 ?pp 
40200 203 46208 299 

8807200200 Advises lhai 080519 response to Generic l u 08 03. "Steam Binding of 
Aux-'iary Fnedwaiof Pumps," confirming mot appropriate p-'oeodpros in plsco & wii) be 
mRinia.nod to mn-mizo occurrence of bT.dr.y.sat-alaclorY 

SLOSSON.M W Projoil Dirocto-elo 1*1 Q0/CI7/M BRAM,S B. Cdn 90 l dated Ediscn 
Co ol No* York, Inc 2pp. 46222 1 7g. 46222 100 


Q. Inspection reports. IE Bulletins & correspondence 

8806130168 NRC info Notice 08 039. "LaSalle Unit 2 Loss of Rec.rculatlon Pumps W/ 
Powor Oscillation Event.” Svc l.sl oncl 

ROS5l.CE. U .vis I on of Oporai onal Events Assos 9 ment (Post B70411). 88/06/15. 
Consolidated Edison Cel Of No* YOik, In.c ltOpp 45978 106-45970 266. 

8607010251 Forwards Safety fnap Rupts £0 003/88 01,50 24 7/08*17 & 50*206/86 09 
on 600500- 13. No violations noted 

6GLl.AtoY.Rn rtcgon f. Ofc of the Oreclor 88/06/21. BRAM.S Consofidatod 
Edison Co 01 No* York, Inc 2pp. 46008 1 66 40008.178 

-8007010260 Insp Ropia 50 003/80 01.50-247/06*17 & 50*286/00 09 on 880509* 
>3 No vlofolons ncf nrfhAojot areas inspected raddoQical environ monitoring 
program. including mgt conirols & analytical measurements QC program 
SrnuCKWEYLfl.n, PASCJAK.WJ rtoflirn 1 . Ofc of lh® Doctor 00/08/16 9pp 
46008.166 4 fiOOB 176 

0800160340 NRC Info Nc'-to 68 040, Examiners Handbook lor Developing Operator 
Licensing Exams " NURCG/3R-0122 & svc list oncl. 

ROSSI, C E Division of Cporailonal Evonla Assessment (Posl 070411) 88/06/22 
Consolidated Ed-son Co of Now York, Inc 237pp 46240 325*46241-201 

0000170033 NRC Info Not co 88 041, "Physical Protoclion Weaknesses Ident.llod 
Through Regulatory Effectiveness Roviows. SvC 1-st end. 

RQSSl.CL. D.vlslon ol Onural'Cnal Event* Assessment (Post 070411) 88/06/22 
Consolidated Edison Co of Now York. fnc. f2?pp 45978 034 458 78:165 

Q6Q0170291 NRC Ouffotfn 88 008. Thermal Strossos fn Prp.ng Connected to RCS." Svc 
l.sl oncl 

ROSSf.C F. Civtsion of Cpomiional Events Assossmom (Posf 0704 1 1 >. 00/06/22. 
Consol.dMod Ed son Co ol Now York. Inc 110pp. 46019 037*46019 1 52 

0807070H9 Responds la NRC 000023 Mr re vlo'alions r oted in Insp Ropl 60-247/B8 
l3 Currocl>vo Dr.lionn fu'l complanco w/ temporary tracking roqulromonls lor SWN-617 
achi»;rd on 880426 

RFiAM.S B Consul dutoiJ Ld'uon Co ol Now York. Inc 60/08/22. Document Control 
Branch (Docomunl Conlrol Dusk) 5pp 46124.353 40124 357 . 

8006210038 NHC Info N 0 K 0 06*044. “Mechanical Omdmg ol Spring Release Devico In 
Wostmgfiouso Typu DS 416 Circuit Breakers" Svc list oncl. 

RGSSi.C.C Dwls'on of Operational Events Assessment (Post 870411) 08/06/24 
Ojnso'ldatnd Edison Co of Now York, Inc. 1l3pp 46019 153 46019 265. 

6006240139 Supfil 1 lo NRC Uuiloln 00 008. "Thormol Stresses in Pipmy Connociod to 
RCS." Svc frsf ortef 

ROSSl.CE Division ol Operational Events Assossmoni (Post 870411) 88/06/24. 
Cortsoi rfafod L'dson Co of Now York. fnc. 1 Mpp 46010 266 *16020.018. 

0807060162 Foiwatt in Solely insp Ropts SO 003/00 02 A 50*247/00*16 on 000509* 
13 No v:o' aliens noted Wo akno&ses kJonhfiod In oversight of whola body 
counting Add) 01 long on )o nr on warren I ad 

BEILAMY.R.R. Region 1. Ofc ol Ihe Diroclor 80/00/24, BRAM.S. Ccmsol-dalod 
Edison Co of Now York. Inc 2pp 46025 143 4C025: 148 

-8007060105 insp noplfi 50 003/08 02 & 50-247/08*16 on 080509 l3.No violations 
nolod MOjOi oreas Inspoctod nccoas control, rad.ation work pormits.oroa posting. high 
rodiailon area controls. survoys & whole body counting 

SHEMBINI.S. SHANBAKY.M.M Rog'on 1 , Ole ol tho Dlroclor 8Q/0B/23. 4pp. 
46025 145*40025 148 

8807050179 Forwards Insp Ropt 50 247/08*10 on 000503*30 & not.co of 
vfofaffun Licensee rer.uosfurt to provide assessment of quality for fmpfemontafion of 
sya lineups A aclicns to assure Independent verification program implemented. 
WGN2/NGGR.G C. Region l, Ofc of mo Directoc. 08/06/24. BRAM.S. Coesolrdated 
Edison Co. of Now Ycrk, Inc 2pp 40060 100 46068: 130. 

-8807050181 NotiCo of violation from insp on 08O5O3*O53O.Violation noted. breaker 
7rondJ© for Confammom Spray Sys VaJvo 809A not locked 
' Roy on l.Olc ol Iho Director. 00/06/24. 2pp. 48060:100*46068:109 

-8807050187 Insn Ropt 50 247/08*19 on 800503*0530 Violations notod Major areas 
Inspoctod dar.y S unscheduled backsh-.1l msps of onsite activniosjiconsoe action on 
prov'.ously identified insp f.nd ngs & roview of porlodic & special repls 
SWETLAND.P. Hog.on 1. Ole of tho Dlroclor. 08/06/17. 21pp 4^068: 110-46060:1 30. 

6607070131 Forwards Safety In9p Ropt 50*247/00*15 on 080400*27. No violations 
notod. 

GALlO.R M Region 3, Ofc of Iho Director. 88/08/20 BRAM.S. Consolidated Edison 
Co. of Now York. Inc. 2pp 46 f 23.004 46 123.0 f0. 

-0607070133 Safety fnsp Rapt 60*247/00* 15 on 0004 O0*27.No v/ofef/ons or dav/etrons 
notod. Mo|or areas inspected verification that emergency operating procedures ore 
tochn'celly corrocl 

UOVE.R.S . WRIGHT.G Region 3. Ofc of the Director. 00/06/22. I4pp 40123:006* 
40 J 23 Of 0. 

0807)20102 Responds to NRC 080607 Hr re violations noted In Insp Rapt 50-247/08* 
14. Corrective ocilon8:oll nine valves tostod placed back on monthly testing Irequen* 
cy. 

BRAM.S B. Consolidated Edison Co. ol Now York. Inc. 08/07/05. Document Control 
Branch (Documont Control Desk) 4pp. 46148 060*46140:071. 


8607080006 NRC fnfo Noffcn 86 046, "Ucensoe Ropf of Dofecfivo fle/ur/j.shed Cl'cuti 
Breakers ” Svc l ; si oncl 

ROSSLC.E. Drvis/qn Of Operatonaf Evonfs A6sossmont fPosf 07(MM/ 88/07/00. 
Consolidated Edison Co ol New York. Inc. I07pp 46231:281*46232 027 

B0O7 120291 NRC info Notice 00 048. "licensoe Ropt of Dofectwo Pofurb.sf .od Valves M 
Svc kef oncf 

ROSSl.C E Dlvist ; on of Operational Evoni9 Assessment (Post 070411). 00/07/12 
Conso'fdamd Ed.son Co of New York, fnc t03pp 40242 006 46242 tOO. 

8807080386 NRC info Koi co 89 04?, "Slower *T han*E*pec/Gd Rod- Drop T/Tros " Svc 
i.st oncl. 

ROSSf.C E. D.vixton of Cporaf/onal Events Assessment / Post 070411). 09/07/14. 
Consol dated Edison Co of New York, Inc 103pp. 46240 222 46240 324. 

8007120550 NRC Info Noico 00*040, "Marking.Handling.Conirol. Storage & Posiructlon 
of Safeguards tnfo “ Svc /.st end. 

ROSSI, CE Division ol Oporetonai Evonls Assessment (Post 8704 11). 88/07/ 10 
Consolidated Ed-son Co. of No w York , Inc fOOpp 40241.263 46242.005 

8807120553 NRC into Not.cc 88 050. "Effect of Crcud Breaker Capacrterrc© on Avail- 
ab lity of Emergency Power " Svc list oncl. 

ROSSf.C.E D.wsron 0 1 Operational Eve.nis Assossmoni <Posl 0704 11) 00/07/10. 
Conso‘idatod Edison Co of Now York. Inc. U9pp 40257.258-46250 016. 

8607100101 NRC Info Noiico 00 051. "Failures ol MSlVs " Svc Hsl end* 

ROSSl.C.E. DfVfs/on ot Operational Events Assossmoni (Post 07O11I). 00/07/21. 
Consolidated Edison Co. Of Now York. Inc t2lpp 46257.O06*40257:2O6. 


R. Periodic operating reports A related correspond© nee 


8808300341 Monthly operating ropt for May 1900 (or Indian Point Unit 2 VV/880615 hr. 
KRIEGER.K., BRAM.S B Consoildaiod Ed ; son Co. 01 Now York. Inc 00/05/31 5pp 
45997 220-45997:230 


S. Reportable occurrences, LERb & related correspondence 

0807120000 Summary ol Oporor,.ny Roycrors Evunts Mt-oiing 00 25 on 0BO621.LJSt of 
attondens.dscu99lon of s.gnlficant oioments of nvonta A summary of reactor acmme 
encl 

LANNING.W. Evonls Assessment Branch 88/06/22 ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 6704H). i4pp 46121 100 46121:193 

0807260360 Psn 21 root ro 900CD serlos of microprocessor controller Caused by do* 
lociive ballo 7 backed up RAM Conuollur fnmi'y 10 bo 10 tloslgnod. 

SMlTH.J.A , STAFFORD, KE Victoruon, Inc. (subs Of Shollor-Gloeo Corp.). 00/07/00. 
DEFAYEne.R Region 3. Ofc of tho Director 3pp 40344 001*46344:003. 

8B07250371 lER 88 006 00 on 00061 7.unp1annod foaclor irlp on mn’n bolter foedwator 
pump occurred Caugod by personnel error. Uso of contract omp'oyeo cloan ng in vl* 
em'ty of operating oqu.pmoni bolng ruv-owod W/000716 Ur 

DEL PERQO.J.G., BRAM.S B. Conso'ldnlod Edison Co of Now York, Ir.c 00/07/ 15 
6pp. 46270.354*46276 350 


V. Operator Examinations 

6807140249 Forwards rovlsod response to Qonorlc Llr 07* 14, opdet-og dead tor 
FY80.FYOO & FYt) 1 operator hconsing exams Mod9 made lo requoliflcoiion exam 
echo dale tor FY8D lo support 8choduloO plant Ouf ago 

BRAM.S.0. Consol.dated Ed-son Co of Now York, Inc 80/06/21 Documont Conlrol 
Branch (DocumonJ ConJroJ Desk). 3pp 40177.234 46177:23ft. 


DOCKET 50*249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8607160078 Rov 7 to Emergency Plan Implementing Procoduro EPIP 200-Tl. "Classifi- 
cation ol Generallng Station Emergency Plan Cond-t.ons ” 

' CommonweaMh Edison Co. O0/O//O0. 21pp. 40185 155-48105 176. 

8607190162 Informs (hat 080527 Rev 24 to security plan for facility cona.stont w / 
10CFR60.54(p) & acceptable Slated Item deleted duo to ad m mist relive error must be 
returned lo plan Encl w.lhheid. 

MALLETT.B S. RogiOh 3, Ofc Of the Director. 08/07/00. UUSS.ME. Commonwealth 
Edison CO. 2pp. 462 f 6 345*46216:340. 

6607260401 Rov l to Procedure DSSP f00*A, "Hot Shutdown Procoduro Path A.’* 

* Commonwealth Ed-Son Co. 08/07/31. 14pp. 46273 231*46273:244. 

8007210348 Forwards revs lo 10CFR50,App R. Exemption Requests 3 6.4.5 & 7.4,per 
discussions w/NRC Requests 3.6 & 4.5 rov.sod to rolled capability of us'ng local in- 
struments lo monitor reactor water level & pressure. 

SiLAOY.j.A. Commonwoafth Edison Cq. 08/07/13 MURLEY.r E Office of Nucfoar 
Reactor Regulation. Director (Post 87041 1 ). 23pp. 45234:10 1-45234 202. 

0007250008 Rev 1 lo Emergency Plan Implementing Procoduro DSSP 100 B. "Hot 
Shuidown Procedure Path 0." 

* Commonwealth Ed-son Co. 08/07/31. 13pp. 46269.260*40269.272. 

8607250133 Rov 2 to Procedure DSSP 100*E, "Hot Shutdown Procedure Path 6." 

' Commonwealth Edison Co. 00/07/31. iGpp 46274:301*46274:315. 

8807260177 Rov 2 10 Procedure DSSP 100*0, "Hot Shutdown Procedure * Path O." 


24 DOCKETED ITEMS 


ft. Uh *ty Final Safety Analysis Report (FSAR) A amenda 

a cv Pe-,i' ;n ri«?y (P*! 070401 2PP 46971 03-1 45972 171 

-8806280 1 59 Rz , 6 to UPda’c J I f SAR fo« Dresden Siaicn i U^& 2 & 3 ' $ 

SOiRGSDEFi B A . EEN:GEN5uR<3.E Common* ea'th EdiSCO U> «b/W'U' dvupm 
45971 0:5 45572 17* 

P. Operating license stage documents & correspondence 

8607010629 AM-C8-CO <u «~C2h >0 Uc«r.M. «*•'» A DjWA -««»j 

nert er^ar-c^Tinis for post acc-dcm mcr.1pr.ng per Reg Gr-rflO 197 & ***fV l 

S$C? JA OiTr^iosnh Ed- sen Co 09/06-20 MUnLEVTE 0,„ C e ol Nucloe, 
floi'or Re^‘s* ;.*\ D.rectcr (PcslB7C-4i1) 2pp 46018 a80 46018 303. 

-88D70 10636 Proposed Tech Specs ^T^cemeM tot pos»- 

a: enter, r ncniicr.rg p«' p *9 Gt - 1 97 * Svppl 1 ° ^ u , R ^ t 0 /?L 
♦Cor..r;nACa^.EdSpnCo 88/C6'29 22p? 46010 *62 46016 o03 

8807080 NO Fc^a'di no* :e c' issuance O' Amend 94 to License OPR-26. rewsirg 
Toc^. Specs *o v-ppch ch^es spec 5c to Cycle 1 1 toad fue. & analyses A changes 
fesUi ng Horn erases pedorrred to a lew ecu>pmert Gut Cf sves 
SlGEL B Prc.ec t D.recto'aio u*2 68/06/20 BUSS.HE Common wea *h Ed sen Co 
ip 46139 328 45139 332 

-8807000 144 NolcQ Cf i&suSTCe 0? Amend 94 to License CPR 21>.rev;s ng Tech Specs 
'o support changes io Cycle 1 1 reload fuel & analyses & changes resulting item anal- 
yses performed 1° 8 o* pmert c^t-o'-svc _ . 

NCRRHClM.L J Pro-eel Drectcraio M 2 88'06/20 4pp 46139.329 46139 332 

8807140068 Forwards Amend 94 to bcor.se DPR 25 & sa'ety evaluation Amend 
cr.ar.ges Tech Specs to support C»ce U operator *f Advarced UiC'ca* Fue-s Co 
3*9 re ‘cad fuel _ . _ ^ 

NOP.RhCLM L J Project 0<rectora'e : : 2 85/06/20 BUSS.H Commonwealth Edison 
Co 4pp 46175 171-46175 248 

-8807 UMtO Amerd Q4 to Ucense CPR 2S.chang.ng Tech Specs to supped Cycle 11 
opera: cn w/ Ad-, a need Nuclear Fug's Co 9*9 re'oad tool 
NCRRhOLM.L J Preset Dvectorate Hl-2 68/06/20 60pp 40175 175 46175 234 

-8807140073 Sale:/ eva'uaticn suppomng Amend 94 to License DPR 25 
* Olfice ct Ntc'eai Reactor RegUaton. Doctor iPosI 870411) B8/C6/20 14pp 
46175 236 46175 248 


6807180026 80.wa.d8 co-oclad nat.ucuon ohool-^lddii’O romovol ol Pago HJ /4 

MUutRD Im'mWMS BUSS, HE Com.uo.wK.allh 

Co 5pp. 46209 169 40209-174 

-0807190032 Corrected instruction shod for Amend 04 to Lrconso Df'R*26 ro Cycle ,1 


0007220277 Confirms BQ0706 plnns ro 690714 rr.gl muot-ng at Roglon III to (IIbuig* 

GReVnvIAn'e'g 6 Roq-oo 3. Old ol lha Oi.oclo- 80/07/12 HCt.MD.C Conimnnwo.-.lll, 
Ed sen Co. ip 46249 111 46249.111 


AB07210348 Fo.wards revs to lOCFR5UApp n.Exiimpllon Roquafjls 3.0,4 & A M per 
^scussions w/NRCRoquoSte 3 8 A 4 5 fuviSOd 10 reflect Capability of uBlnq tor.nl in 

S51°C0 M "*T^*K. W11EV.I.E Ollita ol Iht, 
Stt r’flSgSoSSlK (P«Sl 8/04.1) 23np 40234:181.40234 202 


0. Inspection reports, JE Oolleifne & correspondence 

8806130160 NRC info Notice 08 039, “LflSoHo Unit 2 Loss of Ruorcuim on Pump® w/ 

ROSSI C S E 11 Divlslon^of Opo'rai cna 1 Events AssO«9mont (f’OSl 870411). 011/0(1/ If. 
Consol dated Edison Co of Now Yo'k. fre NOpp 45978. 150 46078 208. 

8007120639 Adv-sos that Subsoqjont progr«imH for future outogoa efio^lil i cn 

corn re IGSCC crackmg.Surrmary rosu r ts of augmunletf msp ncllvlhua BubmlthKl in 

S^EGELD ^rolec^Dneclorflio 111-2. 08/00/17 OLlSS.H Comrnonwoallti Kdigon i o 
ip 48121 103 40121:103 

6006160340 NRC Info NotiCO 80 040. "£*amlncfft HflrUbOOK for Oovoroplng 0|)i:rftifu 

l-cens-ng Exams " NUREG/BR.0122& sve list ur,d . 

ROSSi.CE Division ol Operational Fvonts Assessment (f'OBl 870411). 08/0t>/72 
Conso'id9tod Edison Co of Now York, Inc 237pp 48240 325*4824 1 201. 


8806170033 NRC In'o tJotiCO 88041, “f’hyscul Protcdion Wonknossoa Irtnnliflod 
Through Rogu'olory Eltocl.voness Reviews “ Svc list oriel 

ROSSI.CE D v-slon of OporoliOnal EvO.nls Assotismonl (Pool 070411) 88/08/22 
Consolidated Ed son Co. of Now York, me I2?pp. 45070 034--1D970 165 


0806170291 NRC Bul'otln 00 ODB. “ Thorrra 1 StroasoB In Piping Coumrclod to I ICS “ five 
list encl 

ROSSI.CE Orison of Opo/etionnl Evonis Asstiosmonl (Poat 870411) 88/08/7.' 
Consol dated Edison Co of Now York, Inc 1 Kipp 40010,037 .18018. 152. 


6006280 152 Forwards " EMects cf Postulaied DC Power Fa lures on ECCS 
Ava 'ab ^.Ouad Cil-es Ur.,i 1." by Sargent & luntf/. demon &tra‘jrg ihai battery fa/ure 
cou'd leaj to degrade-d ECCS ocu«?meni avaiiab'iT/ or isolated design weakness 
S l-ADY J A Ccrr..'nonwea' , -h Ed.SOn Co 8&/06/21. WiJRlEY.T E. Oltce Ol Nuclear 
Pes:ior Pegu' 31 on. Director (Pest 870411) ip 45981 221-45991 252 

-89062&0154 Ejects of Postured DC Power Fa’uros on ECCS Availebcuy.Qjad 
Cives Ur..t 1 " 

' & Lundy, In: 8B/Q6rC9 400pp 45981 222-45982 252 

6007010100 Confrms 630616 plans re 880718 meeing w/uW at Region III ole to d.3- 
cuss sovpral eng neerng issues associated w/ plants 

GREENMAN.E G Regon 3. Cfc ol the Director 88/C8/24. REED.C. Commonwealm 
Edison Co 2PP 46009 059 46009 059 

0807120407 Summary of 880510 counterpart meeing w/ull in Rockville.WD re 
pasi.prespri & fui^re BWR rolaffid licensing actions &/or safety issues List of meeting 
parxiparts *nel 

ROSS.T M Project Oreclorafe III 2 80/06/27 Pro.ecl Drectorale Ml*2. 5pp 
40111 280 4611 1 292 

8807120370 Forwards request for addl mio re 860328 application to amend I censes on 
4 KV undC-rvoliage relay Settng 

SEGEL.B Protect Drectcvaie 1.1-2 88/06/29 BUSS.HE Common wealth Ed son Co 
5pp 46111 336-461U 34Q 


8807130290 Responds lo NRC G80525 Itr ro vlolot-ona nolod In Inap floplo 50 737/lHl 
06 & 50 249/B8 07 on 8803 1 0 0509 Corrncllvn acHons nllrogun innrl ng rrmkmifj u^n 
lino damaged on 890429 ropal-'od & Wa nt Mumo 40 Issued ro proper rigging gmi. 
tlces 

DLiSS.HE Commo/ivvoalth Edison Co C9/0B/22 DAVIS, A fl FtOfllon 3, Oft ol llru i)i 
rector. 6pp 40169 252 46169 258. 

BB071 10365 Fozwfifda Safety Sya Outage Mods Insp Ropl £0 240/00 200 on 800277 2(1 
& 0307.tMnspeclora found improvo/r.onlB in procodurofl.programa & ptiy&icnl minPl 
lions of plant & no odd) violations or dovlat on& kinnUlod. 

CRUTCHFIELD.D D. vision of Roaclor Projocls • fll.lV.V A Special fVoJucto (f'uti 
870411). B8/06/23 REED.C Commonwoolth Edison Co 5pp. J G08 1.33 7.4(11 W 079 

-8007 110399 fnsp Ropl 50 249/08 200 on 000222*20 & 0307* 11. No vkMAlkmn 
notodVajor areas Inspoclod unrosoivod & duflcloncy lloma from NRC Snfuty fiy* 
Oulaco Mods Ineps 56-249/06 009 & 60 249/00 012 A uvofuMo co/ructlvo acbone 
KONKLIN.J E . hAuGMNEY.CJ, STEIN.S.n D.vlson ol noatlor Inspocllon A 
guards (Post 070411) 00/00/13. 4Gpp 40081 343-46002.020. 

8806210038 NRC Into Nptico 60*044, ’’Wochanicnl Omdmy ol Spring Roloaso Oovk.d m 
Wostlnghouse Type DS*4 10 Circuit BrupkorB Svc I SI unci 

ROSSI.CE. O.v.son of Operational Evont9 Aftsossmunl (Post 070411). 00/00/24 
Conso'idated Edison Co. of Now York, fnc. 1 13pp. 46010. 153 40010 205 


8807 130 MS Forwards enwon assessmenl A find ng Ol no Significant Impact re 800320 
amend to Tech Specs lo compel discrepancy between Table 32 2 value for 4 kV 
emergency bus endervoftege tnp (3092V) & current tnp va*ue (2930V) 

SIEGEL.0 Projecl Directorate 1 1-2 B8/07/06 BL1SS.HE. Commonwealth Ed^on Co 
4pp 46104 003 46 184 0 1 0. 


-8807130155 Eryiron assessment A rinding ol no Significant impact re 88032B amend 
to Tech Specs to correct discrepancy between TabTe 3 22 value for a kV emeroenev 
bus ondervoitaoe tnp (3092V) 8 cunort tnp value (2930V) 

MbllER.O H. PrpjGCl Directorate 111 2. BB/07/06 4pp 46184 007*46184 010 


8807120100 Forwards Rev 51 changes to QA program Topical Ropt CE*l*A d 
880707 Rev made to reflect orgamzaion changes.to provide addi orgamzaiion po 
bon descf'P'Xin 8 idorbficabon lo change commitment lo AN Sf/ AS ME NQA*1 
MQflGAN.W Commonwealth Etf.son Co 80fO7/O7 Document Control Branch (Doc 
ment ConVOt Oesk) ip 48156 048-46156 075 W 


-8807190205 Rev 51 to kcensee OA Program Topical flept CE* 1*A 
461 E 56075 VVJ Commonwoallh Ed,SOn CP C6-1*AR5t 8B/07/07. 25pp 46156051* 


8806240139 Suppl 1 to NRC Bu'lot-n 08 OOB, ’'Tbormol Slrosaoo In Piping Connuctml to 
RCS " Svc Us! oncl. 

ROSSI.CE Division of Operational Evonis AssoBamont (F’oal 070411). 00/00/24 
Consol-datod Edison Co. of Now York. Inc. Il4pp 40010 206 46020.010 

6807050421 Forwarda Insp Ropt 50*249/88*10 on 000404 07.0503 05.10*10 A 0013 
14,21 22.No violations notod. 

HARRISON.J.J Region 3. Ofc of fho D.rocior. 80/00/20. REED C Commonwuniih 
Ed-son Co. 2pp. 46075.354*46076 007 

-8807050430 insp Ropl 50-249/00*10 on 880404*07.0503 05,10*10 A 0013*14, ?l* 

naorvico Inap actlvliios Including ruvrow 
work activjf'os A of dnfa rovlow 
Ofc of tho Dirocior. 60/00/20 13j>p 


88 ?J°A < 1 202 Forwafd 9 Safety fnep Ropls 50*237/00 14.50 240/00 15. 50 264/00*14 & 
60*265/68* 1 4 on 0BO525 0616 No violat-ons noted. 

HARRISON, J J. Region 3. Ofc of (he Drocior. 00/00/26 REED.C Commonwont'h 
Edison Co. 2pp. 46106 239*46106 247. 


^.No violations noiod Major aroas inspected < 
of program.proceduros, observation of work A ■ 
SCHAPKER.J.F . DANI6LSON.D.H, Roy on 3, 
46075-356- 46076.007. 


8807140312 Summanfes discussions hek) on 880628 29 re performance of ooaratinn 

STElLoTSf tpHS? 1 \ f s '^“'""9 c«*nu.d close mon lonog 9 
STELLO.V Ofc of ihe ExecuUve Director for Operations 88/07/08 O'CONNOR j j 
C ommonwealth Edison Co Ip 46178.108-46176^08. uix^rNUri.j.j, 

R Anniw ^ ? 8 * ' 1 ^ ' 411 ******* of operating reactors A holders of CPs re 

v6S5el ™" s 4 impact on pi8rt 

Con9ol '‘ )a > a ‘ i 


“ 8 A°r2^c°«l?J , l! P R °P 19 5O-237/08.14.5O-240/B8* 15.50-254/60*1 4 & 50*205/00 14 on 
HBUb2o*06t6 No violations or dov.'ohone notod Ma|or eroos Inepoctod action on provi- 
oualv Identified noncomp li an coa A LERs 

?^l0a^'f-46 , 1^24 1 7 L ^ ON,DH R ° 9 ' 0n 3 ' ° rC 0t D,r0Ctof 60/00/ 20. 7(>P 


88 . 0 Jan°i9BB FO,WafdS SALP ? e0afd R ° ptS 60 * ?37 /° 0 01 & 60 249/00*01 for Jan 1007 

REED C Com ™^ allh E<) ' aon 



-0807130025 SALP Repts 50-237/08 01 & 50-249/80-0 J to.' Jen 1987 . Jan 
t908.Ovora 1 raimgs in effected a'eas unchanged. 

• Region 3. OlC OMho D roctor 00/00/30 3pp 46183 241-461 03.243 

-8B07 130027 Responds lo SALP 7 Board Rept9 50 237/88 01 & 50-249/86-01. Malnl 
Caiogory 3 should not be v.owed as (foci no from last yr 

REfcO.C Corrmonwoollh Ed>son Co. 09/00/01 DAVIS.A B Reg on 3, Ofc of tho Di- 
rector 3pp 46163,244.40163:246 

8807060465 Rosponcl9 10 080420 nolico of vio’atlon & proposed Civi' penalty ro uflO ol 
AMP nylon Insulated butt splices at plant. Aff.davlt of JS Abel one* 

STFPTOE.PP. Sidloy & Austin 88/07/01 UEBERMAN.J. Ofc of Enfo'Comonl (Post 
0704 J 3). 6f\ n 46087 3J3-460B7 318. 

8807120033 Fonwerds HJ Millor 880G0B memo re slto vlst to allor.d ex-1 meet ng for 
insp of omornoncy oporalmg procedures & to lour foci'ity 

DAVIS.A □ Region 3, Ofc ol tho 0 rector 86/07/05. RtED.C Commonwealth Edison 
Co ip 46154 358-46154.360 

-8807120037 Summary ol 800600 facility site visit to attend ovit meehnn tor Insp of 
emergency operating procod jre9 (EOP) performed hy ossignod Region I EOP loam 
MlLLER.H J Region 3. Ofc oi tho Director 80/00/20. DAVIS.A. B NRC * No Doio.lod 
Alligation Given 2pp 46154 350 40154 060 

0007210268 Forwards notorized version of JS AboJ affidavit pm v.olflhons noied n Insp 
Ropls 50-237/06-13 & 50-249/86-16. 

STtPTOE.PP Sd’oy & Au9tln. 88/07/05 UEBERMAN.J. Ofc of Enforcement (Post 
870413) Ip. 40236 231-46236 265 

-8007210270 Affidavit ol JS Abel ro degraded AMP splices h Unit 3 containment pono 
tratlona 

ABEL.J S. Commonwealth Edison Co 80/07/05. 4pp 40236 232-40236 235 

-0007210271 Responds to NRC 000429 Hr ro violations noted in Insp Regis 50-237/08- 
16 & 50 240/06 1 5 & proposed Imposition of Cwil penalty in amount of 5 15O.QC0 Cor- 
rective oct-ons ahected AMP nylon m9u'alod butt spi cos repaired w/qjal hod tope 
DELGEOflGF.L O Comroo/woaHb Edison Co 08/06/23 LIE SEAMAN, j Ofc of En 
forcomoni (Post 070413) 3pp 46236:236 46236 236 

-8B072 10272 Responds to vio'atlons noted in Environ Ouolilicalion Insp Ropls 50-237/ 
00 13 & 50 240/06-15 8 proposed Imposition of civil penalty In amount of $150,000 ro 
uso of uiiquolfiod AMP butt splC09 In QE F0 1 contginmonl ponotrm on cncls 
STEPTOF.PP. Commonwealth Ed son Co STEPTOE.P.P. SiUlOy 8 Auslin 80/06/20. 
LIERERMAN. P 01c of Enforcement (Post 070413). 8pp 46236:239-46230?46 

-0807210273 Affidavit of VS Noonan 8 RG LaGrango re 000429 nolico of vo'ai-on 8 
proposed imposlton of civil ponalty concerning uso of unqual-lod AMP nylon-typo 
splices m Unit 3 coniatomcnl 

NOONAN.V.S, LAGHANGE.n G AfUS Corp. 88/00/23. Ilpp 46238 247-40236.257 

-0007210275 Affidavit of MS Tutbak ra qualification ol AMP butt splices 
fURBAK.M S. Commonwoa'.lh Ed son Co 88/06/20 2pp 46236 258-40236 259 

-0807210278 Affidavit of IM Johnson ro environ qualification of AMP butt splicos in GE 
ponotrai ons 

JOHNSON. I M Commonwuallh Edison Co 03/06/20 6pp. 40230 260 46230 265 

8807120018 Discusses onvrort qual Hcatlon Insp of butyl rubber Insu'atod cablo on 
070800-0728 Implementation of survolllanco (cond-tlori mori.loring) program suggest- 
ed nospon90 roquosiod with n 30 days of Itr daio 

M/UE-RHJ flog on 3. Ofc ol tho Dl'oclor. B8/O7/0Q flEEO.C Commonwealth 
Edison Co. 2pp 4QH0.224 46148 P25. 

8808300347 NRC Info Nolico 80-046, “Problems in Protective Roloy & Circuit Breaker 
Coordination'* Svc list end 

ROSSI.C E Division of Oporat onal Evonl9 As9ossmoni (Post 870411) 00/07/07 
Consolidated Edison Co of Now York. Inc. I04pp 46242 .100-46242 2 1 2. 

0807000006 NRC Info Notico 06 040. “Licensee Ropt of Dofectivo Rolurbishod Circu ; t 
Breakers " Svc list oncl 

ROSSI.C £ Division ol Opormional Evonts Assessment (Post B70411), 88/07/00 
Consol datod Edison Co of Now York, Inc. 107pp. 46231:201-46232 02? 

8007190023 Informs that util response lo NRC Bulletin 08-001. "Dofods In Westing- 
houso Circuit Breakers." satisfactory. 

ROSS.T. Proioct Droctoralo 1112 88/07/11. QllSS.H.E. Commonwoalth Edison Co 
7pp 46200 097 46209 103. 

8807200196 Responds to NRC Bullolln 60 004 ro polenlinl for deodheadmp of ono or 
more pumps in aaloly-ielBled sys & potential for inadequate mnllow cspac'ly. 
MORGAN.W.E Commonwoa'm Ed.son Co 08/07/11 Document Control Branch 
(Document Conlrol Dosk). 30pp 40228:102-4 6228 21 1. 

8B07200213 Forwards Safely Insp Ropls 50-237/80-15 & 60-249/08-16 on 800525 & 
26 & 0623 & 24 No vio'a lions no rod. 

WRIGHT, G C. Rog.on 3, Ofc of tho Diroctor. 68/07/11. REEO.C. Commonwealth 
Ed-son Co 2pp 40222:130 48222.141. 

-8G072003B6 Insp Ropls 50-237/80-15 8 60*249/80*16 on 080525 & 26 & 0623 & 
24. No violations or deviations noted. Major aroas inspectod LER & act.ons on provlous 
m6p llndmgs 

MENDEZ.R . PHILLIPS. M.P. Region 3. Ofc Of the D.rodor. 88/07/07 4pp. 46222:130- 
46222:141. 

8007120291 NRC Info Notice 00-040. "Licensee Rapt of Dofectivo Refurbished Valves." 
Svc list oncl, 

ROSSI.C E. Division of Operational Evonfs Assessment (Post 870411). 00/07/12. 
Consolidated Edison Co. of Now York. Inc. 103pp. 46242.006-46242 108 

8807080368 NRC Info Notice 08-047, "Slower-Thon-Expoctod Rod-Drop Tlmoa “ Svc 
list oncl. 

ROSSI. C.E. Oivi9lon of Operational Events Assessment (Posl 87041 1). 88/07/14. 
Consol datod Edison Co of New York, Inc. 103pp. 40240.222-46240:324. 

8007120550 NRC info Notice 8D-04D. " M arkl ng. Hand ling. Control. Storago & Destruction 
of Safeguards Info " Svc Hat end. 

ROSSI.C E. Division of Operational Events Assessment (Post 87041 i) 80/07/18 
Consolidated Edison Co. of Now York, Inc. 103pp. 46241:263-46242.005 


8007120553 NRC J/ito Nonce 88-050, "Effect of Oav) Breaker Capacitance on Aval* 
ab lity of Emergency Power." Svc list encl 

ROSSI.C. E Div.sion of Operational Events Assessment (Post 070411). 80/07/18 
Consol dated Edison Co of Now York. Inc 1l9pp 40267 250-46258 016 

0807180101 NRC Into Notice 00 051. “Failures of MSlVs “ Svc Iml oncl 
ROSSI.C E O.vision of Operational Events Assessment (Post 070411). 80/07/21 
Conso'idalod Edison Co of New York. Inc. I2lpp 46257 006-40257 206. 


S- Reportable occurrences, LERa & related correspondence 

6807050334 LEH 85 018 02 cn 8509l9.uml tripped from APRM monitor hi hi lovol 
scram Caused by personnel orror.Changos to scram Procedure DGP 2 3 initiated W/ 
8Q0620 Itr. 

WHALEN.RJ.. EENIGENBURG.E Commonwoallh Ed son Co. 88/08/20 5pp 
460/4.051461)74 055 

0607130385 LER 00 013 OO.on 000607, reactor protecilon sys Chnnnol A half scram oc- 
curred duo to loss of Bus 3A Caused by looso concociion on ono of two overload 
rcileys A! cablo connect ens to overload rolays lugged W/8 60630 Itr. 

JACKSON. R.. EENIGENBURG.E Commonwealth Edmon Co 80/06/30. 7pp 

46164 063 40104.069 

08C7 130456 LER 88 014-00 on 000600. Groups 11 & III primary conlainmonl Isolations 
occurred Caused by procedure deficiency . Dro9don Ope ret ng Survoilsnce DOS 6800 
3 ro bus undorvoliago 8 ECCS intogralod functional 10M revised W/080705 Itr. 
QIHLMAN.L , EbNIGENnURG.E Commonwoolth Edison Co 88/07/05. 6pp. 

40166 323 40166.320 

8007250428 LER 08 016-00 On 80O814.ATWS syfi actuation occurred Caused by inad* 
oqualo operator trn.nng on how to iso'ato Instrunroms Instrument lino Itackfi'lod & 
ATWS trip rosoi W/G0O712 Itr 

JACKSCN.R . EEN’GENBURG.E. Commonwealth Edison Co 80/07/12. 5pp. 

46276 333-46270 307. 

0007250147 l ER 88-015 00 on 8806 16. pneumatic supply lino lo inboard MSIV manifold 
block assembly did nol mom FSAR stress fovo!9 Caused by design dofcloncy durhg 
corist Mod porlormod to roviso 1/2*inch supply I no W/Q0O715 Itr 
V/ELCH.J. EENIGENBURG.E Comrnonwoalih Edison Co 80/07/ 15 6pp 40273 294- 
4C273 299 


V. Operator Examinations 

0807120237 Forwards draft Rov 5 to ES-601. “Admin strati on of NRC Roquatif cation 
Program Evahrai ons " W/d enc) 

WRIGHT.GC Ftogon 3, Ofc of the Director 0B/06/23. STILES.S.R. Commonwea'th 
Edison Co ip 4G149 340 40140 34D 


DOCKET 60-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, omergoncy & fire protection plans 

8007010509 Emergency P«an implementing Procedure 20126, 'OHsito Doso Caicula- 
il-ons." W/0QOO24 Itr 

CONWAY.W.F. Florida Power & Light Co 00/00/24 3 Ipp 46017.107-40017:130 

08Q712O147 Forwards In9p Ropls 50 250/00-12 & 50 201/00-12 on 680600 10 No vo- 
latlons or dov.fltions nolod 

COLLINS. D M Region 2. Ofc of iho Oiroctor 08/07/01 CONWAY.W.F. Florida Powor 
8 light Co 2pp 40154.025 48154.032. 

-0007120154 Insp Rcp'e 50 250/08-12 & 50-251/00-12 on 000006 10.No violaLons or 
tlovialiong roiocf Mafor aroa9 Inspected emorgoncy proparodnoas.tocfuding revlow of 
Hsiod programmatic olomonig. 

KREH.J.L, OECKERJ-R Roglon 2. Ofc of tho D.rocipr. 00/06/30 6pp 40164:027- 
4615 4:032. 

88070B0352 Forwards Amends 131 & 125 to Licensos DPR-31 & DPn*4l. respect.vely 
& safety evaluation Amends dcloto Paragraphs 3 F.3 H,3 J.3.E.3 G & 3 I ro physical 
socutity plan. 

EDISON, G.E Project Directoralo 11-2 88/07/05. CONWAY.W.F. Florida Powor & Ught 
Co 4pp 40139 237-46139.247. 

“0607080356 Amends 131 S 125 to Llconses DPR-31 & OPFMt, respectively, deiolng 
Peregraphs 3 F,3 H.3 J.3.E.3 G 8 31 from Licenses DPR 31 8. DPR 4l,rospocllvoly & 
add-ng 3.L to boih I censes. 

BERKOW.H.N Pro.oct D rociorato 11-2. 60/07/05. 4pp 40139:241-40139:244. 

“B0O7O8O367 Safety evaluation supporting Amends 131 a 125 to l.conso9 OPR-31 A 
DPR-41.re9peciivo’y 

* NRC • No Detai'ed Afflation Gwen. 00/07/05. 3pp. 46139:245-40139 247. 

8607190331 Forwards Rov 14 ip physical security plan pages inadvertently dololod from 
800623 subm.ltQl Rov withheld. 

CONWAY.W.F. Florida Power & Light Co 08/07/13. Documont Control Granch (Docu- 
ment Conlrol Desk) Ip. 46210 358-40219:359. 

0807190087 Forwards draft SALP ropt for Juno 1907 • June lOftfl.Commonts roqu09tod 
by 000720- SALP Board meottog schodulod for 800823, 

EDISON.G E. Pfo|ect Oirectorato 11-2. 00/07/14. VARGA, S A Dlv-slon of Reactor 
Pro,oct9 • I/ll (Po9t 070411) LAINAS.G.C. Project D-roctorate tl-1. 9pp. 46215 331- 
40215 339 


G. Adjudicatory correspondence 

6807060047 Order.* Invites parties to submit views or) question re applicant osteb'ish- 
menl of surveillance programs tor Ooraflex.by 880715 Served on 800628. 
SHOEMAKER.C J. Atomic Safety and Licensing Appeal Panel. #380 6037. 80/00/27. 
Florida Powor & Ught Co. 2pp. 4 5990.035*4 5996. 030. 



Board fajure to act ecnse/valrvpy m affirming amends Cortifcaie of Svc end 
LORiON.J. Canter for Nuc’ear Respcns bii.ty 4r388 67<H 88/07/10. Atcrrt Safely 
and Llcensng Appeal Panel 20pp 46193 020-46193 047 

6607 200050 NRC Staff reply to Appeal Board order of 680627 * Imposition of license 
condi’ions nol necessary h matte.' Corticate of Svc end. 

VOGLEfl.B H Assistant General Counsel for Hear.ngs #388 6740 80/07/14 Atomic 
Safety and been sing Board Panel 2£pp 45194 009*46194:033 

6607200014 Licensee memorandum on whether l cense conditions should bo imposod 
on Turkey Pool spent fuel pool expansion.* issuance of license cond liens unwa/rant* 
ed & w/o support in record W/ CertJicato ol S/c 

FRANT2.S.P Florida Power A Ughl Co FRANT2.S P. Newman A Hellzmger #388 
6716. 88/07/15 Atomic Safety and Licensing Appeal Panel. 24pp 46193 004* 
40183:027 

8607290221 Decis'on.' Affrms LBP-88 9 A on basi9 cf riiroct.on for app'icail rol lo 
store fuel w/enrlchmer.t In U-235 greater tngn 4.1% weight A review of /G-co'd.Sonrad 
on 880728. 

SHOEMAKER.C J- Atom c Safety and L^cens ng Appeal Pane! #388 6606. 06/07/28. 
Off.ce of iho Gene/ at Counsel lOpp 46258:149 4 6«0. 158. 


’ NHC-r ■ wo uoiai’eci Aii.nai-on uiven. ut^u/ruD jpp eoi ja 

8807140308 Summarizes NRC Son or Manager 080620-29 mootings re rev. aw of po'- 
formanco of plant FacJ'ity cotegonzed p9 requiring continued c : oso 
mon'.toring Summary Of NRC discussion /O facility provided 

STEUO.V O'c Ol Iho Executive Droctor for Operations 08/07/00. HUDIBURGJ.J. 
Florida Power A Light Co ip. 46175.349 461 75.349 

8887130464 Generic Ltr 88-11 lo o'l I'censoes of oparat.ng reaciors A tioldors ol CPa ro 
NRC position on rod ation embrittlement or reactor vossoi mails A rmpact on plant 
operations Svc list A Rev 2 lo Reg Gu do 1.99 enci 

MIRAGLIA.F J Associate D roclor for Projects (Post B704 1 1 ). 00/07/12. Consol Jalod 
Ed-son Co Of Now York. Jnc 5lpp 4 625/ 207- 4625? 257. 

6607250325 No‘.il;cft! Oi\ ot SCO? 25 mooting w/uLl m Juno Qoach.Fl to discuss status of 
licensing actions 

EDI SON. G E Proiecl Directorate 112 80/07/18 BERKOW.H.N Project D'recto.-ato M* 
2 2pp 46265:022*46255 023. 


G. Inspection reports, IE Bulletins 4 correspondence 


H. General correspondence 

8607280375 Comment on proposed ru'e 10CFR76 ro rogUaion ot U enrichment 
facdites.utl interested in any Icensng regu'ations fhol wcjltf govern cor si A oper* 
ation oMJ enrichment facile s 

COE,W.E Florda Power 8 LlgM Co 68/07/21 CH'lK.S J OK.co cf tee SecfGiB'y of 
th e Co mmissl on . 2 pp 462 52 360 • 462 52 36 1 . 


K. Utility Final Safety Analysis Report (FSAR) A amends 

6807260250 Rev 6 to updated FSAR for Turkey Poini Uni's 2 A 3 W/0GO710 Ur. 
CONWAY.W F. F'onda Power & Ugh| Co 00/07/16. 600pp 46259 326-46201 290 


6806300105 Ack receipt of 080516 Mr informing NRC of steps lakon lo correct vio’ations 
noted in insp Repls 50-250/08 02 A 50-261/00*02 

WILSON.B A. Region 2, Otc ol the Director 08/08/14 CONWAY, W.F Florda Power 
& Lrghl Co Ip 45989 011*45989 011. 

B0O613O16B NRC info Notice 08 039. "LaSalle Unt 2 Loss of Rocircuinlion Pumps W7 
Power O sc ration Evanl " Svc list end 

ROSSf.CE Orvislon of Operational Evoni9 Assessment (Post (170411) 0O/C6/lfa. 
Consolidated Edison Co. of New York, Inc llOpp 45970.156*45970 266. 

0006160340 NRC Vifo Nonce 88 049. “Exem.nera Handbook for Developing Opomter 
Ucens nn Exams" NURF.G/CR-0122 & svc list and 

ROSSI.CE Division of Oporailonai Evonis Assossm.onl (Post 070411). 09/00/22. 
Consol dated Edison Co. of Now York, Inc. 237pp 40240.325*40241:201 


P. Operating license stage documents ft correspondence 

8007050455 Summary ot 800602 meeting w/uiii in Bemosda.MD to discuss rosporso to 
Generic Ur 87-02 re so smic qualification of equ pmenl per USl A-46. 

TOURIGNY.E.G . ED:SON.G.E Project D.reclorate 11-2 00/06/18 Projoci O/ectoraie 
11*2. lOpp 45901:296-45992003. 

**8807050467 "Se.smic Hazard Data Prepared for Reso!j‘lonof USl A*46.'* 
r Ebasco Sorvlcos. tec. (subs of Enserch Corp). 88/06/10 21 pp 45991 306* 
45991-326. 

•■8807050479 "Radolog-cal Daia Prepaid for Resolution cf USl A 46." 

* Ebasco Services. Inc. (subs ol Enserch Corp) 00/06/16. 3lpp 46991:327* 
45991 357 


0006170033 NRC info Nolice 00-041, "Physcal Protection WoPknossos Idoniil vd 
Through Regulatory Effecilvonoss novlow9.” Svc Ifdi oncl 

nOSSI.C E Div 9 ion of Operational Evenis Assessment (Post 070411). 00/06/22 
Ccnsol dated Ed.son Co of New York, Inc I2?pp 45970 034-45970:155. 

0006170291 Nnc Bulletin 00 000. "Thermal St/osses In Piping Connoctod to RCS.” Svc 
list oncl 

ROSSI.CE. Divis on ol Operational Events Assessment <Po 9 i 070411). 80/C0/22 
Conso^datod Ed son Co of New Yo'k, Inc. 1 16pp. 46010 037*46019-152 

0000210039 NRC Info Notice 08*044, “’Mechancal Binding of Spring RuIoiibu Device In 
Wosin^housQ Typo DS 416 Circuit Breakers " Svc Lsl oncl 

ROSSl.C.E. D;vl 9 ien ot Operational Events Assos9rrmnl (Post B70411) 08/06/24 
Conaolidotoit Edison Co ol New Yoik, Inc. U3pp -ICO 19 153-46010 205. 


•*6807050491 Forwards evaluation of safety Issues re regu’atoiy analysis for plam spe- 
cific emergency feedwater sys back r ,l. 

CONGEL.F.J Risk A Rel ablity Assessment Bmnch 06/03/00 PARR.O Plant Electri- 
cal. Instrumentation A Control Systems Branch (PWR BJ 6pp 4599t:358 46992 003 


6806240139 Suppl 1 lo NRC Buloiin B8O0Q, “'Thormol Siro9sos in Ppmg Connected to 
RCS " Svc 1st end. 

ROSSl.C.E, Olv.sion of Oporai'onal Events Asso99monl (Po9l 070411) 08/06/24 
Conaol dacod Edison Co. ol Now York, Inc. 1l4pp 46010 266 46020 010. 


8806200296 Forwards “Emergency Power Sys Enhencemonl neDl.” por QB0527 pro- 
posed schedule.Repi provides prol mhary inro ro proposed doclrica’ power onhanco- 
menls which will be installed at facilily. 

CONWAY.W F. Florida Power A Ughl Co. 00/06/23 Document Conirol Branch (Docu- 
ment Control Desk) ip 45978 272*40978 330 


0807050546 Responds to NRC 000525 ltr ro vio'atians noted In Insp Rupta 5Q-2C0/07* 
47 & 50*261 /B 7-4 7. Corrects e actions procedures w.H bo rovlsod or new procoduro will 
bo gone retod to oddrose handing of rosponse lo NRC vlofatlons. 

CON WAY.W.F. Florida Power A Light Co BB/06/24 Documont Conirol Oronch (Docu- 
ment Conirol Desk). 2pp. 4 6025 263*46025:264. 


*-8806280297 “Emergency Power Sys Enhancement Repl “ 

* Florida Power A Light Co. 00/08/30 60pp 45978 273 45978:330- 

0BO7O8OO8S Forwards "NRC Eva'uabon Rept of (ndepfindenl Mgt Appraisal for Turkoy 
Point Plant," for fnfo A action per 880419 niomo Forwarding of subj ropt lo icensoa d 
PDA w/requesl for rocomrrendfltiona requested 

JORDAN, E.L. Otfico lor Analyst A Evalualon ol Operational Data, Droctor 83/08/ 
24. GRACE. J.N. Reg-on 2. Ofc of Ihe Director. 2pp. 40134:235 46134 292 

‘*8667080088 “nRC Evetealion Repl of indope ndenl Mqi Appraisal (or Turkey Point 

SPESSARD.RL OiagnosLc Evalualon A fncidonl Invesllgatoi Branch JORDAN E l 
Office for Analyst A Evaluation of Operational Dais. D.mctor. 88/06/24 56pp 
40134 237-46134:292. ^ 


8807130186 Grants extension for Issuance of reused ongmeerirn evaluation lor oper- 
ation of component cooling water HX io 091231 pa/ B0O5O9 roquest 

8B ' 0&24 C0WAV - WF ' Ftorida p ^' * 

8807070018 Informs that ull w.il provide rert 6*jnonih Intecrated schodule ropt follow 
ing Nov 1 980 repl y 

CONWAY W F Florida Power A Ughl Co. 88/06/23. Document Control Branch (Docu- 
ment Control Oe sk). 1 p, 46 1 23:359 4 6 1 23.359 

0807180270 Forwards NRC evaluation ol hdependenl mgf appra'sal (or lac-lity Rent to- 
gether w/addl supporting details from ENEffcON.e’ua Ur6 evaluaiten of ropt should 
e np,J l ,c £ (0 v nde 1 'aland pi am problems A causes 

^ “r 10 '- amm ' HU0IBunQ JJ p o*“ 

0007000362 Forwards Amends 131 A 175 lo llcensos DPR-31 A DPR- 41 , respectrvdly 
p6,a0 ' 8 ^ s 3.F.3H.3JAE.3G & 3.1 ro physical 

1: 2 08/07/06 C0NWAy ' W F - F '° M ° p °««' « i-ighi 

" “Saohl 3 A F 3K 3 1 3 f A 3 n S ,'S , ll ,“ ns ?? 0PO.31 i DPn.4l., e9 pectively. deleting 
M il toS temsee * ' Ucen5c, DPn ' 31 8 Dp n-41.'«specUveV l 
BERKOW.H.N. Project Draciorate lf-2. 88/07/05. 4pp. 46136:241*46139:244. 


8807130203 Ack receipt of O8G520 Jtrinformteo NRC of 8top9 lakon lo corroct vlolaiors 
nolod in Insp Ropis 50*260/88 0 7 & 60-251/06 07 

WILSON.B A RogTon 2, Ofc of ihe Director. 0O/O6/24. CONWAY.W.F. Florida Powu' 
A Lfgllt Co. ip. 46170 336*46170:336. 

8807120124 Discusses Insp Ropts 60*250/08-01 A 50 251/06 01 on 000222 25 A for- 
wards notice of vte'ellon. 

GRACE.J N Region 2, Ofc of Iho Director 08/00/27 CONWAY, W.F. Fforlda Power & 
Ughl Co. 2pp. 46140-240*461 48:251. 

*•8907120129 Notice of violation from insp on 880222 2 5. Violation 9 noted: offs.lc doso 
as309srnan( ca’cuiationg could resu'l In non conservative doso estimates In event of 
rad’oaclive roteaso A failure to establish computer conirol procoduro 
GRACE, J.N. Rogoh 2, Ofc of Ihe Director 88/C0/27 2pp 40140:250-46148:251. 

0007120147 Forwards Insp Ropls 50*250/08-12 A 50-251 /Q0- 12 on 080606- 10.No vio- 
lators ot deviations rested. 

COLLINS. D.M. flagion 2, Ofc ol the Director. 00/07/01. CONWAY W.F. Fforlda Powor 
A Light Co. 2pp. 46154:026-46164 032. 

*-0807170164 insp Ropta 60-250/08 12 A 50-251/88-12 on 080600* 10.No violations or 
davalio.is noted. Ma,or area9 inspected: emergency propo red nossjncfu ding roview ol 
listed programmatic elements. 

KREH.J.l., DECKER.T.R. ROQten 2, Ofc of Iho D-racior. 08/06/30- Coo. 46154027* 
46164:032 

0006300347 NRC info Notice 88*045. “Problems in Protective Relay A Circuit Breaker 
Coordination.*' Svc list end. 

ROSSI.CE. Divis on ol Ooeralfonal Evenis Assessment (Post 870411). 08/07/07. 
Consolidated Ed'son Co. of New York. Inc. I04pp 46242:109*40242 212. 

0807000006 NRC ln*o Notice 08-046. “Licensee Rept of Defective Ftefurblshod Orcu t 
Broakers. 1 ' Svo list end. 

ROSSl.C.E Division of Operational Evenis Assessment (Post 870411). 88/07/08 
Consolidated Edison Co. of New York, Inc. 107pp. 46231:201*46232 027. 

9807120291 NRC info Notice 00*048, "Licensee Rept of Defective Rofurblshod Valves.*' 
Svc fist end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 08/07/ 12 
Crmo'idaiod Edison Co. or New York, Inc. 103pp 46242:006*46242.108. 
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6607080366 NRC Info Notice 88-047, ' 5lower-Than Expocfed Rod Drop T:mo 9 .'' Svc 
list encl 

ROSSI.CE Division of Oporatonat Events Assessment (Posl 870411). 68/07/14 
Conso'idaiod Edison Co of New York, Inc 103pp. 46240. 222-40240.324 

8807190087 forwards draft SALP ropl for Juno 1907 - June 1908 Comments requested 
by 000720 SALP Board moelmg schoduled (or 000823 

EDlSON.G E Pro|oct Oreciomte 11-2. 80/07/14 VARGA.S A Diviscn of Rooctor 
Projocls * I/ll (P09t 070411) LAINAS.G.C ProJoCl Directorate IM 9pp. 40215 331- 
48215 339. 

9807120550 NRC Info Notice OR 049, "Merking.Handl ng Control. S’.ora go & Destruction 
of Safeguards Info ” Svc list oriel 

ROSSI.C.F Division of Operatonai Events Assessment [Post 870411) 80/07/10 
Ccnso'idflled Edison Co. of Now York, Inc. 103pp 46241:283-46242 005 

8807120553 NRC info Notice 00 050. 'Effect of Crcuit Breaker Capac-tance on Avail- 
etii’ity ol Err.orgoncy Powor " Svc list encl 

ROSSI.C E Dpvislon of Operational Events Assessment (Post 070411). 08/07/18 
Conscl.dalod Edison Co of Now York, Inc. 1 19pp. 48257.25Q-4625G.0I6 

6807260053 Forwards response 10 f.ral concern noted in NRC Bullet n GO 004. “Poion 
liai Sofoty Roiolod Pump L09S" ro potonilal for dead hoadmg of pumps under stated 
condif-o-'is Schedule for complot on of second concern expected by 8G1101 
CONWAY.W F. Florida Power & Light Co 80/07/18. Document Conirol Branch (Docu 
rr.onl Conirol Desk). 14pp 46273.034-46273:047 

8607 100101 NRC Info Nolico 80-051, "Fa.luros of MSIV8 ” Svc list end 
ROSSf.CE D, vision of Operational Evonts Assessment (Po9t 870411). 00/07/21 . 
Conscldaied Edison Co of New York, fnc. 121pp 40257 000 46257 206 


R. Periodic operating reports & related correspondence 

0807050484 Forwards rngl on shill (MOS) weekly ropt for wk of 880523 per NRC 
871010 ordm. Plant supervisor nuc’oar MOS ropls also end 

CONWAY, W.P. Florida Power & Light Co 00/06/01 GRACE. J N. Ron 0 n 2, Ofc Of the 
D rector 4/pp 46073 206 46073 254. 

6807060062 Forwards summary of rngt-on shift wookly repls & plant supervisor-nuclear 

aim ropts 

CONWAY. W.F. Florida Power & Light Co 00/06/15. GRACE.J N. Region 2, Ofc ol Iho 
Diroctof. 50pp 401 15 249 46115 299. 

8807120366 Forwards met- on shift wookly ropls for wk ol 080613. 

CONWAY.W F. Florida Power & Llghl Co OU/06/22 GRACE.J N Reg on 2. Ofc ol the 
Droctor. 50pp. 46145:156 46145 205. 

0907100057 Forwards summary of mgt-on-ahifl ropta tor wk starling 030020, per NRC 
871019 order Plant supervisor-nuclear shift ropls also oncl. 

CONWAY.W. F. Florida Powor & light Co 00/06/29 GRACE.J N. Region 2, Ofc ol Iho 
Director 4/pp 46216 112 46216:160 

8607250004 Monthly operating ropls for Juno 1080 for St Luclo & Turkoy Pont9W/ 
080715 Hr 

GRANT. N W , CONWAY.W F. Florida Powor & Light Co 80/06/30 17pp. 40269.341- 
46209 357. 

Q807260281 Foiwards s'alufi ropt lor 080514-0615 lor Turkoy Point Unlls 3 & 4 
GRACE, J.N. Hoy: on 2i Ofc of tho Oiroclor. 00/07/00 MURLEY.T.E. Ofllco of Nuclear 
Roactor Regulation. Droctor (Posl 87041 1) 6pp. 46274.105*48274: 1 60. 


S. Reportable occurrences, LEFls & related correspondence 

0007010149 LER 07 007-01 on 070t28.dlOsol fuol storage Iflnk samp'o did not moel 
Toch Spec surveillance roquromonis Caused by not using sampling techniques In ac- 
cordance w/sid ASTM sampling procedures Procoduro rovlsed W/8&0622 Itr. 
HART.R.D. CONWAY .W.F. Florida Power & Light Co 00/06/22. 6pp. 46008.177- 
46008 102. 

8007010442 LER 80 009 00. on 800 5 27 .deter mi nod that Tech Spoc survoironcos for 
slation baltory pilot coll rotation not property Implomontod In 1907 Causod by person 
nol w tot & procoduro Inadequacy. Training bullol-n issuod.W/000024 lu. 

HART.R.D.. CONWAY.W F Florida Power & Llghl Co. 88/06/24 5pp. 46008:161- 
40000 165. 

6807050086 LER 80 010 00 on 860520.confoinmeni vent lation & control room ventila- 
tion Isolation occurred whilo conta'nmenl radiation monilor eolpoint being 
checked Drawer for monitor R-11 Initialed signals. Drawor replaced W/0QO027 Hr. 
HART.no, CONWAY, W.F. Florida Power & Light Co. 00/06/27. 4pp. 40020259- 
46020 26 2 

6607120243 Confirms 0807 1 3 enforcement conloronce w/ulil in Roalon 11 ole lo discuss 
roconl ovenls (Isolation of omorgency dlosoi generator fuol oil sys) at focl'ity.per 
800620 tolcon.Nolico of mooting encl. 

GRACE.J N. Region 2, Ole of fho Director. 08/06/28. CONWAY ,W.F. Florida Power & 
Light Co. Ip. 46153 305-46163 306. 

-6607100378 Notification of 880713 meeting w/util in Atlanta.GA to discuss Isolat-on of 
emergency diesel generator fuel oil sys. 

CRLENJAk.R.V. Region 2, Ofc ol Iho O.roctor. 88/06/28. Region 2, Ofc of Ihe Oiroc- 
lor. tp 46163.300 46153 306. 

6607070188 LER 88 01 1-00. on 8B0529.di9covorod lhai d osol oil storage tank Iso’ahon 
valve 70 003 locked closed Causod by personnel error, Technician disciplined A info 
bulletin re work controls & procedural compliance issuod.W/800630 Hr. 

LYONS.E. CONWAY .W.F. Florida Power & Llghl Co. 88/06/30. 6pp. 46138352- 
40136.358 

8607120613 Special rept. discusses breached (ire barriers & other fire protection sys Im 
□aliments duo to nlani mods. Plant coniinuos to Imolement comoonsaiorv measures as 


8607250226 LER 80 0l2-00.on 80061 4,OA aud-l caused Investigation into delay in issu- 
ing tire proloclion impairment form for (pur penetration sea's In swltchcoar 
room Caused by inadequate coniro's.Seal surveillance ba ng generated W/8007 to Hr. 
GROSS.KW,. CONWAY, W.F. Florida Power A Llghl Co. 80/07/18. 4pp 46259 248- 
46259251 


V. Operator Examinations 

6607190087 Forwards draft SALP ropt for Juno 1987 - June l903CcmTgn(8 requested 
by 800720 SALP Board meeting srnodu’ed for 880823. 

EDISON, G E. Project Directorate 112. 88/07/14. VARGA.S A. Division of Reacior 
Projects - 1/11 (Post 870411) 9pp 46215.331-46215 339 


DOCKET 60-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plana 

8807010669 Emergency Plan lmplom.ont-ng Procedure 20128, "Offsite Dose CalcUe- 
l or.$ " W /830624 IV 

CONWAY.W F Florida Power & l ight Co. 80/06/24. 31pp. 46917-107 46017:130 

0607120147 Forwards Insp Ropls 60-250/08-12 & 50-251/88-12 on 620606- 10 No vio- 
lations or dovlations noted 

COLLINS.D M. Rogon 2. Ole of iho Director. BQ/07/01. CONWAY.w.F. Florida Power 
& Llghl Co. 2pp. 46164.025 46154 032 

“8007120164 Insp Routs 50 250/08-12 & 50-251/88-12 on 060606 10.No vio'alions or 
dovlations noiedMafor areas inspected: omorgency prepare d-noss, I rxlud.ng reviow of 
h9tod programmat c oiomonts, 

KREHJL Reg on 2, Ofc Oftho Director 80/00/30 6pp 40164 027-40154 032 

8007080352 Forwards Amond9 131 & 125 to Licenses DPR-31 & DPR-41. rospoctivoly 
& safely ovoluah on. Amends doloto Paragraphs 3 F,3 H.3.J.3.E.3.G & 3.1 ro physical 
aocurlty plan 

EDlSON.G F. Project Dlroctoraio 11-2 00/07/05 CONWAY.W.F Florida Power & Light 
CO 4pp. 40139.237-40130 247. 

“8B07080355 Amends 131 & 125 to Uconsos OPR -31 A DPR -41. respectively, dolling 
Paragraphs 3.F.3 H.3.J.3.E.3 G & 3.1 from Licenses DPR-31 A DPR-41. rospoctivoly & 
adding 3.1 lo both liconsos 

BERKOW.H N. Project Directorate II 2 08/07/05. 4pp. 40139 241 46139 244 

“Q8070B0357 Safety ovaluoHon supporiing Amends 131 4 125 to liconsos DPR-31 & 
DPR 41 .respectively 

* NRC ■ No Dotallod Afkliation Glvon 80/07/05. 3pp 46130:245 46139.247. 

0807190331 Forwards Rov 14 lo physical security plan pages inadvertantly dofoted from 
000623 submltlai nov withhe'd 

CONWAY.W F Flor.da Powor & LtghL Co 80/07/13 Document Control Branch (Docu 
ment Conirol Desk) ip 46219:350-40219 350. 

8B07 190007 Forwards draft SALP ropt for Juno 1987 - Juno 1 000 Comments roquoslod 
by 06O72O.SALP Board mooting acnorfufed (or 880823. 

EDlSON.G E Project Dlroctoraio 112 80/07/14. VARGA.S A Divison of Reactor 
Projects ■ I/ll (Post 0704 It) 9pp 40215 331-46215.339. 


G Adjudicatory correspondence 

6007060047 Ordor.* Irwitos partios to submit v.ows on quosllon ro appl-cam establish- 
ment ol survei'lanco programs for Boraflox.by 00O7l6.Sorvod on 880628 
SHOEMAKER.C J Atom c Sofoty and Licona ng Appeal Parcel #306 0037. 00/00/27. 
Florida Power & Light Co 2pp. 45990:035-45900:036 

8807200061 Iniorvenors memorandum In support ol conditioning license amends.* Suy* 

S osts that ASLAB considor placing lotod conditions on l.conso amends based on 
oard failure io act conservatively In alllrminQ amends Corllficais of Svc oncl. 
LORION.J Centor for Nuclear Responsibility #380 6741. 88/07/ 13. Atomic Safely 
end Ucons ng Appoal Panel 20pp 40193 028-46193 047. 

6607200050 NRC Stall reply lo Appoal Board order Ol 080627.* Impos-tion of license 
conditions not necessary in matter Corllhcoie of Svc oncl 

VOGLER.B.H. Assistant General Counsel for Hearings. #309 6740. 80/07/14. Atomic 
Safely and licensing Board Panel. 20pp. 40194.000-40)94:033. 

88-07200014 Liconsoo memorandum on whether hcons-o conditions should be Imposed 
on Turkey Point spool fuol pool expansion * Issuance cl license cond-tion9 unwarrant- 
ed & w/o support m recordW/ Certificate of Svc. 

FRANTZ.S P. Florida Power 5 Llghl Co. FRANTZ.S.P. Newman & Holtringor. #390 
6710. 88/07/15. Atom’c Safety and Licensing Appoal Panel. 24pp 40193:004- 
46193027. 

6607290221 Doclaion * Affirms LBP-00-9A on basis of dirocllon for applicant nol lo 
Store fuol w/onnchmonl in U-235 greator than 4.1% weight & rov.ow of record. Servod 
on 880720. 

SHOEMAKER.C J. Atomic Safety and Licensing Appoal Panel. #380 8000. 00/07/20. 
Olfico of ihe General Counsel. 10pp. 46258: 149-46258: 150. 


H. General correspondence 

8B 07280376 Comment on proposed rule 10CFR76 re regulation ol U enrichment 
Jacilitos Uhl InforeslOd In any licensing regulations that wou'd govern const & opor- 
alion of U enrichmoni laci'ites. 

COEW-E. Florida Power & Llgfit Co 08/07/21. CHll.K.S J. Olfico of the Secretary of 
the Commission. 2pp. 46252:360-46252:361. 


K. Utility Final Safety Analysis Report (FSAR) & amends 



6607050455 Sunma:y cf 88CG02 mealing w/uti in Boreosda.MO lo discuss response to 
Gcrer c Ur 37 02 ro so Srr c qjahPca! 0 -n O' oqupmoni per US' 4*46. 

1CUFVGNY E G EDISON, G.E Pro,9d Directorate II 2 68/06/16 Pro.GCl Directorate 
II P tCpp 45991 293 4 593? 0C3 

-8B07050467 ‘ Se srr,:c Hazard Da *6 Prepared for Roso'jVCn of US I A-4B " 

' Ebasco Services, *nc. (sues. 01 fcnserch Corp) 89/C5/16. 2lpp 45931:306- 
•t 5 S 91 326 

-8807050479 “Rad ctog cai Daia Prepaid fc' Beselut.gn ol USi A - 46 " 

' Ebasco So'viaes. ir.c, (subs of Fnserch Co*p) 08/06/16 Glpp 46S9 1.327* 
45931 357 

8808280296 forwards * Eme'gancy Power Sys Er.hencemert Ropl,” par 860527 pro- 
posed scheddo Repl provdes preliminary into ra proposed ©lodrcal power enhance- 
ments which w I bo installed at fac 'ity 

CONWAY.W. F Florida Power & Lighi Co 08/06/23. Oocu meni Conlro' Branch (Docu- 
ment Control Do 9k) Ip 45978 272 45976 330 

-B83B2B0597 ’ Emergency Power S y s Enhance monl Ropt M 

* F or da Power A Light Co 88/06/33 58pp. 45976.273-45076 330 

6697080086 forwards “NRC Evaluation Rept of Indepa^dni Mgt Appieisa' for Turkov 
Po nt P ant. ’ tor info 8 action per 680419 mono Fonva'dmg ol subj repl lo -censee A 
P OR w /* esv .eat fo- r ecor r rr end a*iC *\ s r equaled 

JORDAN. E L. Otr-co for Aralysls 8 Eva talon o' Oporetionel Dola. Di'octcr. 80/06/ 
24. GRACE, JN Rogion 2, 0*c o 1 tho Director ?pp 46134 ?3S 46134 292 

—8807080088 “NRC Evauston Ropt cf Independent Mgt Apprasal for Turkey Point 
Fart” 

SFESSARD.R.L Diagnostic Evaluation A incident Investigation Branch JORDAN.E.L 
Ottice tor Anatyss & Evaluation ol Operational Dare, D/eclo* 98/06/24 56pp 
46134 237-48134.293. 

0807130185 Grants extension for ssuanco of revised engineer rg evaVatlon for oper- 
ation of component coo! ng water HX lo 091231 p or 660509 request 
REYES.L A Reg on 2. Ofc of tho Drector. 68/00/24 CONWAY.W F. Florida Powo' & 
Light Co. Ip. 46167:334-46107 334 

06O7O7OO19 reforms that utl wi'l provide next 6-monlh miegrelod achodu'o ropl follow- 
■ rg Nov 1980 rep: 

CONWAY.W F Florida Power & light Co 09/C6/29 Oocorront Control Branch (Docu- 
mom Central Desk) tp. 46123 359-46123 359 

0807180270 Fcrwards NRC evaualhnot independent met appraisal for facility Root to- 
gether w/addl supporting dotar's from ENERCON.p'us NRC evaluation ol rept shoo’d 
prowdo va'uabio rput to' u-il to understand p'a rt prcb’oms 6 causos 
GRACE.J N Region 2. 0‘c ol tho Oirector 6B/07/01. HUDlBURG.JJ Florida Power 
& L ght Co. 3pp 46194 162 46194 218. 

0607088352 Forwards Amends 131 & 125 to Licenses DFR-31 & DPR-41. respoctivoly 
& safety ovOW. on Amerds do'eto Paragraphs O.F.SVFyj.OE^G & 3.1 to physical 
secur.ty plan 

EDISON, G.E Prelect 0 rector are 1*2. 88/07/05 CONWAY.W.F Flonda Power A Light 
Co. 4pp 46139:237-46139 247 

“0087980355 Amonds 131 8 125 to L'censes DPR-31 8 OPR-4 1 .reaped voty. doto l lng 
Paraa'apns 3 F,3 H.3.J.3 E,3 G A 31 from L'censes DPR-31 & DRFI 4f,r0specl;voly A 
adding 3.L to both licenses 

BER<OW,H.N Preset Directorate 1.* 2 69/07/05 4pp. 46130:241*46139 244 

-8007080357 Solely evaluation supportrg Amends 131 & 125 to L-censos DPR-31 & 
DPR 4l.roapoeively. 

* NRC * No Doia ‘ed Alf ‘lahon Given. 80/07/05 3pp 48133 245-46130.24 7. 

9807140308 Sum 7100205 NRC Senior Manager 860623-29 meoings re rowo-v ol per- 
formance Of p’a nt Facility categorized as requring c-ontinuad close 
monitor ng Summary of NRC discussion re facility prov dad 

STELLO.Y. Ole of ifie Emu‘tvo Director for Operations 00/07/06. HUD/BURG J J 
Florida Pow Of & llghi Co. ip. 46176.349 46176:349 

BB07130454 Gonenc. Hi 80-1 \ to ell licensees ol cperalmg reactors & holders ol CPs ro 
NRC posticn on radiation embnttlome-rt pf reactor vessot mars & Impact on plant 
operations Svc l si A Rev 2 to Reg Guide 1 .99 and 

WlRAGlfA.FJ Associate Oi/ecior to' Prdects (Post 870411) 86/07/12 Consolidated 
Edison Co pi New York, l.-iC 6lpp 46257.207-46?57:257. 

6607250325 NoLfication ol 880725 meeting w/utii h Juno 0oach.Fl to discuss status of 
licensing actions 

EOISON.GE Project Directorate l! 2 88/07/10. 0ERKOW.H.N. Pro'oct Directoralo II- 
2 2pp. 46255022-46255.023. 


Q. Inspection reports, IE Bulfetfna A correspondence 

8006300 165 Ack racapl of 060516 I'r i.Vorming NRC of steps leken to co/recl vrelatiflna 
nored In Insp Ropu 50 - 250/00 02 A 50 - 251 / 0002 . 

U ,, . LS 9 r i e ^ ne S on 2 - Ofc of the Director 08/06/14. CCMYAY.W F. Fforlda Power 
AUght Co. Ip 45989 011-45989:011. 

8806130160 NRC Info Notice 08-039, “LaSal.o Un t 2 Loss of Rocrcufation Pumps W / 
Power Oscil ahon Event Svc liai erci. 

ROSSI C.E. OYjs'on of Operational Everts Assessment (Posl 870411). 08/06/15. 
Consolidatod Edison Co. of Now York, he. 1 10pp. 4597Q 156-45978 260. 

0806160340 NRC Wo Notice 66^ ^040. “Examiners Handbook for Ooveloping Operator 
ucens.ng Exams " NUREG/BR-0122 A svc list and 

ROSSI C.E. DV.s on of Operatoral Events Assessment (Post 87Q4U\ 0Q/O6/22 
Consol dated Edison Co ofNow York, Inc. 237pp. 46240:325 4 6?4 1:201. 

60 2 41 ' " p ^ 9cal Prelection Weaknesses identified 
eMe tLvenoss Review a “ Svc lisl oncl. 

0 / l 2 ra1,< £ lfll i E t v en 10 Assessment (Posl Q7041 1 ). 88/06/22. 
Consolidalad Edison Co. of New York, fnc l22pp 45078:O34'48976 i65. 


list cncf. 

ROSSI, CE Div.sion of Operflio'ial Events Assessment (Post 870411). 06/06/22 
Consol da led Ed.son Co. of New York. Inc ii6pp 460 1 9 037-46019 152 

8006510038 NRC Info Noiico €8 044, “Meehan cal B ncfir.g of Spring noioasn Dovco h 
WostlnghousQ Type DS-4 1 6 Circu-t Breakers “ Svc list oncl 

ROSSI.CE. D.vislon of Operaticnal Events Assosamont (Post 870411) 80/00/24 
Consol dated Eoison Co. of Now York. Inc ti3pp 46019 153-46019 265 

8806240139 Suppl 1 to NRC Bultot n 68 008, The'mBl Strossos In Piping Con-ec'od lo 
PCS “ Svc lf$l oncl 

ROSSI.C E. Division of Operational Evonls Assessment (Post 8704 11) 60/06/24 
Cortaolktetod Edison Co. of New Ycrk. fnc ll4pp 460t9 266 46020 010 

6807060546 Rosponds to NRC 8Q0525 Itr ro vmlat ons notod m insp Hopls 50 250/B7- 
47 A 60 26 1/87-4 7 Corrective actions procedures will bo revised or now precocfi.rew I 
be generated 10 address handling of response to NRC v.olations 
CONWAY.W.F. Florida Power A Lighi Co. 88/06/24 Documont Control Branch (Docu- 
ment Conlro’ Desk). 2pp. 46026 263 46025.264. 

8807130203 Ack receipt of B80526 Ur informing NRC of stops taken to correct v-CnVna 
noted In Insp Repls 50-250/86 07 A 50*251/60 07 

WILSON. B A. Region 2, Ofc of iho Director. BB/00/24. CONWAY.W f- Flendn Pcwe* 
A Light Co ip. 40170.336 46170 336 

0887120124 Discusses Insp Repts 50*250/86 01 & 50-251 /QQ QI on UH0222-26 A hr- 
wards noticocf violation. 

GRACE.J N. Region 2. Ofc ol the Director. 8B/06/27 CO«NWAY.Y/ F Flor.da Pownr & 
Light Co 2pp. 40148:243-46148:251. 

-8807120129 Not ce of wolahon from insp on 690222-25.Vio , fttinns notod offsiln dcso 
©ssossmoni calculat on9 could resu't In nonconservativo doso ost males in event of 
rad.o&cVfve letoaso A fB‘tvro \o estabt sh computet control procedure 
GRACE.J N Region 2. Ofc of ihe Director. 00/06/27. 2pp. 46140:250-46148 251 

8607120147 Forwa/ds map Ropfs 50-250/08-12 A 50-251 /80- 1 2 on 880600 10 No v,o 
rations or devlaUons noted. 

COLLfNS.O.M Regan 2, Ofc of the Droctcr 00/07/01 CONWAY.W F F.'onjn Po^cr 
8 Light Co 2pp. 46164.025-46154 032. 

-8807120154 Insp Rents 60-250/80 12 & 50-251/80-12 on 08060G lONo violaMO' S cr 
deviations noted Major arca9 Inspoclod omorgoncy proporodnoss.lnduilii’.g rpv!ow of 
If slod program mal e o*omonls 

KREH.J L. DECKER. T.R. Rogion 2. Ole of Iho Director. 86/06/30. Gpp 461510/7- 
46164:032. 

6606300347 NRC Info Nolico B0-O-15, “Prob!em3 in Protoctlvo flelay A Circuit 0'nnkn* 
Coordination.” Svc lisl end. 

ROSSI.CE. Division of Operolioral Evonts Assessment (Post 070411) 80/07/07 
Consolidated Ed-son Co. of Now York. Inc 104pp 46242:100-4B242 212 

8807060006 NRC fnfo Notlco 00 046, J ‘l Iconsoe Ropt ol Dofodlvo Hoiufblsf-.ccf C-rcu I 
Broako/a" Svc list end. 

ROSSI.C E. D.vls on of Operational Evonts Assossmunl (Posl 870411) 08/07/00 
Consolidaied Edison Co of Now York. Inc 107pp 4623 1:20 1-46232.027 

6607120291 NRC In'o Notice 9B 040, “Liconsoe Ropt of Dofonhvo RofurhlshtM Vfil/09 ’ 
Svc list end. 

ROSSI, 1 C.E. Division of Operational Evaola Asscssmonl (Po^v B70-111) 00/07/1? 
Consolidated Edison Co. of New York, Inc 103pp 46242 000 4624? 108. 

6007000366 NRC Info Notice 08-047, “Slower-Than Expoctod Rod Drop Times ” Svc 
list oncl. 

ROSSi.C.E. Division of Oporatlonol Evonia Assossmonl (Post 87041 1) 80/07/14 
Consol doled Edison Co. of New York, fnc 103pp. 46240 222 46240 324. 

8BO7190O87 Forwards draft SALP repl for Juno 1907 ♦ Juno 1900 Commonls requoated 
by 680720 SALP Board mealing scheduled for 080023 

EDlSON.GE. Projact D.recto/ato 11-2. 80/07/14 VARGA, S. A. Division of Reflthr 
ProloclQ - l/lf (Post 070411) IAINAS.GC Projocl Dirocloreto 11-1 9pp 46215331 
46216339. 

6097120550 NRC Info Notice BB-CMfl, “Marking, Handling, Control. Storago A Doslmcl on 
of Safoguards Info." Svc list end 

ROSSI.C.E Division of Operat’onal Events Assos&monl (Post 8/0411) 08/07/16 
Con 80 iidaiod Edison Co. of New York. Inc. I03pp 46241:263 46242 005. 

8607120553 NRC Info Notice 66-050, ‘’Effect of Circuit Broakor Copncilanco on Ava* 
ability ot Emergency Power." Svc list oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 07041 1) 60/07/18 
ConsoTdaletf Edison Co of New York, Inc. 1 19pp 46257:258-46258.010. 

6607269053 Forwards response to first concern nolod in NRC Bullet n 80 004. “Poton- 
Lei Safely- Ro’ated Pump Loes" re potential for doad-fiooding of pumps under Blared 
condl lion a Schedule lor completion of second concern expected by OOltOi 
CONWAY.W. F. Florida Power A Light Co. 08/07/10. Documont Control Branch (Oocu- 
nreni Ccnirol Desk). 14pp. 46273 034-46273:047 

6807160101 NRC info Notice 08*051, “Fa-lures of MSIVs “ Svc list oncl. 

ROSSI.C.E. Dvislon of Operational Events Assessment (Post 07041 1). 00/07/21. 
Consehdated Edison Co. of Naw York, Inc. 121pp. 46257:006-46257 200. 


R. Periodic operating report a A related correspondence 

6607050464 Forwards mgt on shift (MOS) weekly repl for wk of 680523 per NRC 
871019 order Plan! supervisor nuclear MOS repl 9 afso oncl 

CONWAY.W F. Florida Power & Light Co. 68/06/01 . GRACE. J.N. Region 2 Ofc ol «*> 
Director. 47pp. 46073:208-46073:254. 

6607060062 Forwards summary of mgt-on-shift weekly repts A planl supervisor-nuclear 
shift repts. 

CONvVAY.WF Florida Power & Light Co. 08/06/15. GRACE.J N Region 2 Ofc ol the 
Drector. 60pp. 461 15 249-461 15:209 


8807120366 Forwards mot-on- shift wookly ropls for wk ol 000613 
CONWAY.W F. Florida Power A Light Co B0/06/22. GRACE, J N Rog on 2. Ofc ol tho 
Director. 50pp 46145.166*40145 205 

8807190067 Forwards summary of mgt-on-shifl repts for wk staring 880620.por NRC 
871019 ordor Plant suporv.sor- nuclear shift ropls also oncl 

CONWAY.W.F. Florida Power & Light Co 88/06/29 GRACE .J.N Roglo.i 2. Ofc of tho 
Oirocfor. 4/pp 46216 1 12-40210 150 

8 8072 60004 Monthly operating ropls (or June 10QB tor Si Lucie & Turkey Points W/ 
800715 Hr 

GRANT.N.W . CONWAY.W.F Florida Power & Light Co 80/00/30 17pp 46269 341- 
40260 357 

8807250281 Forwards slAh/s rept tor 8805 f 4 -00 15 far Turkov Po nt Units 3 <S 4 
GRACE. J.N Region 2, Ofc of tho D rector. 08/07/00 MURLEYJ.E. Office ol Nuclear 
Roacfor Rogu’aiion. Direcior (Post 870411) 5pp 40274: 105-46274: 189. 


9. Reportable occurrences, LERs & related correspondence 

6807120243 Confirms 800? T3 en/orcomont conference w/ulf in Region if ofc to discuss 
rocont ovonls (isolat-on of emergency diosol generator (uol ol ays) al facllity.por 
880020 to Icon Notice of mooting or.cl 

GRACE.J N Region 2. Ofc of the D.roclor 0B/06/20. CONWAY.W F Florida Power & 
Light Co. ip 40153 305*46153 306 

“0007100378 Noiificai-on ol 080713 mceimg w/uM In Atlanto.GA to d.scuss isolation of 
onieraanev doscl genera for fuel or! sys. 

CRLbNJAK.R V. Region 2. Ofc of tho Director 08/06/20 Reg-on 2, Ofc ol tho Direc- 
tor. Ip. 48153 306 46153 306. 

8007 120057 LER 07-015 0l:on 0707 1 5 4 lO.falljro to deact.vato inoperable contain- 
monl isolation valvo wilh-n 4 h as required by Tech Spocs dlscovorod Caused by per- 
sonnel error Procedures rovlsod.W/fl8070e itr. 

SALAMON.G. CONWAY.WF. Ftor.da Power & Ugh! Co. 88/07/06 6pp. 46M5. 741- 
46145:140. 

8807120613 Spocal ropi dscussos broached fire barriers & olhor f.ro protocllon sys lm* 
pairmonls duo to plant mods Nani conlinyes to Implement compensatory moasu'GS as 
applicable 

CONWAY.W.F Florida Power & Light Co. 80/07/07. Documonl Conirol Branch (Docu- 
ment Con f; pi Desk) 4pp 40148 231-4014B- 234 


V. Oporator Exomlnotlons 

8807190087 Forwards droll SALP ropl for Juno 1907 • Juno 1900 Commonts requested 
by 0BO72O SALP Hoard mooting &chedu*od for 880023 

FDJSON.GE Proloct DlrocloralO 11-2. 88/07/ U VARGA.S A. Division of Hoaclor 
Projects - I/Ll (Post 87041 1). 0pp 40215:331 46215 339. 


DOCKET 60-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

0806290081 Advises that util proposud objectives rosponsivo to NRC concerns from 
previous exorcise A clearly mdlcato ulil will ngnoss to demonstrate program updatos 
from 1980 Proposed objectives accoptobio 

SHAFER, W.D. flog on 3. Ofc of the O, rector 80/C0/22. REED.C Commonwealth 
Edison Co. ip 45974 3D0-45974 300 

0007000124 Revised omorgoncy plan implementing proceduros.incluri rig Rov HA to 
Table 0.4-1. ‘ Environ Radologlcai Monitoring Program “ 

* Commonwealth Edison Co. 08/06/23. 8pp 46122 007-46122:104 


P. Operating llcenso stage documents & correspondence 

0807120393 Advlsos lhal Rov 1 to NEDC-31346P SAFER/GESTR-LOCA analysis wCI 
bo withhold from public disclosure (rot 10CFR2 790} per 000328 application to amend 
tlconso, chong no Tech Specs Roasona listed 

ROSS.T.M. Profoct Diroclorato 111-2. 00/06/17. BLISS, H E Commonwealth Edison Co. 
4pp. 40111:310-46111:321 

080712044 2 Notifies of rolocalion of drywoJ) temp Indicoro/.por DCRDR human faciors 
commitment Amend to Tech Spoc revising Instrumoni focal- on will bo submillnd by 
060716. 

JOHNSONJ.M. Commonwealth Ed son Co. 80/00/20 MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 40156:280 40156 281 

8006280162 Forwards "Effects of Postulated DC Power Failures on ECCS 
Availability, Quad Citlos Unit |/‘ by Sargent & Lundy, domon9trallng lhal battory failure 
could lead to degraded ECCS equipment availability or isoletod doslgri weakness. 
S1LADY.J.A Commonwealth Edison Co. 08/06/21 MURLEYJ.E Office of Nuclear 
Reactor Rogu’aiion, Director (Post 87041 1) Ip. 45081:221-45901:262. 

“0006200164 “Effects of Postulated DC Power Failures on ECCS Avo 4 ability, Quad 
Cities Unit 1.” 

• Sargent A Lundy. Inc. 80/00/08. 400pp. 45981:222*45982 252. 

8807110404 Forwards Amends 109 A 105 to Licenses OPR-29 & DPR -30, respectively 
& safety evaluation Amends doteio upper toterance of reactor lo-lo water level set- 
point & correct typos In bases section 

ROSS.T. Project Directorate 111-2. 88/06/23. BLISS. H.E. Commonwealth Edison Co. 
4pp. 48141:307-40141:324. 

-8807110417 Amends 109 A 105 to Licenses DPfl-29 & DPR*30,respect,vely. deleting 
upper tolerance of reactor to-lo water level setpoint A correcting typos In bases sec- 
tion. 

NORRHOLM.L.J. Project Directorate HI-2. 08/00/23. 12pp. 46141:311-46141:322 

-8807110424 Safety evaluation support-ng Amends 109 A 105 to Licenses OPR-29 & 
OPR-30.rospect.voly. 

* Office or Nuclear Reactor Regulation, Director (Post 0704 1 f). 00/06/23. 2pp 
46141:323-46141:324. 


8007010160 Confirms 880616 plans re 8B07 10 meeting w/util at Reg on ill ofc lo ds- 
cus9 sevorai eng nearing issues associated w/ plants. 

GREENMAN.E G. Reg on 3, Ofc of iho D rector. 86/06/24. RFFD.C. Commonwealih 
Edison Co. 2pp 46009.058-46000.059. 

8607129407 Summary of 880510 counterpart meal ng w/util in Rockviio.MD ro 
paat, present A future BWR*ro!aled licensing actions A/or safety issues List of mooting 
participants encL 

ROSS.T.M. Project Directorate III ? 00/06/27 Project Di'octoraio III >2 5pp 
46111 268 46111 202 

8807139385 Forwards Amends 110 A 106 to Licenses OPR-29 & DPR-30. rospociivo'y 
A safety evaluation Amends change Tech Spocs to roviso trip setpont for ro’uel.rg 
floor red to Von mon-tors & to Glove to mgf authorfzar.'O.-? ro changes to procedure s 
ROSS.T Project Diroclorato III -2. 88/06/30 BLISS.H E Commonwealih Edison Co 
4pp 46166 040*46168 057- 

“8807130369 Amends 110 & 106 to Licenses DPR 29 A DPR-30. respochvnly changing 
Toch Specs to revise trip 96tpolnt fo- refueling floor rad-aton mo~ilors A to orovaio 
mgt aulnorl nation roqu rod (or approving operating procodu'o channos 
NORRHOLM.L.J Project Directorate III 2. 88/06/30 t2pp 40106 044-16166 055 

“8807130371 Safety evaluation supporting Amends 110 A 106 fo Licenses DPR 29 & 
DPR-30,ro9pectlvoty 

• Office of Nuclear Reactor Regu’ailon. Drocfor (Post 0704ti| pa/06/33 2pp. 
46168 058-46166.057 

8807120245 Providos revised schodulo for complotion of mod rorcul.rg roaclor water ref 
log tor two units In rosponso to Generic Ltr 04-23.WorK wll bn ccrrpo’ud during rolu- 
oling outagos- 

JOHNSON.I M. Commonwealth Edison Co. 88/07/01 MURLEY.T E Ol’ce c 1 NLdoar 
Roaclor Regulation. Director (Post 070411) Ip 46154:276-46154 276 

6607180230 Application for amends to Licenses DPR 29 & OPR 30. changing Tech 
Spocs to incroesQ filer efficiencies for control room HVAC Hr 'Iter u"il A corroct-ng 
typos Foe paid 

JOHNSONJ.M. Commonwealth Edison Co. 08/07/05 MURLE Y.T E Olfico of N„ciunr 
Reader Regulation. Direcior (Post 070411} 2pp. 46194 240-40194.254 

-B8071&0232 Proposed Tech Spocs ro control room omorgency lltrtit.'ri sys A control 
room a.r fillration sys. 

’ Commonwealth Edison Co 80/07/05. 13pp 40194 242-46104 254 

0807120 1 30 Forwards Rov 51 changaa lo QA program Top cal Rept CE-1 A did 
060707, Rov mado lo roflcct organisation channes.io provide ocfdl organiraiion posi 
bon description A Idontmcotion 10 change comrrlimenl to ANSl/ASME NQA-1 
MORGAN, W Commonwealih Edison Co 88/07/07 Documonl Conj;i>J D'anrh (Docu 
mont Control Desk), ip 46160.040-46150 075 

“8807190205 Rov 61 to licensee OA Program Top cal Repl CE-1 -A. 

SHEWSK1.W.J. Commonwealth Ed«son Co. CE-i-A f!5l 88/07/07 25pp. 40156 051 
46156 075. 


8007130454 Gonorlc ltr 00-11 lo all Iconsoos of oporolng rnocto-a A tioldn'3 of CPs ro 
NRC position on radiation embrittlement ol reactor V0S9O1 mails A impact on p'ar.t 
operations Svc list & Rev 2 to Reg Guido 1 00 oncl 

M.1RAGLIA.F.J Associate Director for Projects (P031 870411) 00/07/12 Conso lid Aloe! 
Edison Co Of Now York. fnc. 6lpp 46257 207-16257:257. 


Q. Inspection reports, IE Bulletins A correspondence 


8806130168 NRC Info Notice 08-039, "LaSalle Un.l 2 Loss of Rociru lotion Purrps W/ 
Power Oscillallon Evoni.” Svc llsl end 

ROSSI, C E. Division of Operational Evonls Assossmonl (P09t B701I1). 88/06/15 
Consolidated Edison Go. of New York. Inc. 110pp. 46978.156-45978 206. 

8807080020 Ack receipt of 880516 Hr discussing fnfo Not-co 63 021 on in«dvc*rtent 
criticalities Discovery of throe repts dealing w/lhroo ovonls mont-onod in Hr noted 
ROSSI.C.O Division of Operational Evonts Assessment (Po^l 870411) 88/00/10 
HANAUER.S.H. Technical Analysis Corp. 2pp. 46134:1 70-46134 100 

8806160340 NRC Jnfo NoJJco 88-040, “Examiners Handbook for DovcJop-’ng Op oral cr 
Licensing Exams." NUREG/BR-0122 A avc list encl. 

ROSSI.Cf.E. Division of Operational Evonls Assessment (Posl 870111) 00/06/22. 
Consolidated Edison Co. of Now York, Inc. 237pp. 46240:325*4B24i 201. 

8006170033 NRC Into Notice 88-041, "Physical Piotuclion Woaknosso9 Identified 
Through Regulatory Effectiveness Reviews." Svc list oncl 

ROSSi.C.E. DiVfs/on of Operafionaf Events Assessment (Post 87C4M) 08/06/22. 
Consolidated Edison Co. of Now York, Inc. 122pp. 45978.034-45070 1 55 

8606170291 NRC Bulletin 08-008, "Thermal Stresses In Piping Connoclod lo RCS " Svc 
1 si end. 

ROSS1.C C- Division of Operational Evonl9 Assessment (Posl 870411). 89/06/22 
Consolidated EdaonCo. 0/ New York. Inc. 1 16pp. 46010.037*46019:152. 

8808210038 NRC Info Notice 88-044, "Mechanical Binding ol Sp*-ng Release Dovica in 
Westlnghouse Type DS-416 Circuit Broakers." Svc list oncl. 

R03SI.C.E. Divis T on of Operational Events Assossmonl (Posl 070411). 80/06/24. 
Consolidalod Edison Co. of New York. Inc. 1 13pp. 46019:163 46019 265. 

0806240139 Supp/ 1 to NRC Qollatin 88 OOQ, “Thorma f Sfrossos t.n ^pfrrg Connectod to 
RCS. M Svc list encl. 

ROSSI, CE Division ol Operational Evonls Assossmonl (Post 870411). 80/06/24 
Consolidated Edison Co. of New York. Inc. 1 14pp. 40019 266 46020 010. 

0007060099 Forwards Safety Insp Repts 60-254/80-12 A 60-266/08 06 on 860310- 
O620.No violations noted. 

HARRfSQN.J.J. Region 3, Ofc 0/ iho Oirecfor. 08/06/26. R6E0.C. Commonwonlih 
Edison Co. 2pp. 46110:290-46116:290. 


-6B07060 1 1 1 Insp Repts £0 254/88-12 6 50-265/88 00 on 880310-041 M2. 18. 21.26- 
29 & O5-10.17-1B & 0601 & 20 No volet ons nofedMaior areas inspected inserv.ce 
insp actrvhas/nc'udi.ny review ol Programs 73051, Procedures 73052 8 observation of 
work. 

WARD.D Region 3. Ofc Of the Doctor 86/06/28 6pp. 4011B;292-46116 299 

889706020? Forwards Salary Insp Ropls 50-237/88 14,50 249/08-15. 50-254/88- M & 
50-265/86-14 cn 080525-0616 No vic'ations noted 

HARRISON, J J. Reg on 3. Ofc of iho Ol-ector 89/06/26. REEO.C Commonwealth 
Edison Co 2pp. 46106 239 46106 247. 

-8807060210 insp Repis 60 237/8S-14.50-249/e6- 15.50-264/68-14 5 50-265/68-14 on 
860525 0616 No violators or deviations noted Major areas Inspected action on previ- 
ously iden’ii.od ncncom-pl annas & LERs 

GAVULAJA-. QANlELSCNOH Region 3. Q'c ot Ute Oirecter 88/00/28 7pp 
46106 241-46106 247. 


8807120217 Forwards Safety insp Repts 60 251/08-16 & 50-265/B8-16 on 680607-15 
6 not ce o* viola Nn 

MllER.HJ Region 3. Ofc of the Director. 89/07/61 REEO.C Commonwealth 
Eo son Co 2pp 40135 232-46135 254. 

-0007120221 Noi'co of violation from insp or 880607- l6.Vio!ation noted.operalor in 
charge of porfo'mng fempora'y t?1 on 2A car.teir.rreni atmospheric moniionn-g post- 
acciae.n hyd-ogon/oxygen sysdid rot field verify slabs ol mon tors 
MlLtf fl.H J. Reg on 3. Cfc Cl the D rector. 88/07/01. Ip 46135 234 46135:234 

-8807120224 fnsp flopte £0-254/00 16 & 50 2 65/60 1 6 on 880607-16. Violate n9 
noted Majo r areas Inspected coma nmam integrated teak rata test 
procedu'eteerfomnarcG 5 results, loca’ leek tale lest results & LER fol owjp 
MENOrZ.R . MAURA. F A . PHIll PS MR. Region 3. Ole of the Director. 00/07/01 
2Cpp. 46135.235 46135 254. 

6807210269 Forwards r.oimzed vor9lon of JS Abel affidavit per vlo'at-ons noted in Insp 
Repts 50 237/06 13 0 50-249/86-15 

SIEPTOE.P P. Sid Gy & Auslr. 68/07/05. UEEERMANJ. Ole of Enforcement (Post 
870413). ip. 46230 231-46236 265 

-0897210276 Affidavit of MS Turbak re qualification ol AMP butt spices 
TL'RBAK.M S Corrrronwea'th Edison CO 80/06/28 ?pp. 46236 258-46236:259 

-8097210276 Affidav.l of lM Johnson re onv.ron qua' ficatlon ol AMP bult splices In GE 
penetrations 

JOHNSON, I.M Ccmrr.onwea'lh Edison Co. 66/00/20 6pp 46230’ 260 46236:205. 

6607129010 Discusses envron quaH.coion Insp of butyl rubber Insulated cable on 
B70608 072B.lir pie mentation of surve Hence (condtion monito^ng) program suggest- 
ed Rosponsn requested wilh n 30 days of itr date 

MILLER.HJ. Region 3. O'c o? the Director 00/O7/G6 REED.C ComroonweaUh 
Edison Co ?PP 40140 224 46146:225 


8806309347 NRC Info Notice 60-045, ' Prob'ems n Protective Relay & Cffcuil Broaker 
Coorcf nation " Svc list oncl. 

ROSSI, C f. Di/ison ot Operational Events Assessment (Post 070411) 88/07/07. 
Consolidated EdiscnCo of Now York, me. 104pp. 48242. 100*46242-2 12 

0907060006 NRC ln\> No I ce 80 046, 1 Licensee Repi of Dofoclive Refurbished Crcu.t 
Breakers " Svc list encl 

ROSSI.Ce. Ohnsion of Opetetionai Evonls Assessment (Posi 870411). 88/07/08. 
Conso'ldatod Ed son Co of New York, he 107pp 46231 281 46232 927. 

8007190023 Inforrrs that util response to NRC Gu : Gfn 09 001. "Defects In Wesi ng- 
bouse Grcu t Breakers," Salvador j 

ROSS.T Proloci Directorate IIS-2. 80/07/11. 0LISS.HE. CorrmonwoaHh Edison Co 
7pp 46209 097-48209:103 


8807200198 Responds to NRC Bui’etn 60-004 re potor.t'al te f deadheading ol one or 
mere pumps <n sate ty -misted ays & poteiteai for Inadequate mhriovv capacity. 
MORGAN.WE. CommonweaTh Edison Co 88/07/lt. Document Control Branch 
tDocurr.e-nt Control Desk) 30pp 46220 192-4622B211 


08071202-91 NRC Info Notice B0-CM&. "Licensee Repl ol DofocLvo Refurbished Valves ” 
Svc h9t encl 

ROSSI.C E O.vsion of Operai.onal Evdnls Aasossmoni (Post 070411). 00/07/12 
Consolidated Ed.son Co. of Now York, Inc I03pp 46242 000-48242:108 


8BD7080366 NRC Inlo Notice 88-047, "Slower-Than-ExpoelQd Rod Drop Times " Svc 
list encl. 

ROSSI .C E Division of Operai-cnal Events Assessmeni IPo&t 070411). 60/07/14 
Consol dated Eo 90n Co. of Now York. fro. 1 03pp. 46240 222-46240 3 24 


880712CS50 NRC fn'o Notice 83-040, '‘Marking.Handlng.Coniroi.Sloraoe & Destruction 
of Safeguards Inte" Svc list end. 

ROSSI I.C.E. Dryteon of Operelcnal Events Assessment (Post 870411) 68/07/18 
Consolidated Edison Co. of Now York. Inc. I03pp 46241:263-46242 005. 


0807120563 NRC Info Notice 88-050. ‘Effect of C'rcull Breaker Capadtence on Avail 
ability of Emergency Power " Svc list end- 

RQSSIC.E D.\Ja |on of Operafcnal Events Assessmeni (Post 8 70411). 86/07/18 
Conso r idatad Ed.son Co of New York. lc\c llEpp. 46267.256-46256.016 


®*2ri<?o,V5 L N £9. ,nfo Mo1ice “Falures of MSlVs.” Svc l.st encl. 

ROSS ,C.E DMs.on of Ofteratonal Evenie Assessmeni (Post 870411). 86/07/21 
Consol dated Edison Co ot New York, Inc 121pp. 48257:006-40257:200. 


R. Periodic operating re porta 4 rotated correspondent* 

* 8 ?980^ 2 ^ forwards l sing of charges.tests & experiments completed during June 

A ^s™***^* 89/00/27 Office ot Nuclear Reacto t Regufa- 
tk>r>. Director (Posi 870411) 10pp. 46233:3 40.46233.357. y 

9 c P 0f ®lng repts for Juno 1988 for Quad Cfties.Unlls 1 & 

nnRFVfl y 0 P Gr fi![gjopls for Apr & May 1986 for Quad Ciiles.Uml 2 

?on ^2ITS5S!!^I h * Ed, 52i5 5i i 8 , 8/08/27 0fflCQ Gf Nuc ' QGr Reactor Regu^a- 

non. Lhrecfor (POSI 070411). Ip. 46201:290-46201 S21. 


-8897100362 Monihiy operaimg repts ror Juno 19 «b for Uund-Cit'OS Nuc'oa' PcAor Sla 
ton Urns 1 8. 2 

OEELSNVDER.L Commonwoa'rh EdsonCo Bfl/06/30 20pp. 46261 300 46261:319. 

-8007280327 Revised monlhty ope'alir.g repl for Apr 19B0 for Quad Chios Uril 2 
DEELSNYDER.L Commor.wea'rn Edison Co 88/04/30. ip 48261 320 46261320 

-8607280329 Revised monthly operating iep\ fet May 19BB lot Quod-Cittos Ur.n 2 
DEELSNYDER.L Commonwealth EdsonCo 8B/05/31. ip 4628 1 32 1 46261321. 


8. Reportable occurrences, LERs & related correspondence 


8807160203 LEft 9B 009-00 on 600606. HPCt Sys declared Ir.oporot'.lo when o" pu^P 
motor b'eake' turned off due to smoko odor Odor determ ned noi to bo coT ng from 
jjurnp motor Tra ning lesson p'ans revisod to p/ovrdo Info ro motor heaters W/ 880 7Q 5 

HJLL.K J.. QAX.RL Commonwealth Edison Co 88/06/30 4pp 46102 I9i-46i8?-i04. 


V. Operator Examinations 


&807120109 Forwards draft Rev 5 to ES 601. "Administration of NHC RoquaU cation 
Program Evaluat ons “ VV/o oncl. 

WRIGHT, G C. Rea on 3, Ofc of the Director 88/06/23 NCAL.J Co.'nronwoall'l 
Edison Co. ip. 46149 350 46149 350 


DOCKET 50-25S PALISADES NUCLEAR PLANT 


F. Secirrlty, medical, emergency A fire protection plans 


8606290309 Temporary Charge NoUco TCN-El 88 001 to Pngo 15 of Rgv 15 to Er*or- 
genev Plan irrptemont no procedure EM. "Activation of S.lo Emorgoncy Pian/Errpf- 
□ency CiasslficaHon.*' W/rev & approval summary shoot. 

DAWSCN.M, KOZUP.CS . BRUNET.J.R. Consumers Power Co. 00/05/10 4pn. 
45007.090-45087:093 

6606290297 Rev 7 to Emergency Plan Socbon 8, "Malnto nng Emorgoncy Prepared* 
noas " 

DAWSON, M. Consumers Powor Co 98/06/17. I5pp 45987. 1 7 1 -4500/. 105 

0008298301 Rev A to Emorgoncy Plan Implomonllng P/ocoduru El 6 13. "fYotOCLv© 
Action Rocommondalfons for Olfs Co Populations." 

' Consumers Powor Co. 68/06/17. 3pp. 45097: 188-45087; IMB. 

0008290305 Rev 0 lo Emo/gercy P-'nn Impfomonhng Procedure App I. "NUREC 0054 
Crosgroforenco." 

DAWSON. M Coneumers Power Co 08/06/17. Bpp 45008.010 45000 01 7 

0806290484 Rov 3 to General Ole Emergency Planning Procwhrn GOtll-i. "Gcnotol 
Ofc Response Team.” W/Rov 17 to copyholders Ii9t 

* Consumers Power Co 80/09/21 14pp 46997 022-45907 035 

6807010069 Advises ihnl 8B052G revs lo plant emorgoncy p!nn conslstorf w/ 
H)CFR50.64(q) & acceptab’o. 

SHAFER.W.D. Region 3, Ofc of lire Director. 8Q/00/27. HOH MAN.D P Censjmo<& 
Power Ce. 2pp. 46008: 1 99-46008:200 

8607060303 Rov 2 lo Emergency Pian Implomening Procodu/o £1-15 2, “Cormruncn- 
tiona prills." rov & approval summary cover shoot 

BRUNET.J.R. Consumers Powor CO. 09/06/27. 2 pp 461 16.300 461 15 301. 

0897110168 Rev 13 lo Auachrr.em \ to Emergency Plen in'iplontente'ig Ptocod\ii« El- 
2.1, "(Err.erQoncy Nolificntion." 

* Consume/s Power Co. 80/C6/29 2pp 46140.355-40140.356 

6697120009 Ack roco pi of 86061? Hr which transmitted Rev 7 lo Soclion 8 of ul I S to 
cmorgency plan 4 App I to p'an Rovs do not decrease effoctivenoss ot plan 6 con- 
sistent w/IOCFR 50.64 (q). 

SHAFER, W D Reg on 3, Ofc of tto D-rector. 88/07/05. HOFFMAN.D.P. Consumo-s 
Power Co 2pp 46148 157-40140 .168. 

8807190147 Ack rocelpt of 080519 changos to site omorgoncy plart. Including Rov 9 lo 
Section 4, "Emergency Conditions'’ & Rev 0 to Figure 7-1. "Emorgoncy Fac 11-09.“ 
Changes acceptable 

SHAFER.W.D. Rcg'orv 3, Otc ot tt’.e Ouecior. 00/07/08. HOFFMAN.D.P. Consumers 
Power Co 2pp. 4 62 17:253-462 17 254 

8607250021 Rev 6 to Emergency P.’on implementing Procedure El-0.1, "floloaso Bato 
Determlnal on From Stack Gas Monitors." 

BRUNET.J.R., KOZUP.C.S Consumers Power Co. 88/07/13. 11pp. 46259200- 
46269:218. 


8007190324 Forwards Rev 20 to fac-hty socurity plan. Encl w.lhhold (/of 10CFR73.21). 
BERRY, K.W. Consumers Power Co 88/07/16 Document Conlrol Branch (Document 
Control Desk), ip 46219:360-46219 360. 


8007260384 Rev 0 to Emergency implementation P/oceduro El-4.4. "Malm Support 


BRUNET.J.R. Con su mors Power Co 88/07/20. 2pp. 46274 321-46274:322 


P. Operating license stage documents & correspondence 

8807050289 Forward GAMMA METRICS proprietary Documents 088 & 073 tradite'l- 
enily omitted from 880325 submittal ro reactor protection 8V9 mod & Tech Spocs 
changos Responses to NRC requost for addl info encl. 

KUEMiN.J.L Con9umejs Power Co. 80/06/27. Documont Control Branch (Oocumont 
Conlrol Desk). 11pp. 46069 276 46069:266. 


DOCKETED ITEMS 31 


8807050306 Requests authorization to expand 871 1 12 & 680125 requests to rela-n soil 
to Include entire south radwaste oroo Util intends to transfer radwagio activities wh ch 
caused contain nqticn ot soli from south radwaste fl'oa 

KUEMIN.J L Consumers Po wor Co 80/06/27. Document Control Branch (Oocumont 
Control Oesk). 7pp. 40020 209-4G026 295. 

0607070538 Forwards notice of consideration ot Issuance ol amend to proviS'onol tl 
conse & opportunity for hoar ng based on 880325 application lor amend. 

WAMBACH ,T V. Project Droctoralo 111*1 . 8Q/C6/20 BERRY.K W Consumers Power 
Co. 3pp <161 10 215 461 19 222 

-8807070538 Notco of consideration of tesunneo of amend to License OPR-20 & op- 
portunity tor hearing Amond would revise Tech Specs to add oddi Irr.Ualions to plant 
operation w/fosa than lour roaclor coolant pump9 opera t-ng. 

VtRGll 10, M J. Project Ci'cctorato III 1 08/06/28 5pp 40119 .210-461 19 222 

0607130141 Informs ihai concern re plant coble degradation duo to past overloads sat 
is f actor. I y roso'vod.hasod on roanaly9ls of remaining cable l ie & proposed replace- 
ment with n 2 yrs 

VIRGIL 10.M.J Project Directorate 111*1. 80/07/08. MILLER.H J Region 3. Ofc of th.o 
Director 2pp. 46 1 65 000 461 65 010. 

8807 130454 Generic Hr 88-1 1 to all licensees ot oporol ng roactors & holders of CPs ro 
NRC pos lion on radiation ombrltllomonl of reactor vos9el matte & impact on plant 
operaf-ons Svc list & Rov 2 1o Reg Guido 1.90 end 

MlRAGLIA.F.J Associate Direcior for Protects (Post 87041 1) 88/07/12. Conso'idated 
Edison Co. Of Now Yo*k. Inc 5lpp 46257:207-46257 257 

8807260078 Fomvards SSER accoptng ulil 0B0122 proposal to rosotvo six opan Homs 
re Gonorlc Ltr 02-33.Proposod /nplumontaiion of schodu'e of second refueling outago 
also acceptable. 

WAMBACH, T V Pro;od D-rodorato 111-1 88/07/lD BERRY.K. W Consumor9 Power 
Co 3pp 46269.172-46269.177 

“8007260086 Supplemental sefoty ovaluat.on according uli'. proposal to resolve 9ix 
opon lloms ro Generic Ltr 82-33 

* Otllco of Nucioar Reactor Regulation, Director (Post 870411} 00/07/ 19 3pp. 
46269.175 46269.1/7 


Q. Inspection reports, IE Bulletins & correspondence 

8806130108 NRC Into Ndf-co 88 030. 'laSoffc Un;f 2 toss a( RccfrcutefJcn Pumps IV/ 
Powor Oscillalion Evont." Svc llsl oncl 

ROSSl.C E D.viglcn of Oporobans! Evonts Assessment (Posl 070411) 00/06/16. 
Consolidated Fd.3on Co Of Now York. Inc. 1 I0pp 45070. 156 46978.200 

8806160340 NRC Info Nollco 80 040, ‘■Exemnors Handbook for Uuvolopmg Operator 
Licensing Exams " NURFG/BR-0122 A svc l.st oncl 

ROSSl.C E D-vl&lon of Operational Events Assessment (Post 070411) 00/06/22. 
Consolidated Ed.son Co of Now York, Inc. 23/pp 46240 325-4024 r 20 V 

8B06 170033 NnC Info Notco 00 041. "Physical Protection Woakno99os Identified 
Through Rdyutefory E f foe five ness Reviews ” Svc fraf oncf 

ROSSl.C E Divison ol Oporallonal Evonls Assos9monl (Post 070411) 80/00/22 
Consolidated Edison Co of Now York, Inc. I22pn 45O70O34-4597Q16S. 

8806170201 NRC Uu telin 80-008. "Thermal Slrossos In P.plng Connoclod 10 RCS " Svc 
list end. 

ROSSl.C E O.visten of Operational Evonts Assessment (Post 070*1 11). 00/06/22 
Consolidated Ed.son Co of Now York, Inc HOpp 460t9 037 46019 152 

8807060314 Forwards Safety Insp Rapt 50-255/00-15 on 000531 & 0601-02 No v.ola 
lion 9 noted 

SHAFER, W O Region 3, Ofc at tho Ofrocfor. BQ/06/23. HOF FMAN.OP. Consumers 
Powor Co. 2pp 40110009-46110100 

“8607060316 Insp Rept 50*255/00 16 on 880531 & 0601*10 No violations or dovialions 
notod. Major oroas Inspected, chomlstry program, Including 

proceduros.organl/atlon.Ualn-ng.roactor sys water QC programs & QA/QC program in 

Tab. 

HOLTZMAN.R B., HOUSE.J E.. SCHUMACHER.M.C Region 3. Ofc ot Iho Director. 
60/06/23. 10pp. 46118.001-46110 100. 

8806210030 NRC Info Notico 80-044. "Mechanical Binding of Spring Roloaso Dovlce in 
Wosfinghouso Typo OS-4 16 Cfrcuff Breakers." Svc fiat onef. 

ROSSI.C.E Oivi&ion of Operational Events Assessment (Post 870411). 00/06/24 
Consolidated Edison Co of New York. Inc. 1 13pp. 46019:163 46019 265. 

8806240139 Suppl 1 to NRC Bullolin 00 008, "Thermal Slrossos In Piping Connected to 
RCS." Svc Lsl end 

ROSSI, C.E. Division ol Operational Evonts Assessment (Po9l 070411). 88/06/24. 
Consolidated Edison Co. of Now York. Inc 1 14pp. 46010. 266-46020.010. 

6606300347 NRC Info Notice 00-045, "Problems In Protective Relay & Circuit Breaker 
Coordination." Svc t!9l oncl. 

ROSSf.C.E. Ofvrsion of Oporot.onel Evonts Assessment (Post 870411) 00/07/07. 
Consolidated Edison Co. of Now York. Inc. 104pp 46242:1 09-46242 21 2. 

8807130181 Rosponso to NRC Bulletin 80-004 re potential safety-related pump loss 
BERRY, K.W. Consumers Power Co 80/07/07. Document Control Branch (Document 
Control Desk) 12pp. 46167.335-46107 346. 

8B07080006 NRC info Notice 06-046, "Licensee Ropt of Defective Refurbished Circuit 
Breakers." Svc list encl. 

ROSSI.C.E Division of Operational Evonts Assessment (Posl B704I1). 08/07/08 
Consolidated Edison Co of New York, Inc. 107pp. 46231 201-40232:027. 

8807120291 NRC info Notice 88*040. "Licensee Ropi of Defective Refurbished Valves." 
Svc ll9i oncl. 

ROSSI.C.E Owlsion of Oporallonal Events Assessment (Post 870411). 00/07/12. 
Consolidated Ed.son Co. of New York. Inc. 103pp. 46242.006-46242:108. 

8807080366 NRC info Notice 88*047, "Slowor-Than-Expooted Rod Drop Times." Svc 
list oncl 

ROSSl.C E Division ol Operat'onal Evonts Assessment (Post 870411) 88/07/14. 


6807120550 NRC fnfo NodCQ 88 049. "Marking, Handl-ng.Control.SlO'age & Destruct on 
of Safeguards into " Svc f i 9 t encl 

ROSSI.C.E. Divison of Operational Events Assessment (Posl 8 70411) 80/07/18 
Consolidated Ed son Co. of Now York, Inc 1 03pp. 4024 t 263 46242 005 

8807120553 NRC 'nto NoLco 80-050, "Effect of Crcu.t Broakor Capsctance on Aval 
ab My of Emergency Power.” Svc list oncl 

ROSSI.C.E. Division of Operational Evonts Assessment (Post 870411) 88/07/1 8 
Consolidated Edison Co. of New York, Inc 110pp. 46257 25B-46258 01b 

8807180101 NRC info Notico 88-051. "Failures of MSiVs ” Svc 1st oncl 
ROSSI.C.E. Division of Oporallonal Evente Aasossrr.ont (Posl 670411) 88/07/21. 
Consolidated Edson Co of New York, ir.c I2lpp 46257 0e6 40257 206 


R. Periodic operating reports & related Correspondence 


8007150119 Monthly oporat ng ropl for Juno 19B0 for Pal sades Nuclear Plani W/ 
0BO7O7 Hr. 

PACKARO.G.C , GORALSKI.G Consumers Pcwo* Co 00/06/30. 4pp 40105 353- 
40165:356. 


V. Operator Examinations 


0007120135 Forwards dreil Rev 5 to ES-601. "Adxhislrot on of NRC Roquaiilicalion 
Program Evaluations." W/o oncl. 

WRIGHT.G.C. Roglon 3. Ofc of tho Director 68/00/23 MERWIN.W. Consumers 
Power Co. Ip. 46149:353-40149 353. 


DOCKET 60-269 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8807120162 Forwards I stod draw.ng9.por NRC BBU524 requosl for eddl Info to support 
App Ft aud.lltom 9 not requested for facility, por discussion during 880006 0B site 
visll.Rolated documentation oncl W/ I5t oversize drnw.ngs. 

GRIDLEY.R. Tonnosseo Voiloy Authority. 08/00/07. Document Control Branch (Docu- 
ment Control Desk) 1,940pp. 46158.080-46163 234. 

6808200370 Forwards Info documenting util concurrence w/socurily rostnrt issues Idon 
tifiod during 0B05iQ telcon Encl withhold (tel 10CFR73 21) 

GRIULEY.R Tonnosseo Valley Authority. 00/OQ/16, Oocumont Conbol Branch (Docu- 
ment Control Dos K> 2pp 45095 212 45085-213. 

8807060060 Foiwards Insp Ropls 50 259/0B- 14,50-260/00 14 & 50-206/08-14 on 
880509* 13. No violations or deviaHons notod 

MCCOY, F.R. Ofc of Spectef Pro/octs 68/06/20. WMiTC.SA. femosson Vat'oy Au- 
thority. 2pp. 46110.060-46110.104. 

*-0807060071 Health Physics Insp Repts 50 259/0B-1 4,50-200/06 14 & 50-206/80-14 
on 000509*13. No violations or dov.ationg noted Major aroas inapoclodfolfowjp on 
previous enforcement teeuG9.organizailon & mgi controls & trateing 
WEDOINGTON.R E Region 2. Ofc ol tho Di'ec tor. 0B/O6/O3 16pp. 46110 090- 
40110:104. 


8807010036 Forwards supplemental response to NRC 860521 Ilf ro vlo’atlon noied In 
Insp Repts 50-259/56 09,50-200/06-09 8, 50-200/00-00 Prosen J schedule lot physical 
completion ol secondary contelnmont lire barrier seeling Is 081031 
GRIDLEY.R Tonnosseo Valley Aulhonty. 00/06/22 Document Coni rol Branch (Docu- 
ment Control Desk). 3pp. 46000 040-40009:050. 

8007110427 Forwards safoty ovateauon accopt.ng slated responses lo Gonorlc Ltr 82- 
33 ro p09t-accldont monitoring instrumontellon & associated Rog Guido 1.97 as ap- 
plied to emergency rosponso facilities. 

BLACK.S. Ofc ot Special Projects 08/06/23. WHITE.S A. Tonnosseo Valloy Aulhority 
3pp. 46100:139-40100:144. 

“8807110447 Safoty ovateation accepting post accident monitoring instrumentation 
design conformance w/Reg Guide 1.07. 

* Office of Nucioar Reactor Regu’ation, Director (Po&l 07041 1 ). 88/06/23. 3pp. 
46100:142*46100:144. 


-0803250380 "Contormanco lo Reg Guido l.Q7,Browns Forry Nucioar Plant, Unts 1.2 & 

3." 

UDY.A.C. EG&G Idaho, Inc. (subs of EG&G, Inc) FIN A-0483 EGG EA-0073. 85/09/ 
13. Division ol Systems Integration (811005-051124). 27pp. 46100:145-46100:171. 

8007060470 Notifies that separate ftr sent to NRC ro ut f objectives for T906 radiofogicsr 
emergency p f an oxcorciso In order to protect o^octlves from d.sdosuro lo exercteo 
participants Ob|octivos supplied por NRC 04 101 1 roquosl 

GRIDLEY.R. Tannessoo valloy Authority. 80/06/30. Documont Control Branch (Docu- 
ment Control Desk). 2pp. 46103:331-46103:332. 

6007070562 Forwards Rev 6 to physical security /contingency pi an Rov withhold (ref 
10CFR73 21). 

GRIDLEY.R. L. Tennossoo Valley Authority. 80/06/30. Documont Control Branch 
(Document Control Desk). 2pp 46110:279-46118 280. 

8607250410 Immediate temporary change lo Rov 1 to Procedure EPlP-01, "Emergoncy 
Plan Classification Logic " W/880715 ltr 

GRIDLEY.R. Tennessee Valley Authority. 08/07/15. 11pp. 46254:285-46254:290. 

6007290008 Discusses omorgency preparedness mod ol low threshold evont repoitmg 
& emergency reporting procedures for plants. Util will no longer classify & rept evonts 
in manner described in radiological emergency plan duo to const states. 

GRIOLEY.R. Tennessee Valley Authority. 68/07/15 Doeumonl Control Branch (Oocu- 



n uonmai 


8807260398 Confirms lelcon ie vo'u"ia7 ret'ement or Hi Abercrcmbe. site director on 
680722.J7 uapo r.t w t be ass gned aci rg s.te o r ector info transmitted per ul I re- sod 
corporate nucWr performance plan did /el 198? 

WHITES A Tennessee Valoy Auno'ify 89/07/20. PARTLOW.JG Ole cl Special 
Projects ?pp 463 jO 136-46300.137. 


J. Insurance & indemnity Information 

6607166694 Forwards Endorsements 101,97.66.58 & 42 to NELIA Policies NF19B.MF- 
Q6.NF -24 7.MF ♦ 1 02 & NF -255.respectivOl / 

SANNA.L J Marsh A McLennan, .'nc 80/07/05 OIMT^I Office of Nuclea' Reacior 
Regulation. O dor (Post 870411) 6pp 46404.149 46104 164 


K. Utility Final Safety Analysis Report (FSAR) & amend® 

&B072WW44 Amend 6 to updated FSAfl tc? Biovms fVcy Nuclear Fleet Units 1.2 & 
3 W/B807 19 li' A one oversee I gu*e 

GRIDIEY.R Tennessee Va ley Aulhciry. 89/07/19. 20 Opp 46239 001-46239:330 


P. Operating license etage documents A correspondence 

8807050091 Forwards fac ‘ho* pubic notce lor futtcaiion on 890024 In Decalur Daily 
& edvortisha order approving pjb! -ca tion. 

BLACKS Ofc of Special Pro.ecfg 99/06/22. SMITH, P Decatur. AL. Dpp 45998 043- 
45998 051 

8807010060 Advises irat proposed Tech Specs 6.2 t.b A 62 l.c m 000517 Application 
for amends to licenses do net specify posn.cn Ltios for coriospcrcfirg rngl 
positions. Usted posil.or.s 9 hould bo 'ncorporaiod nloc'oposod Tech Specs 
GRIDLEY.R Tennessee Valiev AuUi&iiW. 8S/C6I23. QocutroiV. OnttOi Branch (Cocu* 
menlCoPlfo! Desk). 2pp 45997 247 45997 240 

B9970T0721 Nofi'Jcatlon ol 880630 mooting w/uM n fiockvflo.MD 1o discuss sa-smic 
design methodology lo r pipe & pipo supports 

KELLY .JC Cfc oJ Special Project 00/C6/23. BLACK, S 0*c ol Special P/cJocIs. 3pp 
45991 230 4596 1 232. 

6807 110427 Forwards sa'aty ova’ualon accepting slaied responses to Genonc Ll* 82* 
33 re posi-ecclder.t rr,oni*onnfl mstru/rertalion & associated Hog Gu'de 1.97 as ap- 

S ' ed to emergency response fac< itles 

LACK.S Ofc ol Spec-el Prcjecia. 66/C6/23. WH-TE.S.A Tonnosseo Va'lay Authority. 
3pp 48100 139 48100 171. 

-8807110447 Safory evaluation accepting post-acc donl monitor ng instrumental on 
design corYormanca w/fleg Guido 1.97 

• Office cf Nuclear Reactor Regulation. Director (Post 870411) 88/06/23 3pp 
40100 142-46100:144 

- 0603250300 "Ccrformance to Reg Qude VGT.Q'Qwns Fe“ty Nuc'ear Plant, Un la 1.2 & 
3.” 

UDY.AC EG&G Idaho. Inc (subs, ol EG&G. Inc ) F.N A 0403. EGG E A- 6873. 05/09/ 
13. Divl9 on of Systems 'ntegratlon (01 lCCS-051124) 2?pp 4B100 145*40100:171 

8807050530 Applcalon for amends io Licensas 0PR-33.0PR 52 0 OPH-6B. clariy,ng 
limil.ng cond Lons fer operation for RHR svc water & omergoncy equlpmert cooirg 
water sy$ Foo pa'd 

GFtiDltY.fi. Tennessee Valav Authority 89/08/24 Docutnoni Control Ora neb (Docu- 
ment Consol Desk) 2pp 46073 282-46073 278. 

-8807050531 Proposed Tech Specs revs cla'itying limiting cond. Ilona for operation for 
RHtf svc water & omergercy aqjiprr.ant coo! na wale/ 

• Tennessee Valley Authority. 08/00/24. 16pp. 46073 264-46073:270 

6807060173 Forwards ampacity eve'uailon program p’an.Rov 1. Incorporal ng results of 
680426 mooting w/NRC ai site Summa'y of comm Iments also ercL 
GRlOLEY.R. Tennessee Valov Authonty. 80/08/24 Documenl Control Branch (Docu- 
ment Conirol Desk). 1 1pp 401 17 318 461 1 7 328, 

0007070093 App' caion for amends to Llcerses OPR33.DPR-52 & DPR 60. repiac-ng 
reactor wsier level refs lo top of active fuel w/ cor responding ref to vessel 
zero Proposed determination of NSHC provided Fee pa d. 

GRIOLEY.R, Tennessee VeTey Authority . 88/C&/24 Document Conirol Branch (Docu- 
ment Conirol Oesk). 2pp. 461 25:147-461 25; 107. 

-880-7071)099 Proposed Tech Specs 1.1/2. 1.3 1/2.1 & 3 2/4 2 fer feci Vies 
• Tennessee Valley Authority. 88/08/24 I9pp 46125:149 46125 )67 

0BO7O7OOB3 Forwards summary of util 690524 presenislon re m.n edge d stance for 
anchor bolts discussed in 080310 10CFR21 noUication frem Hiltl.tno 
GRlDLEY.R, Torir»essee Valley Authortty 88/00/ 28. Documenl Control Branch IDocu 
ment Control Oosk). 3pp. 48136; 2 98 40136:300. 

0007070110 Confirms actons agreed to during 890510 meeting w/NRC re PRA Uul will 
provide Summary document to NRC by 06O&3O, including rationale for conciudirg that 
revised PflA will conservatively reflect configuration of Urlt 2 ai restart. 

GRlDLEY.R Tennessee Ve'lew Aulhchty. 88/06/28. Document Contrc! Branch <Docu- 
menl Control Oesk). 2pp. 46123 35 1-401 23:3 52. 

8807080018 Summaiy of 980602 meeting w/TVA re impte mentation of ATWS 
ru’e.l0CFR50.6? list ol etlendess & ca'cufailons encl Specifics of sient'by l‘nu?d con- 
Vol Sys.B'tornela rod intecien 5 reci'CUalon pump inp des gna d-scussed 
KEllYJ.l Ofc of Specie! Projects 00/06/28. Ofc ol Special Projects. I24pp 
48133:331-46134:094. J r 

0007070510 Summary of 880610 meeting w/util re p pe 4 pipe auppons s&svntc design 
meinodology.ULl agreed lo reeva'ueie piping A pipe suppens according to SRP & 
compare to ordinal design basis lo es»af sti marg n ol difference. 

•JELLV.J L Ofc of Special Projects. 0B/O8/20. Ofc oi Spec-al Proects 5pp. 
48119 160 46119:104. ' 


O r, R-33.DPrl 52 & DPR 66 lo* pjl/'-calicn in rLntsvi‘'e Tunes 8 Dccaiur Da yAmond 
deletes oroenzaiionei chs'i9 irom Toch Specs 

BLACK SC Ofc Of Specie! PfO.OCtS B0/O6/29 WHITE S A Tor nossoo Vnl'oy Ajtior- 
ily. 1?pp 48112 117-46112 1?8 

8807130331 Forwards Arr.onds 149.145 8 120 to Licon9os DPR -33. DPR 52 & DPFI- 
66,rospGCtivo'y A safety evaluation. Amunrjs de’oto organization charl.s from fldrr ms- 
Irative contro's sccton of Tucfi Specs In accordance w/Gonnrlc Llr 00-C6 
BLACK ,S. Cfc ol Spec-al Ptojecls 6R/08r33. WH TE.S A. Tonne«*soo Valley AlVwx \ f . 
3pp 46164 058-46104:215 

-0807130332 Amends 149.145 A 120 IO l.iconsos DPR 33.DPR 52 & P ; R 68. 
respectively. del# ng orgoni/a'. on c'mns 1’pm pdm nsvtav-vo conirols soevon ol Toch 
Specs in accordance w/Gunonc Lt- # B3-C6 

RLACK.S. Ofc Of Special Prcjecls 88/06/30 iCBpp 4H164 101-46104 ?0B 

• 8097130333 Safety ova'uat-on suppcri ng Amends 149,145 A 120 to Licenses DPR- 
33.DPR 5? S DPR-68, respite* very 

• Ofc of Special ProJ&cis 98/06/30. /fip 40164 ?09 46164 ?15 

0607120519 Forwards Amends 150,146 A '21 lo Licerisos OPn-33,nPR-52 & UPR- 
68 rospeef voiy A safety ovaljator Amends modify Tech Spoc survuil'anco roqu # o 
ments to replace ‘ not lo exceed” w/ “el 'east oncu every “ 

BLACK. S Ofc of Special Projects 08/07/05 WMITF.S A Tnnii09SOO Vnlloy Aulhonly 
4pp 46148 101-46140 140 

-0007120526 Amends 150.146 a 12 1 to Licenses DPR 33.DPR-5? A D^R-GS, 
lespec*. vely mootly lech Spec sun/cJancc toevu rGmurvis lo tepinen “c-qi :o 

oxcood ' w/*’6t loa&l dneo Ovory *' 

BIACK.S Ofc of SpOC-al IVojecIS 08/07/05 3?pp 46H0 106 46148 13/. 

-8B0712D534 Saluty eva'uftllcr. s.,|-«poiH^g AiTrSfuls 100.146 & 121 Vo Llco-nsas 
D3.DPR-52 & CPR Ga.rospcci-voly 

' OfliCQ of Njclear Ffoartor Rog.,l&lion. Dueclor (Pot.1 870411) 88/07/05 3pp 
48140 138 46140 140 

8887120669 Informs lhal uM 070610 rosponso lo Gunuric Ur 07 00 ro per-od c vunf ca- 
tion of loav tight integrity of prossj'Q Isofation valves accopinbfo 
B LACK.S Ofc of Spec el Pro.octs 08/07/06 WHITF..S A Tonnossoo VoUoy Au'l-oniy. 
4pp 46156 103-46156 166 

8887130395 Piov dos info re plans lo reload f jGI irto ruacior i/pnn co.npfnlirn of certa n 
proroQjislles ostablishod by TVA Fuel reload schodu'ud lo Ijngln on 800001 Rfiv 2 fo 
Procedure SDSP-12.4 & Hev 0 -o SDSP 12 7 onci 

GR DLEY.Ft To.inessoo Valiev Authority 80/O//O0 Docurrent Conirol Brarch (Docu- 
ment Conirol Desk) 4pp 461L6 1 74-40166 216 

“8807130402 Rov ? to Sito DilOCto' Sid Pradco SDSP- 1 2 4. '‘Rulurn to Svc A Clcsuro 
of Mods." 

CZUBAKOvVSKl.T.. MCKECN.n, Tonrosseo Valley AullicMy. 88/04/10 I6pp 
4B160.170 4B16G.193. 

-0GO714OO65 Rev 0 lo Silo Director Std Praclico SDSP 12 7, "Sya Preopcrab 'dy 
Chockl st (SPOC) '* 

C2 UB AKO'Af SKI ,T„ MCLE-MCRF.J. MARUN.J Tonnossuo Valley Aumonty. 08/CG/ 
13. 23pp. 46166. 104-46 1 0Q 210 

8007120676 Forwards Rov 1 to “Ampacity Cva'uaf on Program Plnn," wJuch IncUdos 
AtlflCbment \ -nodvertontly ^xciudod from submilial 

GRIDLEY.R Tonnosseo Va'loy AuU*crily 88/07/07 Document Conirol Branch (Docu- 
monl Control Dosk). 3pp 40154 033 461 54 047. 

“0607130048 Rev 1 io •' Ampacity Eva'uailon Program Plon." 

* Tonnessoo Valley Authority. 08/07/07. I2pp 46154 030 46154 047 

8&07UQ269 Prov.dos of NRC 880620 A 20 dmcussiona ol nucluft' <i‘on1 

performance ShortcombgQ nctod In Sequoyah 2 secondary ays mnmt A personnel 
pe.'formanco as areas contnbulng to sonos of rooclor trips dur.ng iniiiaf opernl era 
STELLO.V. Ofc of 1h& Exocut.vo Droclor for Opo'ahons 00/07/00 WHJTE.SA Ten 
nessoo Valoy Aulhon-ly 2pp 48172.304. 4G172.355 

B8Q71901G2 Forwards page Inadverlonlly omitted from 600G20 PRA submittal ro ros lari 
conimllmonia. 

GniDLEY.R. Tonnossoe Val'ey Auihoriiy. 80/07/CD Documont Conirol Branch (Docu- 
ment Control Desk) 3pp. 46200 183 46208 185 

8807130454 Generic Llr 80-1 1 to a'l licensees of operating roaclors & holdor9 ol CPs ro 
NRC position on radiation ombritilemont of reactor vessel malls & impact on plant 
oporai ong Svc I<s1 & Rov P to Reg Guido 1.99 onci 

M.RAGLIA.F J. Associate D racier for Piojocis (Posi 87041 1 ) 08/07/12 Conso'idaled 
Ed.son Go of No* York, fnc 51pp. 46257 207-46257.257 


Q. Inspection reports, IE Bulletins A correspondence 


8007010609 Ack reco p t of 080523 llr informing NRC of slops taken lo correct violations 
notod in Insp Ropts 5O-259/0B 06. 6O-26O/88-O0 & 50-290/80 06 
MCCOY,F R. Ofc of Special Projects 88/00/14 WHITF..SA Tonnosseo Va'loy Au- 
thority. 2pp, 46017.075*46017:076. 

80061 30 16B NRC info Notice 00-039, "l.aSo'io Unit 2 loss of Rocrculaiion Pumps W/ 
Power Oscl.iatlon Evenl." Svc list encl. 

ROSSI.C.E. DM3lon of Operational Evoni9 Assessment (Post 070411) 00/06/16 
Conspridaied Edison Co. of Now York, Inc llOpp 45078. 156-45070.266 

8006290099 Ack race pi of G8Q523 llr Ufo/ming NRC ot stops laken lo cor rod violations 
notod in Insp Ropts 50-269/07-29, 60-260/87-29 & 50-206/07.29 
MCCOY.F.R, Oic of Spocial Pro.ecis 08/06/16. WHITE.SA Tonnosseo Valley Au- 
thority. ip. 45974 301*46974.301 

8007060068 Forwards Insp Repis 60*259/88- 14.50-260/88- 14 & 50-296/flfl 14 on 
880509-13 No violations or deviaiions noted 

MCCOY.F.R Ofc of Spocial Pro.ects. 00/06/20. WHITE.SA Tennessee Valley Au- 
IhCT.ty- 2pp. 46U0 088-46UO 104. 


-B607060071 Health Physics Insp Repie 50-259/08*1 4.50-260/00*1 4 & 50*298/88 14 
on 080509- 13. No violations or deviations noted. Major Areas inspected (cl'owup on 

K revlous enforcement Is sue 9. organization & mgl coniro's & training 
ADDING TON.R.E. HOS£y,C.M. flog-on 2, Ofc of (ho Qrector. 08/06/03. 1$pp 
46110.090 46110.104. 

6306100340 NRC Info Notlco 88 040. "Examiners Handbook for Developing Oporalor 
Licens ng Exams " NUREG/Bfi*0l 22 A svc list oncl 

ROSSI.C.E Division of Operational Evente Assessment (Post 070411). 80/06/22 
Consolidated Edison Co. of Now York, fnc 237pp. 46240 325-48241.201. 

8606170033 NRC inlo Notlco 08-041, "Physical Protection Weaknesses idontikod 
Through Hog-jleiory Effectiveness Reviews." Svc fist end. 

ROSSI.C.E. D.vi9 ; on of Opoiallonal Events Assessment (Post 870411) 88/06/22 
Consolidated Edison Co. ol Now York, fnc 122pp. 45070 034-45978:155. 

6606170291 NRC Bu-latin 00*008, "Thermal Stresses In Piping Connectod to RCS " Svc 
Ii9l oncl. 

ROSSI.C.E Division of Operat-onal Events Assessment (Post 870411) GR/06/22. 
Consol dated Edison Co oi Now York, Inc 116pp. 46010 037*46019 152 

8807010036 Forwards supplomontal response to NRC 860521 Itr re volaiion noted in 
Insp Ropls 60-269/60 09.60-260/06*09 A 60*296/06*09 Prosont schedule for physical 
compfofon of secondary contammont firo barrier seal ng is 881031 
GRIOLEY.R. Tonnossoo Valley Aulhonty 88/00/22. Document Control Branch (Oocu* 
mont Control Desk). 3pp. 46009 040*46009 050. 

6606210038 NRC Info Notice 00 044. "Mechanical Binding of Spnng Rolease Dov.ce in 
Wostmghouse Typo DS-416 CircuM Breakers Svc list oncl 

ROSSI.C E. Division of Oporaiional Events Assessment (Post 670411) 88/00/24 
Consolidated Edison Co of Now York, Inc. 1 13pp. 40010:153 46019 265 

8806240139 Suppl 1 to NRC Bulletin 00 000. "Thermal Stressos In P-pIng Connocted to 
RCS." Svc list oncl. 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411). 08/06/24 
Consol.riated Edison Co ol New York, Inc. I14pp, 46019 200-46020 010 

8807050139 Confirms agreements reached at 800020 mooting w/NRC ro safoty ays 
functional Insp.Util proposed to perform safely sys functional Insp & systematic revlow 
of plant programs as conclusion lo technical verification program. 

GRiolEy.R. Tonnossoo Valloy Authority. 88/06/24. Document Control Branch (Docu- 
ment Control Oosk). 4pp 46026 279 46028 202 

6607060563 Responds to NRC 860525 Itr ro violations noted In Insp Ropls 50 259/80- 
06,60*260/06 05 A 50*296/00 05 Corrective actions: Individuals involvod made aware 
of violation A rovlowod procedural 8 Tech Spec roquiremonts 

GRIDLEY,R. Tonnosseo Valley Authority 00/06/24 Document Control Branch (Docu- 
ment Control Dosk). 12pp 4Q073 303*40073.314. 

8807190019 Forwards fnsp Repts 60-259/00.12.60-260/80-12 A 60*290/00-12 on 
860502-06 No violations or deviations noiod. 

MCCOY, F. Ofc ol Spoclal Projocts. 80/07/06. WHITE, S A. Tennossoe Valloy Author- 
ity. 2pp 46200:298-40209.310. 

-6807190021 fnsp nepts 60*259/08 1 2,60-260/80* 12 A 50-206/00-12 on 000502- 
06. No violations or deviations noted. Major areas lnspoclod;Mark 1 contalnmonl pro* 

8 ram mod & IE Bulletins 79 02 & 79*14. 

HOU.R.C., CARRION, R.P., BLAKE.J.J Region 2. Ofc of the Director 00/06/20 
11pp. 40209:300 46209.310. 

8807 120021 Forwards l-st of commitments ro NRC Bulletin BO -003. "Inadequate Latch 
Engagement In HFA-Type Latching Relays Mlg by GE " 

GRIDiEY.R. Tonnossoo Valley Authority. 80/07/08 Document Control Branch (Oocu 
mont Control Dosk) 4pp 46147:290*46147:293. 

8807130445 Rosponda to vio’allon noted in fnsp Ropls 50*260/00-10, 60*200/00-10 & 
50-296/88* 10. Violation denied. Procedure adequately ensures proper mgt approval A 
technical accuracy of Info providod to NRC. 

GRIOLEY.R. Tennessee Valley Authority. 80/07/06. Document Control Branch (Docu 
mont Control Desk) 4pp. 46 160:0 10*46 180:022. 

8807140071 Responds lo NRC Bulletin 87-002. Suppls 1 A 2, "Fastener Testing to Do 
tormlno Conformance W/Appllcabla Specs." Requests clarification of bulletin to pro- 
vide necessary Info & extension to 800130 lo provide proper responso. 

GRIDLEY.fi. Tennessee Valley Authority. 80 /(j 7/O6. Document Control Branch (Docu- 
ment Control Dosk). 3pp. 40184:146-46164:148. 

8606300347 NRC Info Notlco 00*045, "Problems In Protective Relay & Circuit Dreakor 
Coordination " Svc list encl. 

ROSSI.C E. Division of Operational Events Assessment (Post 070411) 88/07/0 7. 
Consolidated Edison Co of Now York. I no. I04pp 4Q242 109 4624? 212 

8007080006 NRC Inlo Notice 86-046. "Licensee Rep{ of Defective Rofurb shod Orcu.l 
Broakers." Svo list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 00/07/00 
Consolldalod Edison Co of Now York, Inc. 107pp. 46231:201-46232 027 

8807250210 Forwards rovlsed response to Violation 3 noted in Insp Repis 50*436/87- 
00,50-439/87-00,50-259/87*30,60-260/87-30, 60-296/07-30.60*327/87*60, 60*320/87* 
60,60*390/07-10 & 60*39 1 /B7- 1 0 Corrective actlons:momo Issued on 080331. 
GRIOLEY.R. Tennessee Valley Authority. 80/07/11. Document Control Branch (Docu 
mont Control Desk). 5pp. 40269.095-46259:099. 

6607120291 NRC Info Notice 88*040. "Licensee Rept of Defective Refurbished Valvoa." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Po9t 870411). 00/07/12. 
Consolidated Edison Co. of Now York, Inc. 103pp. 46242:008-46242:108 

8607200309 Summary of 000820 meeting w/utif proposed rested technical verification 
program for plant A safety sys functional Insp currenty being conducted at 
site A/iewgraphs. list of attendees & Insp plan encl 

GEARS, G.E. Ofc of Special Projects. 08/07/12. Ofc of Special Projects. 2lpp 
40220:216-40228:323. 

-8807200312 "Safely Sys Functional fnsp PJan." 

BURDETTEJ.E. Tennessee Valley Authority, 8B/06/10. 07pp. 46228 237*46220:323 


680 70803 66 NRC tnfo Nollco 80 047, “Stower-Then Expected Rod-Drop Times " Svc 
list encl 

ROSSI.C E (Division of Operations' Evonts Assessment (Post 870411) 00/07/14. 
Consol dated Ed sen Co or Now York. Inc. 103pp 40240 222-40240 324. 

6607120550 NRC In'o Notice 80 049. "MorMng.Hand'ing.Conboi. Storage & Destruction 
of Safeguards Info" Svc list encl 

ROSSI.C E D.vte'on of Operational Evonts Assessment (Post 870411). 08/07/18 
Consolidated Edison Co. of New York, Inc. 103pp 46241:263*46242 005 

8807120553 NRC In 1 © Notice 08 050. "Etlecl Of Circuit Breaker Capacilance on Avail- 
ability of Emurgorcy Power." Svc list oncl 

ROSSI.C.E Div.sion of Oporaiional Events Assessment (Post 070411). 68/07/10. 
Conso'ldatod Edison Co. of New York, Inc. 1 19pp 46257 250 46250 010. 

8007180101 NRC fnfo Noilce 80 051. "Feiluros of MSIV9." Svc flat oncl 
ROSSTC F, D, vis on ol Opera tonal Evonts Assessment (P 09 I 870411). 06/07/21. 
Conscl dated Edison Co of New York, Inc. 121PP 46257:080 46257 200 


R. Periodic operating reporta & related correspondence 

8607000282 O.SChergo rnon.'oring ropl for May 1980 
BROOKS.R. H. 76^09900 Valloy Authority 60/05/31 I2pp 40139.221 40139 232 

6807070535 Forwa'ds wookly schedule of TVA activilles for wk9 of 8B0704 All 

KELLY. J L Ofc of Spoctel Projects 08/06/29 BLACK.S. Ofc of SpeCflJ Pro/octe 4pp. 
46122' 1 75 46122:1 70 

8607250061 Forwards monthly operating ropls for Juno 1900 & revs lo Apr & May 19B0 
repts for Browns Forry Un la 1.2 & 3. 

WALKER J.G Tormossee Valley Authority 00/07/ 16 Oltlce of Nuclea* Reactor Regu- 
lation, Proctor (f>osl 8704 11) Ip. 40274 004-46274.169 

-8607250065 Monthly oporaiing repis for June i960 fer Browns Forry Unlt9 1,2 & 3. 
WALKER.JG.. CRAWFORD.J.D Tonnosaeo Valley Aulhonty BB/00/30. 95pp 
4 0274 06 5 4 6274 ; 1 57 

-SB 07250067 Bowsed redwnste summary to monthly oporoi>nQ ropls tor Apr J900 tot 
Browns Forry Units 1,2 A 3 

* Tonnessoo Vfllloy Authority. 88/04/30 Ip. 40274:158 46274:159. 

-8897260069 Ro vised mdwasio Summary to monthly operating repte for May 1900 for 
Drowns Forry Unite 1.2 A 3 

* Tennossoo Vel'oy Auihnrity 80/D5/3J. Ip. 40274-159 40274. J59. 


S. Reportable occurrences, LERs ^ related correspondence 

0807070394 LER 07 010 Ol on 870fl00.How l09l of h’gh prossur-o liro protection sy9 not 
compfefod as required par Toch Spec 3,ff.Afl duo to vibration prob'orns w/(Q 9 t 
hydrants Oofoctivo hyd-nm replaced & survolllanco completed W/B80fj 23 Itr. 
WILLARD, S.C. WALKER.J G. Tonnossoo Valloy Authority 00/06/17. 4pp 40110 242- 
40110:245 

8607050473 Responds to 880610 notlco of vlolat-on of biochemical oxygon domand 

C ormft fimite during Mer 1 980 Corrective actions; personnel will continue to trond 
igoon dato to prod cC A attempt to provcnl recurronco of discharge 
BROOKS.R. H Tonnossoo Valloy Aulhoilly. 86/06/23 HORN.C. Alabama, State of. 
2pp 46073 279-46073 280. 

8607120011 LER 80 01?-00:on 000004,iinptannod standby gas treatment actuation oc- 
curred whio sys being roturnod to svc following malnt.Causod by personnel 
error Me nt procorturos rovi90d lo add more deio.l dc'ming states of MCX relays W/ 
800702 Itr 

WILLARD.S.C., WALKER.JG. Tennessee Valloy Authority 88/07/01. 4pp 46142:350- 
46142361. 

8607060226 LER OO-OfQ 00. on flG0605.unplennod ESF acluaf on occurred duo to circuit 
protector tup caused by unstable relay fa-luro Lfndorvollage rolay was unstablo whon 
subj to minor vlbrat-otte Circuit protecior rosot W/0BO7O5 Itr 

WILLARD.S C , WALKER.J-G Tannesseo Vallay Authority 08/07/05. 4pp. 40136:050- 
46136.053. 

8807130193 LER Cfl-019 00 on 8G060 8, unanticipated ESF actuations occurred Caused 
by |umper tolling of I wh lo plant personnel replacing fu so. Personnel Involvod instructed 
to bo moro careful when performing functions W/B00707 Hr. 

BAKER.R.L., WALKER, J.G Tonnossoo Valloy Authonty. 00/07/07. 4pp. 46170.022* 
46170:025. 


V. Operator Examinations 

8607130201 Roquosts that ulil furnish approved ref mail roqulrqmenis for reactor /senior 
reactor operator llcensng exams by 000030 In order to moot schadjlo for 881206 
written exams A BQ 1206 09 9imulalor/oporating exams at focltit-os 
JULIAN.G A Roglon 2. Ofc of the Director. 68/06/22. WHlTE.SA, Tonnossoo Valley 
Authority. lOpp 46 167:347-46 167:360. 

DOCKET 60-260 BROWNS FERRY NUCLEAR POWER 9TATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8807120162 Forwards listed drawings por NHC 000524 request for addl Info lo auppon 
App R audit Horn 0 not roquesiod for faclliiy.per di$cu99lor» duhng 880606-00 silo 
visIf.Retefod docu menf effort encf.lV/f6 f ovorsiio drawings. 

GRIDLEY.P Tonnossoo Valley Authority. 80/00/07. Documont Control Branch (Docu- 
ment Control Desk). 1.949pp. 46150:006-46163 234 

9806200370 Forwards Info documenting util concurrence w/socunly ras'art issues Iden- 
tified during 88051& to' con Encl withheld (ref 10CFR73 21). 

GRJDLEY.R. Tonnossoo Va'fov Authority. G8/06/f6. Documenf Con frof Drench (Docu- 
ment Control Desk). 2pp. 45985-212-46995:213 
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to*** •» 4 50264,88,4 on 

i^doirVp »"«•** W *> AU ' 

^-y ?:p 461’CCSa 4511010J 

-5PP 461 io o9o* 

46110 104 

llM1lW1 . 4 u v'*«val resao^a 10 N RC 660521 nr re violate noted tn 

TS p??» 09 4 SO.?96'66-09 Pieseni I *!*«• lor p .y» ca 

r,?r' Con Dt-s») Opp 46009 048 450C9 050 

ewy.io.?? Forv.j.-<Js wory e.a„4»n accap:^ aiairt r*^-aM «oG«n^ l« «2- 
-.n , 0 acC'Jc?’* r.on-’orr^ ■r.s'rumeniaf-O'i & assoc-.a'ed Reg Gi-idQ 1 9/ 89 ? 

83B? roTSWSfSyS^aOfc** Wh'TE.S A T«,nos 5 .e Vai ay Auihonry. 
?pp <61 X 13* 46100 144 

110447 Sa'iiy a :c*pLng pos,'. KOder* montorng .nstn,mer.!dH04 

toS^&Uo. D.aaior ,Poa. e/04, 1) 88/06/93 3pp 

461CO 142-46100 144 

>6693250360 Co^'cc farce :oReg Guide 1 97Browri9 Fe-nry NuCear P:ant. Units 1.2 & 

UDYAC E3&G ‘daho. Inc isubs of EG0G. 'nc ) FlNA-6403 IpG-EA^WTa 05/09/ 
13 Dvs on cl Integ'ai-on (81 1Q0S 851 1241 ?7pp 46100 145-46100 171 

6807060470 Nci/es that sepa.*6*6 IV sent to NHC re util ob.SCtrves (or 19B8 radological 
emergency p‘an e*cercrse in order fo proieci o.ectvos from d sc’o&ure to exercise 
par./ parts Otieci/ves Supp' ed per NRC 641011 reojSSl 

G^'DlE y R Ternessce VaV/ Aumonry 68/0600 Document Consol BtancMDOCu- 

ncr.l Con'-rol 2?p 46103 331-45103 332 

8W707Q552 Petards Rev 9 to physical secanty/contingency plan Rev withheld (ret 
tOCFR/321) 

GRO.EyRl Tennessee Vale/ Ajthonty 68/06/30 Docuferl Control Branch 
iDocu-r-em Cor.‘:c l OeeM 461 Mi 279 46t 15 260 


6607250410 ‘^.rediaio temporary change io Rev 1 to Procedure EPIP 01. "Emergency 
Plan C4asv‘ca^cn Logc " W/680715 dr 

GR-CLEYR Tennessee Va ley Aulhonf/ 88/07/15 1 1pp 46254 235 46254 296 


6807260008 Dtcu^es emergency preparedness mod of low threshold event raport.ng 
& emergency reportng p'ocecu'es lor plants Utl will no longer classify 8 rept oveni9 
m '".inner described :n faJiC’Ogice' emergency plan due to consi statu9 
GR OlEy.R Tennessee Ve'ey Ai/hcrty 88/07/15 Document Ccnirol Branch (Oocu 
meni Ccnt/c-i DesH 3pp 46285 294 46285 296 


H. General eorreapondence 


•IM7010650 AdV.S85 that propOSad Toch S|>«C9 B2 l.h a 82 1c ,n UK06I7 OppMalo- 
*to amends io Lconsos do not spooly iKWIImn tm.-n cr corios|ion<i ig mg, 
SliUoSs Usied pos f ond shofkl bo hco/poinmi yilu nzopnscH ruth Sfroca 
GRIffEYR Tonnessoa Val r.y Aulhotliy afl/Cfi/33 Occuimml Control Urn-c'i |Ooc.. 
mlM Cloak) 2 pp 45997 247 4863? 210 

890701072, Noli' cal on ol 989630 moot ny w/ul.i m RocVv.llit M.O to d.ncuM wis- K 

^?nrTX°cXVc"“®23 IHAOK.S Ole of SfiKiol Project 3 P p 
45091 230 45931:232 

AA07 110427 Forwards safoty avo'uaiio.i occuptng ruspunsus to Ciuneic L u fi<. 

33 ro post acc deni mo'Mtcrng njjlrumonlntioii & rtHSucinioil rtuu Ouldo i u? H9 a> 

^SoirStWSn o"/00/W WMITL.SA luniHiaHOo Vrilkiy Aclhor iy 
3pp 46100:139 46100 171 

-8807U0447 Sa'oty ovaljeiicn accopll-ig posl titcrtJonl nionrlonnu matrcmor.'ai on 
dfluinn conformance w/Rog Guide 1 97. 

* 0?f!CG 0 ( Nuclear Roactcr Royuletinn. D.roctor (f’ost 0/041 I) 0fl/OG/?3. 3 pp 
46100 142-46100 H4. 

-8603250380 "Conformance 10 Hog GuaJo 1 D/.Hro^nn f <irry Nuclear l^aul. Un:ls 1.?4 

L/DYAC EG&G Idaho. Inc (atbs ol TGftCi. Inc) TIN A rriG LA 6l)?3 05/09/ 
i o rih,iainn rnlftnrftt 3') (H 1 1005 Of* I 1 24) *//ft|> 46 I OO 1 45 40 1 00 1 7 1 


0007050120 Confirms anrooments roachod In OOOOrUJ i Pooling »o motl srfvid.ro to aj 
dress Item II. F 2 ol NUREG 0737. 

GRlDLEY.R Tonnessoo Vailoy Auihortly 69/0ii/?4 Oociimunl ( onbnl llfonch (Docu- 
ment Control DOSH) 3pp 46024 3 47 46024 341) 


6807060530 App'ication for emoruls Io Uccnsns tll’H nil.MJ'M 52 A Df’M 06 clanlyng 
lif ting condii ons tor oporut on lor flHM avc wtdur A nmuryi'ru.y oqulpniont coo'^ 
water sys Fee paid 

GRIDLEY.R Tennosaoo Valloy Authority 00/00/2-1 Document (.onlml llrnm.li (Docu 
mont Control Desk). 2pp 46073 202 400/.1 270 


-0807050631 Proposed Toch Specs rovs cln'ifyng liinillrig cornJi|ionH lor opurotlon 1<y 
RHR sve water & omornoncy oqi.lpmnnt cool ng waiur. 

' Tennosseo VOl'oy Aulfiorlty 08/06/24. I5|ip 450/3 ^04 4ii(i/:i 270 


6807080173 Fon'nOtds air,pDL\y wft'uMton po»y,i*«n jilcvm.lU’v 1, «vs wipqiull'ty tesutso' 
800426 rroel ng w/NRC ol sto. Sumrnnry ol cominilmnfil*! ntou mmlI 
GRIDLEYR Tannossoo Valloy Aulf.o-'ity. HfJ/C6/?4. I tnrn-nnnl Cnnlrrl Rronch (Oocu 
mo-nt Control Desk) 1 ipp 40117:318 461 17:126 


8007070093 App'cat.cn for amends to Liconnos DPH-riJ.ljPU-b? A DI'M Oil. mplacng 
teactot water level cote io loo ol ocl'vo lunl w/ r.ufrnsiiomlii’y rof lo vossel 
zero Proposed dolormlnaiion ol NSI 1C provldnd F<n> p.i ij 

GRIDLEy.R Tunnnsgno Val“oy Aulhof-ly 0!i/0fi/24 DuciiihuiI Control Rr.w.h (Oocu 
ment Control Desk), 2pp 4fli26 147 48126 167 


-8807070099 Proposed Toch Space 1 . 1/2 t.3 1/2 1 A 3 2/4 2 Inr laulilliiH 
• Tonnosseo VS'loy Authority 00/06/24 IQpp 4IM26.14!! 40125 167. 


6807260398 Conf.rms lelcon re voUntary reL/oment of HL Aberc'ombe. s to d-'ector on 
880722 jT Lapcnt w..\ be assigned acl.ng s,f9 d rector in 2 o trarsmifed per oil revised 
corporate nuclear performance plan d'd Jul 1987 

V/HITE.SA Tennessee VaJey Auihcnty 08/07/20. PART LOW, JG Otc cl Specia r 
PrOjKls 2pp 46300 106-16300.137 


K. Utility Final Safely Analysis Report (FSAR) 8 amends 

8607200344 Amend 6 to updated FSAR f?r B'Cwr.s Ferry Nuc^af PlQr.l Uniis 1,2 & 
3 Y//6607 19 m i Overdue f,gu»e 

GR'OLEY.R Te^ssee Va ley Authority 88/07/10 200pp 46239 001-46230 330 


P. Operating license stage documents & correspondence 


8807070083 Forwards summary ol util 600524 primuntnllou io rmi odyo distance ‘or 
anctior boli9 discussed m 00031 0 10CFH21 riot f.culnui frorn llilh.lnc. 

GR'.OLEY,R Tennossoo Vo ley Aulhonly. 86/06/26 I)of uiti'* , il (Control 11,'O'ich (Ooc»r- 
menl Control Oosk) 3pp 46136.290 481 3ft 300 

8807070110 Con?,rm9 ocllona a^rood to (lu'hg 0/105 1 ft nuuiti'iu w/Nflc; n> PRAUti! wi* 
provide summary documoni lo NRC try 060030. irtcludiny nit oiuifo for cor-Cluli'ig thai 
revised PRA will consorvaiivoly reflect confipumiion of lint 2 nt ror»tnrt 
GRIDLEY.R Tonnossoo Vnlloy Aulhonly 0O/Oft/?6 riorunmfil ConUol t Irene h (Doco 
ment Control Dosk) 2pp 46123 351-40123 352 

8007080018 Summary of 000602 mouting w/TVA rrr Imnlurriontiition ul ATWS 
ru*o,10CFR50 62 List of attondoub & calculations oncl Specified of nlfiuilhy I'QJd cor 
Irol Bys.altornaiQ rod injoct,on & rocrculntion pump trip i)ngl[jrv. i?iscuh«o<J 
KELLY, J.L Ofc of Spociol Pro|oct 9 00/00/20. Ofr. of Spur ml Prrj.uctfi t?4pp 
46133:331-46134 094. 


08O7HO224 Forwaitl^ program lor tesoVng salsmc qual Fication ol HVAC duct- 
work per Rj Cia.* 860731 reQuesl Requests review o‘ program 8 Issuance ol written 
sia’amert documancng pfogram acceptability 

GR 0LEY.R Tornessoe Va ? iey Au‘t>onty. 88/05/26. Document Control Branch iDocu- 
mar.l Coruol Desk) 9pp 46188 1 53 48188 212. 


8807070519 Summery ot 800016 moolmg w/ulii ru p.fin A |)ljio euppnrtfi sdsmlC design 
methodology Util agmod lo roovalunlo p.pln(| & plpo mmpoftft accorij-r.g to SHP S 
compare to orlg nal dosign basis lo oalnb'ish mnrnri of dlf/ruuni u 
KELLY. J.L Ofc ol Special Prolocie 8O/O0/2U. Ofc of Spntim nojocls 5pp. 
46119 100-4B1 10 104. 


-8807160228 Summa'y Reft tor HVAC OmcIs Sd\%mtc Ouali r .cabQn & Vsrificeticn/lrr 
provemeni Program ” 

?ei E Q L D V ;?n 0 ; £ ^o?i XL Tenn « sseo Val9 y Authority. WA2-79-1. 79/06/16 44pr 

40100 169 40100 2*2 

88O/10O23S Forwards piani program for seismic cui! UcaiKon ol drywell cioel lor rovler 
?iWJ s 0 ' 5 ^ nce 0 "r, n ® n t,a! i ner ’' docu,r ' cr, ' in a P'09'0™ aecaptaMty 

; ,!?. a :t“ 60 Va fA A '^°'"/ 86'05/88 Document Conool Branch (Docs 
mdnl Control Desk) 4pp 46188 213-46108 220 1 

Forry ^ pe ' aW,r/ Crt6fia f<K Evaluation of Lower Drywal Access P.atforms 

• Tennessee Va ; iey Ajthor.^. 86/05/23 l?pp 48168 217-46188 228 

SVSKMT* ^ bS <°- 

-8607160244 "Operabjli^ Cntorta for Miscellaneous Sieel" 

Teweaseo Valloy Au'honty. 08/05/24 5pp. 46168.234-48108:238. 

,w pu ^“ n on 080424 in 

Swell 016 01 ^ P,0,eC,S 8a/0Q/2? SMlTKP AL. 0pp. 45998:04' 


8607120342 Forwards pvWc notice ol util 000017 iipplicmmi inr orr.nr.ti 8 to Vicersa 
DPR-33.DPR-52 & DPR-60 lor pub'icallcn in Hu.nhvillu Tirriuv A D(;cotur Daily Amend 
deletes oroanizational chons l/om Toch Specs 

0LACK.S C. Ofc Of Sppclal Prolecia. 00/00/20. WHITE S A Tunuuanou Vol uy Author- 
ity. 12pp. 461 12:1 17-461 12:120 


8807120710 SleK re^uhemme memo to Commission 000021 lntolmfl un TVAtcotgar: 
zai on 6 slaius ol p’anla 

CHILK.S J. Office of iho Socroiary of the Commission 06/00/29 STELLO.V. Ole d 
the Executive Director for Opomtion 9 . ip. 40120.103-40120 183. 

8807070615 Notification ol BB0707 mooting w/utl In Docoluf AL to discuss fuo! load ■' 
cens no issues 

MORAN.D.H. Ofc ol Special Pro|oct 9 08/00/30 fjlACK S Ofc of Special Projects. 
4pp. 46119:130-46119 133 


an honvaros Amends 140. )45 & 120 to L*cuns<i« Uf , R-33.DPR-52 & DPrt- 

oo.respectively & safety ovo^ailon Amonds dololu orgunl/ulion chntta from admn.s- 
of i v ^ C o n !rS Is B .°^ tl0n of ^* ocri Specs in accordance w/ Go no tic Ltr 80 06 
3f^ 461 64^098 46 ^4 21 5 f °^ Ct8 80/00/30 WHITE. S A lunnossoo Vnlloy AuihC'ily 


n, , T. 0nas 6 120 Uconsus DPn 33.DPH 52 & DPH-ou 

respectively, dolet ng orqanization charts from odminl 3 traiivo conlrols fioclion of Tech 
aPir 3 ln Q accofclanco w/Genonc Ur 80 06. 

BLACK ,S. Ofc Ot Special Pro;oClS. 00/06/30. 108pp 40164 101-40164 200. 


DOCKETED ITEMS 35 


-0S07 130333 Safely evaluation supporting Amends 149.145 A 120 to licenses DPR- 
33.DPR-52 & DPn-60,c&9peci.voly. 

* Ofc ol Special Projects 00/08/33 7pp 48164 200 46164:216. 

8807120519 Forwards Amends 150.140 & 121 to Liconsos DPR-33.0PR-52 & DPR* 
68,respective’y & aafoty aval uaf ; on Amends modify Toch Spoc surve llance roquiro- 
moots to replace "not to oxceed" w/ “at least once every ” 

8LACK.S. Ofc of Spocial Projects 80/07/05. WHITE.S A. Tennessee Valley Authority 
4pp. 46140:101-40146 140. 

•*8807120528 Amends 150.146 & 121 to licenses OPR-33.DPR-52 & DPR 60, 
respectively. Amends mod.fy Tech Spec surveillance requl'em-ents to replace “not lo 
exceed" w/"at Iea9t once ovory." 

OLACK.S. Ofc of spec al ProJecl9 00/07/05 32pp. 46 1 40: 105-46 1 40.1 37. 

>8807120534 Safety evaluation supposing Amends 150,146 & 121 to Licenses DPR- 
3 3. OPR 62 & OPR -68 .respectively 

* Office of Nuclear Reaclo/ Regulation, Director (Post 070411) 88/07/05 3pp. 
46146 136-40140.140. 

6807120669 Informs that util 870610 response to Generic Hr 87 06 ro periodic verifica- 
tion of leak t ghl integrity of prossuro isolailon valves acceptable 
QLACK.S Ofc of Spocial Projects 88/07/06. WHITE, S A. Tennessee Valley Authority 
4pp 46156:163-40160:166 

8807130396 Provides info re plans to reload luol into reactor upon complat on ol certain 
roioqui$iies establi shed by TVAFuol roload scheduled to begin on 000901 Rev 2 to 
rocedure SDSP-12.4 8 Rov 0 to SOSP-12.7 end 
GRIDLEY.R Tennessee VaHoy Authority 60/07/06. Documenl Control 8ranch (Docu 
ment Control Do 8k). 4pp 46166:174-40166 216 

“8807130402 Rev 2 to Stg O.roclor Sid Practice SDSP-12 4. "Return to Svc & Closure 
ol Mods M 

C2UQAKOWSKIJ . MCKEON.R. Tennosseo Va'.loy Authority 00/04/10. I6pp 
40166:176-46166:193. 

“8807140066 Rov 0 to Silo Director Sid Practice SDSP-127, "Sys Preoperab l-ty 
Chock list (SPOC)-" 

CZUOAKOWSKI.T . MClEMORE.J.. MARTIN. J Tonnossoo Valley Authonty. 08/06/ 
13. 23pp. 46166 104-46168 216 

6607120676 Forwards Rev 1 lo "Ampacity Evaluation Program Plan," wh'ch Includos 
Attachmont 1 Inadvertantly excluded from submittal 

GRIDLEY.R. Tennossoe Valloy Authority. 00/07/07. Document Control Branch (Docu- 
ment Control Da9k) 3pp. 46154 033-46164:047 

>8807130048 Rov 1 to "Ampacity Evaluation Program Plan'’ 

* Tennessee Va'loy Authority. 00/07/07. 12pp. 46154:036 46154 047. 

8807140269 Provrdos summary of NRC 860628 & 20 discuss.ons of nuclear plant 
performance Shortcomi ngs notod in Soquoyah 2 secondary sys malnl A personnel 
performance ds areas contributing lo series of roactor inps during Initial oporations. 
STELLO.V Ofc ol the Executive Droclor for Oporat!on9 80/07/06. WHITE.S A Ten- 
nossoo Valloy Authority 2pp 40172 354-46172 355. 

8807190192 Forwards page inadvertently omlttod from 800620 PRA submittal ro restart 
commitments. 

GRIDLEY.R. Tonnossoo Varov Authority. B8/0//00 Document Control Branch (Docu- 
ment Control Dosk). 3pp. 4 6208: 103 46200 105. 

8B07 130454 Gonorlc Llr 06-11 lo OH Iconsoos of oporallng reactors & holders of CPs ra 
NRC position on radiation embriuiomonl of reactor vessel mat/a & impact on piarn 
operations. Svc list & Rev 2 to Reg Guido 1.99 oncl 

MIRAGLIA.F.J. Assocl&to Director lor Projects (Posl 070411) 80/07/12 Consolidated 
Edison Co. of Now York, Inc 6ipp 40257.207-46257 257. 

8807210139 Notification of 080720 mooting w/ut.l In Rockville. MO to d-scuss olectrical 
cable installation. 

MORAN.O.H. Ofc of Special Projects. 00/07/14 BLACK. S. Ole of Spocial Projocts. 
3pp. 46234:168 46234,170. 

8007260391 Notification ol rescheduled A relocated 000721 mooting w/ util In 
Rockville. MD to discuss coble installation 

MORAN.D.H Ofc of Special Prefects. 80/07/14. BLACK. S O/c of Special Presets. 
3pp. 46285:120-46285:130 


O. Inspection reports, IE Bulletins & correspondence 

8807010609 Ack recolpt of 060523 llr Informing NRC of slaps taken to correct vlolat-ons 
noted In ln$p Ropts 50-259/88 06. 6Q-26O/08-O6 A 60 2Q6/BB-O0. 

MCCOY, F.R. Ofc of Special Projects 88/06/14. WHITE, S A Tennossoe Valley Au- 
thority. 2pp. 46017:076 46017 078 

8006130 16B NRC info Notice 00-039, "LaSalle Unit 2 Loss of flodrcu'alion Pumps W/ 
Power Oscillation Event. " Svc Hal and 

ROSSI.C.E. Div.slon ol Operational Events Assessment (Post 970411). 80/00/15 
Consolidated Edison Co. of New York. Inc. I 10pp. 45670: 156-459 70 260. 

6806290099 Ack receipt of 000523 Itr informing NRC of slops taken lo correct vlolat-ons 
noted In Insp Repts 60-259/67-20. 60-P60/B7-29 A 50 200/07-29. 

MCCOY, F.R. Ofc of Special Projects. 68/06/16 WHITE.S A Tonnossoo Valley Au- 
thority. Ip. 45974:301-46974 301. 

8807060068 Forwards Insp Repts 50*250/68*14,60-200/00-14 A 60-206/00.14 on 
680509 -13. No violations or deviations noted. 

MCCOY.F R. Ofc of Special Projects. 80/06/20. WHITE. S A. Tonnossoo Valley Au- 
thority. 2pp. 401 10:000 461)0:104. 

“8807060071 Health Physics Insp Ropls 50-250/80.14,60-260/00-14 A 5O-296/80-14 
on 080500-13. No violations or deviations noted. Major aro09 inspsctodrfoilowup on 
previous enforcement Is sues. organ** at, on A mgl controls A training 
WEDDINGTON.R.E.. HOSEY.C.M Region 2, Ofc of the Director. 80/06/03. t6pp 
46110.090-46110:104. 

8806160340 NRC info Notice 00-040. "Examiners Handbook tor Developing Operator 

1 Irnnelnn Cvumo " Ml I DEO fflD Yll OO A e wi, Nol Qnrl 


0806170033 NRC Mo Nolle© 08-041, "Physics' Pioiocticn Weaknesses identified 

^ h Regulatory Effectiveness Reviews "svc list encl. 

,C.E. Division of Operahonai Events Assessment (Post 070411). 08/06/22. 
Consolidated Edison Co. of Now York. Inc 122pp. 45970.034-45970 155. 

880617029 1 NRC Bul'elm 60-000, "Thermal Stresses h Taping Connected to RCS " Svc 
list oncl. 

ROSSI, C.E. OMsion of Operational Events Asso9smenl (Post B704U). 68/00/22. 
Consol detod Edison Co. of New York. Inc. 1 16pp 46019 037-46019.152 

8807010036 Forwards su pp'e mental response to NRC 860521 llr re vio'alon notod in 
Insp Repl9 50-259/86 09.50*260/06 09 A 6O-29B/66-0G.Pro9ent schedule for phy9cal 
comp/etbr? of secondary confa nmenl iro barrier scs'Icq is 881031. 

GRIDLEY.R. Tennessee Valley Authority. 80/00/22 Document Control Branch (Cocu- 
monl Control D09k). 3pp. 46009 040-46009.050. 

6600210038 NRC into Notice 80 044, "Mochenlcal Binding of Spring Relea90 Device In 
Wesiinghouso Type DS-4 16 Circuit Breakers." Svc I si encl. 

ROSSI, C.E Division of Operational Evenis Assessment (Poet B70411). 00/C6/24. 
Consol.da ted Edison Ca or Now York, Inc 1 13pp. 4BO10. 153-46019 265. 

8808240139 Suppl 1 to NRC BuTotin 88-006. "Thermal Slrossos m Pipng Connected to 
RCS." Svc list encl 

ROSSI.C E Divis on ol Operational Events Assessment (Post 8704U). 88/06/24. 
Consolidated Ed son Co. ol Now York, fr?c. I Upp 46019 266 46020018 

8807050139 Confirms agreements reached at 800620 meeting w/NRC re safety sys 
functional insp. Util proposod to perform safety sys fu~c‘onal insp 8 systematic review 
of plant programs as conclusion to technical verification program 
GRLDLEy,R. Tennessee Ve.loy Authority 08/00/24 Documenl Control B-anch (Dccu- 
moril Control Desk). 4pp. 46020 279 46026:202 

8807050207 Responds lo 960419 request for addl info re Phase II Weld Pro, act 
Ropt. Response lo NRC qu89t.ons & info roioted Independent mechanical overview of 
wold relnspeclion oncl. 

GRIDLEY.R. TgnnoB900 Valley Authority. B8/O0/24. Document Control Branch (Docu- 
ment Con (rof Oeskj TCpp. 46021 019-46021 .036. 

8807060503 Responds lo NRC 000525 llr ro violations notod in Insp Ropts 50 259/08- 
05.50-260/06 05 & 50-296/08-05 Corroctlve actions. Hdiv.djals involved made ©waro 
of violation A ravlowoU procodural & Tech Spoc roquhomonls. 

GRIDLEY.R. Tennessee Valley Authority 06/00/24 Document Control Branch {Docu- 
ment Control Desk). 12pp, 46073.303-46073.314 

8007190019 Forwards Insp Ropls 60 250/68-12.50-260/08 12 6 50-206/80-12 on 
880502-06 No violations or deviations notod. 

MCCOY, F. Ofc ol Spocial Propels 08/07/05. WHITE.S.A Tonnossoo Valley Author- 
ity 2pp. 46209:200-46200:310. 

-0007190021 Insp Ropts 50-269/00 12,60-260/00-12 A 60 2O8/0B 12 on BB0502- 
00 No violations or deviations noted Major areas Inspected. Mark I comammont pro 
gram mod & IE Gullotlns 79 02 & 79-14. 

CHOU.RC, CARRlON.RP, BLAKE.J.J Region 2. Olo of tho D rector 00/00/20 
11pp. 46209:300-46200.310. 

0807120021 Forwards list Of commltmonls ro NRC Gullonn 88 003, "Inadequate Latch 
Engagement In HFA-Typo Latch‘ng Relays Mfg byGE." 

GRIOLEY.R. Tennessee Valley Authority. 80/O7/OB. Document Control Branch (Oocu 
ment Control Desk). 4pp. 46147:290-40147:293 

8007130446 Responds to violation noted in Insp Ropia 50 259/88-10, 60*200/00 10 & 
50*296/6 0-10. violation dan od Procodura adequately ensures proper rr.gt approval A 
technical accuracy of Info provided to NRC. 

GRlDLEY.R. Tennessee valley Authority. 00/07/00 Documonl Control Branch (Docu- 
ment Control Desk). 4pp. 40160:010-40166 022. 

B0O714OO71 Responds to NRC Bul'otin 07-002, Suppls 1 & 2. "Fastoner Tostlng io Do 
tormina Conformance W/Appl cable Specs " Requests clanllcaiion ol bu’lotin to pro- 
vide necessary Info & extension to 090130 to provide propor response. 

GRIDLEY.R. Tennessee Valloy Authority. 00/07/00. Documonl Control Branch (Docu- 
ment Control Desk). 3pp, 40104:140-46164:140. 

8006300347 NRC Info Notice 00 045, "Problems in Protective Relay A Circuit Breaker 
Coordination." Svc list encl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 0B/O7/O7. 
Consolidated Edison Co of New York. Inc. 104pp. 46242.109-40242:212 

B0O7 120567 Summary of 000517 meeting w/util re fuel Insp A roconsiilut-on p'anned by 
util A GE w/goal of avo’dmg fuel fa lures during luol cyclo following restart Vi0wgraph9 

GEARS, G.E. Ofo cf Special Projects. 80/07/07. Ole of Special Projocts. 2?pp 
46148:252*46148:277. 

6807060006 NRC Info Notice 80 046. "Licensee Rept of Dofecllvo flefu'blshod Qrcuil 
Breakers." Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 68/07/00. 
Consolidated Edison Co. ol New York, Inc 107pp. 46231:261-46232.027. 

6807260218 Forwards revised response lo Violation 3 noted in Insp Repts 50-430/07- 
08.60-43&/87.06, 60-260/87-38, 50-260/87-38, 50-296/07- 30.50-327/ 07-60, 60 3 20/0 7- 
68,50-390/87-16 & 60-391 /0 7-1 B.Correctivo actions memo issued on 8B0331. 
GRIDLEY.R. Tennessee Valley Authority, 68/07/11. Documonl Cent rot Branch (Docu- 
ment Control De9k). 6pp. 46269.095-46259.099. 

6807120291 NRC Info Notice 68-046. "Licensee Ropl of Defective Refurbished Valves." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 00/07/12. 
Consolidated Edison Co. ol New York. Inc. 103pp. 46242.006 46242: 10B 

8607200309 Summary ol 800620 meeting w/util proposod restart technical verification 
program for plant A safety sys functional insp currenty being conducted el 
filieVlawgiaphsjist of attendees A Insp plan encl 

GEARS, G.E. Ofc of Special Projects 88/07/12. Ofc of Spocial Project 2ipp. 
46228:218*46226:323. 


6607210197 Advses that u*i 8B0624 responses to concerns raised during safety sya 
functional Insp at plan setisfaclory. 

BLACK S. Ofc cl Special Projects. 88/07/12. WHITE.S a. Tenressoe Val'ey Authority 
2pp. 46233 201 •<16233 202. 

8807080366 NRC In'o No*ice 86 047, *$ ower-Than Expected Fbd-Drcp Times.' Svc 
1st Orel. 

FOSSl.CE D.vtsion ol Ocaetor.al Events Assossmonl (Post 87C411) 88/07/14 
Consolidated Ed.son Co. cl New York Inc I03pp 46240:222 46240 324 

8807120560 NRC Info NcU© 68 C49. * Marking Hand' ng.Ccrtroi.Sloraga & Oost'uction 
of Safeguards into.*' Svc ->st crcl 

ROSSI, CE Dwson of Operational Evens Assessment (Pest B7<Mii) 80/07/18 
Conso'idaled Edison Co of Now York. Inc I03pp 46241:263-46242 005 

8607120663 NRC info Ncice 80 CS0, "EMect cf Circuit Breaker Capac '.ance on Avail 
eb 'ity of Emergency Power.” Svc list end. 

ROSSl.CE Cv.aicn c4 Operator, ai Events Assessment (Post 6704 U) 68/07/18 
Conao'idaled EC son Co. c« Now York. Inc llflpp 46257:259-46258:016 

8807109101 NRC Info Notice 88 051. 'Fa lures o' M.SiVs" Svc Isl end 
ROSS'., CE. Oivison of Opera! oral Events Assessment (Post 8 704H) 80/07/21. 
Consolidated Edison Co o* Now York, Inc 121 pp 46257:096-46257:206 


R. Periodic operating reports & related correspondence 

8807030282 Discharge monitoring ropi 'cr Way 1 908 
8R00KS.R.H T anno ssod Val'ey Authority 08/05/31. I2pp 46139:221-46139.232 

0897070536 Forwards week*/ schedule ol TVA astrvles for wks of 890704 & 1 1. 
KELLY.J L. Ofc of Spooa' Prcjocls 80/06/29 BLACK.S Ofc ol Special Projects. 4pp 
40122:175 46122.178. 

6807250061 Forwards month!/ operating repis for Jure i€86 & revs to Apr & May 1908 
repts for Browns Farry Ur.ls 1.2 & 3 

VYAIKER.JG Tennessee Valley Authonty. 80/07/15 Ollico ol Nuclear Re&cio’ Regu- 
lation. O-rector (Post 87041 1) Ip 46274 064-46274.159 

-8807260065 Monthly opa'alng repts ler June 18GB for Browns Ferry Units 1.2 & 3. 
WALKER.JG. CRAWFORD. JO. Tennessee Vailoy Authority. 8B/OB/30 95 pp 

46274 065-46274 157. 

-8807260067 Reused rodwaste summary io moilhy operating repts lor Apr 1908 tor 
Browns Ferry llr.tte 1.2 & 3 

• Tennessee Val'ey A ulhor.ty 80/04/30. ip 46274 168-46274 15B 

-'8807266089 Revised radwasto summary t 0 mcnlKy opo'el ry repis to' May 19B8 fer 
8rowns Ferry Units 1.2 & 3 

’ Tennessee Ye ley Authority 8B/C5/3V ip 4 6274 .168-4 6274 1 50. 


8. Rsport&ble occurrences, LERe & related correspondence 


8007060473 Responds to 000810 nctlco ol violat.on of bochenical oxygen doma-U 
permn limits dur.r.n Mar 1988 Corrocuvo actions personnel wil corttao io trerd 
lagoon data io predfci 6 attempt to prevent recurrence of discharge 
BROOKS, R H Tennessee Valley Authority 66/06/23 HORN.C Alabama State of 
2pp 46073 279-46073:200 

8807060617 LER 60 003-00 on 880527, rus! found in lowor coni a nmant spray hoador 
due to leak.ng isolation vaNos Portcrmar.ee of hydrostatic tost stopped.sys depress jr- 
i?e 8 lower contanmem spray header d'alnod W/680627 hr. 

BAKER, R.L, WALKER.J-6. Tennessee Va loy Authority 89/08/24 5pp. 46115:320* 
46116:324 

8807070171 LER 68 002-00:on 860523 & 2?.inpo1 reactor prolecbon sys bus 2B feeder 
breaker initiated ESF. Cause undetermined Breaker 952 replaced w/mo'ded ca 9 e 
swllCb.W/080027 hr. 

NAVE.EO, WALKER.J.G. Tennessee Valley Au:hor.ty CB/06/24 6pp. 48136 144- 
46139:148 


T. Roaring transcripts on non -antitrust matters 

8607050409 Transcript of TVA 990621 b'iefhg in Beihesda.MD ro ull reorganization & 
plant status 

* Com m'ss loners. 80/08/21. 91pp. 45999 073-459D6 163 


V. Operator Examinations 

6807130201 Requests that utl furnish approved ref mail requirements for reaclor/senlor 
reactor operator liconsag exams by 990830 In order to meet schedule lor 68 1205 
written exams A 991208-09 s ; mu 'a tor/ operating exarrs at faci'iscs 
JUUAN.C A. Region 2. Ofc of the Director. 00/06/22 WHIIE.S A Tennessee Valley 
Au thorlty. 1 0pp. 46 1 67 :347-46l 67 356. 


DOCKET 60-261 H.B. ROBINSON PLANT, UNIT 2 


“8B07120346 Exomphoo from 10CFR5Q.App R.Scct.on III J roqui'orr.onts ro olCOSS & 
cgi0S9 IO safety injection pjrrp room & to svc wator intake Slructuro 
VARGA. S J. D.v.sion of Reactor Projocts • I/ll (Po-.l 870411) C0/CO/3O. lOpp 
461 1? 216 461 12 225 

8607120552 Noiificalion ol 68D714 meeting w/utl In Harlsvi'le.ljC to discuss on-vgercy 
rosponse faci ity implementation, 

LO.RH Project D rectciate 11 1 66/07/07. ACENSAM.FG PrO|uct DirocfcralO .‘i-l. 
2pp 48103 359 40153 360. 

8607150122 Revised emergency p'an implomo.'i'iry procoduros.includir-.g Rov 5 lo PEP- 
253, “Corectlon ol Very Hgh Lovel Radioachvo San-.plos" A Rnv 6 io PEP-351, 
■’Errorgoncy Environ Monitoring Procedure ’’ W/88971 1 Ur. 

MORROW MC. JOHNSON, R.L Carolna Power & Light Co 80/07/11 24pp. 

46163 22 7-40163 250 

8807150259 Rev.sod err.cirgency plan Imple.-nenLinu procod-J'oe.inc'ud.'ig Rev ? to PEP* 
151, ’Plar.l Operetiona □ ( 60101 .” Roy 2 to PEP- 161. ”n&m?Lga CotUtnl Tef.ru leader * 
& Rov 3 la PEP- 162, ' Operational Support Clr Loader “ W/ 890/1 1 Ur 
MORROW. M C . JOHNSCNRl Cnroihn Power & Light Co 08 / 07 / 1 '.. itOpp. 
40164:155 40184 274 

0807150266 Revised emergency p'an Implemonlhg procedures. including Rov 0 to PEP- 
163, “Env.'on A Radiation Conlrol Team Loader." Rov 4 to PEP 251, "h P.ant & 
Onsiio Monitoring & Surveys” & Rev 3 to PEP-401. "Radoaclivo ’ W/060/H Hr. 
MORROW, M C , JOHNSON R.L . MORGAN, R.F. Carol na Pcwor & I ghl Co C0/O// 
1 1. 00 pp 46166 006 46186 187 

8607210304 Forwards Insp Ropi 50*261/0915 on 000013 17 No vlo!afons or dovl- 
alio ns r.oled 

CLINF..W E Rayon 2. Ofc ol tho Director 08/07 / 11 UTIFY.E F Carom Puwn» a 
Ughl Co. 2pp 46235 149 46236 151 

-8607210309 Parlialty wilhho'd Insp Repl 50-201/88 15 on 093613 1? (ro! 
10CFR2.7G0{d) & 73 21) No violations ; rfentifiod Major n f ens inspected socunty pro- 
gram atd.t records & repts.test.ng & mamt. recks & keys & comb-nations & alarm fill* 
i-or.s 

STAN58ERRY.W W . MCGU RE.O FV Rsg.on 4. Ofc of IhO Drocfnr 99/07/ n. Ip. 
46235 151-46235.161. 


P. Operating license stage documents & correspondence 

9806290399 Forwards Summary Of 000607 rrnt niuoimg ro ucliv.tiOH eulhoii/Od for 
BrunswJck.Robmson & Harr.s fac-i-lias Issuos olscussod ro mgl Ovorviuw ol coinpany 
n.ic!oar program. 

GRACE.J.N Rogion 2. Ofc of tho Direcior 09/00/16. UTLLY.F F Carolmn Pcwu* & 
Light CO. 6pp. 45974.340-46974 350 

8006300011 Forwards supplomonial Info ro imp’omonUHlon of AMSAC sys Irsta 'allon 
of AVSAC equlpmont planned for noxi rofuoirrg ouiago.curronUy srf'.od.jlul for lato 
Sumr.e.' 19QB. 

LOFLIN.L.I. Caro'ma Powor & Light Co 80/00/24 Document Control Drench (Docii 
menl Conlrol Deak). I7pp 45905:001 -459B5 010 

980712047^ Forwards ervv.tch assoasmont & tiding ot no slgn-.tcaul unpactre U.cesco 
960130 request lor OxemptiCn from corlan roqUromonta of 10CFH20 I03(c)l2) on 
physicals for us&rs ol rasp ratory equ pmam 

LO.RH Pro.ect Dlrecforalo IM. 90/06/29 UTLEY, F F. Coro'mn Powor R l qht Co 
2pp. 46113:327-46113 332 

-0807120497 Env.ron assoasment 6 lindng of no significant .mpncl ro nrlrrin si ml on of 
physical exams for users ol ro9p ratory oqupmont 

AOENSAM.E.G. Projoc l Director ato IM. BB/09/29 4pp. 401 13 32U 46 1 13 332 

8BD7060504 Forwards request lor addi info ro adequacy of "Slntion Flociric D.sinbr.ho*' 
Sy9 Voltages (Multi-Plant Action e-40)/' to assoss Impacl ol olucif-cnl sys changes o.“. 
conformanco lo N/TC Branch Technical Post.on POS-i. 

LO.R h Project Diroctorato IM. 00/00/30 UTLEY. E E. Cnro'ino Powor A Light Co 
3pp. 46003 020 -46003 022. 

8807120335 Forwards oxompt.on from roqulromenls ol i0CFR50.App R. Suction IH J to 
access A ogress routns to saloly injecllon pump room A to svc wator intake sikici cn, 
AOENSAM.EG Project Droctorato 11 1. 00/00/30 UTLLY.L E Caro'irm Powor & 
Lfghl Co 4pp 48112.212-46112 226 

-0807120348 Exemption from 10CFR50.App n.Soclion III J roquirornor.is ro access & 
ogress to safety in ectlon pump room & lo svc waior intake strucluro. 

VARGA, SJ. Division of Reactor PfOjecis • I/ll (Posl 070411) 80/00/30 10np. 
46112 216-461 12:225. 

8807130454 Genonc Llr 60-1 1 lo all llconsoos of oporaiing roactors A tioldora of Cf^ ro 
NRC posilon on radiation embrittlement of roactor vessoi mails & mipacl on plant 
operations Svc list & Rov 2 to Reg Guido 1.09 encl 

WiRAGLlA.f j. Associate D.ieclot tor Prolecls (Post B70411). 08/07/ 12 Con so' dated 
Ed son Go of Now York. Inc 5ipp 46257:207.46257 257 

8907250368 NotHicaion ol 880727 mooilng w/util in Rockvrlo.MD to discuss facility 
RTD bypass 

LO.RH Project Directorate II- 1. 88/07/18. ADENSAM.EG Project Drocla'flio IM. 
3pp 46285:165-46285:167. 


F. Security, medical, emergency a fire protection plans 


Q Inspection reports, IE Bulletins & correspondence 


8907080658 Reused plam omaroency procadutcs.incljd ng Re v 3 to PEP- 152, ”emer- 
jjency Repeir Dl.'ecior ,, A Rev 2 to PcP-153, 'Logistics Support D..'eci©r ” W/800629 

^^ n 4iib^r soNR csro " ni ’ po '' e ' 6 ii8hi ce - » a/ ° 6/ *9 '»pp 


8606130168 NRC Info Noilce 80*039, "LaSalle Unit 2 Loss of Rocircufabon Pu'rps W/ 
Power Osc liotion Event ” Svc list encl 

ROSSI.C.E Division of Operai E onal Events Assessment (Posl 070411) 08/06/16 
Conso'idoied Edison Co. of New York, Inc. 1 lOpp 45978:156 45970.266. 


8807120335 Forwards oxemption Irom requirements ol lOCFRSO.App R, Sect.cn ill J r© 
4 ncwcAi?S f rs 39 « 0l, . tes ^ SQ,&r 7 in.ecL-on pump room A lo 9vc water intake struct- orv 

aa ' 06 ' 30 UUEr - EE c »’ 0, ' na p ^ ei & 


6806300156 Discusses Insp Ropts 50*261/88*03 & 50*201/80 04 A forwards r.olico ol 
violation 6 proposed imposil on cf civil penalty In amount of $50,000 Violat on involved 
failure ol 10CFR50. App K required evaluation model. 

GRACE ,J.N. Reg on 2. Otc ot the Director. B&/08/15 UTLEY. E.E. Carolna Power & 
L*ghl Co. 3pp. 45995 285-45B95;?89 



DOCKETED ITEMS 37 


-060830016$ Nolle© or v.olation & proposed imposlfon ol clv.l ponalty In amount of 
550.000 Violation noted c-omb nation of ECCS subsystem assumed to bo opera tivo in 
□valuation modal In updated SAFI did not rolled failures of ECCS oqu'pmont 
GRACE. J N Region 2. Ofc of Iho O.roctor 00/06/15 2pp. 45905 208 45995.289. 

6808160340 NF1C info Notice 00 040. "Examiners Handbook for Dewoloping Oporato' 
Licensing Exams " NUREG/BR-0122 & svc list oncl 

ROSSl.CE Division of Operational Evonls Assessment (Post 870411) 00/06/22. 
Consol dated Ed son Co ol Now York. Inc 237pp. 46240 325 40241 201 

6606170033 NRC Info Notice 00-041, "Pny&ical Prolecllon Woaknassos Identified 
Through Rogu'aiory E1fociiveno9S Reviews " Svc list encl 

ROSSI.C.E. O.vlslon of Operational Events Assessment (Post 070411) 00/00/22 
Conso'idated Edison Co of Now York, Inc I22pp 45078 034-45078 155 

6606170291 NRC Bul’elm 80 008. "Thermal Slrosses In Prplng Connected to RCS." Svc 
list ancL 

ROSSI.C.E. Division of Operational Events Assessment (Post 0704 it) 80/06/22 
Consolidated Edison Co. of Now York. Inc. Il6pp 46019 037-46019 152 

$807010066 AdvlSG9 that util comp’oied actions roqjired by NRC Bu'lot.n 00-003. "Innrl- 
equals Latch Engagemonl In HFA Type Lotch-ng Relays Mfg by GE ** No HFA ro’ays 
used in H0 Robinson & Sfioaron Hams plants 

EURY.L.W. Caroline Power & Light Co 00/00/22. Document Control Branch (Docu- 
ment Control Desk) 4pp 46020.233 46020 230 

$807120483 Forwards Insp Rnpl 50-261 /0G- 10 on 0805 1 1-0609 & nollco of vio’ation 
VERRELll.DM. Region ?, Ofc of tho Director 80/06/23 UTLEY.E E Carolina Power 
& Light Co 2pp 46154 202-46154 275 

-8007120490 Nollco of vlolotion from insp on 00051 1 0609 Violation noted writton Pro 
ceduro MST*552,Rev 3 does nol contan Instructions to fully tost lurbno redundant 
ovor spood irip sya 

VERRELll.DM. Region 7 , Ole of tho C-roctOr 00/00/23 Ip 46 154:204- 46 164:264 

-8007120493 Insp Rcpt 50 261/08-10 on 08051 1-0609 Ono vlolallon noted. Major 
areas Inspeciod.oneraiionol sefoty vorif.cation. physical protection, survollianco 
observat on.maint observation & ons io rovlew comm.ueo 

FREDRICKSON, P., GARNER. L W.. LATTA.R M Region 2. Ofc Of tho Director 68/00/ 
23 11pp. 46164:265-^0154 275 

8806210036 NRC Info Nqt-co 00-044. Mechanical Uind.ng of Spring Roloaso Device In 
Wostinyhouso Typo DS 416 Circuit Broukors " Svc list oncl. 

ROSSI.C.E. Div.sion ol Opo/at'onat Evonls Assessment (Post 070411) 08/06/24 
Consolidated Edison Co of Now York. Ir.c. 1 13pp 46019 153-46010 2Q5 

8800240139 Suppl 1 to NRC Oullohn 00-008, Thermal Slros3os In Piping Connected to 
RCS " Svc l-9l on cl. 

ROSSI.C.E. Division ol Opo/dono 1 Evonls Assessment (Post 870411) 88/00/24 
Consolidated Edi 9 on Co of Now York, Inc 1 I4pp 46910.2C6 46020 018 

8807080052 Forwards Exam Ropt 50 26i/OL*0O-Ot of makoup Rlmulalor oxam a-dmlnis- 
lerod on 800523. Simulation faci'ity f dclity ropt also oncl 

JULIAN, C A Roglon 2, Ofc of lliu Director 60/00/27. UTLEY.E E Carolina Power & 
Ugh I Co. 2pp. 46139:341-46130.345 

-8007080053 Exam Ropt 50-261 /OL-88 01 on 880523 Exam rneulLs sonior roaotor op- 
erator cand.dato passod.hasnd on rosu 1 of makoup a mu’ator oxom 
PAYNE, D.C , BROCKMAN.KE Rug-on 2, Ofc ol tho Director 80/06/21 3pp. 

48139 343-40139:345 

8B07130146 Forwards Insp Ropl 50-281/08-11 on 080523-24. No violations or dovi- 
atsons noted 

CUNE.WF Roglon 2. Ofc of tho Oroclor 80/06/28. UTLEY.E.E Carol na Powor & 
Llghl Co. 2pp 40103 235-46163:238 

-0007130140 Par Hally wHhhefd Insp Ropl 50-251/80-11 on 8B0523-24 (ref 
10CFR2.790) No violations or doviationg noted Major oroas 
Inspected procedures. records & oporoilons for uso.control & accountab.l.ly of SNM 
possessod under I conso 

TODD.G.A., MCALF4NE.E.J Roglon 2. Ofc of tho Director 00/06/28 ip 46163 237- 
48163.238. 

0007220097 Forwards Insp Ropl 50 261/00-13 on 000607-10 No violollons or dovi- 
at.ons nolod- 

HEROT.A.R, Region 2. Ofc of the Drocior 80/00/29. UTLEY.E E Carol na Powor & 
Llghl Co 2pp. 46249.093-48240 099 

-6607220098 Insp Ropl 50-261/08-13 on 000007*10 No vlo'allons noted Major areas 
inspoclodQA/GC controls & work activiifos for dry spent fuel storage lac lily, seismic 
monlforing program & followup on previously Idontlfiod In9p Items. 

HARRlS.JfS. CONLON.T. Roglon 2, Ofc of tho Dlroclor. 80/00/22. 5pp. 46249.005 
40249.099. 

6606300347 NRC Info Notice 80-045, "Problems in Protective Relay & Circu l Breaker 
Coordination." Svc llsl oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 08/07/07. 
Consolidated Edison Co of Now York. lac. 104pp 48242.109-46242 212 

6607260319 Forwards Insp Rept 50-261/68-12 on 80O6O8-1O.No vlolflNons or devi- 
ations notod- 

MERDT.A.R. Region 2. Ofc of ihe Director. 08/07/07. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 40285.180-48285:194. 

-6807250322 fnsp Ropl 50-261/08-12 on 8Q0606-10.No violations or deviations 
nolod. Major areas Inspected. comp'lanco w/ordor mod.fymg l.conse, primary coolant 
sya pressure Isolation va I vos Weakness noled In areas of mgt involvement in QA. 

KLE INSORG E.W.P.. BLAKE.JJ. Roglon 2. Ofc of tho OiroclO r. 08/OB/3O. 13pp 
46205:102-40285:194. 

6607080006 NRC Info Notice 00-046, "Llcenseo Rept of Defective Refurbished Circuit 
Breakers ” Svc list oncl. 

ROSSI.C.E. O.vlslon of Operational Evonls Assessment (Post 070411) 80/07/08 
Consolidated Edison Co. of New York, Inc. I07pp 46231:281*46232:027. 

6807190136 Responds to NRC Bulletin 08-004 re potential safety toloied pump 
loss.Two mini Now design concerns re pump-to-pump Interaction w/potentlel to dead- 

hand ruimn A {narlomifita minlfrnuu r*finarltv dnrinn nlnriln.flnuu rt-narnhnn IHnntifmri 


6807210304 Forwards Insp Ropt 50-261/08-15 on 880613-1 7. No vlolal-ons or devi- 
ations noted 

CLINE, W E. Feg on 2. Ofc of the Director. 80/07/11. UTLEY.E E Caro’ina Power & 
Light Co. 2pp. 46235 149 46236.161. 

-6007210309 Partially withheld Insp Repl 50-261/88-16 on 880613-17 (ref 
10CFR2 790(d) & 73 21) No violations identified Major areas inspected security pro- 
gram aurtir.rocorcfs & ropis.lestmg & ma-nt.locks & keys & combinations & alarm sta- 
lions. 

STANSBERRY.W W.. MCGUIRE. D. n. Region 4, Ofc of tho Director. 68/07/11. ip. 
46235:151-40235:151. 

8B07120291 NRC Info Nonce 00-040, "Licensee Rept of Defective Refurbishod Valves.” 
Svc hsl oncl 

ROSSI. CE. Division cf Operational Evonls Assessment (Post 870411). 00/07/12. 
Consolidated Edison Co of Now York, Inc. 103pp. 4G242.008-46242 108. 

8607080366 NRC Info NoHco 8G-047, "Slower -Than Expected Rod-Drop Times " Svc 
i -st encl. 

ROSSI.C.E Oivision ol Operational Events Assessment (Post 070411). 88/07/14. 
Consolidated Edison Co of Now York. Inc 103pp. 46240 222-46240 324. 

8607120650 NRC Info Not co 00-040, "Mark.ng.Handi ng.Control, Storage & Destruction 
of Safeguards Info." Svc list oncl. 

ROSSl.CE Division of Operational Evnnte Assessment (Pest 87041 1). 88/07/10. 
Consolidated Edison Co of New York. fnc. I03pp 46241.263 46242005 

8807120663 NRC Info Nollco 00 050. "Elfoct of Circuit Breakor Capacitance on Avail- 
ability ol Ernorgc.ncy Power." Svc list encl. 

ROSSl.C E DMslen ol Oporationel Events Assessment iPost 870411). 08/07/10. 
Consolidated Edison Co of Now York. Inc. 1 19pp 46257.258-46258:016 

8007180101 NRC Info Notice 0B-O51, "Fa lures of MStVs." Svc llsl encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/07/21. 
Consol detod Edison Co, of Now York. Inc 12lpp 46257.006-46267206. 


R. Periodic operating reports & related correspondence 

0807140200 Monthly oporothg repl lor Juno 1900 for H B Robinson W/800700 Hr. 
HAYNESWORTH.V . MORGAN.R.E Carol na Powor & Light Co. 88/08/30. 4pp. 
46170:104-40170:107 


S. Reportable occurrences, LERs & related correspondence 

8807050374 Resolves Woslnghouso Juno 10B7 Part 21 concerns re con tan men t Isota- 
lion of component cooling walor (CCW) sya Mod Implomonlod to ensure that CCW 
surge tank vonta lo waste holdup tank. 

l.OFLIN.U. Carolina Powor & Light Co 08/06/20. Documanl Control Branch (Docu- 
monl Control Desk). Ip 46060:105-46060:105 

0807080569 LER 88-01 2-00 on 060603, 10CFR21 reported condiUon existed ro posl-BC- 
cldont noutron flux monitor w/potonilal for dofociivo solder connoc Hans. Caused by 
m'g process used Plan for rep at wi l bo dovotopod W/080701 Itr. 

SAYRE, O , MOflGAN.RE cforollna Powor & Light Co. B8/07/01. 5pp. 46114:262* 
46114 200 

8007210044 Rovlsod 30 day spoclal ropt on 870330.low temp overpres sure prof act ion 
actual on occurrod Caused by fluid drive booring failuro duo to end ol hfo.Gauges fn- 
stallod to monitor fluid drive lubo oil pressure ol charging pump 9 . 

MORGAN.R.E Carol.na Powor & Light Co 00/07/12. Documont Control Branch (Doc- 
umont Control Dosk) 3pp 40234:046-46234:040. 


V. Operator ExamlnsHona 

8807130084 Advisos that written 6 operating exams scheduled for wk of 80 1 212. Ul I 
should furmsh approved rof rratl listed In Encl 1 by 000801. 

JULIAN, C.A. RogiDn 2. Ofc of Iho Direcior 80/06/22 UTLEY.E.E. Carolina Power & 
Light Co. 10pp. 48185 010-46165:027. 

8807080052 Forwards Exam Repl 60-26 l/Ol -00-01 of makoup simulator exam adm nia- 
tered on BB0523.Simuiat ; on facility fidelity rept also oncl. 

JULIAN, C A. Region 2, Ofc of the O rector. 80/08/27. UTLEY.E.E. Carol na Power & 
Light Co. 2pp. 46139:341-46130:345. 

-8807080053 Exam Ropt 5O-2Q1/OL-0B-O1 on 0BO523.Exam rosu! 19 son .or reactor op- 
erator candidate pas&od.basod on result of makoup simulator oxem. 

PAYNE.D.C.. BROCKMAN, K.E. Roglon 2. Ofc of tho Director. 08/00/21. 3pp. 
46139 343 40139:345. 


DOCKET 60-263 MONTJCELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency A fire protection plana 

8007060383 Forwards Safety fnsp Rapt 60-263/88-00 on 000409-0527 & notice of vio- 
lation. 

AXELSON.W.L. Region 3. Ofc of iho Dlroclor. 8B/06/21. LARSON, C.E. Northern 
States Powor Co. 2pp. 46109:300-46109:317. 

<-$8 07060 3 66 Notice of violation from insp on 880409 052 7. Viol all on noted. access door 
to turbino bldg found to be op on S automatic door closure doviee nol connected lo 
door. 

AXELSON.W.L Region 3. Ofc of tho O.roctor. 88/06/17. ip. 46109:302-46100:302. 

-0 $0706 0306 Insp Repl 50-263/8D-06 on 8 004 09-0 527. No violations noled. Major 
aroas (n9peclod:previous insp fmdlngs.operalonel safety 

unrUlrAllnr* mnlnt fifirvrul R HI P. qua tnrhinft Irina ri\nrlAn<uv Inhinn InvoftlinAtlnn A 


8607120077 Forwards En'orce.ment Conference Repl 60*263/88-11 on880615. 
NORELlUS.Ce Region 3, Ole o’ tho Oi.'OClor 88/07/01 LARSON, C.E Northern 
Slat os Power Co 2pp. 46155.1 30 46155 132 

-8807120086 Parti a 1/ withheld En'orcerreni Conference Rapt 50-263/66-11 on 680615 
(ref 10CFR73 2l).Wa;or areas d>scussed:en'o:comeni optioas.circum stances surround- 
ing & corrective actions In response to potential violations of secuntv plan 
i$0EDATJ CREED JR.. MALLETT.BS. Region 3. 01c of the Director 88/06/26 
ip 46155 132.46155 132 

6807210096 Rev 20 to Emergency P-an implement ng Procedure EPIP A.2-001. "Emer- 
gency Organization’ A revised pace l.st w/8-8 3714 Hr. 

FEY.F.L. Northern Stales Power Co. 88/07/14 26pp 46234:213-48234 238 


K. Utility Final Safety Analysis Report (FSAR) A amende 

6607190060 Forwards Rev 6 to updated SAR for Momcel'o Nuclear Gone'flSng P«ant A 
Rev 12 lo "Ope/at.o.ne! GA Pan." J _ 

MJSOLF D Northern Slates Power Co 88/06/30 Of'ice ol Nuclear Reactor Regula- 
tor*. Director (Posl 6704 H) l6pp 46211:21 2-4621 2 335. 

-8807190066 Rev 6 to updated SAR . . q p 

* Northern States Power Co 88/06/30 ?50pp 4621 1:229 48212 1B5 


-8Q07 190060 Rev 12 to “Operational 0 A Plan." 
ALBRECHT.^., JENSFN.R.J Northern States Power 
46212 186 46212 335 


Co. 08/05/26 


100pp. 


P. Operating license stage documents A correspondence 


8607140286 Forwards Rev 4 *o B40403 appllcat-on for amend to License DPR22,rovis- 
me Tech Specs te ccc.wol feom hab Jab. lity 

MUSOLFD Northern State 9 Power Co. B0/O7/C5 Document Control Branch (Doeu 
mar.t Control Oesk> 2pp 46176 065-46176 099 

-8607140292 Application for amend lo License DPR 22, changing Toe ft Specs re instru 
mentation (or control room hebitabi’ ty pro lection, control room vent’s ton sys A con- 
trol! room emergency f.liraton ays 

WUSOLF.D Northern States Power Co 08/ 07/05 7pp. 46178:007-46176 073 


-8607140293 Proposed Tech Specs ro in6truTionlallon for conl'cl room fiabtabJity 
protect on .con If dl room ventilation ays. A conlro’ room emergency fillia'ion ays 
• Northern Slates Power Co. 88/07/05 26pp 46178 074 40176 099. 


8607130454 Gonenc Lb 88-11 to a l licensees of operating reactors A holders of CPs ro 
NRC position cn radiation embrihemenl of reactor vessel malls A impact on plant 
operotions Svc list A Rev 2 to Reg Guide 1 .99 end 

MIPAGHA.F.J Associate Director for Propels (Post 870411) 60/07/12 Consolidated 
Edison Co ol Now York. Inc 6lpp 4825/ 207*48257.257. 


Q. inspection reports, IE Bulletins A correspondence 


-8607129085 Partially wilhho'd Enforcement Conference Ropl 50-283/88*11 on 860615 
(ref 10CFR73 21). Major areas d scussed en'orcemenl opt. on 9. circumstances surround* 
ma A corrective actions In response to potential violations of security plan 
MACEDA.Tj,. CREEDJ R.. MALLETT.BS Rogon 3. Ofc ol the Director. 88/06/26. 
Ip 40155 132-40165 132. 

0006300347 NRC info Notice 03 045. "Problems in Protectlvo Relay A G'cut B'eaker 
Coordination." Svc 1 1st end 

ROSSt.C E. Division of Cperatlonal Events Assessment (Post 870411). 80/07/0 7. 
Consolidated Edison Co. ofNow York. Inc. 104pp. 46242:109-46242 212. 

0807000005 NRC info Notice 08-046. "Licensee Rapt of Oofectivo Refurbished Cucui* 
Breakers " Svc I si and. 

ROSSI.CE. Division of Operational Events Assessment (Poal 870411). 80/07/08 
Consolidated Ed:Son Co. of New York, Inc. 107pp. 48231:281-46232 027 


8807100245 Responds to NRC Bulletin 80-004 ro potential safety i elated purr-p 
toss Analys s of minlflow I nes Indicates no potential for adverse pump to pump inter- 
actions. 

LARSON C E Northern Slates Power Co. 00/07/08. Document Control Branch (Docu 
ment Control Desk) 9pp 46203.001-48203:009. 

0807120291 NRC Info Nonce 68-040. ‘'licensee Ropl ol Detective nofutbfiheti VoUds" 
Svc fist end. 

ROSSI.CE. Division ol Operational Events Assessment (Post 07041 1). 00/07/12 
Consclidalod Ed-son Co. of Now York, Inc t03pp 46242.006 46242:108 

0807000366 NRC Info Notice 88 04 7. "SlowerThan-Expected Rod-Drop Tirros ’* Svc 
Slat end. 

ROSSI.CE. Division of Operational Events Assag&mont (Po9t 870411) 00/07/14 
Consofidalod Ed:SOn Co. of New York, fnc 103pp. 46240:222-46240:324 

0807120550 NRC info Notice 86 04.9. "Markmg.lfandllng, Control, Slorago A DostrucLon 
of Safeguards Info ” Svc list end. 

ROSSI.CE. Division ol Operational Events Assessment iPo&l 670411) OQ/Ol/yft 
Consofidalod Ed-son Co. of Now York, Inc I03pp 46241:283-46242:005. 


8007120553 NRC Info Noi co 80- 050. ’'Effect of Circuit Breakor Capac-tanco on Avelt 
ab lily of Emergency Power.” Svo list encf 

ROSSI.C.E. Division of OporaUonal Events Assessment (Post 070411). 60/07/16 
Consolidated Edison Co. ol New York. Inc. Vk9pp 46257:258*46256.016 


8007180101 NRC Info NoUco 88 051. "Failures of MSIVs." Svc list end. 

ROSSI.CE. Division of OporaUonal Evonls Assessment (Po9l 670411). 60/07/21 
Consofidalod Edison Co. of New York, Inc. 121pp. 46257.006-40267:208 


0. Periodic operallng reports A related correspondence 

8007200390 Monthly operatng ropt for June 1008 for Monticollo Nuclear Donor ming 
SiatlonW/000711 Hr. 

MYRABQAL, MUSOIF.O Northarn Slates Powor Co 00/0B/3D 5pp. 46?2l:21C- 
40221:214 


6006130168 NRC Info Notce BB 039. "LaSa'lo Unn 2 Loss of Recirculation Pumps W/ 
Power Osc nation Evert " Svc I si tael 

ROSSI.CE. Otvislon cf Operational Events Assessment (Post 070411). 06/06/15. 
Consolidated Edison Co of New York. >nc HOpp 45970 166-45978:206 

8007000383 Forwards Salety fnsp Repl 60*263/00 06 on 860409 0527 A notice of vio- 
lation 

AKELSON.W-L. Region 3. Ofc ol the D rooter. 68/06/21. LARSON, C E Northern 
States Power Co 2pp. 46109 300-48109:317. 

-0807080385 Notice of viol at on from insp on 000409 05 2 7. Violation noted access door 
to turbine b’dfi found to be open A automatic door closure device not connected to 
door. 

AXELSCN.W-L. Reg en 3. Ofc of the D rector 80/CB/17. Ip. 46109 302-46109 302 

-0807060366 Insp Repl 50-283/08-06 on B80409-0527 No violations noted. Major 
areas inspected previous insp find ngs.operalonal sate tv 

v finite a’j on. rnainLsurvol iar.ee, RCIC eys turbine lrlps.cor.de nser tub ng investigation A 
fire doors 

JACKIW.I.N Reg on 3. Ofc of the Dreclor 88/06/16 15pp. 48100:303 46109:317. 

8806 180340 NRC Wo Notice 88-048, "Exarr nsrs Vtartebook lot Developing Operator 
Llcans'na Exams " NUREG/BR-0122 A svc I si oral. 

ROSSI, C.E Drvlslon ol Oparatcnal Evonl 9 Assessment (Posi 07041 1 >. 8G/0B/22 
Conso'idaied Edison Co. cf New York. fnc. 237pp 46240 325-46241:201. 

8808170033 NRC In'o Notice 08-041, "Physical Protection Weaknesses identified 
Through Regulatory Effectiveness Reviews." Svc list end. 

ROSSI.C.E. OMson ol Operelonal Events Assessment (Post 870411). 88/06/22 
Consol dated Edison Co. ol New York, Inc. 122pp. 45970 034-48978: 155. 

0806 170291 NRC Bulletin 0B-OC8. ' Thorma’ Stresses In P.plng Connected to RCS.” Svc 
list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 8704U). 06/06/22. 
Con solid a led Ed son Co. of Mew York, Inc. 116pp. 46010:037-46019: 1&2 

0806210030 NRC info Notice 80 044, "Mechanical 0 ndlng of Spring Reloaso Device In 
Wealing house Typo DS-416 O/cu t Breakers .*’ Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 88/06/24. 
Consolidated Ed son Co. of New York, fnc. 113pp. 46010:153-46019-205 

8006240139 Suppl 1 to NRC Bulletin 88-008, 'Thermal Stresses In Piping Connected lo 
RCS.*’ Svc list end. 

ROSSI.C.E. Division ol Oparehonal Events Assessment (Post 870411). 88/06/24. 
Consolidated Ed son Co. of New York, Inc. Il4pp. 46019:288-46020.018. 

6807 12007 7 Forwards Enforcement Ccnfa/enco Repl 60-283/88- tl on 660815 
NOREl IIIS, C.E Regon 3, Ofc of the D 'actor 60/07/01. LARSON, C.E. Northern 
Slates Power Co. 2pp, 46155:1 30*4 St 55: 132. 


3, Reportable occurrences, LERa A related correspondence 

0807140279 l ER 83-022-01. on 83 10 24. ro& rcul ah on pump 11 MO set drive motor at cir- 
cuit broaker AC0 fa led to trip during attempted automatic closo circuit 4 kV bos 
transfer.Causod by abnormal wear of s'eave bearings W/080705 Hr 
PUDIICK.LE., MUSOIF.D Northern States Powor Co. 00/07/05 5pp 46178. 10&* 
48178:113. 


V. Operator Examinations 

0007120140 Forwards revised drafl Rev 5 to ES-601, "Administration of NRC RoquaVi 
cation Program Evaluations .” W/O oncl. 

WfilGHT.G.C. Region 3, Ofo of the Director. 88/06/23. ANTONY. D Northern Slalos 
Power Co. Ip. 46140:356-46 148:356. 


DOCKET 50-205 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency A fire protection plana 

0006290061 Advises lhal ulil proposed objectives r©apon9lvo lo NRC concerns from 
previous exercise A dearly Indicate util willingness to demonstrate program updalos 
from 168 0. Proposed objectives acceptable. 

SHAfER.W.D Region 3. Ofc of tbo Director. 88/06/22. REED.C. Commonwealth 
Edison Co. Ip. 46974:300-45974:300. 

0007060124 Revised emergency plan Implementing procedures .Including flov HA lo 
Table 8.4- 1, "Environ Redologlcal Mon.tonng Program." 

’ Commonwealth Edison Co. §0/08/23. 8pp. 46122:097-46122:104. 


P. Operating license stage documents A correspondence 

0007120393 Advises that Rev 1 to NEDC-31345P SAFER/GESTFULOCA analysis wvl 
be w.thherd from public disclosure (ref 10CFR2.790) per 800328 application to amend 
license.changlng tech Specs. Reasons listed 

ROSS, T.M Project Directorate III 2. 88/06/17. BLISS.H.E. Commonwealth Edison Co 
4pp. 46111:318-46111:321. 

8607130033 Forwards Amend 104 to License DPR-30 A safofy evaluation Amoiv 
changes Tech Specs to revise operating safety limits, expand operating doma n 5 
allow continued operation w/some equ r pment out of svc. 

NOflRHOLM.L J. Project Directorate 111*2. 88/00/17. BLISS.H.E. Co/r.monwealO 
Edison Co. 3pp. 40183:262-46163:297. 


& deleting license conumsn restrictions on coastdown operotion 
NOnRHOlM.l J Project D.foctorate III 2 00/06/17. 24pp 46163.265-46163 286 

-8807130043 Safoty ova'uaiion supporting Amond 104 to- Llcenso DPR-33. 

* Office Of Nucloar Reoclor Regulation. Olrector (Post 870411) 00/00/17. 9pp 
46163 289-46 163 297. 

8807120442 Notifies of rolocalion of drywell lemp indcator.per DCRQR human factors 
commitment Amend 1o Tech Spec revising Instrument locailon will bo submitted by 
800715. 

JOHNSON.! M Com mo n wool I h Edison Co 80/08/20 MURLEY.T.E. Olf.ce of Nucloar 
Reactor nogu’otion, Di'QClOr (Posi 87041 1) 2pp 40156.280 46150 201 

8806200162 Ko'wards "Effects of Postulated DC Pgwor Fa. lures on ECCS 
Aval lability. Quad Ciiles Uni 1." by Sargent & Lundy, demonstrating that battery failure 
could load to degraded ECCS oqu pmont avallab llty or isolated doslgn weakness 
SILAOY.JA Commonwealth Edison Co. 80/00/21 MURLEY.T.E. Office of Nucloar 
Reactor Rogulat-on. Dlroctor (Post 07041 1) ip 45981:221 45901 221. 

-9806200154 "Effects of Postdated DC Power Failures on ECCS Avai’ab My.Ouad 
Cities Un i 1 " 

* Sargont A Lundy, Inc. 08/06/00. 400pp. 45981:222*45982 252 

8807110404 Forwards Amonds 109 & 105 to Licenses DPR-20 & DPR-30. rospoctivoly 
& safety eva'uat on.Amonds doleie upper tolorance of roactor to-lo water lovol set- 
point & correct typos in basos soction 

ROSS.T. Pro|ocl D reel ora to 1112 88/00/23. BL1SS.H.E Commonwealth Ed son Co 
4pp 40141:307*46141:324. 

-88071 10417 Amends 109 A 105 to Licenses DPR-29 A OPR-SCLrespectlvOly. doleLng 
upper tolerance of reactor lo lo water lovel setpont & correcting typos :n basos sec- 
t-on. 

NORRHOLM.L J Project Directorate |||-2. 00/00/23 l2pp 40141:31 140141 322. 

-8007110424 Safety uvaluation supporting Amends 100 A 1 05 lo Licenses DPR *20 & 
DPR-30, respectively 

* Offico of Nucloar Reactor Regulation, Director (Post 070411) 00/08/23 2pp. 
46141 323*46141 324. 

0BO7O10 100 Confirms 880610 plans ro 800718 meeting w/uli! at Reg on III ofc to dis 
cuss several engineering issues associated w/ plants 

GREENMAN.E G Rog'on 3. Ofc of iho Director. 08/06/24 REED.C. Commonwealth 
Edison Co. 2pp. 46009 050 40009 050. 

8007120407 Summary ol 080510 counterpart mooting w/utd In Rockvillo.MD ro 
pasl.pfBsenl & fuluro BWR rolalod licensing actions A/or saloty Issues List n\ mooting 
participants oncl 

ROSS.T M Project Directorate 111*2 00/06/27 Project Directorate 111*2. 5pp. 
40111:280*40111:292 

6807130365 Forwards Amends 110 & 100 to Licenses DPR-29 & DPR-30, rospoctivoly 
A safety evaluation Amonds change Tech Spocs to rov.so trip setpoint for rofuoimg 
ffoor radial on mon.tors & to elovaio mgl authorization ro changes to procedures 
RQSS.T. Project Directorate ll‘-2. 08/06/30 OLISS.H.E Commonwealth Edison Co 
4pp. 401 66.04Q-4G1 66 057. 

“8807130309 Amends 110 & 106 to llconsos DPR-29 & DPR-30, roapoctivoly. changing 
Tech Spocs to rovlso hip solpolnl for rofuolng floor rodiallon monitors & to olovate 
mgl authorization roqmrod lor opproving oporot ng procoduro chongas. 

NORRHOLM.L J. Project Oiroclorato 111*2 88/06/30 l2pp 46160 044-40166 055 

“8807130371 Safoly evaluation supporting Amond9 110 & 106 lo Licenses DPR-29 A 
DPR-30.rospociively. 

* Offico of Nuclear Reactor Rogulailon. D.rector (Post Q7041 1), 00/06/30. 2pp. 
40166:056*40166057. 

8807120246 Provld09 revlsotJ schedule for completion of mod. rerouting reactor walor ref 
tog for two units In response lo Gonerlc Ltr 04-23 Work w.ll bo completed during refu- 
eling outages. 

JOHNSON, t.M. Commonwoa'Ah Edison Co 66/07/01 MURLEY.T.E. Office ol Nuclear 
Roactor Rogufailon. Director (Post 870411). ip. 46154 276-46154-276 

8807100230 Application tor amends to Licenses DPR-29 & DPR-30. chang-ng Toch 
Specs to Increase filter efficiencies for control room HVAC a>r filtof unit & correcting 
os. Foe paid 

HNSON.I.M. Commonwealth Edison Co. 88/07/05. MURLEY.T.E. Office of Nucloar 
Reactor Regulation, Director (Post 870411). 2pp. 46194:240*46194:254. 

“8807160232 Proposod Tech Specs ro control room emergency Miration sys A control 
room air filtration sys 

* Commonwealth Ed son Co. 00/07/05. 13pp. 40194 242-40194 254 

8807120100 Forwards Rev 61 changos to QA program Topical Repl CE-1-A dtd 
080707. Rev made to reflect organization changes.to provide add! organization posi- 
tion description & fdontiJicat«on to change commitment to ANSI/ASME NQA-1. 
MORGAN.W. Commonwealth Edison Co. 88/07/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 46160:048-40156:076. 

-8807190205 Rev 51 to licensee QA Program Topical Rept CE-l-A 
SHEWSKl.WJ Commonwealth Edison Co. CE-l-A R51. 88/07/07. 25pp. 46166.051- 
40166.075. 

8807210087 Application for emend to License DP R-30.ro vising Tech Specs re DCRDR 
human factors mod Fee paid. 

JOHNSON. I M, Commonwealth Edison Co. 8B/07/07. MURLEY.T.E. Office of Nuclear 
Roaclor Regulation. Director (Post 070411). 2pp. 46233:290 46233 299. 

-8807210090 Proposed Tech Specs ro DCROR human factors mod 

* Commonwealth Edison Co. 88/07/07. 8pp. 46233:292-40233.299. 

8007130454 Genenc Ltr 88 1 i to all licensees of operating reactors A holders of CPb re 
NRC position on radiation embrittlement of reactor vessel mails & impact on plant 
operation 9 . S vc Ii9l A Rev 2 to Reg Guide 1.99 encl. 

MIRAGL1A.F J. Associate Director for Projects (Post 870411). 88/07/12. Consolidated 
Edison Co. ol New York. Inc. 51pp. 46267 207*46257:257 


re RES research program & addl info ro enaiys.s A lost-ng of samp os oncl 
ROSS.T Project Drecforato m-2. FIN A 6350. 06/07/14 OLISS.H.E Commonwoa'ih 
Edison Co Opp 46276 308*46276 316. 


Q. Inspection reports, IE Bulletins A correspondence 

8806130168 NRC (nfo Noilco 88-039. "LaSa'le Unit 2 Loss ol Roc-rculaton Pumps W/ 
Power Osc Hat on F.vent." Svc list encl. 

ROSSI.C.E Div.slon of Onoraiionoi Events Assessment (Post 870411). 80/C0/15 
Consolidated Edison Co. of Now York. Inc 1 lOpp 45970 1 56-45970 266 

6807080020 Ack receipt of 800516 ltr discussing Info Noiico 08 021 on Inadvertenl 
cniical.ies. D-scovery of ihroo ropls dealing w/ ih'co events nxntlonod in ltr noted 
ROSSI.C.E Div.slon of Operational Events Assessment (Post 870411) 80/00/16. 
HANAUER.SH. Technical Analysis Corp 2pp 40134 170 4(3134 180. 

8807060224 Adv ses that condt.on of roapociivo plpo wolds at fecniy ehou’d not pre- 
clude rostarl.ln response to utl 060122,0601 A 13 suhmtlals of Info re IGSCC nserv 
ice insp program Final safoty ovoiuaiion wi'l be issued at letor date. 

ROSS.T.M. Pro,ecl Droctorote MI-2. 00/00/17 BLlSS.HE Cofrmonwoalih Edison Co. 
4pp 46003 015-40003 018. 

8806160340 NRC Info Notico 83 040, Examiners Handbook for Oevolopng Operator 
Licensing Exams." NUREG/BR-0122 A svc list oncl 

ROSSI, C.E Division of Operational Events Assessment (Rost 07041 1 ) 80/06/2? 
Consolidated Ed*son Co of New York, tnc. 237pp 46240 325-48241 201 

8006170033 NRC Info Notice GQ-041. "Physical Prolnctlon Weaknesses Identified 
Through Regulatory Elfecliver.ose Rev owa.” Svc 1st oncl 

nossl.C.E. Divisor ol Operalional Events Assessment (Post 870411). 00/06/22 
Consolidated Edison Co of Now York. fnc. i22pp 45978.034-45978 155. 

8806 17020 1 NRC Bui ntm 88-008. "Thermal Stresses in Plying Connected lo RCS." Svc 
list enc’ 

ROSSI.C.E Divls’on of Operaliona 1 Events Assessment (Post 070411) 80/06/22. 
Conso'idatod Edison Co. of New York. Inc llCpp 46019 03/-46U ID. 152 

8806210036 NRC Info Noilco 00 - 044 . ‘'Mechanical Binding of Spring Relnaso Oovjcg In 
Wostmghouso Typo DS 410 C rcun Breakers " Svc I si onct 

ROSSI.C.E Divl9-on of Oporalionai Evonts Assessment (Post 870411). 88/06/24. 
Conso'idatod Edison Co of Now Yoik. Inc. 113pp. 46019.153-46019:285. 

0806240139 Suppl 1 lo NRC Buloite Bti-006, "Thermal Sirosaos In Pip.ng Connected to 
RCS ” Svc list oncl 

ROSSI.C.E D -vision ol Oporalionaf Events Assessment (Post 870411). 08/00/24. 
Consolidated Edison Co ol Now York. Inc. 114pp 46019 2 66*46020.010 

8807060099 Forwards Safoty Insp Ropls 60-264/08*12 & 5D 265/80-00 on 8603 10 
0620 No vlolauon 9 no’od 

HARRISON. J J. Reg-on 3. Ofc of the Director e8/CQ/20 FtEED.C. Commonwealth 
Edison Co 2pp 401 16 200 4B1 16 299. 

—8007080 1 1 1 Insp RopiQ 50-254/66-12 & 50-265/88 06 on 06 0310-0411-12.10. 21.20 
20 A 05-10.17-10 A 0601 A 20 No wolahons noted Mo or nroas u.spouod Insorvice 
insp acllvities.lncfudmg roviaw of Programs 73051.Procoflures 73052 4 obsorvailon of 

work 

WAF1D.D. Roglon 3. Ole of fho Direciur. OB/O0/28. fipp. 401 1b 292*461 16 299. 

0807060202 Forwards Safoty Insp Ropls 60-237/08*1 4.60*240/80* 15. 50-254/88-14 A 
50*265/80-14 on 060525 0616. No vlolnllons nolod 

HARRJSON.J.J Region 3, Ofc of iho Q.roctor. 8Q/0B/28. REED.C. Commonwoalih 
Edison Co 2pp. 40100 239 401 OG.247. 

-8807060210 Insp Ropls 60*237/88- 14.50-249/08-15.50-254/88 14 A 60-205/88 14 on 
000525-00 16. No v-olatlons or doviotions notod Major aroa9 lnspuclod:acfion on prev. 
ou8ly Identified noncompl ances & LERa. 

GAVULA.J A Reg on 3, OfC of Ihe O.roclor. 80/06/28. 7pp. 46100.241 46106 247. 

8807120217 Forwards Safely Insp Ropls 50-264/00*16 A 60*205/88*10 on 080607-15 
A notico of violation. 

MILLER.H.J. Region 3, Ofc of iho Director 88/07/01. REED.C. Commonweallh 
Edison Co 2pp. 46135 232-40135:264 

”08-07120221 Notice of vlo?allon from insp on 000007* 16. Vlolallon noted operator in 
charge ol performing temporary lift on 2A conlo-nmonl almo9pherlc monitoring po9t- 
accident hydrogen /oxygen 9ys did not fiofd verify status of monitors 
MILLER.H.J Region 3, Ofc of tho Director 80/07/01 ip 40135 234 46135 234. 

“0807120224 Insp Ropls 50-264/88-16 A 50 265/88-10 on 680607-16. Violations 
nolod Major aroas lnspected:containment inlogratod leak rate test 
procedur ©.performance A results, local leak rate lest results A LER followup 
MENDEZ.R . MAURA, F A , PHILLIPS, M P. Region 3. Ofc of tho Director. 88/07/01. 
20pp. 40136:235-46135:254. 

6007210268 Forwards notarized version of JS Abel aftidavii.por vlolaions noted In Insp 
Repis 60-237/86 13 A 50-249/86-15 

STEPTOE.P.P. S-dley A Austin. 08/07/05. LIE BERMAN. J. Ofc of Enforcement (Post 
8704 13). ip. 48230:231*40236:265. 

“A8O721O270 Affidavit of IM Johnson re environ qualif.calion of AMP bull spaces In GE 
penetrations 

JOHNSON.I.M Commonwoalih Ed son Co. 86/06/20. 6pp. 46236 200*46236 265 

6607120016 Discusses environ qualification map of butyl rubber insulated cabin on 
670608 0728 Impfomeniation of Burvo.llance (condition monitoring) program suggest- 
ed Respon&o requosiod within 30 days of Iff dale 

MILLER.H.J. Region 3, Ofc of tho (Erector. 80/07/00. REED.C Commonwealth 
Edison Co. 2pp. 46148:224-40140:225. 

8606300347 NRC fnfo Notice 60-045, "Problems In Proleclivo Rolay A C-rcuil Oroaker 
Coordination " Svc list oncL 

ROSSl.C.E. Division ol Operational Events Assessment (Posi 870411). 88/07/07. 
Consolidated Ed>son Co of New York. Inc. I04pp 46242 109-46242 212. 


*807000006 NRC :nlo Notice 08 046. *L consee Hepi ot Delectue Fteiu/b'shed Crcuit 
Breakers. ’ Svc I st ersl „ 

ROSSl.C.E Div.s’on of Opo-asonai EvGr.:s Assessment (Post 6704 1 1 K 60/07/Od 
Consol dated Ed son Co Or Now York. Inc 107pp. 4623 1 :281 -46232:027. 


8807190023 Informs that ut- response to NRC Bu letin RB-C01, 'Oafecis in Westing- 
house Circu.t Breaker®. * sat slacwy. 

ROSST Prcect Creciorate III ? 60/07/11. 9LISS.HE Co m m cm weal I h Edison Co 
7pp 46209:097.46209. 103 

6807200196 Responds lo *,RC Eu tetm 00-004 to potential for deadhoading of one or 
more pumps n sa-aty* related ays & poiersal for madoquote m nSow capac ty. 
MORGAN, WE Co.mmcrwealtn Ed son Co. 08/07/11. Document Control Branch 
(Document Control Cask). 30pp 46226:182-46223211. 

0907120291 NRC Info Not co B6-048. 1 Ucersee Repl ol Deteclvo Refuibisned Valves'* 
Svc i.si end 

ROSSl.C.E Ci vision o' Ope.'afional Evenis Assessrreni (Post G70411). 60/07/1 2. 
Con so 1 da led Ecson Co. cf New York. Inc 103pp 46242 006-4G242:tC9 


8807060368 NRC nfo Not ce 08 047. ' S ower- Then Expected Rod-Drop T rre9 " Svc 
ist end. 

ROSSi .C E. Divison of Cpera'ional Evans Assessment (Post 07041 1J. 0B/O7/14. 
Consolidate) Edison Co of Now York, Ire I03?p. 46240 222 *462-10; 3 24 


8807 1 SOS 50 NRC Info Notice 89 049. ‘ Nai^r.B.Aarictr.B.CcrVtokSfoiagQ & Oestrcctlch 
ol Safeguards info.' 1 Svc list end. 

ROSSI. C E Drv-sion cf Operational Events Assessment (Post 670411) 00/07/16. 
Consol.deted Ed son Co of New Yo'k, Inc 103pp. 46241 263 -46 24 2*00 5 


8807120553 NRC info Notice 09 050. Eliect of Credit Breaker Capacitance on Avet* 
abi 1 ty of Emergency Power. " Svc I'Si one’ 

ROSSt.CE, D vision o' Operallcnal Events Assossmart (Post 870411). 80/07/10. 
Co r sc lid a ted Fd son Co oiNew Yoik, Ire 119pp. 46257 258-46250:016 


8007100101 NRC ln‘o Notce 66*051. “Failures cl MS! Vs " Svc I st ond. 

ROSSl.C.E. Divison ol Operalfona: Events Assessment (Posi 8704111. 88/07/21. 
Consol dated Edison Co cf New York, Inc 121pp. 46267 C96-46257 2DB 


R. Periodic operating reports & rotated correspondence 

6807219282 Forwards listi-ng of changes, lG9ts 5 experiments competed dunng June 
190B. 

ROBEY.R A Comrror.woa'lh Eo sen Co 68/06/27. Office of Nuc'ear Roacior Regj'a* 
tion. C rector (Post 870411) I0pp 46233:348 46233 357. 

0007280324 Forwards mcnlhV opora'ng repls I;* Jjr.o 1908 tor Quad C.Hos.U'nlla 1 A 
2 & revised month y operating repts for Apr A May 106B for OuadC-tes.Un!! 2. 
ROBEY.R A Con-monwea'lh Eo.sc n Co 68/06/27. Off:ce cl Nuctear Reactor Regu'a- 
ton. Oiroctc' (Post 07C411) Ip 46261:299 4 6261 321. 

-6807180362 M 3 r.thl/ operating repls for June 1980 for Quad Cit-es Nuclear Power Sta- 
tion Units 1 A 2 

DEEl.SNYD&n.L CommorweaTh Ed.scn Co 85/96/30 20pp. 46261 300 40261:319. 

-6807280327 Revised monthly operating ropt for Apr 1966 for Quad Cuios Ur t 2. 
DEELSNYDER.L Commcnwoalin Ed son Co 00/04/30 Ip 46201 320-46201 320 

-69072B0329 Reused monthly operating repi lot Way 1988 lei Quad Cities Unit 2. 
DEELSNYCER L Commonwealth Ed son Co 88/05/31. »p .46201 321 -40261 321. 


6807150274 tER 00*019*00 on 68061 l.roactor bldg venhlation A coniro! room vcn'ifj- 
ticn sys iso'aiod whon Use m&ido panel 902-40 pulled Causod by porsonn* 
error. Fuse replaced Sys rotu'red to rormat W/860701 Ur 

CASTRO, B.. BAX. Ft L Commonwealth Ediscn Co 80/06/20. 5pp 40132 208- 
46182 292 

*807160108 LER 88 018 00:on BB060D.RWCU Ays vhIvo c osod clue 10 spu'ious Mgk 
nonregererai.vo MX out ol temp. Caused by inadequate rev gw ol limpet 
romovaUnd virtual involved counseled F auKy swVch caused event on feCr.aiaYtf 
600707 i:r. 

PAlRiTZJ.P, BAX.RL. Commonwealth Edison Co 60/07/07. 5pp 4GI0& 143 
46185 144. 


V. Operator Examlnaliong 

88071201C9 Forwards draft Rov 5 to ES601. “Adm/nslrat-on of NRC Roqua fcn'lon 
Program Evaluations.” W/o end. 

WRlGHl.G.C Region 3. Qfc of iho Drector 86/06/23. NEAL.J Common* na in 
Edison Co Ip 46149 35C -46 149.350 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


?. Security, medical, emergency & lire protection plana 

*067200281 Forwards Insp RopfS 50*266/0012 A 50 301/60 11 on 600501 0030 No 
violations r.otod 

KNOP.RC. Reg“ori 3. Qfc of Iho O.roctor 68/07/12 FAY.C W. Wisconsin C.lodno 
Powof Co. 2pp. 46220:001*46229 011 

***6897200293 Insp Ropls £0*266/66-12 A 50-301/86 11 on 600501 0630 No v D'ol 
noted. MBjOr areas Inspocled hcensoo act«cn cn previous insp f in dir'gs.n position ft) 
safety .fiu'voiMonc©, maini.ohysical socunly A radio'oglcRt protection 
DEFAYETTE.R Hoglcn 3, Ofc of the Droctor 60/O//O/. 9pp. 40220 0J3 4G22D Ol 1. 

8 007250132 Forwards revised tiro protoefen Tech SpOC Change Roquusl 79 po? Nf'C 
660325 d f afl tochr.lcol GvA'uaiion Specs covor rolnsialing roqj;romont tu shjl <JoAn 
roactor v.h.Q-i fi'o mam loop wator supply .nopornble 

FAY.C W. Wisconsin Electnc Powor Co 00/07/14 Document Conlrol Ororcti (Oocu- 
menlConlrol Desk) 3pp 46270 075 40278 CG6. 

—6807260137 ProposQd Tocn Specs ro l.re supprosson waior supply .wnior e;u Ink er 
sys. tiro h.oso statlcn9 & Ha!on gosoous suppression sys 
' Wieconsln Eleciric Power Co 88/07/14 upp 46270 070-4C270 066 


P. Operating license stags document & correspondence 

60-07120305 Forwards saloly evaluation of rosponso to Gonoric Ltr 63 26. Item 2.1 re 
confirmation ihal compoienis roau.red to irlp reactor Idonhfiod as saloly lolafotl on 
documonls which control aefety related activity Confirmation accoptob’o 
WAGNER.O.H Projoct D-*oc1o'alo 111*3. 06/08/21 FAY.C.W Wisconsin Lluclr c f'tiwc / 
Co. 2pp. 46113 155 461 i3 150 

—8807 120322 Safety ovaUai.oo accepting rosponsos lo Gononc Ltr 03 26. Horn ? I.con* 
lirmlng that proy'am ovists fc» Identifying, class-lying A treating compcmmls Hnj..-fe*j 
lor perfomionco ol reactor trip function as saloty-rolatod 

4 Ollico ol Nucloar Reactor Regulation. D.rector (Post 070411) 68/06/21. <pp 
46113.167*46113 150 


S. Reportable occurrences, LERe A related correspondence 

6807129644 LEO 88 006-01 on 680404, discovered ihal It flued head archora d-d not 
moot design requirements of FSAR A pin mlssng from ono of affeclcd fljod hoad 
anchors. Causod by misinterpretation ol scopo n IE bu’lotins W/0QO527 ttr 
KUBAN.T.A. BAX.RL Commonwealth Ed son Co 86/06/27 6pp 46153:329- 
46153.334. 

6606290319 LER B8 0l3*00.cn 600526, discovered that sioam |0-t air eloclor auction 
valve Installed lr.correct«y Cajsed by hsufftciarl work Instruction & mod tost rg Valvo 
repl sc ed w/prope ily oriented valvo A ver.fiod. Y//B606 1 7 fir. 

KRONICH.CI, BAX.R.L Commonwealth Ed son Co 68/CB/l? Spa 45906.004- 
46906009 

*006290374 LER 86 01 2*00: on 680524, e ms: mg ppe sjpports on Line 2*1265*2 do not 
meet -design requirements Caused by improper design analys s dj f ing oarhor mod of 
lino. Supports mod fled to brng l ne wilhh FSAR ailowab’es W/06OQ2O fir 
KRONICH.C.L . BAX.R.L Commonweahh Edison Co. 09/08/20 5pp 45906:107* 
4 5968.1 11. 

0606290305 LER 88-014*00 on 08O42O.dje to AlARA concerne.faciidy suppl&d 60lld-fl- 
cal on contractor w/co'd samp'a for docon es reprosamativo sempfe.Causod by mai 
def.cloncy.New sfaion procedures w l bo developed W/68002 2 17 
PETRI. R., BAX.RL. Co-Tirrcnweallh Ed*son Co. &&/06 /?2. 5pp 45QB4 269-45984:273. 

®®®^070l37 LER 60*O16-OOon 080601. part a' G*oup ll Isolation signal received causing 
ESF actuations to oocur.Caused by blown fuses Flsos ropiaced & panel Group II iso- 
lation reset W/8a0622 llr. 

dAOinjo*’ BAX,RL Commonwealth Edison Co 80/08/22. 5pp. 46123:025 


8607 f 40070 Forwards SER ro Impfomental-on of NUREG 0737.TMI Acllon Hern 2 K 3 5. 
■'Automabc Tnp of Roacior Coolant Pumps .” Rosponso Adoqualoly addrossos i&auoi 
in Genor c Ltr Q5-12 Work associated w/TACs 40656 A 4005/ complied 
WAGNER D M Piolocl Dve CIO *atO 111*3 OB/07/00 FAY.C W. Wiscons n F.lecif c Pnw or 
Co 5pp. 461 76,001-491 70005. 

60-07190192 Application for amends lo l>censos DF , R*24 A DPR-27,ch«ngr-g T&ch 
Specs lo provido lor storage of fuel assemb'ios ol highor onrichmonl than cu*rcn‘Jy 
specified Faa paid 

FAY.C W Wisconsin Efoctric Powor Co BB/07/06. Documont Control Brandi [Docu 
ment Conlrol Desk). 7pp 46180:203 46105 293 

-8907100193 Proposed Tech Specs re fuel storage capacity. 

* W.sconsin Efoclrlc Powor Co QQ/07/00. 4pp 461 B8 200*46 10Q 203. 

8607130454 Generic Ltr 86- i 1 to all l censoos of operating reactors & holdo's o 1 Cl's re 
NRC posihon on rad al on embrittlement of reactor vossol mails A impact on pVt 
opo/allons Svc flat A Rov 2 lo Rog Guido 1.99 encl 

MlRAGLtA.F.J Associate Director for Projects (Poai 070411). B0/O7/12. Consolidated 
Edison Co. of Now York. Inc. 51pp. 46257:207*40267:257. 

6807250132 Forwards revised fire protection Tech Spec Chango Request /O.pnr NRC 
680326 draft lechn.cal avaijation.Spec9 covor rolnsialing roquromom to shut down 
reactor when f re main loop water supp'y noporsble 

FAY.C.W Wisconsin Efoctric Powor Co 80/07/14. Oocumont Control Oranch tOocu* 
me nl Control Desk) 3pp 46278.075 46270 006. 

-B8 07260 137 Proposed Tech Specs ro fire suppression water suppfy.watoi flpiJnk'er 
sys, fire hose stations & Hal on gasoous suppression sys 
4 Wiscons n Electric Powor Co 60/07/14 6pp. 46270.070*40270.006 


9907070144 LER 68 015 00 cn 860530, partial Group ll isolai<on signal received Bloi 
tusQ causod sya to actuals caus ng isolatons Root cause of blown fu90 r 
oaSr ? n0<1 Fu& * r ®p l ®ced a isolalon reset W/060622 hr. 

40124 °18’ 0AX ‘” L ComTon wealth Ed son Co 60/06/22. 6pp. 48124:31 

89 ?L l . 2 ? C3 ? 1 1 ‘ E ? J fl8 ^! 7 ' (Won 08OQO7.fi ngiraaring depi notif ©d thoLbased on as*bi 
anaiya s,1 inch d/ywe l pneumaLc :ine lo Trtxjerd MSIv felled to meol FSAR eliowat 
il f A e Tl.c^^ Two ^' 0c,,0ral han 9° f e^ed to MSIV W/890620 ltr. 

46t48 2 5 J " 9A)C ' RL Commonweal ih Edison Co. 80/00/20 4pp 40140 2^ 


O. Inapaclion repoiia, IE Bulletins A correspondence 

9806 130166 NRC info Notico 00-039. "LaSal’e Una 2 Loss of Roc-rculalicn Funpa V// 
Power Oscil nt-on Event ” Svc 1st encl 

ROSSl.C.E Division of Opo/etionai Events AQ509smant (Post 070411) 60/06/15 
Consol daied Ed.son Co. of New York. Inc. 1 10pp. 45970:156-45970 266 

0606 190340 NRC fnlo Notice 00 040. “Exam.nors Handbook for Dove’opnQ Opcra'c* 
Licensing Eyems ” NunEG/BR*0l22 A avc l<st oncl. 

ROSSl.CE. Oivlalon of Operational Events Asaeasmonl (Post 070411). 68/06/?? 
Consol dated Edison Co. cf New York, fnc 237pp 46240 325-46241:201. 



DOCKETED ITEMS 41 


8806170033 NRC Info Noi'ce 80 041. “Physical Protection Woaknosses Idem f ed 
Through Reg.j’atory f ffoctivor.oss Rov.ows " Svc list oncl. 

ROSST.C E Division of Operational Events Assossmunt (Posl 8704 It) 80706/2? 
Consol.datod Edison Co. of Now York. Inc 122pp. 45970 034-45978 155 

8806170291 NRC Bul.oln 88-008, "Thermal Stresses in Pip.ng Connected to RCS” Svc 
hsl on.cl. 

ROSSLCF. D.vison of Operational Events Assessment (Post 070411) 00/06/22 
Conso'idalod Edison Co. Of Now York. Inc 1 1€pp 46010 037-46019 152 

8806210038 NRC Info Notice 0B 044. "Mochanical Binding of Spring Re'ense Dov ce in 
Westinghouso Typo DS-416 Clrcuii Breakers. " Svc list oncl 

ROSSI.C.E. D.vis-on of Oporalional Evonts Assessment (Posl 870411). 00/06/24 
Conso'idalnd Edison Co. of Now York. Inc 1 13pp 460t9 153 46010 265. 

8806240139 Suppl 1 to NRC Bulletin 88-008, ‘“Thermal Stresses In Pip ng Connociod to 
RCS " Svc I.s1 oncl 

ROSSI.C.E. D.vision of Operational Events Assossmonl (Posl 870411) 80/00/24 
Consolidated Edison Co. of Now York, Inc il4pp 46019 26G 46020 010 

8807050332 Responds 1o NRC Bullotm 88 004 re possible loss of function of safety- 
rolatod pumps d..o lo inadequate m mfiow dosinn Sys affected by design fisted. 
FAY.CW Wisconsin Eloctnc Power Co. 88/06/28 Document Control Qrarxh (Docu- 
ment Control Dosk) 7pp 46074 056-46074 062 

8807060285 Forwards Seloty Insp Ropt 50-266/80-14 on 800613-17 No violations 
noted. 

WRIGHT. G.C Reg on 3. Ofc of the Director. 08/O6/2D FAY.CW. Wisconsn Electric 
Power Co. 2pp. 46115:229*46115 235. 

-8807080287 Insp Ropt 50-260/60-14 cn 800013-17 No violations or deviations 
noted. Major areas inspoctod conlrol rod losilng. core power distribut cn l.rriis.cahbr of 
nuclear instrumentation sys & conlrol rod worth measurements 
WET2EL.B A , PHlLllPS.M P Region 3. Ofc of thn Droctcr fiB/06/20 5pp 
4Q1 15 231-461 15 235 

8807070411 Provido9 Inal rospenso to IE Bulletin 05 003 re motor operated valve 
switch 90ttings Util confidonl that all motor op ora ted vaivos wi'i perform requited 
safety tunc t on9 under design basis conditions 

FAY.CW Wisconsin Eloctnc Powor Co. 68/06/30 Documoni Control Branch (Docu- 
ment Control Dosk). i3pp 40125 173-46125 105. 

8806300347 NRC Info Notice 08 045. ‘“Prob'oms «n Protective Relay & Circu.t Qroakor 
Coordination " Svc l si oncl. 

ROSSI.C.E Division of Oporatona* Evonls Assossmont (Post 870411). 0B/O7/O7 
Consolidated Edison Co. of Now York. Inc. I04pp 40242:100-46242.212 

8807120041 Forwards Safoty Insp Ropts 50 266/00-15 & 60 301/80-13 on 8QOGO0 & 
23.No vio'aiions Ideniified 

HARRISON, J J Reg on 3. Ofc of tho Droctor. 83/07/07 FAY.W.C WiSCOnsn Eloclrc 
Powor CO 2pp 46147 260-46147 203 

-8807120046 Safoty Insp Ropts 50 260/80-15 & 50-301/06 U on 00060G & 23 No vio- 
lations or deviations noted Maior aroas inspected llconsoo act on on IE Builnt n 79 14 
GAVULA.JA, DANIELSON. D.H. Region 3. Ofc of tho Droctor 80/O7/OG. 3pp 
40147.261-16147.263. 

0807080006 NRC info NoHo 88 040, "Ltccnsoo Ropt of Doteclivo Rolu.bishod Circuit 
Breakers.” Svc list oncl 

ROSSI. C E Division of Oporatonal Events Assessment (Post 870411) BB/07/00 
Consolidated Edison Co. of Now York. Inc. I07pp 46231:201 -46232.027 

0007190106 Rosponds to NRC Compllanco Bu'loiln 07-0D2.Suppl9 1 & 2, “’Festonor 
Tost«ng to Dotormlne Gonformanco W/Applcahlo Matl Specs” Ll&t of suppl era & 
mfgs oncl. 

FAY.C.W. Wisconsin Eloctnc Powor Co. 08/07/11. Document Control Branch (Docu- 
ment Conlro! Dosk). 2 1pp. 40200: 11 9 40208 130. 

G0O712O291 NRC Info Notice 08 040, "licensee Ropt of Dofoctwe Rolurbshed Valves” 
Svc Ii9l oncl. 

ROSSI.C.E. Oivislon of Operational Evonts Assessment (Post 870411) 8B/07/12 
Consolidated Edison Co. ol Now York, Jnc. 103pp. 46242:006 46242: 109 

8607200291 Forwards Insp Ropta 50-266/60-12 & 50 301/60-11 on 060501- 0630 No 
violations noted 

KNOP.R.C. Roglon 3. Ofc of !ho Droctor 00/07/12. FAY.C.W. Wisconsin Eloctnc 
Powor Co. 2pp. 46229 001 46229 011 

-0807200293 Insp Repts 50-260/66-12 & 50-301/08-11 on 8B0501-0630 No violations 
noted Major areas insp o clod. I con so a action on prov.ou9 insp find ngs.oporetionai 
safoty, surveillance, mamt, physical security & radiological p/oloction. 

DEFAYETTE.R. Roglon 3, Ofc Of tho Oiroctor, 60/07/07. 9pp. 46220 003-46220:01 1. 

8007200099 Informs that util does not possess or ulilizo Modol Spec 2-T radographlc 
exposure device at feci'itlesjn response to NRC Bulletin 8B-006 
FAY.C.W. Wisconsin Electric Powor Co 00/07/13. Document Control Branch (Docu- 
ment Conlrol Oesk). ip. 46229 256 46229 256. 

8807060366 NRC Info Notice 60 047. "Slowor-Than Expected Rod Drop Tlmos." Svc 
1st end. 

ROSSI.C.E. Dlv.slon of Operational Evonts A9sesamont (Po9l 6704 fl). 00/07/14. 
Consolidated Ed son Co. of New York. Inc. I03pp 40240:222 48240 324. 

8807120660 NRC info Notice 68-049, “Marklng.Handling.Control.Storago & Destruction 
of Safeguards Info.” Svc list encl. 

ROSSI.C.E. Division of Operational Events A9S099monl (Posl 87041 1). 08/07/18. 
Consolidated Ed 9 on Co. of New York. Inc 103pp. 46241:263 46242.005. 

0007120563 NRC info Notice 80-050. “Effect of Circuit Oroaker Capacitance on Aval- 
ability of Emergency Power.” Svc list encl 

ROSSI.C.E. Division of Operational Evonis Assessment (Post 870411). QQ/07/18. 
Consolidated Ed.son Co. of New York, Inc. 119pp. 40257:268 46266.016. 

8807180101 NRC Into Notice 88*051. "Failures of MSlVs." Svc l st encl. 

ROSSI.C.E. Division of Ooerallonal Events Assessment (Post 87041 U. 88/07/21. 


R. Periodic operating reports & related correspondence 

0807220368 Forwards monthly operating repts for June 1988 for Point Beach Nuclear 
Planl Units 1 & 2 & revised monihly operating ropt tor May 1068 tor Point Oeach Nu- 
cloar Plant Un t 1 

FAY.C.W. Wisconsin Electric Power Co 80/07/08. Document Control Branch (Docu- 
ment Conlrol Dosk> Ip. 40249:351 48249 360. 

-&B071 90086 Monihly operating ropts for Juno 1908 for Point Roach Umt9 1 & 2. 
KRAUSE.C W. Wiscons-n Eloctrc Powor Co BB/06/30. 0pp 46249 352 40249:359. 

-8807220374 Revised monthly oporai.ng rept for May 1908 for Point Boach Nuclear 
Plant Unit 1 . 

KRAUSE, C.W. Wisconsin Eloctnc Powor Co 0B/05/31. Ip 46249 360 46240.360. 


V Operator Examinations 


8C07120122 Forwards draft Rov 5 to ES601. "Administration of NRC Requalificalion 
Program Evaluations*' W/o oncl. 

WRIGHT.G C Rog on 3. Ofc ol iho Director 69/06/23. BRUNO, R. Wisconsin Eloctrlc 
Power Co Ip 46140:354 40149 354 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medfeaf, emergency & fire protection plane 


8607050022 Forwards ‘RadoTogicai Emergency Preparedness Exorclso Ropt," for 
870905 oxerclso State ol CO & Wold County located In 5-mi’o pli.mo EPZ lu'ly part-el- 
ated in exercise Remedial -drill scheduled for Juno 1908 

RIVM.n.W. Federal Ememoncy Management Aqoncy 00/00/14. CONGEL.F J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post B70411). Ip. 
46073:100-46073 2 0 7. 

- 8807050024 ‘ Rad ologlcal Emergency Preparedness Exorciso Ropt " 

* Fodoral Emergency Management Agoncy 00/02/03. 09pp. 46073:109 46073 207. 

8807050430 Forwards issue 2 of f.ro protoct-on oporab.lity roquiremonis comprising ol 
Section FP.6.1 of plant fi'o protection program plan 

WILLIAMS. R-0 Public Sorv.co Co of Colorado B0/06/27. CALVO.J.A Projoct Dirac* 
loroto IV. 5pp. 46060:000 46069.091. 

-8807050495 “Firo Protection Opera W ily." 

SCHMALTZ.G, FULIER.A.M Public Sorvlco Co. of Colorado. 00/05/04 Glpp. 
46080.011-46060 091. 

8807150005 Not.los that canal activitlns ro circulating water makeup pump houao 
complotod Aroa being protected per Rov 19 lo physical socunty plan ae non-Typa 1 
viiai aroa 

FULLER.C.H. Publ-C Sorvlco Co ol Colorado 66/00/20 Documoni Control Broach 
(Document Conlrol Desk) 2pp 40181:325-46 1 81:320 

8807070041 Responds to NRC 600602 Hr ro violat-ons noted In Insp Ropt 60-267/30- 
1 1 Correclivo actions:'i8lod porsonnol required to complete annual iro ning & rolro nlng 
program tor omorgoncy d-roctors. 

WILLIAMS.R.O Pubic Sorvico Co of Colorado. 60/07/01. Document Control Branch 
(Documoni Control Dosk). Opp 40124:293-46124:301. 

8807120360 Forwards Insp Ropt 60-267/88-12 on 800501*31 & nollco of deviation. 
CALLAN.L J Reg on 4, Ofc of tho Director 66/07/00. WILUAMS.R O Public Sorvico 
Co of Colorado. 2pp 40147:209 46147:313 

-B9071 20380 Insp Ropt 50-267/80-12 on 8 9050 1*31. Deviation noted. Major areas 
inspoctud:opo/otlcnf»l safoty voriflcatlon,LER review, monthly main! 
observation, monthly survolllanco observation, radiological protection & monthly securi- 
ty observation. 

FARRELL.n E . MfCHAUD.P.W., HE 11 NER.K.L. Region 4, Ofc of the Diroctor. 68/06/ 
21 I2pp 40147:302 40147:313 

8807210007 Requests 30- day extension in submitting Rov 21 lo physical security plan 
re violation noted In fnsp Rept 50-287/07-29 Bases for request listed. 

FULLER*C H. Pub’ic Service Co of Colorado 66/07/07. Document Conlrol Branch 
(Documoni Control Dosk). 2pp. 46237:347*46237:048 

8607150200 Reviaod omorgoficy plan Implementing procod ures.indud ng Issue 65 to EP 
A, “ Moisluro In Leakage, Issue 64 to EP C, "Loop Shutdown” & Issue 57 to EP K-1, 
“Environ Disturbances • Earthquake ” W/80O7OB Itr. 

FULLER, CH. Public Sorv.co Co. of Colorado. 00/07/06. 73pp. 46166:207-46186:345. 

0807190316 Forwards corrected pages lo Rev 19 of physical socurlly plan, explanation 
of changos & schedule dota'lng projected const activities & implementation of 
Items. Encl withheld (ref 10CFR7321). 

FULLER. C H. Public Sorv.ce Co. of Colorado. 66/07/15. Document Control Branch 
(Oocumont Control Desk) 2pp. 46205:274 46205:275. 


J. Insurance Indemnity Information 


8807130166 Advises that financial Info submitted for 1088 In 860525 hr satisfies require- 
ments of 10CFR 140.21. 

NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 68/09/ 
27. POLLACK.S.Q. Publ.c Service Co. of Colorado. Ip. 46122.045-46122 046. 


P. Operating license stage documents & correspondence 


8807220267 "Fort St Vraln Initial Approach to Power (0-Serles),” Inlenm Rept 47 for 
Ofirind nnrilnn RROfilfl It* 



—0807200191 Ame^d 00 to L'conso DPR -34, re vising certain selponia f<y p'oioctrvo 9ys 
to a low for instrumental on otrcf 

CAL VO. J, A. Project D reciorele IV. 68/06/20 40pp. 46230 0l 1*46230 050, 

—6807200193 Safety eva’uatlon supporting Amend 60 lo Llconse DPR 34. 

* Cf 4 co ol NuclOft' Roecior Ftogj'al on. D'cctor (Posl 870411). 68/06/20 3pp 
48230 051-46230 055 

-8907200198 "Tochhical Evaijailcn Rept for Plant Protective Sys Tnp Setpoints for 
Fon St VraiM Nudes' Gons'&ting Slaton," Informa 1 rept 

STACHCW.J.C EG&G Idaho. Inc (subs. of EG4G, in C .). STACHSW.J.C Idaho Nation- 
al Engineering LeborelO'y. F'M O 6023 EGG NTA-7209 08/03/31 NRC • No Data led 
AtMiot on Given. 51pp. 46230 056 46220.105 

8807250262 FOIA request for documents re Ofc of Inspector & Auditor Invealgahon Into 
ailogaiiona o? Roc on lv/ misconduct at faal ty. 

REAL.D. Dales Mem 1 ™ Nows, Dallas TX 08/06/20. NRC ♦ No Detailed Alfii ailon 
Given Ip 46230 353 46230 353. 

8808280058 I’rcv des addl nfo ro p'oposod chances to Tech Spec Sccton 7, "Admiris- 
trahvo Controls," m response to 830524 itr.utif ohm. nolod pos-tion ol Supernlondort 
o' l rein nn. rosulls 'SC Su penis cr & sh.H supervisor Paining 

WJLLIAMS.RO Puttie Service Co. of Colo'ado 0B/G6/23 Document Control 6/anch 
(Documort Control Desk). 3pp. A 5974: 3 02-4 5 9 74 304. 

8007120423 Forwards roquost lor addl ;n 4 o ro review pi 660626 & 870331 submits Is 
concern r.g rolo of ope'ators In roihgating high energy ;&no breaks Response roquosted 
wilhln 60 de>s 

HLITNER.K l. Pro.oci Dirac ’cate IV. 89/06/24. YVJLLIAMS.R.O. Public Service Co. ol 
Co'orado. 5pp 461 1 1:001-461 1 1005. 

8807070402 Advises lhat review cf 660527 response to Generic Li/ BB-03 discloses 
nood for add! r.fo as described in end roqjost 

MIC HALO, P.W. Prooct Directcrato IV 80/06/29 WiLLlAMS.R O. Public Sorvlco Co. 
cf Colorado. 4pp. 46 125 335-46126 339 

0607070529 Documents rosu.ls o? page by page reviow of Tech Specs, pm K Hollno.' 
rOQ.jetil follow ng ml at review cl Proposed 800420 license amend.No technical differ- 
ences botwoon uM & NRC Tech Specs exist Word processing formats di 4 fe r onl 
WiLUAMS.RO- Public Soiv.ce Co of Colorado. 80/07/01 CALVOJA Project Direc- 
torate IV 1 5pp 46110:134 40119 140. 

8807140299 SuCrr.ts summary of discussion held on DB3628 & 29 re performance or 
njcloo' power plants licensed by NRC.Ull categorized as roqjirlng no further NRC 
spec al aUontlcn Summary ol discussions ro util provided 

S1ELLO.V. Pubic Sorvlco Co. ol Colorado 86/07/08. WALKER.rLF. Ofc of tfia Exec- 
utive O 'Odor for Ope rat cn 9. Ip 46177:282-45177:202. 

6BD725O130 Surr.martius NRC sonlor managers 8Q0628 & 29 meoirgs ro pgdormence 
01 oporaing nuclear power pfanisUii conlnjos lo demonstrate Improved perform- 
ance & a. sc pl:ne in opcrolornl acivil os 

STELl.O.V. 0?c of the ExocuLvo Director for Operations B9/07/GB. WAIKEF1 R F 
Pub' c Sarvico Co o I Co'orado Ip 46260 251-46260 261. 

0807130454 Goronc Lir BB-l 1 lo- all licensees cloperelng reaciors <& ho'dersol CPs re 
NRC po&tion on radiation ombniromont ol reactor vessel mails 8 impact on plant 
operations Sva list & Rov 2 lo Reg Gt do 1.99 oncl 

MIRAGUA F J. AssoC’flto Oi'ecior lor Pro|ects (Post &7041 1) 80/07/12 Consol dated 
Edison Co. of Now Ycrk, Inc. 61pp. 46257:207-46257:257. 


O Inspection reports, IE Bulletins & correspondence 


0806139188 NHC Inlo Notice 00 039, "LaSal a Una 2 Loss of Recirculation Pumps W/ 
Pcwo* Oscillation Evant °* Svc hsl enc* 

nOSS3.CE. Divis’on of Oporaional Events Assessment (Post 0704 11). 08/06/16 
Ccnso.idaiod Edison Co. o' New York. Inc llOpp 4597B1 56-45976 260. 

8606160340 NRC Info Notco 88-040, "Exam'nera Handbook for Deve'oplno Operator 
L Iconsmg Exom 9 " NL REG /Bft 0 1 2 2 & sve list ercl y 

ROSSI, CE Division of Opereional Events Assessmoni (Posl 870411) 60/06/22 
Consol dated Edison Co. of New York. Inc 237pp. 46240 325-46241:201. 

6C06170D33 NRC ln*o Nal-ce 88-041, "Physical Protect on Weaknesses IdenMied 
Through Regu'aiory Elfoctivenass Ro views " Svc list end. 

ROSST.CE thv.aion of Oceraionai Everts Assessment (Post 870411) 88/06/22 
Cori80 (dated Ed sen Co of New York, Inc 1 22pp. 45978:034*45976:155. 

8606170291 NRC Bulletin 68 006. "Thermal Stresses In Piping Connected to RCS *’ Svc 
list end. 

ROSSI.C.E. Dvision of Opera tioral Events Assessment (Post 870411) 66/06/22 
Consolidated Ed-sonCo of New Yo'k. Inc. 1l6pp 46019.037 46019.152. 


8007070041 Responds to NRC 86C602 It' ro vlo’aticns nolod n Insp Rcpi 50 767/56 
1 l.Covechve act ens listod pcrsonnol roq^irod to corrploto annual tram r-g & ro'iaminj 

K oarem for emorgenc/ dree'ers 

ILLIAMS.RO Public Serv co Co ot Colorado GB/07/01 Document Control Hranc- 
(Documont Control Dosk). Spp 46124 293 46124 301. 

8007120356 Forwards Insp Repl 50*267/08-12 cn 860501 -3 1 & not-co ol tluv.aun 
CAL LAN, L J Region 4, Ofc Ol Ihe O rector 80/07/06 WILUAMS.M O PtWc Sorvm© 
Co of Colorado 2pp. 46147:209 46147 313 

-0807120372 Notxo ol dev alien Pom Insp on 880501*31 Dovlat nn noted cn 6M3616 & 
tO.roactor pressure gronler than 100 pslgholum purge flow indicated lo euthuadore 
on llcw inslrumenls reading 0 or below & flow to CRD poroiroiion 0 or bn'ow 
* Region 4. Ofc ol the Director. 68/07/06 ip. 4614 7 301 -4614 7.301. 

-8607120300 Insp Rept 50267/08-12 on 880501 *31 Oovlat-on notadMo,or oreos 
inspected operai onal safety verification. l.FR roviuw, mcmh'y maiiil 
observe tion.rncnlh'y suivo Marco obso/vaten, radofcgicaf proioctcn & niorthy securi- 
ty observation 

FARRELL.R.E. MICHAUD.PW.. HEITNER.K L Region 4. Ofc of t '10 D.rectcr HD/06/ 
21. 12pp. 46147.302 46147 313 

8806300347 NRC Inlo Not co 89 045. "Probloms in Protective Relay & Ociit (t.enhrr 
Coordination" Svc list oncl 

ROSSf.C.E D vision ol Opemiional Events Assessmoni (Posl 070411) 68/07/07. 
Conso'idoted Edison Co. of Now York, Inc i04pp 46242 1C9 4C242 21 2 

0807210007 floquosls 30 day eKtonslon in submltllng Rnv 21 to physical sdctuly pla** 
ro vo'ai on nolod In Insp Repl £0 267/87 29 Oasos for roquest li&tod 
FULLER, CH Public Service Co of Colorado 88/07/07 Documont Contml Mranco 
(Documonl Control Desk). 2pp 46237 347-46237 340 

6807O0OOD6 NRC Info NoMco 88 046, "Llconsoo Ropt of Defective Rohj'hsfind Circul 
Breakors." Svc list oncl 

ROSSt.C.E Drvs-on of 0/>Drat ena 4 Evonls Assossmont (Post 870411) Ou/O/On 
Consolidated Ed son Co of New York, Ire 107pp 46231 201-40232 027 

6007120627 Responds lo NRC 8B0610 Itr ro vlo’ulions noted in Insp Rapt 50 207/03- 
10 Corrocl vo actionstOporal ng Procoduros 23 & 31 revised 

WILLIAMS, R O Publ.c Semico Co ol Colorado 80/07/00 Documont Ccnhol IKindi 
(Document Control DosV). 2pp 46148 235 46140 237 

8807190334 Ack recoipl ol uti! 000531 fir Informing NRC of stops lakun to coimci vlo'a 
lions noted In Insp Ropi 50 267/00 08 

CALUVN.LJ Reg on 4. Ofc Of Ihe Director 88/07/08 WlLLtAMS.RO RuMs ScivltO 
Co Of Colorado. 2pp. 46205. 137-46205; 13B 

8007100197 Submits Initial rospon90 10 NRC Ou'lohn 0B 004, "Polnnlml Safely NoUvod 
Pump Loss " Para'lal operoton wlvlo on m.n How does nol roprosunt core nr n tl .n r .o 
How being relatively high on conlnfugal pump olf cioncy curves 
WILLIAMS, RO Pub’ic Service Co. of Colorado 00/07/ 1 1 Dorumont Co'-'rcl fliomh 
(Documonl Control Dosk) 5pp 46190 345-46160 340 

8807120291 NRC Info Notice 88 048. "Licensee Ropi of Dofoclivo Hufurh shed Vo'yco " 
Svc fist end 

ROSSI.C E Drvts on ol Onoralonal Evonts Assossmont (Posl 870411) 0f)/0//12 
Consclldaiod Ed son Co cf New York, Inc. I03pp 46242.006 46242 1 0H 

6807000366 NRC Inlo Notlco 68-047, "Slower- Than Expo clod Rod-Drop 1 mo9 '* Svc 
l-st end. 

ROSSI.C E D.vlslon ol Operational Events Asaoasmonl (Post 070411) 00/07/ 14 
Conso'ldated Edison Co. of New York. fnc. I03pp 46240:222-46240 3?4. 

0607260231 Forwards addl info per IE Bulletin B5-003 concornlng molcr operduif vnlvo 
program Max a’lowablo torque switch settings previously usod for motor cpo/olf-<l 
vaNe program acceptable. 

WILUAMS.R O. Public Service Co of Colorado 00/07/15. Documonl Co." Ire I [ko*xh 
(Oocumant Control Desk) Opp. 40274:O5l-46274;O5B. 

8807120550 NRC Info Noico 88-049, "Marking. Handling. Control. Storpue A Oosti notion 
ol Safeguards Info ” Svc list oncl. 

ROSSI.C E. Division of Cperalonai Evams Asse 99 mom (Post 070411) 86/0//18 
Conso'ldated Edi9on Co. of New York. Inc. 103pp 46241 263*46242:005. 

0607120553 NRC Info Noice 86-050, "Effect of Circuit Breaker Capaciltmco 0.1 Aval* 
abi'ity of Error gency Power.'’ Svc Ii 9 t oncl. 

ROSSI.C.E. Oivo on of Opoiationai Evonts Assosamont (Post 870411) 88/07/16 
Coasolidaled Ed son Co. of New York. Inc. 119pp. 46257:258*46250.010 

B607180101 NRC info Notice 68 051. "Failures of MSlVs." Svc list oncl. 

ROSSf.CE. Division of Operational Evonls Assessment (Post 870411). 08/07/21 
Conso idatod Ed> 9 on Co. of New York. Inc. 121 pp 46257.006-46257 206 


8606290028 Responds to NflC 880524 Ur re vloiaicns noted In Insp Repl 50 267/60- 
00 Corrnctivo actions laken chemisiry personral insiucted in importance ol following 
procedures & In uUI sallon of procedure rev sys to correct problems. 

WILL»AMS,R O Public Service Co. cl Co'orado 60/06/22. Document Control Branch 
(Document Control Desk) 3pp 45972:32 1 -45972 323 

8006210036 NRC Irlo NoLco 88-044, "Mechanical B nding ol Spring Re'ease Device in 
V«/O9tlnghou$e Typo DS-4l6C:rcu t Q/eakors," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411) 68/06/24 
Consolidated Ed son Co. 0/ New York, Inc. 113pp 40019.153-46019:265 


l?® Suppl l 10 NRC Bulletin 88-008, "Thermal Stresses h Piping Connected to 
RCS. Svc I si end. 

ROSSi C.E Dvi sion of Operations’ Events Assessment (Post 070411) 68/06/24 
Consolidated Edison Co. of New York. Inc. H4pp 46019.266-46020:010. 


R. Periodic operating reporte & related correspondence 

9807010543 Forwards monthly oporallng ropi (or May 19BG for Fort Si Vroh Nudoar 
Gonoratmg Station & "CRD Partial Scram 109! Resulls & Max Dally Temp Ropi" 
FULLER, C.H. Publ.c Service Co. ol Colorado 88/06/16 Document Control Drarvch 
(Oocumant Control Desk). Ip. 45978:339 45978:351. 

“6607010003 Monlhly operating rept for May 1900 lor Fort St Vrain Nuclear Generate 
Station. 

NOVACHEK.F J. Public Sorvice Co. ol Colorado. 00/05/31 epp 45978 339- 

j4C^Q7Q t A a 


-6607010564 "CRD Partial Scram Test Rosu’ls & Max Daily Tomp Ropt " 

45970^ ^347 45O70 C ^1 lJLEY,J PM ° Sfi/ViC6 Co ‘ ot Col0rfldo 00/05/31 Spp 



DOCKhltU lltlVIS 




0007070050 Provides 1907 annual rept on actions taken by ull to mitigate moisture in- 
gress into primary coolant sys & acl«ons pondng to mitlgato mosiu'o Ingress Into pri- 
mary coolant 3ys 

WILLIAMS, RO. Public Sorv.co Co. ol Colorado 08/06/30 Document Control Branch 
(Documont Control Oosk). 7pp 46125 230-46125 230 


S. Reportable occurrences, LERs & related correspondence 

88071 10363 PNO-IV-80 054 on 8B0705,reaclor shut down to commence ©9 day planned 
outago to replace fastonora associated w/He!lum circulators Licensee schedule ca‘l9 
fcr return to oporalions on 081007 Region IV prepared to respond to mod a inqu rles. 
WESTERMAN.T.F Region 4. Ofc of the D, rector 88/07/06 Ip 401 B5. 031- 
46105 031 

8807250191 LER 68-010-01 :on 080509, wldo-rango nucloar channel upscaled from noise 
source & actualnd scram channel Caused by e'ecucnic no so induction into 
channels. Zero cross switches installed & cab’os arounded.W/8B07i5 Mr. 

JOSEPH.MA, FULLER, C.H. Publ.c Service Co of Co'o/edo. 00/07/14. 6pp. 
46273 301-46273.306. 


DOCKET SO 269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plane 

8807070221 Rov 26 to crisis mgt plan W/880024 Itr 
TUCKER.H 0. Duke Power Co 68/06/15 30pp 46116 281-40116 321 

6607060189 Forwards Rovs 80-2 & 66-3 to Vo-8 B & C of plant Implement ng proce- 
dures emergency plan.respocllvoly 

TUCKER.H.G. Duke Powor Co. 00/06/27. Documont Control Drench (Document Con- 
Irof Desk). 2pp. 401 16 14 1-461 10 2B0 

-0607060585 Rev 80*2 to Vol O ol "Implementing Procoduros Emergency Plan." 
TUCKMAN.M.S Duke Power Co. 00/05/20. 64pp. 461 10.143 46 11 6:227. 

-0807060568 Rev 80*3 to Vol C of "Implementing Procedures Eme/goncy Plan." 

* Ouko Power Co 80/05/20 70pp 461 16 22B-461 16 200 

8007130186 Forwards pub’ic vorslon of rov.aod emergency p’an implomontng 
proceduros.includ ng Rov 80 3 to Vol B 

TUCKER.H.G. Duko Powor Co. 80/00/20 Documont Control Branch (Document Can- 
Iro) Do 9k) 4pp 40 163 290*46 163 333. 

-0807130191 Public vorslon ol revisod emorgoncy plan Imp'omantin.g 
proceduros.includ ng HP/O/ 1009/1 1. "Protection of Oflsito Doso from Uncontrolled 
Release of Radioactive Malls Through Uml Vent” & HP/O/0/1OO9/12 ro pores s-um 
distribution 

TUCKMAN.M.S. Duko Power Co 06/00/20. 32pp 46163:301-46163 333. 

8807050207 Rov 80-1 to "Qconoo Nucleor Station Emorgoncy Plan Manual " Vol A W/ 
000621 Hr. 

TUCKMAN.MS, TUCKER.H.G. Duko Power Co 00/00/30 10pp. 46020.324- 

46020.335. 

8007130183 Provictos updated I mpl omen lotion schodulo tor development ol emergency 
operating lacrity.inc'udmg crisis mgl clr. 

TUCKER.H B Duko Powor Co 00/07/00. Documont Control Branch (Documont Con- 
trol Dosk). 2pp 46164 040 46164 041. 


K. Utility Final Safety Analysia Report (FSAR) & amends 

8807060081 Update to FSAR for Oconoo Nucloar Station W/000701 Itr. 
TUCKER.H. B. Duko Powor Co. 00/07/01 290pp 46069 302-46070 231 . 


P. Operating license stage documents & correspondence 

8007050455 Summary of 080602 meeting w/ulll In Beihosda.MD to discuss response to 
Qonorlc Llr 87-02 ro seismic qualification of oqulpment por US1 A-46 
TOURIQNY.E.Q. Project Diroctoralo 11-2. 06/00/16 Projoct Dlrectorata 11-2. 10pp. 
45991:296-45992 003. 

-8807050491 Forwards evaluation ol safety Issues ro regulatory analysis for p'ant-spo- 
cilic omorgoncy feedwater sya backfil 

CONGE L.F.O. Risk & Reliability Assessment Branch 86/03/06. PARR.O PI am electri- 
cal, Inslrumenlahon & Control Systems Branch (PWR-B). 6pp. 45991:350 45992:003. 

8807110283 Forwards Amonds 160.160 & 165 lo Licenses DPR-38.DPR-47 & DPR- 
65.rospectivoly. Amends revise Tech Spec3 to update LOCA- limilod max allowable 
llnoar heat rates reflecting effects of NUREG-0630 models & analytical results using 
FLEXSET. 

PASTIS.H.N. Projoct Directorate 11-3. 00/06/23. TUCKER, H.8. Duke Power Co. 3pp. 
46100.073 46100 067. 

-8807110291 Amends 166.168 & 165 to Licenses DPR-30.DPR-47 & OPR 55. 
i ospeclive1y.ro vising Tech Specs lo update LOCA-limitod max allowable linear heat 
rates reflecting effects of NUREG-0630 models & analytical results w/use of FLEX- 
SET correlation. 

MATTHEWS.D.B. Project Directorate 11-3. 08/06/23. 6pp. 46100.076 46100.083. 

-8807110303 Safety evaluation supporting Amends 168.160 & 165 to Licenses DPR* 
38.DPR-47 & DPP *55 .respectively. 

• Office of Nucloar Reactor Regulation. Director (Post 07041I). 60/06/23. 3pp. 
46100.084-46100 086. 

-8807110306 Requests FR publication of notice of issuance of Amends 168, 160 £ 165 
to Licenses OPR-3B.DPR-47 & DPR-55,respectlvely. Amends revise common Tech 
Specs to update LOCA-limlled max allowable linear heat rates. 

PASTIS.H.N. Project Directorate 11-3. 88/06/23. NRC ♦ No Detailed Afliliabon Given, 
ip. 46100.007-46100 087. 

8607130323 "Oconee 2,Cycfe 10 Startup Tost-ng Rept." W/880707 hr. 

"Tur.KCo wi a Rfwrmfw mnn AR-iAA-fihi .ar\aa me, 


0807160081 Notificat.o-n of 0BO/14 meeting w/BSW Owners Group In flockvi'io.MD to 
d scuss plont operation In decay hoal removal modes. Mooting agorda er.cl. 
TRAMMELL.C.M. Project Dlrectorato V. 8B/07/07. KNI3HT0N.GW Proioct D.rectcr 
ato V. 3pp. 40183 315-46183:317. 

0807130454 Generic Ltr 69-11 to all licensees of operating reactors & holders of CPs re 
NRC position on radiation embrittlemonl of reactor vessel malls & impact on plant 
oporat ons Svc hst & Rov 2 to Rog Gu da 1.99 or.d. 

MIRAGUA.F.J. Aftsoclaie D reclor for Projocta (Post 870411) 0B/O7/12 ConsoLdelod 
Edison Co. of New York. Inc 51pp. 46257.207-46257:257. 

0807180017 Ack receipt ol 880720 Itr appoalng NRC 871029 dorlal of util 870901 
backfit cla'rn ro containment integrated leak rato losing requ remon’s por App J of 
10CFR5O Matter currently under review. 

M.URLEY.T.E. Off.ce of Nuclear Reactor Regulation. Director (Post 070411) 00/07/ 
12. TUCKER.RO Duko Powef Co 4pp 46203:010 40203 023 


Q. Inspection reports, IE Bulletins & correspondence 

6806130166 NRC fnto Notice B0-O39, ‘*LaSa;!e Un.t 2 Loss ol Rod'cu'alicn Pumps W/ 
Powor Oscillation Evenl." Svc I st end 

ROSSI, C E. Division ol Operational Events Assessment (Post 87041 1) 66/06/ 15 
Consol fdat ad Edison Co of Naw York. Inc 1 10pp. 45978 156*45978 266. 

6807050576 Forwards Insp Ropts 50-269/88-14.60 270/80-14 & 60-207/80-14 cn 
000516-19 NO v-olollons or dovfationa noted 

HERDT.AR Region 2, Ofc of the Director. 80/06/20 TUCKER.H B. Duke Power Co 
2pp. 46074:039*4 B074 945 

-0607050576 fnsp Ropts 50*269/00 14,50 270/88-14 & 50 297/00 14 on 800510 
19 .No violations or dov.atona noted. Major areas mspoctedtemo.'gor.cy 
powor.eng mooring. do3 ; gn changes, resolution of des.gn problems & surveillance test- 
ing 

FILUON.P.. CONLON.T Region 2. Ofc Of Iho Dl'eclo' 08/06/14. 5pp. 46074 041- 
46074:045. 

6806160340 NRC Info Notlco 60 040. "Examiners Handbook tor Developing Oporafor 
Llcons ng Exam9.** NUREG/BR-0122 & svc l-st oncl 

ROSSI.CE. Division of Operational Evonis Assossrr.ont (P091 870411). 88/06/22 
Consolidated Edison Co of New York, Inc 237pp. 40240 325 40241:201 

8806170033 NRC Info Not co 00 041, ‘Physical Prctocllon Weaknesses Identified 
Through Rogutalory Effectiveness Reviews.” Svc list ercl 

ROSSI.C.E. DivlS'on of Oporallenaf Evenl9 Assossmoni (Post 07C411) 08/06/22 
Consolidated Edison Co of Now York, Inc. 122pp. 45070 034*45078 155 

8806170291 NRC Hul'otin 00 000. "Thermal Strossos n Piping Connected to RCS” Svc 
list end, 

ROSSI.C.E. Division o4 Onetnlienal EvonVa Assessment (Post 870411). 88/00/22 
Consolidated Edison Co of Now Yoik. Inc. 116pp 46010 037 46019 152 

8807130049 Confirms 080701 onlorcomonl conforonco w/ut.l of Region II ofc to discuss 
NRC findings rosultlng from oquipmonl quolif.cohon Insps ol plants 
GRACE, J N Region 2. Ofc of Iho Director 00/00/22. TUCKER.H 0 Djko Powor Ce 
ip. 46172:176-46172:175. 

8007130126 Ack recolpt of 880600 itr re woaknosso9 noted In Insp Ropts 50 260/88 
09.60-270/66-09 & 60-287/00-09 on C80505 

COLL INS ,D M Reg on 2, Oic of tho Director. 60/00/22. TUCKER.H, B Duko Powor 
Co. Ip. 401 60:320-46 166-329. 

8006210036 NRC Info Notice BB-044, "Mechanical Binding of Spring Release Dovlco In 
Wealing hou so Typo DS-416 Circuit Breakers ” Svc list onef. 

ROSSI.C.E. Divls on of Operational Events Assessment (Post 070411). 60/06/24. 
Conso'ldated Edison Co. of New York. Inc. 113pp. 4G019 153-40019 205 

8806240130 Suppl l lo NRC Bulletin 80-008. "Thermal Stresses in Pipng Connoctod to 
RCS ” Svc list oncl. 

ROSSI.C.E Division of Operational Events Assessment (Post 070411). B8/06/24. 
Consolidated Edison Co or Now York, Inc. 114pp. 46019:266-40020 018. 

8007120106 Forwards summary of 880607 meoling re concerns noted In Insp Ropla 60* 
209/80-13,60*270/80-13 & 6C-287/QQ- 13. llsl orotiondoos elso encl 
GRACE, J.N. Reg’on 2. Ofc of the Diroctor. 00/06/27. TUCKER.H B Duko Power Co 
4pp 46148 093-4B1 46.090, 

8807120264 Forwards Insp Repts 60-289/00*1 1.60*270/08-11 & 50-207/80-11 on 
B0O426-O5O5.No violations o/ deviations noted. Repl documon(s commitments made 
by Hcensea & disputed rocommonda1lon9 Response requested wilhn 30 daya 
GRACE, J N Reg on 2. Ofc of the Director. 00/06/20. TUCKER.H B. Duke Power Co. 
2pp. 46164:235*46154:261 

—8607120267 Insp Repts 50-269/88-1 1.50-270/00-1 1 & 60*207/80*11 on 000425- 
0505.No violations or deviations notod.MaJor areas Ins pec lod.ro view ol adequacy ol 
emergency operation procedures. 

LAWYER, L JULIAN .6 A Region 2, Ofc of tho Director. 80/06/07. 25pp. 46154:237- 
46154:201. 

8806300347 NRC Info Notice BG 045, ’‘Problems in Protective Relay & Circuit Breaker 
Coord ina lion." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). B8/07/07. 
Consolidated Edison Co of New York, Inc 104pp. 46242:109*46242 21 2 

88072501 B2 Forwards supporting vlewgraphs used during 0BO7O1 enforcement confer- 
ence ro environ qualification of ©qupmont Loop accuracy calculation for Oconoo h.gh- 
range radiation monitor also end, 

TUCKER, H.B. Duke Power Go 88/07/07. Document Control Branch {Document Con- 
trol Desk). 104pp. 46255.080-46255:103, 

8007080006 NRC Info Notice 80 046. ‘‘Llcensoe Rept ol OefecUve Refurbished Circu t 
Breakers.” Svc l-sl end. 

ROSSI.C.E. Division of Operational Events Assessment (Posl 870411). B8/07/00. 


8807260316 Rospsr.ds, »o NRC Ou etin 68 004, •Poicrtia' Safety Re aped Pump less “ 
Rocoipi cl mmyactuNj' rfo & evaluation cf nlo expected by 80083 1. 

TUCftER.HB CjVe Power Co 88/07/11 D ocu tier t CofUr o' Stench (Docurr.onl Ccn- 
ircl Desk) Spp. 46268 159-46288. 163. 

8807120291 NRC into Ub'.ce 60 Q46, * Licensee Rapt of Oofeciive Ref j ' bished Valves.’* 
Svc St or.c 

DOSSI.C.E Divis-cr cf Opera! oral Evonls Assessment (Posl Q7C411) 88707/12. 
Consc 1 Jated Ed-son Co cl New York Ire. l03pp 46242. 008-46242 108 

8807080366 NRC In'o Noi ce 88 C47. “Stower-Than Expected Rod-Step T.msa ” Svc 
I si encl 

RCSS'.C.E Diviv~n cf Operational Everls Assessment (Posl 87C411) 88/07/14 
Co-isc Jatod EJiSOm Co tf Mew Yo'k. Ir.c lC3pP 46240.222 46240 324 

8807120550 NRC Ir.fo Notice 88 049, ' Mark. r.g Ha ndlhg.Ccnirol. Storage & Destruction 
of Sateci.=i'ds In'o ' Svc I- si end. 

ROSSi C E. C vis on o' Cpe*et.onal Everts Assessment (Post Q7C411) 89/07/IB. 
Cc^so'ida'-ed Ed sen Co. o'No* Yo*k. Inc I03pp 46241.263 46242 OOS 

8B07 120553 NRC hfo Nebco 68 050. ‘ Effect of Circiil aroako.* Capacitanco on Avall- 
ab i.ry of E mercer cy Power " Svc .>si oncl 

ROSSi. C E D.vbion oi Opomlcna! Events Assessment (Posl 870411) 68/07/18. 
Ccr sol dated Ed son Co. oi New Yor*. Inc 1 19pp 46257 258-46258 016 

8807260269 Responds lo NRC Buletn 87C02.Supps i A 2 re eafe^-ro’ated be ing 
vendors & fastener ie sting. 

TUCKcR.H.B CjVo Powo* Co 83/07/18. Document Control Branch (Documor.t Con- 
i ml Desk) I3pp 46287 249-46287:26' 

8607160101 NRC Irfo Net CO 09 051. * Pa Vos of MSlVs.” Svc iistencl 
ROSSl.CE Division cf Operational Events Assessment (Post D70411) 8B/07/21 
Consol da led Edison Co cf New York Inc. I2ipp 4625? 086 -16257 208 


R. Periodic operating reports 4 related correspondence 

8807140276 • Summary o' Njc’ea' Staton Mods & Exorrpi Change Variation Notices 
Competed Undo' lOC-RSO.EO fc» 1987 ” W/693701 : tr. 

TUC<ER.M 6 Duke Po wo' Co. 87/12/31 23pp. 46177:326 461 77 3*7 

8807250310 Monthly operating ropis for .Jjno 1969 for Oconoe Station, Units 1,2 A 
3.Y//6o07l5 itr 

REAVS.JA, TUCKER, M B DjVo Power Co 68/06/30 1 7pp 46555 260-46555:276 


S Reporleble occurrences, LERs & related correspondence 

B006290 169 Ad/S09 thai LER 263/80 06 re scenarios for which adcrquato NPSH for 
high pressure injection p jmps w .1 bo sjb.x tied by 880620. 

TuCXER.H.B Duke P owe Co 88/06/20 Document Conuol Gwcb lOocument Cotv 
tro Desk). »p. 46973 347-45973:347. 

0806290419 ACvise9 that LER 66-007-00 ra it g sod nrawatchos duo by 800622, w.l bo 
SubT lied by 680706 

TUCKER, H.B DjKo Power Co 08/06/22. Document Conlrol B'anch (Dorumont Con 
PCI Desk) ip. 45997 267-45907:267 

8807130327 LER 86-007-03 cn 8 8 05 10. multiple f-ewatchos missed rosullrg in Tech 
Spec violation Caused by personnel etrot & crnl del stoncy Fu-awetch inurs (Maced cn 
separate firewaich surve Jarco log sheel.W/683/06 Hr 

NORTH. P J, TUCKER, MB Duke Power Co 60/07/06 11pp. 46169 100- 49169:208 


-0807130191 Pubic verson of revised ornomoncy plan imp ’em on 1 no 
proc e duf a s,‘n c luding HP/O/1009/1 1. “Protection of OfTs-lo Doso frem Urconbof 
Release of Rauioaciive Mails Tlvcugh Unit Vent” & MP/o/0/ 1009/ 12 ro po*asv'.'"x 
distribuion 

TUCKMAN.M5 Duko Power Co 88/06/28 3?pp 46163 301-40163 333 

8807050287 Rov 88-1 to 'Oconoe Nucloar Station Emorgoncy Plan Maaal.” Vol AY/' 
800521 Itr 

TUCKMAN.MS., TLCKEn.H EJ Duke Power Co. 88/00/30 1 0pp 46020 521 

46020 335 

8807130163 Provides updaton implementation sr.hodute for development cl emcrg-tincy 
oporaiina facility. mc’udrg ers-s mgt ctr. 

TUCKER, H.B. Duke Po/vor Co 0B/07/C6. Document Conlrof Qranch lOoamo'i Con 
uctOesM 2pp 46104.040-46164 041 


K. Utility final Safety Analysis Report (FSAR) & amende 

9807050001 Update lo FSAR for Oconoe Nudoar Station W/8Q070 1 Hr. 
TUCKEfl.H.D. Oti'te Pcwo* Co 8Q/07/01 290pp 46069 302-46070.231. 


P. Operating license stage documents & correspondence 

0007050455 Summery cf 880602 mooi.ng w/ulil In Rothosda.UD to discuss ruspon^o'c 
Genor.c Hr 87-02 ro soisrric quolif cation oi Gqupmonl por IJSI A 48 
TCURIGNY.EG. Projecl Drocloral© 112 88/06/16 Pcojocl Dlroclcmto II 2 lOpo 
45991 250 46992.003. 

“0007050491 Forwards ove'uanon oi sa'oiy Issues ro reyj'alofy analysis forplanl sfn> 
cilic omergnncY toodwaier sys backbi 

CO.VGEt.FJ Risk & Rehab l tv Assessment Branch 88/03/06 PAMR.O P<n.*4 Lfouti 
ca‘, Ins'rumontation & Control Systoms Qranch (PWR-B) 6pp 45091 358 46'jD2 003 

8007110283 Forwards Amends 166.168 A 105 to licenses OPR.3fi,nPn 47 ft 
65/ospoctively Arr.er.ds rov so Tech Spoc9 to update LOCA- llmitocf fra* allowc.t o 
Irear boat rates ro*‘oclr.g olfads of NUREG 0830 models A analyilca' rosui'.fi usmg 
FLEXSET 

PASTIS.H N Proiocl D.'eclO'StO II 3. 80/08/23 TUCKER.M 0 DiAo f>awcr C^i 2fv 
46100 073 46100.067. 

-0807110201 Amends 166,160 & 165 to Uconsos DPR*30.DPft 4 7 8 DPa*5. 
respect vefy.rovlsmg Tech Specs to update LOCA- limited max allcwablo neat 7 cai 
ratos rolleciiig effects ol NUREG-0830 modois & analyiical rosuils w/nsn nf PICK 
SET corro 4 aiion 

MATTHEWS, D.D. Pro.oct Omctorato 11-3 00/C8/23 6pp 40100 076 46100 C03. 

-0007110303 Safoty eval-robon support rig Amnnrfs 168.160 & 165 to Lionises <>I*H 
3D.DPR-47& DPn-55,rG3pectivGly 

* Offico of Nuclear Roocicr Roguialion. Dlroclor (F^isl 070411) 88/00/23 3pp 
46100 004 -461 OO.OB6. 

-0807110308 Requests FR ptU'icaHon of noheo of issuance gl Amumly KHI, 10A A 165 
lo LICGnsoa DPR-3B.CPR 47 & OPR-55.rGSpociivoly Amends rovlso common Tcxh 
Specs to update LOCA I mlted max aliowahlo Inoar f>ool ratos 
PASTIS.H N. Projocl Diroctoralo 11-3 08/00/23. NRC ■ No Oolofod Alfi ai-nn 
ip 46100 087-46100:087 

8607130323 "Oconoo 2 CyclO 10 Startup Testing Ropt " W/080707 Mr 
TUCKER.H B Ouke Power Co 00/07/07. 1 5pp 46164 001-40104 015 


Y. Dry Cflftk Independent Spenl Fuel Storage Instal latlona 

6807110386 Fowa'ds quesi-on? ro envon ropt for ISFSIdtd QB0331. OuGsiions will be 
ciscusscd dunng upcomng silo visit on 880714 

ROBERTSJ.P. Futi Cytfe SalGly Branch. 60/O6f24 lVJCKER.ll B Duke Powor Co 
5pp 46082 051-46395 055 

0007130*04 Forwards notice of consideration of issuance of mails license & amends lo 
OLs 8 opporunry fo» hoanno Arrands would modi'y Tech Specs to allow use of nrultl- 
el o iron'. s|>ont fuel dry $h .elded canister s.oor 080331 request. 

ROUSE. L C Fuol Cycle Safety Branch MATTHEWS, 0 0 Projecl Directorate 11*3 DC/ 
06/30 TUCKERH9. Duke Powg' Co ?pp 46166223 46166 230. 

-88071304Q9 Novco of ccnstdeiaVon cf Issuance el malts ttccnaa for storage ol sper.i 
fuel 6 amends lo Licenses DPR-30.OPR-47 & DPR-55Amend would revise loch 
Specs to allcw use of multi- element spenl f jei dry shielded canisters. 

ROUSE, L C Fuel Cycle Safety Branch MATHHEWS.DB Proieci D..-eclorato lf-3 B8/ 
06/30. 6pp 461 68 225 46166 239. 


DOCKET W-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8807070221 Rev 26 to cr.sis mgl p la n.W/6 03624 It/. 

TUCKER.H 0. Duke Power Co. 80/06/15 38pp 40110 261-46110.321. 

880706-0189 Forwards Revs 88-2 & 60 3 lo Vo’s Q & C of plant rmplemenling proce- 
dures emergency plan.respect'vely. 

TUCKER.H 1[3. Ouke Pc wer Co. 08/06/27. Docum-onl Control Branch (Document Con- 
trol OeoM. 2pp. 46m/UV46t 16-289. 


“8807080505 Rev 88-2 to Vol 0 of Trrp'emenl ng Procedures Emergency Plan,” 
TUCKMAN.M.S Otke Power Co. 88/05/29. 64pp. 401 16:143-461 16 22 ? 

-8807000588 Rav 88 3 to Vol C ol "implomenl ng Procedures Emoroency Plan ” 

Duke Power Co 09/05/20. 70pp 401 16228-481 18 289 

0007130188 Forwarda public version of raviaed emergency plan implemcnli 
wocedu'esjnclud ng Rev 88-3 to Vot B. 

Ef ?i H 5 0, &J i®/°* e r 00 fl 8706/28. Doctmonl Control Branch (Documenl Cc 
trol Oesk). 4pp, 46 183:298 46 1 63 333 


860715008 1 NohficefiOn of 880714 nmoting w/Q&W Owner# Group in Ftockv *r» Ml) lo 
discuss plant operation in decoy hoal romoval mod09 Mooilny nnonda or.cl 
TnAMMELL.C M Project O-mclorate V BB/07/07 KNIGHTON. G.W. Projocl (vod* 
nto V. 3pp. 46103:315-46103317. 

6807130454 Generic Ur 00-1 1 to all licensees of operating roaclors & holdoreol Gf T a 
NRC postion on radiQl.on ombrittiomonl of reactor vo&sol matte & I.t|mcI oa pij/j 
operai ons.Svc Hat & Rov 2 lo Hog Guido 1.09 oncl. 

MiRAGLlA.F.j Associate Director for Pro.octe (Post 07041 1). 80/0// 12 Corrftof-ifo>j 
Edison Co Of New York. Inc. 51pp. 46257:207 46257:267. 

8007100017 Ack rocoipi of 800720 Itr appealing NRC 071020 cfnnla 1 of i;' I ©701M1 
backft cleinn ro conianment integrated loak ralo I09llng roquiromunta po' App J 
10CFR50.Matter currently urdor rov:ow. 

MURIEY.T.E. Offico ol Nuclear Reactor Rogulaiion, D rector (Post 070411) 00/0?/ 
12. TUCKER. H.B. Duke Powo.' Co. 4pp 48203.010 46203:023. 


Q. Inspection report*, IE Bulletins 8 correspondence 


8806130160 NRC fnfo Nolfce 80-039, “LaSallo Unit 2 Loss of floarcutet'cn Pu.nps W/ 
Power Oscillation Event/' Svc list end. 

ROSSl.CE Division of Operational Evoms Assoasmont (Posl 070411). 60/00/15 
Consol dated Ed. son Co. of Now York, Inc. llOpp 45978.166-45970 200 

8806290309 Providers Info ro Unil 2 steam goneralor in90rvrco msp complotod on 
080320. Li 3(9 to lubes located in once-lhrough steam generator A ft D.rG9rHKl%©V 
which havo eddy curront Indications of degraded tuboa oncl 

TUCKER.H B. Ouko Powor Co 00/06/20 Document Conlrol Branch (Documonl C«» 
trol Desk). 6pp. 46984:274*45984:279. 

8807060675 Forwards Insp ReptS 50-269/00*14,60-270/08-14 & 59 207/80-14 o-' 
8005 16-1 9. No violotions or deviations noted. 

HERDT.A.R, Roglon 2 . Ofc of the Director. 08/06/20. TUCKER.H. B. Duko Power Co 
2pp. 46074:039-48074:045 

“8807050570 Insp Rcpts 50 289/88*14,50 270/00-14 & 50-207/80-14 on 000516- 
l9.No vlolat-ons or deviations noted Major areas jnspoctodomorgenty 
f>ower.eng;neorlng,dosifln changes, resolution of design problems S survoi/a'ico ton- 
ina 

FllLlON.P., CONLON.T. Region 2. Ole of the Diraclor. 00/06/14. 5PP 46074 041- 
46074:045. 



DOCKETED ITEMS 45 


6006160340 NRC in'u Nollco 00 040. "E*aminers Handbook for Developing Ope/aior 
l Iconsmg F*am 3 " NUREG/BR 0122 & sve l.sl end 

ROSSI. c b O.vis on of Operational Events Assessment (Posl 070411). 80/06/22 
Consol dniod Edison Co of Now York, fnc 237pp 46240 325 46241:201. 

6600170033 NRC info Notce 88-041, "Physical Proiocilon Weaknesses Identified 
Through Regulatory Etfeclivonoss Reviows " Svc list oncl 

ROSSI. C E. Divis on oi Operallonal Events Assessmonl (P09l 070411). 80/06/22 
Consolidated Edison Co of New York. Inc 122pp. 45970:034-45978 165 

8806170291 NRC Gullet n 90 008. ' Thermal Stresses In Piping Connected to RCS.” Svc 
l.st end 

ROSSI.CC Divsion of Operational Events Asso9smont (Post 070411) 88/06/22 
Consol'datod Ed son Co. of New York, fnc. 1 16pp 48019 037 46019 152. 

8807 130040 Con'irms B80701 enforcement conference w/uU at Region 11 ole to discu99 
NRC f nd ngs result ng from oqu pmont qual ficatlon map 3 al plants. 

GRACE.J N Rag on 2. Ofc of iho Director 80/06/22. TUCKER.H.B. Duke Power Co 
ip. 46172 175 46172 175. 

8607130128 Ack rucopl of 880608 Hr re weaknesses noted In Insp Ropl9 50-269/08* 
09,50 270/08 09 & 50-287/80 09 on 880505 

COLLfNS.DM Roglon 2, Ofc of the Director 80/08/22. TUCKER.H6 Duke Power 
Co. ip 48168 320 46180:329. 

B806210038 NRC info Notice 88-044, “Mechanical Bndmg of Spring Re’ease Device in 
West toy house Typo DS-4 16 C.rcu 1 Groakers ” Svc list end, 

ROSSI, CE Division of Oporalional Evonts Assessment (P09l 8704 H) 08/06/24 
Consol dated Ed son Co. of Now York, Inc 1 1 3pp 46019 163 46019 265 

8006240139 Suppl 1 lo NRC Bu'lotn 88-000, "Thermal Etreasos In Piping Connoclod to 
RCS “ Svc list oncl- 

ROSSI.CE D.vlson of Oporaiionat Rvonls Assessmonl (Post 070411) 88/00/24 
Ccnso'idatQd Edison Co of Now Yoik. Inc 114pp 48019.266-46020 010 

6807120106 Forwards summary of 880607 mooting ro concerns noted in Insp Ropto 50- 
260/00-13.50 2/0/80-13 6 50 287/00-13. List of otfondeos also end 
GRACE.J N Rogicm 2. Ofc of iho Director 88/00/2? TUCKER.H.B Duko Power Co 
4pp. 46140.093-46146 096. 

8807120264 Fcrwartis Insp Repts 50-200/06-1 1.50*270/08 1 1 & 50 287/86*1 1 on 
800425 0505 No violators or deviations noted Rept documents comm Imonls mado 
hy licensor) & disputed recommendations Response requested with to 30 days 
GRACE.J N Reg on 2. Ofc of Iho Dirodor 8&/O6/20 TUCKER.H B Duko Powor Co. 
2pp 46154 235 40154:201 

-8807120257 Insp RoplS 60-269/80 11.60 270/00-11 & 50-287/00-1 1 on 000425- 
0505 No Violations or deviations noted Major eroas Inspected review of adequacy of 
emergency oporallnn procedures 

LAWYER, L . JULIAN, C A. Reyon 2. Ofc of Iho Olroctor. QQ/06/07. 26pp 46164:237- 
46154 261 


DB06300347 NRC Info Notice 00 045. "Problems in Proiocilvo Relay & Circuit Breaker 
Coordination " Svc Ust oncl 

ROSSI.CE (Division of Operational Events Assessment (Post 67041 1 ) 08/07/07. 
Consol datod Fd son Co of Now York, IRC. I04pp 46242: 1 09-40242 2 1 2 

8007260162 Forward3 supporting vlowgraphs used during 800701 enforcement confer- 
ence re envi.'on quelflcat-on ofoquipmonl Loop accuracy calculation for Oconee high- 
ranno radiation monitor olso oncl 

TUCKER.H.B. Duko Powor Co 80/07/0?. Document Control Branch (Document Con- 
trol Do sk) 104pp. 40255.080-40255:163. 

8607060006 NRC info Notice 88 046. 'licenseo Rept of Oefoclive Rofurbishod Circoil 
Groakors " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assossmont (Post 870411). 88/07/00. 
Consolidated Ed.aon Co. of Now York. fnc. 107pp 46231:281-46232:027. 

6807120291 NRC Info Nollco 00 040. "Llconsoo Rept of Defective Rofurblshed Valves.” 
Svc J.sf end. 

ROSSI.CE. D .vision oi Operallonal Events Assossmont (Post 870411) 00/07/12. 
Conso'idaied Edison Co of New York, Inc. 103pp. 46242.006 46242:100. 

8807080386 NRC Info Notice 00-047, “Slower-Than Expected Rod-Drop Times " Svc 
list oncl. 

ROSSI.CE. Divlson of Operatonal Evonts Assessment (Post 870411), 0B/O7/14 
Consolidated Edison Co. ol New York, Inc. 103pp 40240:222-46240:324. 

8807120650 NRC Info Notice 88 049, ’Marklng.Handling.Control.Storage & Destruction 
oi Safeguards inlo” Svc \\%\ oncl. 

ROSSI.CE Division Of Operational Events Assossmont (Post 870411). 88/07/18. 
Con 90 1 id A tod Ed.&on Co. of New York, fnc. I03pp 40241:263-46242:006 

6807120563 NRC Inlo Notico 08-050, “Effect of Circuit Breaker Capacilanco on Avail- 
ability of Emorgoncy Powor." Svo list end 

ROSSI.CE O.vls'on of Oporalional Events Assessment (Pool 870411). 00/07/18 
Consolidated Edison Co. of New York. Inc. 1 19pp. 46267:268-46260:016 

8007180101 NRC into Notice 68 051. "Failures oi MSlVa." Svc list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 80/07/21 
Consolidated Edison Co. of Now York. Inc. 121pp. 48257:000 46257:206. 


R. Periodic operating reports & related correspondence 


8807140276 “Summary of Nuclear Stallon Mod9 & Exempt Change Variation Notices 
Completed Under 10CFR50.69 for 1987.” W/880701 Itr. 

TUCKER ,H.G. Duko Power Co. 87/12/31. 23pp. 46177:326*46177.347. 

8807250310 Monthly operating repls for June 1988 for Oconee Station, Units 1,2 A 

lAr ;onn 7 i c n. 


S. Reportable occurrences, LERs A related correspondence 

8807200190 LER 89 031 01 on 0802 15 brace usod to ho'p secure prinlou circuit boards 
In v.tfll inverter 2DIB discovered miss ng On 080222 .(folerm nod by dosgo engnoemg 
that Inverter se-sm cally tested & qua ified w/braco.W/880712 Ur 
NORTH, P.J ., TUCKER.H.B Duko Power Co. 80/07/12. 0pp. 46229 201 46229 200 


Y. Dry Cask independent Spent Fuel Storage Installations 

8807110386 Forwards questions re environ root for ISFSI dtd 800331 Quest ons wil be 
discussed dunng upcoming site visit on 880/14 

ROBERTS.jp Fuel Cycle Safety Branch 00/OB/24. TUCKER.H.B Duko Powor Co 
5pp 46002:051-46082:055 

8807130404 Forwards notice ol considerat'on of Issuance of mails Ixonso & amends io 
OLs A opporumty for hearing Amend9 would modify Toch Specs to al ow use of mufti- 
olomenl spent fuel dry shielded carlalnr9.po.' 000331 request 
ROUSE, L C. Fuel Cyclo Safety BrAnch MATTHEWS, D.B. Project Dirocto'atn 11-3 88/ 
06/30- TUCKER, HB Duko Powor Co 2pp 46166 223 40168 230. 

-8807130409 Not co of constoorahon of issuance of malls iiccnso for Btorayo of sponi 
fuol A emends lo llcon9os DPR-3B OPR 47 & DPR-55 Amend would roviso Toch 
Specs to allow use of mulii- element spool fuol dry stoo'dod cansters 
ROUSE, L.C Fuol O/c'o Safety Btarctv MAT HHEWS.O.li Proioct Oitoaorato tl-3 06/ 
06/30 6pp. 46166 225 46166 230. 


DOCKET 60*271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plana 

8807 166071 Requests exemption from provisions ot l0CFR50,App R.Sociton 111 J. 
"Emergency Lighting” for roacior tildg torus aroa Fqo paid 

MURPHY, W.P. Vermont Yonkoo Nucloar Power Ccrp 08/06/20 Document Control 
□ranch (Oocumont Control Desk) 2pp 40101:334-46101 335. 

8807190072 Forwards Safety Insp Ropl 50-271/06 00 on 800517-0630 No vlolotions 
notod- 

WIGGINS.J T Roglon 1, Ofc of tho Olroctor 8B/07/G8. MURPHY, WP Vormont 
Yenkeo Nuclear Power Ccrp 2pp 40215 302-40215:330 

-8607160074 Insp Ropt 5O-271/C8O0 on 000517 0630 No violations nolod Mojor 
areas InapoctorToctlona on previous Insp findings, oporotional safoty.socurlty.plsnl 
oporatlon9.mo'nt & survol lance.cnn nearing support & radologcal cmbols 
HAVERKAMP.D R Roglon 1. Ofc of iho Director 00/O7/C8 27pp 46215 304* 
46315330 


G. Adjudicatory correspondence 

8807110007 Memorandum & ordor.* Joint motion of NRC.Stato of VT A Vormonf 
Yankee Nucloar Powor Corp IO tormnalo procoodmg, did 800603,nranied & Slate of 
VT pomion lo Intorvono dismlssod basod on obser.co Served on 000701 
HOYT.H.F. Atomic Safoty and Llconslcg Goard PanoV //388 6649. 08/06/30. Offico of 
tho Genoral Counsel. 2pp 46033 297-4Q033 290. 

8807150017 Liconsoo rosponso to ;olnl motion of Commonwealth of MA & Now Eng- 
land Coalition on Nucloar Pollution for order atay.ny offoctivonoss of Llconso AmoncJ 
104. ..* Motion shou’d bo doniod W/Corlificalo of Svc. 

GAD.R.K . SELLECK.K A VormorA Yfir.keo Nucleai Power Cotp GAO.R.K. Ropes 6 
Gray #300 6690 08/07/07. Atomic Safety and L iconsing Board Panol 27pp. 
46191:013-46191:049. 

"8807160021 Affidavit of WP Murphy * Discusbos ■nsla laLon of now NES racks prior to 
next refuoiing ouiago W/Certificafo of Svc 

MURPHY.w P Vormanl YAnkeo Nuclear Powor Corp. 80/07/07. I0pp 46191 040 
46191:040. 

8807140063 Jo«nt motion of Now Eng’ond Coalition on Nucloar PoDlion & Common- 
wealth ol MA (or foovo lo reply to app iconl rofipon9o to slay mol on.* Motion shou'd 
bo granted W/ Certificate of Svc 

FERSTER.A. New England Coa'ltlon on Nucloar Poljt on. FERSTER.A Massachu 
Bolts, Commonwealth of. FERSTER.A Harmon & Wois9 #380 6605. 88/07/08. 
Atomic Safoty and Licensing Doard Panol. 6pp. 46117 293 46117.297 

8807150079 Joint modon of Now Coalt.on on Nuclear Pollution & Comm on wealth ol MA 
for leave to reply to applicants response lo stey motion ’ Sorvod on 8007 1 3. Granted 
for Board on 800712. 

* New England Coa’itlon on Nucloar Pollution. * act ius oils. Commonwealth t>*. 

#388 6700 80/07/00. Atomic Safety and liconslng Board Panel. Ip. 46109.301* 
46109:301. 

8807150026 Second prehearing conference ordo/ (rulngs on lompora'Y stay order & on 
schedules}.* Temporary stay of Llconso Amond 104 denlod, further dscovory In supro 
authorized & NRC requested to provide status ropl by 000801. Served on 0007 13. 
BECHNOEFER.C Alomlc Safoty end Licensing Board Panel. #388 6699. 80/07/12. 
Vermont Yankee Nuclear Powor Corp. 6pp 40100.350*16109 365 

8607200041 NRC Staff responso to Jo nl motion of Co mm on woe I ih of MA & New Eng- 
land Coalition on Nuclear Pollution.* Board has no Juriadlciion io gram utay soughl & 
should deny motion W/ Cork Neale of Svc. 

HODGDON.A.P. Assistant Geno/ol Counsol for Hear.nga #300 0732. 08/07/12. 
Atomic Safety and Licensing Qoard Panol. 13pp. 46193 290-46193 3^8 

8807200027 Forwards 800715 stipulation among State of VT.ul.l & NRC 
RUSHER. J. A. Vermont Yankee Nuc'oar Power Corp. RUSHER, J A. Ropes & Gray. 
#308 0731. 88/07/15. Docketing & Sorv.ces Branch. Ip 46192:357 46192:350. 

-8807200020 Stipulation.* Stipulation re util 000523 application for amend to OL allow- 
ing ut.l.zation ol GG 8x.BEB fuof. 

Lilli I cm* r> Cinln 


QlTCUCl 


WULLEtr.O J. Vermont, State cf *333 6734 66/07/ 1 5. Off.ce cl the Secretary of 
the Comm ss on. 3pp 46103.001*401 93 003. 

8807220021 Joint reply of Now Eng’s rd Coalmen on Nuc'ear Portion A Common* 
wea'th of MA to applicant A Stall response to stay mo ’Km * Requests that nton/enors 
roinl mot on be granted Cert i r cate of Svc enc* 

fERSIERA Vermont Yankee Nuclear Powe' Corp. FERSTER.A Harmon & WoJss 
#388 6760 08/07/15. Atomic Safely and Uceis ng Board Panel. 21pp 46195 236- 
46195 256. 

8&07 220027 Prehearing cofi'erance o«Jer(n>trgft on contention A schod-i'es) * Slate ol 
VT A Commonwea ih of MA admitted as nlo'venors to proceeding & discovery ached 
uta es’ebl shed on 0BO620 Certifcate of Svc end Served on 800719 
BECHHOEFER.C Assistant Genera' Counsel for Hearings *308 6763 66/07/18 
Office o! ihe General Counsel 9pp 46196*007*46 196.016. 

6807220042 Forwards expulsion executed by NRG re ul.l amend to license to use GE 
6x6 fuel. 

WEISMAN.R.M Assistant General Counsel forHaa/.ngg #268 6750 60/07/18 Olfico 
of the Secrela r y ol the Commiss on ip. 40195359 46195:361 

-9007220046 Stipulahon.* Sl-pu'ation, to util request to amend l cense to e low ull ?ation 
cf GE BxB fuel. , ^ 

WElSMAN.RM Ass slant General Counsel Id Hearings. 68/07/ IB. 2pp 46195 360* 
46195 361. 


H. General cor/espondencs 

0007010575 Commonl opposing proposed ru'a 10CFR50 re emorgor.cy planning & pre 
pared ness req j remenls for nuc'oar power plant fuel load ng & initial lew power oper- 
ations 

• Affi! atlon Not Assigned 88/06/16. NRC * No Dolai ed AK.‘ia:ion Given 2pp 
45993 106 46903:107 


ROSSI, Lt. Uivis.on 01 uperauonai tvems Mssobsmom irosi orusiij 
Consolidated Edison Co of Now York. rc. HGpp 46019 037-46019 15? 


0006210038 NRC Info Notice 08*044, "Mec r 'fl''ical Rindng of Spring RolGnio Ouvlco In 
WoslmflFouse Typo DS 416 Circuit Breakers" Svc list one 

ROSSI.C.E Division ol Operational Events Assessment (Poet B/0411) fcii/Cnj'24 
Consolidated Edison Co. of Now York, Inc ll3pp 46019 153 46019 265 


8B0624Q139 Seppl 1 lo NRC Bulleim 83 006. "Thermal Simssos In Piping f. unnoted to 
RCS '* Svc I st end 

ROSSI.C.E Division of Operational Events Assessment (Post ft/04 1 1) hy/ou/24 
Consolidated Edison Co of Now York, Inc 114pp. 4GD 19 26G 46020 OU*. 

8006390347 NRC Into Noico 68-045. "Prob'oms in Protective Relay 0 Cm. I IW.ckc* 
Coo ^nation.” Svc list end 

ROSSI, CE Division of Operational Evenis Assessment (Post 070411} afl/O/<0*. 
Consolidated Ed-son Co. of New Ycrk, Inc 1fl4pp 4624? 100 4G242 21? 


8007000006 NRC Info Notice 88 046. "Uconsoo Ropl of Uufoctivo Rohnbish. a Cjiu. 1 
Breokers." Svc list encl 

ROSSI.C.E. Division cf Oporatonal Evonls Assessment (Post fi/CM 1 1 f MNi// 06 
ConsoNdaled Ed.son Co cf Now York. Inc i07pp 46231 ?8 14 6232 02/ 


8007190072 Forwards Sfltoty Insp Repl 50 271/00 00 cn O0U61 7 00,10 N > vu>lnt or i 
noted 

WiGGlNS.J.T, Rogon 1. Ofc Of Iho Oirector 00/07/00 MUtlPilY.WI 1 1 

Yankee Nuclea' Power Corp 2pp 46215 302-4G215 330 

-*6807190074 Insp Ropl 50-271/80 00 On BB051 / OG30.No viOlMiun*. ntfinl MP,-> 
areas Inspeclecl actions on prov.ous insp knifings, opnrnhcnni anfoty ly.ftorl 
operation 9,ma.nt & surve ‘lerco, engineering support & mrfio'oglcfll conhch 
HAVEnKAVP.D R Region 1. Ofc of Iho Director. 80/07/00 2?p:> 4«,Mf>30i* 

46216330. 


P. Operating license stage documents 6 correspondence 

8096306019 Forwards add! pages net included In "Ropl on Containment Safety at Ver- 
mont Yankee.” did 880429. 

ROONEY.V L. Project Directorate 1*3. 00/OB/23 MCKN:GHT,J Document Control 
Branch (Document Centre' Desk) 4pp 45G0D 325 45989 029. 

8007080223 Sub mis clarification of info in 880429 Hr re ope'oNonal qa program 
lYOOAP-VA).Rev 1ft per QvtoV.ions \n &SO029 totoon beacon PK Eapcn RW 'Nintots 
& A Shepard. Changes to Sections fl B 1 b & X B Lb discussed 
SHEPARD. A M Yankee Atomic Electric Co 08/05/29 Document Control B r anch 
(Document Control Desk). 2pp. 46140 069*48140.070. 

0807120034 Responds lo NRC 880404 Ilf requesting add! ir.fo io Genoric Ltr 83 26.A'I 
reactor trip function components c’assl'iod as safety related Idanh’md A entored onto 
master equip ment list 

CAPSTICK R.W Vermont Yankee Njc’oar Power Corp. 00/07/01. Document Control 
Branch (Document Control Desk) 2pp 40155001*46166 002. 

0007130454 Generic Hr 60*1 1 to all I consoos o> operating reactors & holders of CPs ro 
NRC position on radia'ion embdiilemert of reactor vesso! malls A impact on plant 
operations. Svc I si A Rev 2 to Reg Gu de 1 GD encl. 

MIRAGUA.F J Associate Director for Pr olocl9 (Po9t B70411) 80/07/ 12. Consolidated 
Edison Co of Now York. Inc. 61 pp 46257 207*46267:257. 

8067250299 Forwards ‘Vpact of Al'ornata Testing on Component A Sys Availed uty;’ 
per NRC 880509 lequ&st foraddl info re 071207 amend request.revlsing survelllanco/ 
alternala tosbr.g raqurements of carta n enonae'ed safeguards aqjpment 
CAPSTICK.R.W- Vermcnl Yankee Nuclear Power Corp. BQ/07/15 Document Control 
Branch (Document Con hoi Desk). ?pp 46273:311 46274:036. 

-8807250327 "Impact of Alternate Tosing on Co.rpcnent & Sya Aval ability." 

BURNS.K J. Vermont Yankee Nuclear Power Corp DYKES A A P«cka*d, Lowe A Ga' 
dcV, Inc. 88/07/15. 85pp 48273:313 46274:006. 


8007180180 Responds lo NRC Bulletin 68 004 ro polonllnl eufoty mlnind pu np 
loss.Looglurm reso’uticn actlons.-nclurfir.g ObUvrvng pi.nifi vovi-.v 
recomniendotloris.oxpoctod to bo completed hy ftfiODOl. 

MURPHY.WP. Vermonl Yankoo Nuclear Pcwo.' Corp 00/O//11. Doc.i-imi'i Ccni'd 
Branch (Document Conirol Oosk). 10pp 46108 272*4Giftft 201 


0807 120291 NRC Info Notico 09 045, “Hcensoo Ropl of Dofoctivo Rufuth^Lul Vn'vO 
Svc list end 

ROSSI.C.E Division of Oporotional Evor.is AssusHmeni (Po4t fl/i)41l} liri/i>//<2 
Consol datod Ed son Co of Now York. Inc I03pp 40242 000 40242 10 H 

8007080366 NRC Into Notice 08 047. Slower* Than Expected Rtxl Dinp hii. *i* S*. 
list oncl 

ROSSI.CE. Division of OpO'fltlonai Evo^ts As»ussmun1 (fkmt 070411} II0/O//M 
Conaol dated Edison Co of Now York. Inc. 103pp. 40240.222 46240 324 

8007260382 Forwards Insp Repl 50 271/60 09 on 000606 10 «-li^‘t.:r 

turthor action oppropnafo w I, bo made a'lo' ijIi' roviow ol imroaolvrul isii.u uru <;./* 
radioact'Vity dotociod In town of Qrottleboro wanio Uoflimunl facility 
BELLAMY.R R. Rogon 1, Ofc of tho D-mclor 00/0// 14. MURI’hY.W.I' V«>"r<u-*' 
Yonkoo Njc’oar Power Corp. 3pp. 46273 173 46273 iBi. 

-0007250386 Insp Hept 50-271/80*09 on 600020-24 UnrusClvod item iJimII u;l MftfV 
areas inspected oft si to disposal of sewage wa9to contain ng liennsort rimit fro.n 
1906 * May 19Q9. 

PASCIAK.WJ., BEU^AMY.R.R. Region 1. Ofc of tho Director WI/0//I3 CV-P 
40273:176-46273: 101. 


S8O712055O NRC Info Noice Bft 049, "Marking.! tar.dllny .Conirol.Sior nye A Dushnrt-** 
of Sflfogua'd9 info ” Svc list ercl. 

ROSSI.CE Division of Operot-onal Evonls A960s9mo.nl (Posl 0/04 11) /m/0//'6 
Conso’idaied Edison Co Of Now York. Inc 103pp. 46241 263-46242 OOS 


O. Inspection reports, IE Bulletins A correspondence 


8600130160 NRC In'o Nclce 00 039. "LaSal.e Unit 2 Loss ol Recircu'atlon Pumps W / 
Power Osc llstlon Evdn^.’' Svc list encl 

ROSSI.CE. Division of Operators! Evonls Assessmoni (Post 070411) 00/00/16 
Consol dated Edison Co. of New York, Inc 110pp. 45978:156*45976 266 

8807080020 Ack roce'pl of 880516 Hr di&cussmg Into No!ic© 09 021 on Inadvertenl 
entice likes. Disco very of three reals dealing w/ttueo events meni onod In ltr noted. 
ROSSI.C.E. DM s ton of Operational Eve.Ys Assessment (Post 870411} 80/06/16 
HANAUER.S H. Techncal Ar.aVsls Corp. 2pp 46134 1 70*40134:1 00 

8807010037 Forwards Safety Assessment Team Insp Repl 50-271/00-05 on 860404* 
O-O.Weakressess doled Plant safey operated, well rna ntalned A adequately 
a la (fed S tre r, gi h s A woakno s ses listed. 

JOHNSTON, Vrf .V Reg on 1, Ole ol the Director 68/06/21. MURPHY.YyP. Veimon* 
Yankee Nuclear Power Corp 3pp. 46020:102*46020 203 


-00070 100 30 insp Pept 50*271/88-05 on 8804Q4 CQ.Weaknessoa noiod. Motor areas 
in spec leaf aa'ity A effuent rediolortoal contrc's. p!ant oporailons.survol-lanco 
testng.plent ma'nt acliv.iies A des-gn cnangos 

ANDEHSON.C. Rag.on 1. Ofc of ihe Oirector. 08/06/00 39pp 48020:165-46020*203 


6606100340 NRC Info Notce 88*040, ‘ Examiners Handbook for Deva'opina Oporetor 
Ucens l np Exam9 NUREG/BR 0 1 22 A svc list encl v 

ROSSI.C.E. Diylston of Operational Even:$ Assessment (Post 870411) 09/G6/22 
Conso daied Ed son Co. of New York, Ina. 237pp. 48240 325*48241:201. 


0806170033 NRC info Nodce 08041, "Pr.yslcal Protacllon Weaknesses fdenlfied 
^ e 9J |at0f y Hffectlvenaas Reviews." Svc l si and. 
n? .5 . ^ s,on 2* OperaFonai Events Assessment (Post 870411). 80/06/22. 
Consol dated Ed son Co. ol New York, Inc. 1?2pp. 45970 034-45978:165. 


8807120653 NRC Info Notice 8&-050. "Effect of Circuit Oroakor ('opacitn'iiu m 
ability of Frnorgoncy Power ” Svc list oncl. 

ROSSI.CE. Drvlslon of Operational Evonls Assessment (Post 0/04 n). Krt/li//‘6 
Consol dated Edison Co of Now York, Inc. 1i9pp 46257 250 4G25U Olb 


6007100 tOI NRC Info Notico 60-051. “Faluros of MSlVs " Svc hat nncl 
ROSSI.CE. D.vls'on of Operetional Events Assessment (Pont 07041 1) M4/0//21 
Consordatod Edison Co of New York. Inc 12lpp 46257:086-4625/ 206 


R. Periodic operating reports & related correspondence 


6007210229 Monthly operating rept for Juno 1000 for Vermont Ynnkoo 
Stalion.W/860710 Mr. 

WALLIN.G A , MURPHY.W.R. Vermont Yankoo Nuclear Power Corp 8H/0V3O f-pp 
46236.068*46236 073 


T. Hearing transcripts on pen-antitrust matters 


8807060390 Transcript of 800028 prehearing conference in Bratlieboro, Vf f'p 220 30 

• Atomic Safety end licensing Board Panel 00/06/26 U7pp. 46060 0.03 tG7 

00070603 94 Transcript of 68062Q prohoanna status conference In Urattk4*utu.vr.lV 1* 
43 

* Atomic Safety and Licensing Board Panel 00/06/20. 46pp 46102 IBi 401C? ?2J 


DOCKET 60-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


DOCKETED ITEMS 47 


F. Security, medical, emergency & fire protection plana 

8807070390 Forwards Amond9 86 A 59 to Licenses DPR-70 & DPR-75. 

respectively Amends rr.od>fy Paragraph 2 E to reqj re compliance w/omonded physical 
security plan. 

FISCHER. DC Projeci Directorate 12. QQ/06/27 MILTENBERGER.S. Public Sorv.co 
Electric & Gas Co. of Now Jersoy 4pp. 46136 339-46136 351 

''BB07070399 Amends 80 & 56 Licenses OPR-70 & DPR-75.respoctively p modifying 
Paragraph 2 E to requ re compliance w/amorded physical security plan 
BUTLER.WR Pro.ect D.roctcrala 1-2 08/06/27 6pp. 40136.343.46136 348. 

-8807070400 Safeguards evaluation rept supporting Amends 06 & 59 lo Licenses OPR 
70 & OPn-75.rospoctivo;y. 

• NRC • No Detailed AffiWion G.von. 6G/OG/27. 3pp 40136 349-46136 351 

8807070577 Forwards final o^orc-so ropt on 870909 for Artificial Island Rad ological 
Emorgoncy Station Oflsilu redologcal omorgoncy plan9 & preparedness remain ado* 
uale to prolccl health & safely on pubi c in ovonl of aeddont 

ELLAMY.R R Ron on 1. Ofc of tho Director 86/06/20 WfLTENOERGER.S Publ.c 
Service Electric & Gas Co oi Now Jorsoy 3pp 46123: t to 46123 157. 

8807050376 Forwards Rev 1 to Artificial Island security contingency plan.includ ng 
recent NRC/FUl agreement trial only FBI can classify event as sabotage & imptemon- 
la l Ion of ulil response lo Insp Ropts 50 272/06-30 A 50-31 1/06-32. 
MILTENBERGER.S. Pubic 50rv.ee Eloclnc & Gas Co of Now Jorsoy 00/06/29 Doc- 
ument Conlrol Branch (Oocumonl Control Desk) 2pp 46076 31 7-46075 310 

8807200228 Documents 88000G mooting In Region I re pioposod changes lo protected 
area porimoler, security program enhancemenls & NRC-approvod safeguards conlta 
goncy plan concerning fngp Ropls 50 272/66-30 & 50 311/06-32. 

SJOBLOM.G.L Roglon 1. Ofc of the D, rector 80/07/01 MILTENBERGER.S Public 
Service Eloctric & G 09 Co. of New Jersoy 4pp 46228 324-46228 327 

8807U0476 Rev 6 to Artificial Island Emoruoncy Plan Administrative Procedure EPIP 
1013, "Emorgoncy Response Personnel T otophone List.*’ 

• Public Sorv.co Electric & Gas Co of New Jorsoy 08/07/06 19pp. 46153 286* 
46163 304. 

8807120233 Rev 4 to Emorgoncy Plan Implementing Procedure EPlP 602. "Rod ologicol 
Ooso Assessment.” 

• Pub'ic Sorvlco Electric & Gas Co of Now Jersoy 08/07/08 07pp. 40143 001* 
40143.008 

8807190219 Informs of rovlsod imptemonfailori schedulo for App R mod Mod to C02 
syB rodoslgn due to Idonhliod sosmic concerns & dos.re to olmingto nnod for focal 
opotaioi iGSponso Mods w.tl bo completed by 000830 

MILTENBERGER.S. Pub'ic Service Electric A Gas Co. oi Now Jorsoy 88/07/12. Doc- 
ument Conlrol Branch (Documonl Control Dosk) 2pp 46200:167-40206 168 


H. General correspondence 

8807200338 Common! opposing proposed rule 10CFR50 ro hconsng of nucloar power 
plants where slalo &/or local govts dotfino to cooporalo in offsilo omorgoncy plan- 
ning 

BIDEN.J.R. Affiliation Nol Assigned 07/02/24. NRC ♦ No Delated Affi'iailon Givon 
2pp 46200:040 40200 050 


K. Utility Final Safety Analysis Report (FSAR) & amends 

B 807250328 Rev 8 lo updated FSAR for Saloin Generating Station. W/8807 22 ltr. 
MILTENBERGER.S. Public Service Electric & Gas Co of Now Jorsoy 06/07/22 
300pp. 46283:152-46205.024 


P. Operating license stage documents * correspondence 

8807160200 Forwards rosult9 of reviow priority for open TACs.por 000527 memo. 
BUTLER, W.R. Project Directorate 1-2. 08/06/10. VARGA.S.A Dlvls on of Reader 
Projects * l/ll (Post 070411). 3PP 40200.175-46200:177. 

8607050103 Ack receipt of 080527 Jtr confirming that procedures ro Generic Ltr 88-03, 
“Steam Binding Auxilary Feedwater Pumps,” acceptable 

FISCHER.D.C. Pro|oct D.rociorato 12 08/06/22. MILTENBERGER.S Publ o Sorvlco 
Elocklc & Gas Co oi New Jer90y. 3pp 45998 052-45998 054 

8807010591 Application for amends to tlcenso9 OPR-70 S DPR-75, correcting typos In 
Tech Spec Sections 3. 1.3. 4. & 3. 1.3. 5, including changes to clarify appicabLty of sur- 
veillance require mom lor rod position verification .Foe paid 

MILTENBERGER.S. Publ>c Service Efoctnc & Gas Co. of New Jersey. 00/06/23. Doc- 
ument Control Branch (Document Control Dosk). 6pp 46017-267-46017:280 

-0807010602 Proposed Tech Spec 9 revising Sections 3.1 3.4 A 3.1. 3 5 to correct typos 
incorporated by previously approved omond. 

' Public Serv.ce Eloctric & Gas Co. of New Jersoy. 88/00/23. 0pp. 46017-273- 
40017:280. 

8607050517 Forwards AEOD Tochn ; cal Reviow Rept T809. "Blocked Thmblo Tubes/ 
Stuck Incora Defector,” for consideration duo to recent events ai Braldwood Unit 1. 
ROSENTHAL.J.E. Roaclof Operations Analysis Branch B8/06/23. BERUNGER.C.H, 
Ganorlc Communications Branch. 2pp. 45990 060-46998.066. 

-8807050550 Technical Review Ropt T0O9, ’‘Blocked Thimble Tube 9 /Stuck Incore De- 
tector.” 

* Office (or Analysis & Evaluation of Operational Data. Director. 00/06/15. 4pp. 

alcana nao.^enna-naA 


•'8808210326 "Evaluation of Offsite Ooso Celculat-on Manual, Rev 3,Saiom Generating 
Station Units i A 2." technical evaluation ropl 

SERRANO.W. YOUNG.T E EG&G Idaho, Inc. (subs of EG&G. Inc) SERRANO.W. 
Idaho National Engineering Leborato'y FlN D-6034 EGG PHY-7630. 88/04/30. NRC 

• No Dota led Affiliation Ghon. 23pp 46100:276-46100 297. 

B8071 10201 Forwards safety evaluation accepting ut.l 851004 rosponso to Generic Ltr 
85-12. “Automate Trip of Reactor Coolant Pumps " 

FISCHER, OC. Project Di'octorato 1-2. 88/06/24. MILTENBERGER.S Public Service 
Electric A Gas Co. of Now Jersey 6pp. 46062:1 12-46002.117 

6807070398 Forwards Amond9 86 & 59 to Licenses DPR-70 & DPR-75. 

respectively. Amonds rr.odily Paragraph 2 E to require complanco w/amonded phys ; ca‘ 
security plan. 

FISCHER, D.C. Project Dreciorato 1-2. 88/06/27 MILTENBERGER.S Pub'ic Sorvco 
Electric & Ga3 Co of Now Jersey 4pp 46136 339 46136.351 

-8807070399 Amends 80 A 50 Licenses DPR-70 A DPR -75, respectively, modifying 
Paragraph 2 E to fequiro complanco w/amondod physics' security plan 
BUTlER.Y/.R. Prolocl Directorate I ? 08/06/27. 6pp 46136 343*46136 348. 

—8807070400 Safeguards evaluation repl supporting Amends 00 & 69 to Licenses DPR- 
70 & DPR-75,f08poctivaly. 

• NRC - No Detailed At tiliGVon Given 88/OQ/27. 3pp 46136 349*46136.351 

6807120640 Forwards Arrands 85 A 58 lo Uconses DPR-70 & DPR-75, 

respectivafy.Amends would roviso reader trip block w/ tu'bmo trip from P-7 (11%) 
permissive up to P-9 (50%) porm-sswo 

FISCHER, DC. Project D-roctorate 1*2. 8B/OB/27. MILTENBERGER.S Public Service 
Efoctnc & Gas Co of Now Jersey 3pp. 46121: 104-46121:123. 

-8007120646 Amends 05 A 5B to L-censos DPR-70 8 OPR-7S.ro8pectivoy rov.slng ro- 
acior trip block w/lurblno trip from P-7 (1 1 %) pormlssive up fo P-9 (50%) permissive. 
BUTLER.Vy'.R. PrOjOCt D rodorato 1-2 88/06/27. 14pp 46121:107-46121 120 

-8807120649 Sale'.y ovaUation supporting Amends 85 & 58 to Uconses DPR-70 A 
DPR-76.roapoclivoly. 

' Office oi Nuclear Reactor Regulation, Director (Post 070411) 88/06/27. 2pp 
46121:121-40121 123 

8807130454 Goneric Ltr 08-11 to all ’iCDn9ooa of operating reactors & holders of CPa re 
NRC position on radiator on brill tom ont of roactor vossof metis & impact on p»anl 
operations Svc lisl A Rev 2 to Reg Guido 1.00 oncl. 

MinAGLFA.F J. Associate Oi'edor for Projects (Post 070411) 88/07/12 Consolidated 
Ed-son Co Of Now York. Inc 51pp 40257 2O/-4O257 257. 

6807190219 Informs of rovlaod implementation schedulo for App R mod Mod lo C02 
ay 9 redesign duo lo IdantihocJ Q 0 9mlc concerns A desro to GVun.naie need lor local 
operator responso .Mode will bo compfotod by B00930 

MILTENBERGER.S. Public Service Eloctric & Gas Co of Now Jersey. 80/07/12 Doc- 
ument Conlrol Branch (Documonl Control Desk). 2pp 40206:167-40206 108. 

8807250173 Advlsos that planl rovlew brlollno lor Mu'loy & oxocutivo team ro PDI-2 
planis Qchodu’od for Q8O721.Viowgf0phs oncF 

BUTLER, W.R PrO|QCt Diroclorolo 1-2 00/07/13 BOGER.8 A. Project Duectoroto J-2 
97pp 40272:205-40273:021. 


Q. inspection reports, IE Buir&lina & correspondence 

6600130168 NRC info Notice 80-030, "LoSal'o Unit 2 Loss of Rockculation Pumps W/ 
Powor Osci'iatlon Event.'' Svo list end. 

ROSSl.C.E D.viB'on of Operational Eventfi Assessment (P09t 870411). 60/00/15. 
ConaoLdatod Edison Co of Now York, Inc 1 10pp 45970:156*45078.260. 

8806 100340 NRC fnfo Notice 88-040, ’‘Examlnore Handbook for Developing Operator 
Licensing Exams ” NUREG/BR-0122 & sve list oncl. 

ROSSI.C.E- Division of Operational Evcnls Assossmonl (Post 870411). 88/00/22. 
Consolidated Edison Co of Now York, Inc. 237pp 46240 325-46241:201. 

8806170033 NRC Info Notice 60 041. “Physical Protection Weaknesses IdsnWad 
Through Regulaiory Effectiveness Hevlows." Svo list end 

ROSSI.C.E. Division of Operational Events Assossmonl (Post 670411). 00/00/22. 
Consolidated Edison Co of Now York. Inc. 122pp. 45978:034-45978:155. 

0608170291 NRC Bulletin 00 008, “Thermal Strosses in Piping Connected lo RCS.“ Svc 
list oncl. 

ROSSl.C.E. Dlvls on of Operational Events Assessment (Posl 870411). 88/06/2 2. 
Consolidated Edison Co. of Now York, Inc. 1 16pp. 46019.037-40019:162. 

*808210036 NRC info Notice 83 044, "Mechanical Bindng of Sphng Release Device In 
Woatinghouse Type DS-410 Circuit Broakers.” Svc list oncl. 

ROSSl.C.E Division ot Operational Events Assessment post 870411). 88/06/24. 
Conso'ldated Edison Co. of Now York. Inc. 1 13pp 40010:153*46010:265. 

*806240139 Suppl 1 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list onef. 

ROSSl.C.E Division of Operational Events Assessment (Post 67041 1). 88/06/24. 
Consolidated Edison Co. of New York, Inc. 1 14pp. 460 10:260*40020.0 18. 

8807130100 Forwards Licensee Mgt Meeting Ropts 50-354/08-21. 60-311/88-16 A 60- 
272/88-16 on B80526. 

KANE.W.F, Region 1. Ofc of the Director 00/06/29. MILTENBERGER.S Public Serv- 
ice Electric A Gea Co. of Now Jersoy. 2pp 46165:057-40165:006. 

-W07T30102 Licensee Mgt Mooting flepte 50-272/88-1 6,60-31 1/00-15 A 50-354/88- 
21 on 880526, Ma|or areas discussed safety sys functional review program, including 
program goafs. program scope A results 

SWbTLAND.P.D Rogon 1, Ofc of the Director. 88/00/24. 27pp. 40105:059- 

a a t cc noc 


0807250234 ACk /eCB.p: Of 58051 9 I 4 / infovn r.a NRC ol slops Ifil'en 10 correct vicUjticns 
noted in Insp Repts $9 272'QQ 09. 50 3 1 1 /6d 09 & 50-354/09 07 
BELLAMY.RR Region 1, Otc O' Iho 0/aclor. 80/07/01. MILTFNBFRGER S Pubic 
Sg/vico Electric & Gas Go of New Jorsey 3pp 46285 106 46285 1 12 

0807200227 Forwards Safety 'nsp ficpts 50 272/80 13 & £0 311/88 1 3 on 883503- 
0606 & notice ct v. o' alien 

WENZlNGen.EC Region 1. Cfc of me C.roctor 88/07/06 M'LTLNBCfiGEn.S 
Pubic Service Electric & Gas Co ol New Jersey 2pp. 4b22d 228 46229 242 

-'8807200228 Notice ol violation from nsp tn 860503 C-606.V.5 oven rotooon 
080426 deJe/mf nod thal Surveil'anco Procedu'e SP(O)4 0 5 V MISC 1 ncl prope # ‘y m- 
ptemccV.edon 880210. 

* Region l. Ole Of the C rector. 08/O7/C8 Ip 46229 233 462?a 230. 

-8007200229 hsp flop's 59-272/09 13 & 50 311/68-13 cn 88C503 0506 Viclancre 
noted Major areas mspociod fo iGwup on ojtslarcl.ng »nsp 'OTjj.opcraiicnal safety vor- 
if cation, rrai.it, su-voi larco & ESE waikdcM. 

SWETLAND P D Region 1. Ofc cf Iho Director. 83/07/06 12pp. 46220 ?3l- 

40229:24? 

8606300347 NRC IHo No:.po fiB-045. “Prob ems in Protective Relay & Ci'Cv 1 B'Caior 
Coo'd rat on " Svc ‘ist ar.ci 

ROSS' ,C.E. Ow sicri ol Opera: ona* Events Amassment IPosI 070411) 88/07/0? 
Consol dated Edison Co of Now York ‘no l04pp 46242 1C9 46242 212 

8007000006 NRC ‘nto Notice 89 04G. “ Licensee Rapt of Defect vo Relurbshod Gicut 
Breakers." SvC ‘ist end 

ROSSi.CE pivJsicn of OperatJona Evens Assessment (Post B?04ii) 88/07/08 
Coiso.fda'ed Edison Co of Now York, >nc i0?f:p. 46531 201-46232.027 

8807120291 NRC info Notce 83-048. Licensee Rapi cf Defeciive Refurnished Valves” 
Svc I si end. 

ROSSi. CE Dwieian of Operational Events Assessment fPosi 07O4ii) 00/07/15 
Censo dated Edison Co of New York Inc I03pp 4624 2.006 -40242- 108 


P- Operating license stage documents & correspondence 


0807120874 Towards rept on ACRS subcomm itee mooting on 380223-24 In 
&u:>ifiChari\CA re status ol 'png term sv&istTi'C pi qg: am at plant 
SCAVUZZO.MJ Scavuz/o R J 88/04/19 S'ESS.CP. nCRS ■ Adv.soty Com.rUeD 
cn Reactor Safeguards. Ip 461 21.1 74 4612 1 1?7 

-8607120695 Comments on ACRS Subcommittee cn O.atyo Car.ycn moolrg on 
003223-24 in BuM.ngham.CA ro status of tong to.-m so srnic pioyani of plant 
SCAVUZZO.R-J Scavuzzo. RJ 89/03/31 3pp. 46121 176-461 21.1 77 

8007160296 Final response to FQIA roqu«M lo' documents FnrwardS A^i A 
documems.SuP, documents also available In PDA Addl records lining addressed n 
FCIA-B8 156 'nsiructions for obien ng rocorda Ironi POR also c»nct 
GRlMSLEY.DH D vision of Rulos & Records (8704 13 080514) 80/C6/2O RAl.Y.l A 
Co'ifomia. Slate of, Pub'.c Ulutios Commisson. 2pp 46153 003 46153 094. 

-8007150299 Fonva'ds PG&E request fo' prol no nary sito rnviow mvclvrg siting of com- 
pany proposed nuclear power pla^l al sito noar D.ablo.Cnnyon.CA & roquosts d'afl 
repl of pre iminary rev'ew by efldy Nov 1966 

CASE.fc G Atcm-c Energy Comm SS'oo fiQ/10/07 LEMMON, DM interior. Dr.pr ol. 
Gep ogical Survey 26pp. 46153 035 -16163 020 

-0007150303 Forwards two co!o # ed photographs Inal should bo inserted in App 3 of 
PG&G rept forwarded by 66100/ dr.W/o encf 

CASE.F G Atom c Energy Comm ss On 66/10/12 LEMMON, D M fntofior. Oopf. Of. 
Geolog cal Survey, ip 46153023 46150 029 

-8607100305 Fcrwaips Vots I & 11 ol PSAR li'od by PG&E lot proposed const & cp- 
at-an of pressurized waior nuclear roaclor el Diab o Canyon 9.10 m San Lu s Obi$pe 
County .C A & roqjesis rep', of lO'rfew by 670415 W/o end 

CASE.E G Atom c Energy Commission 67/02/06 LEMMON.D M Intoricr, Dept ct 
Gee log- cal Su-^oy ip 46153 030 46153 031. 


BS070fl03ft8 NRC in‘o Nolice 88 047, ''SlOAS'-Tnon-Expoctod Rod-Drop Times” Svc 
i st ©ncl 

ROSSLCE- Division ol Ope‘Diicra1 Evema Assessment (Post 8?04ii) 0Q/07/H. 
Conso: dated Ed sen Co of New York. Ire. I03pp 46240:222 46240 324. 

0607120550 NRC In'o Nobce G0 0-19. ‘ Marhrg.Handl.ng.Conlrol.StC'age & Desf'ucNcn 
of Safoqua'ds info " Svc ‘ist erci. 

ROSSI, C.E Dwi9ion of Cporai-onal Evonlj Assossnroni (Post 070411) 80/07/16 
Coriso: da!Od Ed sen Co ol New York, Inc 103op 46241 263 46242 COS 

0607120553 NRC info Nodco 08 050. “Effect of C real Breaker Capac ‘anco on Ava I- 
at lity of Emorgarcy Power ” Svc 1st end 

ROSSf.CE Dvis‘on of Oporaiona' Evoms Assessmeri (Post 8/0411) 60/07/10 
Consolidated Fd sen Co oi ifew York. Me. 1 19pp. 46257 2£8 46259:016 

08O71&&1O1 NRC 1r.<o NoRg 88 C51. 'Ta’ures ol MSlVs Svc 1 si one'. 

FIOSSl.Ce Div-slon of Oeorebonai Ev6nl9 Assessment (Post 070411) 88/07/21 
ConsCdbled Ed^on Co ol New Yo*k, ino 121 pp 46257 C66 46257 2C6 

8007200338 R&epcnds l-Q WRC SuTelin Q7 002.Supp‘ 2 tfl urov.fOO Of “i&l Ot suppters 6 
mfgs from which fasieners purchased for hclh &afoty.#o'a'cd & rionsflfoh' rolatod ap- 
□“'Catiors 

M’LTENBEHGER.S Pub'ic So.-v-co Etoclnc & Gas Co of Now Jersey 8B/07/21 Doc- 
urn eni Control Hranch (Oocumer.r Con’ro! Desk) 7pp 46336 123 -46336 12B 


R. Periodic operating reports & related correspondence 


8B071B0365 Mofiihlyoporaf.ro ropt fo' June 1 908 for Salem Un.l 1. W/0B0713 Itr 
WHJTE.P.. ZUPKO.J M. Public Servca Eteclr.e & Gas Co of Now Jersey 89/06/30 
lOpp 49195. 001-4 &l 05010- 


S. Reportable occurrences. LERs & related correspondence 


-8007100003 Forwards AmertJs 1 & 2 to PG&E l.con^o appiication.conMsLrQ of Fusi & 
Second Suppls lo PSAR for proposed D.ablo Canyon n^cioar rooctor A Rtfn: tocim-ca! 
info rocuostod by Commission W/o oncl 

BOYO.R S Alomlc Energy Comm ssicn. 67/07/31. LEMMON.D M. fntorlor, Oept cf. 
Goclog.cal Suwoy. ip 48153:032-46153 032 

-0007100005 Forwa'ds third si.ppl to PSAR for nuclear roactor nroposod by PG&E to 
consiruci & opnraio ai Dmble Car.yon fiiio.conlaln.ng add.’ tocnnlcnl data answonng 
Comrn ssion gu09llor.fi W/o end 

BOYD.R S Atom c Energy Commisson 67/00/11 LEMMON. D-M Intonor. Dopl o 1 , 
Goolog‘cal Stirvey Ip 46153 033 48153.036 

-8007100006 Forwards Amond 5 to PG&E faci-ity l.censo application, conteming Fou’ih 
S-jppi to PS?vH lor proposed rvjctoar plant ot D.abto Canyon sito. W/o oncl 
BOYD R S Atom c Energy Comm>sson 67/10/26 LEMMON. D M. fntonor. Dopf c 1 . 
Geobgc a* Survey Ip 48 153 037 -481 63.037 

-6B071B0006 Suppis 67102$ tti re nuclear pl&nt.RG&E 671214 lit forward-ng ri/v-SOrJ 
paoa 2 to Amend 5 lo application for license encf W/o orcl 

BOYO.RS Atomic Energy Comm as on 6Q/0W23. LEMMON.OM interior. Oepl cL 
Goolog cat Survoy ip 46153 038-46153 030 

-80O71BOO12 Forwards Div of Reactor L f ccnsmg 6BP123 sofoty evaluation ro propototf 
nuctoar p'orn DSGS comments aitachotl as App O to rept w/o end 
BOYO.R S Alomlc Energy Com.mss on 08/02/07. WALDRCN.H N. Interior. Dopt cf 
GeoloQ cal Su.'voy 2pp 46153:039-46153 039 

-8007100024 “P/e’im na.'y Site Rep! O-ab.'o Canyon.San Luis Ob>spo County. CA ” W/ 
one ovo/9l2Q drawing 

* Pacl'.c Gas & Electric Co 66/09/30. 27pp 46153 040-46153 068. 

-6007100036 “D.ab'o Canyon Nuclear Pfant Sito Prei.m.nary Geologic invost'gation. ' 
W/3 oversize drawings 

M:CH6LI.M. Pacific Gas & Electr.c Co 66/01/25 26pp 46153 069 46153.093 


0007070102 LEn 84 -01 7-01 on 84O7l0.smaT amount ot ros n pa tides & molal fi. ngs 
oiscoveiod in pump cas.rn Caused by 'ack o? adequate procedural quidarce to pro- 
vent resjns from entering chemical vol control 9ys Purrp rep a red W/0BC620 Hr. 

J ' ZUPKO.JM Publt Borvico Elocitlc & Gas Ct> oi New Jersoy 88/06/ 
28 6pp 40125.330.46125 344. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT \ 


F. Security, medical, emergency & fire protection plans 


Rev 3 .Change G to emergency plan meats planning 
,o* J0CFR50 47(b» & reqjuo rents of App E to I0CFR50 y 

F!SH.R F. Raglans, Ofc of tho n.rector. 00/06/27 SHIFFERJO Pacific Gas & Cloc- 
tnc Co. 2pp. 46138 305-461 38:300 


£007259215 Ack rece'pi of 660-606 Itr fum shing scope & objoclivas of annual em argon 
cy plan exorcise. u 

2f^ n W 0 2 n 8&l? 5 “ 8'8&,?? ec, °'- Mm/n S, ''" ERJD pacl; c Gas 4 £,<i4 - 


'' 8 fi? Q 7 o 250217 Forwet<:l9, otiedives.goideknos & l.svra oi participants developed 
Qr J m CC f S P;«parednass Cold exerc-sa lo be ho'd on 880824.W/O and 
™ R . J D- facfic G03 A Electric Co. 68/Q6/06. MART 1)4. jB Revlon 5. 01c ol 1 
Di/eclor. ip. 462Q5 127^6205-127. 


H. Oerieral correspondence 


8097070360 Comment opposing proposed r^la 10CFR50 ta amatgoncy plennlng & pre- 
pa/edness requ remenle for nuclaer power plant fuel /oading 6 inii al low powaz opor- 


RlCClO.j.P. Nucioer Information & Resource Service 88/06/23. CHILK.S Office 
tho Secretary ol tho Comm ‘ss-on. I4pp 46018,021-46018:034. 


-8807100086 Forwards 680123 safety evaluation re fpCil ly W/o end 
BOYD.R S Atomic Energy Commission. 68/02/07 LEMMONS.D M Jnianor, Dopl ol. 
Geo'oglcal Survey. Ip 46153 094 46153 094 

0006280194 Discusses fosults of roviow of aciiom ro reactor coolanl pump mofor upper 
o.i fB3Grvoi: assemblies degradotion Review ol licensee evaluation supporting conFo- 
uod operation of Unit 2 & restart ot Unit 1 found acceplablo. 

WRSCH.0.F Region 5. Ole oi iho D.fodo'- 88/06/23. SHIFFER.J.D PacAic Gao & 
Eloclrlc Co. 2pp 45985:203-45985 204. 

8607130056 Forwards addl info ro qual.ficatipn of Isolation capability of 1 2 Inch conta'r.- 
mont vacuum/ ovorptQ9S'itQ reaef valvos & Uconse Amend Request 86* U. 
SHlFFER.JD Pacific Ga9 & Electric Co 88/07705. Document Control Branch (Docu- 
ment Control Oesk). 14pp. 40t65 096-46165 109 

6607130134 Forwards doscripllon of items competed prior to restart from second ra fu- 
el ng outage.Ack of receipt of matt requested, 

SHIFFER.J.D. Pac-bc Gas & Electric Co 80/07/05 Oocument Conlrot Branch (Docu- 
ment Controf Desk) 3pp. 46 1 72. 199-401 72:201 . 

6007130264 Oiscu3909 NflR TlA-RV-08 08 ro plant reactor coolant pump bearing lubrt 
Cation Sys fa : lurOs 

HOLAHaN.G. Assistant Director lor Region If I & Region V Reactors 88/07/05 
KlfiSCH.D. Region 5, Ofc of the (Director. 4pp. 461 70:33 1-461 70 334. 

6607190323 Forwards biweekly notice of applications & amends to OLs Involving 
NSHC.dW 88062B VJ/0 oncl 

• Office of Nuclear Reactor Regulation. Director (Posi 870411) 08/07/11. 

SHIFFERJ O. Pacific Gas & Eledrtc Co App 4S206 1 71-46206 1 74 

6607130454 Generic Lit 60- 1 1 lo all licensees ol operating reactors & holders ol CPs »© 
NRC posliion on radiation embmiiemont ot reactor vo9so.' matfs & Impact on plant 
operations Svc tlsi ^ Rev 2 to Reg Guide 1,99 ercl. 

MIRAGLIA.F J. Associate Director lor Projects (Post 8704H). 86/07/12. Consolidated 
Edison Co. Of Now York, tnc 5lpp 46257:207-46257 257 



Q. Inspection reports, IE Bulletins & correspondence 

9606130166 NRC info Notice 86-039, "LaSalle Unil 2 los9 of Rocircufotlon Pump9 W/ 
Power Oscillation Event." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 670411). 80/06/15 
Consolidated Edison Co. of New York, Inc. 1 10pp. 45978; 166-45978:266. 

8807010428 Forwards Insp Repls 50-276/80-11 & 60-323/88-10 on 660410 0528 & 
notice of vlolation.flequesls discussion of corrective actions to preclude further in- 
stances of potential!/ unacceptable chgngos to plant configuration. 

ZIMMERMAN.R.P. Region 6. Ole of the Director. 06/06/1/ SNIFFER. J D Pacific Gas 
& Electric Co. 3pp. 46020:041-46020.085. 

-8807010430 Notice of violation from insp on 8804l0-O626.Vlofation noted corrective 
actions taken for lack of required cleanl-ness controls did not preclude repetition & 
spiral wound gaskets replaced w/un authorized lubricant. 

ZIMMERMAN.R.P. Region 6, Ofo of the Director. 68/06/17. 2pp 46020:044- 
46020 045 

“6807010434 Insp Repls 60-276/08-11 & 60-323/68-10 on 680410-0528 Vlolat-ons 
noted. Major areas inspoc led plant oporalions. maim & survei'lanco activities, followup 
of onsite events, open items A LERs. 

PAOOVAN.L.M . JOUNSTON.K.E., NARBUT.P.P. Rog'on 6. Ofc of the Director 88/ 
06/16. 41pp. 46020:046-46020:086 

8606160340 NRC Info Notice 06-040, "Examiners Handbook for Developing Operaior 
Licensing Exams.” NUREG/BR-0122 & svc llsl end 

ROSSI, C.E. Division of Operational Evonls Assessment (Post 67041 1) 60/00/22. 
Consolidated Edison Co of New York, Jnc. 237pp 46240 326-46241 201. 

6806170033 NRC Info Nolle© 68-041, "Physical Protection Weaknesses Idonlifiud 
Through Regulatory Effectiveness Roviows." Svc llsl oncl, 

ROSSI.C E Division of Operational Events Assessment (Posl 870411) 68/06/22 
Consolidated Edison Co. of Now York, Inc. 122pp. 46978 034-46978:155. 

6606170291 NRC Bulletin 80-008, "Thermal Stresses In Piping Connocted to RCS " Svc 
llsl on cl 

ROSSI, CE. Olvlsten ol Operational Events Assessment (Post 670411) 00/00/22 
Consolidated Edison Co. of Now York. Ino. 1 16pp. 46019:037*46010:152. 

6606290106 Ack receipt of 080600 Itr Informing NRC of stops taken to correct violations 
noted In fnsp flept 60-276/68-07.Actlons ro Item A concerning cloanllnoss controls 
will be evaluated in conjunction w/rosponso lo rot subsoquont violation. 

ZIMMERMAN, R. Region 5, Ofc of Iho Dlroclor. 08/00/22. SHIFFER.J.D. Pacific Gas & 
Efoclrlc Co. ip. 45984:260*46904:265 

8899210038 NRC Info Notice 88-044, "Mechanical Binding of Spring Rofoaso Devico In 
Wesilnghou90 Type DS-416 Circuit Broakors." Svc Its! oncl. 

ROSSf.C.E, Division of Operational Events Assossmont (Post 870411) 00/06/24 
Consolidated Edison Co. of New York, Ino 113pp. 4601 9.1 63-4001 0 205. 

8806240139 Suppl 1 to NRC Bulletin 86-000, "Thormal Slrossos In Piping Connociod to 
RCS." Svo llsl end. 

ROSSl.C.E Division ol Operational Events Assessment (Posl 07041 1) 68/00/24 
Consolidated Edison Co of Now York, ino. 114pp. 46019:200-40020 01 B. 

8806300347 NRC Info Notice 08-045, "Problems In Protoctivo Relay & Circuit Broakor 
Coordination.” Svc list end- 

ROSSl.C.E. Dfvl b I on of Operational Evonts Assessment (Post 0704 U) 00/07/07. 
Consolidated Edison Co. of New York, Inc. 104pp. 46242:109-40242-212. 

8807080006 NRC Info Notice 88-046, "Licensee Rept of Defective Refurbished Ci/cuil 
Breakers." Svc list encl. 

ROSSl.C.E. Division of Operational Events Assossmont (Posl G7Q4U). Q8/07/00. 
Consolidated Edison Co. of New York, Inc. 107pp. 40231-281*46232:027. 

8807130367 Responds to NRC Bulletin 08-004, "Poteniial Safety-Related Pump Loss " 
Further response to Item 2 of bulletin re results of dehoading tests for RHR pumps 
will b© submitted by Sepl 1988 & supplemonlol rept ro Item 3 by May 1909 
SHIFFER.J.D. Pacific Gas A Electric Co. 88/07/08. OoCument Conlrol Branch (Docu 
men! Control Desk). 12pp. 48170:261-46170:272. 

8807120291 NRC Info Nolle© 08-048, "Licensee Rept of Defective Refurbished Valvos 
Svo list encl. 

ROSSI C.E. Division of Operational Events Assessment (Post 870411). 88/07/12 
Consolidated Edison Co of New York, fnc- 103pp. 46242:006-46242:108. 

8807210164 Discusses Insp Repls 50-276/80-33 & 60-323/86-31 on 061216-19 & for- 
wards notice of violation. 

PATE.R.J. Region 6, Ofo of the Director. 88/07/12. SHIFFER.J.D Pacific Gas & Elec- 
tric Co. 2pp. 46233:332-46233:336 

-8607210166 Notice of violation from Insp on 88 12 16-1 9. Violation noted: qualification 
documentation lor resistance temp devices did not demonstrate quati Ucation for post- 
IOCA aubmerge condition a 

PATE.R.J. Region 6, Ofo ol the Director. 00/07/12. 2pp. 40233:334-46233:335. 

8007080366 NRC Info Notice 88-047, "Slower-Than-Expected Rod Drop Times." Svc 
fist end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 07041 1). 88/07/14. 
Consolidated Edison Co. of New York, Ino- 1D3pp. 46240.222-46240:324. 

6607120660 NRC (nfo Notice 86-040, "Marking, Handllng.Conlrol.Storage & Destruction 
of Safeguards info." Svo list encl. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 87041 1). 08/07/18. 
Consolidated Edison Co. of New York, Ino- 103pp. 46241:203*46242:006. 

0607120663 NRC Info Notice 88-050, "Effect of Circuit Breaker Capacitance on Avail- 
ability of Emergency Power.” Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Posl 07041 1). 08/07/10 
Consolidated Edison Co. of New York, Inc. 119pp. 46267:268-46258:016. 

6807160101 NRC Info Notice 88*051, "Failures of MSI Vs." Svc list encl. 

ROSSl.C.E. Dfvlalon of Operational Events Assessment (Post 870411) 88/07/21. 
Consolidated Edison Co. of Naw York, fnc- 121pp. 46267:086-46257:206. 


R. Periodic operating reports & related correspondence 


6Q07010066 Forwards 'Rept on Discharge Monitoring al Diablo Canyon Power Plant 
During May 1080," por Order B5-101.NPDES CAC003751 

TOWNSEND . S D Pacific Gas & Elects Co 98/06/20 lEONARO.W R. Calilomla, 
State of 3pp. 46009:073-46009 089. 

-8007010070 ”Ropl on Discharqe Momtor.nq at Doblo Canyon Powor Plant Dur.ng May 
1088" 

• Pacific Gas & Electric Co 60/05/31 I4pp 46009 076-46009.089 


S. Reportable occurrences, LERs & related correspondence 

8807080207 RO.on 600628, ECCS chock valve SI- 1-88 10C leak ng at rate of 8 
gpm.oxcood ng Toch Spec limit of 1 gpm County Shonlf ofc watch commander 
notified Check valve wi'l be reps rod prior to reeniry into hoi aluldown 
TOWNSEND.JD Pacific Gas & Elocirlc Co O0/OC/27. BRIAM.W. Sen Luis Obispo, 
CA. 2pp. 40103 113-46103 114. 

8807110223 FNO-V-B8 043 on 080627, settlement of rate case announced Util will ro- 
co;ve 7.8 coats per kW-hou.* for power produced from plant Settlement also calls for 
t hr oo member independent safely committee 

COOK.G.. KUNIHtRO.D. Region 5. Ole ol tuo D.roctor BW06/27 2pp 46141.167- 
46141 180 

86071 10263 PNO-V 00-045 on 083625. (funny lasting of chuck valve on pump 1-1 & 
Hush of other chock valves suspected of leakage, water hammer was 
reported Snubbor removol & operational losing In progress L’cunseo proceeded lo 
COld shutdown 

PEREIRA.D.. NARBUT.P. Reg cm 5. Ofc of Iho Direcior 0B/C6/27 2pp 40140.357- 
40140 35B 

8607220090 LEIR 08 016 00 on 80061 6 .charnel functional tost to demonstrate oporabl!- 
Ity of low lomp ovorprt>9Suro protocilon ays not porfcrmerl Caused hy procedural 
dOficluncy Oporatinn & 0tlmn.9bat.vo procedures will bo revised W/0807 16 Hr. 
KELLY.WJ, SHIFFER.J.D Pacil.C Gas & Electric Co 08/07/15 6pp 48249 140. 
46249 151 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & flro protection plans 


8807080209 Rov, sod omoryoncy plan Implement ng procoduros.lncludlng Rov 18 to EP- 
105, "Goncral Emergency Response)," Rov 13 lo EP-203. "Telophono lists for Emer- 
gency Uso" & Rev 7 to EP-205A, “Chomslry Sampling & Analysis Toam " W/080G27 
Ur 

GAL LAG HER, J.W. Philadolph.a Electric Co 86/06/27. 97pp. 40126 274-46127.010. 

8607070592 Forwards security conlrect Ironsitfon plan A summary of special won.lorlng 
olforls.por 0Q0Q24 anroomoniW/o oncl 

SMITH.D.M Ph lado’phio Elocirlc Co 08/00/30. RUSSELL.WT Hogion 1. Otc of Iho 
Diroclor. Ip 40122 352 40122 352 

0807200124 Forwards Safety fnsp Ropts 50 2/7/80-22 & 60-278/80-22 on 860623.No 
violations noted. 

BELLAMY.R R Hoy on 1, OlC of the Droctor 80/07/07. MCNEILL, C.A Philadelphia 
Electric Co 2pp. 40229 342 40229 346. 

-8807206 HI Insp Ropts £0-277/06 22 & 50-270/00 22 cn 0G0623.No ’/olaltens 
noted Major areas inspected omo/goncy proporodnoss annual omorgoncy drill & fol- 
lowup of corroct.vo actions on previously idonilfiod Issues. 

CONKLIN.C., IAZARUS.WJ. Region 1, Ofc of the DiteCtor 06/07/07 3pp. 
46229:344 46220.346 

8807220079 Dlscussos change In storago locallon ol liro protect on oquipmonl.Now lo- 
caiion onhancos accessibility lo oqu.pmom & firo fighllng capahi'lty of brigado to pro 
vldo appropriate control to provent unauthorized uso. 

GALLAGHER, JW Phlndnlphla Efoctnc Co 00/07/14. BUTLER, W.R. Projoct Droctor- 
atO 1-2 2pp. 46240.104-46249:105 


G. Adjudicatory correspondence 


8807200037 Requests ll9tori addiltens &/or deletions to bvc list In proceeding Roloted 
correspondence 

* Atomic Sofoty and Llcensng Board Panol. //300 6713. 06/05/11. Dockolmg & Serv- 
ices Branch, ip. 46193:114*48193:114 


H. General correspondence 


8807280074 Comment on proposed rule t0CFR50 re cooperation w/stalos at commer- 
cial nuclear powor plants & oihor facilities Suggo9t9 rov lo po'lcy to grant 9amo rlghls 
& tesponsiMVes lo all states wllNn 10 mites ol plant. 

MAGETrE.T Mary-'and, State of 08/07/19. CHILK.S.J. Office ol the Secretary of the 
Commission 2pp. 46253.130-46253:131 


P. Operating license stage documents A correspondence 


6607180280 Forwards results ol review priority for open TACs.por 000527 memo. 
BUTLER, WR Project Directorate 1-2. 08/00/10 VARGA. S A Division of Reaclor 
Project 5 ■ l/ll (Post 870411). 3pp 46200:175 46200:1 77. 

8807H0166 Requosts that util be allowod lo restart plant Sanctions resulted fn loss of 
many util executives & stall along w/ flight of copital out of region. 

CORTES, M.A Affiliation Not Assigned. 80/00/22. ROGERS.lC NRC - No Dotard Af- 
filiation Given 2pp. 46155:184-46155:105. 



revise iecn ape-c sec. on o 10 renecr now corporate o piani organza: ana’ structure 
MARTIN.RE Project Droclorato 12. 80/06/22. ALDEN.W M Philadelphia Electric Co 
4p*> 46091269 46CB1 332 

-8907110331 Abends 13? & 135 to Licensers OPR-44 £ DPR -56. respectively, modify ng 
Tech Spec Seci on 6 to reflect new corporate & plant staff organizational siructure & 
revised composi'on of plant operations review committee 
eUtLER.WP Project Drodorete 1-2 89/06/22. 44pp 46081 273 46081:3 16 

-8997110339 Safety evaluation supporting Amends 132 & 1 35 to Ucensaa DPR-44 6 
D P R ♦ 5 6,»e spec lively . 

4 Otfce cf Nuclear Roeclor Regjiancn, Oirector (Post 8704 1 1>. 89/06/22 i3np 
46081:317-46081 329 

-9807110347 Notice of issuanco of amends to Ucensos DPR-44 & DPR-56 6 final cfe 
term r.sticn of NSHC Amends modify Section 6 of Tech Specs to reflect new corpo 
rate & new p 'ant staff organizational structure 

BUTLER.WR. Pro|oct Oirectcraia 1-2. 89/06/22. 3pp 46091:330-46001 332. 

8806300177 Provides licensee exemption request tor Penetrat.on N I02B (breaming a.r 
Sys) which conforms to 10CFR50. 12(a) reqUremonis committed to In 890421 Hr 
FOGARTY.EP. Ph.'adelph-a tlociric Co. 88/06/23. MURLEY.T E. OK.ce of Nuclear 
Reactor Regjlaton, Director (Po9l 870411). 4pp. 46006:173-46006 1?6 


HUbbi.L h. D.vi9lon of Operational Events Assessment (Pest 0/0411) 09/06/22 
Ccnsolideied Edison Co of New York, Inc. Il6pp 4001 9 037-46019. 1 52 

0906210038 NRC Info Notice GO 044. 'Mechanical Rin jrg ot Spring Release Dov co in 
Westinghouse Typo DS-416 Ci'cuil Breakers 1 Svc list nr, cl 

ROSSI.CE Division of Operational Fvonls Assessment (Post 670411) 08/06/24 
Conso'idated Edison Co of New York, Inc 1 13pp 46019 153 460 10 265 

6806240139 Suppl 1 Id NRC E3u‘lotin 88 008, “Thermal Slrossos In Ppinn Cernociod to 
RCS” Svc r>sl encl. 

ROSSI.CE Divison ot Opo/oticnal Events Assnsamenl (Post 0/0411) 80/06/24 
Con sol. da ted Edison Co of Now York, Inc 1l4pp 46019 265-46020 010 

8807130202 Ack receipt of 890504 Hr nfo'mina NRC of steps fakon to correct violat'ons 
noted in Insp Repts 50*277/89 0? & 50-278/80 02 

BELLAMY, RR Rog on 1. OfC of tho C rector 08/05/29. MCNLlLL.C.A PtVado'Dhla 
Electric Co ?pp 46166 359 46166 361. 

8807120673 Forwards response to NRC Bullet n 08-004. "Potunhal Sn'oiy Re'atoJ 
Pump Loss." Core sp'ay sys dos gned 1o provide min f‘ow of 320 ypm por pump 
KOWAISKI.SJ Phlado'phia Elect' c Co 88/08/30 ROSSI. C F O.vis on ofOjorHtKn 
a> Evonis Assessment (Post 87041 1) 16pp. 46154 330 4bi54 345 


8907050497 No'-ifical on of 690701 meotng w/util In Rockville.MD to discuss chengos 
preposed by licensee to equipment providing protection from de graded grid voliage & 
loss of offsite power supp'les 

MARTIN, R £. Project Diroclorate 1-2. 98/06/24 BUTLER, WR Project Directorate 1-2 
3pp 46998 057 -45938.059. 

0807060116 Forwards Rev 1 io "Peach Bottom Atomic Power Staton Uniis 2 & 3 Pump 
& Valve inservCce Tesina Prog-'am.Second 10 Yr interval " 

GALLAGHER, J W Phradeiphia Electric Co 68/06/29 BUTLER.W R Project director- 
ate l 2. 2pp. 46090 219 46091: 158. 

-8807080125 1 Peach Bottom Atomic Power Station Units 2 & 3 Pump & Valve inserv- 
ice Test r.g Prog ram. Second 10 Yr Interval " 

* Pn lade’phia Electric Co. B8/06/29. 298pp 46C90 221-46091 158 


8907160133 Advisos that drug sc'ce^g program oxpociod to siart In Aug 1986 pur 
080224 Hr re Insp Repie 60 27 7/0 7 06 i 50-270/07 06 on filnoss for July program 
GALLAGHER, J.W. Phhadolpha E'octric Co 80/07/06 PART LOW J G Documom 
Control Branch (Document Control Desk) ip 46103 305 46103 305 

8806300347 NRC info Not ce 08 045. ‘Problems in Pro'ochvo Relay A Ci cuit Droako.* 
Coord-nation " Svc i st end 

ROSSI.CE. Division of Operatonal Evoni9 A&sos9mont (Post 070411) 08/07/07. 
Consol.dated Edison Co. of Now Yo'k. Inc I04pp 4624? 100 46242 212 

8807200124 forwards Safely Insp Ropls 50 277/00 22 & 50 270/00 22 nn 090623 No 
violations noted 

BELLAMY, R.R. Rogion 1. Ofc of trio Director. 88/07/07 MCNEILI C A Phlade'pha 
ElectncCo 2pp 46229 342 46229 348 


8807070417 Advises that ul.i 800601 response to NRC request ftr add info re Rev 1 lo 
rescan plan will be subm tied by 8B0722 

MCNEtLL.C A Phiifldo'phia Electric Co 09/07/01 RUSSElL.WT. Region i, Ofc of 
iho Director, ip 46139 143-40 T 39 143. 


f by r _ B 1MW .„ M1W1 

STEUO.V Ofc of tho Executive D rector lor Operations. 08/07/08 PAOOETTEJ 
Pn.lade'ph a Electric Co 2pp 46185 359-46185 360 

G9neric L1r 8e * 1 1 to Bl1 licensees of operatng reactors & holders ol CPs re 
NRC podlon on fad akon embritllement of reactor vesse' mars $ Impact on nlani 
operations Svc list & Rev 2 lo Reg Guide 1.99 encl 

MlRAGUA.F.J Assoclaie Director for Projects (Post 070411). 9B/07/12 Consol detod 
Ed.scn Co. Of Now York. Inc. 6lpp 40257:207-46257:257. 


-8907200141 Insp Ropig 50-277/06 22 & 50 270/00 ?? on 00i)n23.No vWntions 
noted Ma.or areas Inspociod emergency preparedness unruol omorguncy dr, II 8, fol 
lowup of corrective aciions on prov-ousiy ideniifiod Issues 

C ?ii KL J N ’ C * ^ Anus -WJ Rogion 1. Ofc of tho D.rix.lor. 00/07/07. 3pp 


8807250165 Ack roco.pt of 000516 fir inform rg NRC of Stops lukun lo corrud v.otations 
noted in insp Repts 60 277/BO 09 & 50-270/00 09 

BELLAMY, R.R Region 1, Ofc of tho Director. 80/07/07 MCNEILI..CA Phitadu'ph'a 
Electric Co. 3pp. 46268 261-48260.265 

8807080006 NRC Info Nohco 80 046. ‘ Llconsoo Rept of Dofnclivo HofufbiShod Circ.ul 
Breakers Svc list ercl. 

ROSSI.CE Division ol Opuraiional Evonlg A9S0ssmnni (Post B/0411) 00/07/08 
Consol datod Ed.son Co of Now York. Inc 107pp 4623120146232 027. 


8807200365 Forwards Commonwealth of PA comments on revised plan for restart of 
plant & list of issues to which NRC wli respond 

nuSSELUWT Region 1. Ofc of the Director 68/07/12 MCNEILL.C A Pnilade'ph a 
ElectncCo 3pp. 46228 149 46228 161 


0907120291 NRC Info Nollco 08-040, "L'Cer-soo Ropt ni Dofoctivo Rolurbishod Valvas." 



-8807209367 Submits dota-led commonis on revised p'an for restart of Dlaniln to 
sponse to governor of Commonwealth of PA request. 

MYERS.M.M Pennsylvania, Corr.monwealih of 88/00/16 RUSSELL WT Ronion 1 
Ofc ot the Director 30pp. 46220 152-46228 1B1. y 

8607250173 Adv.se s that plant review briefing for Mur.'ey & executive te-am re PD.'-2 
plants scheduled for 080721-Viewgraphs encl 

9?pV e ^^2 H 205°46a« D Mi :,<>,E '’ 0 12 68/07,,:> BOGER ' 0A ' Diroclorate 12. 

M bolOTra%7lTme6*ng PP ’ 9mflnla,y ln,<> ' P * , corrm, ™ er ' 1 ,n 880712 to | 0 ptovlda in-o 

MCNEH.L C A Phltaaelpti a Electric Co B8707/14 WYERS.M M Pennsylvania Com. 
monwealth of. 200pp. 46251:216-40252 072 y 

6007250256 Proposes acton plan thal defers decision re upgrade of neutron mon/orirm 
Srffl ST* BWR °^ rS ^ taque Sling 

WCC ° 68/07/18 0 UTLER.W R. Projec, D.roclor. 


0807080396 NRC fnlo Notlco 8B 047, "Slowor-Thon-ExpoclOd Rod Drop Times - ' Svc 
list encl. 

ROSSI.CE Div,9lon of Ooorailonal Evonts Assoasmonl (Post 070411) 80/07/14 
Consolidated Ed-son Co of New York, Inc 103pp 46240 222 46240 324. 

8607120550 NRC Info Nofice 00-049, "Marking.Handi.ng.Control.Storago & Destruction 
ot Safeguards Info ” Svc l.sl oncl 

ROSSI.CE. D.vislon of Oporallonal Evonts Assossmonl (Post 070411). 08/07/18. 
Conao'idaiod Ed son Co of Now York, Inc 103pp. 46?4 1:263*4024? 035 


6807120653 NRC info Not,co 80 050. "Efloct of Circuit Breaker Canac,tnnco cn Ava !• 
ab-l.ty of Emergency Powor Svc tlst encl 

ROSS1CE. D.viSloo of Oporallonal Evonts Assossmenl (Po9t B704H) 00/07/16 
Consolidated Ed sen Co. of New York. Inc 1 19pp 46257:250 46250 016 


eB o?\o B ci 1 i5 1 r N 5 l C inf0 Wc>1!ce 00*051. “Falfuro9 of MSIV9 Svc list oncl 
RUSSl.C.E Division of Operational Events Assossmonl (Post 870411). 08/07/2* 
Consolidated Edison Co of Now York, Inc i2lpp 46257 080-46257:206. 


O. Inspection reports, IE Bulletins & correspondence 


R. Periodic operating reports & related correspondence 


8 «K »^^ el LaSa " 9 Urt 2 1059 01 Pump S IA 

80/06/1 

SBOypeoWO Ack receipt of 800516 Hr discussing fnfo Notice 80-o?i nn 

nosa^ c e°d^S 0 o V h ^ ,e f 8 

HAWAUERis.H. Cwp° 2 f^. 1 '* 

M S?lTr ' l0f Oporau 

sass-^K & -«* 


8607010011 Forwards plant staius rept lor 800603-20 
UNVlLLEj e. Reg on 1. Ofc of iho Director B0/O6/2V KANE.WK nooion 1 Ofc ot 

the Director. 4pp. 46020:248 46020.251. 

l S n !? fd8 NRC rosl<1ont o'c status ropt for 800603-20 
UNVULE, J C Region 1. Ofc of iho Oirector 0&/06/21 KANE.W F. Region 1. Ofc o‘ 

the Director. 4pp 46081:265-46081 268 y 

8807060489 Forwards “1087 Annuel Piani Mod Ropt.po: 10CFR50 59" describing 
changes made lo facility & procedures 

O'ieyor'.^l p 'Jel 0| d t 3 | h 49 1 o | C 786 °° M/ ° 8/30 RUSSEU ' W T ne « lon '■ ° ,c « ,h0 

“8807060498 "1907 Annual Piani Mod Ropt.por 10CFR50 50 " 

Phladelph>a Electric Co. 07/12/31. t87pp 46101 132-46101298. 

to -JuriQ 1900 for Poach Bottom Alom c Powe» 

4f62-?8 L n7f N,L 1 ' ALDEN ' WM PM'adelphia Eleciric Co 80/08/30 14pp 46235 001* 



> 'fUUU I JJ£ 


mot & pub'ic w/ovorvlow of plant Acuities 

LINVILIF.J.C. Reg on 1. Ofc of the Oireclor. 08/07/1 1. KAKE.W F. Region 1, Ofc of 
the Director. 4pp 46228 353 46228 356 


S. Reportable occurrences, LERs & related correspondence 

6807070042 UER 80 000 01. on 000320, failure to submit spoaal ropl ro Inoperability of 
cardox sys in control room on timo dolor mmod. Caused by lack of programmatic 
controls Limiting condition for opural.on Instructions revised W/88062B ttr 
BlRELY.W C . LOGUE.RH Philadelphia Ehiclric Co. 80/04/28. 7pp 48123.344. 

46123.350 

8807070074 NPDES noncompharco notification ori 880501. pH of settling basm d-s- 
charge point exceeded porm.l Imi Causo unknown Discharge to rivor stopped & soda 
ash added to noulraVe settling has n 

SMlf H.D.M. Philudolphia Electric Co 88/06/22 Ponnsylvana. Commonwealth ol 
2pp 46139.134-46139 135 

0606300173 LER 80 012 00 cn Q70804.di5COvered that rtrywoll radiation monitors Inop- 
erable w/o being reported to NRC per Tech Spnc9 Caused hy Inadequate controls for 
tracking l.mlting cond lions for operations. Procoduros developed W/880623 Itr 
BlRELY.W C. LOGUE.RH Philadelphia Electric Co 88/00/23 6pp 45980 202* 

45980:207. 

8B07060223 LER 80 005 02 on 8B0303.as built anchorage conf gurations of Unit 2 & 3 
main control rocm panel did not conform w/ original Installation toquiromonls Causod 
by original Instol abort error Base channels wnldod W/GG062Q lit. 

OIRELY.W.C, LCGUE.R.H f’hladolpha Electric Co 08/00/20 5pp 40 103266- 

46103 270. 

6807120464 LER 08 01 3*00 on 880602.gracD period for funchonal lostlng of 14 of 25 
smoke detectors in cable spreading room expired & survo llanco tost not 

completed. Co used by personnel sofoty concern Surveiilanco Test ST 15 08 20 
revisod. W/880705 Ifr. 

BIRELY.W.C., FOGARTY.EP F’hiladolphifi Llucldn Co. 00/07/05. 5pp 46194 107. 
48194:1 1 1. 

6B07210119 LER 88 014 CO on 8808 14, primary containment vontiloton Isolation 
occurred Caused by persornol error & procedural Inadequacy. Isolation rosot attor 
siandhy gas treatment sys fan socururJ W/GR0713 I U. 

8IRELY.W.C. FOGARTY.E P. Philadelphia Etoclrlc Co 08/07/13 6pp *10234020* 
46234033 


DOCKET 60-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


i.tui 

-08071 10331 Amend9 132 A 135 fo Licenses DPH-44 A DPR 56, respectively, modifying 
Tech Spec Soctlon 6 to reflect now corporate & plant staff organizational structure A 
revisod composition of plant operations review committee 
BUTIER.W R Prelect Directorate 1-2. 86/C6/22 44pp 46081.273-46081 316. 

-8G071 10339 Safety ova'uatian supporting Amends 132 A 135 to Liconsos OPR-44 A 
DPH-58, respectively. 

* Offico of Nuclear Roaclcf Regulation, Direclcr (Post 0704 ii). 00/06/22. I3pp 
46001 317-46081329 

-8807110347 Notice ol issuance of amends fo Licenses DPR 44 A DPR 5G A final do 
termination of NSHC Amends modify Section 6 ol Tech Specs to relloct row corpo- 
rate A now planl staff organizational structure. 

BUTLER, W.R. Project D.roctcretO 1*2 OQ/Ofl/22 3pp. 46081:330-46001 332 

8806300 1 77 Providos licensee exemption request for Ponoirntlon N-1020 (brealhng air 
sy9) which con1orm9 to 10CKR50. 12(a) requirements committed to in 830421 ,u. 
FOGARTY.E P. Philo rto'ph.la Electric Co 88/06/23 MURl.FY.T F Offico of Nuclear 
Roactor Regulation. Dreclor (Post 670411). 4pp 46006.173*46006.178. 

0807050497 Notification of 080701 meeting w/util In Rockvillo.MD to discuss changes 
proposed by ficonsoo lo equipment proving protoefion from degradod grid voltage A 
loss of oflaito powor supp'ios 

MARTIN, R E. Project D roclo'Ule 1*2. 00/00/24 BUTLER.W.R. Project D,rocloralQ f*2 
3pp 45990 057*45908 059 

B8070601 10 Forwards Rev 1 to “Poach Bottom Aiomic Power Station Units 2 A 3 Pump 
A vaivo inservlco To9tng Program .So cond i0*Yr Interval.’' 

GALL AGHER.J.W Philadolplra Etoclrlc Co. 00/06/20. RUTLER.W.n. Pro.oct D roctor* 
ato 1*2 2pp 46000.2 10-40091. 150 

-8007060125 "Poach Bottom Atomic Power Station Units 2 A 3 Pump & valve fnserv* 
Ico Testing Program.Second 10* Yi Interval ” 

* Philadelphia Electric Co 00/06/29 29Qpp 46000 221*46091 150. 

8807070417 Advises Ihftl nil 080001 rosponso to NRC ioqu09l for addl Info re Rov 1 lo 
restart plan w.ll bo submitted by 080722 

MCNElil.CA Phii0du’ph-O Electric Co. 80/07/01. RUSSELL, W.T Region 1. Ofc of 
tho Director Ip 40 130. 143*401 39: 143. 

0807150221 Forwards application for omond to Llcon&o DPR 56 .chang ng Tech Specs 
ro Cycle 0 oporailon Foe paid 

DRADLEY.E J. Phladolphla Poctric Co 88/07/07 MURLEYJ.E Oflico of NuCloar 
Roactor Regulation. D rector [Post 670411) 5pp 46101 225-46101:324 


F. Security, medical, omergoncy A fire protection plans 

0807080299 Revised emergency plon imp'omonlmg procodurog, Including Rov 10 to EP- 
105, “Gonorat Emergency Response," Rev 13 to tP-200. ’Toluphono Lists for Emer- 
gency Uso" A Rov 7 lo EP-205A, "Chemistry Sampling & Analysis Toam'’ W/Q00G27 

GALLAGHER.J.W. Phladolpfi a Etoctr.c Co 00/06/27. 97pp. 46i 26 274-40127.010. 

8807200124 Forwards Sololy Insp Repls 00-277/00-22 A 60-270/06*22 on 8B0623.No 
vlo'ai ons noted 

BELLAMY, RR Rogon 1. Ofc of tho Director 00/07/07 MCNEILL.CA Phladolphla 
ElOClrlc Co 2pp. 40229 342*46229:346 

-8&O720O141 Insp Rupls 60*277/66*22 & 50-276/66*22 on 60O623.No vlo'alicms 
noted Major areas Inspected omorgoncy preparedness annual omergoncy dril A fol- 
lowup of corrective actions on previously Idontifiod Issues 

CONKLIN.C. Rog on 1. Ole Of tho Duedor 88/07/07. 3pp 46220 344-46229:346 

6B07220079 0i8cusso9 change In storage locallon of fire protection equlpmonl New lo- 
cation enhanco9 accoss'bility lo oqu.pmont A flro fighting capabll ty of brigado to pro- 
vide appropriate control to prevent unauthorized uso 

GALLAGHER.J.W. Philadelphia Electric Co. 00/07/14. QUTLER.W.R. Project Director- 
fllo 1*2. 2pp 46249:194 46249 195 


G Adjudicatory correspondence 

8807200037 Requosis l.slod additions A/or dolntlons to avc list In procooding Relatod 
correspondence 

' Atomic Safoty and Licensing Board Panol #380 6713. 68/05/1 1. Docketing A Son/* 
ices Branch. Ip 46193 1 14 *16193: 1 14. 


-8807160227 Application fer amend lo Lrcansu DPR*56.changing Tech Specs ro Cyclo 
0 operation 

BRADLEY, E J. Ph ladolphla Eloctnc Co 0Q/O7/O7. 20pp 46101 230-46101 257. 

-8007160229 Proposod Tech Specs ro Cyclo 0 operation 

• Philadelphia Eleclr,c Co 08/07/07 30pp 46181 250*40101:287 

-8007160232 Errata to NEDO 24082. "LOCA Analysis lor Poach Bottom Atomic Power 
Station Unit 3 ” 

* Genoral Eloclrrc Co NEOO 24082 H07 ERR 88/01/31. 6pp 46101-280*48181:297. 

-0807 160238 Rev 0 to 23A5009. "Supplemental Roload Lxonslng Submittal for Peach 
Bottom Atom.c Powor Sleton.Unlt 3.Roload 7, Cyclo 0 

LAWBERT.PA. RASHJ L, CHARNLFY.JS General Eloclric Co. 23A5089 ROD 00/ 
01/31 27pp 46181 298 46101.324. 

8807160006 Providos summary of NRC dscussions hold ro ulil during 800028-29 NRC 
senior managers moelmgs to rovlow performance of oporatlng nuclear powor plants 
Mconsod by NRC Ulil catogorizod as roqu ring substantial improvomont. 

STELLO.V Ofc of tho Execuuo Director lof Operations 80/07/00. PAQUETTE, J. 
Philadelphia EtocUlc Co 2pp 46105 350 46185 360. 

0807130464 Generic Lir 00-lt to all Hcensoos of operating reactors & holders of CPs re 
NRC position on radiation ombnitlomonl ol roactor vessel mails A Impact on plant 
operations Svc li9t A Rev 2 lo Rog Guide 1 99 end. 

MinAGLtA.F j. Assodato Director tor Projects (Post 670411) 06/07/12. Consolidated 
Edison Co of Now York. Inc. 5lpp 46257:207*46267 257. 

8807200365 Forwards Commonwoalih ol PA commonts on rovlsod plan for restart of 
plant A list of Issues to which NRC will respond 

RUSSELL. W.T. Rogion l, Ofc of tho Director 88/07/12 MCNEILL.CA, Philadelphia 
Electric Co 3pp 46220:149-46220:181 


H. General correspondence 

6667280074 Comment on proposed rule tOCFRSO ro cooperation w/ slates at commer- 
cial nuclear power plants A othor facilities. Suggests rev to policy lo grant same rights 
A responsibilities to all states within 10 mllos of plant. 

MAGETTE.T. Maryland. Stalo of 00/07/19. CHILK.S j. Offico ol the Secretary of the 
Commission 2pp 46253.130*46253:131. 


P. Operating license stage documents A correspondence 

8807180280 Forwards results of review priority for open TACs.per 080527 memo 
SUTLER, W.R. Project Directorate 12 80/06/10 VARGA.SA Division of Reactor 
Projects • 1711 (Post 8704t\). 3pp. 46200 175 46200.177. 

9807110166 Requosis lhat util be al’owod to restarl planl.Sanciions resulted in loss of 
many uf l executives A staff afong w/ flight of capital out of region 
CORTES, M.A Affiliation Not Assigned 88/06/22. ROGERS.k. NRC ■ No Detailed Af* 
filial ion Given 2pp. 48165:104-46155 185 


-08O72OQ387 Submits deiailod comments on revisod plan for restart of plant.ln re- 
sponse to governor of Commonwealth of PA reqoost. 

WYERS.M.M. Pennsylvania. Commonwoalih of. 08/00/18. RUSSELL, W.T. Rogion 1. 
Ofc ol the Director. 30pp 46220 152 -46220: 161. 

8607260173 Adviso9 that plant review briefing lor Murloy A executive toam ro PDl-2 

g iants schodulod for 68072 l .Viewgraphs oncL 
UTLER.W.R. Project Directorate 1-2. 00/07/13. BOGER.BA Project Directorate 1*2. 
07pp. 46272 285-46273:021. 

8807250403 Forwards supplementary fnfo.per commitment In 8807 12 Hr lo provldo info 
before 680716 moolinp. 

MCNEILL.C A. Philadelphia Electric Co. 68/07/14. MYERS, to M. Pennsylvania Com 
monwoalth of. 200pp. 40251:216-46252 072 

8807250266 Proposes action plan that defers decision re upgrade of neutron monilo/lng 
sys until completion ol NRC review ol BWR Owners Group 9ludy requesting excep- 
tions lo Rog Guide 1 .97, Rev 3 

GALLAGHER.J.W. Phladelph a Electric Co 68/07/18. BUTLER.W R. Project D, rector- 
ale 1-2 6pp 46285 158-40205.162 


0. inspection reports, IE Bulletins & correspondence 

0806130168 NRC Info Notice 80 039. LaSfil'e CJrn 2 Loss of Recirculation Pumps W/ 
Po*ve: O5C v i8tiO-n Everil.'* Svc 1 St enc*. 

ROSSl.C.E C, vi sion of Cperaionsl Events Assessment (Pcsl 07CM11) 80/06/15 
Consci dated Edison Co of New Yctk, Inc. 1 10pp. <15970 156 4 6978 266. 

0307000020 Ack receipt of 060510 Itr dscussrg Inlo Noico 00 021 cn inadvertent 
c mi ca'r ©s Clscovery ol three tcpls deang wMktoo e/onis mer/ioned ‘n lit nrYeti 
ROSSl.C 6 D.vis'on of Operanona' Evonis Assessment (Post 870411) 03/06/18 
HANAUEFISH Technoal Aral^lS Co f p 2pp 40134:179-481 34 100 

0806160340 NRC Info Nchco 8B 040. ’ Examrors Handbook for Oove'opmg Oporalcr 
Ucens'.ng Exams" NUREG'OR*<n22 & svc '1st encl. 

ROSSl.C F. Divis on of Operational Even’s Assessment (Pori 87041 1) 88/00/22. 
Conso'idaled Ed son Co. of Now York, fnc 237pp. 46240 325 46241 201. 

8006170033 NRC Irfo Not-c© 99-C41. "Phys.cai Protection Weaknesses idenMied 
Ttvcvob Regulatory Effectiveness Reviews ” Svc list end 

ROSS', C.E Oiv-slcn ol Operational Events Assessment (Posi 870411) 80/08/22. 
Con so: dated Edison Co of Now York. Inc 122pp. 469 78.034. .15 9 78 1 55. 

8606170291 NRC Eurei'n 09 008. Thermal Svessas in P>f ng Connected to RCS " Svc 
1.&1 ©nd 

ROSSI.CE Orvision of Oporalonel Events Assessrrem (Posl 070411). 88/00/22. 
Consol dated Edison Co of Now York, Inc 1l6pp 46019 037-46010 152. 

0806210030 NHC In’o Not-c© 08 044. “Meehan cal Bind ng of Spnng Release Dev.ce in 
Woblicvghcusci Typo OS- its G/cuit Breakers ” Svc usl end 

ROSSl.C E. Divis on of Operational Evenls Assessment (Pcsi 870411) 00/C6/24 
Consolidated Ed son Co of Now York, Inc. 1 1 3pp 4G019 153-46019 265 

0806240139 Suppl 1 lo NRC Bui 'el n 80 008. “Thermal Strossos ‘n Pipng Connociod 10 
RC-S.’‘ Svc fist end. 

ROSS-'.C.E Crvislcn of Opa r aticnal Evonts Assossment (Posl 870411) 8Q/O0/24 
Consol daNd Ed'son Co or Now York, fnc 11 4pp. 46019 260-46020 018 

0007130202 Ack receipt of 880504 lir Inlorming NRC of stops taken to correct violators 
noted -n Insp Ropis 50-277/68-02 ft 50.278/88 02. 

BELLAMY.RR flegon 1. Ofc of rho Director. 88/06/29 MCNEILL, C A Philadelphia 
Electric Co 2pp 46166 359 46166:301. 

6007120673 Forwa'ds response lo NRC Bu Ifltm 68-004, 'Foienliaf Safety. Related 
Pump Loss " Coro spray sys downed to prov.do mm fow of 320 cpm par pump 
KOWALSKI S J. Philada'phia Eleclrc Go. 88/08/30 ROSSl.C E. O.vision of Operation, 
al Evenls Assessment (Post B704 1 1). i6pp 46154 333.46164 345. 

8807150133 Advises that drug screen ng program expected to start in Aug i9Q0.por 
B80224 Itr re Insp Repts 50-277/07-06 & 50-278/87-06 cn l.lnoss for duty program 
GALLAGHEfl.J W. Ph lado'phia Elocinc Co 68/07/08 PARTLOW.J.G. Document 
Ccnlroi Branch (pocumeni Control Dosk) Ip 46183 305-46103 305 

8806300347 NRC Info Notice 86-045. "Problems in Protccirvo Re'ay 8 Circuit Breaker 
Coordina1-oft.“ Svc fist oncl 

ROSSl.C.E. Division of Oporatlcr.al Events Assessmorn (Posl 070411). 08/07/07 
Consol dated Edison Co of Now York. fnc. I04pp 40242 109 46242 212. 

8007200124 Forwards Sefoty fnsp Repts 50-277/08-22 ft 50-278/80 22 on 880623 No 
violations roiod. 

BELLAMY/I.R. flog^n 1. Ofc of ihe Director. 68/07/07 MCNEILL.C A Phi'acfofphlB 
Electric Co 2pp. 46229 342 46220 348 

-0807200141 Insp flopte 50-277/86 22 & 50 278/90-22 on 860623 No violations 
ceted.Major areas Inspected emergency preparedness annual omorgo/icy dn.l & for- 
lowvp of corrective act ona on previously Identifed issuos 

CONKUN.C, LAZARUS, WJ. Region 1. Ofc of Ihe Director 88/07/07 3pp. 
46229 344-48229.346. 

0807250165 Ack rooeipt of 600510 ftr Informing NRC of steps taken Ip correct violations 
noted In insp nopls 50-277/00.09 & 50 278/08 09. 

BELLAMY, fl R Region 1, Ofc ol the Dreelor. 80/07/07. MCNEILL.CA. Ph ladelphla 
EtaClrtc Co. 3pp 40268 261.46266 265 

8007080006 NRC Info Nol>ce 86-046, “licensee Repi of Dafoe Uvo Refurbished Circuit 
Breakers." Svc Tsl end 

ROSSl.C E D.vlsion of Oparalional Evenls Assessment (Post 870411). 88/07/08. 
Consolidated Edison Co. of New York, lac 10/pp 4623 V.28 1-4 6 232 Q27. 

8807120291 NRC Info Notice 88 040. "Ucensoo Rapt ol Dgfeclfve flofurbishod Valves " 
Svc list oncl. 

ROSSl.C E. Divis on of Operatonal Events Assossmoni (Posl 870411} 0B/O7/12 
Consolidated Ed son Co ot Haw York. Inc. 103 pp 46242 QQ6-46242 108. 

8807080366 NRC ln 4 o Nol'ce 86-04 7. “Slower-TJi an- Expected Rod Drop Timas. " Svc 
Fsl end. 

ROSSl.C.E. Dlv.sion of Operahonal Evants Assessment (Posl 070411). 88/07/14. 
Consol dated Edison Co of Now York* fnc 103pp. 4 6240 2 22-46240 324. 

8807120550 NRC ln*o Notice 08-049. “M a rking.Hand' ng, Control Storage & DosirucFon 
of Safeguard* Info.” Svc end. 

ROSSl.C.E (Division ol OctorationaJ Events Assessment (Posl 870411). 88/07/10. 
Consol dalod Edison Co. of Now Yp/k. Inc 103pp. 46241 203 -40242 005 

0007 120553 NRC info Notice 80-050. “Effect of C’rcuil Breaker Capachanc© on Ava l- 
&b lily of Emergency Power." Svc tlsl end. 

ROSSl.C.E. Division of Ooeraficnal Events Assessment (Post 870411). B8/O7/10. 
Consolidated Ed son Co. Of New York, fnc 1 19pp. 40257:258*40258 018 

0807130101 NflC fnfo Nonce 88-051. “Fa/ures of MSlVs.” Svc list enct 
ROSSl.C.E. Orvisiori ot Ope<abor>al Events Assessmeni (Post 070411) 08/07/21 
Conso' datod Edison Co. of New York. Inc. i2lpp 40257 086.46257:206 


R. Periodic operating reporta ft related correspondence 

0607010011 Forwards plant statu9 rept for 060603 20. 

LINVILLfrJ C. Region 1. Ofc of the Director. 89/06/21. KANE.W.F. Region l Ofc ol 
Ihe Oireclor. 4pp. 48020.248 -46020.251. 


otujrnujuu i-crwarus rji-iu ros ooni simupS ro- ouut>uu-«ru 
L'NVILLE.JC Rogan 1. Ofc ol tho D.rocicr. 89/00/21 KANE.WF. Region i. O’ccl 
me e rector 4pp. 46091 285 <l6Cfll 268 

80O7O6O4B9 Forwards "1907 Anruel Pfant Mod Ropt.por lOCFOSOSO.” dQSCObing 
chanros mado to faci'ity ft procedures 

ALDEN.WM, Philadelphia Elecmc Co 80/06/30. RUSSELL.V/.T. Rog.on 1. Ole cl Lie 
Drocior Ip. 46101:131 40101 298. 

-6807060498 *1907 Arr.upl Plant Mod Ropl.por 10CFR50 59 ” 

’ Ph.iadQlphie Electric Co 87/12/31 I67pp 46101 132-46101.290 

8B072 10301 Monihly oporaling repts for Juno 1998 for Peach Botlom Aiorrlc Powor 
S'alion W/&80712 to 

MIDDLFTON.LL, ALDEN.W.M Phiado'phio Eleclnc Co 00/06/30 Mpp 46235001- 
46235.014. 

B807160105 Forwards thhd monihly schodule update of 080400 ro9tart plan 
MCNEILL.C A. Ph.ladolphia Eleclnc Co 09/07/05. RUSSELl.W.T. rtoo on 1. Ot: c 1 
lha Director. 12pp. 46101339 46101 350 

8807200269 Forwards plant status ropt for 88O62O-O7O0 Rept inlomfed to provide NRC 
rrgt ft pub'ic w/overviow of p'ant act vities. 

LiNVfLLE.JC Region 1. Otc of iho Director. 08/07/ 1 1 . KANE.WF. ftogo.n 1. Ole of 
the Creator. 4pp. 46228.353-40228 366. 


S. Reportable occurrences, LEPs & related correapondence 

8807070074 NPDES noncomp'iance notification on 880501, pH ol soCthng basn C s- 
charge point exceeded perm‘1 llmli Causo unknown. Discharge lo nvor stoppad ft soda 
ash added to neutral selt'mg bos n. 

SWiTH.OM PhiiadeipMa Electric Co 80/06/22 Pennsylvan'a. Commonwoaih ol. 
2pp 46139 134 46139:135. 

0807120617 LER 08 005-00 on 880613.RWCU outboard Isolation vatve logic actuation 
occurred on false sys high How s gnal. Caused by equipment falura.fnsp ft rework ol 
Class IE spaces ft cab'oa performed tao'abon lOSot.Vil/ 880708 itr. 

BIRELY.WC. FOGARTY.E.P. Phi 'a dot phi 0 Eloctnc Co 00/07/08 4pp 46148-238. 
46140241. 


DOCKET 50-2B0 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8007070017 Forwards Insp Ropis 60.280/80 23 & 50.201/08-23 on 080606- 10.No v» 
Jations or dovlaiions noted. 

CLINE, W E. Rogion 2. Ofc of the Director 00/00/23 CRJDEN.D.S Virginia Power 
(Virginia Elecirlc ft Power Co.) 2pp. 46123:001-40123.003. 

*-8807070020 Insp Ropis 50 280/08 23 ft 50-281/00-23 on 080600 10 No vlo'abons tw 
dovalons noied Ma.'or areas insoocled: barriora.accoss controls. da tociion 

ald9.l raining, contingency ft safoguards info 

TOGIN.WX. MCGUIRE.D R Reg'on 2, Ofc of Iho Director. 08/06/22. Ip 46123 003 
46123.003. 

0007120126 Forwards Rev 22 to security program.por NRC 0BO427 ft 0518 
raquasi9.RGv w.thhold (rof 10CFH73.21). 

CRllDEN.DS. Virginia Power (Virg-nia Elecirlc ft Power Co ) 80/07/05 Documo."l 
Control Branch (Oocumonl Conlrol Desk) Ip 46140 247-46140 247. 


H. General correspondence 

4007110115 Comment opposing proposed rule 10CFRS0 ro loak-beforo break tochnolo 
gy for salaty ro'ated oquipmoni.NRC reliance on loak-beforo-breok Is irrational re 
sponso to very leal safety pfOblem.NRC should Iroplomem mandatory piping m so. 
BEAUDO.'N.R. Nuclear Informailon & Resource Service B0/O6/3O CHUK Office of 
tho Secretary of the Commission 8pp 46130 339-46138 346. 

6807110200 Comment opposing proposed rule 10CFR50 re leak-boforo-break (L93) 
technoiogy.Pipes do noi always leak before breaking. NRC has accepted levity as- 
sumptions as facts reaching conclusion that L8B el'm-nates need for in9p Addl ln r o 
enci. 

8OL6Y.K. Public Ciriron’s Critical Mass Energy Project 80/07/01. CHlLK.S. Office of 
the Secretary of th© Commission 4pp 46140 351. 40140.354 

0007100147 Comment opposing proposed rule 10CFR50 re expansion of applicab-iity ol 
leak before break technology lo functional ft performance requirement© for ECCS ft 
environ quallficaton. 

DRAKE, G A. Affiliation Not Assigned. 88/07/02. Docketing ft Services Branch, ip 
46105:335 46165.335 

6607110066 Comment opposing proposed tule 10CFR60 re leak-beto/e break 
technology Further us© of eubj tochnolegy for ECCS would reduce safety assurances 
ft safety benefits. Experience shows that pipe-lhinning progresses faster than expect- 
ed. 

BIRNlE.P Maryland Nuclear Safety Coalition. 0B/O7/O4. Office of Ihe Secretary of the 
Commission. Ip. 40136.338-46^36338. 


P. Operating license stage documents ft correspondence 

6607050136 Forwards SER granting request for relief from hydrostatic Iasi required by 
ASME Boiler ft Pressure Vessel Code Secllon Xl.Roqu'remenls imp/acticol. 
BERKOW.HN. Pro’.ecl Dueciorato U-2. 68/06/17. CRUOEN.O.S, Vlfg*nla Power (Vir- 
ginia Electric ft Power Co ). 3pp. 46991.243.4599 1 :24B. 

-8607050142 SER grenllng request for relief from hydrostatic lest requirements follow 
ing valve replacements. 

* Olhce ol Nuclear Reacior Regulalloo. Oirocior (Post 07041 1). 68/06/17. 3pp 
45991 246 45991:246. 


DOCKETED ITEMS 53 


8807070422 Forwards VP-NOS 39. "Surry Unit 1 .Cycle 9 Performance Rept.” for Info 
CRUDEN.DS Virgr.la Power (Virginia Electric & Power Co). 00/09/28 Documont 
Control Branch (Document Control Desk) Ip 40 1 1 0: 1 52 -46 1 1 9 202. 

-8807070439 “Surry Unit 1 .Cycle 9 Coro Performance Ropi " 

FARLEY .M K.. BROOKMIREJ.A . FORD.CA Virginia Power (Vrgln a Etocint & Power 
Co ). VP-NOS-39. 80/00/30. 43pp 461 1 9: 163-461 10.202 

8807120450 Confirms that util 800523 rosponso to Gonorfc Ltr B0 03. “Steam B nd ng 
of Auxiliary Feedwater Pumps." satisfactory. 

PATEl.C.P. Project Directorate 11*2. 08/06/29. CRUDEN.D S Virgnla Power (Virginia 
Electric & Power Co ) 2pp 46111 253*46111:254. 

8B07120660 D.scusseg schedulo for rev to ASME Soctlon XI Inservico testing program 
for pumps & vafves.per 880329 A 30 meetings w/NRC.Rev to program will bo sunnvl- 
ted by 000930 

CnUDEN.D.S Virginia Power (Virginia Electric & Powor Co). 08/07/01 Documont 
Control Branch (Document Control Deals). 2pp 40164,281.48154 202 

8807180226 Applicalion for amends to Licenses DPR-32 & DPfl*37.mokmg admml9ifa* 
\wo changes to Tech Specs associated w/ primary coolant 9poctt. c achvrty limits per 
Generic Ltr 85- 19 Fee paid 

CRUDEN.D.S. Virglma Powor (Virgnla Electric & Powor Co) 80/07/01 Document 
Control Branch (Document Conlrol Desk). 3pp. 46200.008-46200 01 7 

-6607180229 Proposed Tech Spocs ro primary coofam specific actively limit. 

• Virginia Power (Virginia Electric A Powor Co ). 00/07/01. 7pp 40200:01 1-46200 017. 

8007190009 Roquests rollof from ASME Section XI flow instrument accuracy requ-re- 
monl9 of plus/minus 2% for Inside recirculation apray Pumps 1.RS-P*1A & ID unlil 
schfldu’od Sept 1989 refuel ng outage 

CRUDEN.D.S. Virginia Powor (Virginia Electric & Power Co) 00/07/07 Document 
Control Branch (Document Control Dosk) 2pp 48206 200 46206 201 

8807190292 Forwards safety evaluation supporting util 07100G roquest for rol of from 
ASME Section XI hydrostatic tost requirements lot 4 -Inch iso’atlon vaNO replacement 
BERKOW.H N. Project Droctorafo 112 00/07/00 CRUDEN.D S Vlrnin-a Power (Vir* 
glnla Eloclric & Power Co.) 2pp 48205 070 46205 001 

-0807190293 Safoty ovafuation supporting u'H 071006 roquost for ra’ief from ASME 
Soction XI hydrostatic test requirements ro replacement of 4*inch Isolation vnlvo in 
main steam ays 

* Office of Nuclear Rooctor Regulation, Ulroclor (Post 070411) 00/07/00 2pp 
46205:000 46205 001. 

8D07130464 Gononc Ltr 00 1 1 to all llconsoos of oporoling roactora A holdors ol CPs ro 
NRC position on radiation embrnilomonl of roaclor vossol malls A impact on plant 
oporotion9 Svc list & Rov 2 to Reg Guido 1.99 end 

MIRAGL1A.F.J. Associate Director tor Projocts (Post 070411) 00/07/12 Consolidated 
Ed son Co of Now York. Inc. 5ipp. 46257:207-40257:267. 


Q. Inspection reports, IE Bulletins 8 correspondence 


8808 130 16B NRC Info Notico 00 039, "LaSalle Uni! 2 Loss of Recirculation Pumps W/ 
Powor Oscillation Event " Svc Hat end. 

ROSSI.CE Division of Operational Gvonls Assossmonl (Post 0704 it) O0/OG/15 
Consolidated Edison Co. of Now York. Inc. 110pp. 45970:156 45970:280 

8808290036 Forwards Insp Ropls 60 280/08*21 & 50*201/00 21 on O0O523*27.No vio- 
lations or deviations noted 

HEROT.A R Reg-on 2. Ofc of the Dlroctor. 00/08/16 CRUDEN.D.S. Virgnla Power 
(Virginia Eloclric A Power Co.) 2pp 45974 316*45974:326. 

-8806290030 Insp Roots 50*280/88*21 A 50 201/08*21 on 600523-27 No violations or 
deviations noted Major aroas inspoctod: tnsorvlco insp, fabrication NDE acceptance A 

R resorvlce Insp of replacement wolds in recirculation spray sys. 

IEWSOME.R.W., BLAKE.J.J. Roglon 2. Ofc of Iho Director. 00/06/13 Qpp 
45974:317-45974:325. 

68082901 18 Ack receipt of 080622 ltr Informing NRC of steps token to correct violations 
noted In Insp Ropts 50*280/08*12 & 50-281/00.12. 

GRACE.J N. Roglon 2, Ofc ol tho Director 00/00/17. CRUDEN.D.S. Virginia Powor 
(Vrrglnla Electric A Power Co) Ip 46974 330*45974:330 

8807060041 Forwards Insp Repts 60*200/08*17 A 60*201 /0B-1 7 on 800600- 12 .No vlo- 
latlons or deviations noted 

HERDT.A.R. Region 2. Ofc of the Olrector. 00/06/20. CRUDEN.D.S. Virginia Power 
(Virginia Efoctrlc A Powor Co ). 2pp. 40103:119*46103:131. 

-8807060042 insp Ropts 50-280/80*17 A 60*281/00*17 on 800509*1 2. Nd violations or 
deviations noted. Major areas Inspoctod mod re replacement of conlolnmont roclrcula* 
tlon spray coofors, procurement & field Instal’atfon Including weld fabrication 
ECONOMOS.N., BLAKE.J.J. Region 2. Ofc of the Director 00/06/17. 11pp. 
46103:121.46103:131. 

8606100340 NRC Info Notice 80-040, "Examiners Handbook for Devotoplng Operator 
Licensing Exams.” NUREG/BR-0122 6 avc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 00/06/22. 
Consolidated Edison Co. of Now York, Inc. 237pp. 46240:325*4624 1:201- 

6808170033 NRC Info Notice 08*041. “Physical Protection Weaknesses Identified 
Through Regulatory Effectiveness Reviews." Svc list end. 

ROSST.C.E. Division of Operational Events Assessment (Post 870411) 80/06/22. 
Consolidated Edison Co. of New York. Inc. 122pp. 45978.034*46978:165- 

8808170291 NRC Bulletin 88*008. “Thermal Stresses in Piping Connected to RCS." Svo 
list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). B8/06/22. 
Consolidated Edison Co. of Now York, Inc. 116pp. 46019:037-46019:162. 

6806300218 Identifies schedule tor responding to 800523 request for addl Info ro 
second 10 yr Inservlce Inso Droaram Rosponse will be Drovided bv 000930. 


0007070017 Forwards Insp Ropts 60-200/88-23 & 50-201 /8B-23 on 000606 10 No vio- 
lations or deviai>on9 noted. 

CLINE.W E. Roy on 2, Otc of the D.roctor. 80/06/23 CRUDEN.D.S- Vi'gKift Power 
(Virgin a Eloclnc A Powe: Co ) 2pp 46123 001-46123.003 

-8807070020 Insp Ropls 50 280/80 23 & 50*281/88-23 on 880800 - IO.Nd vln'alions or 
deviations noted Major areas Inspected be friers, access controls do tec non 

alds.iffl'nlng. contingency & safeguards info 

TOQIN.WJ, MCGUIRE.bn Roglon 2. Ole ol tho D.roctor 80/06/22. ip 46123 003 
46123 003 

0808210036 NRC Info NoVco 88 044. “Meehan cal Binding of Spring Release Device in 
WesMnghouso Typo DS-416 Ci'cuit Breakers " Svc list encl 

ROSSI.CE. Division of Oporotional Evont3 Assessment (P091 870411) 08/00/24. 
Consolidated Ed-son Co of New York. Inc. i i3pp 46019.153 46019 265 

8006240139 Suppl 1 to NRC Bul'eiln BB 008. “Thermal Slrcss09 in Piping Corncctori to 
RCS " Svc 1:31 encl 

ROSSI.CE D. vision of Operational Events Assessment (P03L 070411) 00/06/24 
ConsoLdatod Edison Co of New York, inc 1 14pp. 46019 266 46020 016. 

B0O712O3OQ Forwards Insp Repts 50-200/00*25 A 50 201/80 25 on 8B053l-0003.Violo- 
lions noied Enforcement conference to d scuss violations noted in encl rep: & m Insp 
Ropts 50-200/00-16 & 50-201/00*16 schodu’od for 800706 

GRACE.J N Region 2. Ofc of the Director 08/06/20. CRUDEN.D.S V.rgl-la Power 
(Virginia Electric & Power Co). 2pp. 46147:264-4014 7 274 

-8007120310 Insp Ropls 50-280/00*25 A 50*201/00 25 on 880531*0003. Violations 
noted Ma, or areas Inspected circumsiancos surrounding overoxposuro of greater than 
3 rems nor catondar quarter to contract workor during Unit 1 refueling outage 
COLLINS. T.R.. HOSEY.C.M Rog:on 2. Ofc ol the Diroclor 00/06/20 9pp 4614 7 206 
46 14 7:274. 

C807 120365 Forwards Insp Ropls 50-280/80-16 & 50-201/00-16 on 600502-06 Viola- 
tions notod under consldoroiion for esca r atod enforcement aciion 
GRACE .J.N. Region 2. Otc ol Iho Dlroclot. 8B/O0/2B CRUDEN.D G. V'.iginta Power 
(Virgin a Eloclnc & Powor Co ) 2pp 46140 279-46148.293 

-0607120359 Insp Ropts 50-200/00-16 A 50-201/00-16 on 000502*00. V-olalions 
noted Mojo r aroas inspected rad allan protection a&pocls of Unit 1 outago nc’udmg or* 

g anlzation & mgt contro’s.troMiui A qualifications 
ASSETT.CH., HOSEY.CM Reg on 2, Ofc of 11m Director 08/00/08 13pp 
40140:201-40148 293 

0007120714 Confirms 000608 lolcon w/DA Wilson ro onforcomcnl conference to bo 
hold in Rag on tl ofc on 800706 to discuss emergency dlosol generator out ol svc m 
North Anna A ovoroxposcre -ssnO ftl Surry. 

GRACE.J N Region 2. Ofc of tho Dlroctor 08/OG/20. CRUDEN.D.S. Virgna Power 
(Virgnla Electric A Powor Co) 2pp 48155:103-46155:105 

-0807180334 Notification ot 800706 ontorcomom conloionce In Rug on 11 ofc to discuss 
inoporab'o amoryency rfiusol generators at Norlli Anna A overexposure Issuns at 
Surry. 

CANTRELL.F. Roglon 2. Ofc of fho Director 00/06/20. Roglon 2. Ofc of tho Diroctor. 
ip. 46165 105*46165.105 

6007120297 Forwards Insp Rupts 50*280/00 10 A 60*281/08*19 on 000516 20.No vlo- 
lollons or dovlatons noted. Unrusolvod item Identified In ropt will bo pursued l.'i fu1i.ro 
*nsp9. 

HERDT.AR, Roglon 2. Ofc of tho D.roctor O0/O7/O1 CRUDEN.D.S Virginia Powor 
(Virginia Elaclnc & Power Co ) 2pp 46148 332 46140:341. 

-8007120300 Insp Ropls 50 200/00 19 A 50*281/80*19 on 0OD5l6-2O.No via'ahons or 
doviations noted Major areas Inspoctod focal look roto testing A containment inleg'ily, 
WHITENER.H.l., JAPE.F. Region 2. Ofc of tlm Director. 68/06/20. 8pp. 40140.334* 
46140341 

8006300347 NRC Info Notice 88*045, "Problems In Proioct-vo Relay A Ci'cu.1 Breaker 
Coordlnat-on." Svc l.st oncl. 

ROSSI.C E Division of Oporat-onol Events A9S099meni (Po9l 070411). 00/07/07 
Consol dated Edison Co of Now York. Inc. I04pp 46242 100 40242 212. 

8007190077 Responds to NRC 000607 Ur ro vocations nolod In Insp Ropls 60 200/00* 
11 A 60*281/88*1 1. Corrective actions roquiromont tor senior reactor oporalora 1o ade 
qualoly assos9 A tost compononis re nforcod by Issuing written guldanco. 
CRUDEN.D.S. Virg nia Powor (Virginia Eloclric A Powor Co ). 08/07/07. Documont 
Control Branch (Document Conlrol Dosk). 5pp 482 15.357*46215 360. 

8807060006 NRC Info Nollce 00*046, “Uconsoo nopt of Defective Rofurbsbed Circuit 
Breakers." Svc list oncl. 

ROSSI.C E. Division ol Operational Events Assessment (Post 870411) 00/07/00. 
Consolidated Edison Co. of New York, Inc. 107pp. <16231 28 1 *46232.027. 

8607190226 Responds to NRC Bulletin 80-004, “Potential Safoty-Rofalod Pump Los9.“ 
Potontlally susceptible safely rotated pump A piping configurations do 
exist. Eva’uat'ons of sys in progress bul havo not boon completed 
CRUDEN.D.S. Virginia Power (Virginia Electric A Power Co). 08/07/11. Oocumonl 
Control Branch (Documont Control Desk). 2pp. 46208:140-46208.141. 

0807120291 NRC into Notice 08 040. “Llconsoe Rept of Defective Refurbished Valvos.“ 
Svc list onef. 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411). 00/07/12. 
Consolidated Edison Co. of New York. Inc. 103pp. 46242 006*46242:100. 

8807190262 Responds to NRC 800613 ltr ro violations noied in Insp Ropl9 60 200/08- 
04 A 60*20 1/08*0 4. CouocV-ve acilons.now monthly survo.'/onco program lot under/ 
Ovorlomp setpoint A conlrot re’ay verification I mple monied Payment encl. 
CRUDEN.D.S Virginia Power (Virginia Efoctrlc A Power Co). 88/07/13 Documont 
Control Branch (Oocumonl Control Desk) 0pp. 40206:254-46200:250. 

8607200396 Responds to NRC 060013 ltr re violations notod Insp Ropts 50*280/80 10 
A 60*201 /88-lO Correclivo acHons:mgt Issued directives requiring addl review A ovaf- 
uation of proposed tasks w/slmilar boteniial for hlah radiation exDosuros 
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BS0J080368 f.RC Vo Noxo M4«». " SRMe-ThaftE.pMlfd « 0 *D»p Timas" Svc 

^Olst’ce ^oo a. M ' 07,U 

Caaio-dsicaedscnCo o(K«« Y<*». Inc 1 03pp <6M0 2ZZ <6?su Jca 
960? I ?0 5 50 NBC ir‘0 No::e 68049. Mitiag.Handiafl.Con'jol.Sloroge & Oaa'JWW 

BOSS' OwcnV Opore'-ionj' E»ams Assessroea' (Posi 8?' Wl’ ) 68/07/18 
toVo-ds>«lEd.scaCo Ol N6* Yea., me I03?p 46241863 4624/005- 

6607120551 NRC ir.'o Haica 86050. "Ei-aci ol Circuit Breaker Capacitance on Avail- 

nOS^MCE r 'l 3 an^oo^o| W CY>eratiOr^ 1 Ifrenw Assessnreni |Po^ 88/07/18. 

CooW.TdatM eason Co ofNew York. Inc 1 19pp A6257 258 46258 016. 

6807180101 NRC Info Not*© 68-051, "Fa hires of W$'Vs " Svc 1*1 enc ' aB/07/21 
ROSS' CE Drv.s-o, ol Operator-al Evens 8B/07/21 - 

Con^c 1 daied Edson Co o r New York. Inc 121PP 46257 086-46^7 206 

S. Reportable occurrence®, LERs A related correspondence 

ftp S-jTma'v of Ope'atnq Reactors Events Meetng 80 25 on 080621 Uet of 
^arendc&s d-scussion o' s<g-'«car.i e'emerts of events & sjT.ma.'y ol reactor scrams 

lANNING.W Evc-'s Av>esvner< era^cn 88/G6/22 ^ Sl0n 01 0pef * 

a'jonai Evems Assess^MPcs! 870411) i4pp 4Q121 180 46t2l.i93. 

6807070520 NPDES ncncompUnce no'jficaOon on 880619, efauon security personnel 
reported o-‘ $neen in stat.cn d-scr.arge canal Caused by faulty aklmmor on turbine 
Sump B Sp-ti was cor.ianed by lempo'ary boom placed in discharge canal 
PMRSHALL.8M V,;Q,n a Power (Wc r,.a tlectnc & Po*etCo) 80/06/23 
JENKiNS.RR Vl.*g r.ia. Commo.nwea'th o' 3pp 46123 342 46123 343 

aaQ 7 130329 IER 8641 7 00 on 660606,disccvered debris in temporary discharge cone 
straner & <ec*rcu'ar>on sp*ay sump pumps Caused by inadequate insp 
program Coma n mom Sump & pump screen sunreianco will be implemented W/ 
8 P 0706 Itf 

BENSON Dl V.-gna Power (Vtfgma Electee 8 Power Co) 88/07/06 5pp 
46166 354-46166 369 

V. Operator Examinations 

8807120197 Ad.^ses t r ai reactor operator & senior operator 'icens’ng exams scheduled 
tor wV of 681024 8 $ muiaior/opereLnn exams scheduled tor BB1025 27.per 
te'cpn U*Jl stor'd provide approved rot ir.atll s'ed in Enel 1 by 680B01. 

JULIAN, C A Reg on 2. Ofc cl the O-rector B8/06/27 STEWART.W L Virginia Power 
(V.rgma Eiectnc & Power Co) lOpp 46153 319-46153 328 


■80070501 42 SER graniing request tor roliol bom hydrostatic lost loquitemonts t 0 n & ^ 

„ rtj-il/ii-n'TJArirQ 


• ' a o V f?ice oT NucC neactor Ruguiaiion. Director (Post 870411). 86/09/17. 3;p 

45991:246 45091:240. 


ftfict?ci50517 Forwards AEOD Tochncal Rovlow Ropt T809. “Blockod Thlmblo Tube,/ 
?rn/-v ? rt Vr.ra Ooioctor ’* for consideration duo to rocom events at Broldwood U.-it i 
ROSENTHAL JE fleaclor Operations Analysis Branch. 00/06/23 BEMLlNfiER.Cli 
G?S <^m^=cabons Branch 2pp. 459O&:O6O*450OO:OG0. 

fl«n705D528 Forwards AEOD Technical Rovlow Ropl T609. “□locked Thimb'o T U kv 
Stuck mcore Oetector" Events whore rocovory of stuck doluctor & clnan ng ol it, T 


WEGNEr ! 61 S° f? 0 flexor 0 Opora6ori s Analyst, Drench 66/00/23. ROSENIhau 6 he 
aciot Opetal'ons Analysis Branch Ip 45990.062*45990.002. 

-8007060550 Technlcel Rovlow Rept T800, "Hlockod Thlmblo TubQ9/Stuck Incom U 0 

•^Office for Ana'ysls S Evsluaion of Operational Data, Diroctor. 00/06/16 

45998.063 46998 606. 

8807120450 Confirms that nil GBQ523 response lo Gonorlc Llr 80 03, "Steam U,nd^ 

PAlEllc^.^Pro^cVoiiQCiotQio 11*2 00/ 0^/29- CRUQEN.D S Vlrg-nla Power 
Electric & Rower Co ). 2pp. 46t 1 1:253*46 1 1 1 :254. 

8807120660 Discusses schedule lot io* io ASMG Section XI tneorvico toftt iw ptoyc-v 
for pumps & valves per 800329 & 30 mootings w/NRC Rov to program will he auk,! 

CRU^EN^D S Virginia Rower {Virginia Electric & Power Co.y 00/07/01 Dotu:r.fcf,i 
Conlrol Branch (Document Control Dosk). 2pp 46! 54;201 46164:202 

8807180226 Application tor amends to Lie on sob DPR *32 & DPR*37,n>aWr.g admlr vjo 
tive changes lo Tech Spoca gasoclatod w/primory coolant specific activity imisKr 
Genorlc Llr 05- 10 Foe paid. 

CRUDEND.S. Virginia Power fV.rgima Elocidc & Power Co.) 00/07/01. Docunor'. 
Conirol Branch (Document Conlrol Desk) 3pp. 46200 000 46200-017 

-8007180229 Proposod Tech Spoca ro primary coolonl apocltlc activity limit 
* Virg nlfl Powor (Virg nla Elocfrio & Powor Co ) 00/07/01. 7pp. 46200.01 1 40200017 

8807130464 Gononc Ltr 60-11 to o‘l hconaooB of operaiing rooctoro & holdura ntCPaio 
NRC position on radiation ombriiliontont ot raoctor vossol mails & impact on plan 
operations Svc list & Rov 2 lo Reg Guido 1 .90 oncl _ ^ „ 

MIRAGLIA.F.J Associaro Diroctor for Prolocia (Post 0/0411). 00/07/12 Consc J.ncul 
Edison Co.’ of New York. Inc. 6 ipp 4O26/ 2O7-40267.257 

O. inspection reports, IE BulletfnB & correspondence 


DOCKET 50*281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8807070017 Fo™.ards Insp ReplS 50 280/88 23 & 50 281/88*23 on 880606- 10 No vio* 
lalons or devotions noted 

CLINE y/E Reg on 2. O'C of the Oec'or 66/Q6/23 CRUDEN.D S Virginia Power 
(Virg.n a E’sctnc & Power Co ) 2pp 46123 001 46123 003 

-8807070020 Insp Pep'.s 50-280/88 23 & 50-281/88 23 On 880606*10 No violations or 
deviations noted Major areas xspocted ta/no's.access controls.detGChon 
a.ds.t'an r*g, coningoncy & safeguards info 

TOBlN.W J Regon 2. Ofc Of the Oirector 89/08/22 Ip 46123 001*48123 003 

0807120126 Forwards Rev 22 to security program per NRC 680427 & 0518 
requests Rov wfhhord (rol 1CCFR73 21) 

CRUDEN.OS Virginia Power (Virginia Electnc & Power Co ). B8/07/05 Document 
Control Branch (Documem Conlrol Desk) Ip 46149 247 40148 24 7. 


H. Genera! correspondence 


6807110115 Comment opposing proposed ru’o 10CFR50 re leak-beforo-breaV technolo- 
gy lor wfety-rela'ed equ<pmeni NRC re‘ ance on leak before break is frraiional re- 
sponse to very teal safety prohtem NRC should tmp'emem mandator/ piping iosp. 
BEAUOO N.R Nuclear fnlorma'jon & Resource Service 88/06/30. CHILk Office of 
fhe Secretary of the Commission flpp 46138339-46138:346 

$807110200 Comment oppos ng proposed rn'e 10CFR50 ro feak-before break (LBB) 
lochnotogy P-pes do nol always leak before breaking NRC has accepted fau'iy as* 
sump 'ions as (acts tcacAng conctus-on that LBB ©l mlnaies need for insp.Addf info 
enci. 

BOLEY.K Pub ic Gwen'S Cnucal Mass Energy Pre set. 89/07/01 CHJLK S Office of 
the Secretary d the Commission 4pp 46140.351*46140354 

8607160147 Comment opposing proposed ru’e 10CFR50 re expansion of apptcab.lity of 
leak before break technology to lunc'ional S pedormance tequi'emems for ECC5 6 
environ qua: ficatron 

^AKE.G A Atfiiiauon Not Assigned B8/07/02 Docketng & Services Branch, ip 


BS07110035 Comment opposing proposed rule 10CFR50 re leak-before brea 
nxhnology.Furihoi -use of subi technology tor ECCS would reduce ealoty assurance 
SM.e*y benehs Exported shows that plpo-ih nnlng progresses faster than expec 

0IRNIE.P. Maryland Nuclear Safety Coalition. 66/07/04. OlVce of the Secretarv ol tb 
Commiss-on. Ip 48136 338 46138 330 y 


P. Opera ling license stage documents & correspondence 


M 2^ 0l p^T,Toi ^ ,01 ,rt »> ' ,t ' m hydresialic test required | 
BFnlnwS Vf Pressure Ve$$el Code Sector) XI Requiremen:$ Impractical. 
BERKOW.NN Proieci Directorate lf.2 88/00/17. CRUDENDS Vlratnia Powat rv 
gi>aEledAc&P^ec Co). 3pp. 45991.243*45991-248 6 (V 


8006130168 NRC info NoUco 00 039, ’’LaSalio Unll 2 loss of Rodrcuiallon Pumps w 
Powe/ Osciiiailon Event.*’ Svc list cncl. 

ROSS1.C.E Division ol Oporotional Evonla AsBO&smom (Pool 070411). 00/06/15 
Consolidated Edison Co. of Now York, Inc 1 1 0pp. 4G07H: 1 6B 45970 200 


8806290035 Forwards Insp Ropta 50 200/00-21 & 50 201/00*21 on O0OS23*27-Nl>^ 
taiions or devlaiions nolod. ^ n , 

HERDT.A.R. Region 2, Ofc Of tho Dl/octor 00/06/10. CRUDL-N.D S. Virginia PotsO 
(VrQlnla Eleclrlc & Powor Co ). 2pp. 45974:3 16 45074:325. 

-8006290036 Insp Repta 60-2BO/G8 21 & 60-201 /0O-21 on 00O523-27.No violations 0* 
deviations notod Majo/ oreaa Inspoctod: Insorvlco Insp, fabrication NDE accnp.ar.ee & 
prosarvico insp of roplocomonl wolda In roclrculatlon apray sys 
NEWSOME.R.W, BLAKE.JJ. Roglon 2, Ofc of llio Dlroclor 00/00/13 
45974 317*45974:325. 


06062901 18 Ack receipt of 800522 Hr Informing NRC Of 8 fop 8 taken to correct viola' om 
noied In Insp Repis 50-200/06*12 & 60 201 /0O* 12. 

GRACE. J.N Reg-on 2 , Ofc of tho Diroctor. 00/06/17. CRUDERD.S VirgriQ Ppwd' 
0/irgln'a Eloctrfc A Power Co ) Ip 46974.330 46074 330 


8807060641 Forwards Insp flopis 60 280/00*17 & 50 201/08*17 on 000509*12 No eo- 
lations or deviations noted. _ 

HERDT.A fl. Region 2, Ofc of the Diroctor. 00/00/20 CRUDEN.DS. Virginia Po-mh 
(V irginia Electric & Powor Co). 2pp. 40103 : 1 19 40103-131. 


-6007060042 Insp Renta 60 280/88- 1 7 4 60*201/8817 on 000509-12 NO vlolflUons Or 
deviations noted Major oreaa Inspociod mod ro ropfacornont of conlelnmont rocircu-fl 
Hon spray coolers, procurement i Held Installation Including wold fabrication 
ECONOMOS.N., BLAKE.J J. Region 2, Ofc ol tho Director. 08/00/17. UpP 
48103-121-40103:131. 


0606160340 NRC into Not'ce 08 040, "Examiners Handbook for Developing OpotfM 
Licensing Exams." NUREG/BR-0122 & svc Hal oncl. , 

ROSSI, C.E. Dlvls on ol Operational Events Asaossmeni (Poet 070411). 68 /M/<r 
Consolidated Edison Co. of Now York. Inc. 237pp. 40240 : 326 - 46241:201 


6606170033 NRC Inlo Noilce 80*041 “Physical Proloctlon Weeknoseos Wont uH 
Through Regulatory Effecllvoneaa Reviews.” Svc list end. 

ROSST.C.E. Division of Operational Events Aasosamonl (Post 870411) 
Consolidated Edison Co. of New York, Inc. 122pp. 46970:034*45970:155 


00/00/2? 


6806170291 NRC Bulletin 80*008, “Thermal Stresses in Piping Connected lo RCS Sv* 
Tisl end. y 

ROSS!, C.E. Drvlslon of Operational Events Assessment (Post 870411) 00/00 ? 
Consolidated Edison Co of New York, Inc. 110 pp. 40019:037*40019:162 


8606300218 Identifies schedule for responding lo 000523 reouosi for addl in'o 16 
second 10*yr Inservlce insp prooram Rosponse will be provided by 000930. 
CRUDEN.D S. Virginia Power (Virginia Electric & Powor Co ). 88/06/22. Documoii 
Control Branch (Document Conlrol Desk). 2 pp. 46000:327*40000:328. 


8807070017 Forwards Insp Repis 6O-280/88-23 & 50*281/00*23 on 880600* lONO'to 
latlons or deviations noted. 

CLINE, W.E. Region 2, Ofo of the director. 08/08/23. CRUDEN,D S. Virginia FO** 
(Virginia Electric & Power Co ). 2 pp. 46123:00 1 * 461 23.003. 
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*•8807070020 Insp RGpts 50-280/B8-23 & 50-201/60-23 on 880806-10 No violaUons Or 
deviations noted Major areas inspected harriers. access controls.dotectlon 

ads. training. cont-ngoncy & safeguards info 

TOBIN.W J. MCGUIRE, O R. Region 2. Otc ot Iho Director. 00/00/22 Ip 40123 003* 
40123 003 

8806210038 NRC Into Notico 00 0*14. "Mechanical Binding of Spring Roloase Device in 
YVest'nghouso Typo OS 416 Circuit Breakors " Svc list oncl 

ROSSI.C.E D.vison of Ocorglional Events Assessment {Post 0704 1 1). 80/08/24 
Consolidated Edison Co of Now York. Inc 1 l3pp 460 1 9 153*46019:265 

&808240139 Suppl 1 Vo NRC Bulletin 00 000, "Theimal Strossos In P.p ng Connected 10 
RCS “ Svc list oncl 

ROSS1.CE. Division of Operetonal Events Assossmonl (Post 070411} 88/06/24 
Consol dated Edison Co. of Now York. Jnc 1 1 4pp. 46019.266*46020 010 

6607120300 Forwards Insp Ropts 50*200/00-25 & 50-281/06*25 on 080531-0603 Viola* 
t'cns noiod Enforcumont conference to discuss violations noted In encl rept & in Insp 
Reply 50-200/00 16 & 50 201/00-10 schodulod for 000706 

GRACE. J N. Region 2, Ofc of Ifio D.roclor 08/06/20. CRUOEN.D.S. Virg-nla Power 
(Virgin-a Electric & Power Co). 2pp 40147:264-46147.274 

-0607120310 Insp Repls 50*200/00*25 A 50 281/80*25 on 080531 0603 Violations 
no led Major areas Inspected circumstances surround.ng overexposure of greater than 

3 rams por calendar quortor to contract worker during Unit 1 refueling outngo 
COLUNS.T R . UOSF.Y.C M. Region 2. Ofc of Iho Director 80/06/20 9pp 46147:266- 
46)47 274. 

9607120355 Forwards Insp Rupls 60-280/08*16 & 50 261/00 16 on 080502*06 Viola- 
tions nolod undor consldo/ation for oscatatod onlorcemont action 
GRACE.J N Rogon 2. Ofc of the Diroctcr 00/06/20 CRUDEN.O S. Vrgiiva Power 
(Virginia Electric & Power Co) 2pp. 46140 270 4614G 203 

-6607120359 Insp Reply 50*200/80-10 & 5O-201/O0- 10 on 000502-06 Violations 
noted. Major areas inspocted radiation protection aspocta of Un t 1 outage hc’uding or- 
ganization & mgl conirols.tralnlnri & qualifications. 

BASSETT ,C.H, HOSEY.C M Rogion 2. Ofc of iho Director 80/00/00 13pp 
46140 201-46140 293 

6607120714 Confrms 800606 lolcon w/OA W'son ro onforcomont conforonco to bo 
ho'd In Rogion II ofc on 800706 to discuss emergency dlosol gonoralor out ol svc al 
North Anna & ovoroxposu'o Issue ut Surry 

GRACE.J N. Region 2. Ofc of Iho Dlroclor 80/06/28 CRUDEN.O S Virgin a Power 
(Vlrgnla Elecir.c & Powor Co) 2pp 46155-103*46155 105. 

-0607160334 Notification of B80700 onforcomont conforonco in Rogion II ofc lo discuss 
Inoperablo emergency diosol gonoraiors at North Anna & ovo/Oxpo$uru issuos at 
Surry 

CANTHELL.F. Region 2. Ofc of Iho Dlroclor 06/06/28 Rog'on 2. Otc of Iho Director 
ip 46155 105 46155 105 

0607120297 Forwards Insp Ropts 50-200/80- 19 & 50-281/00-10 cn 600516- 20 No v.o- 
lat ons or dovlaticr.s noted Unrosolvod Horn Idontiflod hi ropl will bo pursuod In fuluro 
insp s 

MERDT.AR Rogon 2, Ofc of Iho Dlroclor 06/07/01. CRUDEN.D.S Virginia Powor 
(Vrginla Eloclrlc 8 Powor Co ) 2pp 46140 332-46140 341 

-6607120300 Insp Ropis 50 200/08-10 & 50-201/08-10 on 0005i5-20.No vlolabons or 
deviations nolod Major areas impuclod local foak rate lusling & conlainmont integrity . 
WHlTENEfl.H L . JAPE.F. Rogion 2. Ofc of Iho Diroctor. 80/00/20 0pp. 40148 334 
40140 341. 

0606300347 NRC Info Notice 00-045, "Prob’oma in Proioctlvo Roloy & C rcult Breaker 
Coord-nallon.” Svc list oncl, 

ROSSI. C E D.vlslon of Opornlionol Events Assossmonl (Post 870411) 00/07/07 
Consolidated Edison Co. of Now York. Inc I04pp 48242 100 40242 21 2 

8007190077 Rosponds to NRC 060607 Ur ro violaUons notod in Insp Repls 50-200/88- 
1 1 & 50*201/00*1 1 Corrective actions requromont tor sorror reactor oporalors lo ado* 
quatoly 0QSQ39 & 1o9t components roinforcod by issuing written guidance 
CRUDEN.D.S Virginia Powor (Virg.ma Electric & Powoi Co.). 80/07/07 Documonl 
Control Branch (Documonl Control Desk). 5pp. 40215:357-46216 300 

8807060006 NRC Info Nolico 08-040, “Llcensoe Ropl of Defective Rofurblshod Circuit 
Breakers.” Svc list oncl. 

ROSSI.C.E. Division of Operational Evonta Aesoaamont (Post 070411). BQ/07/00 
Consolidated Edison Co. of Now York. tnc. I07pp 46231 201-46232:027. 

0007190226 Responds to NRC Bulletin 80*004, “Poionlial Safety-Related Pump Loss " 
Poientially suscopt.blo safety-roJalod pump & p<plng configurations do 
oxlsl Evaluations of ays in progress but havo not boon completed 
CRUOEN.D.S. Virgma Power (Virginia Electric & Power Co) 08/07/11. Document 
Conlrol Branch (Documont Control Desk) 2pp. 46200 140 46208.141 

6607120291 NRC Info Notice 08-040, “Llcensoe Ropl of Dofectivo Refurbished Valves ” 
Svc list oncl. 

ROSSI.C.E, D.vlslon of Operational Evonts Assessment (P091 870411) 80/07/12. 
Consolidalod Edison Co. of New York. Inc. 103pp 48242 000-46242:108 

8607190262 Responds to NRC 080613 Ur ro violations notod in Insp Repls 60-200/00- 

04 & 60 20 1/00 04 Corrective acllons:now monlhly aurveillanco program lor under/ 
ovortemp sotpolnl & control rolay voriheation implomontod Payment encl. 

CRUDEN.O S Virginia Powor (Virginia Electric & Powor Co.) 80/07/13. Document 
Control Branch (Document Control Desk) 6pp 46206:254-46206:250. 

6607200396 Responds to NRC 800013 Itr ro violations notod insp Repls 60*200/08-10 
& 50*281 /B0- 10 Corrective actions mgl Issued directives requiring eddl review & eval- 
uation of proposed tasks w/similar potonlial for high radiation exposures. 
CRUDEN.D.S, Virgm-a Powor (Virginia Electric A Powor Co). 08/07/13 Document 
Control Branch (Document Conlrol De9k). 11pp. 46228:126*46220:136. 

8807060306 NRC into Notico B8 047, “Slower-Than-Expected Rod-Drop Times.*’ Svc 
list encl 

ROSSI.C.E. Dlv;9ion of Operational Events Assessment (Post 870411) 68/07/14 
Consolidated Ed.son Co. of New York, fnc. I03pp 46240:222*46240 324. 


6607120553 NRC Info Nolco 68-050, ’’Effoci of Crcu»l Broader Capacilanco on Avail- 
ability of Emergency Powe- ” Svc list encl 

ROSSI, CE. Diviyon of Operational Events Assossmonl (Post 070411). 68/07/lB. 
Consolidated Edison Co of New York, Inc l tOpp 46257:250*46250.016 

8807180 10 1 NRC Info Notice 88 051. “Failures of M.SlVs ” Svc 1st encl. 

HOSSI.C E Division of Operational Evenly Assessment (Posi 070411) 89/07/21. 
Consol-dated Edison Co of New York, Inc. I2lpp 46257 086-46257 206 


S. Reportable occurrences, LERs A related correspondence 

6607120668 Summary of Operating Reactors Evenis Meetng 88*25 on 0BO62l.List of 
allen:Joes.d scosslon ot slgn-'canl olomenls of events & summary of reac.or scrams 
oncl 

LANNING.W Events Assessment Branch. 08/08/22 ROSSl.CE. Divison ol Oper- 
ational Events Assos9mom (Post 070411) I4pp 46121 100 46121 193 

B6070 10450 LER 80 014 00 on 8BO520.RCS PORV PCV-2455C cycled Open & 
closed. s-mulianeous w/RCS venting & fil'ing Caused by failure 10 revise RCS venting 
nrocodu'o Operor ng procedures revised W/8G062 7 Itr. 

BENSON, DL Virginia Power (Virgin ‘a Electric A Powor Co). 00/00/27 4pp. 
46000:150 40006.153. 


V. Operator Examinations 

6807120197 Advises that reactor operator & somor oporaior licensing oxflrr.s schodulod 
for wk of 801024 & siTiuifitor/oporahno exams schodu’ed lor 80lO26*27,por 
to’con.Uiil shou'd provide approved rot maul sled )n Encl \ by 880801. 

JULIAN, C A Region 2, Otc ol the Dl'OCtor. 80/06/27. STLWARf.W.L Virgnla Powor 
(Virginia Electric & Powor Co) tOpp 46150 319-46153 328 
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F. Security, medical, emergency A fire protection plans 

8807050360 Rovisod orr.ergoncy plan Lmplomonhng pro cod urns. I ".eluding Rev 48 lo F3- 
2, ' , Cl03gi1ollons ol Emergencies,” Rov 2 lo F3 5 1, ‘ ‘Switchboard Operator Dulles” 
A F3-23 5. "Post- Acc-dunt Pr mnry Hydrogen A Radiogas " W/000616 Mr 
FEY.F L Ncrlho/n SlfUos Powor Co 00/00/16 lOUpp 46025 265*46020 013. 

6807210320 Forwards Safely Insp Ropts 50*202/00 06 A 50 300/00 C0 on 800622- 
24. No vlolat ons noiod 

SHAFER.WD Rog:on 3. Ofc of Iho Diroctor O0/O7/12. LARSON.CE Northern 
Statos Power Co 2pp 40233 250*46233.282 

-8807210341 Insp RoplS 50*202/00 08 & 50*306/09-08 on 880622-24.No 

Violations. doliclon.clos or dov.at-ons noted Major areas inspoclod: emergency proparod- 
ness exorcise. 

SMITH, M J.. FOSTER.J.E., SNELL.W G Rogion 3. Ole ol iho Director. 0B/07/1 1. 9pp 
46233:252-46233:202 

-8B072 10347 Rov 0 to “Northern Stetos Powor Co.Socticn ll.Exerclse Objectives & 
Guldo!inn9.“ 

* Northorn Status Power Co 80/07/12 18pp 40233 261-40233:270. 

-6807210360 Rov 0 to "Ncrthern Statos Powor Co Soct on V Exorcise Scanario.Part 
1 Narrative Summary." 

* Northorn States Power Co. 00/07/12 4pp 46233:279-40233:202. 


I. Financial information 

6807070306 Forwards summary of compfoiod & planned notficotion A consultation 
activities Systomwldo commjnlcation plan undor dovofopmont for consolidation 
Gffort.lncludmg dove’opmonL of now publication to update employooft on progress. 
KlNGSLEY.O D System Energy Resources, Inc. 88/06/29. Document Conlrol Branch 
(Document Control Do9k) 7pp. 46125:353-46125:359. 


P. Operating license stage documents A correspondence 

B806290383 Subm is addl info re 670920 application for amends to Ucensos DPR-42 & 
DPR-60 to turbine volvo test frequoncy reduction. Vatvos tested for proper operation 
on monthly basls. 

MUSOLF.D Northern Statos Power Co 08/00/24. Document Control Branch (Docu- 
ment Control Dosk) 3pp 45904 266-45004 260 

8807050646 Notification of 880710 meeting w/util In Rockville, MD to discuss plans for 
installation ol two addl diasol generators that would provide alternate power capability 
lo meet NRC station blackout requirements. Mooting agonda oncl. 

DllANNl.O.C. Projocl Directorate MM. 00/06/28. VinGILIO.M J. Projoct Directorate III 
t.6pp 45988 067-45090072. 

B807070366 Forwards summary of compfeted & planned notification & consultation 
activities Systemwldo communication plan under development for consolidation 
effort, including development ot new publication lo updato employees on progress. 
KINGSLEY, O.D. System Enorgy Resources, Inc. 08/00/20. Document Conlrol Branch 
(Documont Control Desk). 7pp 46I2& 353-40126:359. 

8607180202 Forwards oppl cation for amonds lo Licenses DPR-42 & DPR-60. changing 
peaking factors per upper p'onum injocllon best estimate LOCA prog ram. Foe paid. 
MUSOLF.D. Northern Slates Power Co 80/07/05. Document Control Branca (Docu- 
ment Control Desk). 2pp. 40204 245-46204:310. 

-8807180204 Application for amonds to Licenses OPR-42 & DPR-0O,chang ng peaking 
factors per upper pfonum Injection best estimato LOCA program. 

Ml l<;m C n kWthrtrn QlolftC Onvuof rn RAIM/nC> Ann •>A'} . A 
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-8807180211 Oc-v 1 to Safer* R01. 69/06/30 

WOMCiOVW.SO Nertrem Stetes Pc*e< oo 
32pp <1620-1 26^ 462C4 296 

-6907160212 ' Ccr-.O'-.Stfflt.cn Ol Centers ante C * P« f ® ,sla " d Un,,S 1 & 2 10 A P p K & 

HR) *KM29M6SO*3lO 

£8%?5|? iKS.* £?J §«$’’> •""** Corsol ^ le3 

Edvjn Co of New York. Inc 51po 46257 207 46^57 257. 


Q Inspection reports, lE Bulletins & correspondence 

8806130168 SKC m'o Moico 66 039. LftSaloUi, i Loss ol fleci cu'ai on PutPS W 

pSk-Se' 'o ^ 1 e8/06, “ 

Const' i3!-;d Eo son Co o, (.'** '"oik. lie HCPP 46976 156 45976 J66. 

4606160340 rmC Wo Nc'co 68 040. C-aTte'S Handbook 1C Oo»8iopi->j Ope.'ator 
Licensing Eians ' NlREG/GR 9'2? & svc l st ercl fl7fld1u 99/06/22 

firt^iCE Dvs.Tn c* Opemtona' EvOrts Assessment (PoSl 870411} 89/otj/^ 
tofsoid^d tosonlS. o^e-vork.'nc WPP 46240335.4624,301 

9906170033 NRC Inte Nctice 66 041. Physcal Prctecion Weaknesses Ider.MiOd 
Through Refiu'a’or/ Effect**'?** Renews Svc I St en: fln/06/22 

RGSSVCE Won o* Ope.&twM Everts Assess jam (Post MW 1U 83/06/22 
Co'-iu' dated Ed son Co ol f.ew York, me I22f P 4 -9' a 034 45976 1 55. 

6606170231 NRC Bjie'Ji 68 C08 Thermal Stresses n P png Connected lo RCS SvC 

ROSS’ CF D-vis.on ol Opera un a I Events Assessmem (Posl 670411}. 89/08/22 
Ccr.su idated Ed son Co of New York, me I16pp 46019 03? 4b019 152 

8806210038 NfiC frfo Not C0 80 044. Mechanical Brdng ol Spnng Release Dev.ce n 

west nghouso T Y po DS 416 C/cu-1 Breakers Svc 1st encl . ammia 

ROSS' CE Dwison ol Operators Events Assessmsr (Pcs 87041 M 88/U6/24 
Ccnso’ dated Ed.son Co ol New York. me. 113PP 46019 153 4 6019 265 


6606240139 Sup* 1 to NRC G-mn 68 0C8. Thermal S'/essas h P.png Connected to 

RCSSi C^E * Dwsicn cl Opemtona: Evenls Assessment iPost 870411) 89/06/2-v 
Consol dated Ed. son Co of New York. Inc H4pp 46019 266 46020 016 


6807060273 Forwards SateTy Insp Repte 50 202/89 09 & 50-306/88 09 on B80526 & 
0617 No viO'atiOns noted 

HARR -SON J 3 Reg on 3. Of: of tr.e CteCW. 68/06/30 LAftSON.C £ Northern 
Slates Power Co ?pp 46106 233 -46 1C6 238 


-6907060278 lr\9p Repis 50 2B2/09 C9 & 59*306/88 09 on 690526 0617 No v.o’aTor.s 
or delations noied Ma.or a'eas inspected act on on previously idenii f ed concerns re 
pip no op-erabi’ *y 8r,a'ys;9 

GAVULA J A . DANiaSON.O H Reg on 3, OfC cf Iho D-reCtOr B0/O6/3O 4pp 
46106 23S 46106 230 


8806300347 NRC trte NcT/ce 88045. ’ Problems In Protective Relay & C rcuil Breaker 
Coordination Svc l.Sl engl 

ROSSI.CE Or/.sion ol Opc-raT.or.ai Events Assessment (Posl 67041 1) 8B/07/07 
Consr/, dated Ed son Co of New York. Inc 104pp 46242 109-46242 212. 


8807100260 Responds to NRC Bulein 88 004. Potent -at Safety Reia'ed Pump Loss." 
Fac-Lty has no safety-related sys w/pump & pping sys configuration that cfods nol 
preclude pump- lo* pump interaction. 

LaRSON.CE Northern Stales Power Co 88/07/07 Office ol Nuclear Reactor Regu- 
lation. Director (Post 870411). 5pp 46158 354-46198 358 


8807210354 Forwards fnsp Repis 50-282/88 08 6 50-30B/88-0& on 880515 0825.No 
vK> f at'O r s noted Response c’anfying ovents surrounding 880525 actuation & status of 
cor trots ovor substaben work requested 

AXElSON.WL Region 3, Oic ol tha O.iectoi 88/07/07 lARSON.CE Northern 
Steles Power Co 2pp 46234 203 46234 212. 


-8807210357 tnsp flepts 50 232/88 08 & 50-306/88 08 on 880515 0625 No violations 
noted Major areas inspected previous insp find ngs, plant operational 

Safety.rriai.'il.surveiHancos.ESr sys LtR to : lowup & spent fuel pool actrv.ties. 
8URGESS.B L. Region 3, Ofc ol Ihe DreciOf 88/07/07. fipp 48234:205-48234 212. 

8807080006 NRC Info Notce 88-046. "Licensee Repi ol Defective Returb'shed C rcolt 
Breakers." Svc ksl encl 

ROSSLCE. Orc.sicm of Opetaivonai Evems Assessment ^Posl 8704)1) 88/07/08 
ConscH-Claled Ed.son Co. of Now York. Inc 107pp. 4623 1:28 1-46232 027. 

8807140022 Informs lhal uLl 880316 wspoasa 10 NRC Bulletin 66-001, "OeleCtS i n 
WosTihghouse Ci/cuii Breakers" satisfactory. Response con'.rrrs tnai West-nghouse 
DS senes circuit txeakers nol used in sa'ety re’ated appl.catons at plant 
DiiANNi.OC Project DrecTorate f.J-l 88/07/09 MUSOLF D M Northern Slates 
Power Co 4pp 46175 357-46175 360 


8807220253 tntorms tha« response to NRC Bu-let.n 88 001. "Defects in Westinohoi 
Otcw\ Breakeis," sabsfaciory & rio lurthot reply necessary 
Dll AN NIL DC. Project Directorate 111-1 88/07/08 MUSOLF OM Northern Sta 
Power Co 3pp 46249:105-48249.106 

0807120291 NRC Info Notteo 68 048. "licensee flepl of Defective Refurbished Valve 
Svc list enct. 

ROSSLCE DMs*on of Operational Evems Assessment (Post 870411) 88/07/ 
Consoiuja.ed Edison Co oi New York, fnc. I03pp 48242 006-46242 108 


ft ,107210341 Insp Hop, s 50282/00 08 4 50.306/fl0_06 on 88C622 }, 

' violations Oo'^onopso, flevlaWna noloU Malor nroos Inspoclod omer a ency pi^j 

SWTHM J^FOSTEP.J E. SNELL.W.G nogloi, 3. Ole ol tlio Director M/0?/li g w 

46233.252*40233 2B2 

-88072 10347 Rev 0 to "Northorn States Powor Co.Socllon II Exerclso Objoctrvos A 

^ Nonnwn Sialoa Power Co 80/07/12. ,Bpp *6233 26, 40233.270 

-8807210350 Rov 0 to "Northern SlPtos Powor Co Sucllon V.Exo rclso Scona-io.ru 

LScm ISpwo- Co 06/07/12 4pp 40233 2/0-18233 202 

B8070B03ft6 NRC into NoUco 00 047. "Slowor Tlmn Expoctod Rod-Drop T-mw- Sv: 

nAl2?r F n-vs on of Ooorationol Evonts Aesussmont (Post 070411). 68/07/H 
Sdalbd Ed son Co. ofNow York. Inc l03pp. 46240 2??*46240 324. 

8007120560 NRC Info Nohco 80 040. ‘‘Mttrkiny.Hftndl ny.Conlrol.Stofago & Oosir when 

nntfii ^E^DMslon S of C Ouamfional Evcntb Aseoeemorit B704U) 

cSSSfcwd Ed.son CO of Now York. Inc. I03pp 46241:263*40242:005. 

8807120553 NRC Into UoVco 66 OSO. "Ettocl ot CitcuH Rroekor Capacitance on 
abi’.N of Emorgoncy Powor." Svc list oncl. 

nn^iCE Dn/.sion ol Oporoional Evonte Assoaemont (Poet 070411) D8/0//16 
OwSdalodEdson Co of Now York. Inc. 1 10pp 46257.260-40250.010 

8007180101 NRC info Noiico 00-051, M Fai : uro9 of MSIVa.” Svc hat oncl 
ROSSI CE D-v.s on of Operational F.vonls Aesoaamonl (Post 870411) 08/07/21 
S»„i c,i tn n r.n « Mnw Ynrk. Inc 121 dd 40257:000 40257:200 


R. Periodic operating reports 4 related corre&pondonco 

00072 10328 Monthly oporot-ng repts for Juno 1000 for Proirlo Island NuClOftr Gorornli^ 

DUGSTAELD, MUSOLF.D. Northorn Stetos Powor Co 00/00/3U. 9pp. <10237.1 IT} 
46237 127.’ 


V. Operator Examinations 

8807120115 Forwards draft Rov 5 lo ES*601, "Admin-sfrniion of NRC Roqu(i"icnT-o , ‘ 
Program Evaluaiions." W/o oncl 

WRIGHT QC Raglan 3 Otc af tho Director flfl/00/23 AMUNDSON, T. NoilliOir 
States Power Co Ip 46 149 352*461 49.362 

DOCKET 60-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8807130362 Forwards Rov 11 lo Radiological Emorgoncy Moeponao Plan Socl-on M 
"Recovery & Roontry Plonn ng & Post-Accldonl Oporotlons" . (1 . 

MOHRlS.K.J Omaha Public Powor District. 00/07/07. Documonl Control Unr-th 
(Documont Conlrol Desk). 2pp. 40 104 0 11-46 164.023. 

-8807130380 Rev it to Rodiologco) EmurQOncy Rosponso Plan Soctlon M. "Rgccvor/ 
& Reontry Piann-ng & Post-Accident Oporotlona." 

FRANCO .F F. Omoha Public Power Dslncl 00/07/07 llpp 40164.013-40104 023 


H- General correspondence 


8S070B0365 NohLos of NRR projocl monagor assignmonts in offoct for plant PD Mi-s>; 
designated protect monagor Proloct manogor tfunos in obeonco of M lano wil> bo « 
sumed by PW O’Connor. _ . ,. _ „ 

CALVO.J A. Proloct 0 rocloralo JV. 00/06/23. ANDREWS^. L. Omaha Pubic Kw* 
DisTnct Ip. 46100 263-46100.203. 


8807070166 AdvlBes of orgonlrflllonot changoe doslgnod to Incroaso corn mu nice ions A 
improve operations & support performance. . fl 

MORRtS.KJ. Omaha Public Power DisVici 00/07/01. Documaht Control 
(Documont Control Oosk). 6pp. 46125.272-40126.270. 


J. Insurance & Indemnity Information 


8807210207 Advlsoe that 60002? Imanclftl Inlo eatisflos toqulromenls of 10CFRHO 
NASH.D A. Policy Development & Technical Support Branch (PobI 070411). flan/ 
05. LEARCH.P C. Omaha Public Powor DlairlcL Ip 40234: 1 72-40234:172 


K. Utility Final Safety Analysis Report (FSAR) & emends 

8807060546 Forwards updated SAR for Fort Calhoun.Updalo addressee organlrflT)^' 
changed & revises Sections 9 & 12,Apps A & E of updatod SAR. 

ANDREWS, R.L Omaha Public Powor District. 00/06/30. Documont Control Bu™ 1 
(Document Control De9k). 3pp. 481 10:2)7-461 10.209. 

-8807060554 "New or Revised Page, Figure &/or Table Numbers to Updatod SAR. 

’ Omaha Public Powof Oislticl. 68/06/30. 6Bpp. 401 10.220-461 10 2B9. 


P. Operating license stage documents & cofreepondence 



0807050433 Forwards "Fort Calhoun Suition Performance Indicators." 

ANDREWS. R.L. Cmaha Pubic Powo' District 08/06/27 ROURNIA.A. Pro.GCl D-roc* 
to'flie IV. ip. 46073.033 46070 10? 

-6607060463 “Fort Calhoun Station PorfOrmar.ce Indicators " 

* Omaha Pubi c Power District 00/05/31. 74pp 46073 034-48073 107 

G807070532 Forwards response to NRC 080217 request tor add Into ro NUflEG- 
O737,ltom II D.1, ' Performance Testing Of Relief & Safety Valv09 " Ooelng Comp iler 
Svcs memoranda also oncl. 

ANDREWS, R.L Omaha Public Powor Distnci 00/06/20 Document Control Branch 
(Document Control 0 09k) 12pp 46126103 46125197. 

6807110405 Forwards Amend 114 to Llconso DPR 40 & safely evaluation Amend up- 
dates RCS prossum-icmp 'imiia tor hyaiup & cooldown to rotleci new (\joncc predic- 
tion developed & more hm ling chemistry taclor for Wold 3*410. 

MILANO.P.D Project Dreclorate IV 08/06/28 ANDREWS H l. Cmaha Pub'iC Power 
OiSthcl 4pp 46141009 46141.105 

—0807110414 Amend 114 to License DPR-40 updating RGS prossuro-tomp li'n.ts for 
heatup & coo'down to rofloci now fLior.ce prodid-on developed & more limiting chom 
islry factor associated w/Wold 3 410 

CALvO.JA. Projoct D roctorato IV 88/06/20 0pp 46141 093-46141. 101. 

“8807110431 Safety eva'uation 6uppcrtng Amend 114 to License OPR -40 

* Office of Nucloer Roactor Rogulallon. Director (Post 070411) 68/06/28 4pp 
46141 102*46141. 105 

B 807070229 Forwards rosponso 1o request for addl info ro NUREG-0737, Item HD 1, 
Pertormanco Testing of Relief & Soioty Valves fer Fort Calhoun Station” Final re- 
sponse will be submitted by 801 1 10 

ANDREWS. R L Omaha Pub'iC Power District 08/08/30 Document Conlrol Branch 
(Document Control Desk) 5pp 48136 287-46136 291 

3007070169 Summaries 8Q0G30 discussion w/NRR A Rug on IV re errors lound In 
Cycle II 9Glpo:ni analysis. Erro*9 caused by prucod.jral omissions in C F ire ring & mis- 
understanding between C F & utl.Thorinal margin trip solpoinls changed 
MORRIS.KJ Omaha Public Power D.stuci 00/07/01 Docurnont Conlrol Oronch 
(Document Control D09V) 4pp 4G 136 335 40130 338 

3807110191 Forwards Arnond 115 to l.iconso DPR 40 A safely ovaluation Amend re 
vises Section 5 ol Tech Specs to incorporate record orgam/olionnl & Job hilo charges 
& to removo onsite & off&iiu organvaiional chans. 

MfLANO.P D Proiocl Directorate IV Hfl/07/01 ANDREWS.n L Omaha Public Power 
Disirlct 3pp 46130.314-46138 333 

-8607110197 Amend 1 15 lo License DPR 40.rov.a'ng Section 5 of Toch Specs to incor- 
porate rocont organ:7ai-onnl A |ob Mlo changes 0 lo remove onsito 8 otfs-to organira- 
t onai charts 

CALVO.JA Slflncfard znlipn A Non Power Roactcr Pro.oci Directorate. 00/07/01 
I3pp 46138.31 7 46138 329 

-8807110196 Satoty ovalunllon supponing Amend 1 15 lo License DPR-40. 

* OlfiCQ of Nuctoar noactor Regulation, Olroctor (Post 870411) 08/07/01 4pp 
40138:330*40130 333. 

8807120292 Forwards chary os to reload methodology top cal ropt 10 rolled u90 of 
more efilcloril computer codo util rod for cO'ti analysis Enel dccumonts wdlihold (ref 
10CFR2 700). 

MORRIS.KJ Omaha Public Power Dlslr.cl flrt/07/00. Document Control Branch 
(Document Control Dusk). 4pp 46166 030 46150 013 

8607140307 Summari/os d.acussons ro plant at NRC somor managers 000820*20 
mootings conducted to roviow performance of operating plants.Pctilic inooilng echori* 
clod for 8Q0713 to rov.ow results of mooilngs 

STELlO.V. Ofc of Iho Enocutive Director fer Oparatlons. 00/07/00. PETERSON.K.M 
Omaha Public Power District. 2pp. 46175 100-461 75 1 0 1 

0607130464 Gonorlc Ltr 0B- 1 1 to all l.consocs of cporallng roactcrs & holders of CPs ro 
NRC position on rotflaton ombnUlomortt of reactor vossol molls & impact on plant 
operat ons Svc l.st & Rev 2 lo Rog Guido l 90 oncl 

MIRAGLIA.F.J. Associate Drectot fer Projects (Post 070411). 00/07/12 Consolidated 
Ed.son Co of New York. Inc. 5lpp 40257 207-46257.257 

0607250179 Forwards application for amund lo Llconso DPR 40.nmonding table of con- 
tents of Toch Specs & ref In Section 2 19 Foo pa d 

MORRIS.KJ Omaha Public Power District. 80/07/19. Docurnont Control Branch 
(Document Conlrol Desk), ip 46273 022-40273:033 

-6807250181 App'icaiion tor arnond to Uconoo DPR-lO.amondlny inb’o ol conlonls A 
ref in Section 2.10. 

MORRIS.K J Omaha Public Power District 00/07/19. 3pp 46273 023*40273 025. 

“8607250186 ProposoU Tech Specs tab'o of conlonls A Soclion 2 10 

* Omaha Public Power District 88/07/19. Opp 46273 020*46273.033 


O. Inspection reports, IE Bulletins A correspondence 

6606130168 NRC info Notice 08 030. “LaSalle Un.t 2 Loss of RecrculaLon Pumps W/ 
Power O sc I ’fat ion Event.” Svc list oncl. 

ROSSI.CE Division ol Operational Events Assessment (Posl 870411) 00/06/15 
Consol.datod Edison Co of Now York. fnc. 1 tOpp 450/8:156-45970 266. 

8606160340 NRC Info Notice 88 040, "Examinors Handbook for Developing Operator 
Licensing Exams.” NUREG/QR-0122 & svc fist oncl 

ROSSI, C.E. Division ol Operational Events Assessment (Post 870411) 80/06/22. 
Consolidated Edison Co. ol Now York. Inc. ?37pp 48240 325- 4824 V20Y 

B 606170033 NRC info Notice 08-041, “Physical Protection Weaknesses Ido.nt.fled 
Through Regulatory Effectiveness Reviews.'’ Svc I at oncl. 

ROSST,C.F. Divis'on of Operational Evenls Assessment (Post 870411). 80/06/22 
Consolidated Edison Co. of New York. Inc. I22pp 45070 034 45970.165 

8606170291 NRC Bulletin 80*000, ”Thormal Stresses in Piping Connected to RCS,” Svc 
list oncl 

ROSSI, CE. Division of Operational Events Assessment (Post 87Q4U). 88/Q6/22 
Conso’ldatod Edison Co. of New York. Inc. 1l6pp 46010 037*46010.152 


6806290462 Forwards Insp Ropl 50-2G5/88-12 on 880404 00 & 18*22 A notice of 
violation Concern expressed re apparent inattention lo detail which resulted n individ- 
uals w/lnpsod quallficaiicns pertevm ng s graturo approval 

CALLAN.l J Rogion 4. OfC Ol Iho Diroclo-'. 60/06/23 ANDREWS.n.L. Omaha Pubic 
PoworDstnct 2pp 45900 125 45908.141. 

-0006290491 Notico ol vlolaton from ms p on 000404-22 Violator noted l-consod 
senior roaclor oporator fared to attend majority of preplanned lectures schedjlod by 
liconsoo roqua'dicalion program 

* Rog:on 4, OtC Ol tlu> Didder 60/06/21 Ip 45980 127-45900 127 

-0806290495 Insp Red 50 205/00-12 cn 880404-22 V.cla1ions notod Me;or aroas 
Inspected l censed cporaior train ng programs 

PICK.GA. GAGLlAPDO.J E Region 4, Ofc of the D, rector. 80/06/13. 14pp 
45900 120 4590ft 14 V 

8006210030 NRC Info Notco 08 044. Meehan cal Blnd ng ol Spring Release Dov.co in 
Wesllr.Qhouse Typo DS 416 Circuit Breakers" Svc list oncl 

ROSSI.CE. Divison of Oporetonal FvoniS Assessment (Post 070411) 08/06/24. 
Ccnso'irJated Edison Co of Now York, Inc 113pp. 46019.153 46010 265 

8606240139 Suppl 1 to NRC Bulletin 08 000, "Thermal Slrossos *n Piping Connected to 
RCS “ Svc I st oncl 

ROSSI.C E. Drvison bl OpoioVir.nal Evnh'.S Assessment (Post 670411) 08/06/24 
Consolidated Fdison Co of New York, Inc 114pp. 46019.266 46020 010 

0807050405 Ack recepl of 000603 Ur informing NRC Of Stops taken to ccrrocl vclatlons 
rOted In Insp Ropt 5O-20S/80-1O Followon insp will ho conducted to determ ne if unro* 
solvod item accopiablo.doviaiion or oro or more violations 

CALLAN.L J flog on 4. Ole of the Diroclo' 08/06/20. ANDREWS.R.L Omaha Public 
Power District 2pp 40114 210 46114 211 

0807070206 Forwards addl into as requested In NRC 800517 Ilf to violation noted In 
Insp Ropt 50 265/80 02 

MOnniS.K J Omaha Public Power D strict 88/07/01 Docurnont Cor'to 1 Branch 
(Documoni Control Desk) 2pp. 46125 277-46125 331 

-0007070474 Rov 4 lo Administrative Procedure AS. "Procu/o.mont of Mail A Labor" 

■ Omaha Public Power Distvcl 00/04/30. 22pp. 46125 270 46125:300 

-8807070400 Rev 6 to Design Procedure 0-5. ‘‘Control ot Mail A Equpmonr for GSE 
Englnoofml Mods at Foil Calhoun Slahotv” 

• Omaha Pvbl c Power Dish cl 07/06/30 15pp. 46125 301 46125:315 

-0807070403 Rev 2 lo Doslgn Procedure B 7. ' Evolualon of (lids " 

’ Omaha Puhl c Powor Dish cl 80/02/20 IGpp 40125 316 46125:331 

8607070434 Ack roculpi of 000526 Ur Inform!.' g NRC ot steps iflkon to correct violations 
noted n Insp Ropl 50 206/06 20 Rovisod schodu’o for complelion ot deficiencies 
nolod in ropt acceptable. 

CAU-ANA J Region 4. Ole ol iho Duov.tor 00/07/01 ANOREWS.R L Omaha Public 
Powor D.stnct. ?pp 461 18.232-401 18 2J5 

8007120123 Ack rncolpt of 800527 Ur Informrg NRC of slops lakon to correct violations 
nolud In Inst) Ropt 50 205/00 11. 

CALLAN.L J. Region 4, Ofc of Iho Dlroclor 08/07/01 ANDRE WS.R L. Omaha Public 
Power Dialect. 2pp 46154 171.46154 172 

8807120100 Forwards Insp Ropl £0-205/08 16 on 000501-31 No v.o’aiions noted 
CALLAN.L J Rogion 4, Ofc ot tl'.o Utrocl«c B8/07/0G ANDREWS.n L Omaha Public 
Powor Disirict 2pp. 46135 263-40135 2/5 

-0007120100 Insp Rept 50-205/00-16 cn 000501*31 Ng violations or donations 
noted Major aroas -nsnoctod operational safety vonl cot on.aafoty-related ays 
wnlkffown.n.onlhiy mamt A Surveil anco obsorvallons & roviow of poriodic ropts 
HAnnF.H..PH nElSJ . WESTERMANJF Rogon 4, Ofc of Ihn Director 88/06/30. 
Ilpp 46135 265*40135 275 

8807 140304 Forwards slldo ptesomabon used duiliNg 880600 ontoicen'Kml contercnce 
hold lo discuss dolors oi insp Ropl 5O-285/80- l5.Rosponee9 to question raised 
during conference also oncl 

MORniS.K J Omaha Pubic Powor Distnci 00/07/05 Document Conlrol Branch 
(Document Conlrol Desk) 40pp 46175:200 46175.209 

6807130066 Forwards updated status ropt for opon Items from NRC Insp Rept 50*265/ 
GB-05 .Procod.ir© HP-0, “Cor'amination Control" rowsed on 000701 to Include roquire* 
monts for p'acomoni of radiolcn cni waste A usod nroioclive clothing 
M.QRRIS.K J Omaha Public Power Q .struct 88/Q7/CG Oocumonl Conuol Branch 
(Document Conlrol Desk) 14pp 40163:334-46163:347. 

80O83OO347 NRC Info Nolice 80 045. ’’Problems rn Proioctivo Rolay A Circuit Breaker 
Coord nai-on ’’ Svc tisl end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) B0/O7/O7. 
Conso'idated Edison Co. of New York. Inc. 104pp. 40242. 109-46242.2 12. 

80071 10411 Forwa'ds insp Ropt 50*205/08- 18 on 860606*10 No violations or devi- 
ations nolud 

CALLAN.L J. Region A. Ole of the Dlroclor 88/07/07. ANDREWS.R.L Omaha Public 
Powor Dlslricl. 2pp 46141 243-40141:260 

-8007110416 Insp Rept 50 285/06*18 on 800606- l0.No violations or deviations 
noted Major areas inspected wato/ chomlsiry A rad o chemistry programs, post-accident 
sampling sy9 A water chomistry confifrnatory moasu/omenls. 

NICHOLAS. J.B . WlSE.R.. BAER.R.E Region 4, Ofc of the Director. 08/00/30. I6pp 
40141 245 40141 260 

8007000006 NRC Info Not«co 00 046. "Licon9eo Rept of Defective Refurbished Circu.t 
Breakers." Svc Il9t oncl 

nOSSt.CE. Division of Operational Events Assessment (Po9t 070411). 88/07/00 
Consol datod Edison Co of New York, fnc 107pp. 46231:281-46232.027. 

8607120611 Responds TO NRC Bullet n 00-004 ro polontisl safoty related pump 
loss. Response firrllod only to satety-roletod coninfugal pumps oqulppod w/common 
mlnlflow roc rculatlon I nes 

MORRIS.KJ, Omaha Pubic Power District 88/07/08 Document Control Branch 
(Document Conlrol Desk) &pp 40148 226*46140:230. 



8007120291 NRC Info Notice 88 046. ‘licensee Rept of Defective Refurbished Valves'* 
Svc fist enci. 

ROSSI. CC Drvsion ol Operational Evenis Assessment (Post 870411) 80/07/12 
Consolidated Ed son Co of Now York. Inc 103pp. 46242 008-46242. 1C8. 

8807080386 NRC info Noico 88*047, "S'o war- Then -Expected Hod Drop Tirr.es' Svc 
list end 

ROS-S-l.C.E. Division of Oporelonal Events AssessTont (Posi 070411) 88/07/14 
Con so' -dated Ed.son Co of New York, 6nc 103pp. 46240 222 46240 324. 

8087120550 NRC info Notice 88 049, “Mark ng. Hard 1 r.g Control, Sto'age & Destruction 
of Safeguards info.” Svc ii9l encf 

ft OSSLC E. Division ol Operational Events Assessment (Post 870411). 08/07/18 
Consolidated Edison Co of New Yo*. Inc 103pp. 46241 263 46242 005. 


NEIGHBCRSJD Project Di roc to *ate I- 1 P0/O0/23 RRONS.J C Now York P 0 wor Au- 
thonty (forme-ly Power Autho* ty of tho Slato of Now York) 3pp 46111203 
4611 1 308 

-8807120405 Notice of consecration o' issuanco ol amnr:d to license DPR 04 & pro 
posed NSMC deiormnal>on & oppO'Unry fcr honr.ng re 880509 apphratcn td amorc 
concerning spent fuel sto-ago tacis 

CAPRA ft A Pro|eci Directorate I- 1. 88/06/23. 13pp 4G1 11 296 461 It 3C8 

8807060096 Responds to 880524 request fo' adcl into ro response to Gonoric It' 63 
2a,ltem5 4 2 3 A 4 2.4.Companson of plani roactor t*.p breaker innr.1 program to ro 
qj rnTonls of ongo ng i .lo que'ihcal cn program oncl 

0RONS.JC Now York Power Authority (lormo'ly Power Auiho'ity of ihe Stale of Now 
Yo'k) 08/06/27. Qocumo.nl Control Branch (Uoc.jmunt Conhol Desk) 4pp 
40088 324 46088 327. 


8007120553 NRC In'o Notice 63-050, 'Effect of C rcu i Breeke' Capaciianco on Avail 
ab-'ity of Emergency Power." Svc -isl enci. 

ROSSl.C E Oiv sion of Operat onai Events Assessment (Post 870411) 80/07/10 
Consolidated Ed son Co of New York. Inc t I9pp 46257:258 46258 016 

8807180101 NRC Info No'ico 88 051. "Fa bras of MSiVs" Svc list enci 
ROSSI, CE Division of Operational Evenis Assessment (Post B70411) 80/07/21 
Consolidated Edison Co. of New York, Inc. 121pp. 46257 086 46257 206 


9. Reportable occurrences, LERs 8 related correspondence 


8807010054 IER 84-01 5 -01. on 840702,'oad over PCS fiuspondod from eux.i ary hook o ( 
polar c*are vio'a'.ed Toch Spec 2.ii(lj. Procodure change made to RC-S vent A leak 
leal operating in structions W/86062 1 Hr 

PHILLIPS.W.C, ANDREWS, RL Omaha Public Power D.slncl 08/08/10 3pp. 
40017 282 46017 284. 

8907060371 LEF1 60 01 1*03 on 8B0327.ccr.ta r.rnem irteg'ity loai because Swage'ok 
cap on PC-743 lest tee removed for toak rale lasting nol re'nstalod until discovered 
on 8604 '9 Caused by inadequate procedure Procedure upgraded W/080 70 1 Itr 
KECYJO, MORfVS.KJ Omaha Pubic Powe* District 68/07/01 0p p 48103 338- 
46103345 


V. Operator Examinations 


8806290402 Forwards Insp Ropt 50-285/80-12 cn B BO 404 08 A IB-22 & nolle o o' 
violation Concern expressed re eppa'em inaPoni on to detail which resolied in mdivld 
uats w/lapsod qualifications perform r.g si-gnaiuro approval 

CALlAN.l.J. Rogon 4, Ofc ol tho Diraclor 08/06/23 ANDREWS, R L Omaha Public 
Power District 2pp. 45986 125-45968:141. 

-6006290491 Not co of v.olalion frem Insp on 860404 22 Violation noted iiconsod 
senior reactor operator failed to aitond ma orlty of prep ! anned loclures scheduled by 
l-censee requoli'ication program 

* Region 4, Ofc Of Iho Drecter. 88/08/23 Ip. 4599B 127-45998 127 

-8606290495 (nsp Repl 50-285/80-12 on 880404-22 Violai on 3 noted Major areas 
inspected licensed operator training programs 

PlCK.GA, GAGUAROO.J.E Rog-op 4, Ofc Of tho Di'eclor. 86/06/13. I4pp 
45908 128-45988:141 

8807080252 Notification of 800714 mealing w/uti’ in Arlinalop.TX to d scuss sum-nary of 
facility requalificallon exams & lessons teamed Job task analysis, exam item dovc'op 
(neni & procedure rav & comp fro nee 

PEllET.J.L Region 4, Ofc of lha Director 88/08/24. Region 4. Ofc ol ihe Director. 
2pp. 46068:132-46068:133. 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency A fire protection plana 


B807 180288 Revised emergency plan implomanvnp proceduros.-ncludir.n Ro v ? lo IP- 
1015, ‘ Post-Accident Env.ro n Sampling & Counting." Rov 2 to IP- 1019, "Emeroency 
Use of Potassium lod.da (Kl)‘* a Rev 5 to IP- 1025. “Repa r & Corrective Acion 
Teams 


WELSH R New York Power Authority (formerly Power Au'hor.ty of the State of New 
York). 60/07/00. B5pp 40231:185-46231:279 


H. General correspondence 


6007220015 Comment opposing proposed ru'o 10CFR50 re liconsir.g of nuclear power 
plants where slate A /or focaf govts declno lo cooperate in off silo emergency plan 

46°^2«!?6l30 n M3 Sl RBS98 ' Ch G,0 ' Jp - New Yo,h Commteso-ws. 5pp 


J. Insurance a Indemnity Information 


8 " la 160 4 141 10 NEUA - Pollcy nf - ,o ° & WAE 

cS??' E J K a,sl I 4 E1clon ' la '’. Ino 8B/07/H. DINITZ.I. Office ol Noclesr I 
actor Regulation. Director (Post 87041 1 ). &p p 461 77.229-401 77 203 


6807130093 Nolilicaticn of 0837 13 mooimg w/ulil In Rcckv.Ho.MD lo discuss sintus c 4 
l.censl-.a achons. 

SLOSSCN.M M Proieci Diroclorolo l-t 08/0//06 CAPF1A.R A. Pru,oct Dlrocforato I 
1. 2pp 46166 231-46166 232 

8607130454 Generic Lb 08 1 1 to ol icenseos of oporatng reocto'b & hoMors of CPs re 
NRC position cn radiation ombr.ttlGireri ol reactor vossol mails & impoit on p'a“t 
opo r at ons Svc list & Rov 2 to Reg Gu do i .99 oncl 

MIRAGUA.FJ Assocato Direcior for Prcjocls (Post n?04 1 1) 80/07/12 Conso'daled 
Ed-scn Co Ol Now YorK. Inc 5lpp 46257 207 4Q25? 257 

8807250224 Advises lhat rer;u red reviowa of uM 10CFR50 5n b/lfoty nvaba^ors ro 
sleam gonorato' prcQfBfrt CQfnplo'.o 

□RONS.JC Now York Power Au'honiy (fcrmorly Powor Author. ty ol If'.o Slato of 
York) 80/07/14. Documanl Ccnird Drnnch (Docurronl Ctmircl Oosk), 2ec 
46255 014 46255 015. 


O. Inspection reports, tE Dulfetlns & correspondence 


Q&06 1 30 166 NRC Info Notice 88 039, “LaSnlo Uni 2 Loss of Mocirculnl on P^mp* W/ 
Powo' Oscil otlon Evont " Svc list Oncl 

ROSSl.C.E Divibion of Oporaiiona' Events Aasnssmont (Post 0704 11) 8&/C0/16 
Consolidated Edison Co. of New Yo'k. Inc I fOpp 4507/): iSfi 15070 266 

880701001 B Forwards Insp Ropl 60-200/00 10 On U0USQ3 0600 & nollco C* 
vo’allon V clai on invqlvod tolum lo tollow procedural roqurnmonls for olochicci 
lumpor Insla lakon Violakon inuicatus that adrll mgi ntlenl.on noodutl in subj eroe 
V/EN2INGEH.E.C. Reg cn 1. Ole ol Iho D.rodor 00/00/17 JOSIGEU.W Now York 
Power Authonty (forn orly Pcwor Authority ol Iho Sto*o of Now York). ?pp 40017 077 
4601/080 

-8B07010019 NcLce cj! volnt-on from m9p on 08O5O:i-O6Ofi Viclnilon noiodlcunsoe 
complotod transfer ol o'l alto eloclncai loads from normal to backup powor supply w/o 
oslablishod procodure specif c aci-vily in pluco 
•Reg on l, Ofc of Iho O.rocto- DB/0G/17 ip 4601 / 07U-4C0 17.079 

-8807010020 Insp Ropl 50-200/00-10 on 000503 0606 Vlolohons noted Muhr eroas 
li.spactod plant oporatlons.-ncludlng ahlt logs A records, ouoijo 

ociiv.iQS.survGi'larco.nnalnt.PnA based msps & actions on Rulloiin 80 00 1 
JOHNSON.J R Rog on 1. Ole ol iho Diroctor 00/00/16 9pp. 4G01 7.000-4001 / 030. 

8007010041 Forwards Insp Repl 5O-280/D8 00 cn 00O426-29.NO vIo'elCTS 
nolod Delays in rad atlon protection program prccodu'o upgrodos & lack of partidpa* 
t on of Individuals In roqji'Gtl program audils cont r.uo to roqoiro mot allonlion 
BELLAMYS R Rogon 1, Ofc of iho O.rocl0f 00/06/20 JOSIGER.W Now York 
Power Authonty (Formerly Powor Auihonly of the Slaio of Now York) 2pp. 46025 005* 
46025 014 

-8007010043 Insp Ropl 50-200/BO 00 on 0DO425-29 No violations noted Ma,o f areas 
mspoC.od rod ailon protect on program.lncludina ir.gi conirol3.9to«us of radiation p'o- 
toctlon procodure upgrades & mplomontation of At ARA program 
GRESiUK.JA, S)1ANBAKY.M M Roclon 1, Ofc of Iho Diroclor 08/08/10 7pp 
46025 007 46025 014. 


8807010251 Forwards Safety Ingp Ropis 50 003/80 01,50 24 7/00-17 & 50 280/03 09 
on 880509 13 No v.olations notod 

BELLAMY.RR Roglon J, 0!c ol Iho Drocior. 00/06/21 ORAM.S. Consof.da.'od 
Edison Co. Of New York, Inc 2pp 460C8. 106 4GOO0.17O. 

-0807010268 Insp Ropls 50-003/88*01.50-247/00. 1 7 A 50-2B6/B8 CO on 880509* 
13 No v.olat ons noiod Ma.or aroa9 inspeciod radiological environ mon tcr-'g 
proaram.lncludlng mgt ccnlro's A ona'yt cal rr.oosu'emonts CJC program. 
STFIUCKMEYER.R . PASCIAK.WJ. Rog on 1, Ofc of tho Diroclor. 08/06/ 1G 9pp 
4 6008:160 46008:176. 


0807010306 Forwards Safely Insp Ropl 50-288/00 09 on 800509-13 No violations 
noted 

BELLAMY.RR Region 1. Ofc ol the Oirocior. 00/OG/21 JOSIGER.W. Now York 
Power Authority (formerly Power Authority of the Slate of Now York) 2pp. 48C00 183* 
46008:193. 


0806160340 NRC Info Notlco 08-040. "Exanrlnora Handbook for Dovoloplng Cpereior 
Licons-np Exams." NUREG/BR 0122 A svc list oncl. 

FlOSSl.C.E. Division of Operational Events Assossmonl (Post 870411). 83/00/22. 
Con 90l -doted Edison Co of Now York, fnc 237pp 46240 325-40241 201 

8806170033 NRC Info Nodco 08 041, "Physical Proloclion Woaknossos fdontifod 
Through Regu'atofy Effectiveness Rev.ows * Svc I st oncl. 

ROSSl.C.E. Division of Operational Events Assessment (Po9l 870411). 80/06/22. 
Consol dated Edison Co. o/Now York, fnc I22pp 45970 034 -46978 f65 


DOCKETED ITEMS 59 


8006 17029 f MHO Bu'lobn 00 008, "Thermal Slressos in Piping Concocted to HCS." Svc 
l.$t Qncl 

ROSS'. Ct Division of Opurahonel Evonts Assessment (Post 870411) 08/06/22 
Consaidftied Cel son Co of Now York. Inc U6pp 46019:037-46010 152. 

6B062I003Q NilC info Nolico 60 044. “Mechanical Binding of Spring Roleaso Dov.co in 
Westnyhouso Typo DS 416 Circuit Broakors " Svc fist oncl. 

ROSSI.C E. Oivis-on of Oporallonal Evonls Assessment (Post 87041 1 } 80/06/24. 
Consol:dated Edison Co of Now York. Inc H3pp 40010:153*46019.265. 

0806240139 Suppl 1 10 NRC Bu'lotn 88 000. “Thermal Stresses In Piping Connoctod to 
RCS ” Svc l.fll one! 

ROSSI.CC Division of Operational Events Assessment (Post 87041 1 ) 08/00/24 
Ccnsoidaiad Ed son Co of New York. Inc. 114pp 4G019 260 46020 018. 

6607050231 Fo'vvards Summary of 800614 moollng in Reg on l ofc ro fo^owup actions 
lo NRC safety bys Ouiage mod insp.sluam goner alor replacement program & rocent 
sianup soil assessment 

WENZirfGF.R.CC Heg'on 1. Ofc of the Diroctor. 80/06/24. JOSIGER.W. Now York 
Power Authority (formerly Power Authority of the Stale of Now York) 2pp 46025 149* 
46025202 

-8607110079 Summary of 880614 mooting w/llconsoo In K.ng of Pru9slo.PA ro safoty 
sys outage mod insp response & sialu9.stoam gonoraior roplocomont program plans 
& recent plant startup soli assossmont program. 

KOL.TAY.P S . JOHNSON. J.R Region 1. Ofc Ol Iho D rector 8Q/06/24 Rogion 1. Ofc 
of Ihe D.rocior 50pp 46025 151*46025.202 

0806300347 NRC Info Nol-ce 08*045. “Prob'oms In ProtocUve Rolay & Circuit Broakor 
Coord nation " Svc :isl oncl. 

ROSSI.C E Dlvis'cn of Oporallonal Events Assessment (Post 070411) 80/07/07 
Conso'jdaied Edism Co of Now York, Inc I04pp 40242 109-46242 212 

8607000006 NRC info Nolico 08 046. “Liconsoo Ropt of Dofoctivo Roturbishod Circuit 
Broakors " Svc l-st encl 

ROSS', CE. D-vision of Operational Events Assossmont (Post 070411) 60/07/00 
Consul dated Ed son Co of Now York. Inc 107pp 46231 281-46232.027 

0807120291 NRC Info Notice 08 040. “Licensee Ropt of Defective Rufurfcighed Valves “ 
Svc list orcl 

ROSSi.CE Divis'on of Oporallonal Evonls Assossmont (Post 07O4H) 68/07/12. 
Conso'idaiod Edison Co of Now York. Inc. I03pp 40242.008-40242 100 

8607210172 Responds lo NRC Bulioiln 00-004. “Potential Safety-Rotate d Pump loss" 
Justification for conunuud operations ponding compiobon ol tochmcal ovaiuonon of 
two mnlflow Uoslgn concerns lislod In Attachment 2 

JOSIGER.W A Now York Powor Authority (formorly Power Aulhorlty of die Sialo of 
Now York) 08/07/13 RUSSELL, WJ Region 1. Ole of the D rector 15pp 40236 074* 
46236 080 

0007000366 NHC Info Notice 00*047. “Slower -Than-Expoclod Rod Drop Times “ Svc 
lisl unci 

ROSSI.C F. D.vislon of Operational Evonts Assessment (Posl 070411) 86/07/14 
Co ns cl dal od Ed.son Co of Now York. Inc 103pp 46240.222-48240 324 

0007120560 NRC Info Notice 00-040, "Marking, Hond’lng, Conlrol. Storage & Destruction 
of Safeguards Info " Svc 1191 oncl. 

ROSSI. C E. Division of Operational Events Assessment (Post 070411) 00/07/ 10 
Ccnsg'iMaled Edison Co. ol New York. Inc. I03pp 4024 1 263*46242 005 

8007120553 NRC Info Nolico 80-050, "Effect of Circuit Broakor Capocdanco on Avail 
ab.l.iy ol Emergency Powor “ Svc list oncl 

ROSSI.C E Div.slon of Operational Evonts Assessment (Po 9 t 070411} 80/07/18 
ConsekdBlod Edison Co. of Now York. Inc 1 19pp 46257 258-4G25B 010. 

6607160101 NRC fnfo Notice 08 05f, "Failures of MStVfc.” Svc ris( encf 
ROSSI.C E Divls'on of Operational Evenl9 Assossmont (Posl 070411) 80/07/2 1 
ConsoTdalotf Edison Co. of New York, Inc. 1 2 1pp. 46257 086*40257 206 


S Reportable occurrences, LERb & related correspondence 

8007120000 Spec al ropion 800527,unlt brought obovo co'd shutdown condtlon w/Firo 
Hydrant 30 oul of svc. Hydrant valvo stum found lo bo bont Rnplacomont hydrant will 
ho evQi'abiu with n approx 3 wks. 

JOSIGER.W. A Now York Power Authority (formerly Powor Authority of the Siato of 
Now York). 00/06/29. Documonl Conlrol Branch (Document Control Desk) 2pp 
46145 360*46145:361. 

0007160137 LER 80 005 00 on 0fi0fll2,roaclar trip occurred on generated lo*fo steam 
youo/ator level roce.vod from stoom gonoraior 32 Cousod by faiiuro of smoothing ori- 
fice rolof device In Wo 8 tmghou 90 main turb no. Orifice repalrod.W/000712 Hr. 
CQULEHAN.VR.. JOSlGER.W.A. New York Powor Aulhority (formerly Powor Authority 
of the Siato of Now York). 00/07/ 12 9pp. 46199.201-46109 209. 


DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency A fire protection plans 

6607070221 Rev 20 lo crisis mgr plan.W/880624 itr. 

TUCKER.HB Duko Power Co. 08/00/15. 30pp 46118:281-46110 321. 

8807060189 Forwards Revs 80-2 & 88-3 lo Vol 9 B & C of plant implementing proce- 
dures o m urn oncy p’an .respectively. 

TUCKER. H.B Duke Power Co. 08/06/27. Document Control Branch (Document Con* 
trol Desk) 2pp. 46110.141*46116 289. 

“8807060586 Rev 88*2 to Voi B ol “Implementing Procedures Emergency Plan." 
TUCKMAN.M.S. Duke Powor Co. 00/05/20. 64pp. 401 16:143 401 16 227. 

“8007000508 Rev 00*3 to Voi C of "Implomenling Procedures Emergency Plan" 


“8807130191 Public version of revised emergency plan irrp'omenilng 
procedures, ncludlng HP/O/ 1009/1 1, ' Protection of Offsite Dose from Uncontrolled 
Release of Radoaci.vo Mails Through Unit Vont“ & HP/O/B/ 1009/12 ro polassium 
distribution 

TUCKMAN.M.S. Duke Power Co. 00/00/28. 32pp 40103:301-46163:333 

8007060207 Rev 08*1 to “Oconoo Nuclear Slat-on Emergency Plan Manual," Voi A.W/ 
0BC621 Ilf 

TUCKMAN.MS. TUCKEH.H B Duke Powor Co. 80/06/30. 10pp. 46020 324- 
46020 335. 

8B07130163 Provides updated implementation schedule lor development of emergency 
operating tacil ly, Including crisis m.gi cir. 

TUCKER H B uuke Powor Co. 00/07/06 Documeni Control Branch (Documenl Con- 
trol Desk) 2pp. 40164 040 40164 041. 


K. Utility Final Safety Analysis Report (FSAR) & amende 


6807060081 Updalo to FSAR for Oconee Nucloar Slaiion.W/000701 Hr. 
TUCKER, H D Duke Power Co 88/07/01 29Cpp 46009.302*46070:231. 


P. Operating license stage documents & correspondence 


8807050465 Summary of 000002 mooiing w/uiil in Boihosda.MD to discuss response lo 
Generic Ur 07 02 re seisme qualification of equipment per USl A-46 
TOURIGNY.EG Project D.roctoralo 11*2. 88/00/16 Project Directorate 11*2. 10pp. 
45091.296 45992 003 

“8807050491 Forwards uvaluahcn of safety issues ro regulatory analysis to' plant spo 
clfic omorgoricy foodwator &ys backlit. 

COnGEL.f.J Risk 8 RulobMy Assossmont Branch 06/03/00. PARR.O Plant Eloctrl 
cal. Instrumentation & Conlrol Systems Branch (PWR-B) 0pp. 45991:360 45002 003 

08O7HO283 Forwards Amends 160.160 & 165 to Licenses DPR-3a,DPR*4? & DPR* 
55. respociivoV Amends revise Tech Specs to updnlo LOCA* imliod max allowable 
Inoor host rates rolloctng eliocis of NUREG 0630 models & analytical resUls using 
FLEXSET. 

PASTIS.HN Projoct Diroctorato 11-3. 00/00/23. TUCKER.HB Duko Power Co. 3pp 
46100 073-40100.087 

“0807110291 Amonda 160.100 & 105 to Liconsos DPR-30.DPR-4/ & OPR-56. 
rospocilvoly, revising Tech Specs to updaio LOCA-llmllod max allowable 'inoar hoel 
rates rofloct-ng oflocts of NllREG 0630 modols & analytical rosulls w/uso of FLEX- 
SET correlator 

MATTHEWS. DR Project Dhocrorate 11-3 08/00/23. Bpp 40100 076 46100 003 

“0007110303 Safely GvaUat.on supporting Amends 160.160 & 165 to L'Ce^os DPR- 
30.DPR-47 & DPR-65.rospoclivoly. 

* Off/co of Nvclaar Poacior HcQulallon. DuoclDr (Pos f 0704 JJ). 00/00/23. 3pp. 
46100.004*40100.006. 

“8807110300 RgouqsIS FR publication of nolico of issuance ol Amends 108. 168 & 165 
to Licenses DPR 30,DPn*4 7 & DPR-55,iospoclively. Amonda roviso common Tech 
Spocs lo update L OCA* I nr tod max ollowablo l noar hoal ratos. 

PASTIS.HN Projoct Dirocloraiu 11-3. 00/06/23 NRC • No Dotoiled Alfdlation Givon. 
ip 46100 007*46100 007 

8807130323 “Oconoo 2.Cyclo 10 Startup Testing Ropt " W/080707 Itr. 

TUCKER.H B. Duke Power Co 00/07/07. I5pp 46164 001*40164:016 

8807 15000 1 Notification of 880714 mooting w/B&W Owners Group In Rockv.lo.MD lo 
discuss planl operation In docoy boat removal modes Moot no agenda oncl 
TRAMMELL.CM Project D.rocfornte V. 08/07/07 KNIGHTON.G.W. Project Director- 
ate V 3pp 40103:315-46183 317. 

8807130464 Generic Ltr 00 1 1 to all icensuas of operating reactors & holders of CPs re 
NRC po 9 H.on on radiation ombnttioment of roaclor vessel mail9 & impact on plant 
operations Svc list 8 Rev 2 to Reg Guido 1 99 encl 

MIRAGUA.FJ Associate Oroclor for Projects (Post 070411) 88/07/12. Consolidated 
Edison Co of Now York. Inc 51pp 46257 207-46267 257 

8807 180017 Ack receipt of 880720 Itr appoaHng NRC 871029 denial of util 870901 
backfit claim re comainmont integrated loak rale tosllng loquiremonts per App J of 
l0CFR5O.Mauor currently undor review. 

MURLEY.T.E Offico of Nuclear Reactor Regulation. Diroctor (Posl 870411) 08/07/ 
12 TUCKER.H B Ouko Power Co. 4pp. 46203 010-40203.023 


Q Inspection reports, IE Bulletlna A correspondence 


8808130160 NRC info Notice 00*039. “LaSalle Unit 2 Less of Recirculallon Pumps W/ 
Power Oscillation Event " Svc UsI oncl. 

ROSSI.C E Division of Operational Events Assessmenf (Post 670411). 80/06/16 
Consolidated Edison Co. of New York. Inc. 1 10pp. 46970:150-45978:266 

8607060576 Forwards Insp Ropts 60-269/88- 14,50*270/88- 14 & 50*207/00*14 on 
80051 6* 19. No v<o1at.ons or deviations noted. 

HERDT.A R Region 2, Ole of the Director 08/06/20. TUCKER.H B. Duke Power Co. 
2pp 46074 030-46074:045 

-BB07050578 tnsp Ftepls SO 209/88*14.50*270/08-14 & 5 0-2d7/88-)4 Cn 860516- 
19. No violations or deviations noted Major oroas Inspected. emorgency 

powor.ongineonng.des gn chsnQes, roso'ullon of design problems & survei.ianco test- 
ing 

PILLION. P . CONLON.T Region 2. Ofc of the Director. 80/06/14. 6pp. 46074:041* 


ULi^rvc i cl/ 1 1 


OU 


M06.W0H MIC -oiO MWM 64 0.1. W/W* 'te 5" *»««“* 

Tfr J-uG“ Rf Ju uO^V Ci Mo^C :. vC“S" j5 Rqv:G*S S^c I s pr.C 07/vinn 

PCSS^LE 'C»*cn c f Ogerartral Events As5^jm6 n i(Pcsl 87041 1) 

Cc^C ili'so Ed sen Cc of Now York, lr.c I2?p? 45978 034-45978 155. 

03061 70291 NRC Eu' *!.n £5 0C8 Ther** Svesses m P.png Corvccted 10 f'CS" Svc 

PCS* CE C-vs:n c' Operawal Events AMrtsmeni PC&I87C411J 68/06/22 
U^c da'c J Ec sen Co of New Yo*. Inc H€pp *60 9 037-46019 152 

8037130049 Co'' , ' v 5 600701 ©r.'orcemcr.i conference w/ull ai Po^on 11 OlC 10 OscjSS 
frPC I r,£!.*04 resu" ''■q frer** ecu pmerl Cu3l '.cdt>cn nsPS at P' a '-® n. «. /**. 

G^ACE J Peg or 2. 0‘c of ire D'octc' 08/O6'22 TuCKER H B Duke Power Co 

•,p 45^72 175 46172 i ? 5 

8807130128 A:k :6:e? d 890608 Hr r6 weaknesses noted n Insp Hepls 50 269/88- 
*9 50-270/68 00 & 53 267/05 C3 on 80C5OS „ .. . _ 

CCLUNSOM Bcgcn 2 Cfc of t h e Orecior 89/06/22 TUCKER. HD Duke Power 
Co 1? 46166 323 45166 J29 

8806210038 NHC !.<fo Hoico 89 044. tfecr.ancal Bndrg of Spmg Release Dave© In 
wosinyrcuso Typo 05 416 C-'cjI Breake'S ’ Svc 1st encl 

ROSS' CE U'vissn o‘ Operancr.al Events Assessment < p OV A a /®ll ^ 88/0o/24 
Ccr.sc ' date J Ec ^on Co of New York. lr.c li3pp 46019 153 46019 <65. 

8806240139 S.ppi 1 io C 3u'‘et«n e8 0C8. “Thermal Stresses n P-P ng Cd-neclod to 

ROSSI CE ' D*«sV> o* Operational Events Assessment (Post 870411) 60/06/24 
Conso: dated Ed sen Co of N€w York. Inc IMpp 46019 266 46020 01 8 


8807120105 Fo.-wa'Cs sum.T.a'y oi 86C607 mooing re concerns no'ed in insp Repts 50 
259/06 13 50 270/69-13 & 50 287/88 13 list of ailendees also end 
GRACE J N Hey cn 2. Ofc or r© Drecio*. fiB/06/27 TUCKER.h B Du<e Power Co 
4pp 46149 093 46146 036 


0807120254 Forwards Insp Rep's 50 269/e8 i 1.50-270/88 1 1 & 50 207/86- 11 on 
660125 0505 Np wciat ons or deviates notea Repi documents comrnmcnis mado 
by !censee & d spuied recormerdatons Response requested wiINn 30 days 
GRACE J N Flegcn 2. O'c of t^e Director 08/C6/26 TUCKER H B Duke Power Co 
2pp 46154 235 46154 261 


-8807120257 i~sp Rcpls 50 269/89-1 1 .50-270/801 1 & 50 287/08 1 1 cn B0O425- 
0505 Ao vic'at'ons or devatons no*cd Major areas .r.spec led review cf adequacy of 
e-merce-cy operai-cn precod jres 

i _AWYER L J'J-'AN.C A Rog:cn 2. Cfc of U*Q Oroctor 89/06/07. 25pp 46154 237- 
46154 26 1 


8806300347 NRC inlo Nouo 88 045. "Problems n Pro'ethve Relay & Circu.t Breaker 

Ccord A a! on Svc isi oncl 

ROSSi C E C-v.sicn cf Operational Events Assessment (Post 870411) 88/07/07. 
Ccr.sc da'e J Ed- sen Co of Now York. Inc I04pp 46242 109 46242 212 


0807250182 Forwards support rn viawg'aphs used dur ng 800701 enforcement confer 
enco r© erviren qual'hcancn ofequipment loop accuracy calculation for Oconee frgh- 
rarce rac alon ncn.tor a so encl 

TUCKER HB Duke Power Co 88/07/07 Document Control Branch (Documenl Con 
Vol Desk) lQApp 40255 060 46255 163 


8807080006 NRC Info Noi-CO 86-048. licensee Repi Of Defective Refurbished C rcu'l 
Breakers ’ Svd ist oncl 

ROSSI CE Crwson ol Operai«oral Events Assessmani (Post B7041 1) 60/07/08 
Ccrsc'idated Edson Co Of New York. Inc 107pp. 46231 201-46232 027 

8807120086 Forwards Request for Relot 06 05 f'om requ foments of ASVE 
Codo.Sect cn XI re mserv.ce insp Request be r.g subm fed duo to impmci.caMy of 
pressure tesmg specie welds as reqjired by code fo lowng repair W/two overs l/e 
drawngs 

TUCKER. H B Cjke Pow«r Co 8B/07/CB Document Control Branch (Document Con- 
trol Desk) 4pp 46156025 46156 029 


8807120291 NRC T'o Noice 06 048. "licensee Repi cf Deleciivd Refurbished Valves ” 
SvC list encl 

ROSSi.CE Ovtsicn cf Operat onai Events Assessmeni (Post B70411). 68/07/12 
Con sol da ted Edison Co of New York. Inc I03pp 46242 006-46242 108 

8807080366 NRC info Notice 88-047, ‘ S!ower«Than- Expected Rod-Drop Times" $vc 
l, st oncl 

ROSSI CE Div-S.on of Opora'.onal Everts Assessment (Post 870411) 88/07/14 
Conso'dated Ed sen Co. of New York. Inc 103pp 46240 222 46240 324 

8807120550 NRC Ir.'o Notice 06-049, ‘ Ma/kmg.Handi ng.Conl/ol Sforaae 8 Destruclon 
of Safeguards mfo ” Svc :isl enci 

ROSSi.CE UMson of Operational Events Assessment (Post 870411) 80/07/18 
Consol daied Ed son Co. of New York. Inc. 102pp 46241 263*46242 005 


6007120553 NRC info Notice 88 050. “Elfeci of C-rCuil Breaker Capacitance on Aval- 
aW ty of Emergency Pew or.” Svc list encl 

ROSSi.CE DM&on of Operational Events Assessment (Posi 870411) 80/07/ifl 
Conso’idated Ed.son Co of New York. Inc 1 19pp. 46257 258 40258 016 


8807100101 NRC Info Notice 00 051. "Faifjres Ol MSlVg." Svc list encl. 

ROSSi.CE. Drvison of Operational Events Assessment (Post 87041 n 88/07/2 
Conso-idatod Edison Co. of New York. Inc \2\pp 46257.086-46257.206 


R. Periodic operating reports & related correspondence 


8607140278 ‘Summary 0 t Nuclear Staton Mods A Exempt Change Venation Notic 
Completed Under I0CFR50 59 for 1987." W/660701 It i 9 venation None 

TUCkEftHB Ckjko Power Co 87/12/31 23pp 46177.326^6177 347. 


80 3°W/00O7I5 ?j ,V,!y 0CWfat,n9 fep1s for June 19 ^ Oconee Station, units 1.2 & 
REAVlS.J A . TUCKER.HB Duke Power Co. 88/06/30. 17pp. 46255 260*40255 276 


Y. Ory Cask independent Spent Fuel Storage Inatollatlone 

6807110380 Forwards questions re onv.ron ropt for ISFSI dUl 000331 Ouovcn* will s 9 
n.scus9ed du'-nq upcom rg a io visit 0" 00071 4. 

ROBERTS J P Fuol Cycle Safety B'Aicti 88/00/24 TuCKCM.m.Q Puko Power Co 
5pp A6082.051-46C62 055. 

8807 130404 Fo.'v/erda r.oilco ol conaidorafion of l99tiar.cn of mm's *icon?ui A amends !o 
OLa & cODOrumty fer hearing Amends would modly Toch Spues to r: ow usg cf rrj|* v . 
o'emenl spent fuel 11*7 aheldod can sters.por 880331 roru.mst 
HQmSc « r Fuel Cycfo SefOty Branch- MATTHEWS D □ PrOjoct CiroClCratu II 3 68/ 
00/30 TUCKER. H 0. O^ko Powo' Co 2pp 40 100 223 40 1 (10 ?D0 

-B807 130409 Notico cf cohsidoral cn cf lf»9utinct> of mnilu lie tmsn f<ir skuago ot spa': 
fuel A amends to Licenses DPH-30.DPn-47 A DPR fib Amend would rov.se Tech 
Soqcs to at ow use ot multi- o'omuant spent fuol dry sf voided cun sto*s 
RO'JSE LC Fuel Cyc'w Safely Branch MAI MMCWS.I) R Projuct Dfou'cra'o 113 86/ 
C6/30 6pp 46166 225 401 66 ?30. 


nnCKET 60-288 REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency & lire protection plana 

8807200296 Forwards Insp Repi 50 2O0/U0 02 on 000601 03 No v. o' a I ions roluJ 
SCARANO.R A Region 5. O/c of iro Director. {J0/CO/2D (IMAC'.nON.P. Reed Cciaga. 
Pori'and. OR 2pp 46220 137-40220 140. 

-8807200300 insp Repi 50-200/00 02 on 00(7001 03 No vlofahons o* deviations 
noted Major areas Inspected ruacio/ opomtions. mcM -g 

organization pfocoduros.rcq.roliflcai cn tronng. mirvuillnnco.luxilin phys cs.dusgn 
changes & exner.monlg 

ClLLlSM, YUHAS.G F 5 Region 5. Oic of tho Diroclor. UH/U0/2U. 10pp 40223 13? 
4022B 140. 


Q inspection reports, IE Oullotlna & corroapondonco 

6807140151 Forwards Guam Ropt 60 2Q0/GL 00 02 odm n aternd on f|'l0 r )1/ 1U 
PATE R J Rog on 5. Ofc of tho Director OQ/Od/23 URAGDON.R R.i.ul Ccllcgo. hen 
land, OR. 2pp. 46177 014 401 77.20 1 

-8807140164 Exam Ropl 50 200/O; 0'3 -02 un 0110517 Hi Exnm rosnlhsonor ready 
Operatcr cand.dato A \hruo roactor op^rfttcr car d dates ptiH&ud uunm.two mactcr og- 
eroiors candidalos foiled w r.iion oxam bul poosod Ppurrilirirj oxnm & onu In led 
MEADOWS.TR. EIINJ.O Rogion 5. Ofc of Ifni Diroclor 110/00/22 iCCpp 
46177:016 46177:201. 

0QO72OO296 Forwards lu9p Repi 50 260/00 02 on (IRCCAM 03 No vm'alluris rv.rle.d 
SCARANO R A Region 5 Ofc of tho U.roclor. 00/06/20 linA(inON.P Rood Co 'ego. 
Portland, OR 2pp 46220.137-46220 HU 

-CB07200300 Insp Ropl 50-280/OB 02 on 000001 OH Nu vk^uliuno or rlovlfltions 
noiad Major areas hiapoctoviicacliv opouilit»t\-s. i:\Curi "9 

organization procodjros.roquaiilicniion Iro ring, &nrv(Hlliino*.lin.illfi physics das g-i 
changes & experimonls. 

ClLllS.M, YUHAS.G. P. Roglon 5. OtC of iho Dimciur. 110/00/20 lOpji 46220 139- 
46220 148 


V. Operator Examinations 

8807140161 Forwards Exam Rep! 60 200/OL 80 02 mJrnirvstmed on 0/10517 19 
PATE.R J Region 6. Ofc of tho Diroclor 60/00/23 5nAGUON.f > Reed Collogo Pod 
land. OR 2pp 46177.014-40177:201 

-6007140154 Exam Ropl 50 2Q0/OL 00 02 on 000517-10 txflnr msuilS senior roadw 
operator candidate & ihreo reocior operator corididaios passed uxmn.two reactor op 
©raters candidai09 failed writton axom but passed oporniir.n uxam A one fa led 
MEADOWS.T.R., ELIN.JO Region 5. Ofc of Ifio Diroctor 08/06/22 IfiOpp 
46177:016*46177 201. 

8807200290 Forwards ln 9 p Root 50 208/00 02 on 000001 -03. No vlolai-ons rolod 
SCARANO.R A Rog on 5, Ole of the Director 00/00/29 FIRAGUON.P. Rood Co lego. 
Portland. OR. 2pp. 46220:137-46220:140. 

-6007200300 fnap Ropt 50-200/08 02 on 000001 03 No v.olntlons or deviahons 
noted Valor areas inspected reactor operalipns. <nc uding 

organ zailon. procedures, roquolihcation training, survo.llanco.hoolilf pliys‘C9.desi9 n 
changes & experiments 

ClLllS.M . YUHAS.G, P. Rog.on 6. Ofc of the Diroctor. 00/06/29 ICpp 46228 l39 
46220 MB 


DOCKET 50-269 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

8807160050 Technical change notico to Rov 3 to Emornency Plon Implomont.ng Proco 
dure 6415-lMP- 1300.06, "Addl Asslslanco & Ngtificauon." 

BROWN.ND . MARSHALL, W.J., POTTS.W E Gonoral Publ-c Ut.lities Corp. • GPU 
Service Cotp. 88/06/24 35pp. 46203 167-46200:191. 

8807060160 Temporary Change Notice 1-00 0047 to Rov 3 io Emergency Plan Imp’e 
meni ng Procedure 64 15-IMP- 1300.06. "Addl Aeslslonco S Nohfication " 

General Public UM.lloa Corp - GPU Sorvico Corp 06/06/29 37pp 46000 016- 
460 80 .052, 

6807 150285 Temporary Change Nolice 1*00 0040 to Rov 6 to Emorgoncy Plan implo 
montlng Procedure 6410-IMP-1300 03, "Emorgoncy Offailo Notifications r 
e*™*' Pub-'C Ul.it.08 Corp. - GPU Service Corp. B0/06/30. 9pp. 46182:107* 
46 l9c,\00. 



H. General correspondence 

0807 100134 Commem opposing proposed rUa 1QCFR50 ro hceneng of nucioer power 
p'ants where slate A/or local govts decline to ooperato in oflsito emomorcy plann ng 
CUNNINGHAM, P. Alfil-ation Nol Assignor! 07/03/02 ZECH.L W Commissioners 
2pp. 401 7B 003 461 70.001. 

8007220240 Comment opposing proposed rule 10CFR50 re licensing of nuclear power 
plants where 9iate A/or local govis doclno to cooperate in offsite emergency plan 
nine 

PEPPERCORN, M Affilatlon Not Asslgnod B7/03/05. CHILK.S J. Office of tho Secre* 
la-y of the Comm sslon. Ip. 46230 272 46230:272 

000/210149 Comment oppoaYig proposed rulo 10CFR50 ro licensing of nuc r oar powor 
pieni9 where stale A/or local govts deciino lo cooperate in offsite emergency plan 
el no. 

0ARNES,J P., BARNES.M . BARNES, J Affllallon Not Assigned 87/03/07 NRC ■ No 
Data led Affiliation Given. 3pp 46208:104-46208:106 

8807070360 Comment opposing proposed rule 10CFR50 ro emergency plnnnmg & pre- 
paredness requirements for nuclear power ptanl fuel loading A Initial low powor oper- 
ations. 

RICCIO.J.P. Nuclear Information & Resource Sorvlco. 80/08/23 CHILK.S. Office of 
the Secretary of tho Commission I4pp 46010 02 1-46018 034 


-0807010015 Insp Repl 50-209/08*11 on 880502 06 No v;o!alions noled Ma,o r areas 
inspected Number 7 refue'ing outage proporat.on, ma-nt backlog pro.' to onto.'ing 
outage A molhod of porform ng aurve:llancos A preventive & corrnct vc me rl 
FJNKEJ..A, BLUMBEHG.N Region J. Ofc oftb© Droctot M/Q6'0D Upp 46020 206 
46020.218. 

B807010033 Forwards Safety Insp Rept 50-280/88 00 on 000410 Q5MAck receipt of 
080506 rosponso to Insp Repl 50*289/88 04 ro technical ft safely hiv.ow prog mm 
□ETTENHAUSEN.L. Ren on 1. Ofc of iho Director 00/06/20 HUKILL.lt D Genera! 
Public Util.llos Corp ■ GPU Service Corp 2pp 46017 163-46017 208 

-8807010034 Insp Rept 50-289/88 08 on 800410 0514 A 19 No vio'anons rolod Ma,or 
areas inspected. emergency feodwater sya stanuby alignment A selected oqupri om 
opersbi'ity status A actions associated w/IE Buiiei.n 05 003 

COWGltl.C Region 1, Ofc of the Oroctor 08/06/16 44pp 46017 165 46017 208 

0006160340 NRC Into Notice 88-040. "Exam-nors Handbook lor Dovelop.ng Operator 
Licensing Exams " NUREG/BR-0122 A sve list encl 

ROSSI.C.E. Division of Oporalionai Events Assessment (Post 8/0411) 80/06/22 
Consolidated Ed-son Co. of Now York. Inc 23?pp 46240 325-46241 .201 

0006170033 NRC Info Notice 88-041. “Phys'cal Protect on Woflkno^sos Idont.fod 
Through Regulatory Effectiveness Reviews " Svc I si end 

ROSSI, CE Div.slon of Operational Events Assessment (Post 070411) 88/06/22 
Consol datod Edison Co of Now York, fnc 122 pp 45970 034*45070 155 


8007180176 Comment opposing proposod rulo 10CFR50 to oxponson of opnl.cabUy of 
leak before break technology to functional A pcrtormanco requirements for ECCS A 
environ qualification 

EPSTElN.E Three Mile island Alert. 00/07/02. Dockotng & Services Branch 2pp 
40165.339*46165.340. 


P- Operating license stage documents A correspondence 

8607130325 Provides NRC evaluation ol DAW Topical Ropl 47- 1 159091 00, "Dosgn 
Requirements for OSS lOlvorso Scram Sye) A AMSAC (ATWS Mitigoton Sys Actu 
ation Circuitry). “ Most sections acceptable Sovoral dos'yn rotju romonte prosontod. 
STOLZJF. Project Oiroctorolo 1-4 88/07/07. HUKlLL.tt.D. General Pub'ic Uli'ities 
Co/p. - GPU Service Corp 3pp. 46164 347-46165 000 

-8807130326 "Ooslgn Roquiromanls for DSS (Diverso Scram Sys) A AMSAC (ATWS 
Mitigation Sys Actual-on Circuitry).” safety evaluation of Topical Ropt 4 7*1150091*00 
COLLINS, G.L. THOMAS.V O Idaho National Engineering Laboratory 00/02/20 NRC 
■ No Dolallod Alfillallon Givon. 20pp. 46164 350*40165 000 

6007150081 Nobflcation of 000714 meeting w/B&W Owners Group in Rockv.llo.MD to 
discuss plant oporallon In docoy hoal romoval modos Mooting egonda oriel 
TRAMMELL, C M Project Directorate V 80/07/07. KNIGHTON.G W. Pro.oct D.roctor- 
ate V 3pp 46103:315 46183:317 

8B07 100099 Forwards notice of environ assossmonl A findings of no significant Impact 
ro util 080410 application for liconso amend lo increase retod coro powor tovol to 
2,560 MWt. 

MERNAN R.W Project Directorate 14 08/07/11. HUKUL.H D. Gcnorol Public UMitios 
Corp - GPU Sorvice Corp 2pp 46203:31 1*46203:322. 

-8B07180106 Environ assossmonl A fmdng of no significant impact ro util 080410 op 
plicailon for llconse amend to upgrade ratod coro powor lovol to 2.568 Mwt 
STOL2.J.F. Prolecl Oiroctorole 1-4. 80/07/11. 10pp. 46203 313-40203 322 

6607260074 Forwards environ assossmenl A finding of no significant impact ro 080405 
app'lcaiion for amend to aupporl Cycle 7 of oporat-on for plant. 

HERNAN.R.W Project Oiroctoralo 1*4. 00/07/11 HUKILL.M O Gonorol Pubic Uillilos 
Corp - GPU Servlco Corp 3pp 46269.231*40269 230 

-8007250078 Environ assessment A finding of no significant Impact ro 880405 amond 
request Amend revises Toch Spoc lo support core roload for Cycle 7 operation 
STOLZ.J.F. Projocl Directorate 1-4 08/07/11. 3pp 46260 234-46269:2^6. 

0807130464 Generic Ltr 60 - 1 1 to a'.f licensees of operating reactors A holdors ol CPs re 
NRC po9lllon on radiation ombritilemonl of roacior vossel mails A Impact on plant 
operations Svc list A Rev 2 to Reg Gu'do 1 09 encl. 

MlRAGLlA.F.J Assocfale Director for Projects (Post 870411) 00/07/12. Consol datod 
Edison Co. of New York, Inc. 51pp 40267 207-46257:257. 

8007250357 Concurs w/utll 871210 justification that parameters meet Intent of Reg 
GuJdo J 07 Based on roviow of end Rev 2 lo Technical Bvaiuolion Ropl EGG-NTA* 
7079, concludes that util design for prea9urizor level A healer status acceptable 
HERNAN.R.W. Project Directorate 1*4 08/07/16 HUKILL.H.O Goneral Public Utilities 
Corp- * GPU Service Corp 3pp. 46264:297*46254:323 

—6007250366 Rev 2 to "Conformance lo Rog Guide 1 07:TMt-1." techn'cai ova'uation 
rept. 

STOFFELJW. EGAG Idaho. Inc (subs of EGAG. Inc). STOFFEL.J.W. Idaho National 
Engineering Laboratory FIN A-6483. EGG-NTA-7079 R02 88/05/31. NRC * No De* 
failed Affiliation Given. 24pp. 40264:300*46254:323. 


Q Inspection reports, IE Bulletins & correspondence 

8607010103 Responds to violation noted In Insp Rept 50*289/08 Ot. Corrective 
actlon9:Molnl Procedure 1410-Y-36, "Insfollallon of Expansion Joints" will bo revised 
to provide deschpllve info &/or illustrations lo differentiate botwoon Joints 
HUKILL.H.D. General Public Utilities Corp. . GPU Service Corp. 00/04/22 
RUSSELL.W.T, Region 1, Ofc of Ihe Director. 4pp 45990:039 45990:042. 

6606130166 NRC Info Notice 88-030, "LaSalle Unit 2 Loss of Recirculation Pumps W/ 
Power Oscillation Even!.” Svc #s! end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 00/06/15, 
Consolidated Edison Co. of New York, Inc. 110pp. 45970: 166-45978 266. 


0006170291 NRC OUlotin 00-000. "Tho'mal Slrosses in Piping Conrociod lo RCS 1 Svc 
list encl 

ROSSI.C E Division of Ope/otonal Evont9 Assnssmont (Rost B70iii) 08/06/22 
Consolidotod Edison Co of Now York, Inc. IIQpp 46019 037 4GU10.1 52 

8606210038 NRC Info Not'co 86 044, "Mochanicol Binding of Spring RqIooso Device n 
Westinghouso Typo DS 416 Orcuit Breakers." Svc 1st encl 

ROSSI, C-E. D vision of Oporaiional Events Assossmonl (Rost 670iii) 08/06/24 
Consolidotod Ed son Co. of Now York, Inc. 113pp 40010 1 53 46010.265. 

0606240139 Suppl 1 to NRC Buliolln 00 000. "Thermal Sir09sns In Pipng Connodod ro 
RCS ." Svc list end 

ROSSI.CE. Div.slon of Operational Events Assossmonl (Post 870411) 80/00/24 
Conso’idalod Edison Co of Now York, Inc. 114pp. 46019.2GB- 46020 Om 

0806300347 NRC In'o Notico 80*045, "Probfoms in ProlOCtivo Ro'oy 8 Orcut Drunker 
Coerdinot on" Svc list oncl 

ROSSI.CE Divis.on ol Oporatonal Evonls Assossmonl (Po9l 070411). 08/07/07 
Consolidated Edison Co of Now York, Inc. 104pp. 46242: 109-46242 2 12 

8807080006 NRC Info Not co 00-040. "Llcon90o Ropt of Dnf«i-clivo Rofu'tilshnd Circul 
Bruakors " Svc hst oncl 

ROSSI.C.E D.vl9lon of Opnfalional Evonis Assessment (Post 870411) 80/07/00. 
Consolldatnd Edison Co uf Now York. Inc I0?pp 4623 1201-46232 027 

8607200214 Forwards Safety Insp Repls 50-200/88*12 A 50*320/88-09 on 080530- 
0B03 & notico of violation Concorn ro mgt control Sys oxprossod. 

BELLAMY.RR Region 1, Ofc ol iho Director 00/07/68 STANOERH-fl.F. General 
Public Ulll-llus Corp • GPU Soivico Corp 3pp 46222.181*4622 2 195 

-8007200216 Nof.ce ot violation ttom insp on QBObShOGOJ Vto’altons notod gncdinq vt 
highly contomlnatod b'oek wall in basement ol roacior b'dg started w/o assossmonl A 
worker foil into roacior vossol becau90 of fa luro lo uso security llo off 
* Region 1, Ofc of tho Director 80/07/08 ip 46222 104-462 22 104 

-8807200210 Insp Ropts 50 209/00-12 A 50-320/08 09 on U0053I C003 Violations 
noted Major areas Inspected orgapizaHon.mgi 

controls, qualiflcallons.tra'nlng.survoys. posting. Inlornol oxposuro controls & oxtornal ox 
posure controls. 

LOESCH.R , GRESlCK.J. SHERBINI.S. Rog-on 1. Ofc of the Dimctor. 00/07/07. 
11pp. 46222 105*46222 195. 

8607120291 NRC Info Notice 00 048, "License© Ropl of Dofooiivo Ro!ub:9hed Vu'vns" 
Svc 1191 encl. 

ROSSI.CE Oivislon of Operational Evonls Assossmonl (Posl 070411), 0H/07/12 
Conso'ldalod Ed.son Co of Now York, Inc 103pj> 46242 006-46242.108. 

8607000366 NRC fnfo Notice 00 047, "Slowor-Than Expected Rod-Orop Times." Svc 
list encl. 

ROSSI.C E Divis : on of Operational Events Assossmonl (Post 07C411) 08/07/14 
Consol.datud Edison Co. of Now York, Inc I03pp 46240 222-40240 324. 

6807120550 NRC Info Nollce 08 049, “MQrklng.Hardling.Conlrol.Storago A Doslructon 
ot Safeguards Info " Svc list encf 

ROSSI.C E. Division of Oporalionai Evonts Assossmonl (Posl 070411). 08/07/10. 
Consolidated Edison Co of Now York, Inc. 103pp 40241 203 40242.005 

8807120653 NRC fnfo Nollco 80*050. "Effect of Circu l Broakor Capocilar.cn on Avail- 
ability of Emergency Powor." Svc list encl. 

ROSSI.C.E. Division of Operational Evenls Assessment (Post 870411). 00/07/18 
Consolidotod Edison Co. of Now York, Inc. 119pp. 4625/ 256-46258:016 

0607100101 NRC fnfo Nolfco 80 051, "Faifure9 of MSIV8." Svc (1st oncl. 

ROSSI.CE. Division of Operational Events Assessment (Posl 870411). 88/07/21. 
Consolidated Edison Co. Of New York, Inc. I2lpp 4B257:086 40267 206. 


R. Periodic operating reports & related correspondence 

6807060134 Forwards "TMl Aquatic Study Monlh'y Progress Rept for May 1980." 
RESSLER.W.C. General Pubic Utilities Corp. • GPU Service Corp. 09/C6/27 
MASNIK.M. NRC - No Ootalled Affi lation Given, Ip 46109 323 40109 336. 

-8007060242 “TMl Aquatic Study Monthly Progress Ropt For May 1988 " 

• Radiation Management Corp. (RMC). 88/05/31. 15pp 46109 324 46109 330. 



62 DOCKETED ITEMS 


8807260417 Monthly operal no ropl to/ June 1998 for TMI Station Un-t 1. W/800615 Itr. 
SMYTH. C.W , HUKILLh O General PlDIc UiM Has Com • GPU Service Corp. 98/06/ 
30. 6pp. 46273 2 12-46273.2 17. 


S. Reportable occurrences, LERe A related correspondence 

8807260350 Part 21 repi re 960C0 series of microprocessor control's.'. Caused by de- 
fective battery backed up RAM Control'er family io be re designed 
SMIIH.J.A, STAR FOR O.K E. Victoreen. Inc {subs of SheMor-G'obe Corp). 08/07/08. 
OEFAYETTE.fl. Regon 3. Ofc of the Director. 3pp. 46344:001-46344 003 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plena 

0807070541 Forwards revised pages to security plan Pagos wlthhe’d {ref 10CF873.21). 
BIRO.R.G Boston Ed9on Co 86/06/28. Document Control Branch {Document Con- 
trol Desk). ?pp 48119 150 461 19 151 

8807130240 Forwards Safety Insp Rapt 60 293/08-19 on 800418 0531. Actions taken 
to Qddrosa maim program concerns appeared strong, 

COLLINSS J Reg-on \, Ofc of the O.reclor 86/08/29 BlRD.RG. Boston Edison Co. 
2pp 46166 001 -46 168;041 

-6607130243 Insp flepl 50-293/08-19 on 6004 18-0531. Concerns noted Major area9 
inspected p’an l operations. radmlon protect on. physical security. plant 

events, ms ni.surveii'ance .outage acL>l'ie9 & repts io NRC 

QLOUGH.A FI Rogon 1, Ofc cf ihe Director 89/06/28 39pp 40160 003-40168 041. 

8807130041 Rov 8 to Emorgency Plan tmp’omenting Procedure 6.7.1 .1, "Emergency 
Categories & Associated Emergency Action Levels W/860707 lir 
BIRD.R.G Boston Edison Co 60/07/07. 53pp 40164 294 40164 346 

8807210188 Forwards exemption from cortain requ/emenls of tOCFR50,App R.Socfion 
lll.G re f.ro proofing £ barrier separation in lire zones. 

MACDONALD, OG. Pro.ecl Directorate 1-3 0B/O7/14. BIRD.R.G. Boslon Edison Co 
3pp 4G220:t 10-46220:128. 

-8B072-00241 Grants exemplon from IOCF-fl50\App R.Seci.on Ht.G.2a requirements re 
lire bar r tors & protection of structural steel. 

VARGA .S A Division of Reactor Protects • I/ll (Post 670411). 88/07/14. Boston 
Edison Co IGpp 46220.1 13-46220:128- 


8807050400 Comment supporting proposed rule 10CFR50 re emergency planing 8 
preparedness requirements for nuclear powor plant fuel load ng & initial low power op- 
era- 003 

KILEY.M. Affiliation Nol Assigned 88/06/22. Docketing 8 Sorvlces Branch ip 
45935 010-45995:010. 

880707006 1 Comment supporting proposed ru’e 10CFH50 re emergency p'ann-g a 
preparedness requirements for nuclear powor plant fuel loading A inillol low pewor op 
era lions. 

MCMICKLE.RH Affile Non Nol Assigned 08/06/22. Docketing & Sorvces Bran: h 
2pp 4601031 1-46010312. 

8807010065 Requests change In distribution l-sl for NRC correspondence 
BIRD.R.G. Boston Edison Co 00/06/23. Documont Control Branch (Document Oc- 
troi Desk). ip. 46020 244 46020.244. 

8807200278 Rosponds to 880617 Itr expressing concern re adequacy of highway no; 
work being considered aa part ol emorgency plan. Location in Wellos'oy te'iletvuy 
selected as she for reception ct/.FEMA approves adequacy of ctr9. 

BELLAMY, RR Region t. Ofc ol the Diroctor. 88/07/08. DONAHUE, C. Ain ia: Ion Net 
Assigned 2pp. 46230:001-46230.006. 

-8807200280 Forwards newpaper article to highway routing in emergency 8. OKptcssos 
concern re adequacy of highway network. 

DONAHUE, C. AIMialion Not Assigned 88/06/ 17. Roglon l. Ofc of ihe Di'octor. 4pp 
46230:003-46230.006 


K. Utility Final Safely Analysis Report (F9AR) & amends 

6807260273 Rav 6 to updatod FSAR for Pilgrim. W/slx ovoraizo tables & 800720 (tr tme 
BIRD.R.G Boston Edison Co 00/07/20 400pp. 46294.277-46297 054 


P. Operating license stage documents & correspondence 

8007120274 Forwards "Self Assessment ol Readlnoss tor Restart” A Rov 2 to Vol 2 lo 
“Apps to Restart Plan.” 

BIRD.R.G. Boston Ed son Co 88/05/26. Document Control Branch (Documort Cor. 
Vol Desk). 2pp. 48144.001-46145:112 

-9807120205 “Soil Assessment of Roadinos9 for Restart ’* 

BlRD.RG- Boston Edison Co 08/05/26. I67pp 48144:003-46144:169. 


8807210308 Forwards environ assessment A fina'no of no s-gn'icam Impact re 070010 
app’ical on for exemption from IOCFR50. App R .Section lll.G provisoes re fire protec- 
tion requirements 

MCDONALD.D Project Directorate 13 80/07/ 14 BlflD.R. Boslon Edison Co 3pp. 
46237.160-46237:174. 

-8807210312 Environ assossmont & fndina of no significant impact ro proposed Issu- 
ance of axomptlons from codeJn 10CFR50.App R SubsecUons lll.G 2 b, lll.G 2. b A 
lll.G 3 Proposed oct on wi'l not 9lgnhcan! r y effeci quality of human envf'on. 
WESSMAN.Ft H Projoct D.'ecicieie I 3 80/07/13 12pp 46237:163 46237:174. 


G. Adjudicatory correspondence 

8807110002 Informs that l me provided by NRC rotation within which Commission 
mey act to revlow Director’s Deds on DD 88-0? has expired Commission declined any 
review & decisfo.n became final agency action on 80 0621. Served on 800701, 
CH1LK.SJ Office of the Secretary of the Commlsson tf36B 0048 80/06/29. 
SHANNON, J.M Massachusetts. Cemmonwoatth of. Ip. 46033:206*46033:290 


H. General correspondence 

88071 8033 1 Comment opposing proposed rule 1OCFR50 ro licensing of nuclear power 
plants where stale &/or local govia decline to cooperate In offsite emergoncy plan* 
nng 

SULLIVAN.J Affiliation Not Assigned 67/02/22. CH’LK.S Off.ce of the Secretary of 
the Commsson. ip 46165 202-46165 292. 

8807200297 Commont opposT.o proposed rule 10CFR50 re licensing of nuclear power 
plants where state S/o' focai govts decl ne io cooperate in offsite emergency plan- 
ning 

HOWLAND. A. Affnatlon Not Assigned 87/02/20. ZECH.l. Commissioners, ip 
46197 079 46197 079 

8807200375 Comment opposing proposed rule 10CFR60 re licensing of nuclear power 
plants where state S/or local govts docl'no to cooporaie In offsite emergency plan- 
ning 

EDERA.E . EDERA.M. AfJilatlon Not Assicred. 87/03/05. CHILK.S.J. Office of Ihe 
Socraiery of tho Ccmm’ss : on. tp. 46197:092-46197:092 

8807200275 Comment oppos’ng proposed rule 1OCFR50 re licensing of nuclear power 
plants whore state A/or local govts decline t cooperaie in offsite emergency planning 
ULIENTHAL.D.E. Affi'iatlcn Not Ass'gned. 87/03/03. CHILK.S J. Office of the Secre 
tary of the Commission ip. 46197:075 46197:075. 

8607210077 Commo/it opposing proposed ro'e 10CFR50 re licensing of nuclear power 
plan t9 where stato 6/or local govts decline lo cooperaie in offsite emergency plan- 
ning. 

* MIAiatlon Not Assigned. 87/03/06. CHILK.S J. Office o! the Secretary ol the Com- 
mission, ip. 46208003 46206:083. 

8807060046 Comment support ng proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear powor plant fuel load no & In.lial low power op- 
era lions. 

DOLLARD.S. Affll abon Not Assigned 88/06/22. Docketing A Services Branch Ip. 
4599930 1-4 5989:301. * 

8807060 1W Common support ng proposed rule 1CCFR50 re emergency planning & 
preparedness requirements for nuclear power plan! fuel loading A Initial low power op- 
erations. 

RICHARDSON, P. Affiliation Not Assigned. 88/06/22. Docketing A Services Branch. 


-8807120207 Rov 2 to Vol 2 10 “Apps lo Roatart Plan.” 

♦ Boslon Ed.son Co 08/05/28. 303pp. 49144:170 46145:1 12. 

6807110401 Responds lo recipient Itr which crillclzos commonts author mndo after tow- 
ing p>ant In late Apr 1908 Recognizes that numbor ol Issuos mu9t bo edd'ejsod 
beforo commissioners make decls on on rosumod oporatlon of plant 
CARR.K M. Commissioners. 89/00/17. MUIRHEAD.D M Citizens Urgng Rospomilr* 
Energy. 2pp. 46099:358-46a99.359. 

8807110366 Responds to 8B0524 Itr expressing concorn ro romorks mado by N n C 
commlss onere concerning resumption of operations at plant Commission has sc' 
mode doctelon on plan! reaiarl. Biography of each Commission mombor oncl. 

ZECH.L W ComraWoners 88/06/21 MUIRHEAD.D M. Citizens Urging RospcnsiLa 
Energy- 6pp. 46100:099-46100:107. 

-0807110376 Requests Info on commlsslonorsjncludirfg qualifications. torni9 In ofc & 
afflictions w/nuclear Industry. New Yorker 880321 article on issuo of GE Mark I «n- 
tainmoae end. 

MlliRHEADDM., OTT.M.C. Citizens Urg ? ng Rospon9ib1o Enorgy. 80/05/24 
ZECH.LZ. Commissioners. 3pp. 46100:105-46100:107. 


8807050563 Stall requirements memo to Boslon Edison Co 8B0G09 bnulivfl «*. 
Rockvillo,MD on status of plant. Zoch cautioned liconsoo that transition from shutdown 
act) vii es lo operational performance requires close attonllon by mgt A porsonno! 
CHILK.S J Dockotlng A» Services Brancn. 88/00/24. STELLO.V. Ofc of Iho Exoculve 
Director for Operations. 2pp. 40003:008 46003.009. 

B0O7O0O246 Staff roqulremonts memo re 880609 briefing In Rockvillo, MD ro sleL5 ol 
plant. Lice nseo cautioned to conlmue close monitoring of reacior oporalor ovortimo A 
encouraged to continue emphasis on degreed oporalor program initiatives 
CHILK.S.J. Office of the Secretary of ihe Commission 88/06/24. S1EU 0,V. Die ol 
the Executive Director for Operations. 2pp. 46076 354-46076:355. 

6807120557 Requests addl info re backup nitrogen supply sya & drywoll spray sya h 
safety enhancement program as detei lea In end. 

MCOONALO,O.G, Profpcl Directorate 1-3. 00/06/20. BIRD.R.G. Boston Edison Ce 
4pp. 46112:348 48112:351. 

8607060255 Application for amend to License DPR -35 .changing Tech Spoc trip A a'am 
setpoints for degraded voltage protoction.Foe will be transferred. 

BIRD.R.G . Boston Edison Co. 88/06/30. Document Control Branch (Document Co"* 
irol Desk). 8pp 46136:147-46136:169. 


-0607060258 Proposed Tech Specs, revising trip & alarm setpoints for degraded voltaje 
prolection. 

* Boston Edison Co. 80/06/30. 5pp. 46130:165-46136:169. 


8607160075 Forwards summary of uttl QA program description changes for \98?- 
l900.Concludes trial revised program conllnues lo satisfy criloria of App 8 
BIRD.R.G. Boston Edison Co. 68/07/07. Document Conlrof Branch (Documoni Con- 
trol Desk). 15pp. 46185.083-46105:007. 


6807100160 Forwards Amend 119 to Licence DPR-3S & safety evaluation Amend adds 
equipment allowable out of sve times for cal br & testing of reactor protection sy9 A 
primary containment sya. 

MCDONALD, D.G. Pro ©ct Directorate 1-3. 88/07/00. BIRD.R.G. Boslon Edison Co. 
3pp. 461 95.030-461 96:041. 


-8807180163 Amend 119 lo License DPR-35.addlng equipment allowab’e oul ol 3/c 
times for calibr A testing of reactor protection sys A primary containmont sys 


46195.030*46195 041 

S807130454 Genoric Hr 80- 1 1 to a‘‘ I;con9009 of oporetlng rooctors & holders ol CPs ro 
NRC position on radiation embrittlement of roactor vosso? malls & Impact on plant 
o per alio ns. S vc I si & Rov 2 to Rog Guido i 99 end 

MlftAGUA.F j Associate Director for Pro.octs (Post 0704 1 1 ). 08/07/12 Consol dated 
Edison Co of New York. Inc 51pp 46257:207-46257 257 

8-607260406 Forwards safoty oveiuot-on reject-ng uM proposal ro reactor p-otoct:on sys 
protective crcu.iry survoiranco roquromcnts Proposed lech Specs for roaclor protec* 
t on sys protective c-rcuiiry roquostod within 60 days of Ur dale 
MCDONALD.D G Project Directorate 1*3. 00/07/15 BIRD.R.G. Ooston Fdison Co 
3pp 40274:177-40274 102. 

—6807250409 Safety evaluation supporting ncorporat-on ol reactor protection sys Hr- 
cu try into Tech Specs & do'ot on ol 0- month channel functional test 

* Ofl-ce of Nuc'ear Roector Rugulation. Olroctor (Poet 070411] 08/O//15 3pp 
46274.180*46 274 1 02. 

6607220323 forwards 9afotv evaluation supporting response to Gonoric Ltr 83-28, Mom 
2.2.1. ‘ Vendor Interface (Programs for Ail Olhor Safety-Related Components)." 
MCOONAlO.DG. Pro|oct Directorate 1*3 80/07/10. BIRD.R.G. Boston Ed-son Co 
?pp. 46249 206*46249 293 

-6807220326 Safety evaluation supporting l.consoo rosponse to Gonoric Ltr 03-20, Mom 
22 i ro equipment classification programs for all safoly-rolalod cempononts 

* NRC No Detailed Aff.llailon Glvon 00/07/10. 6pp 40249 200*40240 203. 


Q. Inspection reports, IE Bulletins & correspondence 

6606130168 NRC info Notice 08 039. “l.aSa'lo Uni 2 Loss of Rocirculelion Pumps W/ 
Power OsclFaUon Evum ” Svc fist oncl. 

ROSSI.C.E. Div«9lon o( Oporetionol Events Assossmont (Post 070411). 00/06/15 
Consolidated Ed son Co of Now York, Inc ttOpp. 45978:150 45970 266 

6BOG160340 NRC Info Notice 80*040, ' Exam.nors Handbook for Developing Operator 
Licens ng Exams “ NUREG/RR-0122 & avc 1st end. 

ROSSl,C£ Division of Oporailonat Events Assessment (Post 070411) 00/06/22. 
Con so' id a tod Edison Co of Now York. Inc 237pp 40240.325 4824 1 201 

0606170033 NRC Info Notice 00*041, '’Physical Protect on Woaknossos Identified 
Through Regulatory Effectiveness Reviews " Svc l.st onct 

ROSSl.CE Division of Operational Events Assossmont (Po9t 070411) 0B/O6/2 2. 
Conso'idatod Edison Co. of Now York. Inc I22pp 45978 034 40970 165. 

8806170291 NRC Qullotin 08 000. *'Thorma1 Strossoa in Pip.ng Connoctod to RCS " Svc 
list oncl. 

ROSSl.CE Oivison of Operational Events Assossmont (Post 8/0411] 88/06/22. 
Consol datod Ed.son Co of Now York, fnc 116pp 40019 037*46019 152 

6606210038 NRC Info Notice 08 044. "Mechanical Binding of Spring floleaso Dovlca in 
Woshnghouso Typo DS-416 Circuit Breakers" Svc list oncl 

ROSSI. C.E. Division of Oporafonal Evonts Assossmont (Post 870411) BO/00/24 
Consolidated EdsonCo of Now York. Inc 1 1 3pp 40010:153 46019 205. 

8806240139 Suppl 1 to NRC Bullotm 00 000. “Thormal Strossos In Piping Connoctod to 
RCS.” Svc Hot orct. 

ROSSl.CE Division ol Operational Events Assessmonl (Post 870411] 80/00/24 
Consolidated Ed.son Co. ol Now York. Inc ll4pp 46019 266 46020 016 

0607050220 Forwards Safety Insp Ropt 60*29 J/0B 22 on 080523*26 No v olatlans 
no tod Observations Indicoto nood tor addl mgt attonllon to certain program 
aroasjncludlng improvement In ALAR A pools 

BELLAMY, R.ff Rog’on 1. Otc of tho Olroclor 88/06/24 BIRD.R G. Boston Edison 
Co 3pp 46026 296*46026 306 

-6607050224 lose Ropt 60*293/00-22 on 000523-26 No violations noted. Major areas 
inspected. organization & staUmg.ALARA.work planning, program upgrade 

projects.rad-ologlcol occurrence repts & external & internal oxpoauro controls 
NIMITZ.R L . DRAGOUN.T., SHANBAKY.M.M. Roglon 1, Ofc of tho Dlroctor 00/06/ 
21. 8pp 46026 299*46026:306 

6807070060 Rosponds to violations noted In Insp Ropt 50*203/08*17. Corrochve 
actions. meint program rovlsod to provldo nocossary guldanco & program controls to 
ensure work packages available wnon mami activii.os Doing performed 
BIRD.R.G. Boston Edison Co. 98/06/26 Oocumont Control Branch (Document Con- 
trol Oesk). 7pp. 46126. 1 1 7*46 1 20: 1 23 

6607080101 Requests NRC commonco Integrated assossmont loam insp on 
66071 1. Summaries of restart road ness self-assessment Chapter n.A itoms & sched- 
ule oncl. 

BIRD.R.G. Boston Edison Co. 08/06/26. Document Control Branch (Document Con* 
trol Desk). 23pp. 40139 193-46130 216. 

6607130240 Forwards Safety Insp Ropt 50*293/88*10 on 060410-0531. Actions taken 
to address maint program concerns appeared strong 

COLLINS.S J. Rog on 1. Ofc of the Director. 80/06/29. BIRO.R.G Boston Ed son Co. 
2pp. 40100:001*40100:041. 

-8807130243 Insp Repl 50-203/00*19 on B804 10*0531. Concerns noted Major areas 
inspected, plant operations, radlat.on protoclion, physical securlty.plant 
events.melnt.survsillance.outege activities & ropta to NRC. 

BLOUGH.A.R. Region 1, Ofc of tho Director. 00/06/28. 39pp 46160 003-46168 04 1 

8807160304 Forwards Mgl Meeting Ropt 60 * 203 / 88*26 on 060027. 

COLONS, S.J. Region 1, Ofc of The Oiroclor 08/07/01. BIRD.R.G. Boston Edison Co. 
3pp. 46103:001-46183.037. 

-8807150306 Mgl Meeting Rept 50 293/80-28 on 88O627.M0|or issues 
discussed licensee rosponse to NRC maint Team Insp 50-293/88 17, alatue of licens- 
ee evaluation of RHR valvo yoke cracking & followup of assessment of read ness (or 
restart. 

DOERFLEIN.L.T.. BLOUGH.A.R, Region 1. Ofc of the Director. 08/00/30. 4pp. 
46103:004*46103:037. 


ROSSI.C.E. Diw9'on of Operational Evems Assessment (Post 870411) BB/07/07. 
Consolidated Edison Co. of New York, Inc I04pp 46242 109-46242 2t 2 

8607160103 Forwards supplemental response to Insp Rept 50 293/00- 17, per agron- 
mont reached during 060/01 te’con.lnfo on maint staffing 8 performance oncl 
BIRO.n G Bosion Edison Co 88/07/07. Oocumenl Control Uranch (Document Con- 
trol Dosk). 3pp 40106 346*46106.340. 

B807060006 NRC Inlo Notice 00 046. "Licensee Ropt of Ddociivo Rofurhlshod Circuit 
Breakers ” Svc fi9t end 

ROSSl.CE O.vislon ol Operational Evonis Assossmont (Post 870411) 80/07/08 
ConsoLdated Edison Co ol Now York, fnc I07pp 4GP31 ?0l *4623? 02/ 

6807140221 Summarizes NRC 000628 & 29 senior managers moolngs ru performance) 
ol operatng nuclear plonts Following Issuance of integrated assosymom team msp 
ropt.NRG wi l hold putl.c moet-ng in Plymouth, MA to review conclusions 
SlELLO.V Ole of the Executive D.ruclor for Oporatona 00/07/00 SWEENEY. S.J 
Boston Edison Co. 2pp 40177,241*4617/ 242 

6607160169 Responds to violations noted In Insp Ropt 50 293/00*1? Corrociivo 
actions Fiold Rev Not-co 85 07-126 Issuod to modify luhny connections according to 
vondor written confirmat.on 

BIRD.R.G. Dosion Ed-son Co 80/07/00. Document Ccmrol Branch (Documont Con- 
trol Dosk). 4pp 46102 000-48102.091. 

6607210024 Atlvlses that util 000025 ro9tart rood ness SGlf-assossmonl satisLes NRC 
060027 Confrmotory Aciion Ltr CAL-86-tO Ons»to preparation ler mtogratod 05 S 09 S 
mont loom msp will bo conducted on 000719*21. 

COLLINS.S J Region 1, Ole ol iho Director 00/07/H. BIRD.R G. Bosion Edison Co 
4pp. 46236 026 40235.029 

6607120291 NRC Info Not CO BO 040, "Uconseo Rept of Defective Rulurh.shfHj Vylvos ” 
Svc list oncl. 

ROSSl.CE O. vision of Operational Eveni9 Assessment (Post 670411). 68/07/12. 
Consol dated Edison Co. of Now York. Inc 103pp 46242 006 48242 100 

8807200044 Responds to NRC Bu'lotln 00 004. "Polonfal Safety Related Pump L09S " 
8WR Owners Group position ondorsod Pumps oporato acloQuatoly & no significant 
dogradat on occurred due to m n How. 

BIRD.R G Boston Ed.son Co 00/07/13 Document Control Branch (Doc.,munl Con- 
trol Dosk) 4pp 46222.000 40222 003 

6607060366 NRC Info Notice 88 04 7, "Slower*Than*Expuc1od Ho(J*Orep Times" Svc 
list onct. 

ROSSI.C.E Division of Operational Events Assossmont (Post 070411) 68/07/14. 
Consolidated Edison Co. of New York, Inc. 103pp. 40240 222-4G240.324 

6807 1208 50 NRC info Nofico 00 049, "Matklng.Handling.Cohlfoi.Storago & Destruction 
of Safeguards fnfo " Svc 1 3t oncl 

ROSSl.CE. Dlvls'on of Opo'ational Evonts Assossmont (Post 8704U) (10/07/10 
Con90’idatod Edison Co of Now York. Inc. I03pp 40241:203 40242 005 

8607120553 NRC Info Not.co 00 050, "Effecl Of Circuit Breaker Capndtar.ee on Avail- 
ability of Emergency Power," Svc list oncl 

ROSSl.CE Diviaon of Oporailonol Evonis Assoasmenl (Post 070411). 00/07/10. 
Consolidated Edison Co of Now York, fnc. 1 10pp. 46257 250*46250.010. 

6007160101 NRC Into Not CG 08-051. "Felluros Ol MSlVa ” Svc list oncl 
ROSSl.CE Division of Operational Evonl9 Assessment tPogt R70411) 00/07/21. 
Consol datod Edison Co oi Now York. Inc 121 pp. 40257 006*46257:206. 


R. Periodic operating reports & related correspondence 


8807050067 Forwards facITty blwookly status rept lor 800004*17 
BLOUGH.A.R. Region 1. Ole of the Director 80/06/22. WIGGINS.J.T. NRC - No De- 
tailed Affil ation Given 5pp. 46026:274-46020:278. 

6807250290 Monthly operating ropt for June 1908 for Pilgrim Nucloar Powur SiaUon W/ 
800711 Ur. 

HAMILTON,?., BIRD.R.G. Bofilon Ed-son Co. 08/06/30 7pp. 40205 148 46205:154 

8807200207 Forwards blwookly status rept for 000610 0701 
8LOUGH.A R Reg an 1. Ofc of the Olroctor 80/07/00. WIGGINS.J T. Rog on 1. Ofc 
Of the Director. 6pp. 40222:170-46222:175. 


S. Reportable occurrences, LERs & related correspondence 

6606300146 Summary of Operating Reactors Evonis Mooting 06-24 on 0QO614.Two sig- 
nificant evonts Identified for Input fo NRC porformanco Ind-cator program No evonts 
suggested for long-torm fol'owup List of attendees oncl. 

LANNlNG.w. Events A9$os9mont Branch. 89/06/17 ROSSI.C.E Dlvi^on of Opor* 
atlonal Evonis Assessment (P 09 I 870411). 16pp. 45976:100 45976.202. 

6807260038 LER 80-01 7-00 on G6O6O0,CfOCk dlscovorod In yoke portion cf RHR sys 
Loop B valve Causa being Invost.gatod by multi- discipl.nary toam.Valvo yoko romovod 
& motallurglcat oxam porformod.W/000700 ltr. 

ELLIS, D.VY, BIRD.R.G Boston Edison Co. 88/07/08. 6pp. 40285:171 *46205 170 


T. Hearing transcripts on non-antltrust matters 

6807190281 Transcript ol 000210 public mooting In Plymouth.MA ro Pilgrim Nuclear 
Power Station Pp 1 * 1 15. Supporting documentation end. 

* NRC * No Do tailed Affiliation Glvon 88/02/18. 350pp 46217 263*46219.050. 

6807220358 Transcript of 000511 publ.c meeting In Plymouth.MA ro discussion of com- 
ments received on plant restart plan Related into encl. 

* Region 1, Ofc of the Director. 80/05/11. 360pp 40246:167*46247 160 



64 DOCKETED ITEMS 


DOCKET 50*205 ZION NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency A fire protection plane 

68-07120546 Provides add detai re irrcie.-noriatio'' schedaos for correct ve actons n 
rosporse to l~sp Repi9 50 2S5/-67-34 & 50-394/87 25 irsia' 'a: on schodu e fcr NFPA* 
approved (ra pump ccr.ifc let end Add etnet-gercy hghis lo ba mtatG.t 
LENTINE.F.G. Cot me r.w a aim Edison Co 88/06/13. DAViS.B Region 3, Ofc o' the 
D reciO'. 5pp 46145 263-46145 272 

8007080174 Forwards Security Irsp Repis 5C 295/09-14 A £0 304/89 15 on 830613- 
16 No vie 'efco ns noted 

MALLET7.9S Region 3. Ole of me 0-*ector. 08/06/24 REEDC CGTimcr,v.eaith 
Ed sen Co. 2pp. 4GO06 343 46089 34 5 

-8807060176 Part fi ly wilhh®*d Insp Rop‘s 50-295/08 14 A 50-30 1/98* ID on 680613 16 
(ref 10CFR73.21) No vio'etions rotodMalor a-oas Inspected soci rily 
organ j a '-on .records & roots physic a' Darners Lghi r.g A compensatory measures 
GALANTl.O M . FUNK.D F„ CREED.J R Region 3. Ofc o' iha D recto f 60/06/24 Ip. 
4608& 345-46C69 345. 

6807070596 Forwards Rov 19 tc second t>la rt Rev wifiPo'd (re* 10CFR73 21) 

BLISS, H E. CortiTonwoo ih Edison Co 88/06/30 Ooctmort Conlrot Branch (Oocu 
mem Control Desk). ip 46122 360 46122 360 

6807120087 Ack receipt of 660525 response to rorxompl once noted n NRC 00040-9 
Itr.Proposo-d time tables lor addressing p'ocoducs 10 encompass sa'eiy* related lire 
bfi.*ncrs.emorgo''cy ightngS nppa code rev.aw msat-sfacicry 
MlLLER.Hj Reg on 3. Ofc of iho C.-ecter 80/07/06. REED.C. Commonwealth 
Eciscn Co. 2pp 46140 331 46149 331. 

“8807120062 Forwards adul mfo /a orrGfgercy Ighirg n rospcr.se 10 tesp Ropls SO 
295/65*1 1 A 60 304/65 12. instn’laiion of cddJ kgmg expected id bo completed by 
Aud 1 B8B Completion of emergency l ght ng & 1 0 prctecl c-n moos si:i ponding 
LENTINE.F G Ccnmcnwealth Edison Co 87/12/16 HOlAlCS.J. Rog on 3, Cfc of tho 
Director. 3pp. 48140 328 46148 331 

0807190076 Requests lb at util anaiy7o olegat.cns to improper/ incomplete bnc^g round 
scroonmn requirements 'or unescorted eccos3 lo fac'ityEncl wihho'rl <r 0 f 
10CFR2 793) 

NCREL'US.CE Reg on 3. Ofc o' mo O 'octor. 68/07/07. REED C Commonwealth 
Edison Co. 2pp. 46209 233 46209 23-1 


K. Utility Final Solely Analysis Report (FSAR) A amends 

8607120387 Rev I to updated FSAR for 2ion Njc’Oa' Station Un:ls 1 A 2 W/8G0630 
Ur. 

BLISS, H E. Commonwealth Ediscn Co 00/C5/3U. MURLEY.T E Off.ce of Nuc-ear Re- 
actor Rogu‘at«on, O rector (Post 0704 1 1) 54pp 40145 266 46145 339. 


8007000113 CiariFes response to Gononc Ur 89-C3. Steam Omjng of Auxi,a> 
water Pumps." by adc'inone'.y staling that monfonrg & ccrroct.vo pro:ed.»-os request 
Gd by IE BUlei n 65 001 permanently mamiarod at plant 

MORGAN.W.E. Co nmcnwpelth Ed son Co QQ'Ofj/23. Docurrorl Conirol (l-exh 
(Dccumenl Ccnlrol Dosk). Ip 46101 209 46191 299 

8806210030 NRC Info Nolico 99-044. "Mecnarvcnl Binding of Sp*rg Ruipaso De*<*m 
West rv*l»ouse Typo OS 416 Circuit Breakers " SvC list end 

ROSSi.C.E D. vision ol Opo'atcnoi Fvonts Assossmom (Post 8704 n) 06/ OS 74 
Conso'idatod Ediscn Co ofN’OwYo'k (no 1l3pp 46019 153 -46019 2f>5 

8B&6240139 Suppl 1 10 NRC Co let n 80 000, * r hemal Stresses in Pplng CcnracioJ to 
RCS.” Svc 1. s 1 end. 

FOSSl,(^.E H.vson of Cporeiioral Evenis Ass09brrionf (Po9t 07041 1> 60/C824 
Conscl Jnled Ed son Co cf New Ycrk, Inc 1 14p;> 4G019 266 46020 018 

8007060174 Fo'Y.aros Security ln$p Repis 50 295/80 14 H 50 3Q4/Q6-15 ui a0D6*3 
16 No violations notod. 

MA‘ LFTT.B.S Reg on 3. Of: of iho Uireclor. 88/00/24 REEO.C Com- onAca'tN 
Ed son Co. 2pp 4008 1> 343 46089.345 

“6807060176 Rflrl filly wilhfieVI Insp Repis 50 295/HH-14 & 50-304 /05 15 on 080(13.16 
(rof 1CCFR73 2? 1 ) No voiatcr s noiod Wa;or oroas nspeclo.lsecu *y 
organ zaiion rocords & ronla.nt’ysical bomors.i gfiing A compensatory moasjrcs 
GALANTI (3.W , FuNK.DL , CHF.F.O.J FI Reg no 3. Ofc of um l^roclor fl0/OC/<*. ‘p 
46C09. 346 45089 345 

8807060206 Hespcnd9 to NRC 680524 Hr ro violaiions notod ir Insp Hcpls 13*2-35/60 
tO A 60 304/88* 1 1 Co'rect.vo act ona tomporary irod insta’ ed to rosocero h/j ogr-p 
monitor ng ppmp & or'ginoo' ng analysis pnrlnrmod (jn ftut:j p ping 
E3L-SS.H.E, Common weeltli Ed son C;o 08/06/24 DA VI 3, A R Rog on 3, O': o' in 
reclor Spp 46103:333*46lOJ 337 

0007060327 Forwa'dS Sa'oly Insp Rnpts 50 295/60 12 A 50 304/00-13 on 630414 
0003 A not co ol vio“aiion.no<|uesls o/pandad dscusslon of co'roctivo ac* :-s ic 
assure tost act vi: 09, riocjrren1oi:on A tost procecuros oppropr atoly coniplule:l 
GflEF.UMM4.EG ^03 on 3. Ctc ot the Dcecto'. 68/0&/24 REED.C ComT.c:^ !i>* 
Ed-sonCa 2pp. 461 10.050 461 10 067 

“0607060329 Notm o of violftton from insp on 6004 1 4 0003 Violniion r.oloJ Sjrve 'JixD 
Tosi Procodiro PT 4 A ccntomod no occnpiarco cnioria for Stops 5,6 A 10 fl PI 4R 
comal-’od r o nccopfnr co criio.nfl for Slops 3,5.7 A 9 

GREFfjMAN.E G RoyOR 3. Ole of Iho (Drocior 08/OS/24 4p;j i|C«i0XI- 
46110 064 

-8007060332 Insp Ropts 50*295/69 12 A £0 304'«fM3 on 880414 0603 Vo V.:s9 
noted Ma^r Q'oas Inspocied I consco acton on previous findings, son — f.ry cl 
Dporalio^l9.Un• , ; 1 sinrtup from rufuolng A tostny of accumulator barktip r hock \i\ts 
HINDS J M. Rog on 3. Ofc of IhoDrCdO' 86/C6/2? 23f»;i 46110.065 4(1110 007 


P. Operating license stage documents & correspondence 

8607010160 Conf.rms 800616 p'ar.9 re 680716 moo'ing wAiUI 81 Rogicn III ofc to dis- 
cuss severs* eng n Qenng issues a9Soc al&d w/ plants 

GREENWAN.EG Regcn 3. O.'c of iho Director. 88/06/24. REEO.C Ccrrrr.o.iwoaith 
Edison Co 2pp. 4 5009 050 46009.059 

8807190036 "198B 'nlegreiod Look Rale T esl of Z:n Unit 1 Roaclor Conlai mont 
Dido " W/860705 Hr 

TPEMANN.J A . CASCARANO R.N.. TPZYNA.G.E Ccnvr.oiwoallh Ed son Co 88/07/ 
05. 07pp 48200:166 4620& 204. 

6607120100 Forwards Rev 51 clangas lo OA p-ogram Topical Ropl CE-i-A did 
B60707 Rov made to reflect orgarUai cn changas.10 provido odJi organ rel-on posl- 
t on description A deni brat on to change corrmiimeoi lo AN&1/A8MF NGA-l 
MCRGAN.W. CoimTDnwoa'm Ed son Co 96/07/07. Document Conlro! Branrih (Docu- 
ment Control Desk), ip 46156:040-46156 075. 

“8007190205 Rov Si to kerseeOA Program Topical Ropt CE 1 -A 
SHEWSKI.WJ Commorwoalin Edscn Co CE1-AR51 06/07/07 25pp 40156051- 

. 1 R 1 Cc*n}c 


8607130454 Genonc Ltr 06 11 ip a I licensees ol cp eraimg reactors A fioldors of CPa ro 
NRC position on radiation o.T.brtdomonf cf reactor vessel mars A impact cn plant 
oporallon9.Svc list 6 Rov 2 to Reg Guide 1 .99 encl 

MIRAGUA.F J AS' 0 C : at 0 Oitcc'.cMc* P<olocl 9 ;Pos*. 670411). 88/07M2. Oonbo'idatod 
Edison Co. of Now York, Inc. 61 pp. 46257 207-48257 257. 


O. Inspection reporta, IE Bulletins A correspondence 


0807120545 ProvJdo9 add dotal ro implOiT.er.tation schedules for corroctivo ac’lons in 
response lo Insp Repis 50 265/67-34 A 50-304/67-35 rnsiefaficn schedulo for NFPA* 
approved 0 pjmp conirol-o' end Add I omorconcy lights to bo installed 
LENTINE.F. G. Commonwealth Edison Co. 88/06/13 DAViS 6 Roa on 3 0 J c of mo 
OiteClQr. Spp. 401 45:2ft8 46U5.272 


6806130160 NRC Info Notts 09-039, 1 LaSalle Unit 2 Loss of Recirculation Pumps W/ 
Power Osci lai on Event " Svc list one* 

ROSSI.C.E. Diy.sion of Op&ratonal Eveni9 Assas9menl (Post 870411). 80/06/15. 
Consolidated Ediscn Co. 01 Now Ycrk. Inc. llOpp 45976, 156-15978:26B 


8806160340 NRC Info Nolfce 09 040, ‘Examiners Handbook (or Oevelcping Operaipr 
Llcens np Exams NUREG/DR-0122 A svc list end 

ROSSI.C.E. Division of Operalona* Events Assessment [Post 070411) 00/06/22 
Consol dated Ed son Co Of New Yc«k. Ire 237pp. 46240.325 -4624 V 20V 


8006170033 NRC Jn'o Nol.ce 86-041. “Physcal Prolecllon Weokrossos Identified 
Through Regulatory FJfectivenoss Reviews ' Svc 1 9t end 

ROSSIC.E Division of Opera l ora' events AssG9Srront (Posi 670411) BO/OO/22 
Conso idated Ed son Co ol Now York, Inc 122pp. 45978 034-15970:155 

8806170291 NRC Builel r>60 OC0, 'Therrral Stresses in Piping Gornocied to RCS '* Svc 
H91 9001 


9007070310 Confirms 600023 A 24 lo'tons ro disposition of $100,000 ovi pcnatyoil 
waived lie hi 10 boaMijj on Iwsue A olociod lo pay civi' punoily Paymot'1 oncl 
OELGEORGELO Con mor wealth Ediscn Co H0/00/2?. I. IF RE n MAN J NRC No 
Dole led Alfiflaiio^ Given Ip. 46139 102-46139 102 

6007070464 Ack rote pi ol &60627 I4 t & pay m ml lor cW l penalty iri anitjuil ol 
$ 1 00.C30.pcr 000526 ordor.Unao.'slands that atlril communis A m'o will to b. LT.'.wj 
by 000301 

LlFBERMANJ, O'c of Enforc.urront (Post 070413) 00/07/05 DELGEOH3E l O 
Com nionwoailh Edison Co ip 46120:124 46 126 1 2-1 

6007 120067 Ack race pi ol 080525 rospenso to nor.conif)! anco noloil in NRC 8£(K8 
ltr Proposed hme iflt'us lor addressing procedures 10 encompass safoiy -rented (ve 
ba.'riers.e-Torgoncy Lgtilrg A NFPAcodo roviow unsnlisfactory 
MlLLER.Hj Rugbn 3. Ofc o< the D.reclor 00/07/06 RFFO.C Com r.eritVi j'ih 
Ed 9Cn Co 2pp 46140 301-16140 311 

“0807120090 Responds to NRC 8BO4O0 ltr to volatons noted In Jnsp Repis 50 J&l'C/* 
34 A 50*304/67*35 Dispulos ViClaton 2 ViOlaiion 4 Is I consoo identifier! Hon* A sfiO/d 
bo wilhd'flwn 

BUSS.H E Comrrcnwealth Ed.son Co. 00/05/25. DAVIS.A B. Rog on 3. Ofc oMhc Pi 
rector. 21pp 46 J4B.303 46140 327 

“0607120092 Forwards add mlo ro omorgoncy lighling in rosponso 10 Insp Hopls W* 
295/65*11 A 50 -304/05* 12. tfisiaUation of addl light ng ox.pociod lo bo comp. a-s-J Ly 
Aug 1900 Completion of emergency .‘ighling A fire p.'otociion mort9 stil 1 pondhg 
LENTlNE.F.G Com .non wee Hh Edison Co 87/12/16 HOLMES.J Regon 3, O r c u' 
Dirocior. 3pp 46148:320-46140 331. 

0006300347 NRC Info Notice 08 045. "Probloms In Protective Ro'ay A Circul Bioalcf 
Coord ncilion.” Svc hst anci 

ROSSI. CE Division of Op-erefionol Evoni9 Assessment (Post 8/0411) 68/07/0* 
Ccnsolidalod Ed son Co. of Now York. Inc I04pp 4624 2 1 09 46242 212 

68070 B 0096 NRC Into Nolico 06*046, “Licen^oo Rept oi Dofoclivo Refurbished tircv* 
Croakers" Svc list ©nc> 

ROSSI.CE Division of OroraLonol Evonl9 Assossmoni (Po9t 070411) 80/07;^ 
Consolidated Ediscn Co of New York, inc I07pp 40231 201-46232.O27. 

8007220320 Informs that 060502 adUl info In response to IE Bulletin 05 003. 'Mow- 
Operated VeVo Common Mods Faluros Ou.'.ng P/ant Transients Due 10 improper 
Swiich Sottings/' now acceptable 

GREENMAN.E.G Rog on 3. Ofc of the Director. 08/07/00 REF.D.C Commorwosn 
Ed son Co. 2pp 4625B:O54-40269 055 

8607200190 Rospords to NRC Bullohn 60-004 ro potonbal for doadheau'mg of oneGr 1 
moro pjrnps in safety-related sys A potential for inadequate mlnhow capac.:y 
MORGAN.W.E. Common wo a'fh Edison Co 00/07/1 1 Document Cor-lrcl 0r6 r ci 
(Oocumenl Control Desk) 30pp. 46220.102*40228 2 11 

8007120201 NRC Info Nolico 08-040, "Licensee Rop: of Dofocf.ve Refurbished Valves’’ 

C.j/v I, a! anrl 


8807080306 NRC Jnfo Notice 88 047. "Slowor.Than-ExpoctGd Rod Drop Times ” Svc 
list encl 

ROSSl.C.E. Division of Operational Evonls A980S9moni (Post 070411). 80/07/ 14 
Consolidated Edison Co. of Now York. Inc I03pp 40240 222-40240.324. 

6807210009 Forwards results of evaluation of HVAC sy9.per Insp Ropts 50 295/87-34 & 
50-304/87-35 open Item. HVAC sys mod Implomontation schedule will be transm lied 
during wk of 880710. 

TR2yNA.G E Commonwealth Edison Co BQ/07/15. Offico of Nuclear Roaclor Regu- 
lation. Director (Post 870411) 13pp. 46235:064.48235:076 

6807120550 NRC Info Notice 88-049. "Marking.Hendllng.Control.Storoge & Destruction 
of Safeguards info " Svc fist end 

ROSSl.C.E. Divis'on of Operational Evonls Assossmeni (Post 8704 H). 00/07/10 
Consolidated Edison Co of New York. Inc. 103pp. 46241:263-46242.005 

6607120553 NRC info Notice 08 050. "Effect of Circuit Broakor Capacitance on Avail- 
abl'iiy of Emergency Power." Svc list end. 

ROSSI. CE. Divj9ion of Operational Evonls Assossmeni (Post 8704 il). 88/07/18 
Consol dated Ed.son Co. of New York. Inc. 1 iDpp 46267:250-40258.016. 

8607100101 NRC info Notice 80 051, "Fa lures of MSivs " Svc l.si oncl 
ROSSI, CE. Division of Operational Evenia Assossmont (Post 070411) 08/07/21. 
Consolidated Ed son Co. of Now York. Inc. 121pp. 46257 006.46257:208 


S. Reportable occurrences, LERs 6 related correspondence 

0607260239 LER 08-012*00 on 08061 7.maln steam safoty valvos.whon tosted w/ 
steam, failed \% solpoint pressure tolorenco as requTod by Toch Spocs Table 4 7* 
1. Caused by solpoint drifting or testing method used Safety valves ovorhaulod W/ 
880718 Itr. 

HAYES. K , PLIML.G.J Commonwealth Edison Co. 06/07/10 4pp 40255018- 
46255 021. 


V. Operator Examinations 

0607120103 Forwards draft Rov 5 to ES-601, "Admlnlstrollon of NRC RoquAliflcallon 
Program Evaluations.” W/o oncl. 

WrTGHT.G C. Region 3. Ole of Iho Director. 00/06/23 OCKERT.A J. Commonwealth 
EdiSOnCo. ip. 46140.358 46140:358. 


8807260008 D<scusses emergency preparedness mod of tow threshold event reporting 
A emergency reporting procedures lor planis Util will r.o longer classify A ropt evonls 
In manner described In red olegleal emergency plan duo lo const status. 

GRlDLEY.R. Tonnossoo Valley Authority. 00/07/15. Document Control Branch (Docu- 
ment Control Desk) 3pp. 46285 294.46205 296 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8807200344 Amond 6 to updated FSAR lor 0rown9 Ferry Nuclear Plani Unil9 1.2 A 
3.W/080719 Hr 8 one oversize fig^ro 

GRlDLEY.R. Tennessee Val-’oy Authority 80/07/19. 200pp 46239.001*46239 330. 


P. Operating license stage documents & correspondence 

8607050091 Forwards facilities pub'ic not>co for pub'icallon on 080624 In Decatur Dally 
& advertising order approvng pub'ication 

BLACK. S. Ole of Special Projects 88/06/22. SMITH.P Decatur. AL 9pp. 45998:043- 
45090:051. 

6807010650 Advises that proposed Tech Spocs 6 2.1b A 6 2 i .c In 8B0617 application 
for amond9 lo licenses do not specify position titles for correspond ng mgt 
positions Listed positions 6houid bo incorporated into proposed Toch Specs. 
GRtDLEY.R Tennessee Valley Authority 88/00/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 45097:247-45097:248 

8807010721 Notification ot 860630 mooting w/ulil In Rockvi'lo.MD lo discuss seismic 
design molhodology for pipe A pipo supports 

KELLY, J.L. Ofc of Spoclal Pro.ects 80/00/23. BLACK.S Ofc of Special Pro|eci9 3pp 
45991:230-45991:232 

8807110427 Forwards safety ovaluatlon accepting stated rnsponso9 to Gonorlc Ltr 02 
33 ro post-accidonl monitoring Instrumentation & associated Reg Guido 1.07 as ep- 
pllod to emergency rnsponso lacllit:09 

BLACK.S. Ofc of Special Proiocls 00/00/23. WHITE, S A. Tennessee Va lay Authority. 
3pp. 40100:139-46100:171. 

-8807110447 Safety ovolual on accepting posl-or.c Idenl monitoring instrumentation 
design conformanco w/Rog Guido 1.97. 

• Offico Of Nucloar Roacior Regulation, Director (Post 070411). 08/06/23 3pp 
46100,142*46100.144. 


DOCKET 60*296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 
F. Security, medical, emergency A fire protection plana 


-0603260380 "Conformance lo Rag Guido 1.97, Browns Fo:ry Nucloar Plani. Units 1.2 A 


3.” 


UDY.AC EG AG Idaho, Inc. (subs of CGAG. Inc.) FIN A 6463 EGG-EA-0873. 65/09/ 
13 Division of Syslomg mtogrotlon (01 1005 851 124) 27pp. 46100:145 46100.171 


8807120162 Forwards listed drawlngs.por NRC 800524 request for add! Info to support 
App R audit Horn 9 not requested for faci’ity.por discussion during 800600-08 slto 
visit Rolatod documentation oncl W/ 151 ovorsizo drawings 

GRlDLEY.R Tannossoo Valfoy Authority 80/06/07. Oocumont Control Branch {Docu* 
monlConlrol Dosk) 1,949pp. 46158 006 46163:234 

8608200370 Forwards Into documenting util concurrence w/securHy restart Issues Iden- 
tified during 880619 letcon Enel withhold (rol 10CFR 73.21) 

GRlDLEY.R. Tonnossoo Volloy Authority 08/00/16 Documonl Control Branch (Docu- 
ment Control Dosk). 2pp 45005 212-45905 213. 

8807D800QB Forwards Insp Rente 60-259/08*14.60-260/00-14 & 50-296/00-14 on 
880509- l3.No violations or dovfallons noted. 

MCCOY.F.R, Ofc of Spoclal Projocts. 00/06/20 WHITE.S.A. Tonnossoo Valloy Au- 
thority. 2pp 46110:000-40110:104 

-0807060071 Heallh Physics Insp Ropls 60-250/80.14,50-260/00-14 & 60-296/00-14 
on 080509- 13.No violations or deviations notod Major areas inspected followup on 

G revlou9 enforcement issuoa.organizatlon & mgt controls & irolnlng 
/EDDINGTON .RE. Region 2. Ofc of Iho Director. 68/00/03 15pp 40110.090- 
40110:104. 

8007010036 Forwards supplemental response to NRC 060521 Itr re violation noted in 
Insp Roots 50-259/86 09,60-260/86 00 & 60-29G/86-09.Presont schedule for physical 
comp'etlon of secondary conlalnmont fire barrier sealing is 8B 1031 
GRlDLEY.R Tennesseo Valley Authority. 80/06/22. Documonl Control Branch (Docu- 
ment Control Desk). 3pp. 46000:040-46009 050. 

8807110427 Forward9 safety evaluation accepting stated responses to Gonorlc Ltr 82* 
33 re post-accident monitoring Instrumentation A associated Reg Gu^o 1.97 as ap- 
plied to emergency responso feci lilies 

BLACK.S. Ofc of Special Projects. 88/06/23. WHITE. S A. Tennessee Valloy Authority 
3pp. 46100:139-46100:144. 

-0807110447 Safety evaluation accepting post-accident monitoring Instrumentation 
design conformance w/Rog Guide 1.97. 

• Off:ce of Nuclear Reactor Regulation. Director (Post 870411). 88/0B/23. 3pp. 
46100:142-46100:144 


-0603260380 "Conformance 
3." 


lo Rog Guido 1.07,Brown8 Ferry Nuclear Plant, Units 1,2 & 


UDY.A C. EGAQ Idaho, Inc. (subs. Of EGAG. Inc.). FIN A-6483 EGG-EA-6873. 85/09/ 
13. Division of Systems Integration (811005-851124). 27pp. 46100:145-46100:171. 


8807060470 Notifies that separata ltr sen! to NRC re util objectrves lor 1988 radiological 
emergency plan excorclso in order to protect ojectivea from disclosure to exercise 
participants. Objectives supplied per NRC 841011 request. 

GRlDLEY.R. Tonnessee valley Authority. 88/06/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 46103.331*46103:332. 


0307070662 Forwards Rev 9 to physical security/conllngency plan Rev withheld (ref 
10CFR73 211. 

GRIDLEY,R.L. Tennessee Valley Authority. 88/06/30. Document Control Branch 
(Document Control Dosk). 2pp. 461 18:270-401 18:280. 

BS07260410 Immediate temporary change to Rev 1 to Procedure EPIP-01, "Emergency 
Plan Classification Logic.” W/880715 ltr. 

GRlDLEY.R. Tennessee Valley Authority. 88/07/16. 1 ipp 46264*285-46254:296. 


8807050530 Application for amends to Llcensos DPR-33.DPR 52 & DPR-66, clarifying 
limiting conditions lor opo/allon lor RIIR svc water A emorgoncy equipment cooling 
water ays. Foe paid. 

GRlDLEY.R. Tonnossoo Valloy Aulhorily 00/00/24 Document Control Branch (Docu- 
ment Control D09k). 2pp. 460/3 202-46073 270. 

“8007060531 Proposed Toch Spocs rovs clarifying I rnliing conditions for oporeton for 
RHR svc wator A omorgoncy oqulprnont coo'lng water 

* Tonnossoo Volloy Authority 00/06/24 15pp. 46073 204-46073:270 

0807060173 Forwards ampoclly evaluation program plan, Rov 1, Incorporating results of 
880426 mooting w/NRC at silo Summary of commitments also oncl 
GRlDLEY.R Tonnossoo Va’loy Authority. 80/00/24. Documonl Control Branch (Docu- 
ment Conlrol Dosk) 1 1 pp 46117 318-48117 320 

8807070093 Application (or amonds to llcensos DPR-33.0PR-52 & DPR 68. replacing 
roactor wator level rols to top of act.vo luol w/ corresponding ref to voasol 
zQfo.Proposed determination of NSHC prov ded.Feo paid. 

GRlDLEY.R Tennessoo Valloy Authority 88/00/24. Document Control Branch (Docu 
mont Control Dosk) 2pp. 46125:147-40125:107. 

-8607070099 Proposod Toch Specs 1.1/2 1.3 1/2.1 A 3.2/4 2 for facllitios 

* Tennessee Volloy Authority 00/06/24 10pp. 461 25: 149*401 25 167. 

6807070083 Forwards summary of util 860524 prosenlalion ro m n edge distance lor 
anchor bolts d scu9sed in 830310 10CFR21 notification fronn Hilti.lnc. 

GRlDLEY.R Tennessoo Va'loy Authority 80/08/20. Documonl Control Branch (Docu- 
ment Control Desk). 3pp. 46130 290-46136 300. 

88070701 10 Confirms acllon9 agreed to during 080510 mooting w/NRC ro PRA.Ulil w.ll 
provide summary documonl to NRC by 8B0030, including rollonalo for concluding thal 
rovised PRA will conservatively reflect configuration of Unit 2 at restart. 

GRlDLEY.R. Tonnoasoo Valley Authority. 88/00/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 46t23'.35t-4Qt23;352. 

8807080018 Summary ol 880602 meeting w/TVA re implementation of ATWS 
rule, 1OCFR6O.02. List ol attendees A calculations oncl Spoclllcs ol standby liquid con- 
trol aya.alternato rod Injecllon A roclrculation pump irip designs discussed. 

KELLY. J.L Ofc ol Special Pro|ocls. 88/06/28. Ole ol Special Projocts. 124pp. 
46133:331-40134:094. 

6807070519 Summary of 800818 meeting w/util re pipe A plpo supports seismic design 
methodology Util agreed to roovaluato piping A pipe aupporte according to SRP A 
compare to, original design basis to establish margin of d iforonco. 

KELLY, J.L. Ore ol Special Projects. 00/06/29. Ofc of Special Projects. 5pp 
461 19:100-46110:104. 

0807 120342 Forwards public notice of util 880617 application lor amends to Ucen90 
DPR-33.DPR-52 A DPR 68 for publication in Huntsville Times A Decatur Da ly. Amend 
deletes organizational charl9 from Tech Specs. 

BLACK.S.C. Ofc ol Special Projects. 88/06/20. WHITE.S.A. Tonnossoo Valley Author- 
ity I2pp 46112 1 17*46112:128. 

8807130331 Forwards Amends 149.145 & 120 lo Llconses DPR-33.0PR-52 A DPR* 
68, respectively A safety evaluation Amends delete organization charts from adminis- 
trative controls section of Tech Specs in accordance w/Generlc Ltr 80 00. 

BLACK.S. Ofc of Special Projects 88/06/30. WHITE. S A. Tennessee Valley Auth only. 
3pp. 46164 098-46164:215. 



Specs In accordance w7 Generic Ur 8R 00 

EMJVCK.S Ofc of Special Pro.ocls 88/00/30. 108pp. 40164:101 -46184 208. 

-9907130333 Safely ovakral on supportng Amends 149.145 & 120 lo Licenses DPR* 
3 3 ,D PR • 5 2 A [)P R * 68 .ro spec n voly . 

’ OlC 01 Special Projecla 68/06/30. 7pp 46104:209 46104 215 

9007120518 Forwards Amends 150.146 & 1 21 to Licenses DPR-33.DPR-52 & DPR* 
08.rospociivoly & sa'cty evaluation Arrond 9 modfy Tech Spec survei lance require- 
ments io rop'nco "not to exceed " w/ "at least once ovary 

BLACK.S 0?c of Special Pro, acts 03/G7/Q5 WHITE ,S. A Tennessee Valley Authority, 
4pp 46148:101*46140.140 

-8007120620 Amonds 150.148 A 121 to Licenses DFR-33.0PR-52 & OPR 68. 
respectively. Amor da modly Tech Spec survoi'lanco requiremeils 1o replace "not lo 
o*cood" w/"at least once every.'* 

BLACK.S. Ofc or Special Projocis. 88/07/05 32pp. 46140 106 46 1 48 137. 

-8007120534 Safety eval-uai on sjpportng Amends 160,140 & 121 to Licenses DPR- 
3 3 . DP R ♦ 52 A DPR • 68 .re spec»i ve ly 

' Office of Nucloar Heactc f Regdalon. Diroclor (Posl 870411) 80/07/05. 3pp, 
46148 136 46148 140. 

0907120060 Informs that ull 670619 response lo Generic Llr 07-06 re periodic verifica- 
tion ol look i ghl integrity ol pte9Suro iso'ation vatves accepiable 
BLACK.S. Ofc ol Special Propels. 00/07/08 WHITE.SA Tennessee Vail ay Aulhonty 
4pp 40156.133 40156 160. 

0007130395 Provides info re p f an 9 to reload fuel Inio reactor upon compleion of certain 
proroq.i sites established by TVA Fuol reload scheduled lo begin on 880901 Rov 2 io 
Procod j *0 SDSP 12 4 0 Rov 0 lo SDSP- 1 2 7 or.zl 

GRlDLEY.R Tonnossoo Vefloy Authority. 00/07/00 Oocumont Centre? Branch (Docu* 
n'lOni Control Desk). 4 pp. 40168 1 74-46166 216. 

—8007130402 Rev 2 lo Silo OirOctor Std Practice SDS °*12 4, "Reium lo Svc A Closure 
o? Mods ’* 

CZUOAKOWSKI.T . MCKEON.R Tennessee Valoy Authority. 60/04/10. 16pp 
46106.176 46160:103. 

—8007140006 Rev 0 to Silo Director Sid Pracico SDSP-12.7, "Sys Preoperabihty 
Checklist (SPOC). 1 * 

CZURAKOWSKI.T.. MClEMORE.J , MARTlN.J. Tennessee Val oy Authority 08/06/ 
13. 2.1pp 46106:104*46100 210 

8807120076 Forwards Rev 1 ID ’ Ampacity Eva’uDllon Pjcgiom Plan,'’ which mcludas 
Attachment l inadvo.rtonlly excludod from submit lal 

GRlDLEY.R. Tennessee Vol'oy Authority. 00/07/07 Documanl Control Branch (Docu- 
ment Control Dosk). 3pp 40154 033 46154 047 

-0007130046 Rov 1 lo "Airpacify Gvalual on Program Plan ** 

* Tonnossoe Val oy Authority. &8/07/07 12pp. 46164 038-46154:047, 

6007140269 P rov do s aummory of NRC 680028 A 29 d scessfons of nuclear plant 
porformnneo Snorlcom ngs noted In Soquoyah 2 secondary sys malnt S personnel 
notformonco os areas contributing lo sortos ol roactor lrip9 during inil al operations. 
STEILO.V. Ob of the Cxocul'vo Dlrocior for Operations 08/07/00. WHlTE.S A. Ten- 
nessee Velley Aotnorlty 2pp 46172.354-401 72 355 

0807190192 Forwards pago irodvortentiy omitted from 800623 PRA submittal re restart 
commitments 

GRlDLEY.R Tunnossoo Vo lay Authority. 88/07/09. Document Control Branch (Docu* 
ment Control Cosk} 3pp. 40230 183 46208:105 

0007130454 Generic Llr 88-11 io a‘l I conBoes of operating reactors A holders of CPs re 
NRC pool ivon erv radiavon emtM Moment o! f ocelot vessel malls & Impact on plant 
operafons.Sve 1st & Rgv 2 to Hog Gl da 1.99 end 

MlRAGllA.F J. Assoc l a lo Diroclor for Projects (Post 670411). 98/07/12. Consorted 
Edison Co. ol Now York. Inc. 61pp 4B267:207-4625?-267. 


O. Inspection reports, IE Bulletins A correspondence 

8807010809 Ack receipt ol 800523 llr inform ng NRC ol slops taken to correct violations 
noiod m Insp Ropts 50 259/80 06, 60 260/60 08 A 60-296/06 08. 

MCCOY, F. Ft. Ofc of Special Projects 88/06/14. WHITE.S.A. Tonnessee Valley Au- 
thority. ?pp, 40017:075-40017 076. 

0000130168 NRC tnlo Notice 80 039. "laSs'lQ Unit 2 Loss of Recirculation Pumps W / 
Powor Oac nation Event" Svc list end 

ROSSl.CE Division of Operaional Evenls Assessment (Post 070411) 68/06/16. 
Consolidated Edison Co. of Now York, Inc. llOpp 45976: 166-45978:266. 

8000290099 Ack receipt of 880623 Hr informing NRC of steps laken to correct vlofabons 
notod in Insp flopta 50 269/87*29, 60 200/87-29 & 60 -298/87-29. 

MCCOY, F.R. Ofc ol Spoc-al Preset*. 80/08/ 18. WHITE ^.A. T&nnos&eo Valley Au- 
thority. ip. 45974:301 45974:301. 

6007060068 Towards Insp Rapls 50-259/00*14,50 260/00*14 & 50-296/80-14 on 
880509* 13.No violations or deviations noted. 

MCCOY.FR. Ofc of Special Projects 80/00/20. WHlTE.S.A, Tennessee Vailoy Au- 
thority. 2pp. 48110:000-401 10:104. 

-0007060071 Health Physics fnsp Ropls 50-259/03- 14,50-260/08-14 4 60*290/88-14 
on 680509*13 No vlo'ations or deviations noted Major areas Inspected: followup on 
pfovlous enforcement Is 9 uos, organization & rrgt controls & training. 

WED Dl NGTON.R. E., HOSEY.CM Region 2. Ofc of the Director. 88/06/03. 15pp. 
46 110.003-461 10: 104. 

G0O616O34O NRC Info Nolico 88 040, ’‘Examiners Handbook for Developing Operator 
Licensing Exams.” NUREG/GR-0122 A svc 1st end 

R05S1.CE. Drvison of Operal-onal Events Asse9srreni (Posl Q70411). 88/06/22. 
Con3o*idaiod Edison Co. of New York, fnc. 23 7pp. 46240.325*46241:201 . 

0000179033 NRC Info Notice 06-041, “Physlcfll Protection Woakn eases identffied 
Th'ough Rcgu'ater/ Effectiveness Reviews.” Svc i si ©rvci. 

ROSST.CE. Division of Opereional Evenls Assossmeni (Post 070411). 08/06/2 2 
Gcnsolldatod Ed-son Co. of Now York, Inc. 122pp. 45970.034*45970:165. 


ROSSI, CE. Division ot Operalional Events Assessment (p 0 9t 870411). SBW*22 
Conso'idaiod Edison Co. of New York, Inc 1 16pp 46019.037*46019.152. 

68Q70100 3 6 Forwards supplomentel rosponso lo NRC 860521 lir ro violation noted In 
insp Flepts 60 259/86 09,50-260/06 09 A 60-206/88-09.Prosont 9Chedu'o fer f4/slC4l 
completion Of secondary conlalnmont fire barrier sealing is 081031. 

GRlDLEY.R. Tennessee Val’ey Aulhorjty. 88/00/22. Oocumom Control Brarch (Oocw- 
ment Control Desk). 3pp 46009.048-46009.050. 

8 6062100 30 NRC Info Notice 88*044. "Mechanical Biridng of Spring Release Devce lr> 
Wesimghouse Type OS-418 Circuil Breakers. " Svc list oncl. 

ROSSI, CE. Division of Operational Events Assossmont (Post 87041 1 ). B/G0/24 
Consolidated Edison Co. of New York, Inc. Il3pp 4601 9. 153*460 19.265 

Bfl 06240 13 9 Suppl 1 to NRC Bul’otin 80-000. "Thermal Stresses in Pip'ng Coroociod lo 
HCS *’ Svc 1st end 

ROSSl.C.E Oivisteo of Operaional Events Assessment (Post 070411) 04/08/24 
Consolidated Edison Co. of Now York. Inc. 1 14pp 46019:266 46020:010 

8607050139 Confirms agreements reached al 800620 mooting w/NRC re sa'oY sys- 
functional Insp Util proposod to perform safoty syfi functional Insp & sys?ema:ic mw 
of plant programs as conclus-on to technical vonficalion program 
GRIDlEY.R. Tennossee Valioy Aulhority. 08/06/24. Oocumom Conlro? Branch (Oocv- 
mont Control Desk) 4pp 46026:279-46026:282 

6607050563 Responds lo NRC QG0525 Hr ro violations notod In Insp Repts 50 25?'£8 
05,60*260/88 05 & 50-296/8D-05.CorroctSvo actions fndivlduols invofvod maja ewaj© 
ol violation A reviewed procedural & Tech Spoc requ^omonts 
GRlDLEY.R. Tennosseo Val'ey Authority 08/08/24. Document Control Branch Poou* 
mom Control Desk). I2pp 46073 303-46073 314 

6607190019 Forwards Insp Repts 50*259/88 12.60-280/80-12 & 50 208/68 12 eo 
8BO6O2-O0.No violations or davmilons noted. 

MCCOY.F. Ofc of Special Pro;acf9. 0B/O7/O5. WHiTE.S.A. Tonnessco Va'oy A'/thor* 
Ity. 2pp 46200:200-46209 310. 

-6007190021 Insp Ropls 60 259/00* 12,60-260/80* 12 & 60*206/08-12 Oh 8&:S02- 
06.No violet, ons or deviations noiod Major aroas In spoc led. Mark I conto nmc-ri pn> 

8 ram mod & IE flulfOl«n9 79 02 A 79-14. 

HOU.RC.. CARRlON.R.P.. BLAKE, J j. Rogion 2, Ofc of the Director. B8/0t'2O 
11pp. 46209:300-40209.310. 

8807120021 Forwards k9\ of commitments to NRC Bulletin 00 003, "inoiloquaio ti’cK 
Engegemonl in HFA-Typo Latching Relays Mfg by GE." 

GRIDLEY.n. Tennessoo Vailoy Aulhority 80/07/06 Document Conirol Branch (Doc*> 
manl Control Desk). 4pp 46147:290-48 147 293. 

6807130445 Responds 10 violation noted In Insp Ropts 50-259/00- 10. 60-260/f0 13 4 
50-290/88-1 0.Violatlon denied Procedure adequately ensures propor mgt epp'O^l A 
(echnlcal accuracy of info provided to NRC. 

GRlDLEY.R. Tonnessoe valley Authority. 08/07/06- Documont Control Branch (Docu- 
ment Conirol Desk) 4pp. 46186 019*46166 022. 

0607140071 Responds to NRC Bulfelin 87-002, Suppls 1 & 2, "Fastonor Tosi ng io D<x 
lermlne Conformance W/ Applicable Specs " Roquests clarir. cation of bu M cln lo po* 
vide necessary info & oxtens.on to 090130 lo provido propor response. 

GRlDLEY.R. Tonnesseo Voley Aulhority. 80/07/06. Documont Control Branti (Doc^ 
ment Conirol Desk). 3pp. 46104:146*46184’146, 

6806300347 NRC Info Notice 80*046, "Problems In Protoctivo Rolay & Clrcu.i BresVer 
Coordinal Ion.” Svc list end. 

ROSSUCE. Division of Operational Events Assoasmont (Post 070411). 80/07/07. 
Consoildalod Edison Co ol New York, Inc. 1 04pp. 46242:109 46242 ?t 2 

6007080006 NRC info No?ico 88*046. “Ucensoo Ropt of Detective Roturbishod Drcvt 
Breakers. 1 ' Svc fist end. 

ROSSl.C E. Division of Operational Events Assessment (Post 070411). 98/07/30 
Consolidated Edison Co. of Now York, Inc. 107pp. 46231:281*48232:027. 

0607260216 Forwards revised response lo Violation 3 noted In Insp Rople 50 438/07* 
08,60-439/87-08, 60*259/87*38,60.280/87-30, 60*296/87-38.60 327/07-68.60 3?8-'8 7- 
68.50-390/87-18 & 60-391 /07* 10. Corrective acllons memo Issued on 860331 
GRlDLEY.R. Tennessee Vailoy Authority 88/07/11. Documont Conirol Branch (Ooct>- 
menl Control Desk). 5pp. 46259.095-46269 099. 

6807120261 NRC Jnfo Notice 88 048, "Licensee Ropl of Defeciive Rofurhlshod VaMJS “ 
Svc list end. 

ROSSl.C.E. Division of Operahonal Events Assossmont (Post 870411) $9/07/1? 
Conso’idated Edison Co of New York. fnc. 103pp. 46242:006 46242.100. 

8607200309 Summary of 060620 meeting w/uhl proposed reslart technical vo‘ ‘ica^oo 
program for plant & safoty sys functional Insp currenty being conduciod at 
elteA/iewgraphs.lfSt of attendees & insp plan end. 

GEARS.G E. Ofc of Special Projects. 88/07/12. Ofc of Spoclal Pro.ocls 2'Pf> 
46228:216-46220:323. 

-8807200312 “Safety Sys Functional Insp Plan.” 

BURDETTE, T.E. Tennessee Valley Authority. 88/06/10. B7pp. 46228 237*46228323 

6007080366 NRC Info Nolico 88*047, "Slower *Than*Expec ted Rod-Drop Times." SvC 
list end- 

ROSSl.C.E. Division of Operational Events Assossmeni (Post 670411) 88/07/M. 
Consolidated Edison Co. of New York, fnc. 103pp. 46240:222-46240:324. 

8807120550 NRC Inlo Notice 68-049, ’ Marking.Handllng.Conlrol.Storage 8 Destruction 
of Safeguards Info." Svc list end. 

ROSSl.C E Division of Operational Events Assessment (Post 070411). 66/07/18 
Consolidated Edison Co. of New York, Inc. 103pp. 46241:263-46242.005. 

8807120563 NRC Info Notice 88-050, “Effect of Circuit Breaker Capaciiance on Arail 
ability ol Emergency Power." Svc list end 

ROSSl.C.E Olvislon of Operational Evenls Assessment (Post 870411). 80/07/13- 
Consoildated Edison Co. of New York, Inc. 119pp. 46257:258-46260:018. 


8607160101 NRC fnfo Notice 00-051, "Faluros ol MSlVs Svc Ii9l encl 
ROSSI.C.E: Division of Operational Events Assossmont (Post 070-111). 08'O7/21 
Consolidated Edison Co of Now York. Inc. ISMpp 46257 006-46257 206 


R. Periodic operating reports & related correspondence 

8607060282 Discharge monitoring ropl for May 1966. 

BROOKS.R H. Tennossoe Valley Authority. 00/05/31. 12pp. 461 39.221-161 3D 232 

8607070535 Forwards weekly schodulo of TVA acilvitios for wks of 060704 & 1 1. 
KELLY.J L Ole of special Projects 08/06/29 OLACK.S. Ofc of Special Propels 4pp 
46122 175-46122:170. 

6807260081 Forwards monthly operating repls for Juno 1900 & rovs lo Apr & May 1908 
repts for Browns Ferry Un is 1.2 & 3. 

WALKER.J G Tennessee Valley Aulhority 60/07/15. Office of Nucfoar Roaclor Regu- 
lation, Director {Post 070411). ip. 46274 004-40274 159 

-8607260065 Monthly operating ropt9 (or Juno 1080 for Drowns Ferry Unis 1.2 & 3. 
WALKER.J G . CRAWFORD.J.D. Tennossoe Valley Authority 08/06/30 Q5pp 
46274.005-40274:157. 

-8607260087 Rev.sod radwaate sum.ma'y lo monthly operating ropts for Apr 1088 for 
Browns Ferry Units 1,2 A 3. 

* Tennosseo Vo l oy Authority. 08/04/30 Ip. 40274 150-46274 158 

-8807260009 Rovlsod radwasto summary to monthly oporaUng repls for May i960 for 
Browns Ferry Units 1,2 & 3. 

* Tennessee Valley Authority. 08/05/31. Ip. 40274:150-46274.159 


$. Reportable occurrences, LERs & related correspondence 

0808300140 Summary of Operating Roaciora Events Mealing 00 24 on 880614 Two sig- 
nificant ovonts Identified for input to NRC performance tncficator program No ovoma 
suggested lot long term foVowup List of attondaos oncl 

LANNING.W. Evonts A9S089mont Oranch 60/00/17. ROSSI.C.E. Division of Opor* 
alional Evont9 Assessment (Post 070411). 16PP 45976 1 00-45976 202 

8607120688 Summary of Oporellng Reactors Events Mooting 00 25 on 00062 1.LrsL of 
flifendoos.cnscussion of slgn-flcanl o'omonts of ovonts & summary of roactor scrams 
encl 

LANNING.W Evonts Assossmont Branch. 08/08/22. ROSSI. C E Division of Opor- 
at onal Evont9 AsS09Smoni (P09l 870411) 14pp 46121 100-46121 103 

8607050479 Responds lo 000610 notice of violation ol blochomlcol oxygon demand 
porrrll I mils during Mar 1000 Corrective acllons porsonnol w.ll continue (0 frond 
fagoon data to prod cl & attempt to provonl recurrence of discharge 
BROOKS, RH Tonnassoe Valley Authority 60/06/23 HORN.C Alabama, Sioio of 
2pp. 46073:279-46073:280. 

6807080207 LER 88 016-00 on 000320.o(lga& ays stack How monitor (noporeblo & How 
rate monitored evory 0 h In&toad ol 4 h in violation ol Tech Spocs Causod by person- 
nel orror.Flow rocofdlng Inlfiatod ovory 4 h W/080701 ltr 

BAKER. RL., WALKER.J. G. Tonno&soo Vai'oy Authority 00/00/20 4pp 40130 253- 
40139256 

6807140215 LER 00 001-00 on B00n05.broekors connoctlng dlosol gonoraiO'S 3A.3C A 
3D to 4 kV shutdown boards oponod jusi alter closing & would not rocloso Causod by 
opon signal soalod in logic Also roporiablo por Pari 21 W/080705 Ur 
JONES, S O.. WALKER.JG Tonnossoo Valley Aulhority. 68/07/01 6pp 46173 029- 
46173:033 


V. Operator Examinations 

8807190201 Requests lhai util furni9h approvod rot mall roquiromonts for roactor/sonlor 
toacior operalor licensing exams by 080630 In order \o meet schodulo lor 0Q12O5 
wrlfton exams & 081206 00 slmulator/oporatmg exams at facllilios 
JULIAN. C A. Rog on 2, Ofc of fho Diroclor. 08/06/22 WHITE.S A Tonnossoo Volley 
Aulhority. 10pp. 46167 347-46167:356 


DOCKET 56-297 NORTH CAROLINA STATE UN IV. PULSTAR REACTOR 


O. Inspection reports, IE Bulletins A correspondence 

8607180246 Responds lo NRC 000613 Hr re violations noted in In9p Rept 50-297/00- 
03.Correclivo actions: roactor aafoguards advisory group moef.ngs will bo scheduled by 
manager of nuclear operations 

ELLEMANJ.S. North Carolina State Univ., Raleigh. NC 80/07/12 Document Control 
Branch (Document Control Doak). 4pp 46198 350-4619B 353 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plane 

8806290459 Forwards Insp Ropl 50-298/88*15 on 080425-29 No violations of devi- 
ations noted. 

CALLAN.L J Region 4. Ofc of Ihe Oirector. 08/06/23. TREVORS.G.A Nebraska 
Pubic Powor Diatrici. 2pp 46984:265-45984-207. 

-8606290467 Jnsp Repi 60*290/80-16 on 800425-29. No violations or deviations 
noted. Major areas inspected security plan & Implementing procedures, mgl 

effectivonoss.audit 8. testing A ma in t. compensatory moasuros & iraln.ng & qua'ifica- 
lions 

KELLY, J.A.. EVERETT.R j. Region 4. Ofc of tho Director. 00/06/06. ip. 45984 2B7- 
45904 287. 

8806300266 Forwards Insp Rapt 60-298/80*14 on 080416 0531 & notice of 
violation. Actions taken w/regard lo previously identified insp find^gs also examined & 
addressed in Paragraph 3 ofrept. 

CALLAN.L J. Region 4. Ofc ol ihe D.reclo r. 80/06/24. TREVORS.G A. Nebraska 
Public Power District. 2pp. 46006:153-46006 1 66 


-6606300273 insp Rept 50 298/00-14 on 6004 16-0531. Violations noted. Major areas 
inspected allegations lol owup.so srr.lc supports, operational safety verlfication.monthly 
surveillance & ma nt obsorvailons.ESF walkdowns A security 

PLETTNER.E.A . FARRELL. R E , BENNETT ,W.R. Rog on 4. Ofc ol the D rector 88/ 
06/21. lOpp 46006 157-40006:166 

6807060240 Rev 10 to Emergency Plan Implomant-ng Pmced-re 5.7.1, Emergency 
Classification" W/8D0627 Mr 

MERRILL.C, MEACHAM.J . TREVORS.G A Nebraska Public Power D.slhct 08/06/ 
27. 25pp. 46091:159-46091:183 

6807130099 Rev.sed emergency plan implementing procedures .Including Rev 7 to 
6.7 14. ‘ Stable Iodine Thyroid Blocking (KI) M & Rov 7 lo 5 7.15, "Rescue A Ro Enlry." 
W/68O7C0 Hr 

MERRILL.C. PETERSON.S.. TREVORS.G A Nebraska Putic Power District. 00/07/ 
00 I6pp 46105 041-46165 056 

6807210128 Advisos that 660603 proposed changes lo emergency plan acceptable 
CALLAN.L J. Roglcn 4, Ofc of tho Dhector. 88/07/12 TREVORS.G A Nebraska 
Public Power District. 2pp 46237:117-46237:110 


P. Operating license stage documents A correspondence 

8807120630 Forwards correction to 000420 Amend 120 to Llcei90 DPR-40, revising P- 
T curve. Correction consisis cf oncl rov.90d Figuro 3.6.1 b. ‘ Mn Temp for Coro Opor* 
alion (Criticality) - Includes 40 F Margin Requ rod by 10CFR50 App G ” 

LONG.W O Projaci D rodorale IV 88/06/23 TREVORS.G.A Nobraska Publ'c Powor 
District 5pp 46121.073-46121 080 

-8007130112 Corrected Figure 3 6 1 b to Amend 120 to License DPR-40. 

* NRC ■ No Detailed AffiTallcn Glvon. 88/06/23 3pp 46121:076 46121 000. 

8807080008 AppTcat on for emend to Llconso DPn-46.rovlS“rg Tech Spocs to delete ro- 
ulromonl to perform weokly partial closuro survortanco lost on MSlVe Foe pa d 
UNCI.. L G Nebraska PubTc Powor District 80/07/05. Documenl Control Branch 
(Documoni Control Dosk) 8pp 40140 060 46140 068. 

-8807080012 Proposed Tech Spocs doletr.g roquremonl lo porform weokly part ol do- 
suro survo ilanco t09l on MSIva. 

* Nobraska Pub’ic Powor D slrlci G0/07/05. Ip. 46140:088-46140.060. 

8807160175 Forwards Amend 123 to License DPR-40 & safely evaluation Amond 
changog Toch Spocs for standby Iqud conlrol sys to reflect 10CFR50 62 ATWS 
mods. 

LONG.W.O. Project Dlroctorato IV 08/07/05. TREVORS.G A Nebraska Pubic Power 
District- 3pp 46100 14140108:162 

-08071 60 176 Amend 123 to licnnso DPR-40.changlng Tech Specs for standby liquid 
control sys lo roHoct 10CFR50.62 ATWS mods 

CAL VO. J A Project Dlrectorato IV. 00/07/05. 6pp 46108 144 48108: 149. 

-8807150177 Safoly evaluation supporting Amond 123 to Liconso DPR-46 

* Office of Nucfoar Reactor Regulation. Oroclor (Post 870411) 08/07/05. 3pp 
46180:150-46100 162. 

8807130024 Forwards further dotallB ro changes to core spray rol log fill sy9 & rosponso 
to Generic Ltr 04*23. "Roactor Vosaol Water Lovol Instrumonlation in BWfls." Util In- 
tends to update sys lo allow romoto manual operai.on. 

TREVORS.G A Nobraska Public Powor District. 00/07/07 Documoni Control Breach 
(Document Control Dosk) 0pp. 40170 091-48170.098. 

8807150172 Forwards notico of consideration of issuance of amond to License DPR-40 
& proposod NSHC & opportunity for hearing ro util 880705 request lo revise Tech 
Spocs on MSIV survo ilanco losliny 

LONG.W .0. Projoci Directorate IV 80/07/08. TREVORS.G A. Nobraska Public Power 
Distrlcl. 3pp 46108 192-46180:203. 

-8807150174 Notice of consideration of issuance of amend lo License OPR 4 0. revising 
frequency of surveillance lasi ng of MSIVs 

LONG.W .0 Project Directorate IV 00/O7/OB 9pp. 4018B:1O5 46106 203. 

8807130454 Generic Ltr 66-11 to all llcensoo9 of operating roactor s & holders of CPs re 
NRC posit.on on radiation ombrlttfemonl of reactor vessel malls & Impact on plant 
operations Svc list & Rev 2 to Reg Guide 1 99 oncl. 

MIRAGLIA.F J Associate Direclor for Projects (Post 070411). 80/07/12. Consolldaiod 
Edison Co of New York Inc 61pp. 40257 207*46257:257 


Q. Inspection report#, IE Bulletin# A correspondence 

8007060476 Responds to NRC 6005 11 ltr re violations noted In Insp Ropl 50-200/08- 
13. Corrective actionsdocumomed operability ioviow per util Procedure 0.27 complet- 
ed prior to approval to release non-oseontiel part for essenhol applications 
TREVORS.G A Nebraska Public Power District 08/06/06. Document Control Branch 
(Document Control De9k). 3pp. 46073:319-46073:321. 

8606130166 NRC fnfo Notice 80 039. "LaSalle Unil 2 loss ol Recirculation Pump9 W/ 
Powor Oscillation Evenl." Svc list oncl. 

ROSSI.C.E Division of Oporatonal Events Assossmonl (Post 870411). 88/00/15. 
Consolidated Edison Co. of Now York. fnc. 1 10pp. 46078:156-45970:266 

8806300201 Ack receipt of 880429 llr Informing NRC of stops taken to corroct violations 
noted In Insp Rept 50*298/87-01. 

CALLAN.L S Rog-on 4. Ofc of tho Director. 00/06/21. TREVORS.G.A Nebraska 
Public Power astrlcl. 2pp. 45997:203-46997:205. 

6806160340 NRC Info Notice 88*040, "Examiners Handbook for Developing Operator 
Licensing Exams." NUREG/BR-0122 & svc fist encl. 

ROSSl.OE. Division of Operational Events Assessment (Post 670411). 88/06/22. 
Consolidated Edison Co. of New York, Inc. 237pp. 46240:325-46241 201. 

8606170033 NRC info Notico 66-041, "Physcal Protection Weaknesses identified 
Through Rogivlaiory Effectiveness Reviews " Svc list oncl. 

ROSSI.C.E. Div*9ion of Operailonal Events Assessment (Post 070411). 66/06/22. 
Consolidated Edison Co. of Now York. Inc. 122pp. 45978 034-46070:165. 



1st QTCl. 

ROSSl.CE DivS.on of Cpprai pnal Events Assussneni post 67041 1). flfl/06/2? 
Ccnsol dated E risen Co of New Ye'k. Ire. U6pp 46019 OdMGOtO 152 

6008290476 Ack r^co^pl cf 900607 Ur ‘ft'cftr.n;; NRC o' steps taken 10 correct violations 
noted h Ir.sp Ftepi 10-230/68-07. 

CALLAN.LJ Region 4. Ofr of mo Dime lor 89/06/22 TREvORS.GA. Nebraska 
Pub’ic Power DiStnci ip 45Q73 337 4£y73 337 

6866290459 Forwards Insp Repi 50 296/e& 15 on B80425-29.No v, clears or devi- 
ations nclod 

CAL LAM {. J Rogon 4. Cfc of the 0 *eClo* 88/C6/23. TREVORS.GA Not'Qska 
Pfblc Power C srnct 2pp 45984 295 4 5994 287. 

-8608290487 <nsp Repi £0 299/89-15 on fi6C425 29No v.o!aticns or covaions 
roiedMe.or a'eas Inspected sec ui ty r‘an & im^e/nonting procodufes.mgi 
aflecWer.ess.aun o.i os' 1 nQ & matet.ccirpc* saioiy measuios & italn n^ & qua/ca- 
tic ns 

KElLY.J.A. EVEHETT.RJ Reg'o.'i 4. 0‘c of tho Di-odor 69/06/06 ip 45584 287- 
45984 287. 


0806300039 Fo-wa-ds Insp Ropl £0-298/68 17 cn 88CS16 17 & 23 27 & nobco of v.o'a- 
non 

CALLAN.LJ Ro-g on 4, O'c ol tne Drectc' B8/O0/23. TREVORS, G A. Nebraska 
Pubic Powet Qslr a 2pp 4S9(}8 264 -41568 272 

-8800300044 Noi.co ol vitiation from Insp cn 0eO5i6-i7 A 23 27 Vio n’on noiedTa'Uo 
lo tot can tontalrment nieg’aied tea* mo lost pfoconvo 
* Region 4. O.'c O? Ihe D-roctor 89/00/23 Ip 45998 266-45988:266 

-8606300045 insp Ftept 50 298/89-17 on 6QD516 17 A ?3 27 Vo’ai'ons noted Major 
areas inspected conlanmont megraticn tea* rate tos' & operab’ity evaluation of os- 
sa ni» s' pip r.Q SyS. 

JOHN SON .C E , SINGH. A.. A2UA.H V Ren on 4. Ofc ct the OJ-ector. B9/06/22 6pp. 
45088 267-45986 272 


8606210030 NRC .'nfo Nom© 00 044. ' MeChan 'a 1 B.ojing o 4 Spr ng Pteloaso Dovco in 
We st mg ho use Type DS 4 16 CVcuil Breakers * Svc ‘ist encl 

ROSS’, CE Cviston ol Opora'.onal Everte Assessment {Post 870411) 89/08/24 
Consol dated Ed son Co cf New York, ‘nc 113pp 46019 153 4C0i 9 265 

0006240130 Suppl 1 to NMC Bui©:.': 68 009. "i hernia 1 Sirossrs in Pip.na Connected to 
RCS " Svc I si encl 

ROSSI CE. Div.sion of Operolonei Evoni9 Assossmoni (Posi G704U) Q8/C6/24 
Ccnschdaied Edison Co or Now Yo*k, Ire 1 1 4pp 4€Di9 266 46020 OiB 

0808300266 Forvmds i-sp flepi 6O230/GQ14 ot> 600416 0531 6 tKt.ce ol 
violation Ac hona lakon w/rogard to previously idanM ©d irsp rind ngs also enoThod & 
add'essed h Paragraph 3 of rept 

CAUAN.L J Reg on 4, Ole o 4 fro Direcxi 98/00/24. TREVORS.GA NofciosVa 
Public Power D si'.ct 2pp 46006 153-46003 166 

-8B06300269 No'iCQ of violator! Iron map cn 883416 0531 Vlo'alon riDlocJ po'arlzation 
Index roarings lor d.osel goro.*alor9 tekon ai 2.500 v -nsload ol 2,000 v 6 no tempo 
rary procedure change issued. 

’ Reg cn 4. Cfc of do Orecter. 66/00/24 2fp 4600 6 1 55 46000 1 50 

-8806300273 insp Rept 50 P3G/ee 14 or\ 660416 0531 Vio'-SbOfS nolod. Majw atoas 
Inspected allege lions fo lowLp.se smic stppcMs, opo r atons' safety vord canon nr-onihiy 
sj-nroll anco & ma'nl obso/vai ons.ESF wa'kdcwns & secu'ify 
PLETTNER.EA, FARREU..R.E . QENNETl.vyn Rogon 4, Qtc of ihe Droctcr BD/ 
C6/21 10pp. 46006 157-4G00B: 166 


8807050384 Docunacts &8DG20 arlo'camort meovg w/utii in Rocicn IV ofc to d scuss 
vlo'ai-ons noted In insp Rcpl 50 298 /OG 20 ro cqcipmant qufll.ficai.on 
CALLAN.LJ FI eg on 4. Ofc of ihe Director. 06/08/29 TREVORS.G A Notices^ 
Pubflc Power 0 slncl 4 pp 46075 336 4C075 343 


8807070587 Supp's rosporsd to lE QUctin 84 02, -Ffllutos ol GE Typo UFA Ro'ays m 
Uao in Class ft Safety Sy9” Ai* normary ororoi/od dj sa^ty rofaiod ro'flys wi l bo 
replaced during I9BD rofjel.ng outage based on GE recommondai ons 
RORN.G.R. Nebraska Public Power District. B8/06/29 Document Control Branch 
(Document Contro 4 Doak) 2pp 4Qi?5 270 -46 J25 2?) 

B806300347 NRC Into Nodco 86 045. “Problonis in Protective Relay & Ci/cuH Groakor 
Coord- no lion " Svc ns t end. 

ROSSI. C.E. Dlv.slon of Operationa! Ei/enta Assassmonl (Post 870411V 60/07/07 
Consol dated Edison Co. of New York, inc 104pp 4 6242 1C9 46242 212 

8907000006 NRC tele Notice 66046, "Ucemte Ropt ol D&tec*.Na Rolufttsbed Circul 
Breakers Svc hsi end 

OOSSI.CE. Division of Opereirona' Events Asseesmom (Post 670411) 60/07/00 
Cor.sotidatBd Edison Co ot New York. ?nc. I07pp 46231 281*46232 027 

6807140025 Forwards response to NRC 860420 l!r re violations noted in Insp Reel 50- 
288/88-05n©sponsew.thheld(reJ1lOCFR?3.2l) 

TREVORS.G. A Nebraaka Pubi c Power C.stnct. B9/07/CB. Documant Control Branch 
(Document Centro' Desk) ip. 46171.122-4517 1. 122. 


6007120291 NRC (nfo Notice 68 049, ’ license© Ropl of Defective RefurbOhod Vafvea ” 
Svc list onci . 

ROSSl.CE. DMsion of Operano-na* Evontg Assessment (Post 070411). 06/07/12 
Consolidated Edison Co. of Now York. tnc. 103pp. 46242 006-4624 2: 108 

0807250099 Ack receipt of Q80606 hr Inforrr'ng NRC ol stops taken io corracl violations 
notadfn ir,9p Rapt 50-268/60 13. 

S A i LA o ,Lj< J? € Pl on 4 * 0,c 01 lh0 Arcelor 08/07/12 TREVORS G A Nebraska 
Public Power Difiblct. Ip. 46259. 1 17-46259.117. 

8807190264 Forwards update to 070617 rosponso to Insp Ropt 50-296/66-28 re envi- 
ron qualificaton of electrical equipment fmponani to aatety.per request at 000620 an- 
tor cement oonlsience. 

JrK V0RS . n A N P5r fts K a P ^ |lc Po *° ( D-Slrlcl 88/07/13 Documonl Control Branch 
(Document Control Oesk). 220pp 46205 270-46206 168 

^Val^emM 60 ^ Wot ' ce aB CP47 - 'S'ower-Than-Expocifld Rod-D/op Times " Svc 

D^ion of Oporat'onal Evante Assossmom (Posl 870411). 88/07/14 
consol dated Edtson Co. of New York. ;nc. 103pp. 4O24O;22?*4024O 324. 


of Safeguards 'nfo ’* Svc i st encl 

ROSS'. CE Diviscn of Oporfllcnal Everls As^ossmoni (f’osi 0/0-1 1 1) 8U/07/19. 
Conso idatod Edisoo Co. ol New Yo'k. Inc t03pp 4624 1-263 46242 CC6 

8807120553 NRC Info Nolice 09 058, cffr'l of C:rci.it Broakor Cnpantencn cn Aval 
abhly cf Emergency Power ' Svc hsi erci 

RCSSI.C E Diviscn of Opo.-afional L'vonis Assrissmont (ftesi 0/0411) 08/07/16 
Ccnao'idatod Edison Co ol Mew v 0 rk Inc 1 19pp 46257 258 4G256 016 

B807 180101 NflC 'nfo Nollco 80 051. “Falurns of MSlVs " SvC ‘iSt «rncl 
ROSSl.CE D.vision ol Oporflicna Evorils Assessment (Post 870411) 88/07/21. 
Consol daloJ Ed sen Co of New York, tnc 12lp;> 40257 C06-462S7 206 


R. Periodic operating reports A related correspondence 


8007140224 Worthy operating slfllus ropl for Juno 19H0 for Ccopur Nnclofl' StfltPn.iV/ 
G80706 Ur 

SCHE1JERMAN.J T . HORN Cl M Nohrayka P,;bic f’owur D.s'rid 88/06/30 5rp 
46177 265 46177 269 


S. Reportable occurrence*, lERa & related cotreapondenco 

8607010051 lER GO 017-00 on 880526,two vinpianuoit actual O-k c 4 ESFa eccuned 
wh.te performing revised suveiifl/'ce tesi io verity integrity of a‘p circu-ts Caused ty 
personnel error & h-man factors dOliccrc ; PS Petscrnnl counsoted W/H80627 i:r, 
REEVES.D.t . HORt'J.GR. Nebraska Public Power Oislnct BD/06/27. £pp 4tOW;tS» 
46017155 

6007070490 Forwards LER 09 009 R Rov 1 to LER 00 016 
HORN.G R Nobra$ka Piitlc Powor Oistncl 00/06/30. Uocniritini Conlrol G.-anc'i 
(Occumem Control Do*k> lp 46126095-40126.106 

-8807070406 LER 80 008-01 on B90406.RHR inboard i.n|ociiun valves fmlod V> close 
du'ing ayvoihanco losing Caused by inconsisfont ocUmbon of I mil switcfios re meter 
operator te' rel vo Vo Aitorr-ate switches so^cctod. 

REEVES, Ol. NobtnsKft Pvibkr. Power 0<>lr:ct 09/06/30. 4pp. 46126 060 461260^9 

-8607070409 LER 83 010 00 on 0OO5l?.pipo s.rppoM design rlolicinnclns discovered 
dJ'<ng dos g.n ctiango ongrcoring aci-v-lios Causod by design dni-c oncy HPCi pump 
discharno sys mod hod 10 bring Supports up lo cede qunl ficalion. 

REEVES. D L No tv as ka Pubic Pow«t District 06/06/30 7pp 4612ft 1 00 46t 20 10G 

8007210070 LER B0-O1G 00:cn BOOGCG.InadvnflOnl injection of wnlut Into roactorvessc 
duri-g survoitlarco lestCfljSQd by 'isteu Horns hdud r.g i''adbOJ4te 
proenduro Injact cn terminated S s.;rvoi';ancn proceduro ruv.sod W/U0071 1 Itr 
KRAUSE. R.W.. MEACHAMJM NoD'GSka Puhlc f’ciwor OiStnci 00/07/11 Gcp 
40233 160 46233 105 

8607250277 PNO*tV 88 057 on 880715 ropt ol bro cn lurb no bldg toceivod.Firo brg.ido 
manned & olecthcal arcing found In main generator oul'ut bus u-ct ng L consee ovefu 
ailng ca*»A0 & rppolra not oxpocted d-o to pro'im.riary msp 

CONSTAOLE.G L nogio.n 4, 0(c of llte Dirodor 00/07/15 ip -10205 163 40205:163 


DOCKET 60-301 POINT BEACH NUCLEAR PLANT, UNJT 2 


F. Security, medical, emergency A fire protection plane 

0807200291 Forwards insp Ropfs 50 26C/00-12 & 50 301/88-11 on 860501- 0530 No 
violations noiod 

KNOP.RC Reg on 3. OfC of Ihe Diroc’cr. 08/07/12 FAY.C.W Wisconsin Etedrjt 
Powor Co. 2pp 4R229 001-46229.011 

-6907200293 msp Ropta 50-260/68-12 & £0*301/00 11 on 800501-0630 No violations 
noted Mfl|Or areas mspocfocJ I consuo OcIloH on prov.ous Insp f.ndings.OpO'aTional 
safety, survci lance, me nt.pfiys cal security & rad otegicai protocton 
OEFAYETTE.R. Rog-On 3. Ofc of the Director 08/07/07 9pp 46229.003 46220 01 1. 

0807250132 Forwards revised hro protection Tech Spec Change nequnst 79.per NRC 
000326 draft techn cfli eva’uahon Specs cover reinstat.ng roquiromem fo shut down 
reactor when hro me n loop waior supply inoperable 

FAY.C W Wisconsin Efectnc Power Co. 80/07/ 1 4 Documont Control Branch (Docu- 
ment Control Dosk) 3pp 46278 075-40278 006 

-8807260137 Proposed Tech Specs ro fire supprosson wntor supply, water spnr.kler 
sys.l ra hoso stations & Halon ga&oous suppression sye. 

* Wisconsin Efoclric Power Co. 00/07/14 Opp 46270 070*46278:000. 


P. Operating license stage documents & correspondence 

8807120305 Forwards safety evaluation of response to Generic Ltr 83-20. Item 21 is 
conl'miailon that components tonulrod to trip reactet identified as sal oty-i elated on 
documont 9 wh'ch control safety related activity Confirmation accoptabio 
WAGNER.D.H Project Dboclorato lif-3 88/06/21 FAY.C W. Wisconsin Electee Power 
Co 2pp. 46113:155-46113 150 

-8807120322 Safety evaluat-on accaptng responses te Generic L« 63 28. Hem 2.t.ooa 
flrmmg that program e>rlsl9 for Ido-niifying. classifying & troaung compcronta reQu-ted 
for porformance ol reactor trip function as sofety-reiatod. 

' Office ol Nudoar Roactor Regulation, Dirocior (Post B?04il) 80/06/21. 2pp 
46113:157-46113:160 

8807140078 Forwards SER re imp.'omontalion ol NURtG 0737.TMI Act on Item 2.K3.5. 
"Automate Trip of Reactor Coolant Pumps " Response adequately addresses Isslos 
I n Genetic Lit 65-12 Work a990Cteted w/TACs 49656 Is 49657 completed 
WAGNER.D.H. Project Directorate ill 3 88/07/06 FAY.C W. Wisconsin Electric Pcvser 
Co. £pp. 46176 001-46176.005 



DOCKETED ITEMS 69 


6807180192 Application for amends to Ucensos UPR-24 & DPR 27.changlng Tech 
Spocs to provide fcr 9 to.'iigo of fuel assombl09 of hlghor enrichment than currently 
specified Fog paid 

FAY.CW Wisconsin Electric Power Co 00/07/06 Documonl Control Branch (Docu- 
ment Control Desk) 7pp 46 IBB 263 4 6 180.293 

- 8 B07 180193 Proposer! loch Spocs ro fuel storage capacity 

• Wisconsin Elocir.c Power Co 08/07/06. 4pp 46186 200 <10186 293 

6B07 130464 Generic Lir 68 1 1 to all l.consoes of operating reactors & holdera of CPs ro 
NRC position on red ol'on omb.'ittlomont of reaclor vessol matlo & impact on plant 
opo'ahon9 Svc fist & Rev 2 to Rog Guido 1.99 end 

M-RAGlfA.F J Associate Oiroctor for Projects (Post 070411). 80/07/12. Consolidated 
Edison Co Of New York, Inc 5 1pp. 4625/ 207-46267 257. 

6B07250132 Forwards revised fire protection ToCh Spoc Change Request 7Q.pnr NRC 
&80325 diafl tcchrF.ftl ovaViatian Specs cover fG'rt&Latnp ioqwomonl to shut down 
reacto' whon fire ma n loop water supply inoperable 

FAY.CW Wisconsin Eloctrlc Powor Co 86/07/14 Documonl Control Branch (Docu 
rr.ent Conirol Dosk) 3pp 40278 075-46278 006 

— B607250137 Proposed Tech Spoca re (iro suppression water supply.waier sprinkler 
sya.f-ro hose stations & Melon qosoojs suppression ays 
’ V/isconsm Electric Power Co 80/07/14 9pp 46278:078-46270.086. 


O. Inspection reports, IE Bulletins & correspondence 

8808130168 NRC Info Nollco 88 039. “LnSallo Unit 2 Loss of Rearculahon Pumps W/ 
Power OsciVahon Evont ” Svc list oriel 

ROSSI.CE D. vi s. on ol Operational Events Assossment (Posl 070411). 00/06/15 
Conso'idatod Ed sen Co. of Now York. Inc llOpp 46970 150 45976 266 

0000160340 NRC Info Noficn 08 040, '‘Examiners Handbook (or Developing Operator 
Ucons.ng Exams " NIJREG/BR 0122 & svc list end. 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 08/06/22 
Consd doted Edison Co of Now York, Inc. 237pp 46240:325-46241 201 

8006170033 NRC Info Notice 86 041. ‘‘Physical Protection Wooknossos Identified 
Through Rogulaiory Effoctivor.oss Roviowa " Svc list oncl. 

nOSST.CE Division ol Oporaronnl Evonla Aasossmont (Post 070411) 08/06/22 
Consol dated Edison Co ol New York. Inn. 12?pp. 45078 034 ■45970.1 55 

8606170291 NRC Oulctn 08 006. "Thorrnal Sirossoa in Piping Connoctod to RCS." Svc 
list unci 

ftOSSlCE Division of Operational Evonla Assossment (Post 070411) 06/06/22 
Consa'idalod Ed.son Co of Now York, Inc 1 16pp 40019 037-46010 152 

6808210038 NRC Info Notice 00 044. “Median cnl B'ndlng of Spring Roieaso Device In 
Wosi nyhouso Typo DS 4 16 Circuit Bronkore " Svc list oncl 

ROSSI.CE. Divjson of Operational Evonla Assossmonl (Post 070411). 08/06/24 
Consol, do tod Edison Co of Now York. Inc. 1 13pp 460 19: 163*4 6010:265 

0600240139 Suppl 1 lo NRC GuNulm 00 000, “Thermal Stresses in Piping Connected to 
RCS " Svc lisl oncl 

ROSSI.CE. Division ol Operational Evonla Assossmont (Post 070411) 80/06/24 
Consol-doled Edison Co of Now York. Inc. 114pp 40019 266 46020 018 

8607050332 Rospontls to NRC Bulletin 00 004 ro poss-blo loss ol function ot safety- 
related pumps duo lo Inorioqualo mlnlffow doslgn Sya affoclod by dosign lislod 
FAY.C W Wisconsin Eloctdc Powor Co 60/06/20 Document Control Branch (Docu- 
ment Control Desk) 7pp 46074.056-46074 062 

0007070411 Provides final rosponso to IE UulloiM 05-003 ro motor oporatod voivo 
Bwilcti settings. Util confldont that ol.' motor -oporatod valvos will porform requred 
solely funct ons undor dosign bao>8 conditions 

FAY.C W. Wisconsin Eloctno Powor Co 80/06/30 Document Control Branch (Docu- 
ment Control Do &k) I3pp 46125 1 73 40125:105 

B0O63OO347 NRC Info Nollco 00 045. “ProWoms In Protective Relay & Circuit Breaker 
Coord nation Svc list oncl 

ROSSI.CE O.vhhon of Oporationol Evonla Assossmonl (Posl 870411) 00/07/07. 
Consol datod Edison Co of Now York. Inc. I04pp 46242: 109-46242 21? 

6007120041 Forwards Safely Inap Ropts 50-266/86-15 & 50-301/60*13 on 800606 & 
23. No violations id o milled 

HARRISON, J J. Region 3. Ofc of Iho Dlroctor 00/07/07. FAY.W.C Wisconsin Eloctrlc 
Powor Co 2pp. 46147:250 48147:263. 

-B80712004B Saloty Insp Ropta 50-266/88-15 & 50-301/68-13 on 000606 & 23 No vio- 
lations or deviations noted. Major areas inspector! liconsoo action on IE Builot.n 79-14 
GAVULA.J A . DANIELSON.D.H. Region 3. Ofc of Iho Director 00/07/06. 3pp 
46147:261-46147:263 

6807080008 NRC info Nobco 88 046. “Licensee Ropt of Defective fleturblehod Circuit 
Breakers.*' Svc list oncl. 

ROSSI.CE. D.v.s'on of Operational Events Assossmonl (Post 070411). 08/07/00 
Consoldated Edison Co of Now York. Inc. 107pp. 46231.281-46232:027. 

8807190106 Responds lo NRC Compliance Bulletin 07*002 .Supple 1 & 2, “Fastener 
Tpstmg lo Datormine Conformance W /Applicable Mall Spocs." List of suppliers & 
mfas oncl 

FAY.C.W. Wisconsin Electric Powor Co. 88/07/ 1 1 . Oocumont Conirol Branch (Docu- 
ment Conirol Dosk). 21pp. 46208 1 19-46200:139. 

8807120291 NRC Into Notice 80 048, “Licenser? Rept of Defoclivo Refurbished Valves.” 
Svc 1st encl. 

ROSSI.C E. Division of Operational Events Assessment (Posl 87041 1). 08/07/12 
Consolidated Edison Co. of New York, Inc. 103pp. 40242;OO0-4B242.1O0 

8807200291 Forwards Insp Ropts 50-266/68-12 & 50-301/08-11 on 880501- 0630.No 
vi Dial ions noted 

KNOP.R.C Region 3, Ofc of iho Dlroclor. 08/07/12. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 46229 001-40229 01 1. 

-8807200203 Insp fiepts 50-280/06-12 & 50-301/86-11 on 880501 -0630-No violations 
noted Major areas mgpoctod licensee action on previous insp hndings.operafional 
eefetv.survelllance, ma l nt, physical security & radiological protection 


8607200099 informs ihoi uM doos not possoss or ut hze Mode! Spoc 2-T radog'aphc 
exposure device at lac litiosjn response to NRC Bu'lonn 86-006 
FAY.C.W. Wisconsin Electric Powor Co 60/07/13 Document Control Branch (Oocu- 
mont Con tr o’ Desk) ip 46229 256 46220 256 

8G07G80366 NRC Into Notice 08 047, "Slower Than Expected Rod Orop Times” Svc 
list Oncl 

ROSSI.CE. Divis on of Operational Events Assessment (Posl 670411) 88/07/14 
Consolidated Edison Co of Now Yo'k. Inc 103pp 46240.222 46240.324 

8007 120550 NHC info Noiico 00 049, 'Mark ng.Hendimg.Conirol, Storage & Destruction 
of Safeguards Info “ Svc 1 91 oncl 

ROSSI.CE D.vision of Operational Events Assessment (Post 070411). 00/07/18 
Consolidated Edison Co of Now York. Inc I03pp 46241.263 46242.005. 

0607 120553 NRC info Notice 06-050. ' Effect ol C-rcuit Breaker Capacitance on Avail- 
ability of Emergency Power." Svc 'isi end 

ROSSI.CE Oivision of Operational Events Assessment (Post 87041 1). 08/07/18 
Consolidated Ed.son Co of New York. Me 1 lOpp 46257:250-46258.016 

0807100101 NRC info Notice 88 051, "Fo-lures of MSlVs " Svc list end 
ROSSI.CE Division of Operational Evoni9 Assossmem (Posl 870411). 88/07/21. 
Consolidated Edison Co of New York. Inc 121pp. 46257.086 46257 206. 


R Periodic operating reports 4 rotated correspondence 


8007220366 Forwards monihfy oficroimg ropls for June 1008 for Point Beach Nuclear 
Plant Units 1 & 2 & revised monthly oporatng ropt for May 10BB for Point Beach Nu- 
clear Plant Unit 1 

FAY.CW Wisconsin Eiocinc Power Co 8B/07/08. Document Control Branch (Docu- 
ment Control Dosk) Ip 46240351-46249 360 

-0007190080 Monthly operating ropts ter Juno 1980 for Point Ooadh Units 1 & 2. 
KRAUSE. C W Wisconsin Electee Power Co. 08/06/30 Gpp 46240.352*46240 359 


S. Reportable occurrences, LERs & related correspondence 

8807100326 PNO 111-80 062 on 8BO7O0.AT&T operator recolvod bomb threat at Point 
Reach plant State of Wl & Kowaunoo notified. Security precautions 
iniliolod Intoxlcalod Indiv dual arrostod 

CREED.J , MALLETT.B Region 3. Ofc Of iho Dlroctor 00/07/08 Ip 46215:340* 
46215 340 


V. Operator Examlnallone 


8807120122 Forwards draft Rov 5 lo CS 001, ' Adm nlslrailon of NRC Roquallflcat on 
Program Eva!unilons " W/o unci 

WRIGHT, G C Rog on 3. Ofc ol Iho D.rocior 80/06/23. BRUNO.fi Wisconsin Eloctrlc 
Power Co Ip 46140 354-40149 354 


DOCKET 60-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plane 

8807250375 Forwards "1008 Annual Radiological Emorgoncy Response Plan Exerciso 
Scenario ’’ Info shoo'd bo protoctod from mombors scheduled to participate in 880609 
Gxorclso 

WILSON. K.R. Florida Powor Com (subs of Flor.da Progress Corp) 00/04/25. 
nog-on 2, Ofc of the D roclor. Ip 46275:070 40276 006. 

-8007250378 "Rad ological Emergency Exorcise, Summary & Scenario Implementor In- 
structions & Mossago Cards, BROBOO.'' 

* Florida Power Corp (subs, of Frorida Progress Corp.) 88/06/09. 250pp. 46275:071- 
40276:006 

8607130368 Rev 14 to Emergency Plan Implementing Procedure EM-210, "Duties of 
Nuclear Plant Firo Brigade.'* Rov 2 fo AP-1061, “Loss ol Containment Integrity (Entire 
Procedure Cancelled}" & Gev 3 La AP-521, "High Control Rod Statoi Tomo^' 
STEPHENSON.J.D. Florida Powor Corp. (eub9. of Florida Progroas Corp ). 80/06/02. 
24pp. 46172.151-46172174. 

0006300187 Forwards insp Repl 50-302/88- M on 080416-0511 & notices of violation & 
deviation. Paragraph 5. a of ropt inc'udes NRC response to util commenls contained in 
LER 08 09 transmittal Hr did 080414 

WILSON.B A. Reg on 2. Ofc of the Director. 80/00/14. WfLGUS.W S. Florida Power 
Corp (subs of Florida Progress Corp) 2pp 46006:233-46006 251 

-6806300197 insp Rept 50-302/ftfi U on B80416 061 1. Violation & deviation 
nolod. Major areas inspected piant operations, security, radiological controls, LERs & 
nonconforming operations repls & review of NRC bulletins & circulars 
STETKA ,T , iEDROW.J., CRLENJAK.R Region 2, Ofc of the Drector. 80/00/00. 
14pp 46006'23Q-4600G:251. 

8607010620 Forwards Rev 4 lo modified amended security plan Rov withhold. 
WlDELL.R.C. Florida Power Corp (subs ol Florida Progress Corp.) 80/06/27. Docu- 
ment Conirol Branch (Document Conirol Do9k). 2pp 46068:003 -40088 004. 

8807250293 Forwards Insp Repl 50-302/8Q-16 on 880512*0600 & notice ot violation. 
WILSON.B A. Region 2. Ofc of the Director. 00/07/00. WlLGUS.W.S. Florida Power 
Corp (subs of Florida Progress Corp ). 2pp 40269.310*46269.336 

-8807260301 Insp Ropt 60*302/00-16 on 60051 2*0 608. viola Tons noted. Major areas 
Inspocted plant operaiions.radiOloglcal conlrols.LERs.socurlly & nonconforming oper- 
ations ropls 

STETKA.T . TEDROW.J., CRLENJAK.R. Rea on 2. Ofc of the Director. 88/07/07. 



K- Utility Safety Analysis Report (FSAR) & emends 

8607070546 Rev 10 to tpda'ed FSAR for Crysia’ R-yer Uni 3.W/660701 Ilf. 
WlLGUSWS Florida Power Corp (subs of Flonda Progress Corp) 88/07/01 
353pp 46104 071*46105 063 

8607140264 Submits oath or affirmation lo Rev 10 to FSAfl subm.tted On 880701. 
WiLGUS.WS Flonda Power Corp (subs of Florida Progress Corp ) 88/07/06. Docu- 
ment Control Branch (Oocumoni Control Desk) ?PP 46177 251*46177 252 


p. Operating license stags documents & correspondence 


8806260006 Forwards repl re seism-c qu 3 locations ol control complex control a.r 
sys Until appropriate ut.t mods completed, opetabliy of ays dunng design basis se.s- 

rmc event be sod on h sled conditions _ ^ , 

WiDELL.RC Florida Power Corp (subs. of Flonda Progress Corp ) 80/06/22. Docu 
menl Control Branch (Oocumer.1 Control Desk) 5pp 45987.028 45987 032. 


0808130168 NRC info Noilco 88*039. "LaSalle Unit 2 Loss of Roc ‘Cutflt«r Punpi*. 

Power Oscillation Evenl." Svc list oncf_ . f p nc , 

HOSSl.CE. Division ol Ope-sHor.nl Events Assossmoni [Posl 070111 1| 

Consol dated Edison Co. of New York. Jnc. llOpp 459/0 156 46078 266. 

8806160340 NRC Into Notice 88 040. “Exam nets Handbook lot COMOtop eg Op*y, 
Licensing Exams ” NUREG/BR-D122 & avc list oncl ^ ... .. 

ROSSI CE Division of Operational Events Assos^mont (Posl 6704 68 .. * f . 

237pp 46240 326 46241:20 1 


8606170033 NRC Info Not.co 80*041. "Physical Pro loci on Weaknesses 
Through Regulatory effectiveness Floviows " Svc list oncl 

ROSSI CE Division of Operational Evonts Assoftflrnanl P03I B704 11). 8**'*^. 

inr 1 ??nn < 1 5970 034-45Q7B: 1 65 


6606170291 NRC BuHolin 
fist end. 

ROSSI.C E. Dlvsion of 
Consolidated Edison Co. 


88 008. "Tbormal Stresaos rn Piping Connected to *$•< 

Oporafonnf Evonts Assossmnnt (Posl 0/0411) WSB’E 
o( New York. Inc 116pp. 4 0010:037-46019 162. 


6007120248 Oiscusses 871231.1008 & 880309 applications to amend License OPR- 72 
by refocamg Tech Spec requirements to FSAR Rev & retocat.on Is subj of Comm.s* 
son Tech Spec improvement Program Appi-cation wit need tesubmittai 
BERKOW.H N. Project Directorate H-2 88/06/20 WJLGUS.W $ Fiorida Power Corp 
(Subs Of Fiorida Progress Corp ) 2pp 461 12 323*461 12 325 


0807060461 Forwards response to team recommendations re resolution ol Genenc 

Issue 124. -Auxilary Feedwater Sys ReUb.ity;* nR , rtQ/< .. 

WiDELl.R C Florida Power Corp (subs of Flonda Progress Corp) B8/06/30 
VAFtGA.S A Document Control Branch (Document Control Desk) 6pp. 46116125* 
46115:130. 


880 7 130034 Forwards topical repi eva'uafion of B&W Document 47.1159091*00. 
'Design Requirements for Diverse Scram Sys & ATWS M.: gallon Sys ...” Rep! pro- 
vides genenc gu'de'mes for plam * spec .fie design subirntta's & partally acceptable 
VARGAS A. Division ol Reactor Projects • l/IJ (Posl 870411) 80/06/30 

WllGUS.W S Flonda Power Corp (subs ot Florida Progress Corp ) 3pp 46122 013* 
46122 035 


-8807130057 ‘Safety Eva'uation of Topical Rept BfiW Document 47*1159091*00. 
‘Design Requirements for Diverse Scram Sys & ATWS litigation Sys Aciuat on Cir* 
curt/y 

COLUNS.0 1. EG&G Idaho. Inc. (subs of EG8G. fnc) COLUNS.B.L Idaho National 
Engineering Laboratory FIN D6017 88/02/29 NRC * No Detailed AJfliat.on Given. 
20 pp 46122016*46122035 


8807070545 Notification ot 680708 meetng w/uLl in Rockvl'e.MQ to d:scuss reso'gtfon 
of emergency feedwater check valve leaks A subsequent overtemp 
SILVER^ Project Drectoiate IJ-2 B8/07/01. BERKOW.H N. Project Directorate 11*2 
3pp 46M9.H7-46119 119 


6606210038 NRC Info Notlco 88 044. "Mocbarlcal Binding of Spring noloeso Dc-xer 
Wost.nghouse Typo DS-416 C.rcu l Broakors ” Svc list oncl .. 

ROSSfC.E Division of Operational Evonis Assossmont (Posl 8704 ill. 
Conso'idated Edison Co of New York. Inc 113pp. 46010:153 40019 265 

6606240139 Suppl 1 to NRC Ouietln 00-008. ‘’Thor mol Sliossos in Piping Ccn r**’m 
RCS ” Svc list encl. . c *» ,* . 

ROSSI CE Division ol Operational Evonts Assessment (Post 0704111 wJ: e i 
Consolidated Edison Co of New York, Inc U4pp 46010 266 49020 Oil) 


8007060453 Responds to violations nofod in Insp Rept 50*392/00 1 1. Cryoo, 
actions eciion statement of Limiting Condition for Op oration 3 4.4 oiiorod s fippVati 
plant procedures reviewed to domonsiroio emorgoncy power supply opo'oby 
WIDELL.RC. Florida Powor Corp ( B ubs of Florida progress Corp ) 60/06'R Ux 
mont Conirol Branch (Document Control Desk). 3pp 461 1 5: 163 40 1 15:105 

0607060291 Responds lo NRC Hr re violations notod In Oporahonol Safety result 
Rept £0-302/87-22 Corrective actions* fomprorary cMango to Sac ion 6/6 cl 
basis document issued on GG032G. . 

WiDELL.RC Florida Power Corp (subs of Florida Progress Corp) 86^ 
VARQA.SA OocumenI Control Branch (Documont Control Dosk) 14pp. 461N3X 
461 17 313. 


0807130092 Submits rosponse lo NRC Bulletin 80*004, “PotonFal Saloly* Ro stadFtrf 
Loss “ Comploiion of piping ays evaluation & dovolopmoni of bhort- & lo.**g lerwa 
fo plant oporaling procoduros o^poclod by C8120D. 

WIDELL.RC Florida Powor Corp (subs of Florida Progross Corp) 00/07<0e Deo 
ment Control Oranch (Document Conirol Dosk) 4pp. 4C1C5 200*401 ©5 200. 


0007150 125 Subm ‘s course of ac'^on uM comm.ts to after review of situation re leakage 
of Emergency Feedwaier Va‘ve-10 UW w.ll continue lo keep Penetration 109 & associ 
eted piping w.'.hin design temp l<m tv 

WIDELL.RC. Florida Power Corp (subs ol Florida Progress Corp). 80/07/05. 
VARGA.S A NRC • No Oe!ailed Aft l ation Gven 2pp 46181:356-46181:357. 

8807150081 Notification ol 880714 meeting w/B&W Owners Group In Rockv.re.MD to 
discuss plant operation in decay heat removal modes Meeting agenda encl- 
TRAMMELL.C M Project Doctorate V 88/07/07 KNIGHTON.G SV Project Director* 
ateV. 3pp 46183^315*46183 317 

6807130475 Notification of 680720 meet ng w/ull in Rockville.MD to d'seuss sfaius & 
inter-relations hips of major tasks & configuration mgt program Draft agenda oncl 
SILVER. H Project D.rectorate ll 2- 88/07/08 BERKQV7H.N. ProfecT Diroclorete Jl*2. 
4pp 46166 340-46166352 

8807220305 NoLficaaon of «nceUation of 88Q720 meettn-g w/utit in Rockville.MD 10 dis- 
cuss interrelationships of major tasks & confguration mgt program Draft agenda 
encl Meetng canceled until further notice 

SHVER.H. Project Directorate 11*2 88/07/08 BERKOW.H N Project Directorate 11*2. 
2pp. 46250: 1 54*46250: 155 

8007130454 Generic LU 88-11 to all licensees of operating reactors 8 holders ol CPs re 
NRC posrLon on radiation embrittlement of reactor vessel mails & Impact on plant 

a wetions Svc fist A Rev 2 lo Reg Guide 1.99 encl. 

I PAG LI A, F J. Associate Director for Projects (Posl 8704M) 88/07/12 Consolidated 
Edison Co. of New York. Inc. 51pp 40257:207*46257 257 

8607210068 Forwards rept re confainment leakage lest pressure.por Tech Spec9 Tech 
Spec9 will be revised lo increase pressure to 52 6 psig lo assure allowable Iimll9 
WILSON ,K.R. Flonda Power Corp (subs, of Florida Progress Corp) 68/07/13. Docu- 
ment Control Branch (Oocumar.l Control Desk). 2pp 46237 299*46237:300 


O. Inspection reports, IE Bulletins & correspondence 


8806300347 NRC Info Notlco 08-045, "Problems In Protoctivo Ro“oy & C*cvt * 
Coordinafion ” Svc fist encl. 

ROSSI.C E, Division of Oporational Evnnle Assossmunl (Post 0704 1 1) 38 f 0V' 1 * 
Consol.dalod Edison Co of Now York. Inc. i04pp 40242. 100*4624? 2 12 

8807120662 Advises ihet 000223 rosporiso lo NRC Duliotin 68 001. "Do(oc^ In 
iinghouse Circu.l Breakers” soiisfaclory. 

SILVER H. Projoci Dlrectoralo II 2. 60/07/0/. WILi'JUS.W.S Florida IVmv ^ 
(subs ol Florida Progross Corp ). 2pp. 40140:160*40140.160. 

8B07O8OOO6 NRC Into NoL'co 00 040. M Llcon9GO tfopl of Oofoclive neluiWa>>J Crxt 
Breakers *’ Svc lisl oncl. 

ROSSI.CE Division of Operational Evonts Assosemon! (Posl 070411) e€73 ,A 4 
Consolidated Ed son Co or Now York. Inc 107pp. 4023 1 20 1*4623? 027. 

8007260202 Ack receipt of 08062-t Hr informing NRC of 6top9 lekon to correct vWrtfi 
noted In Insp Repl 5O-3D2/00-H. 

WILSON, B A. Region 2. Ofc of Iho Director. 08/07/00 WILCUS.W.S Rotfi 
Corp. (subs, of Florida Progross Corp ) Ip. 40259 134*40259434. 

8007260293 Forwards Insp Ropt 60*302/08*16 on 000612*0600 & not.co 0! 
WILSON.B A Rogion 2. Ofc of the Director 08/07/00 WlLOUS.WS Florldi Pw 
Corp (subs of Florida Progress Corp.) 2pp. 40209 3 1 (3*40209 336. 

-8807260298 Not.co of violation from insp on 0805 1 2 0000. ViC'alloh oolod chav* 
callbr.lncluding chock of channel QlQrm functlon9.not porforfrod & ClicirlsUy Pj^ 
duro CH-101 for sample vol not implomenfod, 

WILSON, B.A Region 2, Ofc oflho Diroclor. 08/07/08. 2pp. 40269:320 46269 J?‘ 

-8BQ726G301 tnsp Rept 50*302/68*16 on B805 12 *0600 .Violation* notod Nojw e.fu 
inspectod plant operations.radioiog.cal contro's.lERe.socurlty & noncon'wnpirg <£* 
ations repls. 

STETKA.T.. TEDROW.J., CRLENJAK.R Rogon 2, Ofo ol the Director. 

1 5pp. 46269:322*46269:330 


8806300107 Forwards Insp Rept 50-302/88*14 on 880418-051 1 & notices of violation & 
r^ a i l ? , l? e,a 9 fa P ri s 9 01 re P l 'ncludes NRC response lo util comments contained In 
LER 88*09 transmittal Hr dtd 880414 

WJLSON.B A. Region 2, Ofc of the Oirector. 88/06/14. WILGUS.W.S Florida Power 
Corp. (subs, of Florida Progress Corp ). 2pp. 46008233*46006 25 1 


" d c 8 ^S> 194 ^ olk:0 of ,fom in8 P on 880416*051 1 .Violation noted. Procedure 

&P-34BB not implemented In thai pump bearing oil level was outside of limits specified 
in procedure. 

WILSON.B A. Region 2. Ofc of the Director. 88/06/14. 2pp 46006 235*46006.236. 


-8806300196 Nobce ol deviation (torn insp on 660416-051 vDeviat: on noted plant ooer* 
* w/sea water cooling temp in excess ol 05 F design limit. 

WILSON.B A. Region 2. Ofc of the Director. 68/06/14 Ip 46006 237-46006 237. 

-8806300197 Insp Flepi 50*302/68*14 on 0BO4 16-06 U. Violation & deviation 
8/633 P lant operations, security, rad-ological controls.LERa & 

no^ntolrM operations repts & review of NRC bulletins & circulars. 

NJAKR RS9Wl 0,c 01 ,h ® »•«*«■ 88'06/06 


0807200007 Responds to violations notod in Insp flopl 50*302/88-14 Corwr* 
actions. valve ropositlonod 89 required by operallna procedure. 

WfLSON.K.R Florida Powor Corp. (sub9 of Floriaa Progrose Corp.) 06/07/ 1 1. 
ment Control Branch (Documont Conirol Dosk). 4pp 46322:002-40222 065. 

8B07 120291 NRC Info Notice 88 048, “Ucensoe Repl of Dofoctivo Rofurbished VaVft* 
Svc fist encf 

ROSSI, C.E. D, vision of Operational Events Assessment (Post 07041 1) 06 CL - ? 
Conaol.daled Ed son Co. of Now York, Inc. 103pp. 40242 000-48242.108. 

8807080368 NRC Info Noilco 88 047, "Sfower-Than-Expociod Rod-Drop Tl-nos" SK 
list end 

ROSSI.C E. Division of Operat onal Events Af»seasmont (Posl 070411). B3*37 , I J 
Consolidated Ed son Co. of Now York, Inc. 103pp. 46240:222*46240 324. 

8607250237 Forwards suppl lo util 880620 Ifr re emergency food wo for loake A Sowtat 
of presentation during 880708 meeting fn Rockvilfo.WD.por 080706 con'uma'^ <f 
action lir. Correct ivo actions associated w/stated Insp repl. 

WILSON, K R. Florida Power Corp. (subs, of Florida Progress Corp ) 88/07/14 Oav 
ment Control Branch (Document Control Desk), £1pp 40255 024*4 0255:0 4 4. 



8007120330 -WnU imo iNonce do uru, rnoti ui i^ n-i.ii Dioa^ur ba(jauia''^ /■wo ■ • 
atililv cf Emergency Power " Svc 1st end 

ROSSI.CE Division of Ope-’ancnol Evenla Assessment (Posl 070411) 08/07/16 
Consol da'Qd Gd'^on Co Of New York IOC 1 19pp 46257 250-46250.016 

6807180101 NRC Info Nor-r© 66 051. 'Failj'os of MSIV9 " SvC !-sl end 
ROSS'.C.E Djvis’on cf Operational Evonl9 Assessment (Post 670411). 88/07/21 
Conso'idated Ed son Co of Now Ycrk. Inc 121pp. 46257 OO0-4G257. 206 


R. Periodic operating reports & reiatod correspondence 

8607200005 Mo.nlhl/ cpo'dtng ropl for Juno 1066 fer Crystal Flivor Uni 3 W/800711 Ur. 
BiNKOWSKi.J A , W-.lS'JN.K R Florida Power Corp (S.bS of Florid© Prog'096 Corp ) 
80/06/33 5pp 46221137-46221 141 


actor Rogu'ailon, D rector (Post 3704 1 l). 54pp 46145 286 46145 330 


R. Operating license stage documents A correspondence 

6807010160 Confirms 0606 1 6 p’ans to 680716 mealing w/util ai Region I l ofc to dis- 
cuss several englncorng issuos aasocistod w/ plants. 

GREENMAN.EG Reg on 3* Ofc ol tho O.roctor 08/06/24. REED.C Commonweal Ih 
Ed, sen Co 2pp 46009.0 58-46009:059. 

6607060340 Confirmatory Action Lir CAL-HIII 80- 1 7 per 0BO02G telcon ro resolution of 
Pack leakage through auxil ary feedwater (AFW) chock valves as ov.dercod by elevat- 
ed motor driven AFw pump casing temps for AFV/ 20 & 2C pumps 
DAViS.A B Region 3 Ofc of the Diroctor. 00/06/30 HEED.fc. Commonwoa‘:h Ed son 
Co. 2pp 46114 226 461 14 227. 


S. Reportable occurrences, LERs & related correspondence 

8807130070 LER 76 037/01 T O on 78O0O4.O&W roportod that atypical v/eld mail may 
have been U9ed in const'uct ng plant roaclor vossel.No hazard to health and safety 
dolorrr ned 

COOPER. J Fiorda Powo.' Co-p. (subs oi Fior.da Progress Corp) 70/00/11. Region 
2. Ofc of tro D rector 6pp 462 1 3 1 5f> 462 13 161 

8807000345 RO on 8S0S27.omergency feedwater p'pno noar flow control valvo found 
10 be warmer inon nerma! Causo rot stated Water ondod 10 raseat & to cool emer- 
gency feedwater ino a valvo cfosed to prevont inodvertent manual addition of water 
W:DtLL.nC Florida Power Corp (subs of Florida Progress Corp). 80/06/28. Docu- 
ment Coni ro’ Branch (Document Control Dosk) I2pp 46115 166 461 15 177. 

8007070372 LER 07-013 02 on 07O7i6,lnd:cat , on of partial tro in emergency feodwator 
Intiai on & contrci sy9 received du.'-ng surveillance Caused by degraded light omitting 
diode (LED) In Optica' Ironsnritter.LED rep'acod W/B80B2B Ur. 

MOFFATT.L W„ WIDELL.H C. Florida Power Corp. (subs, of Florida Progress Corp ) 
00/06/20 4pp 46125 242-46125 245 

0807080537 IER 00 020 02 m 6/0603, UHS lomp oxceoded max value assumod in 
plant design bas.sCausod by inadequate plant dosiQn spec Analysis porformod 10 do- 
lormno effect of elevator! soawaior torrp on plant cool,ng roqulremonis W/000620 Ur. 
MOFFAH.LW.. WIDELL.H C Florida Powur Corp. (subs of Florida Progroso Corp) 
60/06/29 6pp 461 14 2P7 40114 302 

8807130216 Conf rmatory action Itr to 680621 hoatup oi emergency toodwater lino lo 
epprox 490 F Caused by bonnoi lonkago from check valvo FwV-43 Operation w/tom- 
porary mod acceptable until 031015 when faci'ily Will be shut down 
VARGA. S A. Division ol Reactor Projects ■ I/ll (Post 070411). 88/07/06 
WILGUS.W.S. Fforida Power Corp (suba of Florid© Progross Corp). 4pp. 46172 179- 
40172:102 

8B07140H4 Summary of Operating Reactors Events Moat.no 00-20 on 030620 
LANN.NG.W Evonis Assossmont Oranch 00/07/07 ROSSI.C.E. Div,slon of Opor- 
akonai Events Assessment (Past 070411) 1 7pp. 46104 000-46164 1 15 

8807190360 LER 06-013 00 on 80O61Q.HVAC control air tubing Installalion not In ac- 
cordance w/selsmc roq-iromonl 9 Moat cause not dotormlnod Tomporory mods & ad- 
ministrative conirols .mpiurr-ontod until permanent mods ln9tallod.W/00O/ 1 1 Itr. 
MOFFATT.L W.. WILSON, K M Florida Power Corp. (subs of Florida Progress Corp.). 
06/07/1 1 . flpp 46205 100 40205:1 15. 


6607120100 Forwards Rev 51 char.gas to QA prog'am Topical Ropl CE-i-A did 
000707 .Rev made lo tellod oiQBnizaton changesAD ptovido odd! otaanuaiion posi- 
tion description 6 irfonlilication lo change commitment lo ANS1/ASME NQA 1. 
MORGAN ,W Commcnwoallh Ed son Co. 80/07/07 Oocumont Control Brarch (Docu- 
moni Cohlrol D 09 k). Ip. 40156 040-46156:076. 

-8807190205 Rev 61 to licensee OA Program Topcal Fropl CE-I-A 

SHEWSKI.WJ- Commonwealth Ed son Co. CE-I-A R51. 06/07/07. 25pp. 46156051- 
46156.075 

8607210019 Proposos rav to Confirmatory Acilon Llr CAL-RIII-08.017 & associated 
justifications. per G0O7O5 telcon If Itom 7 roqubemonts appl.cable.rosiart will occur only 
after concurrence of NRC 

LENTlNE.F G Commonwoeith Edlaon Co 00/07/08. DAVIS.A B Region 3. Cfc ol the 
Director 6pp 46233:244-40233 24 8 

8607130454 Generic L tr 03-11 to all licensees o< opoint-ng reactors A holders of CPs ro 
NRC portion on radation ornbrittlomonl of reactor vessel mads & Impact on plant 
operations Svc I 19 I & Rev 2 to Reg Gu-de 1 90 end 

MIRAGLIA.F J Asaoc-aio Director for Projects (Post 8?04lt) 08/07/12. Consol dated 
Edison Co. ol Now York. ire. 5tpp. 46257 207-46257-257 

8807200201 Conf.rms 000711 tefcon & rev sos CAL-Rllf 08 01 7 did 860630 x 0 resolu- 
tion of back toaKago through auxiliary feodvvflier Urdor9tonda utl w.ll folow listod 
procodure9. including chocking ol caainy lemps o* aux I ary faedwator pumps 
DAVIS.A B Rog^on 3, Otc o\ iho Droclor 80/07/12 REtO.C. Commonwoal'.h Edison 
Co 2pp- 46229 303 40229.304. 


Q. Inspection reports, IE Bulletins A correspondence 

8007120546 Prov:d09 flddl dela l ro imp'omentauon schodu'es for corrective ocilon6 In 
rosponso Co Insp Ropl9 50-295/87-34 8 50 304/07-35 Insta'lailon schodjlo for NFPA 
approved tiro pump controls oncl Atfdl on*orgor:cy fighls to bo Installed 
LtNTtNE ,F.G Commonwealth Edison Co 08/06/13 DAVIS Q Rogon 3, Ole of tho 
Dlxcclor 5pp. 46145 268 46145:272. 

0906130160 NRC Info Nonce U0 030, “LaSn’lo Un«1 ?. l oss ol Rocircuialion Pump9 W/ 
Power OscMotion EvonL’* Svc 1st oncf 

nOSSl.C.E. DvviB'on ol Operational Events Asso3smon\ (Post 07O4U). 06/06/15. 
Consolidalod Ed son Co of Now York. Inc. 1 10pp 45970. 160-45970 260. 


DOCKET 50*304 2lON NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency A fire protection plana 

8807120645 Provides addl deiail ro implementation schedules for corroctivo actions In 
response lo Insp Repia 60 295/07-34 & 60 304/87-35 Insialiallon schoduio for NFPA- 
approved fro pump controller unci Addl omorgoncy lighls lo bo Instated 
LENHS'E.F.G Commor.wenlth Edison Co 08/06/ id DAVIS.B Region 3, Ole of Iho 
Director- 5pp 46145 268-46145:272 

8807060174 Forwards Security Insp Ropts 50-295/08- 14 & 50-304/00-15 on 000613 
16. No violations noted 

MALLETT.BS Region 3. Ofc of tho D.roctoi. 80/06/24 REED.C. Commonwealth 
Edison Co. 2pp 46000.343-46009.345. 

-8807060176 ParUalY withhold Insp Hopia 60-205/00-14 A 50-304/80- 1 6 on 080013-16 
(ref 10CFR73 21) No vlo’allons notod Major areas Inspectod security 
orgonizat-of».rocord9 & ropta.physlcol barriers. lighting & compensatory measuros. 
GALANTI.D-M Reg on 3, Ofc of Iho 0 roclor. 80/00/24. Ip. 46009:346 46009:345- 

6007070596 Forwards Rev 19 to security plan Rev withheld (ref 10CFR73 21) 

BLISS HE Commonwoarrn Edison Co 00/00/30 Document Control Drench (Docu- 
ment control Desk). Ip. 46V 22.360- 46 122 360. 

8807120087 Ack rocepl of 880525 response to noncompllonce noted In NRC 880400 
It/Proposod time lablos for addressing procoduroa to encompass safety-related fire 
barrier 9 . emergency lighting & NFPA codo rovlow unsatisfactory. 

MILLER, H.J Rogjon 3. Ofc of tho Director. 00/07/06. REED.C. Commonwealth 
Edison Co. 2pp. 40140 301-46148 331. 

-8807120092 Forwards add! info ro omutgoncy lighting (n rospongo to tnsp Rapta 50- 
295/05-11 & 60-304/85-12. Installelion of add/ llghllng expected to bo completed by 
Aug 1908CoT-plQllon of emergency lght-ng & firo protection mods stn pending. 
LENTINE.F.G. Commonwealth Ed son Co 07/12/16. HOLMES.J. Region 3, Ofo of tho 
Director. 3pp 46140.320-46146.331. 

8807100076 Requosis thal uNl analyze adogaiions re Improper/ incomplete background 
acreoning roquremenis for unescorted access to facility.Encf withheld (ref 
1OCFR27G0J. 

NORELIUS.C.E. Region 3. Ole of tho Director. 08/07/07. REEO.C Commonwealth 
Edison Co. 2pp. 46209. 203-46208. 204 


8808180340 NRC info Nollco 86-040. ''Examlnnrs Henobouk for Developing Operator 
Licensing Exams.' 1 NUnEG/DH-0122 & svc list oncl. 

ROSSi.CE Division ot Oporailonol Evonis Assessmioni (Post 870411) 88/06/22 
Consolidated Edison Co of Now York, Inc. 237pp 46240 325-40241.201. 

6096170033 NRC fnfo None© 08-041, ‘ Phye.cal Prolociion Woaknossos Idonnliod 
Throunh Rogulatory Effoclivanoss Rovlows. 11 Svc fist end. 

ROSSI.C.E. Division of Operational Evonts Aasosemom (Post 070411) 88/06/22. 
Consolidated Edison Co of New York, tnc. I2?pp 45970 034 45970 165. 

8806170291 NRC Bullei n 00 000, “Thermal Strgsaoa In P.p.ng Connected to RCS.“ Svc 
list oncl 

ROSSI.CE Division of Operational Evenls Assossmont (Post 870411) 00/06/22. 
Consolidated Edison Co of New York. Inc. 1l6pp 46019.037-46019 162 

6607060113 CJanflos response to Gonorlc Llr 80-03, ''Sioam Bmd-ng of Auxiliary Feed* 
water Pumps,” by addtiorialty staling that monitoring A corrective procedures request- 
ed by 16 Bulletin 85-001 permanently me nia nod at plant 

MORGAN, WE Commonwealth Edison Co. B8/06/23. Document Control Branch 
(Document Conlrof Desk) Ip. 46101 209-46101:209 

6606210038 NRG Info Noilce 60-044. "Mechanical Binding of Spring Rateaee Oevic© in 
Westinghouse Typo OS-416 Circu;l Breakors." Svc list encl 

ROSSI.CE. Division ol Operallonal Evonis A99essinonl (Posl 870411). 08/06/24. 
Con9o f ldaied Edison Co orNew York. Inc 113pp. 460!9:l63-46019;265. 

6806240139 Suppl 1 to NRC Duiibtin 00 000. "Thermal Stresses in Piping Connociod Vo 
RCS " Svc list oncl. 

FIOSS1.CE. Division ol Operational Evonis Assessment (Post 0704 11). 86/06/24. 
Consolidated Edison Co. of Now York, fnc. Il4pp 46019.266-46020 0 1 6 

8807060174 Forwards Security Insp Hopts 50-2B5/88-14 A 50-304/00-15 on 000613- 
16.No violations notod. 

MALLETT.B S Region 3. Ofc of tho Diroctor. 00/06/24 REED.C Commonweallh 
Edison Co 2pp. 40000:343-46000.345. 

-B807060 1 76 Partially w.thhe'd Insp RoptS 60 205/06 14 A 50-304/08-15 on 800013-16 
(ref 10CFR73,21).No violations noted. Major aroa9 ln9poclod.socurity 
organlzallon.rocords A rents, phys'eal barrlors. lighting S compensatory measures. 
GALANTI.D.M.. FUNK.D t. ( CREED.J.R. Roglan 3. Ofc of the Okector. 03/06/24. ip. 
46009.345-48009:346. 


uc03 & nonce 01 vioialton neques'5 expanceg ciscuss c-n ui correuivu aiuuns iu 
assure test acliv.t os, documental cn & test croeedu'09 appropriately completed 
GREENMAN.EG Region 3, Ofc of the Drecte'. 68/C0/24 REEO.C Commonwealth 
Edison Co 2pp. 46110 059 4B110087. 

“0807060329 Notice Of viola? on frcm insp on B0C4 14-0603 Violalon noted. Su.*vo I'ance 
Test P/oceduro PT-4A contained no acceptance criter.a fo' Step9 5,8 & 10 & PT-4B 
contained no acceptance criteria for Steps 3,5.7 6 9 

GREENMAN.EG Reg on 3. Ofc of the Director. 88/06/24 4pp 46110 061- 
46110.064 

-0807060332 Insp Ropts 50-295/80-12 & 50-304/80 13 on 860414-0603. Violations 
noted Major areas inspected. ‘iconseo action on prev cus find ngs, summary of 
Operat cns.Un t 1 siartup from rofuo’ng £ lest ng ol accumulator backup check valves 
HINDS. J.W Rog-cn 3. Ofc ol tho O.teCVcrf £6/06/ 22 23pp 46 1 \0 065 461 40 067 

0807070310 Confirms 880623 & 24 te'cons re disposition of S100.G00 civil penally Util 
waived fight io hearng on issue 8 o'ectod fo pay c»vil pona’ty. Payment end 
CEUGEORGE.LO Commonwealth Ed son Co. 88/06/27 LIEBERMAN.J. NRC - No 
Detailed Afh’iailon Given i p. 46 1 33 1 02-4 6 1 39 102 

8807070484 Ack receipt of 880927 Ur £ payment fcr dvl pona'ty in amount of 
StOO.QQO.per GR052Q order. Understands that add comments & info wi'i bo submitted 
by 650801 

LIEBERMAN.J Ofc of Fnfo'cement (Post 870-113). 80/07/05 DF.LGEORGE.L O 
Commonwealth Edison Co ip 46126 124-40126 124. 

8807120007 Ack teCG'pl of 080525 response 10 noncorpliance noted In NRC 080408 
tv. Proposed time tables for addressing procedures to encompass safety -re'atod fire 
barriers.emergency l ghing A Nf PA code review unsatisfactory 
MiLLER.H J Reg on 3. Cfc of the Director 88/07/06 REEO.C Commonweallh 
Edison Co. 2pp 4614B 301-46148:331. 

-0807120090 Responds to NRC 880408 It/ re violatons noted in insp Repts 50 295/87- 
34 & 50-304/87-35 Disputes Violation 2.V:olation 4 is l consoe ideniifieo itom & should 
bo wiihdrawn. 

BLISS. H E Commonwealth Ed son Co 00/C5/25 OAVlS.A 0 Reg on 3. 01c of the Di- 
rector 21pp 46148 303*46148.327 

“8807 120092 Forwards addl oto re emergency lighting in response to insp Repts 50- 
295/85-11 & 50-304/85-1 2 fnstalation of add. Ighl.ng expected to be comp'otod by 
Aug 1988 Complollon of emergency lighting & fire protection mods still pondmn 
LENTINE.F.G. Commonwealth Edison Co 87/12/16. HOLMES. J Region 3, Ofc of the 
D rector. 3pp 40148.328 46148:331. 

6006300347 NRC Info Notice 88 045. "Problems m Protective Re'ay & Circuit Breaker 
Coord nation " Svc l.st end 

ROSSl.CE D.vislon ol Operational Events Assessment (Post 870411) 80/07/07. 
CcnsoLdated Edison Co. of Now York. Inc. 104pp. 46242109-46242 212. 

0007000006 NRC info Notce 89 046, ‘•licensee Ropl of Dofect.ve Refurbished Circuit 
Broakorfi " Svc fist enci 

ROSSl.CE. Division of Operational Evonis Assessment (Post 070411). 00/07/08 
Consolidated Ed son Co of Now York. Inc. 107pp 40231 281 -46232 027 

0007220326 informs lhat 860502 oddl Info in response lo IE Bulat n 85 003. "Motor* 
Operated Valve Common Mode Failures Dur.ng Pianl Transients Deo to improper 
Switch Settings,” now acceptable 

GREENMAN.E G Region 3, Ofc of tno Oireclor 88/07/08 REED.C Commonwealth 
Edison Co. 2pp. 46259 054 46259.055 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


P. Security, medical, emergency & fJre protection plans 


6607070554 Forwards Rev 16 to industrial security manual Rev w.ihhald ;ret 
10CFR73 21) 

STEINHARDT.C.R. Wisconsin Public Service Corp. 08/06/30. Document Control 
Branch (Document Control Desk). Ip. 461 19.120-461 19: 120. 

6007150121 Rev N to Emergency Plan implementing Procedure App A. ‘ Commune i- 
lions.” consisting of Rev N to Figures A-l & A-2. Rev O to Tables A*1 6 A-3 & Flo* P 
to Tables A-4 £ A-5 W/880708 fir. 

STEINHARDT.C-R. Wisconsin Publ.c Service Corp. 08/07/00. a 1pp. 46166 056- 
46186095. 


J. Insurance & Indemnity Information 


0806300156 Forwards Endorsements 83 & 84 to NELIA Polcy NF-204 & Fndorser.ar s 
67 & 68 to MAELU Po'icy MF-71 

P1CKERL.H.D Marsh & McLennan. Inc. 88/06/20 DINITZ.l Olf.ce of Nuclear Reactor 
Regulation, Director (Post 070411) 5pp 45997.220-45997.224. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8807260372 Rev 6 to updated FSAR for Kewaunee Nuclear Power Station. W/690J20 
Itr. 

STEmHARDT.G.R. Wisconsin Public Servlco Corp. 86/07/20. t.OQOpp 46262 OS5- 
46268-248. 


P. Operating license atsge documents & correspondence 

0BO7O5O517 Forwards AEOD Technical Review Rept T0O9. “Blocked Tumble Tubas/ 
Stuck Incore Detector,” for consideration duo to recent events at Brad^ood Uni? ' 
ROSENTHAL, JE Reactor Operations Analysis Branch 88/06/23 QERLIN3EF1C H 
Generic Communfcallons Branch. 2pp. 46998 0BO-4599B 066 

“8807050550 Technical Review Ropl T0O9, ''Blocked Thlmb'e Tub09/Sluck Inccre De- 
tector.*’ 

• Office for Analysis & Evaluation of Operational Data. Director. 80/06/15 4pp 
45998.063-45998.066 

0607060154 Advises that recently revised copies of listed drawings being sou lo 
Region It). per JG Keppler B80320 request 

STElNHARDT.C R. Wisconsin Public Service Corp 08/07/01 Document Coniro- 
Branch (Document Control Desk) ip 46139: 1B7-46139: 107. 

8007130454 Generic Ur 06- n to all licensees ol operating reactors & holders of CP$ re 
NRC positron on rad'alion embrittlement of reactor vessel mails & Impact on plan’ 
operations. Svc list & Rev 2 to Reg Guide 1.90 oncl. 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411) 88/07/12. Conso' dates 
Edison Co. of New York, Inc. 51pp. 40267:207-46257:257 


Q. Inspection reporta, IE Bulletins & correspondence 


8607200196 Responds lo NRC Bulletn 80 004 ro potential tor deadheading of one or 
more pumps In safety-related sys & potential for Inadequate m nflow capacity 
MORGAN.W.E, Commonwealth Edison Co. 88/07/11. Oocumeni Control Branch 
(Document Control Oosk) 30pp 46220.182 46228 21 1 


0800130100 NRC Info Notice 88-039, "LaSalle Unit 2 Loss of Recirculation Pumps W/ 
Power Oscillation Event.” Svc list enef. 

ROSSl.C E. Division of Operational Events Assessment (Post 870411). 88/06/15 
Consolidated Edison Co of New York, Inc. 110pp. 46970:150-46970:266. 


6607120291 NRC Info Notice 68-048. "Licensee Ropt of Detective Rofurbishod Valves ” 
Svc hst end. 

ROSSl.C E. Division of Operational Events Assessment (Post 870411). 88/07/12. 
Consolidated Ed son Co of New York, Inc 103pp. 46242 .008 46242; 1 08. 


0806160340 NRC info Notice 88-040, “Examiners Handbook lor Developing Operator 
Licensing Exams " NUREG/BR-0122 & svc list end. 

ROSSI, GE. Division of Operational Events Assessment (Post 87041 1) 06/06/22. 
Consolidated Edison Co. of New York. fnc. 237pp 46240 325-46241:201. 


0007080360 NRC Info Notice 90 047. "Slower-Than Expected Rod-Drop Times ” Svc 
list enci. 

ROSSl.CE. Division ol Operational Events Assessment (Post 870411). 88/07/14. 
Conso'ldated Edison Co. of Now York, Inc. 103pp 46240 222-46240 324 


8606170033 NRC Info Notice 60-041, "Physical Protect on Weaknesses Identified 
Through Regulatory Effectiveness Reviews.” Svc bat end. 

ROSSl.C E Division of Operational Events Assessment (Post 070411). 06/06/2 2 
Consolidated Edison Co. of New York, Inc. 122pp. 46978:034-45078:165 


8607210069 Forwards results of evaluation of HVAC sys. per Insp Repts 50-295/07-34 & 
50-304/67-35 open item HVAC sys mod Implementation schodule will be transmitted 
during wk of 800710. 

TRZYNA.G.E Commonwealth Edison Co. 88/07/15 Office of Nuctear Reactor Regu- 
lation, Director (Post 870411). 13pp. 46235.064-46235076 

0807120560 NRC Info Notice 88-049, "Marking. Hand I ng.Conirol.Slorage & Destruction 
of Safeguards Info.” Svc list enci. 

ROSSl.u E. Division of OpereHonal Events Assessment (Post 8704 tl). 88/07/18. 
Consolidated Edison Co. of New York, Inc 103pp. 46241:263 46242 005. 

0807120553 NRC Info Noi.ce 88 050. “Effect ol Circuit Breaker Capacitance on Avail- 
abd ty ol Emergency Power ” Svc list enci. 

ROSSl.CE. D.vision of Operational Events Assessment (Post 070411) 88/07/18 
Consolidated Edi90n Co ol Naw York. fnc. 119pp. 40257:258-46258.016 

8807180101 NRC Info Notice 80 051. ''Failures of MSlVs." Svc list end. 

ROSSl.CE. Division ol Operational Events Assessment (Post 870411). 88/07/21. 
Consolidated Edison Co. of New York, Inc. 121pp. 46257.006 46257:206. 


0800170291 NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to RCS “ Svc 
hst end 

ROSSI, C.E. Division of Operational Evems Assessment (Post 870411). 08/06/22. 
Consolidated Edison Co of New York. Inc 1 I6pp 4601 9 037-460 19. 162. 


6B062 10038 NRC Info Notice 88-044, "Mechanical 8lndmg of Spring Rofoase Oev.ce ic 
We9lmghouse Type DS-416 Circuit Breakers ” Svc itel enci. 

ROSSl.CE. Division of Operational Events Assessment (Post 070411). 88/C6/24. 
Consolidated Edison Co. of New York, fnc 113pp. 46019.163-46019:265. 


0806240139 Suppl i to NRC Bulletin 80-000, "Thermal Stresses In Piping Connecied to 
RCS .*’ Svc list end. . 

ROSSI.C.E. Division of Operational Events Assessment (Posl 070411). 60/06/24. 
Consolidated Edison Co. of New York. Inc. 1 14pp. 46019:266-46020.010. 


8607000102 Forwards addi info re NRC Bulletin 68-002, "Rapldty Propagating Fatigue 
Cracks in Steam Generator Tubes.” Attachments provide status of actions re Bulletin 
Item C 2 & evaluation of susceplabllity of generators to fatigue. 

HINTZ,D.C. Wisconsin Public Service Corp. 00/06/29. Document Control Branch 
(Document Control Desk). 10pp. 46089.346-46090.003. 


8806300347 NRC In'o Nolice GO 045. “Problems In ProiectivG Relay & C:rcu t Breaker 
Cocrd riaio.n " Svc lisl end 

flOSSl.ee 0 vis-on of Operational Evenis Assessment (Past 870411). 08/07/07. 
Conso'idated Edison Co. of Mow York, Inc I04pp 46242.109 46242 212 

8807O8WWO NRC info Notice 86 048. “licensee Rept of Oefectwe Rctuibshed Circuit 
Breakers” Svc 1st oncl 

ROSSI ce Q vision of Operational Events Assessment [Post 070411) GG/07/00 
Conso’idated Edison Co of New York. Inc 107pp 4623 1.201 -46232 027 

680714 0 3 09 Forwards response to NRC Bullo’in 08 004 ro poionlial safety- related pump 
loss.incLd ng sjmmary of problems & sys affected. identification of long & short-term 
mods & J'JSlificaiion lor cont'nuOd operation re ECCS. 

HINTZ.DC Wisccnsn Pubic Service Corp 00/07/08. Document Control Branch 
l Document Control Oosk) I6pp 46171:345 46171:360 

0607120291 NRC into Notice 00-040, “Licensee Rept of Defective Refurbished Valves " 
Svc !l»t oncl 

ROSSl.CE D.vlsion of Operational Evenis Assessment (Post 670411). 00/07/12. 
Consol. dated Edison Co of New York. Inc 103PP 46242 006 46242 100 

6607220267 Forwards Saloly Insp Rept 50 305/00-14 on 080515-0630 & noilce pi vio- 
lation 

KNOP.R C. Regon 3, Ofc of the Director 00/07/12. HlNTZ.D C- Wiscons.n Public 
Service Corp. 2pp 46250 233 46250 243 

-6007220259 No‘.ce of v.Olalion from 'nsp on 8805 16-0630. Violation noted individual 

8 a r.ed enuanco to contro'lod access aroa w/o bo ng properly identifiod 
NOP.R C. Reg on 3. Ofc of the Director 00/07/12 Ip 40250 235 46250:235 

-0807220281 Insp Rept 50-305/08-14 on 800515-0630 Violation noted. Major areas 
inspected operational bafoty.survoillance.ma ni. gono/ic Itr to'iowup & OA lor d:esoi 
generator fuol o I Opon items from provlous Insp closed 

OEFAY ETTE .R Region 3. Ofc Of the Di.'OCtOr 80/07/12. 0pp 40250 236 46250 243. 

8807080366 NRC Info Notice 00 047. “Slowor-Thon-Expocled Rod-Drop Times.” Svc 
l.st end. 

ROSSi.CE D-vision of Operatonal Events Assessmonl (Post 070411) 08/07/14 
Consolidated Edison Co of New York. Inc t03pp 46240 222-46240 324 

6807120550 NRC Info NoilCO 80 049. “Marklng.Handlmg.Control.SlOrago & Dostnjctlon 
Of Safeguards Info ' Svc 1 st oncl 

ROSSI.CE Dvision o! Oporational Events A&sessmunl (Post 070411) 08/07/18 
Consolidated Edison Co of Now York. Inc I03pp 46241 263-46242 005 

680712 0 5 53 NRC info Notce 88 050. "Effect of Circuit Breaker Capflcitenco on Avail- 
abel ty of Emergency Powor " Svc lisl end 

ROSSi.CE D.vlsion of Operational Evonta Assessment (Post 870411) 08/07/10. 
Consolidated Edison Co. of Now York. Inc IIOpp 46257:250 40250 016 

0607180101 NRC Into Notice 68-051, “Failuros of MSlVs" Svc list oncl 
ROSSi.CE D vision of Oporational Events Assessmonl (Post 670411). 00/07/21. 
Consolidated Edison Co of Now York, Inc I2tpp 46257:006 46257 206 


R Periodic operating reports & related correspondence 

8007210076 Monthly operaif‘9 ropt for Juno i960 for Kowaunoe Nuc’ear Powor 
Plant W/G9071 1 Itr. 

RliiTER.G.H. STElNHAROT.cn. Wisconsin Pub'iC Sorv-CO Corp 00/0B/30. 5pp. 
40233 166-46233 190. 


8. Reportable occurrences, LERa & related correspondence 

88070-00162 LER GB-007-00,on B8O520.dogradaiion of containment integrity 
occurred Caj sod by mochancal anomaly of American Switch Co solonold 
valve-s.Follcwup testing by mfg.lndepondeni tost facility & uhl planned W/080627 Itr 
BERNHOFT.SL, HOOP5.KA. STEINHARDT.C.R. Wisconsin Public Sorvlco Corp. 
89/06/27. 9pp 46087:303-46007.311 

0807130045 LER 87 01 1-01 on 87 1208, advised of concern ro premature failures of 
relays In Foxboro 62H controllers Caused by overvoltage condition.Typo B0OO2DN 
re'ays In 62H controllers changed lo Typo NOI06ZN relays. W/G80 708 Itr. 
BERGMANN.J W., STEINHARDT.C R Wiscons " Public Service Corp. 00/07/00. 5pp. 
46170 287-46170:291. 

6807100326 PN0 111-90*062 on 080708, AT&T operator rocelvod bomb threat at Point 
Beach planl State of Wl & Kewaunoo notified. Socurity procaullono 

initiated Intoxicated individual arrested. 

CREEO.J.. MALLETT.8. Region 3. Ofc of the Diroctor. 00/07/08. Ip. 46215:340- 
46215.340. 


V. Operator Examinations 

0007120208 Forwards drafi Rev 6 to ES-601. “Adminlstret.on of NRC Requal flcation 
Prog 'am Evaluations.” W/o oncl. 

WRIGHT. G.C Flagon 3. Ofc of the Director. 88/06/23. STANASZAK.F. Wisconsin 
Pub'lc Service Corp 1 p. 46140 359-46148:359. 


DOCKET 60-300 PRAIRIE ISLAN0 NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plena 

8807050300 Revised emorgoncy p'an Implementing procedures. including Rov 40 to F3* 
2, “Class ideations of Entergonc‘09," Rov 2 to F3-5.I. "Swilchboard Operator Duties” 
& F3-23.5. "Post- Acc Ida nl Primary Hydrogen & Radiogaa.” W/0B0616 itr 
FEY.F.L. Northern St at 09 Power Co. 08/06/16. 109pp. 48025-265- 460260 13. 

8807210320 Forwards Safety Insp Repts 50-202/00-06 & 5O-3O6/00-O6 on 000622- 
24. No violations noted. 

SHAFER, W.D Region 3. Ofc of the Director. 86/07/12. LARSON.C.E Northern 
States Power Co. 2pp. 46233:250-46233:202 


-8007210341 Insp Repts 50-202/08*06 & 50-300/00-06 on G80622-24.No 

violations, Pendencies or deviations noted Major areas inspected emergency prepared 
ness exercise 

SMITH. M.J. Reg on 3, Ofc of the Director. 88/07/11. 9pp 46233 252-46233 262 

-8007210347 Rov 0 to “Northern States Power Co.Section U. Exercise Objectives & 
Guidelines " 

• Northern Slal09 Power Co. 00/07/12. 10pp. 46233 261*40233 278. 

-B0O721O36O Rev 0 to “Northern Stato9 Power Co Section V.Exorci90 Scenario. Part 
l:Narralivo Summary." 

• Northern Slates Powor Co 00/07/12. 4pp. 46233 279 46233 202 


P, Operating license stage documents & correspondence 

8B06290363 Submits addl info ro 070920 application for emends to Licenses DPR-42 & 
DPR-60 re turblno valve lost frequency reduction Valves tested for proper operation 
on monthly basis 

MUSOLF.D. Northern Slates Powor Co. 8B/0G/24 Document Control Branch (Oocu- 
mom Control Desk). 3pp. 45984 266-45904:268 

6607050546 Noilflcatlon of 880719 mooting w/util in Rockvile.MD to discuss p’ans for 
installation ol two addl desel generators Thai wou‘d piovide alternate power capabi’ity 
to meet NRC station blackout requrements Meeting agenda oncl. 

OilANNl.D C Project Direclorato III- 1 ■ 08/06/20. VIRGlUO.M J Projeci Directorate ill- 
1. 6pp. 4599B 007-45990.072, 

B9O710O2O2 Forwards application for amonds to Licenses DPR 42 & DPR 60, changing 
peaking taclixs per upper plenum mjociion best estimato LOCA program Foe paid 
MUSOLF.O. Northern States Power Co 8B/07/05 Document Control Branch (Docu- 
ment Conlrol Desk) 2pp. 46204 245*46204 310 

-8807160204 Application for amends to Licenses DPR 42 S DPR-60.chang:ng peaking 
factors per upper plenum injection best estimate LOCA program 
MUSOLF.D Northern States Power Co. 89/07/05 6pp 46204 247-46204 252 

-9807180206 Proposed Tech Specs.changlng peaking factors per upper p‘enjm Injec- 
tion best osfimato LOCA program, 

* Northern Steles Powor Co 89/07/05 I2pp 46204 253 46204 264. 

-8807100211 Rov 1 to "Safety Evaluation of Incroasod FO & FdoltaH.” 

MONTGOMERY, S D. Northern States Powor Co NSPNAD 0705 R01 89/0B/30 
32pp. 46204 265 46204:296. 

—0807 180212 “Demonstration ol Conformance of Prairlo island Un.ls 1 & 2 to App K & 
10CFR60.46 tor Largo Break LOCAs." 

' Wostinghouso Efoctrlc Corp 88/05/31 14pp 46204:297-46204:310. 

0807130454 Gonorlc Ltr 09*1 1 lo all licensees of operating readers & ho'ders of CPs ro 
NRC position on radiation embriltiomont ol reactor vossol metis & impact on plant 
operations Svc. list & Rov 2 10 Bog Guido 1 39 end 

MIRAGLIA.F J. Associate Director for Projects (Post 87041 1) 08/07/12 Consol dated 
Edison Co of Now York, Inc. 61pp. 46257 207-46257:257 


Q. Inspection reports, IE Bulletins & correspondence 

8806130168 NRC info Notico 08-039. laSallo Unit 2 Loss of noclrculatlon Pumps W/ 
Power Oscillation Event. " Svc list encl. 

ROSSLC.E D.vi&lon ol Operational Events Assessment (Post B704U) 00/06/15. 
Consolidated Edison Co of New York, Inc. 110pp. 45978 160-45070 266 

8006160340 NRC Info Notico 00 040, "Exomlnors Hendnook for Dovoloping Oporator 
Licensing Exams." NUREG/BR-0122 & svc l.st oncl. 

nOSSl.DE. Division ol Oporational Evenis Assossmoni (Post 070411). 00/00/22. 
Consolidated Edison Co. 0 / Now York, Inc. 237pp. 46240:325-46241:201 

BS06 170033 NRC Info Noilce 88-041. “Physical Protection Weaknesses Identified 
Through Regulatory EUectivoness Reviews " Svc list oncl 

ROSSI.CE. Division of Operational Events Assessment (Post 0704 11). 00/06/22. 
Consolidated Edison Co of New York, Inc. 122pp 45070 034-45978:155. 

8800 170291 NRC Bulletin 09-008, “Thermal Siro99es In Piping Connected to RCS." Svc 
II 9 I oncl. 

ROSSl.C.E. Olvislon of Operational Evenis Assessment (P 09 I 070411). 88/06/22. 
Consolidated Edison Co 01 New York, Inc. 1 1 6pp. 46019 037-46019:152 

6806210038 NRC Into Notice 88-044. “Mechanical Binding of Spring Reloaso Device in 
Wostinghouea Typo OS-416 Circuit Breakers." Svc fist oncl. 

ROSSf.C.E Division ol Operational Events Asso9smoni (Post 87041 1). 80/06/24. 
Consolidated Ed son Co. or New York. Inc. 1 13pp 46019 153-46019:265 

8806240139 Suppf 1 lo NRC Bulletin 00-008, “Thormal Stresses In Piping Connected to 
RCS.” Svc llsi oncl. 

ROSSI.C E. Division of Operational Events Assessment (Posl 87041 1). 00/06/24. 
Consolidated Edison Co. ol New York, Inc. 114pp. 46019.266-46020:018. 

8807060273 ‘Forwards Sefeiy insp Repts 50-282/08-09 & 50-306/8B-09 on 800528 & 
06l7.No violations noted. 

HARRISON.J.J. Region 3, Ofo of the Diroctor. 88/06/30. LARSON.C.E. Northern 
States Power Co. 2pp. 46106:233-40100-238. 

-0807060278 Insp Repts 50 282/80 09 & 50-306/08*09 on 880526 061 7. No violations 
or dovlaiions noted Major areas inspected action on previously identified concerns ro 
piping operability analysis. 

GAVULAjA, DANIELSON. DH. Region 3, Ofc of the Director. 08/06/30. 4pp. 
46106-.235- 46106.230 

8806300347 NRC Info Notice 88-045, "Problems in Protective Relay & Circuit Breaker 
Coordination." Svc Ii9l encl 

ROSSl.C.E. Division of Operallonal Events Assessment (Posl 87041 1). 06/07/07. 
Consolidated Edison Co. ot New York. Inc. 104pp. 46242:109-46242:212. 



8B071B026Q Responds lo NRC Dui'et n 88 (HR Potential Safety- Related Pomp Loss “ 
Fac-l ty has no safety related sys w/pump & piping sys configuration ihat does not 
predjde pump- to pump Inieraciion 

LARSCN.CE Northern States Power Co. 88/07/07. Office ol Nucfear Reacior Regu 
lahon, D. rector (Post 970411) 5pp 46198 354.46190 358 

0807210354 Forwards Insp Repis 50-282/88 08 & 50-306/88-00 on 08O515-OS25.No 
vo'ations noted Response clarifying events surround eg 880525 actuailon & status of 
controls ovor substation work requested. 

AXEL SON .W L Reg on 3. Ofc of the Director. 88/07/07. LARSON.CE. Northern 
States Power Co 2pp. 46234 203-46234.212 

-8807210357 Insp Ropis 50 282/88 08 & 50- 308/88-06 on 880515-0625 No violations 
noted Major areas inspected prev.ou9 insp find ngs.plant operational 
safetv.ma nt.s-jrve llances, ESF sys.LER fo’lowupfi spent fuel pool acliviHes 
OURGESS.BL Region 3. Ole of Iho Oector 88/07/07. Bpp 46234 205-46234 212. 

8BO7OBO0O6 NRC info Notice 88-C4Q, "Licensee Rept of Detedive Refurbished Circuit 
Breakers " Svc l st end 

ROSSI, CE Division of Operal-onaf Evenis Assessment (Post 070411). 80/07/OB 
Consol dated Edison Co Of Now York, Inc I07pp 46231 281-46232.027. 

8807140022 Informs that ui I 6S0316 response lo NRC Gu'letin 68 001, "Oefecis In 
Wesh.-.ghcuse Crcut Breakers” sat sfaciory Response confirms Ihat Westmghouse 
OS series c rcuit breakers r.ot used in safety re’atod applications al plant 
DllANNI.DC. Project Direclcrate IIM 88/07/08. MUSOLF.DM Northern Stales 
Power Co 4pp 461 75 357-461 75 360 

8807220263 Informs lhai response to NRC Bullet n 86 001. "Defects in West nghouso 
Circuit Breakers," sai.sfactory & no further reply necessary 

DllANNI.D C. Prcjoct O.recioralo IIM 88/07/08 MU50LF.D M Northern States 
Power Co 3pp 46249105 46249.106 

8807120291 NRC Info Nolice 88-048. "Licensee Repl of OofecUve Refurbished Valves " 
Svc i st encf 

ROSSI.C E Oi vis Ion of Operational Events Assessment (Post 870411) 68/07/12. 
Conso'idaied Ed son Co of New York, fnc 103pp 46242 006-46242 108, 

8007210320 Forwards Safety Insp Repis 50-282/88 06 & 50-306/88*06 on 880622* 
24 No viofat’ons noted. 

SHAFER.WD Rogon 3. Ofc of the Director OB/07/12 LARSON.C.E Northern 
States Power Co 2pp. 46233 250-46233 282 

-8807210341 Insp Ropis 50 282/88-06 & 60-306/88 06 on 080622-24 No 

V'o'atons.dafcienc es or deviations noted Major areas inspected emergency prepared- 
ness exercise. 

SMITH.M J . FOSTER.J E . SNELL.W G Region 3. Ofc ol the D rector 80/07/ 1 1. 9pp. 
46233 252-46233 282 

8007080366 NRC info Notce 88-047. "Slower-Than-Expected Rod-Drop Times " Svc 
l.st encl 

ROSSI.C E Division of Operatonal Events Assessment (Po9l 870411) 88/07/14 
Conso'idaied Edison Co of New York. Inc i03pp 46240 222-46240 324 

8607120650 NRC Info Not.ce 88-049, "Marking, Handling.Comrol, Storage & Destruction 
of Safeguards tnfo “ Svc fist end 

ROSSI.C f- Oivislon of Operational Events Assessment (Post 870411), 8B/07/18 
Consolidated Edison Co of New York. fnc. I03pp 46241 263-46242 ,005. 

8807120653 NRC info Notice 88-050. “Effect of Circuit Breaker Capacitance on Avail- 
eb.l ty ol Emergency Power " Svc l.sl end 

ROSSI.C E. Divison of Operational Even’s Assessment (Post 070411). 88/07/18. 
Consol doted Ed son Co of New York, Inc. 1 19pp 46257 258 46258 016 

0007180101 NRC Into Nokce 89 051. "Fa lures of MSIV9." Svc fl9t end 
ROSSI.C. E. Division of OperaHonal Evenis Assessment (Post 870411), BB/07/21. 
Conso'idaied Edison Co ot Now York. inc. I21pp 46257.086-46257:206 


P. Periodic operating reporta A related correspondence 

0807210328 Monthly operat rg repis for June 1988 for Pralria Isfand Nuclear Generating 
Plant. W/8B07 11 It/ 

DUGSTAD.D. MUSOLF.D. Northern States Power Co. 80/06/30. 9pp 46237:119- 
46237:127. 


V. Operator Examinations 

8B07120115 Forwards draft Rev 5 to ES-601, "Ad ml nisi ration of NRC RequaliricaUon 
Program Evaluations" W/0 encl. 

WRIGHT.GC Reg on 3. Ofc of iho Director 88/06/23 AMUNDSON, T. Northern 
States Power Co 1 p. 46i 49 352*461 49 352. 


DOCKET 50*309 MAINE YANKEE ATOMIC POWER PUNT 


F. Security, medical, emergency & fire protection plane 

8807140126 Forwards safety evafuation accepting i.conaee inadequate core coo’ing in- 
strumenlation sya contingent on completion of emergency procedures & operator 
training A submittal of Tech Specs 

SEARS.P.M. Project Directorate t-3. FIN B 0779. 00/07/07 RANDA2ZA.J.B Maine 
Yankee Atomic Power Co. 3pp 46 1 7 1 : \ 1 1 *46 1 7 1 : 1 2 1 . 

-8807140130 Safety evaluation approving util inadequate core cooling Instrumentation 
sys contingent on completion of emergency procedures 8 operator training A submit- 
tal of app ; icabie Tech spec9. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). FlN B-0776. 08/07/ 
07. 10pp. 46171:114-46171:121. 


K. Utility Final Safely Analysis Report (FSAR) A amends 

8807220149 Rflv 6 to updated FSAR for Maine Yankeo.W/880720 IV 
RANDAZZA.J.B. Marne Yankee Atomc Powor Co. 88/07/20. 75pp, 48252 073- 
46252:305. 


P. Operating license stage documents A correspondence 


8807060002 Forward* Amend 105 to License OPR *36 & safety evaWon A me no 
changes Tech Specs re max nominal enrichment of fuel allowed to be used in react* 
core Tor Operaimg Cycle 1 1 A beyond from 3 5 to 3 7% nominal weight U 235 
STAHl E.C. Project Directorate f*3. 88/06/23. RANDAZZA.J 8 Mel no Yarkeo AIotjC 
Power Co 5pp. 46003 041-46003 061 

-8807050003 Amend 105 to License DPfi-36.chenginq max nomnal enr.cljT&ni ot 'u&l 
allowed to be used in reactor core for Operating Cycle 1 1 A beyond frern 3 5 to 3.7 % 
nominal weight U-235 

WESSMAN.R.H. Project Directorate f-3. 08/06/23 4pp 46003 04G 46003 040. 

-8807060004 Safety evaluation supporting Amend 105 to License DPR 36 

* Office of Nucfear Reactor Regulation. Dvector (Posl 87041 1 ) 09/06/23 tOpp 
46003.050-46003 059. 

-8807060005 Notice of issuance ot Amend 105 lo Ltconse OPR-36 Amend changes 
max nominal enrichment of fuel a’lowed to bo used in reacior core fc* Operating 
Cycle U A beyond tcom 3 5 to 3.7% nominal weight u-235 
STAHLE.C.R project D.rectoraio 13 88/06/28 2pp. 46003 C60 46003 001 

B807 120660 Forwards safety evaluation accoptlng util proposed stoom cco'ng modal 
for large break LOCA analys-s 

SEARS.P.M Project Directorate 1*3 08/06/28 RANDAZZA.J B. Ma ro Yankee Atonvc 
Power Co- 2pp. 48121.169 4612V 1 73 

-8807120670 Safety evaluation accepting util proposod rellood steam coo' ng model 

* Office of Nucfear Reactor Regulation. Director (Posl 870411) 63/<>6/2d. 3pp 
46121:171-46121:173. 

8007180301 Application for amend to License DPR-36,consisiing of Proposod Change 
UO.rovislng Tech Spec 3.12, "Stabon Svc Powor" to prohibi relance en 115 XV 
Surowlec Ime unless addl Justification provided lo NRC Foe paid 
RANDAZZA.J.B, Maine Yankee Atomic Power Co 80/06/29. Documo.nl ConL*ol 
Branch (Document Control Desk) 4pp 46203:258-46203 264 

-8807180303 Proposod Tech Spec 3 12, "Station Svc Power" which prohibits re lance 
on 1 16 kV Surowiec line unless add! justification provided to NRC 
4 Maine Yankee Atomic Power Co 08/06/20 3pp 46203 262-46203 264 

8807070340 Advises that 880523 response lo Generic Ltr 88 03. “Steam Binding of 
Auxiliary Feedwater Pumps," satislactory 

SEARS.P.M. Project D/rectorate 1-3 B8/00/30. RANDAZZA.J.B Melne Yarkce Alomc 
Power Co- 2pp, 46136 283-46136 204 

8807180043 Application for amend to License DPR-36,consisting of Proposod Change 
141, revising Tech Specs to reflect Cycle 11 operation Cycle 11 core performance 
analysis repl end. Fee paid 

RANDA2ZA.J B Maine Yankee Atomic Powor Co 66/C6/30. Document Corirol 
Branch [Document Control Dosk). Bpp 46204 069-46204:233. 

-8807180044 Proposed Tech Spocs.consistrng of proposod Change 14 Mo refect oper- 
ating parameters, ter Cycle 11. 

* Maine Yankee Atomic Power Co. 88/06/30. 15pp 46204 077-46204 001 

-8807100045 "Cycle 11 Core Performance Analysis ’* 

SCOTT, M W., BERGERON, P .A . CACCIAPOUTl.P Meino Yankee Atom c Powe' Co 
YAEC-1648 86/07/31. 142pp. 46204:092-46204 233 

6807120566 Forwards EGG-NTA-7861. "TMI Action- NUR EG *073 7 (HOI). RoJe 4 8 
Safety Valve Tesling.Maine Yankee,’* technical evaluation repl Util provided accepie- 
ble response. 

SEARS.P.M. Project Directorate 1-3. 88/07/01. RANDAZZA.J O Meino Yankee Monte 
Power Co- 2pp, 46164:144*46154:170. 

-8710150400 "TMI Actlon-NUREG-0737 fll.D.l) Roliel & Safely Valve Tost ng. Maine 
Yankee Docket." technical evaluation rept 

FINEMAN.C.P., NALEZNY.CL EG&G Idaho. Inc (subs of EG5G. Incj 
FINEMAN.C.P. Idaho National Engineering Laboratory FIN A-6492 EGG NTA-7861. 
87/09/30. NRC * No Detailed AfflKaUoo GWon 25pp. 46154:146 46154:170 

8807 140 128 Forwards safety evaluation accepting licensee inadequate coro coo* *>g wv 
strumenlation ays contingent on completion of emergency procedures A operator 
training & submittal of Tech Specs. 

SEARS.P.M. Project Directorate 1*3. FIN 8-0779. 08/07/07. RANDAZZA.J B. Maine 
Yankee Atomic Power Co. 3pp. 46171:11 V 4817 1:1 21. 

-8807140130 Safety evaluation approving util inadequate coro cooling in si ru mentation 
sya contingent on completion of emergency procedures & operator training & submit* 
tai ot applicable Tech specs 

* Office of Nucfear Reactor Regulation, Director (Po9t 07041 1). FIN Q-Q779 06/07/ 
07. 10pp. 46171:114-46171:121. 

B807130464 Generic Ltr 88*1 1 lo all licensees of operating reactors & holders of CPs re 
NRC position on radiation embrittlement of reactor vessel metis & impact on p'anl 
operations.Svo list & Rev 2 lo Reg Guide 1.99 end. 

MlRAGHA.F j. Associate Director tor Projects (Post 870411) 00/07/12. Consolidated 
Edison Co- of New York. Jnc. 51pp. 46257:207*46257:257. 


Q Inspection reports, IE Bulletins & correspondence 


8806130168 NRC Info Notice 00-039. "LaSalle UnT 2 Loss of Recirculation Pumps W/ 
Power Oscillation Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 00/06' 16. 
Consolidated Edison Co. of New York, fnc. 1 1 0pp. 45978:166 46978:266. 

8807010029 Forwards Safety leap Rept 60-309/08*00 on 8805t6-2Q.No violaJons 
noted Complete data from Independent measurements to verify capability fo-r analyz- 
ing radioactive effluents will be reported in subsequenl insp rept 
BELLAMY, R.R. Region 1, Ofc of the Director. 00/06/20. RANDA2ZA.J 9. Maine 
Yankee Atomic Power Co. 2pp. 46017:219*46017:232. 
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~8aQ?<nO031 ’nsp Repl 50-309/00 08 on 880518-20 No v.olatons noted Ma;o t areas 
nspeciod.ot I radiochemical measurements program us-ng Region i Mobile Radologi 
cal Measurements Lab £ lab assistance provided by DOE 

KiRKWOOD.A. Region 1. Ofc of the Director 88/00/13 i2pp 46017 221-46017 232 

8806 160340 NRC In'o Nonce 88-040, ‘’Examiners Handbook lor Developing Operator 
licensing E*nms “ NUREG/BR-0122 & svc list encl 

ROSSI.CE Crvison of Operational Evems Assessment (Post 870411). 08/06/22 
Consolidated Edison Co of Now York, Inc. 237pp. 46240:325-46241:201 

6803170 0 3 3 NRC info Notice 88-041, “Physical Protection Weaknesses Identified 
Through Regutaiory Effectiveness Reviews’* Svc list encl. 

ROSSlCE. 0.v,son of Operational Events Assessment (Po9t B7041 1) 88/00/22 
Ccnsctidated Ed son Co ol Ne* York. Inc. 122pp 45978.034 -45976' 155 

6608170291 NRC Buleiin 00 008, “Thermal Stresses in Piping Connoctod to RCS." Svc 
.st on cl 

ROSSI.CE D.v.son ol Cperatonal Events A9909smont (P 091 070411). 00/06/22 
Consolidated Ed son Co or New York, Inc 1 16pp 46019:037.46019.152. 

66062100 3 6 NRC Info Notice 80 044. “Meehan col Blndng of Spring Reloaso Dev.co in 
West nghouso Type DS -4 1 6 Circuit Breakers '’ Svc list encl. 

ROSSI.CE D.msion of Operational Events Assessment (Post 870411) 00/06/24 
Consol dated Ed son Co of New York. Inc 1 13pp. 46010.153-46019 265 

8606240139 Supp 1 1 to NRC Bulletin 80*000, *’Thormal Stresses in Piping Connected to 
RCS " Svc list oncl 

ROSSI.CE D. vision of Ope'at'onol Events Assessment (Post 070411) 80/06/24 
Consol dated Ed sen Co of Now York, Inc. 114pp. 46019 266-46020 .0 1 B. 

68063OO347 NRC Info Notice 08 045, “Problems <n Protective Relay & Circuit Breaker 
Coord nation*’ Svc 'isl encl 

ROSSI.CE D. vision of Operational Evonls Assessment (Post 87041 1 ) 88/07/07 
Consol dated Edson Co of New York. Inc. 1G4pp 46242 109 46242 21 2 

6607180272 Rosponds to NRC Bulletin 80 004. "Poteniial Safety-Related Pump L098 .’’ 
Concludes the t plant design & operation & survoi'.lance practlcos preclude probloms 
w/mlriflow as idenhfled In but atm 

RANDAZZAJB Mano Yankee Atomic Power Co 88/07/07. Document Control 
Branch (Document Control Desk). iDpp 46194:260 46194 277. 

8807200 T44 Forwards insp Repl 50*309/80-10 on 880527 & notice of violation 
RUSSELL.W.T Region 1. Otc of ttio D rector BQ/07/07 RANDAZZA.J.B Malno 
Yerkoe Atomc Power Co 3pp 46239 330-48239 344 

-8807200145 Noica of vio'alion from Insp on 080527 Violation noted: licensed mail 
iranste.'-ed 1o unauthorized roc plont 

RUSSELL.W T Region 1 . Ofc Of the Director 08/07/07. 2pp 46239 341*46230 342 

“8807200140 Insp Repl 50*309/80*10 on 800527 Violations noted Major areas 
mspected:rov ow of sh pplng documentelion.placarding, marking. laboll-ng.radiatten 
maaSLtemonts.conVam nation sepoys & exam of packagos on vohlcV 
KOTTAN.J J. PASCIAK.WJ. Region 1, Ofc of ihe Director 80/06/23. 2pp. 
40230.343-46239 344. 

8607086 006 NRC Into Notice 08 046. “Llconsoo Ropt nf Defective Rofurblshod Circuit 
Breakers " Svc list encl 

ROSSI.CE Drv. sion of Operational Evont9 Assessment (Po9t 070411) 0B/O7/OO. 
Consolidated Ed9on Co of New York, Inc. I07pp 46231 20 1-46232 027 

8607120291 NRC info Notice 00-040. “licensee Ropt of Defective Rofurb.shod Vafvoa " 
Svc l si anc« 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 80/07/12. 
Consolidated Edson Co of Now York. Inc. I03pp 46242 006-48242 108 

8807080366 NRC fnfo Not’co 88 047, ’‘Slowor-Than-Expociod Rod-Drop Times *’ Svc 
list encl 

ROSSI.CE Dw.s'on of Operational Events Assessment (Post 070411) 00/07/14. 
Consolidated Ed son Co of Now York. Inc. t03pp 46240 222-46240:324 

8807260285 Forwards fnsp Repl 50-309/88*09 on 800526-0629 No violations noted 
WIGGINS.J.T. Region 1. Ofc of the Oifector. 80/07/14. RANDAZ2A.J B Maine 
Yankee Atomic Power Co 2pp. 46260 242*46269.261. 

“8607250208 Insp Rept 50*309/88 09 on 800526*0629 No violations noted Major 
areas Inspected plant operations including fo'lowup on previous insp find ngs.revfew ol 
special rep te, licensee evenl followup.operational safety verification & malnl 
TRIPP, L.E Region 1. Ofc of Ihe D.redor 80/07/14. 0pp. 46269:244-46269:251. 

8807120550 NRC Inlo Notice 88*049, "Marking, Hendling.Control. Storage & Destruction 
of Safeguards info." Svc list end 

ROSSI.CE. Oivison of Operational Events Assessment (Post B70411). 68/07/10. 
Consol-dated Edison Co. of New York, Inc. I03pp 46241:263 46242 ,005, 

6607120553 NRC fnfo Nolice 80*050, "Elfect ol Circuit 8reaker Capacitance on Avail- 
ability of Emergency Power ” Svc list encl. 

ROSSI.C E. Drvis.on of Operational Events Assessment (Po9l 07041 1). 08/07/10 
Consolidated Edison Co. of New York, Inc. 1l9pp 46257:258 40250 016, 

8607 180101 NRC into Notice 88-051, “Fa-lures of MSIVs “ Svc list end. 

ROSSI.CE. Divison of Operational Events Assossmenl (Post 070411) 08/07/21. 
Consolidated Edison Co. ol New York. Inc. 121 pp 40257 006*46267:206 


R. Periodic operating reports & related correspondence 

8607200199 Monthly operating rept for June 1980 (or Malno Yankee W/080708 llr. 
RIVARD.D A , WHITT IER.G.D Maine Yankee Atomic Power Co 00/06/30 6pp. 
46222.039-46222.044, 


8. Reportable oocurrencee, LERe & related correspondence 

8807060048 LER 08*002*01 :on 8801 16, unlocked ECCS valves nol properly controlled 
per Tech Snoce. Caused by m.s Interpretation of Tech Specs Tech Spec change under 
eval uat on.w/8BC62 1 llr. 

MCDOUGOLD.O.P., WHlTTER.G.O. Mafne Yankee Atomic Power Co. 80/06/21. 3oo. 


8006300336 LER 08-005-00 on 080523. four solenoid valves dont.fied that were not on 
environ QueUicat'On program master list during roeva’uat on of control circuits. High ra- 
diation fia'd could be postdated to occur. Fuses installed.W/080622 llr. 

MCALLISTER, S A.. WHITTlEH.G D Malno Yankee Atomic Power Co. 88/06/22. 4pp 
45997:214 45997 217 


U. Congreaslonal/Executive Correspondence 


6807180266 Responds to 800613 Itr Inquiring as to whether thoro is federal p'an ler 
compensating people that live withn nuclea' power plant EPZ.No fodorol program fer 
distribution of compensation from nuclear power facilities exists. 

STELLO.V. Otc of the Executive Oiteciot tor Operations 60/07/05 MlTCHELL.GJ. 
Sonate 3pp 46202 356-46202 359 


•“8607180267 Requests nfo as to whether federal assistance Is avai'abie to compen- 
sate people that live wiihln EPZ 

MITCHELL.G.J. Senate 80/06/13. ZECH.L W. Commissioners ip. 48202 359- 
46202:350 
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P. Security, medical, emergency & tire protection plana 

6607070398 Forwards Amends 86 & 59 to Licenses DPR* 70 & DPR-75, 
respectively Amends mod ly PateQroph 2.E to requ re compliance w/amordod physical 
security plan. 

FISCHER, DC. Project D.rcctorale 1*2 88/06/27 MILTENBERGER.S. Public Serv.ce 
Eloctilc & Gas Co of New Jersoy. 4pp 46136 330 46136 351 

-6807070399 Amonds 06 S 59 Licenses DPR* 70 & DPR 7 5. ro spec Uvoly. modifying 
Paragraph 2.E to requ ro compliance w/amended physical security plan. 

0UTLEaW.fi. Projoct Dlrocloraie 1-2 00/06/27 6pp 46136 343 46136 348 

“8607070400 Safeguards evaluation ropl support rg Amends 0C & 59 to Licenses DPR 
70 & DPR *7 5. respectively 

* NRC ■ No Dota lOd Afhliotion Given 00/00/27. 3pp 46136 340-40138 351 

6807070677 Forwards final exorcise rept on B70909 for Artificial Island Radiological 
Emergency Station Offsite radiological emergency plans & preparedness remain ade 
quote to protect hoalth & safety on public In ovonl of accidont 
BELLAMY.R R Roglon 1. Ofc of the D rector 00/06/20. Mll.TENBERGEn.S_ Public 
Service Eloctric & Gas Co of New Jersoy 3pp 46123:1 10 46123 157 

680705037B Forwards Rov 1 lo Artificial Island secunty conlmgoncy plan, including 
rocont NRC/ FBI agreomant that only FBI con classify ovont as sabotage & implemen- 
tation of ulil response to Insp Ropts 50-272/86-30 & 50 311/06 32 
MILTENBERGER.S Public Service Eloctric & Gas Co. of Now Jersey 83/06/29. Doc- 
ument Control Branch (Documoni Control Desk) 2pp 46075 317-46076:318 

6807200225 Documents 080606 moot ng In Region I re proposed chances to protected 
area porimotor.secunly program onhancomonls & NRC approved soioguards contin- 
gency plan concerning Insp Ropl9 50-272/86-30 & 50*31 1/86 32 
SJOBLOM.G L Roglon 1. Ofc ol the Director 08/07/Qi MtLTENOERGER.S Pubic 
Sorvlce Electric & Gas Co. of New Jersoy. 4pp 46228 324-46220.327 

86071 10475 Rev 6 to Artificial island Emergency Plan Artrrln straiivo Procedure EPIP 
1013, "Emergency Response Peraonnol To-cphono List ” 

‘ Public Sorvlce Electric & Gas Co. of Now Jorsny. 00/07/00 19pp 46153 200- 
46163 304. 

8807120233 Rev 4 to Emergency Plan Implemonllng Procedure EPiP 602. “Radiolog cal 
Dose Assessment." 

* Pubic Service Electric & Gas Co. of New Jersey. 88/07/00 07pp 46143 001- 
46143088 

8807190219 Informs of revised implomontat on schodulo for App R mod. Mod to 002 
ays redesign duo to identified seismic concerns & desire lo ol minate need for local 
operator response Mods will be completed by 080930 

MILTENBERGER.S. Public Sorvico Electric & Gas Co. of Now Jersey. 00/07/12. Doc- 
ument Control Branch (Document Control Desk) 2pp 46208 167 46206 108 


H. Genera! correspondence 

B807200338 Comment opposing proposed rule 10CFR50 re licensng of nuclear powor 
plants whore stole &/or local govts decline lo cooperate in offsite emergency plon- 

8IOEN.J R Affiliation Not Assigned. 07/02/24 NRC • No Ootal’od Alfil.atlon Given. 
2pp 46200:049-46208:050. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


6607260328 Rev 0 to updated FSAR for Salem Genoraling Siat:on.W/80O722 Itr. 
MILTENBERGER.S Public Service Electric & Gas Co. of Now Jersey. 88/07/2 2 
300pp. 40203: 162-46285.024 


P. Operating license stage documents & correspondence 


8607180280 Forwards results of review priority for open TACs.per 000527 memo. 
BUTLER.W.R. Preset Directorate 1-2 68/06/10 VARGA .S A Division of Reactor 
Projects • I/ll (Post 070411). 3pp. 48200:176*40200:177. 

6807060103 Ack receipt of 060527 Hr confirming that procedures re Generic Llr 88*03. 
“Steam Binding Auxiliary Feedwater Pumps, ’’ acceptable. 

FISCHER.D C. Project Directorate 1-2. 08/00/22. MILTENBERGER.S. Public Service 
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60070 10S9 l AppicaiiO^ lo* abends lo L cerses DPR-70 & OPR-75, correcting typos m 
Tocn Spec ScchD-ib 3 134 & 3 1 3 S. rcljdng changes lo cteMy applicabuty of sur- 
vo : anen <cq o remsnt for rod pOSil on venl catio.T.Fee pa d 

M LTEN3EOGER S Pub c Sen/.co electric & Gas Co of New Jersey 86/06723. Doc- 
ument Co-.lrcl Bra-cr. (Document Centro! Desk) £pp 46017 287 4G017 280 

-.0007010602 Proposed Tech Specs revising Sections 3134&3135 10 correct typos 
incorporated by prev CuSly approvod amend 

' Putlc Servco Electric 6 Gas Co of Now Jersey. 00/06/23 6pp 46017 273- 
■i 60 1 7 2G0 

6807050517 Forwards AECD Technical Review Ropi TBOO. 1 Blocked Thimt/e Tt fees/ 
Stock inccre Detector." 'or consideration due lo recent events ai Srcdwood Un.t 1 
ROSENTHAL.JE Roacipr Opera 1 ens Analyse Brar.ch 69/06/23 BERLINGER.CH 
Gene* c Ce.T.-T.un calions Branch 2pp 45993 060 45908 066 

-8007050550 lochncal Review Ropi T809. ' Blocked Thmblo Tufces/Stuck Incore De- 
leter ' 

* Cff.ro for Ana'ysia & Evaluation of Operational Oaia. O rector. 68/06/15 4pp. 
45990 C63 45500 066 

0607110105 Forwards EGG PHY-7830, Techncai Eva‘uatior> Rept for Eva’uation of 
Cffsio Ooso Calculation Manja 1 (OOCM).Rev 3 ” A*l pcmis raised in conclusion sac- 
t.Dn of rept srould bo addressed by ■•cansee wilh n 6 monihs in now rov to ODCM 
HSCHFR.DC Proiecl Di.'oci orate 1*2 89/06/24 M-LTENBERGER.S PubLc Service 
E Oct' c & Gas Co o' Now Je'Sey. 4pp 46100 271-46100 297. 

"8800210325 EvaUat on ol C'fs.lo Cose Ce'cuiation Ma r ua 1 .Rev a.Sa'om General ng 
S’at rn Unis 1 & 2," tec™ cal Ova'ua* cn rept 

SERRANO, W . YOdNG.T.E EGAG Idaho. Inc (subs of EG&G. Inc) SERRANO.W 
Idaho Naicna Eng-nee*.rg laboratory TIN D 6034. EGG PHY-7630 B6/04/30 NRC 
■ No De'ai cd Aflualion Grven 23pp. 46100 275 40100 207. 

0807110201 Forwa-dS safely evaluation accepting uU 851004 response to Genenc Ltr 
85 12, "Autematic Tnp of Reactor Cociant Pumps " 

FiSCHER.DC. Project Direclorate 12 86/06/24 MILTENBERGER.S Pubic Sa-V-CQ 
Etectuc 4 Gas Co cl Now Jersey 6p? 46082. W 2-46082 1 M 

0807070398 Forwa'dS Abends 66 S 59 to Licenses DPR-70 & QPR-75, 
respectively Arrords modify Paragraph 2 E lo reqj ro compliance w/amended physical 
security p'an 

HSCHER.OC Pro.ect Creclcralo 12 86/06/27 MILTENBERGER.S PubLc Service 
Clec'nc & Gas Co ol New Jersey 4pp. 46136 339 46136.351 

-8807070399 Amends 86 & 59 Lrcensos DPR-70 & DPR-75,respect.ve:y, mod tying 
Paragraph 2 E to requ to comp'ianco w/amended physical security plan 
RUTLER.wn Prcjeci Directe'aie t 2 80/06/27 0pp 46136 343-46136 340 

-8807070400 Safeguards ovaLation repl supporting Amends 8f> & 50 to Licenses DPR 
70 & DPR 7 5. respectively 

* NBC ■ No Dalai Od Afl/iat.on G-von 88/06/27 3pp 46130 349 46136 351 

8007120640 Forwards Amends 05 & 58 lo Licenses DPR-70 & DPR-75. 
r ospoctw el y Arnol ds would torn&Q reach* hip tj'och w/ turbine tnp from P-7 (11%) 
porm ss.vu up to P 9 (60%) pormssive 

FISCHER.D C- Project D.rectorate 1*2. 80/C6/2?. MILTENBERGER.S Public Servico 
Elociric & Gas Co oi Now Jersey 3pp 46121:104*46121.123. 

“0007120645 Arrords 85 & 50 to Licenses DPR-70 & DPR-75, respectively, revising ro- 
ac'or tnp b'ocK w/turbice trip frem P-7 (1 1%) permissive up lo P-9 (50%) permissive 
BUTlER.WR Pro.ect Directorate 12. 80/06/27 14pp. 46121:107-46121.120 

-0007120049 Safety evaluation supporlng Amends 05 & 58 to Licenses DPR-70 & 
DPR-75 respoctivety. 

’ OHce of Nuclear Reactor Heguiaten. Oirecior (Posi 870411) 80/06/27 2pp 
46121. 121- 46121. 123 

0807120470 Forwards SER accepting uti‘ 860120 projactod values of mad properties for 
fraciuro toughness requ rements for protect on aga nst PTS evont9 
FlSCHER.OC Project Oireciorate 1-2 88/00/29 MILTENBERGER.S Public Service 
Eiectr c & Gas Co ol New Jersey 3pp 461 13.033-461 13 338. 

"8607120405 Safety eva'uation svppod.ng util projocled values of mail properties tor 
fractu'o toughness ioqu ror.onts for protection aganst PTS evflnte 

* Ottico of Nuclear Reactor Regulator. Oirecior (Post 070411). B0fO6f29. 3pp 
46113 336 46113 338. 

6007130454 Generic Ltr 88-H to alt licensees of operating reactors & ho'ders of CPs re 
NRC position on radiation embrilfemoni of reactor vessel matla & impact on plant 
ope/aiions Svc l-st & Rev 2 to Reg Guide i 99 end 

MlRAGllA.F J Assoc ate Oirecior for Pro|6Cis (Post 870411) 80/07/12. Consolidated 
Ed-son Co of New York. fnc. 5ipp 46257 207-46257:257. 

8607190219 Informs of rev.sed Impfementat.on schedule for App R mod Mod lo CO? 
sya redesign due to idem fied seism.c concerns & desire to eliminate need tor local 
operator response. Mods wi l be completed by 880930 

MILTENBERGER.S. Publ c Serv.co tleclric A Gas Co of New Jersey 88/07/12. Doc- 
ument Coniro'. Branch (Oocument Control Desk). 2pp. 4620B167-4B206 TGB. 

0807250173 Advisos that plant review brief mg for Murioy & oxecutve learn re PDJ-2 

g iants scheduled for 00072 l .viewgraphs encL 
UTLER.V/ R. Projea Oueciorato l-2. 98/07/(3. QOGER.B A Ptoiacl Oteciotale t-2. 
97pp 46272 285-46273 021. 


Q. inspection reports, lE Bulletin* & corretpondtnce 

8006130168 NRC Info Notice 88-039. laSal o Unit 2 loss of Recirculation Pumps W/ 
Power Oaci Iphon Event ” Svc l.st ancl 

RQSSl.CE. Owision ol OpataWnal Events Assessment (Post 8704(1). 66/06/15. 
Consol.daied Ed son Co. or Now York. Inc. Iiopp 46978:156-45970:266 

8806160340 NRC Info NoLce 88*040. ‘’Examiners Handbook for Developing Operator 
Llcensmo E*flm.9 ." NL/REG/HR.0122 A r vr list nnri 


8806170033 NRC Info Notice 88 041. Physical Proieclicn Weaknosscs 'dortlf-ad 
Through Rogulotcry Effecl-voross Reviews " SvC I si oncl 

ROSST.CE Civison of Cperpt.onal Events Assessment (Posi 870411). 69/C€'22 
Consolidated Edison Co Ol New York, Inc I22pp 45D70 034 45978 155 

8B06 170291 NRC Bu'.e'n 88 000. ’Thorrnai Slrosses in Piprg Conroc!ed b RCS 1 SrC 
list oncl 

ROSSt.CE Divison ol Cporatonal Events Assossrr.oni (Posi 870411) 80/06'?? 
Conso’idaiod Edison Co of New York. Ire ll6pp 46019 037-46019 152 

86062 1003B NRC Info Notice 80 044, ’‘Mechanical Bmdr.g of Sprng Re oaso Device 
Wesimghouse Typo DS-416 Circuil Broakers.” SvC l>St encl 

ROSSi.CE Divison ol Operatona! Evenis Assessment (Posi 870411) 80/O6'?4 
Ccnso'.datod Edison Co of Now York. Inc. 113pp. 46019 153 46019 265. 

0606240139 Suppl 1 lo NRC Bulletin 88 C08. Thorrrial Stresses in P.plng (^onneclod 10 
RCS " Svc fisf one' 

ROSSI.CE Division of OpGrahora' Evenis Assessment (Post 870411) 68/06/24 
Consol dated Edison Co of New York. Inc. 1 1 4pp. 46019 286 46020 018 

8807130100 Forwards Licensee Mgt Mooimg Repts 50 354/68 2l. 50 31 1/03-1 5 & 50- 
272/80 15 on 080526. 

KANE.W f Rogon 1, Ole of Iho Director. 80/C6/29 MILTENBERGER.S Pub c Serv- 
ice F'ectrc & Gas Co of New Jersey Ppp. 40165.057-461 66.005. 

-8807130 102 Licensee Mgt Mooting Ropis 50 272/80-15.50 31 1/88-1 5 8 50-554/88 
21 on 880526. Major areas d scussod spfoty sys functional review prog'am "du^ng 
program coa r s. program sccpe A resulis 

SWETLANDPD Region i. Ofc of the Director 80/06/24. 27pp 45165059- 
46165 085 

6607200226 Documents 8B0606 meeting m Region I ro proposed changes to prelected 
area ponmeter.secur.iy program enhancements & NRC-approved safegja'ds co"*.r 
gency p'an concerning Insp Ropts 50-272/86-30 & 50-311/06-32 
S-JOBLOM.GL Region 1. Ole of the C.roctor 08/07/01 MILTENBERGER.S. Pl-Wd 
Sorvico Electric & Gas Co ol New Jersey 4pp 46220 324-46220 327 

8007250234 Ack roCQipl of 88051 9 ltr Informing NRC of steps taken to correct vfo-VjcnS 
noted in Insp Repts 50 272/08 09. 50-31 1/00 09 & 50 354/80 07 
BELLAMY.R R Reg on 1. Otc ol the D rector 00/07/01 M1LTEN3ERGER S. Pj'SX 
Service Eiectr c & Gas Co ol New Jersey 3pp 46285 106-46205 112 

8007200227 Forwards Safoty Insp Ropts 50-272/00 13 & 50 311/80*13 on 6B0SJ3- 
0606 & notice ol vlo'aiion 

WENZINGER.EC Region 1. Ofc of ihe Dirocior 08/07/06 MILTEN3ERGEP S 
Pub'ic Service Eloclr c & Gas Co. of Now Jorsoy. 2 pp 46229 220 40229 242. 

-8007200228 Notice of Violation from map on 880503-0600 Vijlai.on noi-f»don 
8B0426.doie/m*ned thol Survoil/anco Procedure SP(0)4 0 5 V MlSC-1 rol prcpo»V lt* 
plemonted on 600210 

* Reg on 1, Ofc of Iho O.roclor 00/07/06. Ip. 46229 230 46229 230 

-0807200229 insp Repis 50-272/08-13 & 50 311/00-13 on B80503 0606 ViOfa'iCns 
noied Major aroa9 inspected followup on outstanding insp I to ms .ope ratio nai sa'oty v^- 
ificahon. malnt.survoi'bnco & ESP walkdown 

SWETLAND.PD Rog.on 1. 0»c oi tho D.rocior, BB/07/06. 12pp 46229 231* 
46220 242. 

0806300347 NRC Info Notice 08*045. "Problems In Protective Rolay 8 Orcul Breaker 
Coordination.“ Svc list onci. 

ROSSI.CE Divison of Operational Evenis Assessment (Post 070411). 88/07/07. 
Consolidated Edison Co oi Now York, Inc- 104pp 40242.109-46242 ?i 2. 

0807080008 NRC Info Nonce B8-O40. "Licensee Rept ol Dofoctivo Roterbshod Otari 
Breakers’’ Svc fist end . 

ROSSI.CE Divison ol Oporatlonaf Evenis Assessment (Posi 070411) 86/07/08. 
Consolidated Edison Co of Now York, fnc I07pp 46231 201-46232.027 

8807120201 NRC Info Notice 80 040. "llconsoo Rept ol Defective Refurbshad Vases” 
Svc list encl. __ 

ROSSI.CE Division ol Operational Evonta Assessment (Post 070411) 68/07/12 
Consolidated Edison Go oi Now York. Inc I03pp 46242.006-46242 (08. 

8807080366 NRC Info Notice 08 047. "Slower-Then- Expected Rod-Drop Times.” Svc 
list encl 

ROSSI.CE. Division oi Operational Events Assessment (Post 0704(1) 68/07/(4. 
Consolidated Edison Co. oi New York, Inc I03pp 4C240 222-40240:324 

0007120550 NRC Info Nolice 88 049. "Merklng.Handl nQ.ConirOl.Storage 6 Dasbucbcn 
ot Safeguards lnlo.” Svc list end 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411). 08/07/18. 
Consolidated Edison Co. of New York. Inc. I03pp 46241:263 46242 005. 

8007120553 NRC Info Not ce 88-050. "Ettecl ol Circus Breaker Capadar.ee ch Avai* 
abl'ity ol Emergency Power." Svc list encl. 

ROSSI.C E Divis-on of Operational Events Assessment (Post 870411) 83/07/18. 
Consoiidated Edison Co. of Now York, Inc. 1 10pp. 46267:260*46250016. 

8807100101 NRC Info Notice 88-061, "Failures of MSlVs " Svc list encl 
ROSSI.CE Division of Operational Events Assossmenl (Post 8704 11 j 80/07/21 
Consolidated Edison Co. of New York, fnc. 121pp. 46267.006*46257.206. 


R. Periodic operating reports 4 related correspondence 

B6O710O368 Monthly operating rept for Juno 1980 for Salem Unit 2 W/000713 lx 
WHITE. P . 2UPKO.J M Pubi c Service Elociric & Gas Co. of New Jersey. 98/06/33. 
10pp. 46194-322-46194:331 . 


8807190065 LER 00 01 2*00 on 880618,Tech Spec Action 3 52 entered w/ both contrll* 
iinal charg no pu-nps (CCP) declared Inoperable. Caused by ind vidsul CCP equ pmeni 
prob oms CCP breokor rop'aced W/Q80712 it/ 

PO 1 LACK.M J . 2UPKO.J M Pub'lc Service Electric & Gas Co. of New Jersey 00/00/ 
18. 5PP 40206 195-46206 199 

6807010125 PNG I 00 060 on B80622,unil inppod following fos9 of vital Instrument bus 
invader C Loss caused low reactor loop flow trip Caused by loss of reactor coolani 
cjrrp breaker open indication & fos9 of power Licensee initialed investigation 
BORCHARDT.W, SWETLANO.P FI eg. on 1, Ofc of the Director. 00/06/22 Ip 
46017 074*46017 074. 

8807070076 LER 84-024.01. on 04lOO4.Unit 2 turbine generator tripped on generator 
dfferontifll relay protection causing reactor trip. Caused by phase- to ground fauH.High 
potential test performed & generator replaced VV/3GD628 Itr. 

POLLACK.M J . 2UPKO.J M Public Service Electric & Gas Co ol New Jersey 80/06/ 
20 4pp 461 !0 240 461 18 249 

8507140114 Summary of Operating Reactors Events Mooting 80-26 on 080628 
LANNING.W Events Assessment Branch 80/07/07. ROSSI, C.E Division of Oper- 
ational Events Assossmonl (Post 8704 it). t7pp 481 64.009-461 04: 1 1 5. 

6807190056 LER 83 013 00 on 80O015,con1rol room overhead annunciator, SEC trouble 
a'arm.annuiclatod & on 0OO6lG.Toch Spec 3.3 2.1. b. Action 13 enterod In support of 
2B SEC chassis replacement Caused by circuit boards failure.W/800713 IU. 
POLLACK.M J . ZlIPKO.J M Pub’ic Service Electric & Ges Co. of Now Jersey. 08/07/ 
10 Epp 46215 200 40215 200 


DOCKET 50*312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

0807000199 Forwards tactity objectives for 1080 annual oxefcise.por IE info Notice 85- 

055. 

ANDOGNINI.GC Sacramento Municipal Utility District. 88/05/26 MARTIN.J B 
Reg on 5. Ofc of the Dlroctor. 2lpp 46 103.005*461 03. 105. 

0BO725O226 Respontfs to NRC 880429 Itr /oquo&ting Info on ulil actions to correct prob* 
fams ro State 01 CA warning sys Sys mod, procoduro changes & associated training 
wJ be completed hy md-Juno 1068 to ensure conslsloncy w/olher ulil sys 
ANDOGNINI.GC. Sacramonlo Municipal Ulility District 88/06/06 SCARANO.R.A. 
Region 6. OlC Of the Oroctor 4pp 46270 126*46278:129 

0807110422 Forwards porlion of regulatory effectiveness review ropt.per NRC 070003 
llr.Section 5.4 conialns comparison of results of vital oquipmont analy9l9 Comments 
on repi roqjosfed within 00 days of Itr receipt W/o oncl 

CfiufCUFlElO.Q. Division of Reactor Projects ■ 1 11,1V ,V & Special Projects (Post 
870411) 80/00/20 ANDOGNlNt.C. Sacramonlo Municipal UtiMy District 4pp. 
46100135-40100 130. 

6607250361 Advises lhat addl info ro tiro hazard analyse will bo submitted by 
88091 5 per NRC 80051 1 roquost 

FiRLlT.JF. Sac'amento Munlcpal Utilily District 06/07/14 Ofllco of Nuclear Reactor 
Regu'aticn, Oi'octor (Post 0 70411). ip. 46260: 170 46269 1 70. 


H. General correspondence 

6807060149 Roquosis that svo Lai bo updated to include Haled recent organizational 89- 
s gnments at p'ant. 

FlRLfT.jF Sacramonlo Municipal Uli'ity Disirict B0/0G/20 Of fico of Nucloar Roactor 
Rogulat on. Diroctor (Post 8 704 1 1). Ip 401 10:1 10*461 10:1 10. 


J. Insurance & Indemnity Information 

6807110345 Forwa'ds Endorsomonls l to AN1 Policy X8D157 & MAELU Policy 
XTA5261. 

CRUNK.S.L Sacramonlo Munlcpal Utility District. 60/07/07. Office of Nucloar Roac- 
lor Regulation. Dlroctor (P09t 070411) 5pp 40140 212*40140 210. 


P. Operating license stage documenls & correspondence 

8807140127 Expresses appreciation for support p/ovldod In on going review of facility 
response to NUREG-1275 re lessons learned Summary of staff views rosulllng from 
860216-17 silo vio l requoslo-d. 

hOlahan.G.M Ass slant Dlrecior for Region III & Region V Reactors 00/02/11. 
NOVAK, T.M. Oiv.s on ol Safety Programs (Post 070413). Ip 46170:316-46176:316. 

0806290138 Application for amend lo License pPR*64, consisting of proposed Amend 
6?, reducing count lim© required for prebatch- toloaso sample analysis SER & NSHC 
analys s oncl Fee pa d 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 80/00/10 Office of Nuclear 
Reactor Regulation. Dlroctor (Post 8704 1 1 ). 1 1 pp. 459B4 : 1 22*45904: 1 45. 

**8006290142 Proposed Tech Spec Page9 4 60 through 4 -05a. modifying radiological of- 
fluent Tech Spec9 to roduco count time required for prebatch-releaso samplo analysis. 

* Sacramento Mun clpal Ulihty Di9frlci. 88/06/10. 13pp. 45984:133*45004:145 

0806290490 Application for proposed Amend 130 to License DPR*54,add-ng operating 
requi'emenls dosignod to provide proper limitations & conditions on reactor bldg pres- 
sure equal ration operations during power operation. Foe paid. 

FIRLIT.J F. Sacramonlo Municipal Ulility District. 88/06/21. Office of Nuclear Reactor 
Regulation, D.roctor (Post 870411). 11pp. 45088:142*46980:158. 

*•8006290492 Proposed Tech Specs provld na proper limitations & conditions on roaeior 
bldg pressure equalization operations during power operation & modifying existing 
purge sys operation requ’romont. 

* Sacramonlo Municipal Utility District. 00/06/21. 6pp. 45900:163*45980:168 

0608200360 Forwards T Ol diosel generator vlbrallon repl describing mods performed on 
generators to reduce component vibration. Refs & calculation discussed in rept avail* 
ab'e from utiL 

FiRLiT.J. F. Sacramento Municipal Ulility District. 08/06/22. Office of Nuclear Reactor 
Regulation. Director (Post 87041 1). 27pp. 45005:3 16*46905 342 


8607010062 Advises that util currently opGraiir.n ai nominal 40% (powe*) p'aieau per 
Procedure B 1A, ' Control of Plant Heatup & Operating Procedure for Pcwcr Escala- 
tion Testing. " 

FiRLlT.JF, Sacramonlo Muncpal Util ty O.sincf 80/06/24 Oftice of Nuclear Reactor 
Regulation. Director (Post 070411) ip 46020 243 46020 243 

0607110327 Forwards presomaron mad prov.dod lo NRC dur.ng 880701 meotmg re 
ower ascension prog mm sialus 

IRUT.J F Sacramonlo Municpal UlAiy O strict 00/07/07 Office ot Nuc'ea: Roactor 
Regulation. Di.-octor (Post 8704 11) 27pp 46141.117*46141 143 

0607 150081 Notticaton of 080714 moelmg w/0&W Owners Group In Rockv.l0.MO 10 
discuss plant operation in decay heat remove* modes. Moot nq agenda oncl 
TRAM-MELL.CM Pro.ect Diroctorote V. 88/07/07. KNIGHTON, fi.W. Prcjocl Oi'eClor- 
ate V 3pp 46183 315*40103.317 

6007140205 Summary of NRC senior managers 000628*29 mooting to review perform* 
ance of oporaiing nucloar powor plants Facil-ty categorized es requiring continued 
dose modtor ai moot™ Surrrrary pi discuss ons to lacAty provided. 

STELLO.V Ofc ol Ihe Execu! vo 0 rector for Operations 80/O7/C8 WILCOX.C Sacra- 
mento Mun Cipel unity District Ip 46177 255*46177 255 

8007130454 Generic Ltr 88 11 to a'l licensees of operating reactors & ho'rters of CPs ro 
NRC pos.tion on radiation embrittlement of reactor vessel malls A impact on plant 
operations Svc list & Rev 2 to Reg Guide 1 09 oncl 

MlRAGlIA.F J Associate D.roctor for Projects (Post 07041 1) 80/07/12 Consolidated 
Edison Co of Now York. Inc 51 pp 46257 207-40257. 257 

8607190312 Forwards SER re safety concom Involving potential for control room A 
technical support ctr personnel Incapacitation resulting from aquoous ammon a spill. 
Suffic-om reaction time provided in event of sp 11 

KNIGHTON.G W Proioci DreCloralo V. 80/07/13 FIRLIT.J Sacramonto Municipal 
Ulihty D.sfrlct. 3pp 46205:265 46205 269 

-8007190315 SER support ng util actions to prevent fai'uro Of ammon-a larks which 
may result in incapacitation of control room & lechnical support ctr parsenne 1 
* NRC ■ No Date led AfM.otion Given 00/07/13. 2pp. 46205 268-46205 269 


Q. Jnapocllon reports, IE Bulletins A correspondence 

8006130160 NRC into Notice 00 030. “LaSa'io Uni 2 Loss of Recirculation Pumps W/ 
Power Oscillation Event.” Svc tist encl 

ROSSI.C E O.vlsion of Operational Events Assessment |Po91 870411) 00/06/15 
Consolidated Edison Co of Now York. Inc. 110pp. 45978:166 45970 266 

8607050 1 14 Forwards Enhanced Operational 'nsp Ropt 50*312/08-10 on 900320- 
040b No violations nolod. 

KIRSCH.D F Region 5, Ofc of the DireciOr BU/06/15 ANDOGNlNt.G C Sacramento 
Municipal Utility D.Slnct 2pp 46024 320 46024 332. 

-8007060118 tnsp Ropl 50-312/88*10 on 000320 0408 & l3No violations noted Major 
areas inspected plant operation & operailona 1 support aciiv.fios 
CREWS. J L . OOSTED.C J . JOHNSQN.A D. Region 5. Ofc of ih.e D.reclor, 08/00/14 
11pp. 46024:322*46024.332. 

8807110509 Forwards Oporat cnal Readiness Insp Rept 50*312/00*200 No d0fO0r.Cl09 
noted Concorns requiring attent-on during slartup process I stod.ExoculivO summary 
onct. 

CRUTCHFlELO.D Division of Reactor Projects • III.IV.V & Special Projects (Post 
070411) 88/06/15. ANDOGNINI.G C. Sacramonlo Municpol Utility O strict 7pp 
46002:003-46082.002. 

-0807 1 10519 Insp Ropt 50 312/06-200 on 080307-10 No doliCienc.es noted Some 
woaknosses nolod Major areas mspected I'censeo ahl ity to oporato facility. 

DYER.j E. Oivlsion ot Reactor Inspection A Safeguards (Post 870411). ANG.W.P. 
Region 5. Ofc of the Director HOWELL.A T Offlco for Analysis & EvaTuaton cf Oper- 
ational Data, Diroctor 00/05/23 23pp 46002 070-46082:092. 

8807010058 Responds to NRC 000523 hr re violations noted >n ln9p Ropt 60-312/00* 
l2.Corroclivo actions Admnistrativo Procodure AP 23 08 will bo revised 10 Include 
10CFR50 72 roportlng respor.s bilily by 00O9C9 

FlRLlT,J.F. Sacramento Muncipal Ulinty D.slrlct 08/06/21 Offico of Nuclear Reactor 
Regulation, DiiOctor (Post 070411). 3pp 46020.237*46020.239. 

0806160340 NRC Into Notlco 00-040. ' Exammers Handbook fo' Developing Operator 
Ucons ng Exams.’’ NUREG/BR-0122 & svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 8704H). BB/06/22 
Consolidated Edison Co. of New York. Inc 237pp. 46240.326 46241:201. 

8806170033 NRC info Notice 60 041, “Physical Proloct.cn Weaknesses identified 
Through Regulatory Effectiveness Reviows.” Svc Lst encl 

ROSSI, C.E. Division of Operational Evenl9 Assessment (Post 670411) 68/06/22. 
Consolidated Edison Co of New York, Inc. 122pp 45978:034-45978:155 

8806170291 NRC Bulletin 00-008. "Thermal Stresses In Piping Connected 10 RCS." Svc 
list oncl. 

ROSSt.C.E. Division of Operational Events Assessment (Post 8704 it) 88/00/22 
Consolidated Edison Co of New York. Inc tt6pp. 46019.037-46019:152. 

6607080233 Ack reco-pt of 880606 Itr Informing NRC of steps taken to correct violations 
noted In insp Rept 50-312/00-13. 

SCARANO.R.A- Region 6, Ofc of iho Director. 00/06/23. FIRLIT.J. F Sacramento Mu- 
nicipal Utility DlStrlcL Ip. 4606B: 134*46068: 13B. 

8007140119 Forwards Insp Ropl 50 312/88 20 on 88061 7.Fdilure to adoquatoly control 
IlcenRod mail lo ensure workers not exposed in excess ol regulatory imrts 
noted Enforcement actions wi:i be subj of sopareto correspondence. 

SCARANO.R A. Region 5. Ofc of the Director. 80/06/23. FiRLlT.J F. Sacramento Mu- 
nicipal un ity D.9tncr 2pp. 46184.085*46184.095 

-8007140121 insp Ropl 5O-312/0B-2O on 00061 7.Vio'at.cn9 noted Major areas 
inspected sletus of Unresolved item 50-312/88-07*01 ro skin exposure of worker re- 
ported by licensee on 060204 

CILLfS.M.. YUHAS.G.P. Region 5. Ofc of the Director. 00/06/23. Cpp. 46104:007- 
40104:095. 



88062 10036 NRC mro Noice 88 044. "Mechanical Bind ng of Spring Release Dev.ce in 
We sing house Type OS-416 Circuit Breakers ’’ SvC list encl 

ROSSI. CE Division of Operational Events Assessment (Post 870411) 80/08/24 
Consolidated Edison Co of New York, Inc. Ii3pp 46019 163-46019 265 

8806240139 Supp! 1 to NRC Bulletin 88-008. ’’Thermal Siressos in Piping Connected to 
RCS " SvC i.$l encl 

ROSSl.C.E Dwis.on oi Operational Evonls Assessment (Post 87041 1) 90/06/24 
Consol dalod Edison Co. of New York. Inc 1 i4pp 46019 266 46020.018 

8807140228 Forwards tnsp Rent 50*312/88-17 on 060604-10 A notice of vlo'atlon. 
SCARANO.R A Region 5. Ofc ol the Director 08/06/24. FlRLlT.JF, Sacramento Mu 
nlclpal Utility District 2pp 46176 060 46175 072 

-8807140232 Notice of violation from insp on 880606 10 & 19 Violat on nolod liconsee 
had not submitted required annual exposure rep! to Commission. 

SCARANO.R. A. Reg on 5. Ofc of the Director. 88/06/24. ip 461 75 062 46175 062. 

-8607140234 Insp Rep! 50*312/88 17 on BB0608- 10 Violations noted Major aroa9 
inspected licensee action on previous insp fndmgs. control ot rad<oactive mails & 
contamination, ALARA, facil^es A equipmeni A review ot licenseo repts 
HOOKER, C A.. YUHAS.GP. Reg on 5. Ofc ot the Dimclor. 88/06/24 10pp 
46175 063 46175 072. 

86071 10206 Confrms 880627 telcon ro enforcement conference schodu’ed for 800707 
al p’ant site to d.scuss 880204 unp’anned radial on exposure to worker.860609 final 
repl A effectiveness of correct ve actions. 

SCARANO.R A Region 5, Ofc Of the Direcior 08/06/28 FlRLlT.JF Sacramonlo Mu- 
rlc r pal UH ty D-SVict. 2pp 46138 360-48138 381 

68071 102S3 Ack reco pi of 860821 Itr informing NRC of steps laken to correct violations 
noted In insp Repl 50-312/88-12 

ZIMMERMAN. R Reg on 5. Ofc of fhe Director. BB/06/28 FlRLlT.JF. Sacramento 
Munlc pat Uti'ity Disincl Ip. 46105 039 -16165 042 

8807140213 Forwards Insp Repl 50 312/08-15 on 880503-31 No vrolatons or devi 
atio.ns noted 

ZlMMERMAN.R Region 5, Ofc ot the D rector 88/06/28 FlRLlT.JF. Sacrerronto 
Municipal UfaLty District 2pp 46175 305 46175 321 

“8807140214 Insp Repl 50 3i 2/88*1 5 on 890503 31 No wolaiiong or deviations 
noted.Major areas inspected operational safety verificahon.ESF 9ys 
wa l k down, m a nt.surve. lance A teat'ng, review of control rod worth A followup Hems. 
D'ANGEIO.A J . MYERS.C J.. QUALLS. P M Region 6. Ofc Of Iho Director 88/06/23 
15pp 46175-307*46175 321. 

8606300347 NRC Into Noice 88 045, "Problems In Prolectivo Relay & Circuit Breaker 
Coordination " Svc tist encl 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411). 80/07/07 
Consol'dated Edison Co of New York. Inc 104pp 46242:109 46242 212 

6807000008 NRC info Notice 88-046, “Licensee Ropt of Defoclive Refurbished Circuit 
Breakers ” Svc list encl 

ROSSI .CE. O.vision ot Operational Events Assessment (Post 070411) 89/07/00 
Con30fidated Edison Co of Now York, Inc I07pp 46231 281-46232:027 

8607140219 Forwards responso to NRC Bu’lof.n 88-004 re potential safety -re 'a ted pump 
tOS9. 

FIRLIT.J.F Sacramento Munclpal Utiity District. 60/07/08 Office of Nucloar Reaclor 
Regulation. D rector (Post 870411). 8pp. 40177 283-461 77:290 

6807120291 NRC Info Notice 80-048, "Licensee Rapt ot Defective Refurb shod Valves ” 
Svc list encl. 

ROSSl.C.E. Dlvis'on of Operational Evenls Assessment (Post 870411) 90/07/12 
Consolidated Edison Co of New York. Inc I03pp 48242 006-46242 100 

8807210135 Rescinds Vio’etlon A from Insp Ropt 50-312/88 05,per 880608 rosponso to 
NRC 6805 1 3 itr.Actlcms.however.did not meet current expectations Understanding mat 
880608 IV will be updeied to document add! info provided on 880705 stated 
ZIMMERMAN. R. Region 5. Ofc of the Director 08/07/13. FlRLlT.J F Sacramento 
Municipal Utility District. 2pp 46234 239-46234:244 

6607080306 NRC In'o Noice 88-047, "S'owor-Than Expected Rod-Drop Times” Svc 
list encl. 

ROSSl.C-E. Division ot Operational Evenls Assessment (Post 870411) 86/07/14. 
Consolidated Edison Co. of New York. Inc t03pp. 46240 222-46240:324 

8807120550 NRC Info Notice 88 049, “Marking, Handing.Control, Storage A Destruction 
of Safeguards Info.” Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Posl 870411). 8B/07/18. 
Consolidated Edison Co of New York. Inc. I03pp 46241 263 -48242 005 

8607120563 NRC fnfo Notice 08-050, "Effect of Circuit Breaker Capacitance on Avail- 
ability ol Emergency Power." Svc Ii9l enef. 

ROSSl.C.E. Division, of Operational Events Assessment (Post 87041 1). e6/07/18. 
Consolidated Ed.sgn Co of New York, Inc. 1 19pp 46267:258-46268:016 

8807180101 NRC Info Notice 88-051. “Fa-lures of MSlVa.” Svc Nat end 
ROSSl.C.E, Division of Operetional Events Assessment (Post 870411). 80/07/21. 
Consol dated Edison Co. of New York, Inc. 121pp. 46257.086 46257:206 


R- Periodic operating reports & related correspondence 

8607060568 “NPDES Discharge Monitoring Rept for May 1986 " W/BB0620 Itr 
SHETLER.JR. Sacramento Municipal Utility District. 88/05/31. 4pp. 46U42S6* 
461 1 4:259. 


S. Reportable occurrences, LERs A refated correspondence 

6807010068 LER 68-005 00, on 88031 B.ateam/water hydrau’lc transients caused relief 
valves PSV*2202l A PSV*22024 to I. ft. Caused by pressure sp.ke.Procedurel controls 
implemented to prevent recurrence of evam.W/880621 itr 

SCHUMANN.D. FlRLlT.J.E. Sacramento Munic : pal Uti'ity District. 80/06/21 11 pd 
45998:028-45990:038. 


8806280366 Fcrwards TDJ diesel gonoretor vibration repl describing meds pei'ornec or 
generators lo reduce component vibration Refs A calculation dscusseo n 'cr.l a<ai 
able from u! I 

FlRLlT.JF. Sacramento Muncipal Uti'ity District. 80/06/22. Office of Nudsar Poac^ 
Regulation. Director (Post 870411). 27pp 45986 316-45985 342 


DOCKET 50*313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency A fire protection plans 

6607070562 Rev 9 to coversheei to Emergency Plan Implomeri-rg Procec/e 
1903 002. "Assignment of Plant Emergency Toam/Group Members" 

' Arkansas Power A Light Co. 88/02/25. 2pp 461 19.213 461 10 214. 

6B07200340 Rev 6 to Emergency Plan Imp'omenling Procedure 1905 002. *C;'s,l$ 
Emergency MotiUonng “ 

* Arkansas Power A Light Co 80/05/18. 39pp 48229.012-46229 050. 

8807070559 Rev 8 lo Emergency Plan I mp’e mooting Procedure 1903.13. 'Norfctaion 
of Corporate Official " 

* Arkansas Powor A Light Co. 80/06/09. I2pp 46125 108-46125 209. 

0806290461 Rev 3 10 Emergency Plan Jmplomontlng Procedure 1905 003, Racicos'ta! 
Protection Requirements for Posl-Acc dent Sampling ol Roacior Coolant. ‘ 

* Arkansas Power A Light Co 08/06/20 9pp 45974 331*45974 339 

8807210191 Requests addl 30 days to completely Implement necessary r.rxJs ler r.a«y 
ity of work to protect secondary power supply Util w ll sti'l be in compliance w'fi’FC 
I mole mental ion guido 

HOWARD.D R Arkansas Power A Llghi Co 80/06/29 HARDUCK.CC. Pro.eci Over 
toralelV 2pp 46237 301-46237.302 

6807070493 Ack receipt of 880600 Ur inform ng NRC of steps taken to correct v.ofa'jona 
noted in Safeguards Insp Rept9 50-313/80 08 & 50 360/88 00 
CALLAN.L J Region 4. Ofc of the Direcior 00/07/01 CAMPBELL.G. A-kansas Po** 
A Light Co. 2pp 48126:163 46126:164 


I Financial Information 

8807070386 Forwards Bummary of completed A planned nolificalon A c0“5u!avy' 
aciivillQQ Systemwide corrmunicat on nlen under development tor consckLi'^ 
effort.ln eluding devolopmom ol now publication lo update employees on p-og'oss 
KINGSLEY, O D System Energy Resources, me. 08/06/29 Documorj Co-rot Bra'-vh 
(Oocument Control Desk). 7pp, 46125 353-46125 359. 


P. Operating license stage documents & correspondence 

0607120398 Application tor amend io License DPR-51. rovlsmg channel descr jr.on 2' 
radiation monitoring sys to idenuiy eubpart 9.’ 'Process Monilonng Sys’’ A A'ta Mo-v- 
tormgSys ’’ Fee paid, 

CAMP8ELL.T G Arkansas Powor A Light Co 80/06/16 CALVO.J.A. Pro.ocl OcJor 
ate V. 6pp. 46150:350 46150.357 

“8807120400 Proposed Toch Spec9 Table 4 l*1.rovislng "Channel Descriptor' 
idontjfy subpans, "Procoss Monno/lnn Sys" A "Area Monlormg Sys " 

* Arkansas Powor A Light Co 80/06/16. 2pp 46150.356 46160 357. 

8807080135 Responds to 080510 request lor addl Info re Generic Lu 03-20,. lens 32 I 
A 3.2.2 on post-malnl lesiirg of safety- related componpnls 
HOWARD.D R. Arkansas Power A Light Co 0B/O6/21. CALVO.J.A Project O;ec!or 
BIO IV. 2pp. 46134:109-46134:1 10. 

6807140205 Summary ot 000615 mooting w/utl3 re proposed oslablshmen! A cersr^ 
of Sys Energy Rasource.lnc a9 operators A licensing agent fo r plants 
WJGGINTON.D L Project Directorate IV. 88/06/21. Project Droctcrato IV. 35pp 
46177:201-40177:325. 

8807140298 Forwards Amends 109 A 06 to Liconsoa DPR-51 A NPF-6, resp«?clvety4 
safety evaluation Amends revise admin.slratfve controls sections of Tech Specs lo -e* 
fleet reorganization of nuc’oar operations dept. 

HARBUCK.C C Project D.roctorate IV 08/06/24. CAMPBELL.TG Arkansas Pc^erS 
Light Co. Opp 46171:123-46171:154. 

-*8807140300 Amends 109 A 85 lo Ucon9Q9 DPR-51 A NPF*6,rospociivoV. re-rsis ad- 
ministrative controls section of Tech Specs to rofloct reorganization ol nucloar or- 
ations dept A also met posillon designated fo serve as comm lloo cha rman 
CALVO.J A Project Directorate IV. 80/06/24 24pp. 46171.126 4017 1 149. 

“8B07140303 Safety evaluation supporting Amends 109 A 85 to Licenses DPR-51 4 
NPF-6, respectively. 

* Off J co of Nuclear Reactor Regulation, Director (Post 670411) 88/06/24 5po 
46171:150 46171:154. 

8807070306 Forwards summary of completed A planned notification A oonsultaiKN* 
activlties.Systemwide communication plan under development for ccnsolicaw* 
effort, including development of new publication to updelo employees on progress 
KINGSI.EY.O.D. System Energy Resources, Inc. 00/06/29. Document Control Branch 
(Oocument Control Desk). 7pp 46125:353-46125:359. 

8807180195 Summery of 880607 meeting w/util In Utile Rock.AR re B&W owners g-Ot-p 
safety A performance improvement program al planl. 

HARBUCK.CC. Project Directorate IV. 88/06/29. Project Drecioreta IV 35pp 
46199210*46199:245. 

6007110190 Application for amend to License OPR-51,chang ng Tech Specs re reactei 
trip breaker design mods, per Generic Ltrs 03*28 A 85-lO.Foo pad 
CAMPBELL.T G. Arkansas Power A Light Co. 90/O6/3O. CALVO.J.A Projecl Oiroc*^- 
ate IV. 7pp. 46141:204 46141:214. 

-8807110194 Proposed Tech Spec Tables 3.5 M A 4.1-1 re reaclor trip breaker design 
mod9. 

* Arkansas Power A Light Co. 08/06/30. 4pp. 46141:211-46141:214. 
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&807120131 Informs of rev lo implementation schedules for resolution of certan CRDR 
human enginoemg dscrepancies (HEDs).Mods to address HEO Q$:A5,2*i 065 ro re- 
duction of control room noise due to emergency venklation ot handl.ng unit unsuc- 
cessful. 

HOWARD.O R Arkansas Power & Light Co 88/06/30 CALVO.J.A Project D.roctor- 
ate IV. 2pp. 46145 358*46145:359. 

6607190080 Responds to NRC 080523 request for addl info re SPDS.Util will evaluate 
Rochester Inslrumem Sys Model SC- 1302 & Enorgy.lnc Model 00993-4 isolators 
ega-nsl 120-vclt ac 20 amp guidance. Evaluation of test data expected by 080815. 

HO WARD, OR Arkansas Power & Light Co. 80/08/30 HARBUCK.C* C Project Direc- 
torate IV. 2pP 46209 205-46209.206. 


8807120276 Forwards application for amends to Licenses PPR-51 & NPF-6. requesting 
approval for Sys Energy Resources.lnc to assumo responsibility for operation ol 
fac-'i^es Fee paid 

CAMP8ELL.T.G Arkansas Power & Light Co 88/07/01. CRUTCHFIELD, D. Oiv.sion ol 
Reactor Projects * III.IV.V & Specal Projects (Post 870411). 5pp. 48155.133- 
46155:163. 


-6607120296 Appicaton for amends lo Licenses DPR-51 & NPF-6, requesting approval 
for Sys Energy Resources.lnc to assumo responsibility for operation of plant 
MALDEN JL. Arkansas Power & Light Co. KfNGSLEY.O.D Syslom Energy Re 
SOU'COS, Inc. 06/07/01. 31pp. 46155:138-40165.168 

-9B07120303 Proposed Amends i & 2 to Licenses DPR 51 & NPF-6. respectively. 

• Arkansas Power & Light Co. 8B/07/01. 15pp 46155:169-46165: 183. 


8807060557 Forwards Irsp Repis 50 313/80 1 5 & 50 368/00-15 on 880501-31 & nobce 
of v o'ation 

CALLAN.L J Region 4. Ole ol the Direcio.' 08/06/27 CAMPBELL.G Arkansas Power 
& Light Co 2pp 46109 195-46109 200. 

-8007080596 Noiice ol vio'nton from Insp on 880501-31 Violation noted inspector ob- 
served large plastic bag approx ban hied w/ miscellaneous debris in upper south 
piping pone troll on room. 

• Reg on 4. Ofc of Iho Di'octcr 00/06/27 2pp 46109.197-46109.198 

-8007060577 insp Ropts 50-313/08*15 & 50*368/88 15 on 880501-31 Violations 
noted Ma|or areas mspociod. plant status, operational safety vent ical ion .main I & 
aurvoli’anco.piam stanup lost.ng & event fo lowup 

JOHNSON.W D. HAAG.RC. ChambeRLAIN.d Rogion 4, Ofc of ihe Director. 8a/ 
06/27. lOpp 46109 199 46103 200. 

8807070571 Ack receipt of 880513 Hr ’nforming NRC of slops taken to correct Violations 
notod m Insp Ropts 50-313/08 02 & 50-368/08 02 

CALLAN.L J. Region 4, Ole of me D rector. 00/08/30 CAMPBELL.G Arkansas Power 
& light Co 2pp. 46123073-46123074 

8607120255 Ack roce.pl Of 070622 & 080421 llrs informing NRC of Stops takon to cor- 
rect violat.ons noted in Insp Repis 50 313/07 13 & 50 368/87-13. 

CALLAN.L.J. Rogion 4. Ofc of the Director 00/06/30 CAMPBELL.G Arkansas Power 
& Light Co 2pp 46154 048 40154.040. 


08071 2 0 4 80 Discusses B&W Owners Group safoty & performance improvomont pro- 
gram (SPrP) recommendalions siatus.Quarterly B&W Ownors Group recommendarion 
uacklng sys rept method Intended to keep NRC informed of ut l progress. 

HOWARD. DR Arkansas Power & Llghl Co. 88/07/05. CALVO.J.A Project Drector- 
6io IV. Ip. 46230 351-46230:351 

8807120161 Notification of 880718 significant licensee meeting in Arlinglon.TX to dis- 
cuss status of licensee improvement programs 

CAL LAN L.J Ren-on 4. 01c ol the Director. 8B/07/08 Rogion 4. Oic ol iho DtocIot. 
2pp 46154:142*46154:143. 

8097160001 Nolficatmn of 0807 14 meeting w/B&W Owners Group In Rockvi'lo.MD to 
discuss plant operaiion in decay heat removal modes. Medina agenda oncl 
TRAMMELL.C M Projecl Dlroctoralo V. 06/07/07. KN1GHTON.G.W. Pro|ocl D.roctor- 
ate V. 3pp. 46103:315-46103:317 


8807070493 Ack receipt of 8G06C8 Itr Inform rg NF1C of Slops lakon lo correct violations 
notod in Safeguards Insp Repis 50 313/00-08 & 50 360/8B C8 
CALLAN.L J Region 4, O'c of Iho Director 08/07/01 CAMPBELL.G Arkansas Power 
& l ight Co 2pp 46126 163 46126:164 

8007120079 Forwards Insp Repts 50*313/00 10 & 50-360/80-18 on 880523* 27.No vio- 
lations or deviations nolod 

CALLAN.L.J. Region 4. Ofc of the Director 08/07/05 CAMPBELL.G Arkansas Power 
& Light Co 2pp 46 1 47 320 46147.329 

-8807120084 insp Repts 50 313/80-10 & 50 368/00-18 on 880523 27.No violations or 
deviations noted Major aroas mspocted. I cense© radiation protoclion activities assod 
atod w/ radioactivo mail transportotlon & low lovol radwaato mgt 
CHANEY. ft D , BAER.RE Region 4. Ofc of Iho Oeclor. 80/06/24 8pp. 46147 322 
46147:320. 


0807130454 Generic Ltr 68-11 to ell licensees of operating reactors & holders ol CPs re 
NRC posillon 04 radiation embrittlement of reactor vessel malls & impact on plant 
ope ra lions .S vc list & Rev 2 lo Reg Glide 1.09 oncl. 

MlRAGLIA.F J. Associate Director for Projects (Post B70411). 08/07/ 12, Consolidated 
Edison Co. of Now York, Inc. 51pp. 46257 207-46257:267. 

8807190107 Forwards summary of background Info tor proposed primary lo secondary 
:eak rate Tech Spec llmn.per 000706 roquosl 

HARBUCK.CC. Pro|acl DirectOreie IV. 08/07/12. CAMPBELL, T.G. Arkansas Powor & 
Ughl Co 5pp 46208 285 46208:289 


8607130064 Roquesi9 60 day extension lo 080006 to respond lo NRC Buhoiln 00-004. 
•‘Potential Safoty-Relatad Pump Loss." Significant problems w/utl safoty -related 

R umps not anilcipalod 

!OWARD.DR Arkansas Powor & Light Co. 00/07/05. Document Control Branch 
(Document Control Dosk) Ip 40100 225-46169 225 

8800300347 NRC Info Not.co 88 045, "Problems In Protoctive Relay & Circuit Breaker 
Coord-naticn “ Svc list oncl 

ROSSI, CE. Division ol Oporatonai Evont9 Assessment (Post 870411). 00/07/07. 
Consolidated Edison Co of Now York, Inc I04pp 46242:109-46242:212 


O. Inspection reports, IE Bulletins & correspondence 

6807070663 Responds to violations notod in Insp Repts 60*313/08 02 & 50-368/00- 
02 Coriecllva aci-ons surveys reviewed & conlract technicians In error & supervisors 
Informed of orrora & Instructed to perform reviews in timely manner. 

LEViNE.J-M- Arkansas Powor & Light Co. 88/05/13. CALLAN.L.J. Reg on 4. Ofc of 
the Director. 4pp 46123:075-46123.078. 

8806130166 NRC Info Notice 80-039, "LaSalle Unit 2 Loss Of Racirculallon Pumps W/ 
Powor Oscillation Event 1 ' Svc list oncl. 

ROSSI.CE Div:9lon ol Oporailonal Events Assessment (Post 870411). 00/06/16. 
Consolidated Edi9onCo. of New York, Inc. 1 lOpp 45978:166 46978:266. 

8807060 350 Ack receipt of 0BO5 13 llr Informing NRC of steps taken lo correct violations 
noted in Insp Repis 50-313/68 06 & 60-368/08*06. 

CALLAN.L.J Region 4, Ofc of the Direclor. 88/06/16 CAMPBELL.G. Arkansas Power 
& Light Co. ip. 46103:289-46103:289. 

8807180 146 Responds to violations noted In Insp Repts 60-313/88- 1 1 & 60-360/80* 
11 Corrective actions: actions Initiated to verify that valves tagged open w/caps re- 
moved in correct teat position. 

LEVINE, J.M Arkansas Power & Light Co. 80/06/ !6. CALLAN.L J. Region 4, Ofc of 
the Director. 3pp. 48199.198-48199 200. 

88061603 40 NRC Info Notice 88-040, “Examiners Handbook lor Developing Operator 
Licensing Exams.” NUREG/B-R-0122 & svc list end. 

ROSSLC.E Division of Operational Event9 Assessment (Post 870411). 88/00/22. 
Consolidated Edison Co. of New York, Inc. 237pp. 46240:325-46241:201. 

8806170033 NRC Info Notice 88-041, “Physical Protection Weaknesses Identified 
Through Regulatory Effectiveness Reviews." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 88/06/22. 
Consolidated Edison Co. of New York, Inc. 122pp. 45976:034-46978:165. 

8006170291 NRC Bulletin 88*008, "Thermal Stresses In Piping Connected to RCS" Svc 
list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/06/22 
Consolidated Edison Co. of New York. Ino. 1 16pp. 46019:037-46019:152. 

88070100 40 Ack receipt of 060603 itr informing NRC of steps taken to correct violation 
no led In Insps 50-313/66-03 & 60-368/88-03 

CALLAN.L.J Region 1, Ofc of (he Director. 88/06/22. CAMPBELL.G. Arkansas Powor 
& Light Co Ip. 40020 248*46020.246 

8806210038 NRC Info Notice 08-044, “Mechanical Binding of Spring Release Device in 
Weslinghouse Type OS-416 Circuit Breakers." Svc list end. 

ROSSf.C.E. Division of Ocrerational Events Assessment (Post 870411). 08/06/24. 
Consolidated Ed-aonCo. of New York, Inc. 11 3pp. 46019:163-46019:265. 

8808240139 Suppl 1 to NRC Bullelin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc Ust oncl. 


0807080008 NRC info Not.co 00 040. "Hconsoo Rnpl of Dofectivo Refurbished Circu.1 
Breakers ” Svc list encl. 

ROSSLC.E. Division of Oporatonat Events Assessment (Post 870411). 00/07/08. 
Conso'idatod Edison Co of Now York, Inc 107pp. 46231 281-46232.027. 

8607180153 Ack race pt of 003616 Ur informing NRC ol Stops taken to correct violations 
noted in insp Ropts 50-313/00- 1 1 & 50 368/80-11. 

CALLAN.L J Rogon 4, Ofc of Iho Drector 88/07/00. CAMPBELL.G. Arkansas Power 
& Light Co Ip 40100 282-46100 282 

6807120291 NRC Info Notico 00*040. "llcor,9QO Ropt of Defective Roturblshod Valvoa." 
Svc list oncl 

ROSSL CE Division ol Operational Evont9 Assessment (Po9t 070411). 08/07/12. 
Conaolidatod F.dison Co of Now York, Inc 103pp. 46242 006-46242. 108 

8807080366 NRC inlo Notice 00 047, “Slower-Tlian-Expecled Rod Drop Times.” Svc 
list end. 

ROSSLC.E. Division ol Operational Events Assessment (Po9t 8704 11). 88/07/14. 
Consolidated Edison Co of Now York. Inc I03pp 46240.222*46240.324. 

8807260330 Ack rocoipl of 860731 & 1003 Itrs in response fo Equipment Qualification 
insp Ropls 50-313/80*23 & 50*300/86-24 Entorcomenl conference 

pi an nod. Proposed agonda for aubj entorcomenl conference end. 

CALLAN.L J Region 4. Ofc of tho Difodor. 88/07/14. CAMPBELL.G. Arkansas Power 
& Light Co. 6pp. 46250.100-46259.105 

8807260312 Forwards Insp Repts 50*313/08*21 8 50 360/00-21 on 880620-24.No vio- 
lations or deviations noted. 

CALLAN.L J. Region 4. Ofc Ol ihe Director. 08/07/16 CAMP0ELL.G. Arkansas Power 
& Light Co 2pp 46255:169 46265:181 

-8807250314 Insp Repts 50-313/80-21 & 50-368/00*21 Oh CB0620 24 No viofatlons or 
deviations notod Ma ( or areas mspocted. licensed operator tra nlng.no n licensed siaff 
train.no.QC training program & plant tour. 

PJCK.u A . VICKREY.n^. GAGLIARDO.J.E. Region 4. Ofc of the Director. 08/07/14. 
1 ipp 40255:171-40255:101. 

6607120550 NRC Info Not ce D0-O49, "Mar king, Hand ling. Control .Storage & Destruction 
of Safeguards fnfo " Svc list end. 

ROSSLC.E. Division of Operational Events A3S089mont (Post 8704 H). 88/07/18 
Consolidated Edison Co of Now York, Inc. I03pp 46241:263-46242.005. 

8807120553 NRC Info Notice 00-050. "Effect of Circuit Breaker Capacitance on Avail- 
ability of Emergency Power " Svc Ii9l oncl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 00/07/10. 
Consolidated Edison Co. of New York, Inc 1i0pp 46257 258*46268 018 

8807180101 NRC Info NoliCO 88-051, “Fa-lures Of MStVs." Svc list oncl. 
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R. Periodic operating reports & related correspondence 

860 7250056 Monthly opening ropi for -Lno 1980 for A'kansas Nuclear Ore Unit 1 W/ 
880715 Hr 

WHiTT.M S , HCWARD.D R Arkansas Powa' A lg-,1 Co 08/C6'33 6?p 46259 322- 
46259.327 


OOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8607060361 Forwards Safely Insp Repta 50-315/88 14 & 50 316/80-16 on 80O426- 
06i3 A no lie o ol v clat cn 

AxELSON.W L Reg cn 3, Ofc of the Direclo* 89/C6/2? AlEXlCH M P Indiana Mi:h 
gfln Power Co fn'mery Inciana 8 M.:-igan E'ecinc Co) 2pp 461 15 133 4611 5 155 

-6807060364 insp Ftep^s £0 315/68-14 8 50-3 16/86 16 on 08C426 O613 Vio aliens 
noted Ma.or areas nspected act ons on previously rtonhfiec I'ems.p'am 
eperahons radio ‘og cal co-dra s, ms nt survo I'ance He profcci-on.soc^riiy & outages 
BURGESS.BL Region 3. Ofc of lha Drec’or 80/06/21 2Cpp 461 15 *36 4Gl 15 155 

6607120014 informs that Emergency P an implement eg Procedures PMP- 
2002 EFP 005.006.007 & COS placed cn admnslrative hold pendrg cancellation. 
KfliEGEP.R S. Ird ana Michigan Power Co (lormerly ind ana & M engan F.lec'nc Co.) 
68/06/29. NRC ■ No Ueialed AMlation Given 3pp 46148 161-46148-163 

8807180132 Charge Shoel 2 lo Rev 2 to Emergency Plan Irnpterronlrg Frocedu'e 
PMP 2080 E PP 1 07. ' Non* cahon ol Plant Po‘ sorroi ' 

1 Indiana M-chigan Power Co. (termer y lno«ana & Wicr-iyan Electric Co) 88/06/30 
37pp 46103 268-46183 304 

6807 110445 Ack rocoipt of 060512 Itr .nciudmg scope & ob.QCWGs ter ulil 1980 plant 
emergency p!an exercises sccedu'od Id B9C823 24 

SHAFER, WO Reg on 3 Ofc of the Director 80/O7/C5 ALEXICH.M P 'diana Mich 
gan Power Co (formerly Indiana & V.chlgan Electric Co) Ip 46140 350 46140 350. 


P. Operating license stage documents & correspondence 

6607010042 Confirms 080413 A 14 agreement to 9ubmit updated ropl that deials com 
p anes w/Rev 3 ol Reg Gudo 1.97 Seminal on 851CD1 will be props 'ed ba90d on 
assumpLon lhal devotions from reg gudo rocommendai ons wi 1 . be approved 
ALEXICH.M P Ind ana V.chgan Power Co (fcrrr.orly Ind ana & Mich.gan E’octnc Co ). 
86/08/20 MURlEY.T E Documer.! Ccnlrcl Branch (Document Contro* Deskj ?pp 
46009 051-46009 052 

8007120685 Confirms ihgl util action on Gonorc ltr OB 03. "Steam B nd ng of Auxiliary 
Fssdwatof Pumps," sansfacloy 

STANG.J.F ProJ&Cl Dirocioralo II!- 1 80/07/06 ALEXICH.M P Indiana M ch gan 

Power Co (former;* Indana & Michgan E'edrtc Co ) 3pp 46148 182-46148 164 

8607180214 Forwards Rev i & revised pages lo safe shuidown capacity assessment 
repLpor 8004 19 lolcon Fes paid 

ALEXICH.M P lnd.tma Michigan Power Co (fcrmorly ind.ana A M-chlgan Electric Co) 
66/07/08 Documeni Control Branch (Document Control Desk) lipp 46202 256- 
46202266 

8607180340 Notification of 0BO718 meeiny w/ull in Hockvil-o.MO to discuss restart lost 
program for Steam generator repa r project 

STaNG.JF Project D roctorato ill* 1 6B/07/06 VlRGlLlO.MJ Projocl D rcciorato llt- 
1 3pp 46203 327-46203 329. 

6607150291 Forwards notice of consideration of Issuance of amends io Licenses DPR 
58 & DPR-74.rovlsing Tech Specs for consistency w/NRC gudetmos re oblaimng m ik 
samp'es & changing basos on rad o active gasoous effluents 

STANG.J F. Projocl D roclorato til l. 00/07/11 AlEX'CH.M P Ind-ano Michigan 
Power Co. ALEXICH.M.P Amoncan Eiecinc Power Service Corp 3pp 46105 230- 
46185,244. 

“8007150294 Notice of consideration of issuance ol emends to Licenses DPR-58 & 
DPR- 7 4 & opportunity ler hearing re util 880201 requosi for rev to Tech Specs lo pro- 
vide consistency w/NRC guidelines for obta n ng mi k samples for analysis 
VlRGfUO.Mj Project Oectorate III-1. 88/07/05 4pp 46230.200-46230 292 

6807130464 Generic Ur OB-i i to all licensees of cporal ng reactors A ho'ders of CPs ro 
NRC position on radiation embfitt'omont of reactor vessel metis & impact on plant 
operations Svc list 6 Rev 2 lo Reg Guide 1.09 end 

MiRAGtlA.F j. Associate D-rector for Projects (Post 870411). 80/07/12 Consol.daied 
Edison Co Ot New York. Inc blpp. 46257 207-46257:257. 

8007190378 Forwards safely eva’ualion supporting i.consoo response io Generic Ltr 85- 
12, "(mpiemenieticn ol TMI Action Item U K 3 5. 'Automatic Trip of Reacior CooJani 
Pumps. 1 Response adequate 

STANG.J.F. Proiect D.rectoraio llf-1 68/07/13 ALEXICH.M.P. indana Michigan 
Power Co (formotly Indiana A Michigan Efect'ic Co.) 3pp. 46200 091-46209 096 

“0007160379 Safety eva'uatcn re Imp lerronta lion ol TMI Action Item II K 3 5. "Auto- 
matic Trip of Reactor Coolant Pumps.” in response lo Generic Ltr 8?. 12 license© re- 
sponse lo gonorve ltr acceptab'e 

* Office of Nuclear Reactor Regulation, D rector (Post 870411) 00/07/13 3pp 
40209:094-46209096 

6607200226 NoWication ol 8607 16 moeV.ng w/ull 6 WestinghO'JSe in Rockvfllo.MD to 
discus9 thimble lube thinning. 

STANG.J P. Proiect Diroclorate lil t. 80/07/14. MURLEY.T, SNIEZEK.J. 
MIRAGUA.F. NRC ■ No OotaJod Affiliation Given 3pp 40221 095-40221-097 


O. Inspection reports, IE Bulletins & correspondence 


8606160340 NRC 'nlo Not-co 66-040. "E*&rr..neis Handbook lei DevVop.ng OoS'S’cv 
L eans ng Erams ” NUREG/BH-0122 & Svc lisi ercl 

ROSSI, C E. Div-S'O.n cf Operational Events Assessmen r (Post 8704M) 88, 

Consol dated Ed son Co ol Now Ycr*. Inc 237pp 46240 325-46241:201 

8806170033 NRC into Notice 60-041. Physcal Protoclion Weaknesses »den' 
Through Regulatory Eftectiver oss Reviews ” SvC 1st end 

ROSSI.CE Division c? Operahor-al Evonta Assosamen 1 (Post 6704 ii) 66/ 06»22 
Consol dated Ed Son Co. t)l Now Yotk. Inc 122pp 45978 034 45976 155 

8800170291 NRC Bul'o’ n 00 000. “ThO-Tral Sirossos in P-p.ng Connoried tc RCS* 3.: 
i ai enct 

ROSSI.C F Oivison cf Opnraiora! Events Assoasmenf (Post 670411) 83/CKW< 
Ccnao‘ da*ed Edison Co of New York, Inc 1 16pp 46019 037-46319 152 

8007060361 Forwards Safety msp Reply 50 315/Q8-14 & 50-316/08 16 cn 860426 
0613 & no: co c< v.oiation 

AXELSON.W L Region 3. Ofc of ine Ui*ecior 88/06/22 ALEXICH.M P nocna 
gan Power Co (fo'merly indane & Men gan E'oclrc Co). 2pp 461 1 5.133 151 15 *$* 

“0807060362 Not co ol v.claicn from msp on 080426 0613 Viclet.cn noted flUdrf Is :c 
free fro 20 n Row 9 -co basket on 88051 1 du ng which Idling toxe ol 5 223 lbs edp!eJ 
AXELSON.WL Reg.on 3. Ofc a' mo Uroctcr. 88/06/22 ip 4611$ 135-46 11S:I3$ 

-8007060364 Insp Ropts 50 315/80-14 A 50 316/09-16 on 80O42GC013 VoJfrOM 
noted Major areas rspeefod actions on previously ido , *M ed ter. s piv-i 
ope.'at ons.radoicgicel controls rra rl.sr.rvoi’lance.fi'e p'oiocf on secj*^/ A OJtaj-^s 
BURGESS.B L Region 3. Ofc of the (Voclor 80/06/21 20pp. 46115130 4511* 15S 

0006210038 NRC Info Notice 08 044 "Mechanical Bndng of Spring Release -n 

Wost.nghuus© Type OS 416 Circuit Breakers ‘ Svc list oncL 

ROSSI.C E Division of Operaficnel Evonls Assessmont (Posi 87C4l1j 68^06'24 
Consol dated Ed'Son Co Now York. Inc. 1 13pp 46019 1 53 46019:265 

8806240139 Suppl 1 lo NRC bj' otn 00 008. "Thermal Stresses in Pg rg Connected fc> 
ncs ” Svc !isi orcl. 

ROSSI.C E Division ot Operaiicnal Evonls Assessment <Po9i 07C411) BS-'O&fr 
Consol dated Edison Co of New York. <n: 114pp 46019.2C6 46020 010. 

8007070374 Forwards acai mfo ro potenhel onforcemeni .toms no’ed d^'ing on/ircn* 
quai fi cation aud.l on 060421 30. Info ro two conations invoking miifr.g of greases rr 
Umito'gje motor ope*ators A undocumented matis found in operators also eiic« 
ALEXICH.M P. tndara Mch gan Power Co (tormerly Indiana A MichiUAn t’jecfric Cc) 
ALEXICH.M P American Elocinc Power Co.. Inc 80/00/24 DAVlS.A 9 NRC ■ No De- 
tailed Affuohcn Given Bpp 46126 125 46126: 162 

“8007070375 Quel ficaiio.n Tests of Coaxml-Type Cables in Sim.rlaiad S:oam une 
B?eak & LOCA EnwioV 

• Frank n Institute F C5120 2 00/09/02. 3Cpp 46126 133 46126.162 

0807130103 Ack rece pi ol util 800413 rosponso to NRC Bulelm 06 001 ro W'est iq- 
houso Sor.es 0$ Circuit breakers Response indicated thoi Westir.ghouso tweakers 
used ai plont are Typo DB 50. 

STANG.J F Projoci DirodCrato MM. 08/07/06 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana A Michigan E/eclnc Co) ALEXICH.M P. American Efectrc 
Powor Servico COrp 3p p 46172 196 46172.108 

0806300347 NRC Info Notice 88 04b, "Problems m ProtoctivO Re'ny ft Circut B.'ea»er 
Coord nation.” Svc list oncl 

ROSSI. C.E D.vison of Cporal.ona' Evonls Assessment (Poet 8704 HI 69/07/07 
Consd dated Ed-son Co of Now York. Ire >04pp 46242 109-4624? 212 

8007080006 NRC Info Notice 89 046. ”L-consee Hopt ol Dbtect.vo Ralu/tishcd Ctw 
Broakors ” Svc list oncl 

ROSSI. CE. D.v.sion ol Operational Events Assessment (Post 870411). 83/07/68 
Consol dated Ed son Co of Now York, Ire I07pp 46231 201 -46232 027. 

0807130169 Responds to NRC Bulioi.n 00-004, "Poioniiai Safely RefaiflT Pump ,oss " 
Bulletin applies only io RHR pumps Current mn.fiow capacdies fer ell sa'ofy-te'aled 
pump9 adequato Proposed shcrt-term A long term actions oncl 
ALEXICH.M.P. Indiana M.chtgan Powor Co. Itormorly Ind ana A Michigan E“ecL'.c Cc) 
88/07/08 MURLEY.T. E. Document Control Branch (Documeni Control Desk). 7pp 
46170013-46170 019 

8807 120291 NRC Info Nohce 80-048, "l icensee Repi ol Defect-vo Refurbished Valves- “ 
Svc Uet end 

ROSSI.C E. Division ol Operaiicnal Evenis Assessment (Post 0/04 H). 68/07/'? 
Conso'idalod Edison Co. Oi Now York, Inc. 103pp 46242.006*46242 108. 

6807080366 NRC info Notice 88 047. "Siowor-Than-Eirpoctod Rod Drop Times' Svc 
list end 

ROSSt.C E. Oivision of Operational Evonls Asaessmom (Post 870411) 68/0//14 
Consoddaied Edison Co of New York. Inc 103pp. 46240 222-46240:324. 

8807120550 NRC Info Notice 88 049, "Marking.Handhng.Control, Storage A Do$L-jCIkm* 
of Safeguards fnfo “ Svc list enci. 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411) 88/07/18 
Consolidated Edison Co. of New York, fnc I03pp 48241 263-46242 005 

8807120653 NRC ln(o Notice 88*050. "Effect ot Circuit Breaker Cepaotarce on Aval- 
ability of Emergency Power.” Svc I st end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 93/07/18 
Consolidated Edison Co. of Now York, tnc. 1l9pp 46257 250-4025BO16 

6807180101 NRC into NoVce 88-Obi, " FaiUes of MSI Vs " Svc us; end 
ROSSl.C.E Division of Operational Evonls Asses9moni (Post 879411). 09/07/21. 
Consolidated Edison Co of New York, Inc I2ipp 46257.006-46257:206. 


S. Reportable occurrences, LERa & related correspondence 



6806300032 IER 88-Q03-00;on 88 05 20. determined that low solpont trip 9hould have 
been lima- response tested Probably caused by tack of specific detail :n Tech 
Spec9 Test procedures reused to include low 9 etpo nt teshng W/880620 Itr 
BEIIMAN.T.P , SMITH. W G. Indiana Michigan Power Co. (formerly Inriana & Mlchgan 
Electric Co) 88/06/20 6pp. 46988 274*46988 279 

8807060142 RO.on 8BO520.f.ro door for Unit 2 reactor cable funnels doclarod Inopor- 
eb'e m excess of 7 cfeys as specified. Gap betwoon door bottom & door si'l exceeded 
a'lowablo measurement Repairs comp'oted & door relurnod to svc. 

SMITH. W.G Indiana Michigan Power Co (formerly Indiana & Michigan Elecinc Co) 
SMlTH.W.G American Electric Power Co, Inc 88/06/21 DAVIS. A B. Document Con 
trol Branch (Document Control Desk). 2pp. 46086.336 46080 337 

8807160060 LER 88*004*00 on 880606,as found value of r.oulron f.ux tYQh rate module 
trre constant incorrectly adjusted Caused by improperly a'innod lost recorder input 
flter.Power range channel rocal.br to correct values. W/080705 itr 
BEILMAN.TP.. SMlTH.W.G. Indiana Mlch gan Power Co ((orrr.erly Indiana & Mchigan 
Electric Co). 88/07/05. 6pp 46184 279*46184 284. 


V. Operator Examinations 

8807120246 Forwards draft Rev 5 to ES 801, "Administration of NRC Roqual.tlcation 
Program Evaluation®. " W/o oncl 

WRIGHT, G C. Region 3. Ole of the Director 88/06/23. GILLESPIE. RK Indiana Mchi* 
gan Power Co. Ip 46148.358-46140 358 


DOCKET 60*316 DOMALO C. COOK NUCLEAR POWER PLANT, UNIT 2 


P. Security, medical, emergency A fire protection plans 

8807060361 Forwards Safety Insp Repts 50*315/08-14 & 50-316/08*16 on 800426* 
0613 & nol ce of violation 

AXELSON.W L RoQion 3. Ofc of the Director 88/06/22. ALEXICH.M P. Indiara Michl* 
gan Power Co (formerly indanafi M.chlgan Eloctric Co ). 2pp 46115 133 461 15 155. 

-8807060364 Insp Repls 50*315/08*14 & 50*316/08*16 on 000426 0613 Violations 
noted. Ma|or areas inspected; actions on previously idontlfiod items. plant 

ope rat on s. rad ological controls. malnl.survoillance.lirQ protocllon.socurity A outagos. 
BURGESS.B L. Region 3. Ole of tho Director 08/06/21. 20pp 46 1 15. 136-46 115:155. 

8807120014 Informa that Emergency Ptan Implomontlng Procoduros PMP 
2082 BPP. 005, 006, 0-O? & 003 placed on admnlsirailvo hold ponding cancel' at ion 
KRIEGER.R S Indiana M-ch.gan Powor Co (tormorly Indiana & Michigan Eloctric Co) 
86/06/29 NflC * No Detal'ed AfMiallon Glvon 3pp 461 48: 161*401 40; 1G3 

8807160132 Chango Sheet 2 to Rov 2 to Emergency P/an Implementing Procodjro 
PMP 2080 EPP 107, "Notification ol Piant Porsonnol " 

• Indiana Mlchgan Power Co (formerly Indiana & Mlchlgon Eloctric Co). 88/0B/3O 
37pp 40103 268*46103 304 

6807110445 AcK receipt Ol 880512 Itr Including scopo A ab|octivos for util 1900 plant 
emergency plan exorcises scheduled for 000823*24 

SHAFER, W D Region 3. Ofc of the Director 80/07/05 ALEXICH.M P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co), ip 46140 350 46140.350 


P. Operating license stage documents & correspondence 

6807010042 Confirms 800413 & 14 agroomtjnt to submit updated ropl that doial 9 com 
pliance w/Rev 3 of Reg Gudo 1.97. Submittal on 801001 will bo proparod based on 
assumption that deviations from rog guldo rocommondabons will bo approved 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Eloctric Co ). 
68/08/20 MuRLEY.T.E Document Control Branch (Document Conlrol Desk) 2pp 
46009.051-46009:052. 

8807120685 Conf rme that util action on Geno/lc Hr 88*03. "Sloam Blncjmg of Auxi’iary 
Feedwator Pumps," satisfactory. 

S7ANGJ.F. Proieci Directorate til l. 88/07/06 ALEXICH.M P fnchana Mfchgan 
Power Co (formerly Indana & Michigan Eloctric Cg.). 3pp 48140:102-46140 104 

8807160214 Forwards Rev 1 & roviaod pagos io 9 afo shutdown cepabll.ty ossassmont 
rept.per 800419 lelcon Fee paid 

ALEXICH.M.P. Indiana Michigan Powor Co. (formerly Indiana & Michigan Eloctric Co) 
88/07/06 Document Control Branch (Oocumont Control Dosk) linn 46202:266 


8607180346 Notification of 880718 meeting w/util In Rockvillo.MD to discuss restart lest 
program for steam generator repair project 

STANG.J.F. Project Directorate 111*1. 88/07/00 VIRGltlO.MJ. Project Oiroctorato III* 
l. 3pp. 46203.327*46203:329. 

8807150281 Forwards notice of consideration of Issuance of amends to Licenses OPR- 
58 & OPR 74,revlsinq Tech Specs for consistency w/NRC guidelines ro obtain ng milk 
samp es 8 changing oases on radioactivo gaseous effluents 

STANG.JF. Project Directorate IIM. 08/07/11. ALEXICH.M.P. Indiana Mchigan 
Powor Co. ALEXICH.M.P. American Electric Power Sorvlce Corp. 3np 48185:230* 
46105:244. 

Nolice of cons deration of i99uance of amends to llconsos DPR- 58 A 
DPR-74 & opportunity for hearing ro util 800201 request for rov to Tech Spocs to pro- 
r v« c0f !£‘?! 6r| cy W 7NRC guidel nos for obtaining milk samples for analysis 
VlRGfUO.M.J. Project Directorate III* t. 88/07/05. 4pp. 46230:288*46230 292. 

fi8 So)' 3O464 . Q0f,eric: Ltr 1 to aJJ JJcenseas oi operating reactors & holders of CPs ro 
NhC position on radiation embnttlement of reactor vessel mails & impact on plant 
operations Svc 1st & Rev 2 to Reg Guide 1.90 end. 

MlflAGUA.Fj. Associate Director for Projects (Post 870411). 88/07/12 Consolidated 
Edison Co. Of New York. Inc. 61pp. 46257:207-46257:257. 

M07190378 Forwards safety evaluation supporting licensee response to Generic Ltr 85* 
12. /mp/omonfafion of Tm( Acifon Item fl.K.3 6, ’Automatic Trip of Reactor Coolant 
Pump 9 Response adequate. 

STANG.J F. Project Directorate 111*1. 88/07/13. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp 46209.091*46209 096 


-0807190379 Safety eva’uation ro Implemon'aiion of TMI Achon Horn II K 3 5. "Auto- 
mate Tup of Reactor Coo'ant Pumps," in response to Gunor.c Ur 87* 12. Licensee re- 
sponse to generic llr acceptable 

* Office ol Nuclear Reactor Regj’aton, O rector (Posi 870411) 80/07/13. 3pp 
46209 094 46209 096 

8807200226 Notif cation of 080718 meet rig w/uU & WosUnghouse in Rockvil’u.MD to 
d scnss thimble tubo thinking 

STANG.JP Projeci Dreclcrata IIM 00/07/14 MURLEY.T., SN E7£K J . 
MIRAGLIA.F NRC * No Detai’Od AtlRation G von 3pp 46221 095 46221 097 


Q. Inspection reports, IE Bulletins & correspondence 


8806130166 NRC Info Note© 88 039. "LaSale Unit 2 Loss of Roclrculabon Pumps W/ 
Power Osci’iatbn Event' Svc list end 

ROSSI. CE. Divison of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co o f Now yo/k. Inc UOp p 459 78 J 56 459/8 266. 

0806160340 NRC Info Notice 00 040. "Exam.ners Handbook ter Develop ng Operator 
Licensing Exams." NUREG/BR-0122 & svc Lst onct 

ROSS1.CE. Division of Operational Evo.nt9 Assessment (Post 870411) 08/06/22 
Consolidated Edison Co of New York, Inc. 237pp 46240 325 46241 201 

8806170033 NRC into Notice 88 041. "Pnyscal Protection Weaknesses Identified 
Through Reg-.ilafory Effectiveness Reviews " Svc 1st oncl. 

ROSSI.CE Division of Operalionel Events Assossmont (Post 070411) 03/06/22. 
Conso'idalod Edison Co. of Now York. Inc 122pp 45970 034*45070155 

0806170291 NRC Bulletin 80*000, Thermal Stresses in P.png Ccnnoctod to RCS" Svc 
fisl end. 

ROSSI.CE Div.slon ol Oporatonat Events Assossmont (Post 870411). O0/C6/22. 
Consoiidated Edison Co of Now York, Inc. 1 16pp 46019 037*48019 152 

8007060361 Forwards Safety Insp Rupis 50 315/80*14 & 50 316/80*16 on 880426* 
0613 & notice of v o'ation 

AXELSON.W L Rog on 3. Ofc of tho Director. 6(S/CC>/?2 ALEXXHM P 'r.diara M chi- 
gan Powa' Co (formerly tnciona & Michigan Eloctric Co). 2pp. 46115 133 46n5 155 

-8007060362 Not co of violation bom insp on 000426*0613 Violation noted attempts to 
froe frozen Row 0 Ico basket on 000511 du'.ng wh-ch lifting forco ol 5.223 lbs appl od 
AXELSON.WL Roylon 3. Ofc of IboDrcClOr 88/06/22 Ip 46115 135*48115:135 

-8807060364 Insp Ropts 50 315/00*14 & 50 310/0B-16 On 000426 0613. Vlolal-ons 
notGd.Ma.or areas inspected aciions on previously idontlfiod items. plant 
opurailons.rodiologlcal contro's, malnt. servo I onco.fi.'o protect on.socunty & outages 
BURGESS.B. I Region 3. Ole ol tho Director. &0/OB/21 20pp 401 15: 136-461 1 5: 1 55. 

0806210038 NRC Info Notico 80 044. "Mochan cal P ndmg of Spring RoJaaso Device in 
Wosr:nghojso Typo DS 416 Circuit Brookors " Svc list end 

ROSSI.CE Division of Oporot onal Evunls As 90 SSrnonl (Post 070411) 68/06/24 
Consolidated Edison Co of Now York. Inc. 1 13pp 460 19. 153-46019.265 

8B05240139 Suppl 1 to NRC Du'lolin OB 000, "Ihormal Strossos in Piping Conneciod to 
RCS " Svc list Oncl 

ROSSI.CE O-vlsIon of Operational Evonls Assossmont (Post 070411). Oti/06/24. 
Conso'IdoLod Ed son Co of New York. (nc. 114pp. 46019 266 46020 018 

0807070374 Forwards oddl nfo ro poleniiel onforcomo.nl items nolud dur ng onvl/on 
qualification aud»1 on 000421 *30. Info ro two conditions Involving mixing of greases In 
Limitornun motor operator & ur.docurremod matts found m cporalors also occl 
ALEX/CN.M P Indiana Mich gan Powor Co (tormorfy fndiana & Mchigan Efacfnc Co ) 
ALEXICH.M.P. Amorican Eloctric Power Co . Inc. 08/06/24 DAVIS. A R NRC * No Do* 
taiiod Afli'lolion Given Opp 46126 125*46126:162 

8B07130103 Ack rucolpl of uli' 009413 response to NRC Du’letm 80*001 ro Westing* 
houso Sorias DS clrcu t broakors Rosponso Indicated that WosLnghojso breakora 
usod at plant aro Type DB-50 

STANG.JF Pro|ect Dreclorato IIM 00/07/06 ALEXICH.M P. Indaoa Michigan 
Powor Co (formerly Ind ana & Michigan Eloctric Co.) ALEXiCH.M.P American Electric 
Powor Sorv.co Corp 3pp. 46172 196 46172 100 

8006300347 NRC info Notico 08 045. "Problems In Protective Relay S Circut Breaker 
Coordination." Svc list end 

ROSSI.CE Divls.on ol Operational Events Assossmonl (Post 870411). 88/07/07. 
Consolidated Edison Co Of New York. Inc. 104pp. 46242: 109 46242 21 2. 

8807080000 NRC Info Not*co 08 046, "Licensee Rep! of Ool&ctivo Refurbished Circuit 
Breakers " Svc l.si end. 

ROSSI.C E. D-vlsion of Operational Evonls Assessment (P 09 I 870411). 68/07/08. 
Consolidated Ed son Co. of New York, (nc 107pp. 46231:281*46232.027. 

8607130169 Rosponds to NRC Bu ; lotln 80*004, "Potential Saloty-Relatod Pump Loss." 
Bullolln eppl.es only to RHR pumps. Curront mindlow capacilios lor all safety related 
pumps edequato Proposed short-term & Iona term actions oncl. 

ALEXICH.M.P. Indiana Michigan Powor Co (formerly Ind-ana 8 Michigan Electric Co ). 
88/07/00 MURLEY.T E. Document Control Branch (Document Control Desk). 7pp. 
46170 013*46170.019. 

6607120291 NRC Into Noice 80*048. "licensee Ropt of Defective Refurbished Valves.” 
Svc I- at end. 

ROSSI.C E. Division of Operational Evonls Assessment (Post 870411). 88/07/12. 
Consolidated Ed son Co. of Nov/ York. Inc. I03pp 46242 008*46242:100. 

8807000366 NRC info Not ce 89*047, "Stower-Than Expected Rod- Drop Times.” Svc 
list encl. 

ROSSI.C.E Division of Oporaf onal Events Assessment (Pool 870411). 80/07/14. 
Consolidated Edison Co or New York, Inc. I03pp 46240:222*46240:324. 

08D712OSSO NRC Info Nolice 80*049. "Mark ng. Handling, Control, Storago & Destruction 
of Safeguards Info." Svc list end. 

ROSSI.C E Division ol Operational Evonls Assessment (Post 070411). 88/07/18 
Consolidated Edison Co of New York. Inc. 103pp. 46241:263-46242 005 



6807i?0553 NRC info Noi-ce 66 050. ' Effect of Ctcl.ii Breaker Capacitance on Avail 
ab I ty Of Emergency Power ” Svc I SI encl 

flOSS i.C E O.v.sioo of Operational Ever , 13 Assessment (Post 870411). 88/07/18. 
Conso'idated Ed.son Co of New York. Ire 1 19pp 46257 258-46258 016 

6607 180101 NRC Info Noica 66 051. * Ftfutea of WSIV9 " Svc list end 
ROSSI. CE. D, vision of Operational Events AS90S9meni (Po9l 870411). 00/07/21 
Ccnso-I.daied Ed.son Co of New York. Inc. 1?1pp 46257 086-4625? 206 


S. Reportable occurrences LERa & related correspondence 

8607190154 fr, forms ihat ol spll discovered el p'ant on 880602 after associated lank 
piping overf.iied during lark lostmg then lost o:i dramatcaliy.Cleacup & recovery 
measures began immedia'ely & expected to be completed by 060617 
MENGE.R C Indiana Michigan Power Co (formerly Indiana & Michigan Efectnc Co) 
88/06/15. ZUGGER.P.O MiCh gan. Siaia of 2pp 40214 050 46214 051 

8607060142 AO on 880526. f-re doo' fc' Un i 2 reactor cable tunnels declared Inoper- 
able In excess of 7 days as speeded Gap between door bottom & door &n exceeded 
allowable measurement Repairs completed & door returned to svc 
SMlTH.WG ind-ana Michigan Power Co (formerly ind.ena & Michigan Electnc Co). 
SMlTH.WG American Electric Power Co. Me 68/06/21 OAVIS.A B. Oocumenl Con- 
trol Branch (Document Control Desk) ?pp 46088 338 46088 337. 

0807060 119 LEA 86 023 02 on 8607 15, erroneous accumu'ator level indication resulted 
in low accumufaior vol Caused by three defective components in 
instrumentation Accumu'atcr vol increased pa' Tech Specs W/080624 Itr. 
POSTLEWAiTJ.K , SMlTH.WG Indana Mchigan Power Co (formerly Indiana & 
Michigan Electric Co). SMlTH.WG American Electric Power Co . Inc 88/06/24 8pp 
46069 328*46098.335 

8807260418 LEA 88 007-00 on 860013, use Cf incorrect ISI ret va'ues resulted In literal 
violation of Tech Spec 3 6 2 .Event ongnai'.y reported on 071224 Caused by personnel 
error ISI documents revised W/0BO71 4 itr 

POSTLEWAlT.T.K , SMlTH.WG Indana M.ch nan Power Co (formerly Indana & 

M.ch'gan Electnc Co ). 88/07/14 4pp 46276 089 46276 091 


V. Operator Examinations 

6807120246 Forwards draft Rev 5 to ES 601. “Adm n station of NRC RequahCcatlon 
Program Evaluations." w/q encl 

WATGHT.G C. Fteg'on 3. Ole of iho D.rector 88/06/23 GILLESPIE, R.K Ind ana Michi- 
gan Power Co Ip. 46148 356 46140 358. 


DOCKET 60-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plane 

880630006 0 Change 10 to Pages 3 & 4 & Change 16 to Pages 9 & 10 1o Rev 12 to 
EflPiP 3 0. -Tire 1 ' 

* Baltimore Gas & Electric Co 83/06/20 7pp 45988 280 45988 266 

9907350039 Revised err.oigsncy plan ImplsmBming jjroceduTes.Including Re v 10 lo 
EflPiP 4.1.3, "Technical Support Clf." Rev 10 to ERPIP 4 1.4, "Operational Support 
Ctr." Pago 3 1o Rov 9 10 ERPIP 4.1.5 & flov 0 10 ERPIP 4 1 0 2. "Pressurized Sample 
Purge" 

* Baltimore Gas A Electric Co 88/06/29 3tpp 46275034-46275 068 

8807250436 Revised emergency plan imp'omentirg proceduresjnc'udi.ng Rev 11 to 
Page 3 A Attachment 6 to ERPIP 4 1.1 7 & flevO to ERPIP 4.1 33. "Nuclear Engineer- 
ing FaciLty." 

LEMONS.JR.. HSI.AA Baltimore Gas & Eieciric Co 88/00/29 1 2pp 46255.180- 
46255:107. 


N. General correspondence 

8-807280074 Comment on proposed ru’e 10CFR50 re cooperation w/states at commer- 
cial nuclear power plants & other facilities. Suggests rev fo policy to grant same rights 
A responsibilities to all states with n 10 miles of plant 

MAGETTE.T, Maryland. State of 80/07/19 CHILK.S.J OfLce of the Secretary of the 
Comm salon 2pp. 46253: 130-46253 131. 


P. Operating license stage documents & correspondence 

8807060166 Applcai-on lor amends to Licenses DPR -53 & DPR-BQ.revising Tech Specs 
3/4 9 0 lo allow commencement of core alterations or movement ol Irradiated fuel 
in9ide containment w/ Inoperable conta’nment purge valve iso>abon ays 
TIERNAN.J.A. Baltimore Gas & Electric Co 88/06/28. Document Control Branch 
IDocument Control Desk). 2pp. 46088 33B-460B8 349. 

**8807080160 Proposed Tech Specs 3/4 9.9 allowing commencement of core alter- 
ations or movement ol inad ated fuel inside containment w/moperabla conlainmenl 
purge valve Isolation sys as long as containment purge penetrat ons are closed 

• Bdltinnore Gas A Electnc Co 88/06/20. lOpp 46008:340-46088:349 

6807070314 Forwards "Supplementary Rept for Calved Cliffs Nuclear Power Plant 
DCRDR" A responses to human engineering discrepancies. per Suppl 1 to NUREG- 
0737 requirements & NUREG /CR-t58Q & NlfREG-0700 guidance. 

TIERNAN.J.A. Ballimore Gas & EfecU-c Co 88/06/30 Document Control Branch 
(Document Control Desk). 1,430pp 46091:184-46095:181. 

“6807070320 "Supplementary Rept for Calvert Cl ffa Nucler Power Plant DCflOR." 

• Baltimore Gas & Electric Co. 88/06/30. 342pp. 46094 200-48095. 181. 

88071 10237 Forwards responses to NRC 6804 19 requesi for addl Info re ASME Seclion 
XI second tO-yr interval mse/vlce lest program for pump & valve. 

TIERNAN.J.A. Baltimore Gas 8 Electric Co. 8B/07/05. Document Conirol Branch 
(Document Control Desk). 33pp. 46140:217-48140 259 


8807130454 Generic Lir 88-11 io alt licensees of operating reaclor9 8 ho‘Je*9 cf CPs re 
NRC position on radiation embrittlement ol reactor vessel mails & impact cn pl-ari 
operations Svc Ml 8 Rov 2 to Reg Guido 1.99 end 

MlRAGUA.F J Associate Director for Projects (Posl 070411). 80/07/12 Consc? dated 
Edison Co of Now York. Inc 51pp. 46257 207-46257 257. 


O. inspection reporta, IE Bulletins A correspondence 


8806130168 NRC Info Notice 88 039, "LaSalle Un:f 2 Loss of Recirculation Purps W' 
Power Osci tabon Event " Svc list onci 

ROSSI.CE. Division of Operational Events Assessment {Post 8704 tl). 88/38/ 15 
Consolidated Edison Co Of New York. Inc 1 tOpp 45978:156 45970.266 

8807010458 Forwards insp Repls 50-317/88-10 A 5Q-318/8Q-1 1 on 880509-13 * rove 
of violation. 

BELLAMY.R.R Region 1. Ofe of tho Dlrecior. B0/O6/2I TfERNAN J A Cal "mye Gu 
A Electric Co. 2pp 46008 136-46008 149 

-8807010462 Notice of violation from imp on 600500 13. Violation no'.ed Tesfrr.Y 
wearer admnlslered Stannic chloride smoke test w/o first recovng verbal cautions 
from administering individual 

• Reg-on 1. Ofc of the D rector. 08/06/21. ip 46008:140*46008 140 

-8807010466 Insp ReptS 50-317/08*10 & 50*318/88*11 on 880509*13 Y-ota^On 
noied Major areas inspected licensee red-ofoglcal controls program during U.v 1 
outage 

WEADOCK.A . GRESICK.J.. SHANBAKY.M Region 1, Ofc of tho D.redor. G0/>6/M 
9pp 46008141-46000:140 

0806180340 NRC info Nolice 68-040, "Exam nors Handbook for Deve’spng Operator 
Uce ns no Exams." NUREG/BR-0122 & svc fast end. 

ROSSI.CE Division of Operational Events Assessment (Posl 07C411). 89/06/52 
Consolidated Edison Co of Now York, Inc. 237pp 46240 325-4624 1 20 1. 

8806170033 NRC Info Notice 80-041, "Physical Protection Weaknesses ldcn‘jf,rd 
Through Regulatory Effectiveness Reviews " Svc list end. 

ROSSLC E Drv.sion of Operational Evems Assessment (Post 070411) 06/06/72 
Cob3ol-daied Edison Co ol New York, Inc 122pp 45978.034-45978.155 

6806170291 NRC Bulletin 88 008. "Thormal Stresses in Piping Connoclod to FCS ' Svc 
list encL 

ROSSl.C E Division of Operational Events Assessment (Post 87041 1) 88'oew. 
Consolidated Ed.son Co of New York, Me. 1 16pp 46019.037-46010:152 

8606210038 NRC Info Noilce 80-044, "Mechan cel Binding of Spring Release Device n 
Westinghouso Type DS-416 Circuit Breakers." Svc list oncl. 

ROSSI.CE Division of Operational Events Assessment (Post 8 70411). 8erOS/<4 
Consolidated Ed.son Co of New York. Me. H3pp 46010.163-46019:265 

6606240139 Suppl 1 lo NRC Bu'lotm 8B 008. "Thermal Stresses In Piping Connoc'.od to- 
RCS." Svc list end. 

ROSSl.C.E O vision ol Operational Events Assessment (Post 070411). 65/06/2* 
Consolidated Ed.son Co of New York, Inc. Il4pp 46019 260 46020 010 

6607080161 Noiifles of Intended schedule for providing oddl Into requested h NPC 
880526 Itr re Insorvjce Insp program plan 

LlPPOLO.W.J. Baltimore Gas & Elociric Co 86/08/29 NRC - No OcfUTM At' 

Given. 2pp 4B134 210-46104:219 

8807110242 Forwards response lo NRC Bulletin 88 004 re potential solely rotated por.p 
loss 

TIERNAN.J.A. Ballimore Gaa & Electric Co 80/07/05 Document Corirol Br&-KSi 
(Oocumenl Control Desk). 7pp 461 4 1;230 46141:242 

6606300347 NRC Info Noilce 88-045, "Probloms In Proteciivo Relay A Old. t Breaker 
Coordination." Svc list end 

ROSSI.CE. Division of Operational Events Assossmenl {Post 870411) 00 '07/-?. 
Consolidated Edison Co. of New York. Inc 104pp. 46242:109 46242 212. 

0607200243 Forwards Insp Repls 60-317/80*13 & 5O-318/0B-13 on e60528-27.No v>o 
tations noted 

DURR.JP. Region 1, Ole ol the Director 88/07/07. TIERNAN.J.A. Baltmore Gas« 
Elactrfc Co. 2pp. 40222:127-46222.135. 

“8807200246 Insp Repls 50 317/80-13 A 60-31 B/BB- 13 on 880526-27.No \/*>ai:Oni 
notod.MalOf ateas Inapocted.teat witnessing lor LMlV 1 containment in’.egia'.od te&v 
rale test & prelim:nary results review & followup on previously Identified Item. 

GOLLA.J A . EAPEN.P K. Region 1. Ofc of the Dl/ector. 88/00/27. 7pp. 46222:129 
46222 135 

8807060006 NRC Into Notice 88*046. "Licensee Rept Of Defective Refurbished Drc^'. 
Breakers," Svc II9I encl 

ROSSI, C.E Division of Operational Events Assessment (Post 07041 <) 89/07/06 
Consolidated Edison Co of New York, Inc. 107pp 46231:201-46232:027 

8807120291 NRC Info Notice 88-048. "Licensee Repl of Defective Refurbished Vetoes " 
Svc list end. 

ROSSI.CE. Division of Operational Events Assessmenl (Post 8704 it). B9/07/I2 
Consol, dated Edison Co. of New York, Inc. 103pp 46242 006-46242: 108. 

8607160271 Responds lo NRC 880420 Itr re violations noted In Insp Ropts 50*317/6?* 
07 & 50-3 10/87- 08. Corrective ectlons rev of instrueiions dota.lmg requirements & re- 
sponsibilities associated w/envlron qualification program performed 
TIERNAN.J.A Baltimore Ga3 A Electric Co 00/07/12. UEBERMAN.J. Ofc of Enforce- 
rnent (Post 670413). 15pp. 46l94-.284-46l94.299. 

8807250347 Confirms that circuit breaker insps required by NRC Bulletin 86-001. "De- 
fects In Westinghouso Circuit Breakers." performed. Detailed rosult9 encl. 

TIERNAN.J.A. Baltimore Gas & Electric Co 08/07/13. Document Control Branch 
(Document Control Desk). 3pp. 46285:168-46285:170. 

8807080366 NRC Info Notice 80*047, "Stower-Then-Expected Rod-Drop Tnr.es.' Svc 
list encl 

ROSSI, C.E. OMsIon ol Operational Evant9 Assessment (Post 870411). 80/07/14. 
Consolidated Edison Co. of New York, Inc. 103pp. 46240 222-46240:324. 



o' Safeguards info Svc I si end 

ROSSi. CE Division of Operational Evenis Assessment (Post B70411). 66/07/18. 
Consolidated Edison Co of Nov/ York. Inc I03pp 46241 203-46242 005 

8B071 20563 NRC info Noiico 68 050, ‘Effect of C/cuit Breaker Capacitance on Ava-!* 
lity of Emergency Power " SvC list encl. 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 88/07/10 
Consolidated Edison Co. of New York. Inc 119pp 40257 258*46258 016 

6807250118 Forwards corrected pages lo 880712 response to noiico of 
voiaiion Requests that v.o'ations be reclassified as Severity Level IV or V &/or ad dl 
m tie ali on be granted. Ihoroby reduc r.g proposed civil penalty. 

TIEhNAN.JA. Ba'limore Gas & Electric Co 80/07/18. Document Control Branch 
(Documenl Control Desk). 3pp 46255. J 86 46255. 1 68 

8807180101 NRC info Not-co 88 051. “Fa lures of MSlVa ” Svc list end 
ROSSI.C E. D.vis’on of Operaiionel Evonis Assessment (Post 87041 1). Q0/07/21 
Con90l:datect Edson Co of New York. Inc I21pp 46257:086-46257:206 


S. Reportable occurrences, LERs & related correspondence 

0807200298 LEM 88-004 QO.on 8806l3.found that conlanmom ponotrat.on splico con 
neci on nol env ronmeniafy quaHiod Ceusod by po/sonnel error during 1967 msp & 
deficiency not corrected connection disassembled & remade per std W/B0O713 Hr. 
PAVIS.G S , RUSSELL.L B Baltimore Gas & Elecinc Co 00/07/13 4pp 46222 123 
46222:126 

8607210127 LER 89 005 00 on 6808 13. Mode 4 entered w/coniainmont iodmo fi'lor out 
of svc duo lo lack of conformance to onv.ron qua'illcallon requirements Causod by 
personnel error Personnel counseled to consequences ol event w/800715 Hr 
PAVtS.GS., RUSSELL.L e Baltimore Gas a Electric Co 00/07/15 4pp. 46237:1 13- 
40237:116. 


DOCKET 60-310 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plane 

8806300060 Change 10 to Pages 3 & 4 & Chango 16 to Pages 9 & 1 0 lo Rov 12 10 
ERPIP 3 0. ’ Fim ' 

* Baltimoro Gas & Elaclrlc Co 00/06/20 7pp 45908 280 45980 206 

8807250039 Rovlsod emorgoncy plan implementing procedures, including Rov 10 to 
ERPIP 4.1.3, “Technical Support Ctr." Rov 10 to ERPIP 4 1 4. “Oporalionai Support 
Ctr." Page 3 to Rev 9 lo ERPIP 4 1 $ & Rov 0 to ERPIP 4.1.8 2, ’Tressurued Samplo 
Purge.’* 

• BalUmore Gas & Eloctnc Co 60/06/29 3lpp 48275.034-46275 000 

8807260436 Revised omergoncy plan implementing procoduros.lnclutllng Rov 1 1 lo 
Page 3 & Attachment G to ERPIP 4.1 17 & Rev 0 to ERPIP 4.1.33, "Nucloar Engineer- 
ing Facil-ty." 

LEMONS J. ft. HS/.A.A Ga'frmore Gas & Eloctnc Co. 88/06/20. I2pp 46255.166 
46255 107 


H. General correspondence 

8007260074 Common! on proposod rulo 10CFR50 ro cooperation w/atoloa et commer- 
cial nucloar power plnnts & othor fac-lities Suggests rov to policy to grant seme rights 
A responsib lilies to all stales wilhln 10 miles of plant 

WAGETTE.T Maryland. Stale of 68/07/19. CHILK.S J Ofllco of tho Socrotary of tho 
Commlss on. 2pp 40253 1 30 46253 131. 


P. Operating license stage documents & correspondence 

8807080158 Application for omonds to Uconsos DPR-63 A DPR 60.rovislng Tech Spocs 
3/4 9 9 to allow commencement of cora alterations or movomont ol irredlated fuol 
insldo containment w/ Inoperable conlammoni purgo vatvo Isolation sys 
TIERNAN.JA Ba'-limoro Gas & Electric Co 08/06/28. Document Control Branch 
(Document Control Desk) 2pp. 46088 338-46000 349 

-8007060160 Proposod Tech Spocs 3/4 0 9 allowing commencement ol coro alter* 
alions or movement of Irradiated fuel inside conta-nment w/jnoporablo conlainmonl 
purge valvo iso'ation ays as long as containment purge ponotrahons are closod 

• Ba’.t.more Gas A Electric Co. 00/06/28. 10pp 46000:340 48008:349 

8807070314 Forwards "Supplementary Ropt for Colvort Cliffs Nuclear Powor Plant 
OCROR" & responses lo human eng.neerlng dlscropancios.per Suppl 1 to NURCG* 
0737 roqu icntcnts & NUREQ/CR-1580 & NOhEG-0700 guidance. 

TIERNAN.J A Oa’.fimore Gas & Electric Co 88/06/30 Document Control Branch 
(Documont Control Dosk) 1, 438pp. 46091:184-46095:181 

-0807070320 " Supplementary Rept for Calvert Cliffs Nucler Power Plant DCRDR." 

* Baltimoro Gas & Eloctnc Co. 88/06/30. 342pp. 46094:200*46095 181. 

8B07110237 Forwards responaos to NRC 880419 request for addl info ro ASME Section 
XI second 10-yr Interval Inservice lost program for pump & valvo. 

TlERNAN.j.A. Baltimore Gas & Electric Co B8/07/05. Document Control Branch 
(Document Control Desk). 33pp 46140:217*46140:259 

fl Gp£J30454 Gonenc Ltr 80-11 lo all licensees ol operalmg reactors & holders of CPs re 
NRC pos bon on radiation embrittlement ol reaclor vessel matls & impact on piani 
oparaf ons Svc list & Rov 2 to Reg Guido 1 .99 end 

MIRAGLIA.FJ, Associate D.roctor for Projects (Post 870411). 88/07/12 Consolidated 
Ed sort Co. ol New York, Inc. 51pp. 46257 207-46257:257. 


O. Inspection reports, IE Bulletins & correspondence 

0806130166 NRC info Notice 08*030, "LaSalle Unit 2 L099 of Recirculation Pumps W/ 
Power Oscillai.on Eveni" Svc list encl. 

nOSSI,CE. O. vis ton of Operational Events Assessment (Post 8704 u) 88/06/15 
Coneolida'od Edison Co. of New York. Inc 1 lOpp 45970:156*45978 266. 


of violation 

BELLAMY.R R Rog on 1, Ole of ihe Diroctor 08/00/21. TIERNAN.J A Baltimore Ga9 
& Electric Co. 2pp 46008 138-46000:149 

-8807010462 NqIiqg o! v.olailon Irom Insp on 800509*13 V:clot;on noted. re9pha1or 
woaror admin-stored Stannic chlorldo smoko test w/o fi'st reco-vmg verbal coupons 
from adminislering Individual 

* Region f. Ofc of die Director 66/06/2 f. fp. 46008 M0 46C36M0 

-8807010466 Insp Ropls 50-317/08*10 & £0-3 10/08* 11 on 080509*13. Violation 
noted Major areas inspected licensee radological conirols program durng Un.t i 
outage 

WEADOCK.A , GRF.SlCK.J , SHANBAKY.M Rog on 1 OfC of Ihe DifOCtO' 08/00/ 14 
9pp 46008 141*48008 149 

8806160340 NRC Into Notco 88-040. "Exam nets Handbook for Develop ng Operator 
Licensing Examg " NUREG/&R 0122 & 9vc I si encl 

ROSSI.C E Division of Operational Evenis Assessment (Po9t 870411) 80/06/22 
Consolidated Edison Co of Now York. Inc 237pp 40240 325 46241 201 

6806170033 NRC info Notice 80 041, “Phy6.cal Protection Weaknesses Identified 
Through Regulatory Effectiveness Reviews ’’ Svc l>st encl 

ROSSI.C E. Division of Operailonal Events Assessment (Posl 070411) 00/00/22 
ConsoJdalod Edison Co. of New York. Jnc I2?pp. 45970 034*45970 155 

6606170291 NRC Bulletin 80 0CB, "Thermal Stresses In Piping Connected 10 RCS ’ Svc 
fist encl. 

ROSSI.C E Div.aion of Oporalionai Events Assessment (Post 070411) 68/06/22 
Consol dated Edison Co. of Now York. Inc 1 16pp 46019 037 46019.152 

0006210038 NRC Info Noiico 88 044, "Mechan.cal Binding of Spring Ro'uase Dev.CG In 
Wostlnghouse Typo DS 418 C-rcult Breakers ” Svc list oncl 

ROSSI.C E Div.slon of Oporalionai Evenis Assessment (Post 070411) 08/06/24. 
Consolidated Edison Co of Now York. Inc. 1 13pp 46019.153 46019 265 

8006240139 Suppl 1 10 NRC Bulletin 08*000. "Thermal Slrossns In Pipng Co^noctod to 
RCS '' Svc I st encl. 

ROSSI.C E. Div.slon ol Operar.onol Evonts Assessment (Post 870411). 60/06/24 
Consolidated Edison Co of Now York. Inc 1 14pp. 46010 266*40020.010 

8007080161 Notifies of intended schedu'e for providing addl info requested in NRC 
8B0525 Mr ro Insorvlco insp program plan 

l.IPPOLD.W J. Balt more Gas & Electric Co G9/0G/29 NRC * No Delaiod Affnailon 
G.von. 2pp 46134.218*46134 210. 

8007110242 forwards response to NRC Bulletin 08 004 ro potential safety-related pump 
I03S. 

TIERNAN.JA Baltimore Gas A Electric Co 00/07/05 Document Conirol Branch 
(Document Control Desk). 7pp 46141 230 46141 242 

6800300347 NRC info No'-co 66 04 6, “Problems in Profocfrvo Relay A Crrcuf Oroakor 
Coordlnotion 0 Svc Msi encl 

ROSSI.C E D.vl9lon of Oporalionai Evenis Assossmoni (Post 87041 1). 80/07/07. 
Consolidated Edison Co of Now York. Inc I04pp 40242.109 46242 212 

0807200243 Forwards Insp Ropls 50*317/60-13 A 50-3 10/08- 1 J on 800526 27.No vio- 
lations no'od. 

DURR.JP. Region 1. Ofc of the Drecior 0O/O7/O7. TIERNAN.J A Ba'tmo'o Gas & 
Eloctnc Co 2pp. 46222.127-46222 135 

-8807200245 Insp Ropls 50-317/60-13 A 50 310/00-13 on 080520*27 No violations 
notoi/ Malor aroafi inapecfod tost wiinessing for Unii 1 containment mtograied loak 
raio lost & preliminary results review & followup on previously identified item 
GOLLAJ A , EAPEN.P.K. Roglon 1, Ofc ol Iho Direclor 00/06/27 7pp 46222.129* 
46222.135. 


8807050006 NRC into Not ce 00-046. "Uconsoo Repl of Dolochvo Roio'bishod Circuit 
Breakers." Svc list end. 

ROSSI.C E Division ol Oporalionai Evenis Assessmoni (Post 870411). 08/07/00. 
Consolidated Edison Co of Now York. Inc. 107pp. 40231:201*46232:027 

8807 120291 NRC Info Notice 88-040, "Liconsoo Ropt of Defective Refu'bi'ihod Valvos 
Svc !■ st encl 

ROSSI.C E Division of Operot onal Evonl9 Assessment (Post 070411). B0/O7/12. 
Consolidated Edison Co of Now York. Inc. I03pp 40242 006 40242:100 

6607180271 Responds to NRC 080428 ltr ro v-olallon* noted In insp Repi9 50*317/07* 
07 & 50'3 18/67-08 CorrocUve actions rev of instructions (totaling requirenuinla & ro- 
sponsib lit os associated w/onv.ro n qual.f:calion program performed 
TIERNAN.J A. Baltimoro Gas & Electric Co. 08/07/12. LIEBERMAN.J OJc of Enforce- 
ment (Posl 670413). I6pp 46194:284-48194:298 

8807250347 Confirms that circuit broakor msps requ red by NRC Bu'leim 88-00 1, ’’De- 
fects In Wostinghouse C'fcu.i Bfoakors." porformod Doia led results encl 
TIERNAN.J A, Bolt.more Gas & Eloctnc Co. 00/07/13 Document Control Branch 
(Document Control Desk). 3pp. 40285 160 46286:170. 

8007080366 NRC Info Notico 08*047. "Slower-Than-Expocted Rod Drop Timos ” Svc 
fist encl. 

ROSSI.C.E Division of Operallcnat Evonts Assessment (Post 070411) 88/07/14. 
Consolidated Edison Co of New York, Inc. i03pp 46240.222*46240 324 

8807120550 NRC Info Notice 00-049. " 'Marking. Hand ling .Control. Storage A Destruction 
of Safeguards Jnfo>.‘’ Svc isi encl 

ROSSI.C.E. Oivis'on ol Oporalionai Events Assessment (Post 070411) 88/07/10. 
Consolidated Edison Co. of New York, (nc. i03pp. 46241 263-46242 005 

8807120553 NRC info Notico 80-050, "Effect of Circuit Broakor Capacitance on Avail- 
ability of Emergency Power." Svc Hsl encl. 

ROSSI.C E. Orvision of Oporalionai Events Assessment (Posl 070411) 60/07/10. 
Consolidated Edison Co. of Now York, Inc. I19pp 46257:250*46250 016. 



v.o'ahon Reqoesis rhat v.o'alons be reclassified es Severity Level IV or V &/or addl 
mitigation be granted, thereby reduc ng proposed civil pena'ty 
TIERNAN.J A 0a; 1 mere Gas S Eleclrc Co 00/07/10. Ooctmoni Control Branch 
(Docu.Tont Coouol Do 9 k). 3p-p 46255 IC6 46256 IGB 


6807180101 NRC Info Not-co 88 05 1 . Faiires of MSivs ” Svc I si end 
ROSSI.CE. O.v.s an ol Ope'a’ cnai Events Assessment (Posi 870-111) 89/07/21. 
Conso idalod Edison Co of New York. Inc 12 Ipp 46257 006-46257 206 


S. Reportable occurrences, LEfle & related correspondence 

8607120189 Lb*R 80 005 00 on 8 8 0505, emergency diesel gererato-' performance found 
unsatisfactory du'-ng survei'iance tesi. Cause noi statetfOperaing instructions modi* 
fiOd A liconsed operators counse'od o.n procedure adherence W/0 00630 Hr 
Gll OERT.j E. HEJBEL.RP. 0a!t.mo.*o Gas & Electric Co. 88/07/06. 5pp 46140 152- 
46146.156. 


DOCKET 60-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A tire protection plane 

0807 1 BOO 50 Technical change not.ee to Rev 3 lo Emergency Plan Implementing Proco 
dure 64 15- IMP- 1300 06. "Addl Ass -stance & Notif cation.” 

0ROWN.ND. MARSHALL. W.J, POTT’S, W E. General Puhl-C Lit IHies Corp ■ QPU 
Service Corp. 68/06/24 3Spp 46203;l 57-46203 191. 

B807060180 Temporary Chance Notice 1-88 0047 lo Rev 3 to Emergency Plan Imple- 
menting Procedure 64 15-IMP- 1300.06, "Addl Assistance & Notification ” 

* General Public UTlf.es Corp. - G p U Service Corp 06/06/29 37pp. 46068 016 
46C83052 

8607120052 Forwards d-setssion of changes & revised Exh.tM 3.1 to Rev 26 »o mod 
f.ed 8 m or aod physical security p'an Changes withheld 

HUKILL.H D General Publ.c Unities Corp - GPU Service Corp 88/07/00 Document 
Co.nirol Oranch (Document Control DesM ip 46230.352-46230 352 

880714025 7 Submits rav l© 680603 response lo vo'ahon identified in Insp Rept 50 320/ 
00 05 6-anr.ual OA Ire protect-on <nsp & audit to review (re oxtinQjsher preventive 
ma nt program resulted .‘n no adverse f nd.r.gs 

STANDERFER.F ft General Publ.c Ui'mosCorp - GPU Service Corp B0/O7/O8 Doc- 
ument Control Branch (Document Control Desk) ?pp 46177.247-46177 248 


0 Adjudicatory correspondence 

6807220016 Aff.davit of U Kosarok reviewing evaporator technology proposed ai 
TMf W/Svc l .si 

KOSAREK.L.J. Susqueharna Va loy Anianca. Lancaster, PA r/388 6764. 88/06/09 
17pp 40105 258-46195 274 

6807060030 Motion ol NRC SiftH for leave lo hie response out of ( me.* End NRC re- 
sponse in support of l-consee moron tor summary disposition delayed due to equip- 
ment proWams 

LEWIS, S.H. Assistant Generar Counsel tor Hearings 0388 6630 88/06/23 Atomic 
Safety end Licensing Board Panel ip 45986 264 45996 304 

-8807060053 NRC Slaff response in support of l-censeo motion tor summaiy disposi- 
tion.* Motion shou'd be fl.-anted on basis that no genuine issue bofo-e ASLB or to be 
fitmatod Supporting documcmation & CorM'Calo of Svc end 

LEwlS.SH, WOOOHEAO.CP. Assistant General Counaei for Hearings B0/O6/23. 
Atomic Safety and Licensing Doord Panel 40pp 45996 265-45996 304. 

88071 10092 Motion of NRC Staff for leave Lo hie response out of time.* Servotf on 
830 701. Granted for Board on 8B0626. 

LEWIS .S.H Assistant General Counso! lor H&afmgs. 0363 6647. 83/08/23. Atomic 
Safety and Licensing Board Panel ip. 46034 066*46034 066 

6807060067 Fonvads slgnaturo/notarizat.on page for affidavit of LF Munson & titlo page 
of article enUiled “Threshold LJmii Values & Biological Exposure Indices.’* cilod on 
Pago 19 ol affidavit 

LEWIS, S.H A98.slant Geno/aF Counsel for Hearings 03G8 6631 88/06/24. 

WOLFE.SJ, PARIS.OH, BRlGHT.G O. Atomic Safety and Lfcens'ng Board Panel 
4pp. 4 5996 34 7- 45906 350. 

8907140092 Aifv.sa& Ihai Picclonl 8tfidav.i noted in Susquehanna ValJoy Alliance & TMi 
Alert 0BQ62O response to licensee motion lor summary disposition wi.l not be received 
duo to Picdonl schodu'a nol oermiuina completion of affidavn 

SKOLNfCK.F. Susquehanna Val-'ey Alliance, Lancaster. PA SKOLNICK.F. Throe Mile 
island Alert #388 6696. 80/07/07 Atomic Safoty and Licensing Board Panel. Ip 
46117:292-46117:292. 

880720008! Forwarda Draft Suppf 3 to NUREG-Q663 re post ctetueling, monitored ator- 
age & subsequent cleanup to (eci'ity.por ASLB request W/o nurog 
LEWlS.S.H Assistant General Counsel for Hearings #300 0739 60/07/ 14 

vVOlFE.S.J.. BRIGHT.G.O., PARIS.O H. Atomic Safety and Licensing Board Panel, fp. 
46193:265*46193:265. 

8607220037 Forwards draft Suppl 3 lo NLfFIEG-0063. ,, Programmatic ElS Re Decon- 
tamination & Disposal of Ratfwastea Resulting From 790328 Accident, TMi 2,” per 
ASLB request 

LEWfS.S.H Ass-slam General Counsel for Hearings. #360 6766 88/07/10 Docketing 
6 S ervicos Bt anch . 1 00pp. 46 1 96:0 1 6 • 46 1 96:22 1 . 

6607220050 Lists corrections lo NRC 880623 response in support of licensee motion 
for summary disposition 

LEWIS.SH Assistant General Counsel for Hearings. #368 67S5. 00/07/18. 

WOLFE.S J., BRtGHT.G.O., PARIS, O H. Atomic Safety and Licensing Board Pane). Ip 
4C19S.358-46 195.368 

8807290003 Forwards affidavit of KL Harne/.supplomeniing applicant discovery 
response. f>pf l.conseo review of joini mfervenors 680620 response to licensee sum- 
mary disposition motions 

BAXTER.!. A General Pubic Ul.U.es Corp - GPU Service Corp BAXTER. T. A Shaw. 
Prttmad. Polls A Trowbridge #383 6776. 08/07/20 WOLFE.SJ.. BRIGHT.G.O , 
PARIS.O H. Atomic Safety and Licensing Qoard Panel. 2pp. 48253:179 46253:104. 


tion of Content ons 1,2, 3.4b. 5d,6 & 9 W/ Certificate ol SvC. 

HAHNER.K.L General Public Unities Corp - GPU Service COrp 08/07/19 4pj> 
46253 181-46253.104 


H. General correspondence 


8807180313 Comment opposing proposed rule 10CFR50 re licensing cl nt-clear 
p'anls where state &/ci loca” qoas dect ne lo cooperate in ortaiie emci^en^, 
ring. 

ROEJB.A. Affii»at-on Nol Assgned 07/02/ ifi. CHlLK Office ol iho Sec-olary bf '7a 
Commssion ip. 46177:340*46 177.348 

6807160316 Comment oppos‘na proposed rule 10CFR5D re licensing ol nuclear pc*fcr 
p'anls where stale fi/or focal govls dec.'mo to cooperaie in off silo emerge r^cy ptir- 
ning 

CARPENTER.J. Aff i.et/on Not Assigned. 87/02/20 2ECH.L W' Comnmssoners 8pp. 
46165:361-46165 350. 

0807200237 Commeni opposing proposed rule 10CFR50 ro licons ng of ruc^ea: 
p'anls where stale 8/ or local govt 9 docllne lo cooperate in oil silo GTO'senty |>a.“> 
nine 

HART.G. AUTiation Not Assigned. 07/02/23 NBC - No Oola'led Af(iiAi<jn Gven 5 ^ 
46207 336-46207:344. 

6007160348 Commeni opposing proposed rule 10CFR50 re licensing of rjc'oat pc^-^ 
plants where stale &/or local govts decline to cooperaie in offsite emergency pla/> 
nlng, 

BABOITT.B Affi'iahon Not Assigned 07/02/24 ZECH.LW Com mission sis 3tf> 
46165 309 46165 3tl. 

8607200307 Commeni opposing proposed rule fOCFRSO re licensing of nudoa/ po-wer 
plants where 9iste &/or local govls decline lo cooperate In offs to emergency pt*> 
n.ng 

OABBITT.B Alli'.lailon Not Assigned 87/02/24. ZECH.L.W. Com 2pp 
4619 7 001-46197:003 

8807190134 Comment opposing proposed ru?e 10CFR50 re licensing of nucesr pOAfr 
p'anis whoro 9ia(o &/or focal govls decline lo ooperato In offsiie omo.-oency pfinnnj 
CUNNINGHAM, P Aff.i-al-on Not Assgned 87/03/02. ZECH.L.W. Corruss-onevi 
2pp. 46170.003 46176 004. 

8607200315 Comment oppos-no proposed rule 10CFR50 ro licensing of ructear 
plan is where glare &/or focal govt 9 decline to cooperate In otfsito emergency ?faA' 
ning. 

* Affiliation Not Assigned 07/03/02 NRC * No Deleted Affi’iation Gfven. ip. 
46197.084-46197 084. 


BB0720037Q Commom oppo^no proposed rule 10CFR50 re HcBnsmg ol n.jctea' poww 
p.'anis where state fi/or local govt 9 decline to cooperate fn offsite omorgancy (Hat 

CU^NINGHAM.P-L. Aff.l.et.on Not Assgned. 87/03/02. ZECH.L W NRC - No Detailed 
AfM-atlon G>ven Ip. 46107.093-46197 093. 


6807220246 Commonl opposing proposed rulo 10CFR50 re licensing of r.je* 0 ar power 
plants whato state &/ot local govls decline lo cooper ole in oflsHe emerga'vcy pT&n 

PEPPERCORN, M Affi.laiion Not Assigned 87/03/05. CHILK.S J Office of ro Secre- 
tary oMhe Commission Ip 46230 272-46230 272 


8607210149 Comment opposing proposed rule 10CFR50 re licensing ol r.ucUrar po*e< 
plants where siaie &/or focal govts doclme to cooperate in offs-f© emorgoncy plarv 

8aSnES.J P., BARNES.M . BARNES, J Affiliation Not Ass-gned. 87/03/07. NR3 - Nc 
Detai'ed AffiPalion Given, 3pp. 46200 104 46208:106. 

6807070360 Comment opposing proposed rulo 10CFR50 re emergency plane. ^ & peo- 
parodness requirements tor nuclear power plant fuel loading & initial low po*©’ op©'- 
alions. 

RlCCtO.J P Nuclear InlormaUqn & Roaeurce Service 89/06/23 CHILK.S Off»co ol 
tho Sectary of the Cemm.ssion. 14pp 46010 021-46018.034. 

6607010312 Comment opposing proposed rule 10CFR50 re leak before break {-B8) 
technology. Requ09i s not to extend L80 technology & to retract present LED us© be- 
cause LBS 1 ailed lo predict pipe ruplures. 

LEWlS.M.f Lewis. M. 88/07/01. Office of the Secretary of the Commission. 4pf 
45993 264-46903 207. 


8807180175 Commeni opposing proposed rufe 10CFR5D re expansion of appLcabrlitv of 
leak before break technology to functional & performance requirements For ECCS s 
environ qualification. 

EPSTEIN, E. Three Mile island Alert fiB/07/02. Docketing & Services Srench 2pp 
46165:339*46165 340. 


P. Operatfng Ucerae stage documenla 8 correspondence 

8806290292 Forwards Rev 6 to “Auxrliary Bldg Emergency LJquid Cleanup Sys (EPJCOR 
II),’ 1 per 020204 request. 

STANDERFER.Fn Generef Publrc Utilities Corp. - GPU Service Corp. 88/06/22. Doc- 
ument Control Branch (Document Control Desk). Ip 45987.268 -4 598 7. 3 60. 

-8806290293 Rev 6 to “Dlv Sys Description for AuxiHary BJdg Emergency Lfqulcf Ctoa/i- 

mc^FE^LaSJ^Genefel Public Utilities Corp. * GPU Service Corp. SD 3520 004 H36. 
88/06/00. 92pp. 45&87:26d-45987:360. 

6607050176 Notification of grant execution: "Topicaf Meeting on TMl-2 Accident Ma'l$ 
Behavior & Plant Recovery Technology Washington, OC 681031-1 104;* awarded lo 
American Nuclear Soc, 

DEMARCO.D.. KNOX.E. Division of Contracts & Property Management (Post 6805 16). 
RN G-1 138. 88/06/23 GUSTAVE.R P. Program Management, Policy Deye'opmc.nl A 
Analysis Stall (Pest 870413V VAN HOUTON,R. NRC - No Delated All Lalan Given 
ip. 46003.062-46003.004. 


-0007050200 Grant “Top:ca* Meeting on TMI? Accident Malls Behavior A Plant Re- 
covery Technology Wasbngfon.DC 00)031- 1104." awarded to American Nuclear So 
nety. 

GARDNER. M American Nuclear Society THOMPSONS D D, vision of Contracts A 
Property Management (Post 000515) FIN G-1130. 00/06/23 2pp 46003.083* 
46003.064 

6607060431 Forwa'ds "SER for Com.p'etion of Lower Core Support Assombiy 8 Lower 
Head Dofuelng" Soparato activity has been added to table to moro precisely reflect 
activ-t os associated w/raectcr vessel defacing 

STANDERFER.F.n General Public UtiUios Corn • GPU Sorvlco Corp 00/06/27 Doc 
ument Control Branch (Document Control DosM 2pp. 40103 215*46103 229 

-8607080434 "SER for Completion oi Lower Core Support Assembly A Lower Hoad 
OafuoHng " 

RYAN.R F. General Public Utditlos Corp * GPU Service Corp 08/06/23 13pp. 

46103 2t7-4Bl03 229 

6607070008 Forward9 Rev 6 to ”Div Sy8 Description for Dewatering Sys lor Deluding 
Canisters." per 020204 NRC ttr.Updale adds ability to utilize either 0 5 or 16 m cron 
Mar .n DS-F-1 position & other listod chongoa 

STANDERFER.F.R General Pubic Utilities Corp • GPU Service Corp 80/06/20 Doc- 
ument Control Branch (Document Control Desk) 2pp. 46 1 24 3)0*46 1 24.342 

-6B07070012 Rev 6 to "D.v Sys Desorption tor Dewatering Sys for Dofuol ng Canla 
fora/* 

SMiTH, M.D. General Puhl c Uhl.lles Corp • GPU Service Corp. SD 3525 014 RC6 80/ 
06/3D. 22pp 40124 321*46124 342 

8807070539 Forwards responses to questions raised at 000526 TMi-2 advisory panol 
meet: no 

MASNIK.M.T Project Directorate 1*4. 08/06/29 STANDERFER.F.n Genoral Pubic 
Uti'it'09 Corp . GPU Service Corp 27pp. 461 »9 229 461 19 255 

0007070574 Forwards tosponsos to questions ralsod In B0O526 TMI*2 Advisory Panoi 
meet.ng. Ad vises of next pane', meeting on 800714 In Harrisburg. PA & of B00616 
moot ng in Rockvil'o.MD 

MASNiK.M T Project Directorate 14. 80/06/29. MORFtiS.AF. Lancasier. pa 2?pp 
46123.039 46123 065. 

8807110504 EVALUATION OF NUCLEAR FACILITY DECOMMISSIONING PROJECTS 
Summa'Y Status Roport.Three Milo island Unit 2.ftad.oacllve Wa9io And Loundry 
Shipments. 

DOE RG 6.0 H. HAFFNER.P.fl. Westingho-jsu Hanford Ca FfN 6*7560 NURCG/CR- 
4315 V09 Rl. 08/06/30. Program Management, Policy Dovelopmont A Analysis Staff 
(Post 870413) 4Bpp. 46065:120 46065 180 

6607130 4 6 4 Generic Ur 80*1 1 to all liconsoos of oporatlng reactors A holders of CPa ro 
NBC position on rotation embriWomonl of roactoi vessel matls A impact on plant 
operations Svc list & Rev 2 to Reg Guido 1.90 end. 

MlRAGt IA.P J Associate D.rector for Projocts (Post 07041 1 ) 08/07/12 Consolidnlod 
Edison Co. of Now York. Inc 6tpp 46257:207*46257 26 7 

8807180263 Pprward9 comments cn draft programmatic ElS.SuppJ 3 wtvlch ovn'uotns 
util proposed post- del uollng monitored storago of TMI-2. An identihod altorrotivus aro 
sate & present no significant effect to oftsito pubi c or onviron. 

STANOERPEn.FR. General Pubic Ull’.it-os Corp ■ GPU Sotvlco Corp 06/07/12 
MASNIK.M.T NRC - No Delated Afflialion Given 20pp 46194:220*40104:239 

0607260326 Offers no comments on DES for ledlltv 
MAYS.RJ. Agriculture. Oopt of 00/07/10 MASNIK.M.T. Off<co of Nuclear Reactor 
Regulation, Director (Post 870411). ip. 46274 243-46274 243. 


0 fnipecffon report*, IE Bulletins A correspondence 

6800130160 NRC fnlo Notice 08 039. "LaSalle Unit 2 Loss of Recirculation Pumps W / 
Power Oscillation Event.’* Svc list end 

ROSSI.CE. Division of Operational Evonls Assossmont (Post 070411). 00/00/15 
Consolidated Edson Co of Now York. Inc l tOpp 4597B.1 50-45970 260 

BB06160340 NRC Info Nolico 08 040. "Examiners Handbook for Develop ng Operator 
Ucon9 np Exams ” NUREG/DR-0122 A svc list oncl 

ROSSi.CE Ovls'on of Operational Events Assessment (Post 070411). 00/06/22 
Consolidated Ecf-son Co. of New York. fnc. 23?pp 46240 325-4024 f. 20 1 

6606170033 NRC Info Notice 80 * 041 , "Physical Protection Weaknesses identified 
Through Regulatory Effectiveness Rov.ews " Svc list oncl 

ROSSI, C.E. Division of Operational Evonls Assossmont (Post 670411). 08/06/22 
Consol dated Ed.son Co. of New York . Inc. 122pp. .15978 034*45970:755. 

6096170291 NRC Bulletin 88-008, "Thormal Stresses In Piping Connected to RCS." Svc 
I- si encl. 

ROSSI. C.E. Division of Operational Events Assossmeni (Post 070411) 60/06/22 
Consol dated Ed-son Co. o/ New York. Jnc. 1 )6pp 460 19 037- 46019 162. 

0607050236 Forwards Safety tnsp Ropt 50-320/88-00 on 600506-0604. Concerns ro 
human perform ance errors discussed 

BETTENHAUSEN.L. Rag-on 1. Ofc of tho Director. 00/00/23. STANOERFER.F R. 
General Public Utilities Corp. • GPU Service Corp 2pp. 46020 024-46026 034 

-8607050237 Insp Rept 50*320/08-00 on 880500-0604 A 06.No violations noted Major 
areas inspected de fuel. ng A docontaminat-on actlvitl09,inciud-ng oporatlon 9 lo trim cut 
uppermost plate of lower core support assembly 

COWGILL.C.J Region 1. Ofc of the Director. 08/08/23. Opp 46028 026 46028 034 

6800210938 NRC Info Nolice 88*044, "Mechanical Glnd-ng of Spring Releaso Devico In 
Wesbnghouse Type DS-416 Circuit Breakers" Svc list end. 

ROSSI.CE. Dwlsfon of Operational Events Assessment (Post 070411) 98/06/24 
Co nso'idated Ed-son Co. of Now York. Inc. Il3pp 46019: 163-460 19:265. 

® w P pl 1 *° Bu'latin 00-000. "Thermal Stresses In Piping Connected to 
RCS. Svc list end 

ROSSI, CB. Division of Operational Events Assossmont (Post 670411). 80/06/24 
Consolidated Ed.son Co. of Now York. Inc. 114pp. 46019 266-46020:018. 


0806300347 NRC Info Notice 08 045, ‘ Pro b lorn s in Protective Relay A Circuit Breaker 
CoortjnaJ/oo " Svc fisr enci 

ROSSI.CE Olv. 9 ion of Operatonal Events Assessment (Post 870411) 60/07/0 7 
Consolidaiod Ed.son Co ol Now York. Inc I04pp 46242 109 4024 2 2 12 

8007080006 NRC Info Not.ce 80-046, "licensee Repl of DefoctivO Rofn-bshed Circuit 
Breakers " Svc l si end 

ROSSI.CE Oiv.slon of Oporot-cnal Events Assessment (Posl 070411). 88/07/08 
Consol dated Ed.son Co. of New York, Inc i07pp 46231 281*46232 027 

0807140257 Submits rev to 600603 response to violation Idonliliod in ir.sp Ropl 50 320/ 
08 05 Diannunl QA lire proiQCtion in9p A audit lo review Ire oxt.nguisher preventive 
malnt prog-am resulted in no adverse find r.gs 

STANDEhFF.R.F.R Genera 1 Public Ut lit OS Corn. • GPU Sorv.ce Corp 60/07/08 Doc- 
ument Control Branch (Document Control Desk) 2pp. 46177 247 46 1 77 240. 

0807200214 Forwards Safety leap Repls 50-289/00 12 A 50 320/00 09 on 8B0530 
0603 A roi.ee of violation Concern ro mot control 5ys expressed 
BELLAMY. R n Region 1. Otc of tho Oi.'ocfor 00/07/00 STANDERFER.F. Gonorat 
Public UM,: os Corp ■ GPU Service Corp 3pp 46222:101-46222 195. 

-8007200215 Notice of volallon from Insp on 000531-0603 Vio'ato.is nomdgr.ndng of 
highly co.itamfnaforf block wa‘f m basement of reactor b'tfg started w/o assessment A 
worko f foil mio reactor vossel because of fa:i„re lo use socuMy be off 
* Region 1 . Ole of the O rector 00/07/00 ip 46222 104 46222 104 

-8007200216 Insp Ropls 50 289/08 12 A 50 320/00 00 on 880531-0603 V clauons 
noted Major areas -nspoctad o'parnatton.myi 

conirols.qua'ificailons.tra.n.ng.s^rvoys.poslip.g.niornal exposure controls A external ox- 
osuro conirols 

OESCH.R, GHESICK.J, SHERBINI.S Rog'on 1. Ofc of Ihe Director GB/07/07 
1 tpp 40222 185 40222 195 

0607120291 NRC Info Notice 88 04fl, "Licensee Rept of Defective Rofi.rbshod Va'ves " 
Svc list oncl 

ROSSi.CE Division of Oporatonal Events Assossmont (Post 070411) 08/07/12 
Consolidaiod Edison Co of New York. Inc 103pp. 46242 006-40242 10B 

0007220362 Responds to NRC Bullet.n 00 030 A Suppl 1 ro unaccoptab’o themial 
sirG 8 S 03 in piping connoctod to RCS Potc-niial for occurrrrco of unaccoptable thermal 
sirossos inapp’icable to plant in current recovery mode 

STANDERFLR.F R Gonora 1 Publ c Uli'it cs Corp * GPU Service Corp. 08/07/13 Doc- 
umont Control branch (Document Control Dusk) 2pp 46250 104-46250 105 

0807000366 NRC Info No r 'C 0 00 047, "SWer Than-Expected Rod-Drop Timos ’' Svc 
list oncl. 

ROSSI.CE. Divia-on of Operatonol Evonls Assossmont (Post 070411) 00/07/14 
Consolidated Edison Co oi Now York. Ir.c 103pp 46240 222 46240 324 

B607120550 NRC Into Notice 00 040, ‘ Marking, Handling.Comro'.StorHgo A Doal/uclion 
ol Safeguards info " Svc list nnr.l 

ROSSI.CE Division of Ocerai'cnal Events Assossmont (Post 070411). 80/07/18 
Consolidaiod Edison Co ol Now York. Ire 103pp 46241:203-46242 005 

0807120563 NRC Info Not co 00 050, ’ Effoct o? Circuit Breaker Copacilonco on Avoil- 
obll.ty of Emorgoncy Power." Svc list or, cl 

ROSSl.C.E Oivislon of Operational Evonls Assossmont (Post 870411) 88/07/10 
Consolidated Edison Co of Now York. Inc 1i9pp 40257 250 46258 016 

0007180101 NRC Infu Notico 08 051, "Fa luros of MSlVs " Svc list f>ncl 
ROSSI.C E Division of Operational Events Assossmeni (Posl 070411) Bti/07/21 
Consol.doied Ed.son Co of New York. Inc 121pp. 46257.000 40257.206 


R. Periodic operating reports A related correspondence 


6B07060134 Forwards "TMI Aquatic Study Monthly Procross Ropl for May 1980." 
RESSLCR.WC General Public Ull'ibes Corp ♦ GPU Servico Ccrp. 00/00/27 
MASNIK.M NRC - No Deloilod Alfj’lallon Glvon Ip 40109 32J-40tO9 330 

-8007060242 "TMI AquOkC Sludy Monthly Progross Ropt For May i960" 

* Rad otion Managamoni Corp (RMC) B0/O5/31. 15pp. 46109.324*46109 338 


V. Operator Examinations 


BD07130Q69 Provides list of Ind.viduals no longer partidpat-ng ,n licensed operator ro 
uua'lficaiion program. 

STANDERFEn.F R Goneroi PwbJJc Unities Co/p - GPU So-v co Corp 00/07/05. Doc- 
ument Control Branch (Document Control Desk) ip 46166 071 461 G6 07 1. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT I 


F. Security, medical, emergency & fire protection plana 

8B07080228 Advlsos that util responses compliod w/roqulre.menis for omorconcy re- 
sponse tflcJ/tJos A motporo’pyJcal data upg/ndo per TMJ Action Horns IfiAl.P A 
III .A 2 2.rospoctlvely. 

CflOCKF.R.L P Pro|oct D.rocloraio 11*3 00/06/22. HAIRSTON.W G Georgia Power 
Co 3pp. 46076:360 46076 360 

8607070121 Requosts moet.ng w/NRC personnel to d&cuss status of plant 
security Subsea uont to 600420 response to vlo'ations noted In Insp Ropl9 50 32 1/08* 
09 A 5O-366/08-O9.addl into has become ava-lable which sugge9ls confusion exists ro 
plan. 

ItAlRSTON.W G. Georg a Powor Co. 00/06/27 Documem Control Branch (Documonl 
Control Desk) 2pp 46124 350-46124:360 

8807070492 Notification of 9837GB moet-ng w/ulil In Rockvile.MD to reviow plant 60 cu 
ritv p’an si at us 

CFtOCKER.L P PfO|ecl D>roctorato 11*3. 08/07/01. MATTHEWS.D.B. Pro,ect Diroctor- 
QIO 11-3 4pp. 40123.283-46123:206. 



oou/ iou no; res 01 cnange cr poim 01 comaci ror rvuu personnel re r;ngerpnni 9 & 
cnm nai records proceas'ng/.nfo New contact is 0 Edge 

HAIRSTON.WG Georg-a Power Co 88/07/05. Document Control Branch (Document 
Cor.VofDeSk) 2pp 46185 357 46165 35B 

8807190190 Summary of 680608 mealing vy/ultl in RockvTie.MD ro physical security 
pfen Aiferdanco I si end 

CROCK6R.L P Projeci O.roctoraie ll 3 88/0 7/n. MATTHF.WS.D B Project Director- 
ate Jl -3 5pp 46206 108*46206192. 


P. Operating license stage documents 4 correspondence 

B807060468 Forwards feo for 880620 appxetion for amend to proposed Tech 
Specs, de’et ng ref to automate isolat.cn of main control room environ control ays & 
main control room chlo? no detectors 

HAIRSTON.W.G Georgia Powor Co 08/06/29. Oocument Control Branch (Document 
Control Desk) 2pp 461 1 5 131-461 15 132 

6807070523 Notification of 080719 meeting w/utii In Rockville.MD io discuss licensee 
response io Generic Ur 03-28 

CROCKER, l_ P Project Drecvotate ll*3. 88/06/30 MM1HEWS.DB Project Director- 
a'Q 11-3. 3pp. 46122 179 46122 l8l 

8607120160 Rospor.ds \o Genetic Ur 88 01. "NRC Pos.ion on 1GSCC in BWR Austenit- 
ic Starless Siee? P.png," incljdng mitigating actions, Toch Spec changes & Mure util 
plans Poo paid. 

HAiRSTON.W G Georgia Power Co 88/08/30. Document Contjol Branch (Document 
ConirOl Desk). 86pp 46143 1 1 1-46143 196 

8807070507 Summary ol 880614 mooting w/ut-l in RockviLe.MO re status of licensee 
actions concern ng Safety issues Mgi Sys printout & l-censee response lo Generic Ur 
83 28 

CROCKER, L P. Project electorate 113 88/07/01 MAT1HEWS.DR Project Director- 
ate lf-3 4pp 46124:001-46124 C04 

8807140310 Submits add into re Generic Ur 83-28.por NRC BB0506 Hr 
HAIRSTON.W.G. Georgia Power Co 00/07/05. Document Control Branch (Documeni 
Control Dosk) 2pp 46171.002-46171003. 

0807150120 Forwards results of crosscheck of chom.siry samples prepared by &NL 
HAfRSTON.W G Georg a Pcwor Co 88/07/05 Document Control Branch (Document 
Control Oosk). 3pp 46184 285 46184-287. 

8B07120692 Forwards request for addi Info ro second 10-yr inservJca fnsp 
program Response requested within 60 days of Hr receipt 

CROCKER.lP. Pro.ect Di'ecto/aio lf-3 08/07/07 HAIRSTON, wG Georgia Power 
Co 9pp 46148 0B4-46H8 092 

8807140225 Grants 880513 request ihal l sred documents, marked as proprietary be 
withhold from pub'ic disclosure per I0CFR2 790 basod on GE siatemenls 
CROCKER.lP Project D.reclorate 113 88/07/08. HAIRSTON.W.G Georgia Power 
Co 4pp 46177 270 46177 273. 

8807180130 Forwards updated lisl-ng ol outstanding I censing requests for early NRC 
review 8 approval 

HAIRSTON.WG Georg a Pcwer Co 88/07/ 1 1. Document Control Branch (Oocument 
Control Desk). 3pp. 46215:342-46215 344. 

6807210314 Application for amend fo License OPR*57./evlsing Toch Specs re second- 
ary containment boundary under spociTc plani conditions as described in Tech Spec 
3.7 C.2 Fog paid 

HAfRSTON.W G Georg e Power Co 88/07/11. Document Control Branch (Documeni 
Control Desk) llpp 46235 206-46235 225 

-6607210318 Proposed Tech Specs re secondary containment boundary requirements 
’ Georgia Power Co. 88/07/11 7pp 46235:219 46235 225 

8807220188 Requests rol'oi from ASME Code Soclion XI ro elevated hydrostatic test 
pressure renU-'ement lor Class 2 port.on of main sioam lines 
HAIRSTON.W.G Georgia Power Co 88/07/1 1. Document Control Branch (Document 
Control Dosk). 2pp 46249 070 46249 080 

0607130454 Generic Ltr 08 1 1 io all licensees of operating reactors & holders of CPs re 
NRC position on relation ombritilemenl of reactor vessel mails & impact on plant 
oporanon9 Svc list & Rev 2 to Reg Guide i 99 oncl 

MIRAGUA.F.J Associate O.rector for Proiocis (Posl 870411) 00/07/12. Consolidated 
Edison Co of New York. Inc. 6lpp. 46257 207-46267:257 

B60716011B Forwards Amends 155 & 94 lo licenses DPR-57 & NPF-5 
rospocfively.safety evaluaiion 8 request for FR pub'icaf.on. Amends modify Tecti 
Specs by replacing orgadzalon charts w/ more goneraf requirements 
CROCKER.LP Project Direcloraro II 3 88/07/1 2 HAIRSTON.WG Georofa Power 
Co. 3pp. 46203.024-46203.060. v 

-8607160122 Amends 155 & 94 to Licenses DPR-57 & NPF-5,respeclively, modifying 
Tech Spec9 by replacing organization charts w/moro general oroanizatlon require* 

moni9. 

MAT7HEWS.D B Project Directorate 11*3. 89/07/12 29pp. 46203 027-46203:055. 

-6607180123 Satoty evaluation supporting Amends 155 & 94 to Licenses DPR-57 & 
NPF-5. respectively. 

' Project Directorate IJ-3 88/07/12 4pp. 46203 056-46203:057. 

-8007160124 Requests FR pubkat'on of notice of issuance of Amonds 155 & 94 lo 
Licenses DPR-57 & NPF*5,respocl:vely Amends modify Tech Specs by replacing orga- 
nization charts w/more general organization requirements. 

CROCKER.LP. Project D.-reclorato H-3. 08/07/12 NRC * No Detailed Affiliation Given. 
Ip. 46203.058 46203 060. 


O. Inspection reports, fE Bulletins & correspondence 

6606130166 NRC fnfo Notice 88-039, “LaSalle Unit 2 Loss of Recirculation Pumps W/ 
Power OsclileLon Event " Svc 1st end. 

ROSSl.CE. Division of Operational Events Assessment (Post 870411) 88/06/16 
Consolidated Ed ! son Co. of New York, fnc. 1 10pp. 45978. 1 56-45970 266. 


BSQezaim* r-orwaros uperat-onai Assessment Hept9 MJ-Jzi/Btiib & 50*3ee'»3 cm 
880509 20 & nolle© of violation. 

GRACE ,J N Rog‘on 3, Ofc of the D:roclor 80/06/17 MCDONALD.R P. Gooffr'a 
Power Co 3pp. 45974 351-45975 069 

-0806290151 Notice of violation from nsp on 800509-20 Violations noied: f S"furo Ic 
maintain appropriate quality stds lor installation ol Model 206 360 A.SCO so'onod 
valves & NhC inspector found e-ght pages of Tech Spec missing 
GRACE, J N. Region 3, OfC of tho Director. 88/06/17. 2pp 45974 354 45974:355. 

-8606290161 Insp Repts 50 321/80-15 & 50-366/00-15 on 800509*20 Vn'aW'S 
noted Major areas inspected operalional performance assessment re nffoctvenoss cl 
vanous plant groups Including, opera lion 9,6 A S onginoorirg & traln.ng 
JULIAN.C , SHYMLOCK.M . GIBSON.A Region 2. Ofc of the DkectO'. 08/06/16 
75pp- 45974:356*45975:069 

6806160340 NRC fnfo Not ce 08 040, "Eiramners Handbook for Develop ng Operator 
Licensing Exams.*' NUREG/BR-0122 & sve list end. 

ROSSl.CE. Division of Operational Events Assessment (Post 070411). 68/0 6'22 
Consolidated Edison Co of Now York, fnc 237pp 46240 325-46241:201 

0806170033 NRC Info Notice 00 041, "Physical Protection Weaknesses iderr.'iod 
Through Regulatory Effectiveness Reviews." Svc fist oncf 

ROSSl.CE OvKsion of Operolonal Events Assessment (Post 879411) 60rO6f22. 
Consolidated Edison Co of New York. Inc I22pp 45970 034-45978 155. 

8806170291 NRC Bulletin 89 000, "Thermal Stresses in Pipng Connoeiod to RCS w Svc 
list end 

ROSSl.C.E- Division of Operational Events Assossmenl (Post 870411) 66/06/22. 
Consolidated Edison Co of New York. Inc I16pp 46019 037 46019.152 

0607060226 Advises that util responses complied w/ requirements for ememency re- 
sponse facilities & meteorological data upgrade per TMI Action items ‘H A 1.2 & 
llj.A-2 2,rospoclively. 

CROCKER.L P. Projecl Dirocrorate ir-3 08/06/22. HAIRSTON.W.G George Power 
Co 3pp. 46070.360 46076 360 

86G621QQ38 NRC Info NoV-C© 66 044, "Mechanical Binding ol Spring Release Oov.io o 
Westinghouse Type DS 416 Circuit Breakers " Svc list encf 

ROSSl.C E Division of Operational Events Assessment (Post 870411) 80/06/24. 
Conso’idaiod Edison Co ot New York. Inc U3pp 46019 153-46019.265 

6606240139 Suppi 1 to NRC Bul.'oiin 08-008, "Thermal Stresses in Piping Connocl-ocl to 
RCS " Svc list encl. 

ROSSl.C E* Division of Oporet-onal Events Assessmenl (Po9t 070411). B0/O6/24. 
Congol.daidd Ed.son Co. of Now York. Jnc 1l4pp 46019 266*46020.018 

8807070121 Requests meeilng w/NRC personnel to discus9 status of P‘an* 
security Subsequent to 880428 response to violations noted in insp Ropts 50-321/8B 
09 & 50-366/00 09. addJ info has become available which suggosl9 confus'on e* sis r e 
plan. 

HAIRSTON.W G Georg-a Power Co 80/06/27. Document Control Branch (Doct,ma / 't 
Control Desk) 2pp 46124.359 46124:360 

6807150063 Responds to Bul'eUn 88*003 to mFA relay latch engagement Ucecsea do 
termined that eubl latching type HFA relays not usod in safely-reletod 9ys Al P'arl. 
HAIRSTON, W G Goorgla Power Co 60/07/05 Document Control Branch (Docurron: 
Control Desk). 2pg. 4Q102 267-46182.260 

6607160134 Responds (o NRC 800610 ltr re violations nolod in fnsp Ropts 50*321/80* 
14 & 50-366/89 14 Corrective actions contain moot Isolation valves closed & success* 
ful radiographic exam of pipe wefds performed 

HAIRSTON.W G Georgia Power Co 80/07/05 Documonl Control Branch (Docuncil 
Control Dosk). Bpp, 46185:132*46185:139 

6607150 145 Responds to NRC 0BO531 Ilf re violations noted In Insp Ropts 50-321/67- 
31 & 50-366/87-31. Corrective actions written guidance Implemented to as$:st in inves- 
tigation & cause determlnat-on of failure of RWCU valves to Isolate 
HAIRSTON.W.G, Georgia Power Co 80/07/05 Document Control Branch (Docurronl 
Control Desk) 11pp. 46185 273-46185:283. 

8607190144 Ack receipt of 880603 ltr informing NRC of step9 taken to correct vie’atlon* 
noted In Insp Repls 50*321/80-1 1 & 50*360/00*1 1. 

BROWNLEE.V.L Region 2. Ofc of iho D.recfor 80/07/05 HAIRSTON.W.G. Georgia 
Power Co. Ip. 4Q2GS 101 -46205 .101. 

060721 0248 Forwards Jnsp Repts 50*321/80-1 2 & 50-366/00-12 on 880502* 1 2 Emer- 
gency operating piocedutes adequate lor conlmued plant opotaMon.aHt’iougb njmer* 
ous ddFclencfes identified. 

GRACE .J.N. Region 2. Ofc ol ihe Direclor. 88/07/06. HAfRSTON.WG George 
Power Co. 3pp. 46236.326-46237 003. 

-6607210250 Insp Repts 50*321/00-12 & 5O-366/08 -12 on 880502-10. Dole ©no os 
noted Major areas inspecled. emergency operating procedure 9, Including OA 
measures. quality of control room drawings & evaluation of containment venlirg previ- 
sions. 

FLOREK.DJ-. GALLO, R.M. Rogon 2, Ofc of tho Direclor. 00/06/24 38pp. 

46236:329*46237.003- 

8806300347 NRC fnfo Notice 88*045. "Problems in Protective Rofay & Circu t Breaker 
Coordination " Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 09/07/07. 
Consolidated Edison Co. of Now York, fnc. 104pp. 46242 109 46242:212. 

8807120692 Forwards request (or eddl into re second \0-yr insorvca rnsp 
rogram Response requested within 60 day9 of llr receipt. 

ROCKER,l.P. Projoct Directorate 11-3. 08/07/07. HAIRSTON.W.G. Georgia Powor 
Co. 6pp 461 48.084*46140. 092. 

6607060006 NRC info Notice 88*046. "Licensee Ropt of Defective Refurbished Circuit 
Breaker s." Svc list end 

ROSSl.CE. Division of Operational Events Assessmenl (Post 87041 1), 60/07/08 
Consolidated Edison Co. of New York, fnc. 107pp. 46231:201-46232:027. 


mm?2D0l23 Responds to NRC Hu'lolin 98*004, "Potohlial Sofoty-Holoiod Pump Loss " 
Qfl'otv sva operates for very short t mo In tn n'llow mode.Max oxpoctod continuous op- 
pfahori sma'l percentage of rocommcnded guldollnos 

uaiostON wG Georgia Power Co 00/07/ 1 1. Document Control Branch (Document 
Control Cosk) Hpp 482? I 207 48221-302. 


$$07120291 NRC info Notice 00 040, "Liconeoo Ropt of Dofocilvu Rofurbishod Valvos " 

IniVc Owision of Operational Events Assessment {Post 8/0411). 80/07/12 
Canso'idaiod Ed-scn Co of New York. Inn lU3pp 46242 000.4024?. 100. 


8807000368 NRC Info Noilco 08 047. “Slowor Thon-Hxpoctod Pod-Drop Timo9 ” Svc 

KOSSlCE Diviscn of Operational Rvcinia Assessment (Post 070411). 8G/07/M 
Consol dated Edison Co of Now York, Inc. 103pp 40240,222.46240 324 


8807120550 NRC Ir'o Nol'Ce 88 040, "Marklrg.HomJllno.Conlrol.Storago & Destruction 
o' Saieguard9 info ” Svc list nncl 

FOSSlCE Dv.3 ; on of Opn'fihonol Events Assessment (Post 070411). 08/07/18 
Consolidated Ed son Co of Now York, Inc. 103pp 40241.263-40242 OU5 


8807120553 NRC Jn'o Notice 80 050, "Effect of Circuit Breaker Cnpocilenco on Ava-I- 
tfti ty of Emory e°cy F‘owor." Svc tisl end 

ROSSl.CE U.vislon of Opurot-onal i vents Assessment (Post 0/0411) 00/07/10 
Consol dated Edison Co of Now York, Inc 1 10pp. 46257:260 40250 010 


0807180101 NRC Info Nolico 08 051. "Failure* of MSIVs " Svc 1st oncl 
ROSSl.CE Oi vision of Operational Events Assoasmont (Post 0/0411) 00/07/21 
Conso'idaiod Edison Co of NOW York, Inc. 121pp 40257 080 40257:206 


R Periodic operating reporla A related correspondence 

8807190338 Monthiy operating icpla for Juno 1900 for Match Unlt9 1 & 2. W/0flO7u Hr. 
BEARD.nW.. HAIRSTON, W.G Goorga Power Co. 00/06/30 13pp. 46215090- 

46215.111 


S. Reportablo occurrencoa, LERs A rotated correepondonco 

8806290083 LER 80 010 00 on tl0O526.dutunnlnoc1 that confyurotion of rocomblnor 
bldg ventlaippn radiation noble qua momtora doloatoct nnnunc-nilon renulrod by Toch 
Specs C3jsod by procodum innJequnby FYocodurun revised W/00002? fir 
TlFPS.S 0 , HAIRSTON, W.O Georgia Power Co 00/00/22 Opp 45004.222- 
45904 220. 

6807010052 Special Ropi 0U 004 on OnofjPJ.dutormlhad that firo doors w/ automatic 
hold-open & roioaso mochon-gms wuro not being verified to bo iron of obstructions at 
'east onco per 24 It us required Caused by Inndnnuruo ndm.nislr olive controls. 
HAIRSTQN.WG, Gnumlrt Puwor Co 06/06/22 Document Control Branch (Document 
Control Desk) 7pp 4GQ1 7:150 46017:102. 

8867070149 LER 88 CU7-0O.un 00053 1 .rollup hro Door 11.40 DM3 lur 1R43 S001H(1U} 
emergency dlesol gor.crnlor room fourKl Slack m mid position of downward 
uavelCausud by lack of administrative controls Tire door ropa ; rod W/000020 IU. 
TiPPS.SB. MAIHSION.WU Goorg-a Power Co 00/60/20 lOpp 40122 200- 

4D122.209 


DOCKET 50 322 SHOREHAM NUCLEAR POWER STATION 


F. Security, medical, emergency A tiro protection plans 


8807220131 FQIA ruqwo&l for dotuimmis ro FEMA graded oxorclso on adotiuncy of rn- 
d clogical omcrgoncy rosponsu plorrVnn & propnrodne9a for plant A F4ov 0 to llconseo 
emergency plan for plant Including FFMA roviow ol eubj plan. 

BELAIR.R.n. Kl/kpalnck A Lockhart. 00 /OS/23. NRC • No Ooiollod AtMlat-on Given 
6pp 40212 338 402 12 342. 


0807070277 Forwards Safety fnsp Ropt 00-322/00 05 on 000000*10 No violations 
noted during annual emergency propfirodnosa nxerci90 

BELLAMY.RR Rogion 1. 01c ol Iho D.roctor 00/00/24 IEONARD.J.D Long laland 
Dght ng Co. 4pp. 40120 107 40120.1 10. 

-8807070282 Insp Ropt 50 322/80 05 on 000000-1 0.No vlolat.ons nolod Major oroaa 
inspected annual lull uarilcipeilon emergency OKOrdso. 

CONKLIN, C, LAZARUS, WJ. Region 1, Ofc ol the Oiroclor. 60/00/21 Opp 
48126 111-40120.116 

0807220141 Partial roaponao to FOIA roquost for Uocumonis. Forwards App U docu- 
marts A informs lhal App A A 0 available in POR 

GRIMSLEY.D.H. NRC - No Ooiollod AIMiat.on Glvon 00/07/01. DELAIR.R R Klrkpoi* 
rick A Lockharl. 3pp. 46212 343 40212 350 

-8667220163 Forwards comments resulting Irom review of Shoroham sconanoNo 
major deficiencies not 00. 

JAMlSON.J.D Oallo'.Jo Moiaorlal Inalltuto. Pacific Northwoat Lahore 
amato -CG Rcig:on 1. Ofc of Iho Dlroctor 7pp 40212 340- 


”^?n^ 2 i J i , !^ Porwaftj6 f °Ylsod oxorciso objuclivos ro oxorclso sconono transmlliod by 
enci lf ^ b * oc,:vos r ovlsod to roflocl FEMA commonls roco.vod on 00041 5 W/o 

™pF.n.D M Lony | 8 , and Llghlmn Co. 00/04/ 10 LAZARUS.W J. Region 1. Ofc ol 
ne Olreclor. 1 p 462 12 353 462 1 2:353 


^rorv^ct^rf. 0 .^^ 8 Pfoposed 1900 oxorerflo scoriarlo for plant W/o oncl. 
i h «m . ,0M Lon 9 l9lond Lighting Co. 00/04/1Q. LAZARUS.W J. Royon 1. Ofc of 
the Director. 1 p. 462 12 354 402 1 2 354 . 


m?o 7 c?o 0,7 1 ln, ,°' nri8 lh 9l proposed objoctivos for on site ponion of ongoing pro pa rod- 
ni « « P ;c so ccnrfucfod during wk of 6806 f 3, found adoquafo for c/ovo/opmenf 
of exercise scor.arlo u r 

^hfn U l ,W , J Ro P lon ’• Ofc of tho Qiroclor. 00/04/12. CROCKER. D. Long laland 
Light ng Co. 2pp 462 1 2 355- 462 1 2 350 


0007140031 State ol NY rosponse to LlLCO third set ol imorrogatories A requests for 
production of documents re Contentions 12, 4 8 A 10 to Suffo-k Ccunty.Slale of NY 
A town of Southampton * W/Cortificalo of Svc Ro’atod correspondence 
ZAHNLEUTEn.R.J. Now York. State Of. 0380 6008 00/07/05 Long Island Llqhtmg 
Co. Ifipp 40117 249-40117 263. d 


8007140010 Forwards Suffolk County answera to LlLCO ih.rd sol of Iniorrogaiorles A 
requests for prodnehon of documems r© Contentions 1-2 4-8 A 10 Related corre- 
spondonco 


LANPHER.LC SuffolK Co.niy. NY. LANPHF.R.L.C Kirkpatrick A Lockhart 
6007 80/07/00 SISK.D Hunlon A Wi.hams Ip 40117.170-46117,193. 


H 300 


~Q807 140016 Sudo'k County answers to l.fLCO third sot of Inter roga tor es A requosls 
for production of documents re Contentions 1-2, 4*0 A 10.* W/supporting documonta* 
tion A Corlif-caie of Svc Roiaiod correspondence 

LANPHER.HH. SuffoK County. NY. IANPMER.H.H Kkkpat'.ck A Lockhart 00/07/00 
Long l&land Lighting Co ISpp 40117 170-46117.193 


8007200045 Brief of Suflolk Ccunly.Slalo of NY A lown pf Soulhamplcn ro oispos : lion 
of LlLCO appoals of ponial -miiai docisons re 060213 exercise* LlLCO appeals 
should bo doodod on moms or advisory op nlons W/Cert f coto of Svc A supporting 
Info. 

MILLER, M S Suflo'k County. NY M«LLLR.M S Kirkpatrick A Lockhart 
PALOMINO.FG Now York. Smio of //308 0730 68/07/11. Atomc Saleiy anti L! 
conslng Appeal Panel Glpp 46193 116-40193 174 


8007200070 NRC Stall proposed Mntfngs ql fact A conclusions of law In form of partial 
initial doci9lon on romar.dod issues of hosp ovacuat:on t.mo osiimaios A ava.labi'ity of 
school bus drivors * Curiilicata of Svc A supporting mlo oncl. 

□ACHMANN.FLG . BARTH.CA Ass'slam Gonoral Counsol for Hearings /r380 6738 
D0/0//12 4?pp 46104 049 40194 090 


8007220072 Rosponso of Suflo'k County.Slale of NY A town of Soulharrpton In opposi- 
tion to LlLCO second mot on lor summary disposition of omorgoncy broadcast isauo * 
Cortlficuto of Svc A supporiing docu mental Ion oncl. 

MISSAL. MJ. Suffolk Couniy, NY MISSAL.M J Kirkpatrick A Lockhart 
PALOMINO.FG Nuw York. SlaiG Of //388 6708. 08/07/12. Atomic SafOty and Ll- 
conslr’.g Board F'anot. I20pp 46195 115 46195 234. 


8607250364 Penial rosponso 10 FOlA roquost for documonl 9. App O documents avc'i- 
ablo In PDR. 

GRIMSLEY.D NnC No Dolm'ed Aff.lation Gwen. 00/07/13 BLLAIR.R R. Kirkpatrick 
A Lockhart 2 pp 46231 149-46231:184 


-D007250373 iniotfm of pton! fo!) pen ItipQl on amorgoncY prepntodnnss enoraae on 
080007 A scenario bnol.ng on 080000 at plant Team rogtor.assigmnenis A proposed 
scfioduin oncl. 

GONKLIN.C Rogon 1. Ofc ol ttio D.roctor 06/05/24 Roy on 1. Ofc ol tho Director. 
2pp. 40231.167-40231:150 


“0007250389 Uiscu&sns ASLB findings & commonts re licenaoe reception ctreln 
880509 Partial Initial Duds on.ASLO four.d subj ctrs odoquato to sat.sfy NRC regula- 
tory aids lor usu m uvunt of rndioloylcal omornoncy 

SClNTO,J.f Assistant Gonoral Counsel for Hoarmns 00/05/10 MunLEY.T E. Office 
ol Nucloar nooctor Megulm.on. D.reclar (Post 0/0411) 2pp 46231 159-46231 160 

“0007260398 AdviSDS that Commission rucognizod Ihat American Rod Cross (ARC) 
cfrarior from Congress A nnil policy roqmro Owl ARC provide aid in any radio’aglca F or 
nalurnl disostar.w/or w/o itrs of ogroomont w/ARC ropadcular omnrgoncy plan 
REIS.G J Dopuly Goncrol Counsel 08/05/11 CUMMING.W R Federal Emorgoncy 
Manogemonl Agency ip 4023 1-161*40231 162. 

“8807260434 D.9CU9SOS ASLB 071207 partial mdlpl deciS'on tfiot ut-l 060213 exorclsa of 
omorgoncy p!an ri.d not tosi as much of plan In tour limilod nroas as roasonably 
ochiovablo Ran fa.lod lo menl requlromonls of i0CFR5O,Anp E.Part IV.F.1 
MURRAY. J.P. Doputy Gonoral Counsol. 87/12/10. MURlEYJ.E Ofllce of Nuclear 
Roactor Regulation. Dirocior (Post 0 7041 1} 22pp. 46231 163*46231: 184. 

8807250105 Forwards rosponso to NRC 600415 requost for addl mlo ro procedures 
nonoration package A aciual procodu'os packago 

CEONAROJO Long fsfnncf Lighfrng Co 80/07/ f5. Docunrxtnl Control Drench (Docu* 
muni Control Dosk) 42pp 46200 001*40291245 


“6807250 109 Rev 1 to Plant Spocdic Tochnical Guidolno 1, ‘'tmroducion A Operator 
Procaution " 

NEWSON.C T. Long Island Lighting Co. 00/07/ 13 10pp. 46290.043-46200 050 

“8007250111 Rov 1 to Plant Specific Technical Gudulno 2. “Roactor Prossure Vessel 
Conlrof.” 

NE.WSON.C.T Long island Lighting Co 80/05/11. 36pp 46290 059-46200,094. 

“8807260123 Rov 1 to Plant Specific Technical Guideline 3. “Primary Containment Con- 
irol ." 

NEWSON.C T. Long Island Lighting Co 00/05/11. 5?pp 46290:095*46290 T 46 


-BB07260141 Rov 0 io Plant Spocdic Technical Guidolno 4. ‘’Secondary Containment 
Control " 

NEWSON.C.T. Long Island Lighting Co. 80/05/1 1. 19pp. 40290.147-40290:165. 


“8007260 144 Rov 1 lo Plant SpecJbc Technical Guldel no 5. “nadloaciivo Refease Con- 
trol ” 

NEWSON.C.T. Long Island Lighting Co. 68/05/11. 0pp. 40290.166*46290:171. 


“8807250157 Rov 1 lo Plant Specific Tochnical Gu dolino 6. ‘‘Allornato Lavol Control.'* 
NEWSON.C.T Long Island Llghtmg Co. 80/05/11. 9pp 46290. 1 72 46290:180. 


“8807250161 Rov 2 lo Plant Specific Technical Guideline 7. ’'Emergency Dopreasunro* 
tion." 

NEWSON.C T Long Island Llghllng Co 08/07/13. 6pp 46290 161-46200 180. 

“8807250183 Rov 0 to Ploni-Spocific Technical Guidolno 0, "Steam Cooling" 

• Long Island Lighting Co. 00/05/1 1. 3pp 46290.187*46290.109. 


“8807260160 Rev 1 to Pi anl- Specific Technical Guide’ino 9, “Reactor Pressure Vessel 
Flooding" 

NEWSON.C.T. Long l&lond lighting Co. 80/05/11 21pp 46290:190 46290.210. 



Symptom Oriented Emergency Operating Procedures " 

* Long Is'and Lighting Co 89/07/13 1 1 7pp 46290 253*4029 1.CQ9. 

•*8807260184 Rev 1 to Pxocedjre 3 04. "Developing Written Tests ' 

* Long Island Ughlir.g Co. 88/06/10. 10pp 46291 010 46291 019 

-8807250189 Hov 1 to Procedure 5 01, “Cojnsei ng Trainees 5 Provdrg Remedial 
Tra n ng Plan." 

* Long Is’and Lighting Co 68/06/10 Upp. 46291.020 46291 030. 

-8807250193 Rev 0 to Procedure 5 02, "Formulating Tests From Ounst-cn A Answor 
Banks & Ad rn:r,i storing Tests ” 

SMITH.J.S Long island Light ng Co 88/06/10. 8pp 46291 031-46291.038. 

**6807250199 Rev 2 to Procedure BQt, "Smutatat Exam Evaluavon " 

SMlTH.J S. Long island L'ghhng Co 86/06/ 10. 22pp 46291 039 46291. 060- 

-8807250205 Rev 9 to Procedure 29 023 01. "Reaclor Pressuro Vessel Control Emer- 
gency Procedjro W/one oversee enc- 

CASt.O. Long Is'and Light ng Co 88/06/20 lB5pp 40291 061 *4629 1 .245- 

8607290064 Suffolk County emergency operations plan ’ Summarizes LILCO knowlodyo 
of alleged requost A reco pi of Suffolk Ccuniy emergency plan Supporting documents 
tlon A Certificate of Svc ©net. 

IRWiM.D P Long Is'and Light ng Co IRWIN.D P Hunton & Wllams /i/388 6774. 88/ 
07/10 GLEASCN.jp, KLINE.J.R. SHON.F J Atomic Safety and Licensny Board 
Panel 15pp 46253:265-46253 279 

8807290074 LILCO brief m opposition to interveners appeal of Board partial initial deci 
sior\ on suitability of rocopVon ctrs * Appeal Board should alt im ASlB Pa-tiat initial 
Decision L BP-80* 13 Support ng mlo A Cert 1 cate of Svc end 
CHRISTMAN.JN Long Island L.gVng Co CHRlSTMAN.J.N Hunton A Wiliams 
#380 6805. 88/07/25. Alom c Safety dnd Licensing Oos.'d Panel 60pp 46254 165- 
46254 224. 

fl 8072902 17 Sjffo’k County & Slate of NY suppl to 08G615 f I ng * No ba9ta ok sIs for 
impos no sancilons on cevts in CLf 86 13 remand proceeding Supporting into & Certifi- 
cate Of svc orcl. 

LETSCHE.KJ Suffolk County, NY LETSCHE.K J Kirkpatrick & Lockhart 
ZAHNLEUTER.R J New York. Stato of. #388 6911 68/07/26. Atomic Safety and Li* 
cons'ng Board Panel. Blpp 40250.329-46259 049 


G. Adjudicatory correspondence 

8806300265 Order.’ Requests part os viows on disposllion ol LILCO two appeals from 
Licensing Board part.ai initial decision in OL-5 phase of proceeding Commoms should 
bo fifed no later than 88071 1. Served on 00062/. 

SHOEMAKER.C.J. Atomic Saloty and Licensing Appeal Panel #288 6619 BB/00/27. 
Ofllce of ihe Genoral Ccunsol 3pp 45960 3i6 45960 318 

8807060014 Govts response to Board order of 880624.* Advises that Board questioning 
of witnesses w.ll result in conclusions that any partial nonp/oduciion of that occurred 
in 1982-83 was ol no consequence. 

LETSCHE.KJ. Suffolk County, NY. LETSCHE.KJ. Kirkpatrick A Lockhart. 
ZAHNLEUTER.R J. New York. Stato of #300 66 22 00/06/28. Atomic Safely and Li- 
censing Board Panel. 15pp 45995 299 45995 313 

8807060026 Forwards proposod Wilnoss list to ul.l response lo 880624 toicon order. 
IRWIN, DP Long island Lighting Co IRW1N.D.P. Hunton A Williams #3 BB 6823 B8/ 
06/28 GLEASON.JP , KLINE.J.R., SHON.F.J. Atomic Safoty and Uconsing Board 
Panel. 9pp 45996 305 45996:313 

8807060033 Forwards util response to 8B0624 te'eon order 
JRWIN.D.P. Long Island Ughl.ng Co. IRWIN.D P Hunion A Williams #388 6624. 88/ 
06/28. GLEASON.JP. KLINE.J.R. SHON.F.J, Atomic Safety and Licensing Board 
Panel- Ip. 45996:240-45996 263. 

-6807060043 LILCO response to 880024 telcon order * Suggested procedures to be 
incorporated 89 part of hearing l.sted Supporting documentation A Certificate of Svc 
end. 

IRWlN.O P. Long Island Ughiing Co. IRWiN.D P. Hunton A Wil iams 88/06/28. Atomic 
Safety and Licensing Board Panel, app 45996 241-45998 263. 

8607060049 NRC Stall response to mel on to quash subpoenas.’ Subpoenas reasona- 
ble A necossary in order to obtain evidence re proceeding Arguments advanced by 
Intervanors In support of molten w/o merit A should be rejectee W/CorU. cate of Svc. 
CLARK.LB. Assistant Genoral Counsel for Hearings. #388 6625 88/06/28 Atomic 
Safoty and Licensing Board Panel 9pp 45995 329 45995 337. 

6807069063 NRC Staff response to Board request for deponents lor proposod discov- 
ery sanction inquiry.’ intorvonor past defiance of Board orde/od discovery on roa’lsm 
issues should result In d-smtesal ol contentions. Certificate of Svc encf 
YOUNG.M.A. Assistant Genoral Counsel for Hoarlngs #388 6626 88/06/28. Atomic 
Safety and Licensing Board Panel. 6pp 45996 351-45996 350 

8607110019 Board memorandum A order fryi ng on Iniervonora motions io vacate A to 
stay Board 88061 7 order}.* Motion found premature A denied Served on BB0701. 
GLEASON, J P. Atomic Safety and Licensing Board Panel #388 6658 80/06/30 New 
York, State of. 2pp 46034: 1 15-46034. U 6, 

8607110034 NRC staff response to Intervenore motion to vacate A request for stay.* 
Motion should bo denied based on nonpersuasive arguments Certificate of Svc encl. 
YOUNG.M.A Assistant General Counsel lor Hearings. #388 6662 08/06/30 Atomic 
Safety and Licensing Board Panel. 16pp. 46034:097-46034 112. 


4 603 4 : 1 25-46034 ; 1 25. 

6807110023 Forwards original verification by FP Petrone for Suffo’k County further re- 
sponses to ULCO second set ol interrogatories ro Contentions 1-2.4-ft A lO.dsd 
000603 Retalod correspondence 

LANFHER.L-C. Suffolk County, NY. LANPHER.L.C. Kirkpatrick A Lockhart. #363 
6660. 00/07/01. SISK.D, Hunton A Williams 2pp. 46034:1 13*46034:1 14. 

8807110026 Forwards revised Page 7 to NRC 080630 response lo Intervenes moion 
lo vacate A request for 9iay, recharacterizing ASLAB 080627 rul.ng as be ng w/o prej- 
udice 

YOUNG, M A. Assistant General Counsel for Hoarings. #388 6661. 80/07/01 
GLEASON.J P., KLINE.J.R.. SHON.F.J. Atomic Safely and Licensing Board Pane 
2pp. 46034 090 46034 091. 

8807140031 Stato of NY response to LILCO third set of intorrogalonos A requests lor 
production of documents ro Contentions 1-2. 4-8 A 10 to Suffolk County.Siaie of M 
A town of Southampton.* w/Cortificate ol Svc Related correspondence. 
ZAHNLEUTER.n.J New York, Stale ol. #380 6608 08/07/05. Long island Lg'-Ung 
Co 15pp. 46117 249 46117 263 

8807140010 Forwards Suffolk County answers to LILCO third set of Interrogsteiios A 
requests for prod-jcllon ol documents ro Contentions 1*2.4 0 A lO.Related corre- 
spondence. 

LANPHER.L-C. Sulfolk County. NY. LANPHER.L.C. Kirkpatrick A Lockhart #388 
6607 06/07/06. SlSK.D. Hunton A Williams Ip. 401 1 7:170*401 17:193 

-8807140016 Suffolk County answers to LILCO third act of interrogatories A requests 
for production of documents ro Contentions 1*2, 4 B A 10 * W/supporiing docu.meita 
lion A Cortificatu of Svc. Related correspondence. 

IANPHER.H.H. Suffolk County, NY LANPHER.H H. Kirkpatrick A Lockhart. 08/07/06 
Long Island Lighting Co. 15pp 46117,179-46117:103. 

8807140053 Forwards Suffolk County documents In response io LILCO second sal ol 
interrogatories A document requests ro Contentions 1 -2.4-0 A 10. W/o ends Related 
correspondence. 

LANPHER.L.C Suffolk County, NY LANPHER.L.C Kirkpatrick A Lockhart #388 
6690 88/07/06 SlSK.D. Hunton & Williams. 2pp. 46117:290-401 17 291. 

8807140023 ULCO reply to Intervenors proposed fmd ; ng8 on school bus drivers A hosp 
evacuation t-me estimates (ETEs) ’ intervenors have not shown that ETEa fat to $a* 
isfy NRC emergency plann'ng regulations Certificate of Svc encl 
CHRISTMAN.J N Long Island lighting Co. CHRlSTMAN.J.N. Hunton A W« .airs 
#300 6689 88/07/08 Atomic Safety and Licensing Board Panel. 67pp. 46117:013 
46117.079. 

8807140040 Forwards executed verifications of FR Jones.FP Pelrone, Ft Jones A J B> 
lello for filing w/Suffolk County answers to ULCO th’-rd sol of Interrogatories re Ob'* 
tenllons 1 -2.4-0 A lO.dtd 000700 Related correspondence. 

LANPHER.L C Suffolk County, NY. LANPHER.L C Kirkpatrick A Lockhart ff 393 
6606 68/07/08 Docketing A Services Branch. 6pp. 46117:205-46117.200 

8807160033 ULCO views on disposition of LILCO appeals fiom LBP-B7-32 & LBP-68- 
2 * Requeste that ASL4B certify Issue of mootness A Issues raised in appoa's W/Ccr- 
tificate of Svc. 

MATCHETT.S.D. Long Island Ughiing Co. MATCHETT.S.O. Hunton A Williams #366 
6701. 88/07/11. Atomic Safety and Licensing Appesl Panel 16pp 40160 31 B- 
46189333. 

8607200045 Brief ol Suffolk County.Slele of NY A town of Southampton re dspos-iten 
of ULCO appeals of partial Initial decisions re 860213 exorcise.’ ULCO appeas 
should be decided on merits or advisory opinion 9. W/ Certificate of Svc A support ng 
info. 

MILLER.MS Suffolk County, NY. MILLER.M.S. Kirkpatrick A LOCkhart. 
PALOMINO, F.G. New York. Stato of #368 6730 80/07/11. Atomic Safety and U* 
censing Appeal Panel. 61pp. 46103:115-46193:174. 

8807 200064 NRC Staff reply to 880627 Appeal Board order.* ASLAB should decide on 
issues now so any controversy surrounding exercise will be evaluated according fo 
proper Interpretation of relevant fegal 8 ids Certificate of Svc encl. 

YOUNG.M.A Assistant General Counsel lor Hearings. #308 6736. 80/07/11. Atom* 
Safety and Licensing Appeal Panel, 9pp. 46102:170-46192:178. 

8807200053 NRC Staff response to LILCO second motion lor summary dispos itan on 
emergency broadcast issues.* Motion should be granted W/ Certificate ol Svc 
BACHMANN.R.G. Assistant General Counsel for Hearings. #388 6737. 80/07/12. 
Atomic Safety and Licensing Board Panel. 14pp. 46193:300-46193:322. 

8807200079 NRC Staff proposed findings ol fact A conclusions of law In form of f-artal 
Initial decision on remanded Issues or hosp ovacualion time estimates & ava tab. ity of 
school bus drivers * Certificate of Svc A supporting Info encf, 

BACHMANN.R.G , BARTH.C.A. Assistant Generar Counsel for Hearings. #300 6738. 
88/07/12. 42pp 46194.049-46194.090, 

8807220072 Response ol Suffolk County, Slate of NY A town of Southampton In opposi- 
tion to LILCO second motion for summary disposition of emergency broadcast issue.* 
Certificate of Svc A supporting documentation encl. 

MfSSAL.MJ. Suffolk County, NY. MISSAL.M.J. Kirkpatrick & Lockhart 
PALOMINO.F-G. New York, State of. #368 0768. B8/07/12. Atomic Safety and Li 
censing Board Panel. 120pp. 46195:115-40195:234. 

8807200127 Production of ULCO exorcise documents.* Forwards list of d scontir uitas 
in numbering of LILCO player-generated exercise documents. Related correspondence 
INGEBRETSON.C Long Island Ughting Co. JNGEBRETSON.C. Hunton A W.ihams. 
#388 8743 68/07/13. LETSCHE.K J. Kirkpatrick A Lockhart. 3pp. 46193 293* 
46193:295 


DOCKETED ITEMS 89 


A8D7200015 ULCO rep‘y to NRC Staff proposed find nys on school bus drivers & hosp 
evacuaicn lirre est mates* Board advised to rely on eiiner NRC or uff proposed 
f nd r.QS Cort ftcalo ol Svc ere' M 

CHR5TMANJN Long Island LigMing Co CHRISTMAN.J N Hunton & Wiliams 
#539 6735 60/07/15. Atomc Safety end licensing Board Rano! Bpp. 46193.100- 
46193.M3 


SB07200021 Merrorandjm & Order * Stale of NY.Suffolk County & lown ol Southhamp- 
° »nn 670630 motion fer reconsidn ration of CL< 67*05 den.odMofron lo reopen carnal 
be means for parties to pass off old coniemons for bolter results Served cn 660715 
CHILK.SJ Office Of the Secretary of tho Ccmmisson // 300 6721 60/07/ 15 Now 
York, Sialo of 4pp 46 1 92 344-46192 34 7. 


6607220019 Advises that witnesses w.'l havo to appoer In order ol F Jortos.Rogan 
treDCarrt & Dav doff at hearing tomorrow dje to presence of Sheppard. 

LAN^hERLC Krrkpa/r.ck <3 l0Ckha« tf'jQO 6767 60/07/10 GlEASON.J.P . 

KLINE JR'. SHON.FJ Atomic Safety and Licensing Board Pano‘ ip. 46195 257. 
46195 257 


8307290064 Suffcli County orrornercy oporatons plan.’ Summarizes tit CO knowledge 
ol a.ioged request A rocoipt of Suffolk County emorgency plan Support ny documoma 
ton 3 Certificate of Svc oncl . „ 

ffivVfNOP tong fstand Lighting Co. JRvVJN.DP Hun JOn A Wiuams 0308 6774 60/ 
07/IB GLEASON.JP.. KLINE.jn. SHON.FJ AlO'ivc Safety and Ucens ng Board 
Panel 1 Spp 40253 265-46253 279 

6607290152 Rospcnso of Corrmonwea'lh of WA ally flonornl to appl cant motion for 
proloctive order * Commonwealth Of Ma <n no way agrees w/ASLB oarliOr docisicns 
io sim lar manors Related co'respondon.co 

JONAS. S A Massachusetts. Commcnweolih pi 68/07/ 16 Atomic Safety fif’d Licens- 
ing Board Pa'tel 6pp 46254 231 46254 23G 

8607290070 Fo'wards JV Bdolo 81)0708 inomo di9Cussod during 8607 12 hooting to 
com pi a ice w/Stalo of NY Freedom of info Law (FOIL) & 000603 memo announcing 
FO i. som nar on 003627 

LANPHERLC Suffolk County. NY IANPHEFT.L C Kirkpal'lck & Lockhart. ft 380 
6770 00/07/19 GLEASON J P . KLINE, J R . SHON.FJ Atonvc Safety and llronslr.g 
Board Panel 3pp 46254 225 46254.227 


8807290025 Forwards Rbv 10 to LIlCO p'an recently SOht to Stain personnel Other then 
counsol W/o and Cemlirate of Svc end Rolated corrospondonco 
2AHNLEUTER.R Now York. Stalo of //388 6795 86/07/20. FREII.ICHLR.I. Long 
Is and Light ng Co. 4pp 46254 095*46254 090 


6807290001 Responds to 080606 Ilf to I Froi’lr.hOr re emorgency p'an custody WhO'i 
p'ani Icensng litigation completed A commercial opo'ai'on ccmmonces omorgency 
plan wi i be made ava.labiu Rolated corrospondonco 

IRW'NDP long Island Lighting Co IHWlN.O P Hunlon & Wiliams //HOB 6775 00/ 
07/20. ZAUN lEU TER, n J Now York. Sialo of Ip 46254 164 46254 104 


880729002B fonvanfs s gned & rolari20d affidavit of JA Welsmantlo 
•RWINOP Long Island Light.ng Co IRWIN.OP. Hunton & Williams. Z/300 6703 60/ 
07/2t ’ GLEASON..J P, KLINE.JR, SHON.FJ Atomic Safety nnd Licensing Board 
Panel ip 46254 099 46264 103 

-8807290035 Afhdav.t of JA Wesimantlo ’ Ciscussus assort on that ULCO obtained 
ccmploie copy of Suffolk County emorgency operations plan outside of formal discov- 
ery processes 

WEISVANTLE.J Long la'and Lighllng Co. 00/07/16 4pp 46254: 1 03-40254 103 


0007210004 Comment opposing p*cposed rue 10CFR50 re Lcens-ng of nuclear power 
p.'anfe where sfafe A/c < *ocaJ go vis decl^o t o cooperate in ottstio emo/gency Pi- 
ning 

LANCtLlOni.J At fi: ai on Nol Assigned 87/02/06 REAGAN, R. Preside d of U S & 
Executive Cff COS Ip 46277 005 46277.005 

0807100042 Comment opposing proposed rule 10CFR50 ro iconsing of nuclear power 
plants whore state A/o' local govts decline to cooperate ; n offsiie emergency p an 
rjng 

OUinOLO.A Afli! akon Not A9S-gnod 07/02/00 PARLER.WC NRC • No Deta.lod Af- 
filiation Given Ip 46165 209 46165 289 

8007100071 Comment opposng proposed rule 10CFH50 ro Iconsirg ol nuclear power 
plants whore slate A /or local govts decline to cooperate in offsite emergency p’ae- 

BU?tn B BURR FA Affiliaton Not Assignod B7/02/09. ZECH.L W Commissioners 
Ip 46165 326 46165.326 

6607200034 Comment opposing proposed ru'o 10CFR50 ro licensing of nuclear power 
plants whore slate A /or local govts doci.ne io cooperate in offsite emergency plan- 

TU&IN.PE AffhoLon Nol A9S:gnod. 67/02/14 Corr.m RS’OnorS Ip 46197 070- 
46197 070 

6807210061 Comment Supporting proposed rule 10CFR50 re I censing of nuclear power 
plants where slate &/or local govts decline to cooperate in offsito omo-goncy plan 

DA^CHERGH Affiiai on Not Assigned 87/02/17 REAGAN. R Presldoni of U S & 
ExeCutivo Off-COS ip 46200 084 46208 084 

6007180252 Comment supporting proposorf ru'o TCCFR50 ro licensing o' nuclear power 
plants whom stole 8 /or local govt 5 dochno to cooperate in otfsitn orrorgency plan- 

PR?)DF.LL.AG Sh.oroharn Wad n.g River Contra! School DslrCl. NY 07/02/10 
ZCCM.LW Commissioners 4pp 46191 C66 46191 069 

8007100316 Comment opposing proposed rulo 10CFR50 re kcons-r.g of nucloar power 
pfanfs where slate A/or local govts docir.o lo coopotalo in ottsito emorgoncy pfan- 

CA&PENTER.J. AfMIfilion Nol Assigned. 07/02/20 2ECH.I. W Corr.m'ss cnors Bpp 
46165.351-40165 350 

0807210146 Comment opposing proposed rulo 10CFR50 ro iconsing ol nuc'oar power 
plants whoro sialo 6 /or local ge’/ts dcclne lo cooporota h offs lo emergency plan- 

CURRAN. O.. WEISS. E Mormon & Woss CURRAN. D. Un-On of Concomod Scie.niisls 
07/02/20 ZECH.L W Comm sslonors ROBERT S.T.M , ASSELSTlNE.J.K NRC * No 
Do t ailod Affl-atlon Given 4pp -16208 100-40200 103 

0807180321 Corrmont opposing proposed rulo I0CFR50 re Iconsing ol nucloar power 
plonis whoro siato A/or local govts decl no to cooporato in olfs lo umorgoncy plan 

SH^nnY.O Afluahon Nol Asvgned 07/02/21 ZECH.L Comm.s9loner9 Ip 
40101 065 46191:005 

6807180274 Comrnoni opposmo proposed rule 10CFR50 ro llconsmg of nuclear power 
p-onis who'0 stale &/or local govts doc'mo to cooperate m otfsiio omo'gor.cy plan 
n.ng 

SNElDLR.CS Massachusetts. Commonwealth of 87/02/23 NRC ■ No Detailed Affi'i- 
alion Given Bpp 46igi 0B1-46191142 


8807290074 LILCO brief In opposition io Iniorvenors appeal of Board partial initial deci- 
sion cn su tob'hty ol rocopllon ctrs.* Appeal Board should aff-rni ASlU Partial In.ilal 
Doc.s«on IBP^ ^0 -13. Supporting info & Ccrlificalo of Svc or.cl 

CHRISTMAN, J.N Lor.g Island lighting Co. CHRISTMAN. J N. Hunton & Wiliams 
*383 6605 80/07/25. Atomic Safety and Licensing Board Panel 60pp 46254 165 
46254.224 

8807290189 Forwards soven oversized maps used by port.clpanis in 800607-09 FEMA. 
g'Bdsd exorcise of ulH offsite omergor.cy rosponso plan W/o mops Rolotod corro 
spor dance 

INGEBRETSON.C. Long Island Lighllng Co INGEORF.TSON.C Hunton & Williams 
#390 6809 08/07/25 LETSCHE.K J Kl/kpairlck & Lockhart. Ip 46250 207- 
46258 207. 

8807290190 Further NRC comments on Impos’ilon of sanctions * Rocord of sanction 
hearing provides furthor support for d.smlssal ol realism contentions based on .ntervo 
nors fa lure to comply w/di6COvery.Cortlficate of Svc oncl 

YOUNG. M A. Assistant Gonoral Counsel for Hoarlnys //30O 6010 B0/O7/26 Atomic 
Saloty and licons'ng Boa'd Panol. 15pp 40258 200 46258 222 

8807290217 Suffolk County & State ol NY suppl to 000615 hi ng " No ba^s exists for 
Impo&ino sar.ct ens on govls in Cll 66-13 romand procoodng Supporting Info & Certifi- 
cate of Svc enci 

LETSCHE.K J Suffolk County. MY. LETSCHE.K J. Kirkpatrick & Lockhart. 
ZAHNIEUTER.R.J. Now York. State of. ft 308 6011 08/07/26 Atomic Safely and Li- 
censing Board PanoL 01 pp. 46258 320.46259:049, 

8807290268 LU.CO suppl to 800815 brlel on dlscovory sorcilons In light of subsequent 
developments/ BoorcTshou'd roafli'm dismissal of ronl.sm/bost efforts contenl ons. 
IRWlN.DP. Lor.g la'dnd Lighting Co IRWIN, D P. Hunton & Wil.iams. ^300 6812. 08/ 
07/26. Atomic Saloty and Uconslng Board Panol. I34pp 46258.017-46250 148 


H. General correspondence 


0607100344 Comrnoni opposing proposed ru'o 10CFR50 ro llcons-ng of nucloar power 
plants whoro sinto 0/or local govls dodr.u to cooporate in offsite emergency p'an 
rrng 

PARRISH K Afhl alien Nol Assigned. 87/02/23 ZECH.L Comm ssionors. ip 
46191 079 46101 070. 

6007200302 Common! opposing proposed rule 10CFR50 io l.canslng of nuclear power 
plants whoro state &/or 'ocol govls decline lo cooporaio in offs la emorgoncy plan* 
ring 

HALPIN P G Now York, State of 07/02/23 NRC • No DotaHod Affiliation Glvon 6pp. 
46208.032-10200 030. 

0607160340 Common! opposing propt)90d rufo fCCFf?60 ro ficensfng of ruc/oar power 
plants where slate &/or local govt9 doclino to cooperate in ofislte emorgency plan- 
hieg. 

BAUBITT.B. Affii'ailcn Nol Assigned. 87/02/24. ZECH.l.W. Commssioner9 3pp 
46106 300-40165 311. 

8807180367 Comment opposing proposed ru'o 10CFR50 ro llconsng of nucloar power 
plants whoro state £/or focaf govts declno to cooporaio In olfstio omo/goncy pf^n- 
nnn 

VlfcT.BlG.JO. Alli'iat-on Not Assigned. 07/02/24. ZECH.L Comm'ssionors. Ip. 
46105319 46165310 

8007200004 Com.meni oppos-ng proposed rulo 10CFR50 ro licons'ng of nuclear power 
planis whero state &/or local gvts decl r.o lo coopomlo in offsite omorgoncy plar.rlrg. 
EVANGEL ISTA.J. AMIaiton Nol As a. good. 67/02/ 24. ZECH.L. Commissiwinrs 2pp 
46107.073 40107 074 

6807200006 Commont opposing proposed ru'o 10CFR50 ro licensing of r.uclQQr power 
p'ants whoro slate &/or local govts decline to cooporate in offsite omorgoncy p'an- 

MlfLlER.R Alliliat.on Nol Assigned 67/02/24. ZECH.L. Ccmm ssionors. ip. 
40 J 07.072*46 197. 072. 


9007100014 Comment supporting proposed rulo 10CFR50 ro keens ng of nuclear powqr 
p'ants where state &/or focal govls decline to cooperate h offsite omorgoncy plan* 
nno 

YORk.F.n Affiliation Not Assigned 07/02/06. MARKEY.E House of Rep ip 
46165:201-46165:281. 

8607100358 Comment oppos ng proposed rulo 1DCFR60 ro licensing of nuclear power 
plants whore stole A/m \nr.M nnvta rfnnl : nn in rnnnnraie In offsite emeroonev Olan- 


6607200307 Commenl opposing proposod rulo 10CFR5O ro llcens.r.g of nuclear power 
plants whero sialo A/or locaT govts doclino to cooporolo In offsito emorgon.cy p'an- 

BA&011 T.B Affiliation Not Assigned 87/02/24. ZECH.L.W. Commissioners. 2pp 
46197001*46197.003 

6607200326 Comment opposing proposed rulo 10CFR50 ro llcens.ng of nucloor power 
plants where state &/or loco) govts decline to cooporaio in offsiie emergency plan* 


8807200339 Comment opposing proposed ru'o 10CFR50 re i censing of nuclear power 
p'anis where stale 8/ or local govts da cine to cooperate in otisiie emergency plan- 
ning. 

BiDEN.J R Amiation Not Assigned. 07/02/24 NRC * No Detai'od Atf.lation Given. 
2pp 46200 049-46200 050 

8607200364 Comment opposing proposed rule 1QCFR50 re 1 censing ot nuc'ear power 
plants where slate & /or local govts decl no to cooperate in ofl6ite emergency plan- 
nnn 

BOSSONG.K Afli.aton Not Assigned 07/02/24. ZECH.L Commissioners 4pp 
46200.062*46200 056. 

8607200069 Commeni on proposed rule 10CFR50 re Icens-ng of nuclear power plants 
where state A /or local govts decline lo cooperate in offsite emergency pfenning. 
PLATT .R Aff.nailon Not Assigned 87/02/25 ZECH.L W. Commiss cners ip 
40107. 067-461 97.067. 


9907200116 Comment opposing proposod rule 10CFR50 re licensing of r.uclea r power 
plants where state 8 /or local govts decline to cooperate in oil site emergency piar~ 

n'ng. 

KlTCH.CL Affflallon Not Assigned 07/02/27. Office of ihe Secrotary of the Commis- 
sion ip. 46197.053-46197 053. 

9607200194 Discussos B7D227 telcon from P lozowsky xe opposition cl proposed rue 
10CFR50 re emergency planning rule 

HOYLEJ.C Commissioners. 07/02/27 NRC ♦ No Dola-ied Alfiiation Given. »p 
46207.335-46207:335. 

8007210049 Comment oppos no proposed rule 10CFR50 re licensing ot njc'ear power 
plants where state A/or local govts decline to cooperate in offsite emergency plan- 

MAUSER. A. Affiliation Not Assigned. 87/02/27. Reg on 1, Ofc of the Director ip 
46208 070-46208.078 


nlni 

JORNSON.C AfM atlon Not Assigned 87/02/26. REAGAN, R. President of U S & Ex 


0607200076 Comment opposma proposed ru’e 10CFR50 re licensing of nuclear power 
pfanls where state 8/or local govts decline io cooperate h offsite emergency plan- 
ning 

CALanDRA.A. Affi iation Noi Assgned. 87/02/25. 2ECH NRC • No Delated Affiliation 
Given. Ip. 46197:066 46197:066- 

8 9072000 84 Comment opposing proposed ru'e 10CFR50 re licensing of nuclear power 
plants where state S/or focal govls decline to cooperate h offsito emergency plan- 
nnm 

GOODY, PB. Southampton Press Publish ng Co. Inc 07/02/25 ZECH.l W Commis- 
sioners. 3pp. 46200 059 46209.06 1 

0807200088 Comment opposing proposed rule 10CFR50 re licensing of nuclear power 
plants where state A /or focal govls dec'ino lo cooperate In offsite emergency plan- 
ning. 

BRANDON.L Affi’lanon Not Assigned 07/02/25. ZECH.L Commissioners Ip 
46197:064-46197.064 

8807200094 Comment 9 upport.ng proposed ru'd 10CFR50 re l-consing of nuclear power 
plants where slate 8/or local govt9 decl ne to to cooperate in offsite emergency plan 
nlng 

STEIN0ERGER.A AffHation Not Ass ; gnod 07/02/26. ZECH.L.W Com miss oners Ip 
46197:060 46197.060 

8807200096 Comment opposing proposed rule 1QCFR50 re licensing ot nuclear powei 
plants where staid A/or focal govts decline lo cooperate In offsite emergency plan 
ring 

DILGARD.E l Aff.iiation Not Assigned 07/02/26 ZECH.L. Commissioners Ip 
46167:059-40197:059. 

8807200100 Commeni opposing proposed rule 10CFRS0 re licensing of nuc'ear powei 
plants where state A/or local govts dec’ine to cooperate in oflsno emergency plan 
nlng 

6/OORE.V B. Affiliation Not Assigned 07/02/26 ZECH.L W Comm sslonors Ip 
46197:058-46197.058 

0807210101 Commeni opposing proposed rule 1OCFR50 re licensing of nuclear powei 
plants where state 8/or local govi9 dec'mo to cooperate in offslo emergency plan 
nlng 

JOHNSON. I 

ecutive Offices Ip 46208:088-40208 0B B. 

8807180340 Comment opposing proposed rule IOCFR50 re licensing of nuclear powei 
plants where state 8 /or local govts decline to cooperate in ottstie emergency plan- 
nlng 

GANDT.H.F. AMiliation Not Assigned. 87/02/27 ZECH.L NRC * No Detailed Affiliation 
Given. Ip 40165:295-46165.295 

8807190006 Comment supporting proposed rule 1QCFR60 re leaning of nuclear power 
plants where state 8/or local govts decline to cooperate in offs le omorgoncy plan- 
ning. 

SOUTHWICK.L Affillalion Noi Assigned. 07/02/27. NRC - No Deteiod Affiliation 
Given. Ip. 46177:349 46177 349 

0807190025 Comment supporlng proposed rule 10CFR50 re l.consmg ot nuc/ea' power 
pfanla where state &/or local govts decl.no to to cooperate In offsite emergency 
planning^ RC should mandate that slates prov.de evacuation plans 
DAL MullN.A. Affiliation Not Assigned 87/02/27. ZECH.L W. Commissioners Ip. 
461 7 7:35CM0t 77:350. 

8607190034 Comment opposing proposed ru*e 10CFR50 ro licensing of nuclear power 
plants where state 8/or local qovis doc'ine to cooperate in olfs.to emergency plan- 
nlng. 

PALMISANO.PA,. PAlMlSANO.EP. AfWia.Uoc\ Not Assigned 67/02/27. 
ASSELSTINE.J. Commissioners, ip 4B1 77:351-461 77:351 . 

8007190037 Commeni opposing proposed rule 10CFR50 re licensing of nuclear powor 
plants whore slate 8 /or local govts decline to cooporate In offsite emergency plan- 
ning. 

CHILDS, A. Aff nation Not Assigned 87/02/27. CHILK NRC ■ No Detai'ed Affl'iation 
Given. Ip. 46177:352-46177:352. 

8007190049 Comment supporting proposed rule 10CFR50 re licensing of nuclear power 
plants where state &/ot total govls decline to to cooperate in offsite emergency plan- 
ning 

WACKIE.B A. Affillaton Not Assigned. 87/02/27. ZECH.L.W. Commissioners 4pp. 
46177:354-46177:357. 

0607200024 Comment opposing proposed rule 10CFR6Q re licensing ot nuclear power 
plants where slate &/or focal govts decline to cooperate in offsite emergency plan- 
ning. 

DWORK.G Affiliation Not Assigned. 87/02/27. 2ECH.L Commissioners, ip. 
46207:328-46207:328. 

6807200113 Comment supporting proposed ru ? e 10CFR50 re licensing of nuclear power 
plants where slate A/or focal govts decline to cooperate in offsite emergency plan- 
nlng. 

LANKE9.J B. Affiliation Not Assigned 07/02/27. NRC - No Detailed Affiliation Given. 
2pp. 46107:054-46197.055. 


8807190055 Comment oppos ng proposed rulo 10CFR50 re licens'ng of nuclear power 
plants where slate &/or local govls decline to to cooperate ‘n offsite errorgoncy pier 

CaEdERONE.B Affiliation Not Assigned 87/02/20 ZECH.l NRC ♦ No Doia 'od Avi- 
ation Given. ip, 46177:358-46177:350. 

8807190286 Comment oppos ; ng proposed rule 10CFR50 ro l.cens ng of nudoa* powe- 
plants where state &/or local govts decline to to cooperate in otlsito emergency pan- 
ning 

MELZER.G M. Affiliation Not A99lgned 87/02/28. NRC • No Detailed Affiteton Ghror 
Ip 46191 147-46191*147 

8807190376 Comment opposing proposed rulo 10CFR50 re icens ng of nuc'oar power 
plants whore state &/or local govls decline to cooporalo rn offsito emergency fan- 
ning 

* Affiliation Noi Assigned 07/02/20. NRC - No Delated Affiliation Given ip. 
46191:140-46191:140. 

8807200032 Comment opposing proposed rulo 10CFR50 to leaning of nuclear pcwo r 
plants where 9late 8/or local govts decline lo to cooperate in offsito emergency p‘an- 
mng 

RUDD.C Affiliation Not Assigned 87/03/01. ZECH Commissioners. 2pp 40194.091 
46194:092. 

8807200304 Comment opposing proposod rule 10CFR50 re l:C0n9iny of nucloar power 
plants whore stale &/or focal govts doefino to cooperale in offsito omorgoncy plan 
nlng 

KRAUSE.S. Affiliation Not Assigned 07/03/01. NRC - No Detailed Alfiiation Glvon 
2pp. 46197.080-46197.080. 

8807210010 Comment opposing proposed rufe 10CFR5O re hcens.ng ol nuclear power 
plants where stale &/or local govls decline to cooporalo in offsite emergency p‘a*i 

sJStKIN.M Atlillalion Noi Assignor. 87/03/0V REAGAN, R. President of US. & Ex 
ecutive Offices. Ip. 46208:066-40200 066 

8807220166 Comment opposing proposed rufo 10CFR60 re licensing of nudoa.' power 
plants where state A /or local govts decline lo to cooperate in oll9ite omorgoncy plan 

SL^TKIN.M Affiliation Not Assigned, 07/03/01. ZECH NRC * No Oomited All a'Jcn 
Given. Ip. 46220:300-46220:308. 

8807250134 Comment opposing proposed rufe 10CFR60 ro licensing of nuclear power 
plants where 9 tato 8/or local govls decline to cooperate in olfs.te emergency pan- 
ning. 

GUARIGLIA.M A, GUARlGLlA.AM Affiliation Not Assigned 87/03/01. ZECH.LW 
NRC - No Detailed Affiliation Given. 2pp. 46246:100 46246:101. 

8807190109 Comment opposing proposed rufe 10CFR5O re llconsmg of nuclear power 
plants where state 8/or local govts decline lo to cooperate In offsito omorQercy plan- 
nlng. 

BERKOWITZ.K. Affiliation Not Assigned 67/03/02- ZECH.L. NRC ■ No Deleted Aff it- 
atlon Given. 3pp. 46230:254-46230:256. 

8807190117 Comment opposing proposed rule 10CFR50 re licensing of nuclear power 
plants whero state 8/or focal govts decline to cooporate In offsite emergency plan- 
ning, 

CALVERT.P., BRAUMBART.M. Affiliation Not Assignor 87/03/02. ZECH.L.W. Con- 
missioned, ip. 461 7B:001 -46170:001. 

8807190134 Comment opposing proposed rule 10CFR60 ro Jicensng of nucfoa r powe» 
plants where slate 8 /or local govts decline to ooparale in offsito omergency p' arming. 
CUNNINGHAM.P. Affiliation Not Assigned 07/03/02. ZECH.L.W. Commissioners. 
2pp 46178:003 46178:004. 

8807200057 Comment opposing proposed rule 10CFR50 ro Jicens'ng of nucloar powor 
plants where state 8/or local govls decline to cooperate In offsite emergency plan- 
n-ng. 

BUTLER. D.. BUTLER, L. Affiliation Not Assigned. 07/03/02. NRC - No Delated Aff I- 
atlon Given. Ip. 46194:046-46194:046. 

8807200070 Comment opposing proposed rule 10CFR50 re licensing of nuclear pc*w 
plsnls where elate 8/or local govts decline to cooperate in otfslle emergency p’an- 

SkI’fFREY.P. Affiliation Not Assigned. 87/03/02. ZECH.L.W. NRC ♦ No Data ed Af- 
filiation Given, ip. 46194:094-46194.094, 

6807200170 Comment opposing proposed rule tOCFRSO re licensing of twelear power 
plants where state A/or local govts decline to cooperale In offsite emergency plan- 
ning. 

SCHNEIDER. S. Affiliation Not Assigned. 87/03/02. ZECH Commissioners, ip. 
46197051-46197:051. 

8807200378 Comment opposing proposed rule 10CFR50 re licensing of nuclear powe* 
plants where state 8/or local govts decline to cooperale in offsite emergency plan- 
ning. 

CUNNINGHAM, P I. Affiliation Noi Assigned. 07/03/02. ZECH.L.W. NRC - No Detailod 
Affiliation Given. Ip. 46197 093 -46 197:093 
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0040 Comment opposing proposed ru'.e 10CFR50 ro licensing of nuclear power 
i whoro stato &/or local govis doc: no to cooperate in ollslte omorgoncy plan- 

SOLLY.JM Alfliatron Not Assgned 87/03/02 NRC ■ No Detailed Alftfahon 
i 2pp. <16208 074 46206 075 

0160 Comment support ng proposed rule 10CFR50 ro hcons-ng ot nucloar power 
s kvde'o state 4/or local govts decline lo cooperate in offsite emergency plan 

’IN.R c AM.hation Nor Assigned 87/03/03 ZECH.L Comrr.las'onors 2pp 
B 006 46178 007. 

>0077 Commoni opposing proposed rulo 10CFR50 ro licensing of nucloar powor 
9 whore siare &/or focal govts decline ro cooperate in offsite emergency plan- 

HCRS.RJ.. RtECHERS.C. Affifisf'on Nor Ass-gnurf 07/03/03. PALLAOfNON 
mssior-efs 2pp 46194 095-46194 096. 

10083 Comment opposing proposed ru'o 10CFR50 re licensing of nuclear power 
<t whore siaio 6/or local govis doclno ro cooperate In offsoe emergency p'an- 

KERDGE.G Affilatbn Nol Ass gnod. 87/03/03 NRC • No Ootailed AMil atlon 
n. ip 46194 097.46194 007. 

30097 Comment oppos no proposed rule 10CFR50 re licons-ng ol nucloar power 
ts whom state &/or local govis decline io cooperate In offsite emergency plan* 

M,0 0. Atf-iat.on Not Assigned 07/03/03 Office of Nuclear Material Satoiy & 
•guard&.D. recto*. Ip. 46104:100 46104 100. 

00143 Cemmeni opposing proposed rule 10CFR50 ro licensing Of nuclear power 
to whore state &/or local govts decline to cooperate in offsite emergency plan 

>CH.HG AMi'iailon N 01 As&.Qned B//03/03 Commissioners Ip 46194 105- 
94 105 

50146 Corrment opposma proposod rule 10CFR60 ro licensing of nucloar powor 
its where state ft/or focal govts decl.no to cooporato in offsite emergency plan- 

^KOWITZ.K Afl.liahon Not Assigned 87/03/03 NowsData Corp , Soattio, WA tp 
46:103-46246 103 


6807210102 Comment oppos ng proposod ruto 10CFR50 ro licensing of nuclear power 
plants Virhern state &/or local govis decline to cooperate m ofls'le emergency plan- 
ing. 

BEYER.N A AffJiaiion Npi Ass gned 87/03/06 Ofpce of me Sectary of me Com- 
m.sslon 4pp 46208.089*46208 09? 

8607200281 Comment opposing proposod rule 10CFR50 re I icons' rg ol nuclear power 
plants whe/o a la to &/or local govts doclno to cooporato to offsite emergency pfen- 
ning 

ROBERT S.W.D. Alligation Not Assigned 87/03/07. Z ECH.l.W . 8ERNTMAL.F M . 
CARR. K M. NRC • No Dele lod Affriallon Given ip. 40107 076*48107.076 

6607210132 Corr.rnonl support ng proposed ru’o 10CFR5O re llconstog of nuc'oa' power 
plants where state S/or local govt9 decline to cooperate in oflslte emergency plan- 
nina 

HOFLZEH.C . HOELZFR.1 Affifiafion Not Ass'gnod 07/03/07. NRC • No Delated Af- 
filiation Gwen. Ip. 46208 097-46208.097. 

0807210137 Comment oppo 9 .ng proposed rule 10CFR50 ro l.conslng of nuclear powor 
plants whore siaie &/or loco' yt>vts declno to cooperate in olfs-to oxorgercy plan* 
rung 

WHEELER.C. Afli'lolion Not Assigned 07/03/07 Commissioners Ip. 48208 008- 
46208 09B. 

6807210149 Comment opposing proposod rule 10CFR50 re llcensng ol nucloar powor 
plants whoto state &/or local govts decline to cooperate in offsite emergency plan- 
ning 

BARNES.J.P Alf.ilai on Not Assigned 67/03/07. NRC • No Dolai'ed Affiliation Gwen 
3pp. 40200 104-46200 106 

8807210155 Comment opposing proposed ru'.e 10CFB50 /e Jcenstog of nuclear power 
plants where state &/or local govts decline io cooperate m olfsite omorgoncy plan- 
ing 

JELUFF.F. AHi'iation Not Assgned 87/03/07. NRC • No Deto.lod Afh'lailon Given, 
fp. 4 6203 \07 46200 f07 

6607210159 Commont oppos.no proposed rule 10CFR50 re llcensng ol nuclea' power 
plani9 where stale &/or local govts docl.ne to cooporato in otldito emergency plan, 
nfng 

• Affiliallcn Not A9S:gnod 07/03/07 NRC * No Deta'lod Affiliation Given Ip. 
46200.108 46208.108 


'0033? Comment supporting proposod rufo 10CFR50 ro licensing of nuefoar powor 
its whero state &/or local govis doc’.mo to cooperate In offsKo omorgoncy plan- 

sRENSKI.AJ. AfMiation Not A9s«gnod 87/03/04 NRC • No Doloi'od Affil atlon 
en. ip. 46197.O0B 46197.008 

J 00163 Commoni opposng proposed rule 10CFR50 ro licensing ol nuclear powor 
-Us where state &/or local govis doc'ino to cooperato In olfsllo emorgoncy plan- 

IlER.R. Affriallon Not Assigned 07/03/05 NRC ■ No Doia.lod Ablation Glvon 
46197:040 46197 040 


Q8O72T0169 Commoni oppos'ng prop090d rulo 10CFR5O ro Iconsfng of nuclear power 
planto whom siato &/or local govta doclno to cooporato In olfsite emorgoncy plan* 
nine. 

RHODES.J Aff.hailon Not Assigned 87/03/07 NRC * No Dotal'od Affiliation Grvon 
2pp. 40200.110 46203.1 11 

0807200289 Comment supporlr.g proposod rule 1OCFR60 ro llcens ng ot nuctoar power 
plants whore state &/or local govis dec'lno to cooperate .n otl9iie emergency plan* 
n.ng 

DELL.F. AlMlallon Not Assigned 87/03/00. ZECH.L Commssonors 2pp 48197.077- 
46197070 


200240 Comment supporting proposod rule 10CFR50 ro I'cons ng of nuclear power 
nls whoro sialo &/or local govts decline lu cooporate In offsite emorgoncy plan. 

ICELLI.D AffiJ align No) Ass gned 67/03/05 Olfice of Iho Secretary of Ihe Corn 
iSOP- lp. 46197 044*40197.044 

210001 Comment opposing proposod rulo 10CFR50 ro licensing of nuclonr powor 
nls who'© stole &/or local govts docl.no io cooporato to oiteilo emergency plan 

$HAN.0.M Alfiliallon Not Ass-gned. 07/03/05. ZECH.l W. Commissioners ip 
2 7 7 003-482 77. 003. 

220230 Comment opposing proposed rulo 10CFR50 ro licensing of nucloar power 
tnls where siato &/or local govts doclno to cooperate In oftsilo omorgoncy plan* 

I^ALL.J S Afftfafion Nof Assfgnod. 07/03/05 Commissioners 2pp 40230 268 
230 260 

'200247 Comment supporting proposod »uio 10CFR50 re Icofismg of nucloar powor 
ints whoro state S/or local govis doctino lo cooperafe in offsite omorgoncy plan. 

A^DNER.W.S. Affilallon Not Assigned 67/03/06. DocKotina & Sorvlcos Grenctv ip 
1197.045-46197.045. 


8807210107 Commont opposma proposed ru'e 10CFR50 ro licensing of nuclear power 
plants whoro siato &/or local govt9 doclino to cooporato in offsilo emergency plan- 
n-ng 

• AfljJ-aiJon No! Assigned 8 7/03/00 26CH Convrvss.cne/s 2pp. 46203 )13* 
40208.114. 

8807210109 Commont supporting proposed rulo 10CFR50 re 'Iconslny of nuclear power 
plan to wfm/o siato 3 for local g ovto decl-no to cooporato rn oftolto omorgoncy plan- 
ning. 

STOKES.T.F AHi'iat-On Not Assigned 07/03/08 ZECH.L W. Commlssionors Ip. 
46208.110*46208 1 18. 

880722004 1 Commoni support.ng proposod ru'e 10CFR50 re l.conslng of nucloar powor 
plants whoro stato &/or local govts doclino lo cooporato in offsilo emergency plan- 
ning. 

DOwNiNG.O.lv Affi'fation Nol Assignod 87/03/09. NRC • No Detailed Affiliation 
Glvon ip 46220.315 46220.315. 

8807200267 Commoni Supporting proposod rule 1QCFR60 to licensing of nucloar powor 
planls where state 8/or local govts docl.ne to cooperate in offsite omorgoncy plan 
ning 

* AlUiatton Not Assignod 07/03/10. Docketing & Services Branch 2pp. 40196:222- 
46196:223. 


7200256 Common! opposing proposed rule 10CFR50 ro licensing of nuclear powor 
ant9 whero sialo &/or local govts decline to cooporato in offsite emergency plan 

D^TESE.AS. Affiliation Not Assigned. 07/03/06. NRC * No Dotallod Affiliation 
Ivon Ip 46197 046 46197:046 

7210035 Commont opposlnp proposod rulo 10CFD5O re licensing ol nuclear power 
anls where 9taio &/or local govts decline to cooporato in olfsite emergency plan- 

A^KAVlTCH.J. Affixation Not Assignod 87/03/06. ZECH.l. W. Comnv.sstonors 2pp 
6208 072-45208.073 

7210058 Commont oppos nn proposed rule 10CFR50 ro l.conslng ol nucloar powor 
fonts where state &/or local govts decline lo coop orate In ollsite omorgoncy plan* 
-tog 

ORCE.J., SORCE.B.. MCCOY.D. Affiliation Not Assignod. 67/03/06. NRC ♦ No Do- 
med At fixation Given. 2pp. 46206 079*46200.080. 


8B072 10190 Commoni opposlnn proposod rule 10CFR60 re llcens’ng ol nuclear powor 
plants whero stato 6 /or local govts decline lo cooperate In oflslte emergency plan- 
ning 

BRODSKY, J Aff. nation Not Assigned 87/03/11 NRC * No Detailed Alfil-ailon Given. 
2pp 46208:1 16-46208. 116. 

8307220134 Commoni opposing proposed rule 10CFR50 re licensing of nuclear power 
plants whero stato &/or local govts decl.ne to cooperate In offsite emergency plan- 
ning 

CRONAN.A.M. Afhl-allon Not Assigned 67/03/11. Office of the Secretary of ihe Com- 
mrse/on. lp 4Q220.31 1*46220311. 

6807250292 Commont opposing proposed rule 10CFR50 re licensing ol nuclear power 
plants where state S/or local govts decline to cooperate in offsite emergency plan- 
ning 

• Affihai.on Nol Assigned 87/03/11. NRC - No Detailed Affiliation Given, ip. 
46230:276-40230.276 


*7210075 Comment opposing proposed rulo 10CFR50 re licensing of nucloar powor 
tools whoro siato &/or local govts decline to cooporato in offsite emergency pian- 
ino 

iELDIN.M. Affiliation Not As*gnod 87/03/06. NRC • No Detailed Affiliation Glvon. 
■pp. 46208.081-46200.082. 

>7210065 Commont opposing proposod rule 10CFR50 ro liconslng ol nuclear power 
tlante where state 8/or local govts dechno to cooporato In olfsite emorgency plan- 
mg. 

DREWES.E Affiliation Not Assigned. 87/03/00 ZECH.L Commissioners 2pp 
16208:005*48200 086. 


8607210014 Comment opposing proposed rule 1OCFR50 ro l-censmg of nuclear powor 
planis whore slate &/or local govis decline to cooperate In oflsito emergency plan- 
ning 

LERNEFLM.H. Affiliation Not Assigned 67/03/22. NRC - No Detailed Affiliation Given 
lp. 46208 068 46208 068. 

8607010729 Comment support.ng proposed rulo 10CFR50 ro emergency planning & 
preparodno9s roqu rements for nuclear power plant luel load ng & initial low powor op- 
erations 

APPLEGATE.R. Afhl'.aHon Nol Assigned. 08/00/22. Docketing & Services Branch, ip. 
45994.042-45994.042 



0807010593 LO-Tirronl supporting proposed fulG re emergency piann-ng a 

pron<ve4“.G$S requ 'err.en's b* nuclear power plant luOl leading & inlial Ida power Op 
e'ai'ons 

PALUMBO V A At* iiai cn Not Assured 09/08/22 DDCVo'ing & Serv er Branch ip 
<15933.102-45593 102 

0807050048 Comment supporting p*opOS6d ru'e ’OCrRSO to emergency p'ann rg & 
preparedness requ.'errent 9 'or n^clea' power plant fuel badmg & Tit-al low powo t op* 
O'al ons 

DOlLAflO.S Afh iat on Not Ass^ed 03/06/22 Cockei.ng & Srwces flrarch Ip 
45990 301 45999 001 

8607050149 Comneri $vpportT,g p'oposaj tu’e 13CFR60 io emergency p'ann r,g & 
preparedness recu-'omonts *0/ n^cloe' pewp' plant fuel loadng & ntial low powor op* 
Q'a 1 ons 

’ Afflat.cn Net Assigned H&/05/2? Docketing & Services Branch Ip 45995 189 
45995 180 

S8O705O483 Comno-l support ng p*oposed ru e iOCFRSO re emergency p’ann ng & 
preparedness requ 'errorits b' n„c'eB' ppwor plant bo' bad rg & .nflidl low power op- 
era l ‘Or s 

FALMAN.P At'-.ia* on Mot As^gneJ 60/C6'22 HockCng & Services Branch Spp 
45359 277.45599 278 

0807060598 CoTmer support ng proposed rue 10CFR50 re emergency p:ann ng 8 
preparedness requ 'en-enis for nje’ear power plant *„el load-ng £ imhal low power op- 
e'ahors 

HAYDEN R.F. Ath’bf o.n Not Assigned 00/C6/22 Occkotr.g & Snrvces Branch Ip 
48018:227-46010 227 

08Q7O7QQQ7 Comment support ng proposed ru'e 10CFH50 re en’O'gnr'Cy planning & 
preoaredness requ'omnois for r.uc’ear power p'anl Ml 'oadmg & m.» a* fow power op- 
oral Cns 

TILTON, DR Af'Ma’.an Not Assgned 89/06/22. Dockehr.g & Sorv.ces Branch Ip 
46010 320 46G 10 323 

6807070C61 Comment supporting proposed rule 10CFR50 rd emergency planning & 
preparodress requ icments lor ruc’e&f power p'anl Ml iced ng & tribal low power op 
erotions 

MCMICKLCRH AffnatiOd Net Assqnod 88/06/22 Docketing & Services Branch 
2pp 46010 311*46010 312 

0007070166 Commeri Supporting preposed rule 1CCFR50 re emergency p'ann ng & 
proparednoss requi'ements fo' nuclear power p'ani fool loa&ng 6 iniiial low power op 
oraions 

GARVEY. JR AffiSal On Net Assigned 89/06/22 Dockotrg & Services Branch 2pp 
4iiOU 066 460 U 089. 

0807070357 Comrrerl supporting proposed ru'e 1CCFR50 re emergency p'ann ng & 
prepa'Gdness requirements fo' n^cloar power plan! fuel loading & 'n.hal low power op* 
oral ens 

RAFALOWSKI.J J AM-haron Npl Assigned 38/06/22 Dockelng & Services Drench 
ip 46018 005 46016 085 

6807070360 Comment cpposrg proposed ru'o 10CFR50 re emergency p.’ann.ng & pre 
pareemess roqjiremonis *y nue'ear pewer plant Ml 'oftdr.g & mta: tew power oper- 
mens 

FIICC'O.JP Nuc'ear Informal cn & Resource Semico 88/C6/23 CHIlK.S. Offica of 
the Socreia'V Cf the Commission 14pp 46018 021-46010 034 

0607070305 Commoni opposing proposed ruo 10CFR50 re emergency p-ann.ng & pro- 
parednoss requirements for nuc’ear power plant fuel foad'ng & initial low power opar- 
plxns 

FERSTER A C , CuRRAN.D. Harmon & Weiss FERSTER.AC Un L on of Concerned 
Scientists 88/06/23 NRC • No Ceta'lod Affjjiat<qn Given i4pp 46010 006- 
46018019 

0807220169 Comments on proposed rule 10CFR5Q ro cooperative efforts between 
stale & NRC w/respecl to comrro'cai nuclear power p'antg & other njeloar produc- 
tion or uln 2 ai on lac urns 

WALSH, G F New York, Stale of 08/07/08 OockoLng 8 Services Branch ?pp 
46220.320*46220 322 


J. Insurance & Indemnity Information 

6807110167 Forwards Endorsomani9 30 & 21 to NEllA Po!icy NF 269 & MAElU Policy 
MF-1 15. respectively 

O CONNOR. DJ. Marsh & McLennan. Inc 88/07/05 DINJTZ.I Office of Nuclear Re- 
actor Regu ation, Director (Post 870411) 3pp 46140 266 46140 268 


-0807260220 Application for amond to License NPF-36 corsist.ng of Licerse Cha.^a 
App'icat on 1 3. clahfying rrelhod of tfOTonsfraiing operabnty of source rarg» moM-v 
chenno'9 

LEONARD J.D. Long Island Ughfbg Co 88/07/11 3pp. 46274 236 46274 ?3A 

-8807250223 Proposed Tech Specs clarifying molhod ol demons la trig o-De/ahV* oi 
source range rromtor channels. 

* long 16'ard Ughling Co 83/07/11 2pp. 46274 230*46274 240 

8807130454 Gororic Ur 89 11 1o a» licensees ol cperalmg iD&ciors & hc'.detsd Cfare 
NRC position on radiation emd'itt.'oirent of roacior vessel malls 4 -npac 1 on pV-c 
opetaibns Svc & Rev 2 to Reg Gudo t .99 oncl. 

MlRAGLfA.FJ. Assoc ato 0 ; recto-' for Prcjocls (Post G70411) 88/07/12 Corro’dVf-: 
Ed-SOn Co. Of New York, Ire 51pp 46257 207 46257 257 

6607250173 Avisos that p'anl rev.ow brio! no (O' Murtey 4 executive team ro PC ? 
plants schedu'ed for 880721. Viowgrapha enc> 

euTLEFt.W.R Projeci Dlrec'OratO 1-2 88/07/13 DOGER.D A Pro.OCl C reclorab 12 
97pp 46272.285-46273 021 

0007250108 Forwards application fer amend to LiConse NFP-36.consist:ig o' ticcnsa 
Charge Application 15 Amend reduces test frequoncy ol emergency desoi generaijrs 
per Generic Llr 04-1 5. Feo pab 

LEONARO.J.D Long Island lighting Co 86/07/15. Oocument Contrcl 0ran<h iDocu 
men! Control Desk) Ip 46269 274-40209 204 

-6607250208 Application lor amend to License UPF-36.torh.cng los: Hoquenc, o' 
emergency diosol generaiors por recommondatiors ol Generic Lir 04-15 
LEONARD,-! O- Long Inland 1 ‘QMmg Co R8/07MS 6pp. 46260.276-46269 283 

-8607260209 Proposed Tech Spocs ro lost lioquency ol oir.etgency detiu 1 genesrstvs 
’ Long island Light mg Co 88/07/15. 4pp 46209 28 1 -46269:204. 


Q. inspection reports, l£ Gulletlns & correspondenco 


8&06 130188 t«IRC Info Nolbe 88 039. "LaSalle Uml 2 Loss Ol Recto/. at on Pumps W 
Power Oso'lation Evoni “ Svc list ©rcl. 

ROSSl.CE. D.vlsbn ol Oporsvonal Evcnis Assus3mor\l (Posl 070411} 60^6/15 
Consolidated Edison Co of New York. Inc IIOpp 45970.156 45978 266 

8006160340 NRC Info Notlco 80 040, ’Exarrlnors Handbook for Oevorop ng 
Ucons no Exams " NUREG/QR 0122 & svc I Si er'.cl 

ROSSI, C£ D. vision of Operatonal Events Assossmom (Post 870411) ee/C6'72. 
Conso'idatod Edison Co of New York, Inc 237pp 46240 325 46241 20 1 

6606170033 NRC info Notice 08-041. "Physcei Prolection Weaknesses \;w:*e4 
Through flogu'atory Effoctivonosa Reviews “ Svc i«st oriel 

ROSSI.C.E. D.vision of Operational Events Assessment (Post 870411) 60/00/2* 
Consol.datod Edison Co of New York, Inc. l22pp 4507B 034 45978.155, 

0606170291 NRC Bui-'etin 08 008. "Thermal Stresses rn Piping Connected to RCS.“ Sxt 
-'■st end 

ROSSLCE D.vision ol Operm-onal Events AssBSsmenl (Post 67041 1) 8ar05fe* 
Consol.dated Edison Co of Now York, Inc. I16pp 46019.037-46019 152. 

8806210038 NRC Info Notice 60*044, "Mechanical Binding of Spring Relonso Device h 
Y/est'nghouse Type OS-416 Oftult Breakers " Svc fiat oncl 

ROSSI.CE Division of Doorolionol Events Assossrr.eni (Post 870411). 05/06/24 
Consolidated Edison Co Ol New York. Inc 1 13pp 46019.153-46019 265 

9600240139 Suppl 1 to NRC Bulletin 88-008, “Thormal Strossos <n Pip.ng Cornected 10 
RCS." Svc list end, 

ROSSI, CE D.vision of Operational Evonis Assossmom (Post 870411) 88/06/24 
Conso'idatod Edison Co ol Now York, Inc. 1 14pp 46019:266 46020 016 

6607070277 Forwards Safety insp Repl 50-322/08 05 on 880606*10 No vola^r.s 
noted during annual emorgoncy proparednoss oxorciso 

BELLAMY.R R Region 1, Ofc of the D.roctor D8/OG/24 LEONARD,,) D Lcng is ard 
Llght.-ng Co 4pp. 46126 107-46126 1 16 

-8807070282 Insp Rept 50-322/88-05 on 880808 - 10 No violal ons noiod Ma.or proas 
inspected annual lull participation emergency exotebe 

CONKUN.C.. LAZARUS.W J Region 1. Ofc of tho D.rector 0B/O0/21 6pp 
46126 111-46126.116 


P. Operating llcanse stage documents & correepondance 

8007180280 Forwards resjMs of review priority for open TACs.pot 080527 mama 
BUTLER.WR. Project O.rectorato 1*2 80/06/10 VARGA, S.A. Divis on of Reactor 
Projects • l/ll (Post 07041 1 ) 3pp 46200 175 40200:177. 

8806180160 Forwards app'icat-on for amend to License NPF*36.conslslmg of License 
Change Application 14 .motion 3 Tech Specs, per Gor.enc Ur 88 08. "Removal ol Or- 
□dn^et.on Charts from Tech Spec Adm.nistrat vo Control Roquiremenis ” 

LEONARO.J O Long island Lighting Co 88 (08 M3 Document Control Stanch (Docu- 
ment Control Desk) ip 45038 062-45830 078. 

8607070054 Forwards “QC O.v 1908 Siaffmg Ropt” utd ob'igaibns as proscribed in 
setiiemonl agreement fu if 1 led Agreement 9tlpufato9 thai NRC will prov.de Suffolk 
County w/rept 

LEONARD. J.D Long is'and Lrghtirg Co 00/06/29. Document Control Branch (Docu- 
ment Conit ol Dosk). ip 46125.108-46125172 

-8007070057 "OC Oiv 1980 Slaffmo Rept ” 

MALONEY.WM.. NOTARO.J A . STEIGER, W E Long Island Lighting Co. 80/06/29. 
4pp 46125 169-46125 172 


6606300347 NRC into Nobco 06 045. "Prob'ema in ProlecUvo Relay & Clrcud Bteake* 
Coordination " Svc l.at enef. 

ROSSLCE Division ol Operational Events Assussmoni (Post 870411). BQ/0-7/0?. 
Consolidated Edison Co of New York. Inc I04pp 46242. 109*46242 212 

8007060006 NRC info Notice 00 046. "Lrcensoe Rept ol Dofecilve Refurbished C: cl-*i 
B fGflkflfs " Svc lisl oriel 

ROSSI.C.E. D.vision of Operat'Onai Events A9se$8menl (Post 070411). &&/07/C6 
Consolidated Edison Co. of New York. Inc I07pp 4623 1. 20 f -46232 027. 

8007130090 Responds to NRC Bulletin 08-004, "Potential Safety-Related Purrp Less” 
UH found that core spray $ RHR ays are only safety related sys where loiegong con 
ce/n9 could be potemially appl cab'e. _ ^ 

LEONARD, J O. Long island Ughling Co. 68/07 /OB. Document Control Branch lOocu 
ment Conlrol Desk). 4pp. 46172 191*461 72. 194. 

6807120291 NRC fnfo Notice 88-048, "Licensee Rept of Defective Fie furbished Valves’ 
Svc list end 

ROSSI.C.E. Division of Operational Event9 Assessment (Post 870411) 68/07/ 12. 
Consolidated Ed.son Co of New York, Inc. 103pp. 46242 006 46242 1 08 


8036S NRC Info Noilce 00-047, "Slower-Than-Expected Rod Drop Times ” Svc 
incl 

>Sl,C E. D.vision of Operailonal Events Assessment (Post 87041 1 ) 88/07/14 
sol dated Edison Co of Now York. Inc I03pp 46240 222*46240 324. 

20550 NRC Info Notice 88 040. "Marking.Hondl ng.Contro'.Siorago & Doslnjclion 
afeauerds info" Svc fist onel 

>Sl.u E Div-son of Operational Events Assessment {Po9l 070411) 88/07/16 
scl dated Ed.son Co of New York. Inc I03pp 46241:263-46242 005 

20553 NRC info Notice 88*050. “Effect of Circuit Breaker Capacilanco on Avan* 
ty of Emergency Power ' ’ Svc hsf oncf. 

SSl.CE. D.vision of Operatonal Events Assessmont (Post 6704 it) 88/07/18 
solidaled Ed son Co. of Now York. Inc I19pp 4625? 258-46258.016 

80101 NRC Info Notice 68 051, “Fai'uros of MSlVs." Svc list or.cl 

jSl.C.E Oivl&ion of Operational Evonis Assessment (Posi 070411) 80/07/21 

.so'ida’ed Edison Co of New York, Inc 121pp 46257.086 46257 206 


rlodl-c operating reports A rotated correspondence 

90321 Month'y oporaling rept tor Way 1908 for Shoroham Nucloar Power 
l.on.W/99G602 Ur. 

JS.T., STEIGER. W E. tong Island llghtng Co 0Q/05/31 4pp 46220010* 
20021 

>00319 Monihly operating ropt for June 1906 for Shoroham Nuclear Powor 
MW/880701 Ur. 

JS.T., STEIGER.WE. long Island light ng Co 08/06/30 5pp. 46221 127- 
■21.130 


portable occurrences, LERs & related correspondence 

180167 LER 80-009 00. on 880609.wofCh engineer notiflOri of Incorrect emergency 
36! generator fuel oil sulfur analyst usng ASTW D 4294 In leu of ASTw 
29-Caused by vendor error In documentation Vendor rovisod data shoot3.W/ 
1701 llr. 

UNSElCH.n.W.. STEIGER.WE. Long island Lighting Co 00/07/01 5pp 
139 295 46139 289 

140274 Forwards LERs 08-000 00 & B8*010-00.in accordonco w/ 10CFR5073 
EIGER. WE. Long Island lighting Co 80/07/07 Oocumenf Control Branch (Oocu* 
IU Control Desk) Ip 46177.220-46177:228. 

7140276 LER 88 000-00 on 000608. throo seismic recorders located on control 
g disabled Cause ci by personnel error Event will bo incorporated Into conhnu ng 
smg program for ail in siru mental Ion & control personnel 
IUNSEICH.R W. Long Is'and Lighting Co 88/07/07 4pp 40177 221*40177 224. 

7140277 LER 80 OlO OO on 00O8l4.lncorroct samp'lng of RMR MX svc wator 
covered Caused by noniabol ng of mlol svc water drain lino Isolation 
v89. Personnel counselled HX svc wator drain l.no rsolaton volvos Idonlifrcd & la- 
ad 

IUNSEICH.R W Long Is'and Lighting Co 00/07/13 4pp 46177:225*46177:220. 


aarlrtg transcripts on non-antltrust matters 

300040 Transcript of 980624 hoormg in Bulhosdo.MD ro remand/ omorgoncy 
inn'ng Pp 20.894-20,928. 

Atomic Selofy and Uco/>s-r>g Board Panel 80/00/24 37pp 460 10.355*460 f 7 03 f. 

060397 Transcript of 890629 conference In Boihosda.MD ro romorul/ emorgoncy 
inning Pjp 20,929 * 20,9 43 

Atomic Safety and Licensing Board Panel 00/06/20 i7pp 46103:154*40103:170 

'140313 Transcript of 880711 hearing In Bothasda.MP re omorgoncy planning Pp 
,944*21.1 74. 

Atomic Safety and Licensing Board Panol. 00/07/ 1 1 232pp 40176 014-40176:246 

r 190047 Transcript of 0BO7tt evening session in Boihosda.MD ro emorgoncy 

anruna Pp 2 1.1 75*2 1,290 .Witnes909:JD Popilo A DA DeVdo 

Atomic Sefety and Licensing Board Panol. 00/07/11 120pp. 46188 204*40180 051 

M 60 295 Transcript of 800712 hearing in Bethesda.MD re emorgoncy planning Pp 
.29 1 -2 1,53 7. Witnesses R Jones. 

Atomic Safety and l icensing Board Panel 88/07/12. 238pp 46109 ,052*46 109 300. 

7200326 Partal transcript ol 000714 hoaring in Boihosda.MD ro omargoncy 

arming Pp 2 1,537*2 1,720, Witnesses. N Kelly & D Axelrod. 

Atomic safety end Licensing Board Panol. 88/07/14. t05pp. 48206 273-40207 098 

7200341 Partial transcript of 880714 hearing In Beihosda.WD ro omergoncy 

onnlng Pp 21 .72 1-2 1.820 Witnesses^ Kelly, 0 Axelrod & AJ Goramo 

Atomic Safety and licensing Board Panel. 08/07/14 tt4pp 46207:099 46207,214 

7210310 Transcript of 000719 hearing in Boihosda.MD ro omorgoncy planning Pp 

1,630*22, 074. Witnosses F Jones, WE Regan, R Shepherd & D Oavidoff 

Atomic Safety and Licensing Board Panel. 00/07/19. 245pp 46232 147-46233 032 


:KET 60-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


Security, medical, emergency & fire protection plans 

7110199 Advisee that 800307 Rev 3,Change 8 to omorgoncy plan moots planning 
tds of lQCFR50.47(b) 8 requirements of App E lo 10CFR50 

ISH.R.F. Region 5, Ofc of Ihe Director. 08/06/27. SHIFFER.J D, Pacific Gas & Elec* 
fc Co. 2pp. 46 1 3Q 305 48 J 38.300. 

■7250216 Ack receipt of 680606 Ur furn’shlng scopo & objectives of annual emorgon* 
v plan exercise. 

ISH,fi.F. Region 6, Ofc of the Director. 88/07/13. SHIFFER.J-D. Pacific Gas A Elec* 
IcCo. 2pp. 40285:125 46285:127. 


—0807250217 Forwards ob|ect.vos.gu deUnos 6 listing of participants developed for 
1980 emergency proparodness field oxorcise fo be he’d on 880024 W/o ercl 
SHIFFER.J D Pacific Gas & Electric Co 80/06/06 MARTIN. J B. Region 5 Ofc of ihe 
Director Ip 46285 127 46205 127. 


H. General correspondence 

8607070360 Ccmmnnl opposrg p'oposod rule 10CFR50 ro omo-gorcy planmrg A pro 
parodness requirements for nuclear powor plant fuel loading & inmal low powo' opor 
efJons 

RlCCiO.J.P Nuclear Information A Resource Service 08/06/23 CHilK.s Office of 
the Secretary of the Commission 1 4pp 460 1 B 02 1-46010 034 


P. Operating license stage documents & correspondence 


6007120674 Forwards rept on ACRS scbcommilieo mealing on 883223 24 n 
Ourlmcham CA re states Ol long term solsnvc program et plant 
SCAVU220.RJ Scavu?20. RJ. 08/04/19 StESS.CP ACRS ■ Advisory Corrmiieu 
on Roacior Safeguards. Ip 46121 174-46121 177. 

-8B07 120695 CommonJs on ACHS Subccmm. Jfeo on Diablo Canyon mooting on 
880223*24 in Burlinghom.CA ro status of long term seism c p'ogram of p!«uii 
SCAVU2ZO.RJ Scavuzzo. R.J 88/03/31. 3pp. 40121 . 1 75-46121 177. 

0806280194 D scuss09 results Of review of actions re reactor coolanl pump notof upper 
on roservor assemb'ios dog'adat'on Rovlew of licensoo evaluation supporiir-g crnl.n 
uod operaiion of Un.t 2 A restart of Unit 1 found accoplablo 

KIRSCH.DF Region 5. Ofc of the D.roctor 00/06/23 SHlFFFR.lU Pacific Gas & 
Electric Co 2pp. 45985 203 45985 284 

0807130056 Forwa'ds addl Info re qua'ificet-on of iso'af on capab.lity of 12-mch conian 
mont vacuum/overprosscre relief valves & Uconso Amend Roquost 86 1 1 
SHIFFER.J D Paclf.c Gas & Eloclr.c Co 88/07/05 Document Control Branch (Docu 
ment Con'ro! Desk) I4pp 46165 096-46165 109 

8807 130204 D samos NRR TIA*RV*00 00 ro plant reactor coolant purrp bearing lubri- 
cation ays ffl lureg. 

HOLAHAN.G Assistant Dlroctor fer Region III A Region V RoaclOf* 80/07/05 
KIRSCH.D Rog on 5, Ofc of Ihe Clrocior 4pp 46170 331 16170 334 

8807190323 Fugards biweekly noilco of Appl cotons A urr.onds 10 OLs involving 
NSHC.dtd 800629 W/o oncl. 

' Office of Nucloar Reactor Regulation, Director (Post 870411). 00/07/11. 
SHIFFER.J .0. Pacific Gas A Electric Co. 4pp 46208.171*40200.174 

0607130454 Generic Llr 08 11 lo fl'l Iconsoos of operating reactors 8 MoJders of CPs ( o 
NRC position on iad!at ; on ombnlllomont ol reactor vossul motls & impact on plant 
oporalions Svc l:sl A Rov 2 lo Reg Guido 1 99 oncl 

WIRAGLIA.F.J, Assoc aio Director for Pro.ocls (Posi 870411) 80/07/12 Consolidated 
Edison Co of Now York. Inc 51pp. 40257 207-46257.257 


O. Inspection reports, IE Bulletins & correspondence 

0806130160 NRC fnfo Notico 00 039, LaSalle Un-t 2 Loss of Muurculalion Pumps W/ 
Power Osci lotion Evonf Svc list encl 

ROSS1.CE Divlson of Operoilonol Events Assessment (Post 070411). 88/06/15 
Consolidated Fdi30n Co. of Now York. Inc UOpp 46978 156-459/0 260 

0807010428 Forwards Ingp Ropts 50 276/08-11 A 50 323/80 10 on 08u4 10 0528 A 
notice of violation Requests d-scussbn of corroclrvo actions to f>roc udo turihor in 
stances of potont'a’ly unaccoptatilo changos lo plant conbg,:raiion 
ZIMMEnMAN.H P Ftegion 5, Ole of tho ID rector. 08/06/17. SHIFFER.J D Pacific Gas 
A Electric Co _3pp 46020 041 40020 005 

—8007010430 Notice of violation Irom (nap on 8004 10-0520. Violation notad ccrrocirvo 
actions taken for lack of required cloanl-ness conlrois d.d not procludo repoiilion A 
spiral wound gaskets replaced w/unauthor»2od lubricant 

ZIMMERMAN, RP Rog on 5. Ofc of tha Director. 00/06/17 2pp 46020044- 
46020 045 

-8007010434 Insp Repts 50-275/08*11 A 50*323/88 10 on 000410 0528. Violations 
notod Major aroes inspected plant oporallons, malnl A survoli'anco act«vilies,fo icwup 
of onsito ovont8, open Hems & LERs 

PADOVAN.L.M . JOHNSTON.K.E., NARBUT.P P Region 5. Ofc of the D.rocior. 80/ 
06/18 41pp. 46020.046 46020 005 

6806160340 NRC Info Nolico 89 040, “Examinois Handbook for Developing Operator 
Ucons’ng Exams “ NUREG/QR-0122 A svc list encl. 

ROSSI.CE. Division of Oporat'onol Events Assessment (Post 870411). 80/00/22. 
Consolidated Edison Co or New York, Inc. 237pp. 46240:325-46241 201 

8806170033 NRC Info Notice 80*041. “Physical Protection Weaknesses idonr.od 
Through Regulatory Effectiveness Reviews " Svc l.sl oncl. 

ROSSI.CE, D*vl9lon of Operational Events Assessment (Posi 070411). 00/06/22 
Consolidated Edison Co. of Now York. Inc 122pp. 46070:034 45978 155. 

8606170291 NRC Bulletin 08 000. “Thermal Stro9965 In P ping Connected to RCS “ Svc 
Met encl 

ROSSI.CE (Division of Operational Events Assessment (Post 6704 f t j. flfl/06/22 
Consolidated Edison Co ol New York, Inc 110pp. 46010. 037 46010.152. 

8606210038 NRC fnfo Notice 00 044, "Mechanical Binding of Spiky Rn!oaso Oov.ce n 
Wosunghouso Typo OS 416 Circuit Breakers.” Svc list oncl. 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 80/06/24 
Consolidated Btilson Co or Now York, Inc i Upp 46019- 153*46019 265 

B606240139 Suppl l lo NRC Bulletin 08-000, “Thermal Stresses in Pip ng Ccr.r.ocied to 
RCS.” Svc list encl 

ROSSI.CE. Division of Oparat onol Events Assessment (Posi 070411). 00/06/24. 
Consol dated Edison Co. ot Now York, Inc. I14pp 40019:266-46020.018 



&0O63OO347 NRC inlo Notice 88 045. "Problems B n Protective Relay & Grcuit Breaker 
Coordination " Svc fist end 

ROSSl.C.E. D<v;sion ot Operational Events Assessment iPost 8704n). 88/07/07 
Consolidated Edison Co. of New York, Inc. I04pp 46242:109*46242 212. 

8807000008 Nnc info Noice 80 046. "Licensee Rept ol Deteclve Refurbished Circuit 
Breakers " Svc list end 

ROSSl.C.E Division of Operational Events Assessment (Post 070411}. 06/07/00. 
Consolidated Ed. son Co. of New York. Inc I07pp 46231 201*46232027 

6807130307 Responds to NRC Bu'lehn e0-OO4. ' potential Safa^-Retatod Pump Loss.’* 
Further response to Item 2 of buifoi n re results of deheading tests (or RHR pumps 
w.u be submitted by Sopt 1988 8 suppiemedai rcpt re item 3 by May 1909. 
SHlFFER.J D Pacific Gas A Eloctnc Co. 86/07/08 Document Co/iiro! Branch [Docu- 
m enl Control Desk) 1 2pp. 4 6 1 70.26 1 *46 1 70 2 7 2. 

0007120291 NRC Info Not ca 06 040, "Licensee Rept of DefecT-ve Refjrt>shed valves." 
Svc list end 

ROSSl.C.E. Owislon o! Operational Events Assessment (Post 070411} 80/07/12. 
Consolidated Edison Co of New York, Inc I03pp 46242.006 46242 108 

8007210164 Discusses insp Rapts 50*276/86*33 & 60 323/86*31 on 081215*19 & lor- 
wards noi'ce of violation 

PATE.R J. Rog'on 5, Ofc ol the D.rector. 88/07/12. SHiFFER J D. Pacifc Gas 8 Elec- 
tric Co 2pp 46233.332*4 6233335 

—8607210160 Notice of vioiaton from insp on 861215 19, Violation noled qualification 
documeniafon for residence temp dev'ces dd not damonsirato qualification for post* 
LOCA submergo condil one 

PATE.R J. Regions, Ofc ol the D.rector ee/Q7/t2. 2pp 46233334 46233.335. 

8807000366 NRC Info Notice 06-047. "Slower-Than Expected Rod-Drop Times." Svc 
1st end 

ROSSl.C.E Oivfs ; on of Operational Events Assessment (Post 070411) 88/07/14 
ConsoLdalod Edison Co. of New York. Inc I03pp 46240 222-46240 324 

6007120550 NRC Info Notice 66-049, "Waikmg.Handling.Ccniroi.Storago & Destructor* 
ot Safeguards Info " Svc Hat end 

ROSSl,CE. Division of Operatonal Evenis Assessment (Post 070411}. 88/07/18. 
Conso'idated Ed'son Co of New York, fnc 103?p 46241 263 46242 005 

8007120553 NRC Info Notice 68-050. "Eftocl of Circuii Breaker Capacitance on Avail- 
abi'ity of Emergency Power." Svc list end. 

ROSS1.CE Division ol Operational Events Assessment (Post &7D411). 88/07/ 18 
Consol'dalod Etfiscn Co of Now York. Inc 1 19pp 46257 260 46258 016. 

8007160101 NRC Info Notice 68 051. "Fai'uros ol MSlVa" Svc list encl. 

ROSSl.CE. Division ol Oporational Events Assessment (Post 670411). 68/07/21 
Consolidated Edison Co. of Now Yoik, Inc. 12lpp. 46257 086-46257:206. 


R. Periodic operating reports ft related correspondence 

6007010066 Forwards "Rept on D.scherae Mon:tor“ng at Diablo Canyon Power Plani 
During May 1000," per Order 85*101,NPuES CA0003751 

TOWNSENO.J.D. Pacific Gas A Electric Co 88/06/20 LEONARD.W.R, Ca'iforna. 
Slat© of. 3pp. 48009.073 48009.089. 

-0807010070 “Flop! on Discharge Monilcrng ai Diablo Canyon Power Plani During May 
1S8& *' 

* Pacific Gas A Electric Co. 60/05/31. 14pp 46009.076-46009.089 


S, Reportable occurrences, LERe & related correspondence 

8007110223 PNO-V-00-043 on B80B27,solt«ement of rate case announced Uil will re- 
celvo 7.8 cents per kW-hour for power produced from piant.Setlignne-nt also cal/s for 
ihree-membar independent safety committee 

COOK.G.. KUNfHIRO.D. Region 5. Ofc ol the Director. 88/06/27 2pp. 48141:187- 
46141:186. 

0007070194 LER 67-022*0lon 07101 2. fuel handl.rg bldg ventMaiion sys shifted into 
iodine removal mode Cause not klentiliedW/ 880701 tt<. 

MALONE.D D. SHlFFER.J D Pacific Gas & Electric Co. 88/07/01 6pp, 46139 078* 
46130:002. 

8807120660 LER 08-OO0-OO:on 800602, survai'lanco t-est interval of Toch Spec 4.6 2 b t 
exceedod whan ECCS pump casings & access bio discharge p’pfng h’gh po'nt no! 
vented as required Caused by personnel error Surve llance completed vvVa 00 705 fir. 
WILSON,SO.. SHlFFER.J O. Pacific Gaa A Electric Co 80/07/05 6pp 46148:176- 
46140:101. 


DOCKET 60*324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


f. Security, medical, emergency & tire protection plans 

0007130159 forwards IrtSO Repta 50*324/00-20 A 50*325/00-20 on B0O524. No viola- 
tions or deviations not ad. 

CLINE.WE. Region 2. Ofc of the Director. 00/06/20. UTLEY, £.E. Carol na Power & 
Ughl Co. 2pp. 48168015 48186010 

-8607130161 fnsp Repts 60-324/08-20 A 50-326/89 20 on 880524.No violations or de- 
viations noted. Major areas inspecletkuse, control A account abi'ity of SNM.Detfllls 
withheld (ref 10CFR 2.790 A 73.21) 

TODO.QA.. M CAL PINE. E.J. Region 2, Ofc ot the O.rectot. 80/QQ/20. ip. 46100.01 7* 
40166:010. 

8007190073 Rev 3 to Plant Emergency Procedure FEP-03 4.7, "Automation of Dose 
Projection Procedures Using I0M Personal Computer." W/880628 lir. 

DIETZ.C.R. Carolina Powor A Light Co. 80/06/28. 6pp 46209 163*46209.168. 

80-07100160 Rev 5 to Emergency Plan Imp'ementmg Procedure PEP-02.6.17, "Adminis- 
trative A Logistics Manager." W/880708 lir. 

DIETZ.C R. Carolina Power A Lighl Co. 88/07/08. GRACE.J.N Region 2, Ole of the 
Director. 7pp. 40168:326 46190-331, 


P. Operating license stage documents ft correspondence 

8807010601 Confirms 003606 telcon between P Fredrickson A EA Bishop ro enfo'CO 
mer.t discretion for facility per 880606 A 07 request Discretion permitted imt-aHon ol 
orderly shutdown of plant w/o Iso’ation ot HPCI A RCIC 

GRACE. J N Region 3, Ofc of the Director. 09/06/14. UTLEY.E E. Carolina Power A 
Ughl Co. Ip 46016 340 40010 340. 

6806290399 Forwards summe-y of 680607 mot mealing r a acuv-llos authored for 
EJrunswck.Rob neon A Harris taci:n as issues a-scussod ro mgt overv.ow of company 
nuclear program 

GRACE, J N. Rag«on ?. Ole of tho Oirectoi 88/06/16. UTLEY.E E. Caro'ma Power A 
Uqht Co 5p? 45974:346 45974 350 

8606290494 Appl.cation for arr.end9 to Lrconse DPR-62 A DPR- 71, deletion RHR svc 
waler d'Schetge dlfeteriia' ins^umenia tot which operability not requ roci to ensure 
ir.al RHR A svc water sys fur.cllon as des gnod.Feo paid 

EUR Y,LW. Caroline Power A Lighl Co 60/06/22 Document Control Branch (Docu 
meit Control Desk). 7pp. 4597 3 349- 4597 4 001. 

-6606790496 Proposer? Tech Specs. deleting RHR svc waior discharge differential pres- 
sure insi/umenis for whch cperabll ty not required 10 ensuro ihet RHR A svc water 
sya function as deigned 

’ Cacc'ina Power A Ughl Co. 88/06/22. 6pp 45973. 356- 459 74 .001 

8006290506 Forwards "Reactor Containment Bfdg Pntogratod Leak Rale Test." pa*, 
tormed on 8803 20-28. 

LOFUN.U Carolina Power A Light Co. 08/06/24. Document Control Branch (Docu 
mani Conirol Desk), ip. 45987:104 4 5907:1 70. 

-0000260509 "Reactor Containment Bldg Integrated Leak Rato T 09 I " 

BLACK.O.B, Carolina Power A Ughl CO 80/03/31. 65pp 4590? J 05 45987: 1 70 

8807220 IBB Summary ot 800814 mgt mooting re Jan 1088 AIT ftruhngs A recent ESF 
equlpmam fa'ures.Lisl ol attendees A viewgtaphs end. 

GRACE.J N Region 2. Ofc of tho D.rector 88/06/20 UTLEY.E E Carolina Power & 
Light Co 56pp. 4624 7:340-46240 035. 

6607130245 Concurs w/uU 07i2O0 requoal to use optical disk siorago sy9 for micro- 
forming records (Jui procaulong islod lo ensure proper ImplomentQUon.lnc’ud ng *nsp 
for signs of deterioration every two yrs. 

AOENSAM.E G Propel Oirectornte 61-1. B8/07/07. UTLEY, E.E. Carolina Pcwer & 
Lighl Co. 3pp. 46169:174-401 09.1 7& 

8667210337 Appl cation tor amends to Licenses DPR-82 A DPR-7t,rovlslng t-t’es I sled 
In -ndest section of Tech Specs ro administrative changos Foo paid 
EURY.L W, Carolina Power a Ughl Co B0/O7/11 Documont Control Branch (Docu 
meat Centra! Desk). 10pp. 48236 104-46239 147. 

-6607210340 Proposed Tech Specs revising titles listed in Indox socllon of Toch Specs 
to be consist ontw/Ules In lexl ro administrative changos. 

* Carol na Powor & Light Co. 88/07/1 1 34pp 4B236;11 4-46236:147. 

8007220043 Appiical-on for emend9 lo Llconsos DPR-62 A DPFl-72,dofotmg oman.^a 
tion charts from Tech Spec administrative conirol requirements per Generic Lir 88* 
06 Fea paid 

EURY.LW. Carolina Power A Lighl Co 00/07/11. Document Control Branch (Docu 
menl Control Dosk). 8pp. 46249:290*46249:322. 

-0007220047 Proposed Tech Spoc Section 6.0, "Admlnlsbativo Conlrol9." deloing or- 
ganlzailon charle. 

1 Carol. na Power A Light Co 68/07/ 1 1. 16pp. 46249.307*48249 322. 

6807130454 Generic Lir 88-1 1 to a! I flconaoos of operating reactors A holders of CPs re 
NRC position on rad'aiSon ombrlti 'ament of raactor ve99ol malls A Impact on p'anf 
ope ration S.Svc Jlsl A Rev 2 lo Rag Guide 1.90 end 

M1RAGIIA,F y Associate Ohectof lor PtoJocVs (Post 870411). 88/07/12. Conso*. daie-J 
Edison CO. ol New York, Inc. 5fpp. 46257:207.40257 267 

0607250392 Forwards revised Toch Spec bases pages combining 070313 A 680406 ap 
.'iraiions for amend lo licenses per 600627 telcon. 

0 FLINT. L Carolina Power & Light Co 08/07/12 Documont Conirol Branch (Docu- 
ment Control Desk). 2pp. 46273:261-46273 290. 

—8607 260395 Proposed Tech Specs Bases Pages B 3/4 4-1.6 3/4 4-2 A B 3/4 4*3 te 
jet pump surveil'ance requ remanta. 

* Caro:ina Powor A Light Co 80/07/12. 8pp. 46273:283*46273:290 

0807190298 Notification of B80714 meeting w/uM In Rockvilla.MD lo dl8Cu59 HPCI/ 
RCfC vafve operab lity A sslety sys. 

BUCKLEY.B.C. Project Directorate fM. 90/07/13. MURLEY.T,. SNIEZEK.J., 

MtRAGLlA.F. NRC • No D«lal“ed AffikaLon Given. 3pp 46216:135-40216.137. 

8807210267 Notilical’on of 860719 meeting w/utii In Rockviile.MD to discuss alternate 
rod Insertion diversity. 

BUCKLEY, B.C. Project Directorate IM. 68/07/13. MURLEY.T. SNIEZF.K.J. 

MIRAGLiAF. NRC - No Detailed Affiliation Given, 3pp. 46236:146-46236:150. 

6807250010 Responds to Gonenc Ltr 08-0 f ro uilf piping replacement, Insp.ropair A 
leakage detection Plans for IQSCC Insps during Refueling Outage 6 afao oncl. 

EURY.L W. Carolina Power A Light Ca e8/0?/l6. Documeni Conirol Branch (Oocu- 
menl Control Oesk). 64pp. 46259:257 4 6259 31 1. 


Q. Inspection reports, IE Qulietlne ft correspondence 

6006130 f 66 NRC info Notice 88-039, "LaSaife Unit 2 Loss of Recirculation Pumps W / 
Power Oscillation Event.*' Svc l £ $l ancl. 

ROSSl.C.E. Division ol Operational Evoni9 Assessment (Post 870411). 88/06/ib. 
Consol dated Edison Co. of New York, fnc. 1 10pp. 45978:156-45978:266. 

0000290073 Forwards summary of 860527 enforcement conference ro operator errors 
A less than adequate attention to detail In performing shift duties noted in fnsp Repts 
60*324/88*16 A 50-325/80 -IS. Lisle! altonoeos .agenda A handouts also oncl. 
GRACE, J.N. Red-on 2, Ofc of the Director. 80/06/17. UTLEY.E.E. Carolina Power A 
lighl Co. 56pp. 46904:140-45904:202. 



8806170291 NRC EBul'otm 00 00R. Thermo* Slrosses in P«png Connected to RCS." Svc 
list oncl. 

ROSSl.CE Duns on ol Onernhonat Events Assossmem (Po9t U70411) 80/00/22. 
Conso'idalod Edison Co. of Now VorK. Inc 1 16pp. 46310.037-46019 152 

8807010066 Advise9 lhai util co.Tp'olod actions roqurod by NRC Bulletin 08 003. 'inad- 
equate Latch Engagement in HFA Type Latching Ro'ays Mtg by GE " No HFA relays 
used In HB Robinson & Shoaron Hama p'ants 

EUfVY.lW. Carol na Power & light Co 00/06/22. Document Conltol Drench (Docu 
merit Control Dosk) 4pn 46020 233 46020:236. 

6607120446 Forwards PRA-Baaod Oporntonal Safoty Insp Repts 50-324/88-11 & 50- 
325/06-11 on 880229 0304 & 0Jl4-l8.Lack ol clearly 9lated program lo ensuro avail- 
abhty ol hoys lo socu/od arnas vvhnn card readers disabled kJentihod. 

GRACE.. t N. Region 2, Ole of tro Orncior 00/06/23. UTLEY.E E Carol na Power A 
Light Co. 2pp 46135 123-46135:225 

-8807120451 fnsp Ropts 50 324/08 11 A 50-325/80-11 on 000229 0310 8 0314-10 No 
v.oiaiisns ot dev-niior^ r overt Dol.tionces noted va'.vo nsial'ai.on assembly involving 
Installation of of fastorners.vawo location & valve oriontation. 

HEflOT.AH.. JAPE.F, DERNHAnD.fl ReQipn 2, Ofc of tho Director. B8/05/31. 
tOtpp 46135.125-46135 225 

8606210038 NRC Info Not.co 06 044, “Mechanical Britag of Spring Release Device In 
Wost nghouso Typo DS 4 10 Circuit Breakers M Svc li-st end 

ROSSl.CE D, vision of Operational Evonis Assessment (Post 870411) 60/06/24 
Ccn90l dated Edison Co 01 Now York. fnc 113pp. 46019.153 46010:265. 

86062*0139 Suppl t to NRC Bulletin 09 008. ’Thomna' Sli asses in P.pir»g Comoctad to 
RCS " Svc hsl oncl 

ROSSl.CE D.vls^n ol Oporat.onai Evenl9 Assessment (Posi 070411). 00/06/24 
Consol doled Edison Co of Now York, Inc 1 I4pp 40019 266-46020 010 

08071 10358 Forwards ova'uaiion ol 800300 denial of violations noted in rasp Rcpls 60- 
324/07-43 & 5O 325/07-12 Practice of administrative “red-tggg nn" of automatic con- 
rammonl panolrption Isolation vnlvo9 unaccepiabio. Violation remains 
REYES, LA. Rog.on 2. Ofc ot the Director 00/06/24 UTLEY.E E. Caro'ma Powor 4 
Light Co. 4pp. 46141 144 46141:147 

BB07130095 Confirms 080707 enforcement conference al Roy on M ofc to discuss non- 
conservatism recently discovered in instrument soilings associated w/HPCI/RClC 
high steam I no (law isolaaon.pnr 000615 tolcon 

GRACE.J N Reg c?n 2. Ofc of ihu Director. 00/06/24. UTLEY.E. E. Cercl.na Powor A 
Llgfit Co ip 40165 040 40165 040. 

8807130169 Forwards Insp Hupts 50-324/00-20 & 50-325/80 20 on 080524 No viola- 
tions or deviations noted 

CUNE.W.E Region 2, Ofc ol tho Dimctor 80/00/20 UTLEY.E E Carol no Powor A 
Light Co 2pp 46166015 40160:018 

-8807130101 Insp Ropls 50 324/00-20 & 50-325/08-20 on 060524 No v olahons or de- 
viations notud Major areas insoociod use, control A accountabll.ty of SNM .Details 
withhold (rot 10CFR2.790 & 73 2 1 }. 

TODD.G A , MCALPINE.E.J- Roglon 2. Ofc of tho DroCtor 00/00/20 Ip 46160:017- 
46166.010. 

0807190299 Forwards Insp Ropln 50-324/00*10 & 50 325/00 10 on 000501-0604 A 
notice ot ViOlallonCnforcoment conforonco schodulod for 000707 
GRACE Roglon 2. Ofc ol tho Director 80/06/29 UTLEY.EE. Carolina Power A 
Light Co. 2pp 46215 047-46215 070. 

-8807190301 Notice of violation from Insp on 00050 1-0604. Violation noiodon 
800517, surve Hanco tost not porformod whlcn raquirod lhai Test Switch A71BS56D 
bo placod in manual positron 

GRACE.J. N Region 2. Ofc of Iho Director. 00/06/29 ip 46215 040-46215:049 

-8807190302 Insp Flopls 50-324/08-18 & 50-325/00 10 on 000501 0604 Violations 
noted Major areas mspocledprev.ous enforcement maltors.mami 
observation .operational safety venllcairOn. LEH review & silicon contrc'led rectifier 
conuol'ors. 

RULAND.W H ., LEVJS.W.. FREDFIICKSON.P Reg on 2. Ole of iho Director 00/00/29 
2 Ipp 46215:050-40215 070 

8907190177 Responds to violations noted In Insp Ropts 50-324/07-22 & 50 326/87-22 
on 060606-10 A proposod imposition of civil penalty Util contends that no awl penalty 
should bo loviod for equipment quOl-ti cation violations Support ng Into encl 
UTLEY.E E.. TAYLOR.J M Carolina Powor & Ugh 1 Co. 00/07/01 GRACE.J. N fiog'on 
2. Ofc of Iho Director 33pp 46206 203 46206:235 

8807070537 Responds to NRC Bul'et n 06-004 ro potential safety-related pump loss.Ulil 
partiepatmg In BWR Owners Group program to respond 10 bullotin Upon completion 
ut.l to submit rept summarising problems identified & ays affocldd 
LOFLIN.L.I. Carolina Power & Ught Co 80/07/05. Document Control Branch (Docu- 
mont Control Desk). Ip 46126 091-40126 091 

8806300347 NRC Info Notico 06-045, ''Problems in Protective Relay & Circuit Breaker 
Coordination" Svc Hat oncl. 

ROSSl.CE. Division of Operational Evonts Assessment (Post 870411). 88/07/07. 
Consolidated Edison Co. 01 Now York, ino. 104pp. 46242 109-46242:212 

8807250024 Forwards Insp Repls 50-324/00-22 & 50-325/00-22 on 8B0614- 17 No vio- 
lations or deviations noted 

HERDT.A.R. Roglon 3. Ofc ol tho Oireclor. Gfl/07/07. UTLEY.E E Carolina Power & 
Light Co. 2pp 46273 040 46273:053. 

-8807250026 Insp Ropts 60-324/00-22 & 50-325/88-22 on 88601 4- 17. No violations Of 
deviations noted Major area 9 inspected 9 nubbor survoil lance program & IE Bulletin 00- 
1 1 Unresolved item ro QC records discussed 

IENAHANJJ-. JAPE.F. Region 3, Ofc of the Ouectoi 60/06/30 4pp 46273.050 
46273 053. 


8807060366 NRC Into Notico 08-047, "S'ower-Thon Expnclod Rod-Drcp Tirros' Svc 
1st oncl. 

ROSSl.CE. Divisor of Oporatfonal Events Assessment (Post B7C4ii) 60/07 /m. 
Consol da led Edison Co of Now York, '-ic 103pp 46240 222-46240 324 

8007220057 Forwards "Rept of 1960 Inserv-co lrv;p at Brunswick Steam E'ecinc P/anl 
Unit 2 " 

LOFLIN.L.I, Carol.ne Poivor & L oht Co 60/07/15 Document Control Rrunch (Docu- 
ment Control Desk). 3pp 46 24 f). 036*46249 007 

— 8807220161 “Rept of 1990 ln9©rv:co Inspot Brunswick Stoam Electee Plant 2. ‘ 

CONNELLY.S-D. Carolina Power & Lighl Co. 00/C6/3O 300pp. 46240.039 46249 067. 

0807120650 NRC Info No! Co 08-049. ' Mark ng, Hand i'lg.Co.nlfol.Storago & Dostruclicn 
0 ! Sofoguards Into." Svc list encl 

ROSSI.C.E. Division o-f Operol'onai Events Assossnieni (Post 070411) 06/07/ ifl. 
Consol dated Edison Co. of Now York, ire. 103pp. 46241 263-4624? 605. 

6607120653 NRC Info Notico 00-050, "EMoci of Ci'cu-t Broakor Capac ’anco cri Aval 
ability of Emergency Power.'* Svc lisl cncl. 

ROSSl.CE Ofvlglon of Operational Evonta Assessment iPost 070411) 00/07/16 
Consol dated Edison Co of New York. Ire 1 1dpp. 4 6257.250 46250:016. 

8807180101 NRC Info Nonco 00-051, 'Ffli uros of MSIVs ' 1 Svc list oncl 

ROSSl.CE Divio^on of Operational Evonts Asscssmenl (Post 0/0411) 06/07/21 
Consolidated Edison Co of Now York. Ire iPipp 46257.C86 46257:206 


R. Periodic operating reports & rotated correspondence 

8607140305 Forwards monthly oporatng ropts for Mny.JLno A Jul 1000 for Brunswick 
Sioam Electric Piant Units 1 A 2 

DlET2.Cn Carolina Power & Light Co 00/07/00 Document Cor trol Drench (Docu- 
ment Con iro? Do 9k). Ip 46240. 104-46246.129 

—0807270281 Month’y opo;atmg ropl for Jul i960 fo/ Orurswlck 1. 

* Carolina Power & Ltgm Co 66/07/31 lp 4G24 (V. 105 46246.105 

— 96072 70284 Monthly opera! rg repls for Juno 1DU0 for D'unsw.ck.Un ts 1 & 2 
KARRISON.F Carol na Power A light Co 68/00/30 ?2p p 46246 106 4024C.1 29 


V. Operator Examinations 

8807070658 Submits revised commtmont ro roq^a'ificalion Ira ri ng for miiiyatJon ol co-ro 
daman ©.per NUREG-073r.liom ll.B.4 Avai*ob!o coursos I sled A are rogtldny sched- 
uled £ on ronuoat 

LOFLIN.L.f CaroTno Power & Liofit Co BB/07/05 Document Control D'nncti (Docu 
ment Control Dosk). Ip. 46123: 1 07-46123 107 


DOCKET 60-325 BRUNSWICK STEAM ELECTRIC PUNT, UNIT t 


F. Security, medical, emergency A fire protection plans 

0807130166 Forwards fnsn Repla 50 324/00-20 A 5O-325/0B-2O on 000524. No v-o!G 
lions or dovlal one noted 

CUNE.W.E- Rogtsn 2, Ole ol Hi© Oiuc'.or 60/00/26 UTLEY.E E. C ftfC.na Power & 
LJghl CO. 2pp 461 66 015-4G1 66 Ol 0. 

-6807130161 Inep Reptfi M-324/0Q-2Q & 60-325/66 20 on 660524 No vio'atons or do 
vlatlone noted Major areas inepoctod use, control & accountability of SNM.Oota is 
wilhhe'd (ref 1GCFR2.790 A 73 21). 

TODD.G .A. Roglon 2. Ofc of fho Di/ecior- 00/06/20. ip. 401 06 01 7 46169 010 

8907190073 Rov 3 lo Ptanl Emergoncy Procedure P£P 03 4 7, ‘*Automoiion of Dose 
Pro^ecllon Procedures Using IBM Personal Compufo.'." W/GU0628 Itr 
DJET2.C.R. Carolina Power A Light Co 0G/OG/2O Opp 46200 103-4020U 160 

8807180193 Rev 5 to Emorgoncy Plan lrrp:emont<ng Procoduro PEP-02 6 17, ‘ Admims 
UaLvo A Logistics Manager “ W/06O7O0 lit. 

DIETZ, C.R. Carolina Power & Light Co. 00/07/06 GRACE.J.N. Region 2. Ofc ol ihc 
Director- 7pp. 46100:325-46198 331. 


P. Operating license stage documents A correspondence 

6807010801 Confirms 000606 tolcon boiwoan P Fredrickson A EA Bishop ro onforce 
ment discretion for facility par 860606 A 07 requo9l Discretion porrrittod initiation o 
orderly shutdown of plant w/o laolat-on ol HPCt A RClC 

GRACfE.J.N Rogion 3. Ofc of tho Director. 08/06/14 UTLEY.E E. Ce r o'ma Power i 
Light CO. Ip. 46010:940-46010:340. 

8008290399 Forwards summery of 680607 mgt meeting ro activities authorized fa 
Brunswick, Robinson A Herns facilities lasuos mscussod re rrgt overview of compan 
nuclear program. 

GRACE.J N. Region 2. Ofc ot tho Dirocior. 80/06/16 UTLF.Y.E E. Coro'i^a Power l 
Lighl Co 5pp. 45974:346-45974:350 

8006290494 Application loi amends to Llcenso DPR-62 & DPR-7 Vdolotinn RHR svi 
water discharge differential instruments for which operab i.ty not roqu.roo (o onsun 
that RHR A svc wale/ sy9 function as designed Foo pfi-d. 

EURY.LW. Cerollna Power A Light Co 08/06/22. Document Control Branch (Docu 
ment Control Desk). 7pp. 45973:349-45974 001 


96 DOCKETED ITEMS 


-8806290496 proposed Tech Specs, delefng RhR svc wafer d.sch0rgo d*ferep,!a! pres- 
Uite instruments Cor wNch operabl.ty not re qt red to ensure the! RHR & svc water 

•^Car^in^PowO^ Co 8B/06/22 6;p 45973 356 -469 74.00 \. 

8807Q6QS44 App' cai ; Qft tor eurend lo License DPR-71 rep<acmg Instrument Tag Njmoer 
TS-CH 863 w/TS-CiT-883 3 m Tech Specs Fee paid _ 

EURYL W Caro'.na Power & Light Co 08/08/27 Document Centro- Branch (Docu- 
ment Control Oos*) 7PP 46114.270 46114:280 

-8807060548 Proposed Tech Specs. replacing Insifuroni Tag Number TS CR 863 w/ 
TS-CiT-663-3 tor chlonde intrusion monitor. 

• Carol.na Power & Ughi Co 8B/06/2? 4pp. 46114 277 46114 230. 

6007220158 Summary of 800614 mgr jneetrg re Jan i960 AIT f.ndings A recent ESF 
equipment failures List of attendees & viewg'aprs end 

G&ACE JN Region 2. Otc of the O.reclor 80/06/29 UTLEY.E E Ca'o na Power A 
Ughi Co 56pp. 4&247 340-4&24B035 

8807130245 Concurs w/ut-l 8712C8 request io use opical d$k sicrege sye for micro- 
forming records.UtiS precautions I sled to ersure proper implements' on including insp 
for signs ot dei&noranon every two yrs. _ _ * 

AOENSAWEG Pro eel Diredo rate I 1*1. 68/07/07 UTLEY.E E Carol na Power & 
light Co 3pp 46169 174-46169 176 

8807210337 App’caton for amends io Licenses DPR-62 6 DPR-7 1 .revising titles i.sied 
In index section ol Tech Specs re adroimstreirve changes Fee paid 
EURYLW Carol .na power & Light Co 69/07/11 Document Control Branch (Docu 
moni Control Desk). lOpp 46226 104-46236 147. 

-8807210340 Proposed Toch Spaca rov.smg miss i.sted in Index section of Toch Specs 
to be consistent w/tilies m text ro admi''«s1ralrvo chances 

• Carolina Power & Light Co 88/07/1 1 34pp. 46236.114*46236:147 


8807220043 Applcalion for amends io licenses DPR 62 & DPR*72 1 dele , ng organiza- 
tion charts Irom Tech Spec adminsira-ve control requirements per Genenc Ltr B8 
06 Fee pad _ „ 

EIjRY.L.W Carol na Power & Ughi Co 68/07/1 v Document Control Branch (Docu- 
ment Control Desk). 6pp. 46249 299-46249 322 


8806170291 NRC Bullet n 08-0C8. Thermal Stresses in Pip ng Connected to RCS " Svc 

ROSSI CE 0 vision ot Ope'ftt'onal Events Assessment (Post 070411) 0B/O6/22 
S4t0d Ed^onCo dNew York. Inc 1l6 P p. 40010.037-46010 1 52 

8807010056 Adv-sos that ut I compiled OClions reqj.rod by NRC BUIolln 00 003 ''Inrid 
equeio Latch Engagement .n HF A Typo Latch-.ng Relays Wig by GE No HFA ro.&ys 
used m HB Robinson A Shoarpn Harr.9 p'ants . , _ „ . Jf _ 

EURY.l W. Carol.ne Power & Light Co 00/00/22. Pocumnni Control Branch (Dccu 
meat Conircl Desk) 4pp 46020 233*4 6020.236. 

8807120446 Forwards PRA Based Operafonal Safoiy Insp Rupls SO-324/H0-11 & £0 
325/88*11 on 880229-0304 & O3l4-10.Lack of clearly staled prod'din to ensure aval 
atni.W ot keys to secu'Qd areas whon card readers diaab'od .doniifloU 
GRACE J N Region 2. Ofc of tne Dirocior 88/00/23 UTLEY, 1 1: Cnrolum Pown« A 
tight Co ?pp 46135 123*46135 225. 

-8807120451 Insp Repis 50-324/BB-U & 50-325/00 U on 860220 0310 & 03l-M0.No 
violations o' dev.at.ons rotod Def c or.cos noted: vaivo Inslal'utiori assembly involwng 
h 3 taiiat-on of of faslor no/s, vaivo location & va've orionmt'on 

HERDTAR JAPEF, BERNHARD, R Roy on 2. Ofc of Iho Oiroctor 08/05/31 
IDIpp 46135.125 46135 225. 


6806210038 NRC Info Notco 08 044. "Mochanlca' Birdng of Spring nolonso Ouvu'o in 

hi— Typo oS-4 1 0 Circuit BreBkor9." Svc l.sl oncl. 

vi9‘on ol Qporaiiona* Events Assessment (Post 070411). 6fi/MW24 

.. ^ ..... i— ico xnniii Mr 


ROSSI.CE. 

rnnL-n'W^lnH Crticnn f'-CS 


6806240139 Suppl 1 lo NRC Bu’lolm 88 000. "Thermal Slrnssua in P.plr.g Connnclod lo 
RCS “ Svc l>9l oncl. 

n0SSf.CE Division of Operational Events Assessment (Post 070411). 08/00/24 
Consolidated Edison Co of Now York. inc. 114pp. 46010.206 40020 018 


0807110350 Forwards evaluation of 800300 denial of violations nolud In Insp Ropla 50 
324/67 -13 & 50 325/07*42 PfocUco of adm nl&irotwo "rod-ingg nn" of auiomatc con 
tammo.nt ponel ration isolaifcn vfllvos unaccoptahlo Viola I ion romofnB. 

RE VES.L.A. Reg on 2, Otc ol the Director. 83/00/24. UTLEY.E E Cnmllnft Pgwo* & 
Light Co. 4pp 40141 144*46141:147 


-680722004? Proposed Tech Spoc Seclon 6 0. Adm ms trail ve Controls ” deleting or- 
gamzaton chads. 

? Ca/olma Power & Light Co. 88/07/11 16pp 46249 307*46249 322 

B 60 7 220205 AppLcaLon for RT.eod lo License OPR-7t.incorporat.ng revised Instrument 
numbers in Tables 3 3-0. M ,3.3 6 1-2 & Tech Spec 336 1 to reflect new aT\VS rec.r* 
eolation pump tnp logic Fee pa d 

EURY.Lw Carol.na Power & Lfght Co B8/07/11 Document Control Branch (Docu* 
meni Conlroi Desk) i2pp 46250 303 46250 327 

-8887220207 Proposed Tech Specs .in corporai.ng revised instrumor.l numbers In Tables 
3 3 6 1* 1.3.3 6-1*2 & Toch Spec 3 3 6 1 to reflect ATV/S recirculation pump trip logic 

* Carol’ n a Powor & Light Co 8B/0771 1. 7pp 46250:32V 46250.327 

8807130454 Genenc Ltr 88*11 lo all licensees of operating roactora & ho'ders of CPs re 
NRC position on radiation embntt lament ot roacior vessel mails A Impact on plant 
operations Svc fist & Rev 2 »o Reg Guido 1 99 oncl 

MIRAGUA.F J Associate Duecfor for Projecls (Posi 87041 1). 80/07/12 Cor.sol dafed 
Edison Co of New York. Inc 51pp 46257 207-46257 257. 

800725039? Forwards revised Tech Spoc bases pages oombnng 870313 & 880406 ap- 
plications for amend to Iicense3.per 800627 leJcon 

IOFUN.L I Carolina Power & Light Co BB/07/1 2. Document Control Branch (Docu- 
ment Control Desk) 2pp 46273 281*46273 290. 

-8807250395 Proposed Tech Spec9 Bases Pages B 3/4 4*1,B 3/4 4 2 & B 3/4 4 3 re 
jet pump surva.Hanco requiroments. 

• Caroline Power & Light Co 08/07/12 8pp 46273 283 40273 290 

8807190298 Notification of 880714 meeting w/utl in RocVv.i.e.MO lo dscuss HPCI/ 
RCIC valve operabihty 8 safety sya. 

BUCKLEY .B.C Ptooct CKiectorate IM. 89/07/13. MURLEY.T . SNlEZEK.J, 

WIRAGUA.F. NRC * No Oetailed Afhl.ation Given 3pp 46215 135 46215: 137. 

0807210287 Notification of 680719 meel'ng w/ufil In Rockv-lle.MD to discuss alternate 
tod insertion diversity. 

BUCKLEY.6.C. Project Directorate IM. 68/07/13 WURLEY.T.. SNIEZEK.J.. 

MlRAGLIA.F. NRC * No OetaHod Affilatlon Given 3pp 46236 148-46236:160 

8 EOT 2500 TO Responds \0 Generic Lit 88 OT ta utl pipng replacement, insp.repatr & 
leakage detection Plans for IGSCC Insp 9 during fie'ualmg Outage 6 also encl. 
EURY.L.W. Carol'na Power & Ught Co 86/07/16 Docunnenl Control Branch (Docu- 
ment Control Oesk). 54pp. 46259 257-48259:31 1 


O. Inspection reports, IE Bulletins & correspondence 


6BO713O09S Confirms 800707 enforcement conference at Rog:on II ofc lo discuss nom 
ccnservaiism recently discovemd In Instrument soilings aasooihtod w/VlPU/RDC 
h oh stoam l no t.'ow 130 'at on.per 080615 loicon 

GRACE.J.N Region 2, Ofc of Iho Dnocfor. OO/CO/24 UTLEY.G.E Cnro'ma Power & 
Light Co. ip 46165.040*46165.040. 

6007130169 Forwards insp Ropis 50*324/60 20 & 50 325/00*20 on 000524 No viola 
Ilona or deviations noioa 

CLINE.W.E Reg on 2. Ofc ol the O.coclot. 88/00/20 UTLEY.G.E CuroUm Powor & 
Light Co. 2pp. 46166:016 40106.010. 

-0007130101 Insp Repis 50*324/80-20 & 50 325/00-20 on 000524 No violet o.ns or do 
vianons nolod Major areas inspoctod:u90. comrol & occountalillily ol SNWDolola 
withhold (rof 10CFR2 700 & 73.21). 

TODP.G A. MCALPINE.E J Region 2, Ofc ot Iho Oiroctor. 00/00/20. Ip 40160.017* 
46166018. 

8007190299 Forwards insp Repis 60-324/06*10 & 50 328/00-10 on 000501*0004 5 
notico of v.oiation.Enforcomont conforoncu schedu'od for 000707 
GRACE ,J N Region 2, Ofc of Iho Dlroclor 00/06/20 UTLEY.E G. Carolina Power & 
Light Co 2pp 462)5 047*46216 070. 

-8807190301 Notice of vlolat-on from Insp on 000501 -0604. Violation noludon 
8C0SI 7,s\)rvoVanco tost not podeimod which toqvirntl that Tost Switch A71U-S5GU 
bo placed in manual position 

GRACE.JN. Roglon 2. Ofc of tho Director. 00/00/20 Ip. 40216 040*40216.040. 

-8897 190302 Insp Ropts 50*324/80*10 & 50-325/00 10 on B0O50 1-0604. Vio'mions 
noted Major areas Inspoclod.provjous onforcomont matters. mam 
observatlon.oporationaf safoty voilflcallon, LEFT roviow A ell.con corurol'od rectifior 
controllers, 

RULAND.W.H . LEVIS.W., FREDRICKSON.P. Rogion 2, Ofc of tfio Director. UO/Q0/2U 
21pp. 46216 050*40215 070. 

0807100177 Responds to violabons noted In Insp Hopta 60 324/07*22 & 60 325/07*22 
on 080606*10 4 proposed irnposil'on of civil pona'ly Ulil contonrJa lhai no crvll ponalty 
should be levied for equipmoni quahhcafiOh violations Supporting Info oncl. 

UTLEY.E E.. TAYLOR.J.M. Caro'ma Power A l ight Co. 00/07/01. GHACEJ-N. Roglon 
2. Ole of tho D tcctor. 33pp 40200 203 48206.235. 

8807070637 Responds to NRC BuHotm 08 004 re potential safely ro I a tod pump Joss.Ulil 
participating in BWR Owners Group program to respond lo bullolln.Upon complollon 
V..1 lo submit ropt summarizing problems rdonlillod & sya alloctod. 

LOFLIN.L l Carolina Power & Light Co. 00/07/05 Documonl Control Branch (Docu- 
ment Control Desk) Ip. 40126:001-40120.091. 


8806130168 NRC info Notice 00 039, "LaSaTa Unit 2 Loss of Recirculation Pumps w/ 
Power Oscillation Event." Svc list encl 

ROSSLC.E. Drvision of Operational Evems Assessment (Post 870411) 88/06/15 
Consolidated Edison Co. of New York v fnc. llOpp 45978:156*45978 268 

6606290073 Forwards summary of 880527 enforcement conference re operator errors 
A lees then adequate attention to detail In perform ng shift dui qs noled in insp Ropts 
50'324/ee*i6 A 50-325/88-t 5.Ust ot attendees .agenda A handouts a’so encl. 
GRACE.J.N. Region 2. Ofc of the 0,/eclor. B8/06/17. UTtEY.E E Caro'ina Power & 
Light Co. 56pp. 46984:146*45904:202. 

86081 60340 NRC tn(o Notice 88 040, "Examlnets Handbook lot Dovolopino Operator 
Licensing Exams.*’ NUREG/BR-0122 A svc iisi oncl. 

ROSSI.CE. Orvision of OperaW)naf Events Assessmem (Post 870411) 88/06/22 
Consolidated Edison Co of New York. fnc. 237pp. 46240 325-46241:201. 


8808300347 NRC info Notice 08 045, "Problems In Proioctivo Rolay & Circuit Broakor 
Coordmai'on Svc l.&t encl 

ROSSI.CE Oivis-on of Opcrat-onal Evoms Aesossmonl (Post 070411) 00/07/07. 
Consolidated Edison Co of Now York. Inc 104pp 46242: 1O0-4O242 2 12 

B807250024 Forwards Insp Ropts 60 324/88*22 A 60*325/00*22 on 0006 14- 17.No v-O- 
latJons or deviations noted. 

HERDTAR Region 3. Ofc of tho Oiroctor. 80/07/07. UTLEY.E. E. Carolina Powoi & 
Light Co. 2pp 46273:048-46273.053 

-8807250026 Insp Repis 60*324/00-22 A 60-325/00-22 on 000614*1 7.No violations or 
deviations notod Major areas Inspocted.anubbor survoillanco program S> IE Bulloim 8D- 
1 1 .Unresolved item re GC records dlscu9sod 

LENAHAN.J.J.. JAPE.F. Region 3, Ofc of tho Director. 08/00/30. 4pn 46273.050 

AR’i 70 nin 


B 8 06 17 003 3 NRC Info Notice 08 -041. "Physical Profeciion Weaknesses Identified 
Through Hegufaiory Effectiveness Reviews." Svc fist encl 

ROSSI.CE. Division of Opera bon al Events Asses smeni (Post 870411) 68/06/22 
Consolidated Edison Co ol New York, Inc 1 22pp. 45978 034*45978 155. 


8807080006 NRC Info Notlco 80 046, "Llconsoo Ropl of Dofoctivo FTofurbishod Circuil 
Breakera." Svc list encl. 

ROSSI.CE. Division of Operallonal Events Assessment (Posi 87041 it Q8/Q7/08. 
Consol.d&led Edison Co. of New York, Inc 107pp. 46231 281*40232:027. 


0007 120291 NRC info Notice 68 046. "Licensee flept of Defective Refurbished Valves." 
Svc 1st encl 

ROSSl.C.E Division of Operational Event9 Assessment (Posi 67041 1) 00/07/12, 
Consolidated Edison Co. of New York. fnc. I03pp 46 242 003 46242 i(j8. 

0807080366 NRC info Notice 08*047. "Slower. Titan Expected Rod- Drop Timoa.” Svc 
l st encl. 

ROSSI. C E. D.-vl9ion of Operational Evenls Assessment (Post 07041 i) 60/07/14 
Consolidated Edison Co of Now York. Inc. 103pp 46240.222*46240.324. 

8807120660 NRC Info Noilco 68-049. "Mar king.Handl ng. Control. Storage & Destruction 
of Safeguards Info." Svc last encl. 

ROSSl.C.E. Division of Operational Events Assessment (Posi B7041 1 ) B0/07/16 
Consol dated Edison Co of New York, Inc. I03pp 46241:263-4624 2 005. 

8807120553 NRC Info Notice 80-050, "Effecl ot Circuit Breaker Capacitance on Avail- 
ability of Emergency Power." Svc fist encl 

ROSSI. CE. Division of Operational Events Assessmonl (Post B70411) BB/07/18 
Consol.datod Edison Co cJ New York. Inc 1 19pp 46267:250*46268.016 

6607100101 NRC Info Notice 08*051, "Failures of MSIV9 " Svc list oncl. 

ROSSl.CE Oivision of Operational Events Assessment (Post 070411) 00/0 7/21. 
Consolidated Edison Co. of Now York, fnc. I2lpp 46257 006 46267:206. 


R. Periodic operating reports & related correspondence 


0007140305 Forwards monthly operating ropts for Moy.Juno & Jut 1000 for Brunswick 
Steam Electric Plant Units 1 & 2. 

DlETZ.C.R. Carolina Power & Uohl Co 89/07/08. Oocumont Control Branch (Docu- 
mont Control Desk), ip 46246: 104 46246 129. 

**0007270281 Monthly operating rept lor Jul 190B for Brunswick 1. 

• Carolna Power & light Co. 00/07/31. Ip 46246:105.46246 105 

-0007270284 Monthly operatng ropts for Juno 1988 for BmnswIck.Unils 1 & 2 
HAflRlSON.F Carolina Power A light Co 88/06/30 22pp. 40240:106 46246:120. 


S. Reportable occurrences, LERe 4 related correspondence 

8807070345 Suppl to spocial ropl:on 060307, two designated fire barrier timiUng condi- 
tions for operation Initiated. Plant mod will bo InaloHod during upcoming roluei.ng/malnt 
outago to resolve subl dlfforonllal pressure problem. 

DlETc.C.R. Carolina Power & light Co Q8/Q6/20 Oocumem Control Branch (Oocu* 
ment Control Dosk). Ip 46126 360*46125:300. 

8907010534 LER 00 012 00 on 88O520.HPCI turbine steam Supply Isolation valvo would 
not opon .resulting in H PCI being dcclored Inoperable Caused by failure of valvo motor 
w.ndmgs Holo dnT'od In valvo dlsc.W/000627 Itr, 

PASTVA.M.J , DlETZ.C n. Carolina Power & Light Co 00/00/2/. 6pp. 45907:273- 
45907 277. 

0007070010 LER 87.023*01:on 071231.HPCI turbine steam supply isolation valve E41- 
F001 wou'd not opon Caused by failure of d'roct curront motor Failed valve motor re- 
moved A replacement valvo motor installed W/880627 itr 

PASTVA.M.J., DlETZ.C.R Carolina Power & light Co 06/00/27. 0pp. 46124.302- 
46124:307 

8807070026 LER 05OS0O1.cn 85 1102,roacior scrammed duo to primary containment 
Group 1 teol&tiPn.RCiC trip & Wp/lackout ot dtosol generator 4.Porsonnal diSClp'mod & 
fol'owup mootings w/eMift personnel hold W/880027 Itr. 

PASTVA.MJ., tJIETZ.C.n. Carolina Powor & Light Co 08/00/27 7pp. 46139071- 
46139.077. 

8807080171 LER 0O-Ol1-O1:on 08O-12O.HPCI sys E41 pump suction from suppression 
pool.E41.F04l,lnoporatJlo.Cau8od by valve dc powered motor, ll ml to roue uorp 160- 
B56- 189, failure Fallod motor replaced & plant mods to bo implomontod w/880620. 
PASTVA.M.J., DlETZ.C.R Carols Povrot & light Co 08/06/29. 6pp. 46136 062 
46130066 

6807150160 LER 00*000*01 :on GB02l9.soveral bolt head failures of sll-con-bronzo car- 
riage boils in 125*voll & 2 60 -volt dc switchboards identit< ad Caused by IGSCC Bolis 
replaced w/ bolls made from m-ld carbon ateol.W/880630 Itr. 

POUlK.R.M., DlETZ.C.R. Carolina Power A Light Co 00/06/30 28p p 46105:245 
46185:272. 

0807120665 LER 88*01 4-00:on 0BOBO8.nClC sys steam leak delecFOn Instrumentation 
setpoints determined to be sot nonconsorvalively hlgh.Cause not determ’nad.Unlt 2 
piping miscon figuration corrected W/080700 Hr 

PASTVA.M.J.. DlETZ.C.R. Carolina Power & Light Co. BB/07/06. Upp. 46154:316- 
46154:320. 

0607100065 LER 88*016 00 on 80061 2. control bldg emergency air filtration A HVAC sya 
automatically isolated due to actuation ol chlorine detector in lank car storage etoa. 
Cause undeformined.W/800708 Itr. 

PASTVA.MJ., DlETZ.C.R. Carolina Power A Light Co. 88/07/00 3pp 40195:04?* 
46196044. 

0807180102 LER 00 008*0 bon 880302.gonerlc failure mechanism for supply fans of 
common diesel generator bldg ventilation sys identlflod.Causod by fatigue failure in 
fan due lo frequent starts A stops. Fan repaired W/B80706 Itr. 

PASTVA.M.J., OIETZ.C.R. Carolina Powor & light Co. 00/07/08 13pp. 40195.050- 
40196002. 


V. Operator Examinations 

0607070566 Submits revised commitment ro roqualificatfon training for mitigation of core 
damage.por NUREG-0737J«em II.Q.4. Available courses listed & are regularly sched- 
uled & on request. 

LOFUN.L f. Carolina Power A Light Co. 0B/O7/O5. Document Control Branch (Docu- 
ment Control Desk) Ip. 46123:107.46123:107. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


S. Reportable occurrences, uERs A related correspondence 

8007 1 10227 PHO-V B0-O42 on Ci30626,rragr.iVude 4 7 earthquake occurred Telephone 
conlact established that earthquake not folt.no damage ldeniilied.no releases of radio* 
act.v.ty occurred & selsm c -nstrumenralon operable & did not respond. 

NORTH. H. 6 Region 5, Ofc of tho Director. 00/08/27 Ip 46140 265 46140 265 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8007060413 Forwards Safeguards Insp Ropts 50-327/08-32 A 50 320/88*32 on 
080613-17 violations no led. Violations not being Cited DotaM w.thhoJd (rof 
10CFR 2. 790(d) A 73 ?\) 

MCCOY, F.R Ofc of Special Projects 08/06/24. WHlTE.SA Tenressoo VaHoy Au 
thority. 2pp. 40110 001.46110 003 

-8007000414 Partoiy withhofd Insp Repls 60-327/80-32 A 50-328/00-32 on 000609- 
10 Vlo'ation noiod Major areas inspected. security plan A Implementing procndures.mgi 
effectiveness, socunty program A orgarbralcn A physical berrior9. 

ENNlS.JD, MCGUIRE, DR. Region 2. Ofc of the Drector. 00/06/20. ip. 46110.003- 
46110:003 

00O7Q7Q551 Forwards Amends 73 A Q5 to Liconsos DPR-77 A OPR- 7 9, respectively A 
safoty ovaluobon ro physical socunty p’on 

MORAN, DM Ofc of Special Projects BB/00/24. WHlTE.S A Tennessee Va'loy Au- 
thority 2pp. 461 10:260*461 10 263 

-8007070555 Amends 73 & 65 10 Licenses DPR-77 A DPR*7e. respectively, modify.ng 
Paragraph 2.E of licenses to roqu ro compl.enco w/ amended physical security plan 
BLACK, S. Ofc of Spocial Projects. BG/06/24. 8pp 46118 252*46116 250 

“8807070566 S&foguarda ova'uaiion aupponir.g Amends 73 A 65 lo Llcen$o9 DPR-77 A 
OPn-79, respectively. 

’ NRC - No Dotal'od Affiliation Glvon. 00/06/24. 4pp 46110 260.46110.263. 

6807080060 Rov 0 lo Emorgoncy Plan Imp'omontmg Pfoceduro EPIP-10, “Medical 
Emorgoncy ProcotfufO." W/080701 Itr. 

NOBLE. T.. GniDLEY.n. Tonnessao Vallay Authority 80/07/01 37pp 46139.150- 
46139 : 106 . 

0607190300 In'crms thnl plant will be ready for Un t 1 App R insp bog nmng wk of 
6B0705j)ei S Olack 800606 roquost.Usi of mods Identified during vonfica:«on of Rov 0 
lo Add ft shutdown logic 0 Eng-noohnn Gelcuioiion BQH-CSS-024 encl. 

GRlDLEY.R. Tonno 9 soe Velioy Auihorlly. 8B/07/00 Documont Control Branch (Docu- 
ment Control Desk) 3pp 402 1G 001-462 16 111 

8B07 2500 13 Provides into ro TV A scliodu’D lor responding to items to omorgoncy ro- 
eponso enpob llly.por Rev 2 lo Ron Gu do 1 97. TVA w II provldo NnC w/rosponsu to 
addl Info roquostod on 8705 1 1 by 001030. 

GRlDLEY.R. Tennossoo Va lov Aulftordy. 80/07/15 Documont Control Branch (Docir- 
monl Control Dosk). 3pp 46260 237 -462 6i> 239. 

6807260009 D.scus&oo omorgoncy proparodnoss mod of ttw thrasho'd ovanl ropo/llng 
A omorgoncy ronortmg procedures for plants Ut-I will no fongor classify A repl ovonts 
in manner described in radiological emergency p' 0 n duo lo const siaius 
GRlDLEY.R. Tonnossoo Va'loy Aulfrority 88/07/15 Documont Control Branch (Docu- 
ment Control Dosk). 3pp. 46205:294-46286:290 


H. General correspondence 

QBQ 7260396 Confirms to’con re voluntary xollromnnt of ML Abercrombie, silo director on 
080722 JT Lapolnl wl’l bo assigned achnn slio direclor.lnfo iranamttod per will rovlsod 
corporalo nuclear porformanco plan did Jul 1907. 

WHlTE.SA Tennossoo Valloy AulhoMy. 06/07/20. PARTLOW.J.G Ofc of Spocial 
Projects. 2pp 46330:136-46300.137. 


P. Operaifng license stage documente A correspondence 

9606290610 AdwsGS lha< proposed Tech Spocs 6 2.1 1> A 02. 1c do noi specify poaillon 
titles for corresponding mat positions. 

GRlDLEY.R Tennessee valley Authority. 00/08/22. Documont Control Branch (Docu 
mont Control Dosk). 2pp. 45976 070 4 &&? 5. 071. 

6907010023 Forwards public noilco of appl!cat‘on (or amerd to OL lo r subj p’ant to bo 
published In 000624 Chattanooga Nows- Fro© Press & Cnatiarooga Timoa.AdvorUs nfl 
order approving publication also encl. 

BLACK, S. Ofc of Spocial Projocts. 88/00/22. ROBINSON.L Chattanooga Publ-shlne 
Co. IP- 46091:200-45991:206 

—8807010025 Notice of NRC proposal to am-encJ Ot. at subf plan l. Amend would delott 
organiaalionai chans from adm ni9trallve controls soctlon of Tech Specs por Generic 
Ltr O0 06 

‘ Ofc of Spocial Projects 80/08/22. 6pp 45901:201-45091:206. 

8007050517 Forwards AEOD Techn'cal Review Ropt 7008, "Blocked Th ; mb!e Tubos^ 
Stuck Inco/e Dotector." for con9ldora1lon duo to rocont events ot Brnldwood Unll 1 
ROSENTHAL.J.E. Reactor Operations Analysis Branch. 80/00/23. BF:RllNGER,C.H 
Generic Communications Branch. 2pp. 45990. 000-4599B OBQ. 

-8807050528 Forwards AEOD Technical Reviow Ropt TG09, "Blocked Thimb’e Tubes; 
Stuck Incore Dotector " Evenls where locovo/y of stuck do lector A c^oanlr.g of thlm 
bJe tubes locf to porsonnol hazard.discussod. 

WEGNER , M S Reactor Operations Analysis Branch. 80/00/23 ROSENTHAL, J.E. Re 
actor Operations Analysis Branch, tp. 46t)00:O-62- 45098:002. 


-8607050550 Technical Review Repi T609. "B'ockod Thimble Tubes/Stuck Inc ore De- 
tector.” 

* Off.ce for AnaVsis & Eva'uaton of Operaional Data. D-rector. 88/06/15 4pp 
45990:063 45990 066 

8007050157 Forwards corrective action plan for deficiencies in post-implementation 
eud l repi on safety parameter d-splay sys In response io RA Heunann 880429 re- 
quest 

GFIlDlEY.fl. Tennessee va’tey Autnonty. 88/06/24. Document Control Branch (Docu- 
moot Control Dosfc) 15pp. 4602G 355-46027 009. 

8007050566 Forwards description ol missed commilmants A schedule of completion of 
comrrhm.ents nol included m Amend 5 to FSAR 

GRIDLEY.R. Tennessee Vpi oy Authority. 88/06/24. Oocumanl Control Branch (Docu- 
ment Control Desk). 3pp. 46025. 140-46025. 142 

0007068219 Forwards update to utl 856318 8/ re performance ledngof reactor relief & 
safety vatvos.per NRC 860429 reqt-osl UM will contnue to evateate effectiveness for 
Unn 2 through compliance w/Tech Specs for RCS leakage. 

GfiiOLEY.R Tennessee Val ay Authority. 8B/06/24. Documenl Control Branch (Docu- 
ment Control Desk) 3pp. 461 17 .323 46 \\ 7 331. 

0007070581 Forwards Amends 73 & 65 to Licenses DPR 77 A OPR-79, respectively & 
safety eva*uat‘on re physical security plan. 

MORAN. D H Ole of Special Projects. SQ/06/24. WHITE.S.A. Tennessee Valley Au- 
ihonty. 2pp. 461 1& 250-461 10260. 

-8807070555 Amerds 73 A 65 to Lcensos DPR-77 A DPR -79. respectively, modifying 
Paragraph 2.E ol hcens&9 io require comp'ianca w/ amended physxaf security plan 
BLACK.S Ole of Special Projecie 60/06/24 Bpp 401 18.252-461 18:269 

-0807070550 Safeguards evaUation supporting Amerds 73 A 05 to licenses DPfl-77 A 
DPR ♦ 7 9, res pec try e ly 

* NRC - No Detailed Affiiauon Gwen B8/06/24. 4pp 461 18:280-461 18:263. 

68070BD126 Notice ot consderaion ol issuance ol amends to Licenses DPR-77 A DPR- 
76 & proposed NSHC determ nation & opportunity for hearing Amend revises Limiting 
Cond.tion lor Ope- a t< on 3.7.5 to increase max allowable ull mate hoot sink temp. 
MORAN.O.H. Ofc Of Spec 'a I Projects 80/06/24. 9pp 46133:297-46133:305. 

6807150204 Fir-a* response to FO'A roquost ter document Forwards App B documents 
& documents to be p'aced in PDR App A documents already available In FDR. 
GR.MSLEY.D H. Oivla'on of Rules & Records (870413-B80514) 68/06/24. 

OONNOfi.L Ooc -Search Assoc ate s 4pp. 46153 097*46103 205 


-0007140296 Safety ova'uetion supposing Amend 75 lo License DPR-77. 

’ Otco) Special Projects. 88/07/06 3pp 40175 081-46175.003 

8007190093 Fonvords employee concerns task group comments on pro'iminary SEfls 
for plant element repta.per NRC 600311 Itr. 

GRIDLEY.fi Ten.no sseo Val'ey Authonty. 66/07/06 0LACK.S.C Ofc of Specie' 
Projects. lOpp 46217:243-46217:252. 

8807140269 Provides summary of NRC 880626 6 29 discussions of nuclear plant 
performance Shortcomings noted in Sequoyah 2 secondary sy9 maint A persornel 
performance as areas contributing to series ot reactor trips during rn tial operations. 
STELLO.V. Ofc of the Executive D rector for Operations. 88/07/00. WHITE.SA Ton- 
nessee Val'ey Authonty. 2pp 46172 354 -46172.355. 

8807190027 Discusses relief request requ rod for Unit 1 hydrogon analyzer samplng 
valves lor InservricD lest program Fee paid 

GRlDLEY.R Tennessee Valley Authority. 08/07/08 Document Control Branch (Docu- 
ment Conlrol Oesk) 9pp 46209:175*46209:184. 

0807190127 Forwards facil.ty diesel generator voltago response improvement plon A ful* 
fil'a 880303 commitment Rept describes throe optimum Improvement plans. oxpected 
results of options & projected schedule for Implementation of mod9 
GRlDLEY.R. Tennessee V8i'oy Authority 8B/07/08. Document Control Branch (Docu 
ment Control Desk) 3pp 462 15; 118 46215:124, 

-6807190131 “Diesel Generator Voltage Response Improvement Plan M 
BOWMAN, M O Tennessee Valloy Authority 68/06/17. 4pp. 46215 121-46215 124 

8607200219 Forwards corrected Tech Spec pages of Amends 71 A 63 to Licenses 
DPR-77 & DPR <79, respectively. 

BLACK,S Ofc of Special Projects 08/07/11 WHITE.S A. Tennessee Valloy Aulhcnty 
3pp. 46228 336 46228 352. 

-0607200222 Errata to Amends 71 A 63 to Licenses DPR-77 & OPft-79. 
respectively.refieci'ng originally subm itecJ revs found acceptable In safety evaluation 
• Ofc ot Special Projects 00/07/11 12pp. 46228 34 1-46228:352 

8807200231 Forwards notlco of consideration of issuance of nmonds to Llconsos DPR- 
77 A DPR-70 A opportunity for hearing re Tech Spec Chango 88-21 concerning min 
ever water level 6 max river water temp for plant operation 

BLACK.S Ofc of Special Projocls 08/07/1 1 WHITE.S.A Tonnos9oe Valley Authority. 
2pp. 46221:084-40221:094. 


-8807160253 Forwards questions from majority staff of House Interior Comm.ttoe for 
review A appropriate action 

BRADBUflNE.Xc. Concross-oral Affairs B8/01/11. EBNETER.S Ofc of Special 
Projects 70pp. 46153 136*49153 205 

8807070003 Forwards summary of uhl 080524 presentation re min edge distance for 
anchor bo:i9 discussed in 800316 10CFR21 notification from HiTiJnc. 

GRlQLEY.R Tennassoo Valley Aulhcnty 80/06/20. Documani Conlroi Branch (Docu- 
ment Control DOSK). 3pp. 40136 298-46136 300 

8807110282 Forwards uhl CRAC2 meteorology results on floppy disk & in hard copy A 
include site wind rose during 19B5.W/0 end 

CUNNINGHAM.L J. Radiation Protection Branch 8B/OB/23. ACHARYA.S Probabl.iatlo 
Risk Analysis Branch, ip 46101:033 46101 033 

8907120559 Forwards pub’le police ot uhl 880613 cppl cation for ex gent amends lo Li- 
censes DPR-77 & D PR-79 for pubi cation in Chattanooga Timo9 A Ch&llanooga News 
Free press Amend deletes organ za: onel chads tor Teen Specs. 

0LACK.S.C. Ofc ol Special Projects. 88/08/29 WHITE.SA. Tornossoo Va'ley Au thor- 
ny. I Bpp 46113 065 46113 072. 


&807 130454 Generic Lit 68-1 1 to a‘l licensees ol oporahng reactors & holders ol CPs te 
NRC posil-on on rod anon omb.'ittlemenl of roacior ves90l matfs A impact on plant 
operations Svc list A Rov 2 to Reg Gu-de 1.99 end. 

WIRAGLIA.FJ Associate Director for Projects (Post 870411). 08/07/12 Consol'datod 
Edison Co of New York. Inc. 5lpp 40257:207-40257:257 

8807210179 Fonvords Amends 76 A 77 lo Licenses OPR-77 A DPR-79, raspoctlvefy & 
safoty evaluation Amanda mod-fy Tech Spec Tabio 3.3-9 re remote shutdown monlior 
Ing Instrumentat.on. 

BLACK.SC Ofc of Special Projects 08/07/12. WHITE.S.A Tenno9soo Valloy Author- 
ity. 3pp. 46237:273-48237:285. 

-8807210100 Amends 76 A 77 to Licenses DPR-77 A DPn-79.ro8poclivu!y. mod lying 
Toch Spoc Table 3 3-9 re romoto shutdown mon.'orlng instrgmontaiion 
BLACK.SC. Ofc Of Special Projects 6Q/07/12. tOpp 46237:276-46237 203. 

-8807210102 Safety evaluation supporting Amends 76 A 77 to Llconsos DPR-77 & 
DPR-76.rospcctivoly, 

• Office of Nuclear Roador Rogjlallon, Director (Post 070411). 00/07/12 2pp 
46237:204 46237:285. 


8807120710 Siaff requirements momo ro Commission 8B0621 briefing on TVA reorgani 
2 alien A status of plants. 

CHILK.S J. Ofllco of the Secretary of the Commission. 06/09/29 STELLO.V. Ofc of 
the Executive Dlt otter for Operations. ip. 46120.103 40120.183. 


0807210335 Notification ot 000721 mooting w/TVA in RockvlIlo.MD to discuss Phase II 
ol design basel no A verification program. 

DON0HEW.J.N. Ofc of Special Prolccis 88/07/13. BLACK.S. Ofc of Special Projects. 
3pp. 46237:152-46237:154. 


8807130442 Forwards Amond9 74 A 66 to Licenses DPfl-77 & DPR-70, respectively & 
safety aval uai Ion Amends revse Tech Spec Section 6 ra adml nisi relive 
c-onirots.reflecllng site organizational changes & deletions per Generic Ltr EB-06. 
BLACK.S. Ole ol Special Projocls. 8B/0&/30. WHITE.S A. Tonnessee Valley Aulhorrty. 
4pp. 46166:240-40166:321. 

-00071304 44 Amends 74 A 89 to Licenses DPR-77 A OPfi-79.re8pactlvety, revising 
Tech Spoc Section 6 re administrate controls to rolled site organizational S title 
changes & dole:© organizational charts per Gene pc Ltr 80-00. 

BLACK.S. Ofc of Special Projects 68/06/30. 66pp. 46166 244-46166 309. 

-0807130447 Safety evaluation supporting Amends 74 A 80 to Licenses DPR-7 7 A 
DPR-70, re spec lively 

' Ofc of Sp«c ; a! Projects. 60/09/30, 12pp. 46169.310-46106:321. 

09071 10400 Discusses util 961031 IV eonlaning commitment to provide ad“df info re im- 
plementation schedules for mods requirort by I0CFR60.62 after restart. 

GRlDLEY.R. Tennessee Valiev Authority B8/07/08. Documenl Control Branch (Docu- 
ment Control De9k). 2pp. 46141:327-46141:328 

6807120330 Provides Info A background on 40-yr qualification test program for ei'icone 
rubber Insulated cables. 

GRlDLEY.fi. Tonnessee Val'ey Author iry. 88/07/06. Document Control Branch (Docu- 
ment Control Desk). 0pp. 49146:340 46145 347. 

0807120669 Informs that util 670019 response lo Generic Ltr 07-06 re periodic verifica- 
tion of leak tght integnly of pressure Isolai.on valves acceptable. 

BLACK.S. Ofc of Special Projects 89/97/06 WHITE, S A. Tonnessee Valley Authority. 
4pp. 461 56 1 83-46 1 58. 166. 

> Uconse DPR-77 & 
dit.on 2-C.(10), -Wale 
68/07/06. WHITE. 8 


Afr ® nc * 7 $ 10 License O PR-7 7, de lot no requirements of License Condition 
2.C,(10). Water Chemistry Control Program.'* 

BLACK.S. Ole of Special Projects. 88/07/06. 4pp. 46176 077-48175:069. 


safety ova’uation. Amend de- 
r Chemistry Conl/ol Program." 
V Tonnessoe Valloy Authority 


0607140201 Forwards Amend 76 l 
teles requirements of Licenso Cor 
BLACK ,s. Ofc ol Special Pro ‘acts 
4pp. 40175:073-46175.083. 


8007220333 Forwards request for addl info re main steam lino breaks In fco condenser 
piants.per review ol Addendum 1 to WCAP- 10988. "fco Condansor Dron Tost 
Results.Data An&lyele & Development of Drain Flow Models tor IQTtC-llt too ..." 
BLACK.S. Ofc of Special Projects. 08/07/ 15 WHITE.SA. Tonnossoo Valloy Authonty. 
Opp. 46250:148 40250:153. 

6807250261 Forwards revised commitment fo evaluate control loops Schedule for com- 
ptel.on should bo extended to 881231 because ol prolonged doiey ol rested o) Unit 2 
& emergent work. 

GRlDLEY.R Tonnesseo Volley Authority. 86/07/18. Oocumont Conlrof Branch (Docu- 
ment Control Oesk). 3pp. 48276:320 46276.328. 


O. Inspection reports, IE Bulletins & correspondence 

0606130169 NRC Info Not.'co 68 039. "LaSalle Unit 2 L03S of Rocirculaiion Pumps W / 
Power Oscillation Evenl." Svc list end 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 08/06/16. 
Conso'idated Ed son Co. of Now York, Inc. 1 10pp. 45970:166-45970:260 

880029018 1 Forwards Shift Coverage fnsp Repls 50-327/00-26 A 50-328/08-26 on 
880403 0504 A notice ol violatlon.NRC still has concern re ovorall adequacy of con- 
figuration conirol Requests cons ! deration of enforcement history in rosponso. 

MCCOY, F.R Ofc of Specie! Projects. 00/00/17. WHITE.S.A. Tennossoe Valley Au- 
thority. 2pp. 45987:046-45987:009. 

“8006290109 Noi'ce of violation from insp on 8804 03 -0504. Violation nolod.liconseo 
failed to Implement procedural roauirdmonts for maintaining configuration controls 
alter sys operating Instruction checklist completion 

MCCOY, F.R. Ofc of Special Projects. 88/00/17. 2pp. 45907:048*45907:049 

-0006200192 fnsp Repts 60-327/86*26 A 60-320/06-26 on 880403 0604. Violailons 
noted.Msjor aroas Inspected ;conlrel room obsorvallon A operational safety 
verlf'callonjnclud no operations performance .sys lineups A radiation protection 
LONG.A.R.. JENlSON.K., BRANCH, M. Region 2. Ofc of the Director. 80/00/17. 40pp. 
46967:050-46997:089. 
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8806160340 NRC Info Not:ce 00-040, ’'Examr.Grs Handbook for Devolo-plng Operator 
Licensing Exam 9 .’’ NliREG/BR-0122 & svc Ls( oncl 

ROSSl.CE Division of Operational Events Assessment {Post B704U) 88/06/22. 
Consolidated Ed son Co. of Now York, Inc 237pp 46240:325*4624 1. 20 1 . 

8606170033 NRC Into Notice 80 041, "Phys-cai Proteciion Weaknesses idenMied 
Through Regulatory Effect.' vone9s Roviews ” Svc 1st oncl 

ROSSl.CE Division of Operational Events Assessment (Po9t 070411). 88/OQ/22. 
Consolidated Edison Co. of New York. Inc I2?pp 45978 034-45970 155 

8808170291 NRC Bulletin 88 008. " Thermal Suossos ;n Pip.ng Connected to RCS ” Svc 
l si oncl. 

ROSSi.C.E Division of Operailonat Events Assessment (P 091 870411). 80/06/22 
Conso'idaiod Edison Co of New York, tnc 1 16pp 46019 037*46019.152 

6807110466 Forwards safety ovafuatlon ro NRC Buietm 86-002. ‘’Statlc-ORlng (SOR) 
Differential Pressure Switches" All issues satisfactorily moi Requosts confirmation 
that SOR switches for upper head Injochon & RHR sys replaced. 

BIACK.S. Ofc of Special Projects. 80/06/23. WHITE, s A Tennessee Volley Authonty. 
ip 46092 059*46082 062 

—88071 10478 Safety evaluation ro IE Bulletin 06 002, ‘'Static O-fiing D.fforenilai Pres- 
sure Swltchos " All issues satisfactorily addressed 
* Ofc of Spool a I Pro,ecis. 08/06/23 3pp. 46082 D60 46032 062 

8607120590 Forwards Insp Repia 50*327/08*30 & 50 328/88*30 on 880523-24 No vio- 
lations or deviations noted 

MCCOY.F.R Ofc of Special Projects 06/00/23. WHITE, S A Tennoaseo Va’loy Au- 
thority 2pp. 46148:106-46140 19 i 

-0807120693 tnsp Rep'S 50 327/60*30 A 50-320/80 30 on 000523 24 No violations Of 
doviat ona noted Major aroas inspocledplaot chemistry 

KAMLE.J.0. Region 2, Ofc Of the Director 80/06/16 4pp. 46140:163-46148 101. 

8806210036 NRC Info Not:co 68 044, "Mochanical Binding of Spring Release Device In 
Wesimghouso Type DS-416 Circuit Breakers.*’ Svc lisl oncl 

ROSSI.C.E. Division of Operational Evonls Assessment (Post 070411) 00/06/24 
Consolidated Edison Co of New York, Inc 113pp. 46019 .153*4601 0:205 

6606240139 Suppl 1 lo NRC BuTotin 80 000. ’’Thermal Stresses in Ppng Connected to 
RCS " Svc tist end 

ROSSl.CE Division of Oporallonal Events Assossmont (Post 070411) 08/00/24. 
Consohdalod Edison Co. of Now York. Inc 114pp. 46019 266 46020 OlG 

B 807060195 Informs that full lmplomomat ; on of aubj commitmeni not expoctod until 
800601 bocauso of higher priority ro 9 lort work 

GRlDLEY.fl. Tonnossuo Valfoy Authority 08/08/24 Documoni Control Branch (Docu- 
ment Control Dosk). 3pp 46025:102-46025:104 

8807060413 Forwards Safeguards insp Ropts 50-327/UB-32 & 50 328/88*32 on 
000613*1 7.Vloloiions nolod Violations not bolng citod. Doiol withhold (ref 
10CFR2 790(d) & 73 21) 

MCCOY.F.R Ofc of Special Prolocts. 00/06/24 WHITE, S A Tonnossoo Va'loy Au- 
thority. 2pp. 46110 001-46110:003 

-8807060414 Parila'ly withhold Insp Ropla 50-327/00-32 A 50 328/00 32 on 880600- 
10. Violation notod Major areas mspaciod security plan & implementing procedures, n-.gi 
offodlvenQss.secunty program & organize t«on & physical barriers. 

ENNIS.JD. MCGUIRE. DR Region 2, Ofc of the Droctor 80/00/20. Ip 46110:003* 
40110.003 

8807070391 Forwards Insp Ropts 50*327/00 12 & 50-320/83*12 on 80O2l5-ie.No vio- 
lations notod. Opon roslart issues re cwii calculation oflort rosolvod 
RICHARDSON.S.D. Ofc ol Special Projects 00/06/24 WHITE.S A Tennessoo Valley 
Authority. 3pp. 46110:120-46110-189 

-0607070392 Insp Repis 60-327/08-12 A 5O-320/0B-12 on 880215-19 No vlolaUona or 
deviations notod Ma;or areas inspected review of util corrective aciiona to civil engi- 
neering portion of calculat-on review program A review of piping analyses. 

FAIR JR. CHENGJM. HERMANN.RA. Ofc of Spodel Projects. 00/06/24 60pp. 
46116:123 40110:109. 

8607150204 Final fesponso to FOfA requost for documonts Forwards App B documents 

6 documents to bo placod In PDR.App A documonts a'roady availablo in P0R 

GRIMSLEY.D.H. Division of Rules A Records (070413 060514). 08/08/24. 

CONNOR.L. Doc-Search Associates. 4pp. 46153 097*46163.205. 

-8607160246 Forwards H Myer9 comment on Insp Ropls 60-327/87*31 A 60-320/87* 
31. 

COMBS.T. NRC - No Detailed AftitiaUon Given 08/01/06 DENTON, H. NRC - No Oe- 
lallod Affiliation Given 3pp. 46153.126-46153:135. 

6607120464 Advisod that TVA had acceptably addressed seven nucioar safety review 
staff recommendations & Homs verified A closed, per Insp Repis 60-327/88-10 A 50 
320/00-19. 

BLACK,S Ofc of Special Projects 80/00/27. WHITE. S A. Tennessee Valley Authority. 
3pp. 46113:339-46113:341. 

8807060044 Responds to NRC 000527 It/ re violations noted In Insp Repts 60-327/86- 
19 A 60-328/80*1 9. Corrective actions defective drawings revised A proper seals In- 
stal.’od. 

GRIDLEY.R. Tennessee Valley Authority 68/06/26 Document Control Brench (Docu- 
ment Control Desk). 7pp 40 1 15:239-461 15:245. 

8607060069 Responds to NRC 080527 Itr ro vioiat ons noted in Insp Ropl 9 50-327/80* 

07 A 60* 328/ 08 *07. Corrective action8:vor*ficatlon ol all mati issued against identified 
dedication packages completed as Initial Unit 2,Modo 4 prerequisite. 

GRIDLEY.R. Tennesseo Valley Authority. 88/06/20, Document Control Branch (Docu- 
ment Control Desk). 4pp 401 10.032-46110.035. 

8607070249 Provides Info re treatment of auxiliary verbs in plant documents as add I re- 
sponse to violations notod in insp Repis 50*327/00-30 A 60-320/80 30 Use of 


6807080207 Responds to 600526 Itr re violations rolod In hsp repts Corrective 
aciionsisewege being rouiinety pumped from sys & hauled to Chattanooga regional 
sewage treatment facility lo minimize potential tor ncncomp'.lances 
BROOKS, R.H. Tennessee Valley Authority. 80/06/29 STEWART. P.l Chattanooga. 
TN. 11pp. 46127.011*48127:021. 

8807060462 Forwards revised response to v.olatlons noted In -'nsp Repis 50-32 7/88-00 
A 50*328/00 08 .Corrective actions formal iranlng in appropriate aroas conducted & 
documented for all personnel Involved 

GRIDLEY.R. Tennessee Valley Authonty. 00/00/30 Oocu.menl Control Branch (Docu- 
ment Control Desk). 5pp 401 10.816-461 10.020. 

6807060611 Advi309 that Culler-Hammer.Type M relays not Instated in safoly-ro'aled 
equipment other Lhan diesel generator control ponel. 

GRfDLEY.R. Tennessee Valloy Authority. 88/06/30. Documoni Coniro? Branch (Docu- 
ment Control Desk). 2pp. 46103 274-46103 276 

8607000049 Responds to NRC 880517 Itr re violations nolod in Insp Repis 50*327/00 
09 A 50 328/88-00 Corrective eclions A-307 holts In Unit 2 incora-transfer device 
seismic restraints replaced w/hlgh strongth bolts. 

GRIDLEY.R. Tennessee Valley Authonty. 86/07/01 Document Con tro? Branch (Docu- 
ment Control Desk). 7pp. 46136:222*46138 220. 

0807080065 Revised response to NRC 071221 Itr re violations noted n Insp Hopts 50* 
327/07-66 A 50 -328/87*66. Corrective acllons Operation Sect on LH Ad.minlstrat ve 50 
converted to Administrative rnstruction 50. 

GRIDLEY.R. Tennessee Valley Authority 80/07/01. Document Control Branch (Docu- 
ment Control Desk) 6pp *16133:133-46133:137 

6007 120021 Forwards llal of commitments ro NRC Bu latln 00 003, ‘ Inadequate Lalch 
Engagement in UFA-Type Latching Refays Mfg by GE." 

GRIDLEY.R. Tennessee Valloy Authority. 0B/O7/OG. Document Control Branch (Docu 
mont Control Desk). 4pp. 40147:290 40147:293. 

8007120226 Forwards r©spon9G to 000413 roqu09l re util plans to ensure t»at commer* 
clal grade parts adequate in safely sys.per insp Repts 50 327/68-07 & 60-320/80-07, 
GRIDLEY.R Tennesseo Valley Authority. 8B/07/06. Document Control Branch (Docu- 
ment Control Desk). 4pp 46145 354*40146:357. 

8007140071 Responds to NRC BulJotln 07*OO2,Suppls 1 A 2. "Fastener Tegtrg to Da* 
terrnine Conformance W/Appllcabla Specs *’ Roquosis ciarlficailon of bu’lotln to pro- 
vide necessary info & oxtension to 090130 to provide proper response. 

GRIOLEY.R Tennessoo Valloy Authonty. 08 /<j 7/O0. Documoni Control Branch (Docu- 
ment Control Dosk) 3pp. 46104:146-48104:148. 

6606300347 NRC Info Notico 88-045. ’’Problems in Proloctivo Relay & Circuit Groakor 
Coordination.” Svc list end 

ROSSI.C.E Oivlslon of Oporallonal Evonts Assessment (Post 870411) 88/07/07 
Consolidated Edison Co or Now York. Inc. I04pp 46242: 109*40242 212. 

6607080006 NRC Info Noilca 00-046. “Licenseo nepi of Dofoctivo HofurM 9 hed Circuit 
Breakers Svo list oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 0 70411). 0tB/O7/OB. 
Consolidated Edison Co of New York. Inc 107pp 46231.201-46232:027. 

6607190217 Requosta extension of duo datos for ro9ponsos to Insp Ropla 50-327/00- 
07,50 320/00-07,60-328/60*09,60*327/08.10 A 60-320/00*19 un1l r 0QO7O l. 
GRIDLEY.R Tennessee Volfoy Authority. 00/07/00. Docurnont Control Branch (Docu- 
ment Control Dosk). 2pp. 40206:103 46200 194. 

8607190300 Informs that plant will be ready for Unit 1 App R Insp beginning wk of 
00G7O5j>er S Black 000606 request List or mods Identified during verification of Rov 9 
to Ann R shutdown togic A Eng nearing Calculation SON CSS 024 oncl 
GRIDLEY.R. TennQ9S0O Veliev Aulhonty. 00/07/00. Documoni Control Branch (Docu 
ment Control Desk). 3pp. 40216:001*46210:111. 

-80071 90304 Rev O to “App fl, Cable to Cable Shorts for RCS Mlgh/Low Prossure Intor* 

JOLLEY.J.B., HALL.R Tennessee Valley Authority. SQN-CSS-024 ROD 00/07/01. 
1 0Opp. 402 1 6:004-462 1 ft: 1 1 1 . 

8607260216 Forwards revised rosponso lo Violation 3 noted In Insp Repts 50 430/07- 
08.60 439/9 7*08,50*259 /Q7-30 ,60*260/87*30. 50-206/87*30.50-327/87-00.50-328/67* 
68,60*390/07-18 & 60-391/87*18 CorrecUvo acilons momo Issued on 000331 
GRIDLEY.R. Tonnossee Valloy Authority. 86/07/1 1. Docurnont Control Branch (Docu- 
ment Control Desk). 6pp 46269:096 46259:099. 

8807260235 Provides supplemental Info in response to NHC 000107 Itr ro violation 
noted In Insp Roots 60*327/07-67 & 60*328/87*67. Info indudos ovo'uat on on poton 
tial lowering of initial screen of manluana from 100 lo 60 ng completod. 

GRIOLEY.R. Tenneesee Volley Authority 66/07/W. Document Control Branch (Docu- 
ment Conlro! Desk). 5pp 46256: 1 90 46255-202 

6807120291 NRC Info Noilce 80*048, ‘’Licensee Ropl of Defective Relurblshod Volvos." 
Svc list encl. 

ROSSl.C E. Division of Operational Events Assessment (Post 870411). 00/07/12. 
Consolidated Edison Co. ol New York, Inc. 103pp. 40242.000-40242:106. 

9607060366 NRC Into Notice 00*047, “Slower-Than-Expoctod Rod-Drop Times'' Svc 
list encl. 

ROS-SI.C E. Division of Operational Events Assessment (Post 670411). 00/07/14 
Consolidated Edison Co. of New York, fnc. 103pp. 46240.222*46240.324. 

8607120560 NRC Into Notice 88-049, "Marking Hsndiing.Conlrol, Storage & Destruction 
of Safeguards Info.*' Svc list encl. 

ROSSl.CE, Division of Operational Events Assessment (Post 870411). 60/07/18. 
Consolidated Edison Co. of New York, Inc, 103pp. 46241:203-48242 005. 

6807120553 NRC info Notice 80-050, "Effect of Circuit Breaker Capacitance on Avail 
ability of Emergency Power.*' Svc fist encl. 

ROSSl.CE. Division of Operational Events Assessment (Post G70411). 60/07/18. 
Consolidated Edison Co. or Now York, Inc. 119pp. 46257:250 46258 016. 


100 DOCKETED ITEMS 


R. Periodic operating reports & related correspondence 


-assist SS.SS2 


l K?U?!jL' , Sc 0 lSpec=3lPt«.M-* »»'<*'« B» CK S 0<t ol Special Ptotecu 4pp 
46H3319 461 13 322 


8807070535 Forwards week 
KELIY.JL Ofc Of Special 
46122 175 4512? 170 


Y sched-'e of TVA acirv'-6s for wks of 880704 & 11 
Projects 86'06>29 BLACK.S Oft Cl Spec*! PfCjQCtS 4p0 


8807070356 Forwards Ch : ckam 3 ugA Reservor 1S8? F siones Ccvo Rote 

none Results " floco^Tonds fhai sampi r g , n tP M-, roost cove be Ascent nued pa 
cause da'a may noi be representative of reservoir f-sh pepu 3 -One 
BROOKS HH Tennessee Va'.ey Authority 8&/05/30 OAVlSPE Tennessee. Sta 
or 3pp 46125 001-46125 067 


^6607070367 ' CAic^amauga PcsC-n/O-r 1967 PiShe'.GS Mcn:U>n-g,Ccve Rotenar.o Re 
ROBERTS.J M Tennessee Val'eyAulhonty. 87/12/31. 64pp 46125 004 46125 067 


9. Reportable occurrences. LEfla i related correspondence 

8607060269 LER 86 047 01 on 66101 /.siardby 0 ose' generator &!an on loss ol vollago 
to shutdown board as resoM ol breaker trip No anomalies found lo cause trip No cor- 

rective ecVons planned as result of event W/060630 Itr 

LONGJL. SMITH.SJ Tenressc-e Valley Authority 68/00/30 5pp 46110 105- 
46110 109 

8607060439 LER 68-023-00 on 680607. two co-Ha rvnem venl'aiion isolator* i (CVIs) 
occurred Caused by madoquaie preparation CVis rosc!.*orh lhal imiiated CVl termi- 
nated A Sid Pract.ee SOM 2 raised W/88C63D nr _ ( , _ , njl 

KILGORE & £ . SMITH, S J Tennessee Valoy Authority. 88/06/30 6pp 46118104- 
46118 109 


6607060444 Special Rept 88 12 on £80608 pro. ocied dose due 10 Vomd olhuenl re- 
leases to unrestnetorf areas determi r ed to exceed Oi? mrem Imt Caused by 
droughl Administrative firr.ns p'aced on Lqu-d etf uont lank max activity 
SMtiH.S J Ternossee Valley Autnonty 08/06/30 Document Conirol Branch (Docu- 
ment Coni/of Desk J 3pp 461 18 101 461 IS. 103 


6807120132 LER 88 024 00 on 6606t5.unp1anned reactor tr p signal gonerated due lc 
simulated undervo'tage ccnditicn Caused by inadequate Impact evaluation Work con 
trot grcH,p ei pfar.t restructured W/ 880? 07 fir 

LONG J L . SMiTn.Sj Tennessee Valley Author.ry 88 / 07 / 0 7 6 pp 46135 117 - 
46135.122 


6807120218 LER 08-025-00 on 88061 7,iwo spurous steam generator 3 hr. hi level tut* 
bmo tnp first out annunciat.ons received Caused by steam generator ii.be teak 
testng Precaution added to Special Wa nl 'rstruChon 0-68-2 W/890708 ttf 
KILGORE8E. SMITH SJ Tennessee Vp'ley Aulhcnty e8/07/07 6pp 46145 340- 
46145 353 


7. Hearing transcripts on norvantltruat matter* 

6607050409 Transcript of TVA 060621 bfief.ng in Bethesda MD ro ull roorgan'Zei-on & 
plant status. 

* Commissioners 06/06/21 9lpp 45998 073 45938 163 


V. Operator Examination* 

6807050162 Requests slated ref matt be submitted to NRC by 680701 for written exams 
scheduled lor wk ol 801212 Factity mgi responsible for pfovtdr.g adequate space 4 
accommodations m order to propeny conduct wr.tlon exams 

JULIAN.C A. Region 2 . Ofc cf the Duecior. 88 / 06/15 WHITE.SA Tennessee Val'oy 
Airtrtonty. 10 pp. 46025 130 - 46025 . 139 . 


'XWoToa/O^/.S. DoCiifiHiiil Conun. l.mnch (Pocu 
S.tSnuo: &*>■ 3 PP 23 ?->aw * 3 * 

in*-.. 

umvici.r • >" ..Jc *A0n^-9QK 


H General correspondence 


Confirms lolcon to vo'u'i'ary retirement of HL Abercrombie, ftlin tJ.rcclor on 
Sfi 08 O 722 JT lapoml wll bo assignor! flct-nn Bito d rndor Info unnsmilimJ pur Mb rovlsr.l 

^^nS,SSS^M^UWt». PA.mnw.JH Ole ol M.«l» 

- * _ .nAAA inn 1 *>■» 


p. Operating license atoge documents 6 cor reapon donee 


0807160040 Summary of 880613 rrne ling w/ut.l to dscu-w toolnrl of fncllity in Lyht ol 

recent scrams from power Transcripi of moot nn onci 

BLACK.SC Ofc of Special Projects 80 / 00 / 21 . Ofr*. r>f Spnc.al F ro.Ovie fj M J 

46101 125 46181224. 


-8007150040 Transcript of 880613 hoanrg In Rotkvilo.MP ro rosiqrt of util from fororil 
* C ^mmissi0ner9 D0/0G/13 96pp 46181:130 46181 ??d- 


8606290510 Advises mat proposed Tech Spoca 6 2 . 1 b & fi 2. 1 c ifo not spoofy posii un 
uloa lor cotrospondm^ mgl postVong. f . 

GRIDLEY.R Tor^noasoo valley Aulhority. 00 /C 6 / 22 . Documunl Lcntrol Humcli (Di)Cu 
moni CchUol Desk). 2 pp 466 / 5.070 45075 . 071 . 

8607010023 Forwards pubbe noheo ol appheattan lor fimhiv.i lo OL ttit uulii plant lu lie. 
publ shod in 060624 Chattarcogo News Proo Press & Qmtlfirioogn Timna ArJvmiis ng 
order approv.ng puW.cailon al&o unci. „ . 

BLACK, S Ofc of Special Pro.ocis 80 / 06/22 MORlNSON.l C:ji;t 11 nru>nyn P..biafn*i(r 
CO. ip 45901 200 4599 V 206 . 


-8807010025 Notico ol NRC proposal to nmorid Ol nt buTjJ IjWh'iI Ainoml would vltv.u'.n 
organizai'onal chans from odm nisiraiivo controls 6 oclion of Tucft Sroch por Cionnrm 
Llf 88-06 

► Ofc of Special Projects 80 / 06/22 6 pp. 45091 20 M 5 BU 1 20(1 

8807050517 Fonvarcf9 AEOD Technical Rovlow Ropl T 00 D, “(ilocknil 1 Jilmtilo 1 ubr>n/ 
Stuck Incore Deioclor," for considmation duo lo rocont ovonlh nl Hraulvvood Unt >. 
ROSENTHAL.J.E Roaclor Opo/ations Analysis Uronch. H 3 / 00 / 23 - ULHLINOfM.C H. 
Generic CommuHcat ons Branch Ppp 45000 060 45000 . 060 . 


*-8807050550 Technical Rovlow Rept T 800 , ‘Rlockod Thwnbln lubon/Sluck incoro De- 
tector" 

* Office for Analysis & Evo'uaton of Oporalional Data Diroclor. nd/Oti/lO 4 fip 
45988 083 46998 066 


88 Q 7050167 Forwards cotroclwo action plan for (Jollc»ociclos «i post irnplnniuni.n o f i 
audn ropt on safoty paramelor disproy ays in rosponso to HA flcminnn 089420 ro 
quasi. 

GRIOLEY.R. Tennessee Valloy Aulhority 80/00/24. Pocurnonl t:nnlrol Oroncli (Docu 
mcntCdnltol DoskV 16pp. 46026 355-46027 000 

6807050566 Forwards deacriphon ol nvsaotl commUmoula ft aUiortulo ol cornpltrluo of 
commitments noi included »n Amond 6 to FSAn. 

GRlOLCY.R. Tennessee V alley AuU orlw. 06 / 06 / 24 . Docvtmottl Control ChwicU (Oocu 
ment Conirol Doak) 2 pp 46025. 140 46025 . 142 . 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency A fire protection plana 


6807060219 Forwards update to util 850310 Hr ro porlormnnco tuailny of runctor rO-'wf <3 
salely vaWua.per NRC 08 04 20 tequbsVUlil w .11 coni in jo \o ovnlunto oUor.llvnno&s lot 
Unit 2 through compl'once w/Toch Spoc9 (or RCS Joakago 

GRIDLEY.R, Tennosseo Valley Auihoniy. 00 / 06 / 24 . Document Conirol Uronch lOoco- 
ment Control Desk). 3 pp. 40117 : 329*46117 331 . 


6607060413 Forwards Safeguards ln$p Ropls 50 - 327 / 88-32 & 5 O- 32 B/ 08-32 on 
860613 - 1 7 . Vtoiabons no'.ed Vvclai'ons not b^no Died Oeiarl wthheld (iel 
10 CFR 2 780 (d) & 73 21 ) 

MCCOY .F R Otc of Special Projects. 88/06/24. WHITE SA Tennessee Valley Au* 
Ihonty. 2pp. 4 6 1 1 0.00 1 -48 11 0 003 


6807070561 Forwards Amends 73 & 65 to LlconQos Dl’R-?/ & DPH- 70 , fospoct.voly A 
safety equation ro physical socunty plan 

MORAN, D-H. Ofc of Speciaf Prclocts 00 / 00/24 WHITE.SA. Totmosaoo Val.'oy Au- 
thority. 2 pp. 461 10:250 461 18 : 263 . 


-6607060414 Partially withheld Insp Repls 50-327/88-32 & 50-328/88-32 on 8B0606- 
t0.Vk>lauon noted Major areas inspected security p'an S imp'omenVng procedures mgl 
effectveness. security program A organization & physical barriers 
6NNIS.J O Region 2. Ofc of me Ovecior 88/06/20. Ip 461 10 003-461 10.003. 

6607070551 Forwards Amends 73 & 65 lo Licenses OPR-77 & DPR-79, respechvely & 
safety evafuabon re physreat security p!aa 

MORAN .D H. Ofc ol Special Projects 88/Q6/24 WHITE.SA. Tennessee VaHey Au* 
Ihonty. 2pp. 46118 250 46110 263. 


-6607070555 Amends 7 3 A 65 to Licenses DPR-77 & DPR- 7 9. respoc lively, mod fyfng 
nf r f^ h °, f i lcense ® tQ <e 9 J Te CQ-T.pi.ance w/ amended physical security plan 

BLACK. S. Ofc of Special Projects. 88/06/24. 8pp 461 10 252-461 18 259 


-6607070556 Safeguards evaluation supporting Amends 73 & 65 lo Licenses OPR-77 A 
OPR ♦ 7 9. re spectrvety . 

* NRC « No Detailed Affiliation Given. 88/06/24. 4pp. 461 18 260 461 18 263. 

■■ wX& r P ’^’0 EP-MO. "Mea.cal 

GniDLEY * fl Ten riossea Valley Authority. 06/07/01. 37pp 48139.150- 


-8807070555 Amends 73 & 65 lo Llcenso9 DPR-77 & DPH-70, roepocllvojy, modifying 
Paragraph 2.E of hconses lo roqu'ro comphanco w/ pmon-dod physical oocunly p'nn 
BLACK.S. Ofo of Speciaf Pro,ocl8. 08/00/24. 0pp. 46110:252*461 10.2OQ. 

-8807070556 Safeguards ovaluaiion supporting Amends 73 ft 66 lo Llconsos DPn-77 ft 
DPR*70jespectivefy. 

* NRC * No Datfl'led AIMiailon Given. 68/00/24. 4pp. 481 10 260*401 10 203 

8607080128 Notice of consideration of Issuance of gmond 9 to Liconaos DPR*77 ft DPR- 
79 ft proposed NSKC determination A opportunity tor hoai log. Amond rovlsos Limiting 
Condition (or Operation 3.7.5 to Increase ma* allowable ullimato boat sink lomp 
MORAN, O H. Ofc ol Special Projects. QQ/06/24. Qpp. 46133.207*46133 305. 

86071602Q4 Final response to FOIA raquosl lor documoma. Forward a App G documonva 
ft documents to be placed in PDR.App A document alroady avallabfo in PDH. 
GRlMSLEY.O.H. Division of Rules & Records (070413-800514). 80/06/24. 
CONNOR.L Doc-Search Associates 4pp, 40153:007.46 153 205. 

**8607150253 Forwards questions from majority staff of Houso Interior Comnniioo for 
review & appropriate action. 

BRAPBURNE.J.C. Congrasslonaf Affairs. 08/01/11. EGNETERS Ofc of Special 
riolects. 70on. 46153 136.4 ft lFi3->n«. 



anchor bolls d.scussod In 080110 1GCFR21 notification from H Hi, Inc 

GRIDLEY.R. Tennossoo Valley Auihonty 08/06/28 Documem Control Branch (Docu- 

monl Control Dosk). 3pp 40136 208 46136 300. 

0807110282 Forwards uM CRAC2 meteorology rosu:i9 on floppy disk & in hard copy 6 
Include 8 10 wind ro90 during 1905.W/O end 

CUNNING HAM. L J Radiation Proiecl on Branch. 88/06/20. ACHARYA.S. Probabi'istic 
R«9k Analysis Branch ip 46101 033-48101 033. 

0807120550 Forwards public notice ol uM 080613 application for exigent amends to Li- 
censes OPR-77 A OPfi-70 for pub’ication tn Chattanooga Tines & Chattanooga Nows 
Freo Pros9 Amend deletes organisational charts for Tech Spec9 
BLACKS C Ofc of Specie! Projects 89/06/29 WHITE.S A Tennessee VaHey Author- 
ity. 18pp. 46113 005 46113:072 

8007120710 Staff requirements momo ro Commission 880021 brief ng on TVA reorgani- 
zation & status of p'anls 

CHllKSj Ohico ol \ho Secretary ol the Commission. 88/ 08/29. STEU.O.V. Ole of 
the Executive O>ror.lor for Operations tp 46120.183-40 120. 103 

6607130442 Forwards Amencf9 74 A 66 to Licenses DPR 77 & DPR-79. respective!/ & 
safety evaluation Amends revise Tech Spec Socbon 6 re edmimsirahvo 
conlrols.rofloctton site organizational changes & deletions per Generic Ur 80 06 
BLACKS. Ofc of Special Projects. 08/06/30 WHITE.S A. Tennessee Valley Authority 
4pp 46166 240 46160:321. 

-0807130444 Amends 74 & 66 to Licenses OPR-7 7 A DPR-70.respeclively. revising 
Toch Spoc Sector 6 ro odm nlstrailve controls to reflect sue organizational & title 
changes A delete organizational charts per Genorc It; 08 06 
BLACKS. Ofc of Special Projects. 80/06/30. 66pp. 46166.244-46166 300 

-8807130447 Safety evaluation support ng Amends 74 6 66 to Licenses OPR-77 A 
DPR*7B.rfl9peclivoly 

* Ofc of Spoclal Projocis 08/00/30 12pp 46160 310 46166 321 

0807120592 Summary of 080622 moeflng w/uM In RockvH.'o.MD re TVA commitments 
on lacUity.U9l of attendees A uli? handout onct. 

DONOMEW.J.N Ofc of Special Projects 88/07/01 Ofc of Special Projocis 13pp. 
46154 000-46154:020 

6Q07H0400 Discusses ulll 061031 l(r containing commitment Co prov.de addl Info ro 1m 
pfomantaton achorfules for mods roquired by 10CFR50 82 affor resiarl 
GRIDLEY.R. Tonnosseo Valloy Authority 08/07/06 Documont Control Branch (Docu- 
ment Control Dosk) 2pp. 46141:327-46141:320 

8807120330 Provides info A background on 40-yr qualification tost program for ail con© 
rubber msulalod cables. 

GRIDLEY.R Tonnosseo Valloy Authority 08/07/06 Documoni Control Branch (Docu- 
ment Control Dosk). Opp 46145 340-46145 347. 

8807120669 informs that uhi 070610 responso to Generic Ur 67 06 ro poriodic verifica- 
tion of look tight Integrity of pro98uro isolation vafvos acceptable. 

BLACKS. Ofc of Special Projects 68/07/06. WHITE.S A Tonnosseo Valloy Authoniy 
4pp. 40156 163 -16156.160 

0807190093 Forwards employoo concerns task group commonta on prolmlnary SERs 
for pfanl olomonl ropls.por NF1C 00031 1 Hr 

GnrDLEY.R. Tennossoo Volley Aulhortly 60/07/06 BLACK.SC Ofc of Spoclal 
Projocis I0pp 46217:243-16217:252 

0807140269 Provides summary of NRC 8B0620 A 20 discussions of nuefogr plant 
performance Shortcomings noiod in Sequoyah 2 secondary sys malnt A personnel 
erformonco as aroas conlnbullng to series of roactor trips during initial operations 
TElLO.V Ofc of fho Exocutlvo Director for Oporat-ons BQ/07/08 WHITE.S.A. Ton- 
nesseo Va’loy Authority 2pp. 46172 354-46172.355 

0807190127 Forwards fac-litv dlosol generator voliago rosponso Improvement plan A ful- 
fills 000303 commitmonl Rapt doscrlbos three optimum Improvement plans. expected 
results of options A projected schodulo for Implomonlet on of mods 
GRIDLEY.R Tonnoasoa Valley Authority. 00/07/08. Document Control Branch (Docu- 
ment Coni rol Desk). 3pp 4021 6 1 10 462 15:1 24 

-0807190131 “Diesel Generator Voliago Response Improvement P/an " 

BOWMAN .MO. Tonnosseo Valloy Authority. 60/06/17 4pp. 46216:121-46215:124 

8807190001 Forwards roquest tor exemption from App J.Typo C leak tesllng of contain- 
ment A RHR spray ays 

RAY.MJ. Tennossoo Veltoy Aulhoriiy. 80/07/11. Document Control Branch (Docu- 
moni Control Desk). 7pp 46209:0 11-46209.3 17 

8807200219 Forwards corrected Tech Spoc pages of Amends 71 & 63 (o Uconses 
OPR-77 & DPR-79,cespecllvely. 

BLACK.S. Ofc of Special Projects. 80/07/11. WHITE.S A Tennessee Valloy Authority 
3pp. 46220:330-46226:362. 

-8BD7200222 Errpla to Amends 71 A 63 to Uconses DPR-77 & DPR-7Q, 
respectively/ effect no orlgina'ly submitted rovs found accoptabfe In safety evaluation. 

* Ofc of Spoclal Projects 00/67/11 l2pp 46220 341 -46228 352 

8807200231 Forwards notice of consideration of Issuance of amends to licenses DPR- 
77 A OPR- 79 A opportunity for hearing re Toch Spec Change 06-21 concerning min 
river wafer level A max river water lemp for plant operation 

BLACK.S. Ofc ol Special Projocis. 88/07/1 i. WHITE.S.A Tennossoo Valley Authority. 
2pp. 40221:084-46221.004. 

8807130454 Generic Ltr 88-1 1 lo all licensees ol operating reactors A holders of CPs ro 
NRC position on radiaiion embrittlement of reactor vessel mads A Impact on plant 
operations Svc l.9t A Rev 2 to Reg Guide 1.99 end. 

MIRAGLIA.F.J. Associate O/ecior for Projecls (Posl 87041 1). 80/07/12. Consolidated 
Edison Co. ol New York. Inc- 61pp. 46257:207-46257:257. 

8807210178 Forwards Amond9 76 A 77 lo Licenses OPR-77 A DPR 70, respectively A 
safety evafuallon Amends modify Tech Spec Table 3 3-9 ro remote shutdown monitor- 
ing instrumentation, 

BLACK.S C. Ofc of Spacfal Projects. 80/07/12 WHITE, S.A. Tennessee Valley Author- 
ity. 3pp. 48237:273-40237:205. 


Tech Spec Table 3 3-9 ro rennoto 9hu1rtown rr.cn lonng nstrumentalmn 
BLACK.SC. Ofc of Spoc-'al Projects 09/07/12 lOpp 46237 276 46237 283. 

-8807210182 Saloty evaluation supposing Amends 76 A 77 le liconsos DPR-77 A 
D PR- 79.rospeclivo:y 

• Office of Njctear noacior Rog-u’aiion. Director (Post 870411). 86/07/12. 2pp. 
46237 204-46237:285. 

8807210336 NoM.celon of 6B0721 mooting w/TVA -n Rockv.Ho.WD lo discuss Phase l| 
of design baselino & vonficaron program. 

DONOHEW.J N. Ofc of Special Pro.octs. 69/07/13 BLACK.S Ofc of Special Projecls. 
3pp. 46237:152-46237:154 

BB072 20333 Forwards reqje9i for addl Info ro main 9iearn Ime broaks in Ice condenser 
pi ants, per review of Addendum 1 lo WCAP- 10980. fee Condenser Drain Tosi 
Ro9ults.Dala Analysis A Development of Dra-n Flow Models for LOTlCHf ice ." 
BLACK.S. Ofc of Spoclal Projects. 80/07/15 WHITE.S A Tennessee Valley Auihonty 
6pp. 46250:148-46250.163 

8807250251 Forwards rovisod commitment to ovaluate control bops Schodu'e for com- 
pletion should bo oxtortded lo 961231 because of prolonged doley of restart of Unit 2 
A emergent work 

GRIDLEY.R Tennesson Valloy Auihonty 08/07/10 Document Control Branch (Docu- 
ment Control Desk) 3pp. 46276 328 46270.328 


O. Inspection report a, IE Bulletins A correspondence 

8606130168 NRC Info Not.co 80 039. ’■LaSalle Un-t 2 Loss of Recircufallon Pumps W/ 
Power Osclltot on Event ” Svc Lot encL 

ROSSI.CE Dlviston of Operational Events Assessment (Posl 870411) 08/00/15 
Consolidated Edison Co of Now York. Inc IICpp 45978 156-45978 206 

6B06290 181 Forwards Shlfi Covorago mep Rep!s 50-327/00-20 & 50-320/00-26 on 
800403-0504 A notico of violation NRC sn I has concern re overall adequacy of con- 
figuration control Requests consideration of on force m e nl h story in response. 
MCCOY.F.fl Ofc of Spooal Projocis 00/06/17 WHITE.S.A. Tennessee Valle/ Au- 
thority. 2pp 46987:046-45907:009. 

-0006290109 Notice of vlolat-on from Insp on 00O4O3 O5O4.Viofat.cn noted flee nsoo 
failod to implomont procedural requremants for maintaining configuration contro'8 
after eyg operating Inst/ucfon chocklst completion 
MCCOY.F R Ofc of Spoclal Projocis flfl/06/17 ?pp. 45907 046-45907 049 

-80O629O192 Insp Repts 50-U27/0ft-2O A 50 320/ BQ 26 on GB0403 9504. ViolaLons 
noiod. Ma,or aroas m9poplod control room obso.'vafion & oporailonal gefety 
vorlfic a tlon.lncfudl ng oporallon** porfo.'menco.ays I noups A radiation protection. 
IONG.AR , JENlSON.K , BRANCH. M Region 2 . Ofc of tho Director 08/06/17 JOpp. 
45907 050 4 5007:009. 

6806100340 NRC Info Notice 06 040, ‘ Exornlnors Handbook for Developing Operator 
Licensing Exams " NUREG/GR-0122 A svc 1st oncl. 

ROGSl.CE Division of Operational Events Assessment (Post 870411) 00/00/22 
Con so lb fated Edison Co. of Now York. Inc. 237pp 48240 325-40241 201. 

8806170033 NRC Into No! CO 80 041, ’’Physcoi Proteclon Weoknossos Identified 
Through Rogufatory Cffociivonoss Rovmvv9 Svc Hal oncl. 

ROSSI, C.E Dlv.s on of Opornbonol Evonts Assossmont (Post 870411) 83/00/22 
Censolidalod Edison Co ol Now York. Inc. 122pp 46976034-45970.155. 

8806170291 NRC B u lo> n 6Q 006. “Thormnl Strossos In P.plng Connected to RCS ” Svc 
Hal oncl. 

ROSSI.CE. Div.s.on Of Oporntonel Evonts Assessment (Po9l 870411). 00/06/2 2 
Consolidated Edison Co. of New York. Inc. 1 18pp. 46019.037-46019.152 

8807110465 Forwards safety evaluation ro NRC Bulletin 06 002, "Stetic-0 R ng (SOR) 
D.fforonbai Prassuro Switches All Issues sai-sfoctorlly met Requests confirmation 
lh©t SOR switches (or upper head injection & RHR eya icp’acod 
BLACK.S. Ofc of spoc-al Projecls. CO/00/23. WHITE.S A Tonnosseo Valley Authority, 
ip. 460 02:059- 460B2.062. 

-8807110470 Safety evaluafton re IE Bu'loiln 08 002. "Staiic 0-R‘ng Differential Pres- 
sure Switches.” All issuo9 fiatisfactony addrossed 
* Ofc of Spoclal Projocis 89/06/23 3pp 46802 060 46082 C 62. 

8807120590 Forwards fnsp Ropis 50-327/80-30 A 50-320/08*30 on 80O523*24.No vto- 
lahons or deviations noiod 

MCCOY. F R. Ofc ol Spoctol Protocte 80/08/23 WHITE.S A Tonnessoo Valtoy Au- 
thority. 2pp 46148 108 46140:101. 

—8807120593 Insp Ropis 50-327/80-30 A 50-328/00-30 on 8G0523-24 N0 violations or 
deviations nOted.MaJot aroas inspect od plant chemlsiry. 

KAHLEJ.B. Rog-on 2, Ofc of tho Diroctor. 08/00/10. 4pp. 46146:108.40140:191, 

6896210038 NRC Info Hotrco 80-044, ’’Mechanical Bbdhg of Spring Roloaso Device (n 
Weslinghouso Typo DS-416 Circuit Broakers “ Svc list oncl 

ROSSI.C E Division ol Operoltonal Evonis Assossmeni (Posl 070411). 88/00/24 
Consolldaied Edison Co. of Now York, Inc. I13pp 46019:163-46019 205 

6800240139 Suppl f to NRC Bulletin 08-008, ’’Thermal Stresses in Piping Connected to 
RCS.” Svc list cmcl 

ROSSI, C.E. Division cl Operational Evont9 Assessment (Post 070411). 08/00/24. 
Consolidated Edison Co. of New York, Inc. 1 14pp 46019:266-46020:018 

B6Q705018S informs lhal fuM fmptomontatlon of subj commlimenl not oxpocted unli! 
800801 because of h'Qhor prlordy restart work. 

GRIDLEY.R. Tennossoo Va'ley Auihonty. BC/00/24. Document Control Branch (Docu 
ment Control Desk). 3pp 46025:102-46025:104. 

0807060413 Forwards Safeguards Insp Ropts 50-327/08-32 & 50-328/00-32 or 
000613- l7.Violai Ions noiod. Violations not being cited Dotail withheld (ro 
lOCFR2.790(d) A 73.21). 

MCCOY, F R. Ofc of Special Projects. B0/O6/24. WHITE.S.A Tennosseo Valloy Au 
thorfty. 2pp. 461 10 001-46110.003 


-80070-60414 Partial wifhhe'd Insp Repts 50-327/80.32 & 50-3 28/88- 32 on 8D0606 
10 Violation noted Major areas inspected security p'an & imp tenanting procedures mg i 
etfecuvoness. security program & organ/aion 6 physical barriers 
ENNS.JD, MCGUiAe.DR Reg on 2. 0‘c o? the Direcior 88/06/20 ip 46110.003* 
481 10 003 

8607070391 Forwards Insp Repls 50-327/88-12 ft 50 328/88*12 on 880215-19 No v.o* 
faions noted Open rested 'ssu-os ro ctvr calculation effort resoVed. 

RlCHAflOSON.S O Ole ol Special Projects BB/06/24 WHlTE.SA Tennessee Val ay 
Authority 3pp 461 16:120 461 18:189 

-8807070302 Insp Rents 50-327/88-12 8 50-328/60-12 on 860215-19 No violations or 
deviations noied Major areas inspected review of u*il corrective actons re civil eng- 
neorl no portion of ca'cuiaion review program & review of piping analyses 
FAIR .JR.. CHENG.TM., HERMANN.R A Ofc ol Special Projects 80/06/24 66pp 
46118 123-461 16 189. 

6807160204 Final response to FOlA request lor documents Forwards App 0 documents 
8 documents to be pfaced in FOR. App A documents already avai'abie in PDR 
GRIMSLEY.OH Divison of Rules & Records (070413.080514) 80/08/24 

CONNOR, l. Doc-Search Assoc alG9- 4pp 4Q1 53 097-40153 205 




8007080006 NRC info Not ce 68 046, ‘ Licensee Ropt o> uoww” 

ROSSl.C E S D C v' l s S |on°of Operanonai Evonts Assossmcmt 11 ] f,0/07/0f 

Co nso'ida led Edison Co of New Vor*. Inc 107pp .46231 .261- b 

8807190217 Requests odens cn of duo dales for rosponsos lo 50 3?7/0 * 

07,50 328/08-07,50-328/08 09.50 327/80- 19 ft 50 3 £ 0/0fl J^, p™ rn nrnnrli /rinr, 
GRlCLEY.n Ternossoe Va'tey Authority 88/07/00. Documnni Control Rrnncli (Doa 

menl CpnUol D GSk) 2pp 46206 >93 i£>206 194. 

8807260218 Forwards revised response lt> violafton 3 notod In Uiap Rnpl J £0 *30/07 

08.50- 439/87 08.50-2 5 9/87-38.50-260/87-30. 60-200/07- 30,5-0- J2//O7-UB.6O-328/07 

66.50- 390/8?- 1 8 6 60- 39 \ 1 67- 1 6 Corrective aette n s niomy Is 6 un< J on ono-U K 
GRIOLEY.R. Tennessee Valley Authority 88/07/1 1. Documunt Control Humeri (Docu 
men t Control OosK) 6pp 46259.095 46259 099 

8807260235 Provides supplemental lata In response lo NFIC 0B01O7 Itr ro vio'ailor 
noied m Insp Repis 50-327/87-67 & 50-320/07 07 Info Incfudoe “valuation on poton 
rial towering of initial sc re on of marijuana irom 100 lo 60 ny campumul 
GfllDLEY.R. Tennessee Valley Authority 88/07/1 1. Oocumonl Gunlrol Rrnnch (Oocu 
menl Control Desk) 5pp 4G255 198-46255.202- 


-88O71S0246 Forwards H Myers com'r.n.'it on fnsp Repts 50-327/87-31 & 50-328/87 
31. 

COMBS, T. NRC ■ No Detailed Aff.fiaion Givon. 88/01/06. DENTON.H NRC ♦ No De- 
tailed Aff.'iation Given Gpp 46153 1 26-46153.135 

8607120404 Advised that TVA had accept ab'y addressed Sevan nue'ear safety review 
staff recommendations & items verified ft closed per Insp Repts 50-327/86-19 & 50- 
328/08-19 

BLACK. S Ofc of Spee-af Projects 08/06/27. WHITE ,S A Tennessee Val'ey Authority 
3pp 40113 339-46113.341. 


0807120291 NRC info Notice 88-048. "licensee Ropt ol Oofoclivo rtofmhlsliod Volvo® ‘ 
Svc list onci 

ROSSl.C E Drv!9lon of Operational Evonls Assessment (Poal fl /0411) 68/07/12 
Consolidated Ed.son Co of New York, Inc I03pp 4624? OON- 40242: ion. 

8807080366 NRC Info Not.ro 08 047, ■‘SloworThan-FxportUiil Rad-Drop TimoB" Svc 
list end 

ROSS'.C.E Division of OperaV-onal Events AssossmoM (Post ft/OAU) 66/07/H 
Consolidated Edison Co of Now York. Inc I03pp 4624 0:22? -4 62411 324 


0007060044 Responds to NflC 88052? Hr ro violations noied :n Insp Repte 50-327/88- 
19 & 50 -328 /6B- 19. Cor reel vo actions detective drawings revsed ft proper seals in- 
sta led 

GR.'DLEY.R Tennessee Va ley Aulhonty 80/08/28. Document Control Branch (Docu 
men t Control Oesk) 7pp 46 1 15:239-461 15 245. 

8807080069 Responds lo NRC 860527 IV re vttei'ons noted in Insp Repts 50-327/8B- 
07 ft 60-328/8-8 0? Corrective aclons:venficaiion of all matl Issued against idenliled 
dedication packages completed as in tiei Unii 2.Mode 4 premquis te 
GfllOLEY.R Tennessee Valley Authority 88/06/26 Document Control Branch (Docu- 
ment Control Desk). 4pp. 46110 032-46110.035 

8607070249 Prowess Inte re treatment of auxnary verbs mplenl documents a9 flddl re- 
sponse to violations noted in Insp Repte 50-327/88-30 ft 50*328/88 30 Uso of 
■■should" & "shall’ wtf ba consistent w/esteblehed program 

GRlDLEV.n. Tonnossoe Val'ey Authority 80/06/28 Documer.l Conlrol Branch (Docu- 
menl Control Dosk) 3pp. 40126:251-46125:253. 


8607120550 NRC Into Notice 80-049, "Marklng.Hanril no.ConUol.JilOrftgn ft Dualrutt on 
of Salemiauta info" Svc Uv\ end 

ROSSl.C E Drvislo.n of Operational Events Assossmonl (Post 070411) 00/07/18. 
Conso'idated Ed son Co of New York, fnc. 103pp. 4624 1 203-40242 005 

8807120553 NRC into Notice 88 050. ‘Effect of Circuit Groakar Copaoiaiwn on Aval* 
abl'ity of Eme/goncy Power.’’ Svc I st encl. 

ROSSI. C.G. Division of Operational Events Assess non l (f^at 07041 1) 00/0// ifl 
Consol dflfod Edison Co of Now York, Inc. 1 19pp. 46267.260- 40260.0 Hi 

6607180101 NRC info Notice 88-051. "Failures of MSlVa “ Svc lu.t On«:» 

ROSSl.C. E. Division of Operational Events Assessment (Post 070411). 00/07/21. 
Consolidated Edison Co. of Now York. Inc. 121pp. 40257:CWC 40267 200 


R. Periodic operating reports ft related correspondence 


8807080287 Responds to 880526 Itr re vlc'al'ens noted in insp tep'.a, Conoclive 
actions se wag o being routinely pumped from sys ft hauled to Chattanooga regional 
sewage trea’ment lacl'ity to minimi?© potentlaf tor non-com pierces. 

BROOKS. R H. Tonnossee Va'loy Authonry 60/06/26. STEWART, P L ChattQnoooa 
IN. 11pp. 46127,011-46127.021 


8607120193 Forwards weakly schedule of TVA ectlviUoa tor wke (it 800024 ft 
0704 Schodjie w.u be updated ft issued each Friday to roflncl activities for loflticom 
log 2-wk period. 

KELLY.J.l- OJc of Special Pr ojecis 00/06/24. QUICK, S Ofc of Special Projocln. 4pp. 
46113:310 46113.322 


8807060462 Forwards revised response to vio'alJons noied in Insp Rept9 50-327/B8-06 
ft 50- 328/8 BOG. Cor roc live actions forma 1 Irainlng in opproprlaie areas conducted ft 
documented for a I personnel involved 

GR'DiEY.R Tonnosseo Va'tey Authority BB/06/3D. Document Control Branch (Docu- 
menl Control Desk). 6pp. 461 10:016-461 10 020 

8807060611 Advises that Cutler- Ha mm er.Type M relays not msiai'od In safety ref a tod 
equipment other than Aos-at ganeiator control panel 

GRfoLEY.R Tennessee Valley Authonty. BB/00/30 Document Control Branch (Docu 
menl Control Desk) 2pp 46103.274-46103 275. 

8607080049 Responds lo NRC 880517 llr re v.olationg noted in insp Ropla 50-327/flQ 
09 ft 60-328/88 -OS.Corroclive aclion9iA-307 dolls li Unil 2 ir.coro-lranster device 
seismic restrains replaced w/hteh strength bolts 

GRlOLtV.R Tennessee Valley Authority. 88/07/01 Document Control Branch (Docu 
morn Control Desk). 7pp. 46136 222-46136:228 

6607080065 Revised response lo NRC 871221 Itr re vio-iallons noted in Insp Repta 60- 
327/87-66 ft 60- 328/8 7- 68. Corrective actions Operation Section Hr Administrate 60 
converted to Administrative instruction 58. 

GfllDLEY.R. Tennessee Val'ey Aulhonty B8/07/01 . Document Control Branch (Docu- 
ment Control Desk). 6pp. 46133; 133*46133: 137. 


8807680016 Responds to NRC 880603 IV re nohee of violation ft proposed Imposition 
of clv.l pena:ty.Correctv© actions: controls Gstab'iahed lo limit interchanging operators 
from cold shutdown unit to operal<ng unit. 

GRIDLEY.n Tennessee Veliev Aulhonty. 88/07/05. Oocumonl Control Branch (Docu- 
ment Control Desk). 13pp. 40126:180-461 26: 192. 


8807120021 Forwards list ol commitments re NRC Burette 88 003 * inadequate Latch 
Engaoemonl in HFA-Typo Utch ng Relays Mfg by GE " 

GR1DLEY,R. Tennessee Valley Authonty. 89/07/06. Document Control Branch (Docu- 
ment Control DesKj. 4pp. 40147:290-40147:293. 


8807120225 Forwards response to 689413 request re uM plans lo ensure that commer- 
SS.SI a i! e J? 8 5 8 ® d ^ uaIe ^ s Q f ©iy Sys.per te9p Ropte 60-327/88-07 ft 50-328/8B-07. 
GRlDLEY R. Tennessee Valley Authority. 88/07/06. Document Control Branch (Docu- 
ment Control De9k). 4pp. 46145:364-46146.357. 

9607140071 Responds to NRC Bullal'n 67-002.SUPPI9 1 ft 2, "Fastener Testlnn to De- 
term.no Conformance W/Appiicab'e Specs." Requests clant.cetlon of bulletin to pro- 
Vjde necessary Into ft ertonslon lo 890130 (o provide proper response 

S?i?^ EY ; R , r? n ?? 9 ^ 00 Val ' e Jf 88/07/06. Document Control Branch (Docu- 

menl Controf Desk). 3pp. 46164 146-48104: 148 

8606300347 NRC Inte Notice 98-045, "Problems in P/oiectiva Relay ft Circuit Breaker 
oooro -nation. Svc list enc). 

°P» 0fdllonal Ev0Ot9 Assessment (Post 8704 11). 86/07/07. 
Consolidated Ed son Co. of New York, Inc. 104pp. 46242 109-46242.212. 


B807070535 Forwards weakly schedule nf TVA ectivillos for wke of 000704 & 1 1. 
KELLY, J.L. Ofc of Special Projects. 00/06/20 BLACK, S. Ofc of Spue Ini Pro/ocie 4pp 
46l22.176-40i22;i70 

8807070356 Forwards ‘‘Chic Kama uga Roservolr 1007 Flsherloe MoiUurlng Covo Role 
none Rosufts ” Rocommende lhat saninllng fn uppermost covo t>o ijleconllnuotl be- 
cause data may not be ropresonteLvo of resorvoir flah popuinilona. 

BROOKS, R H. Tennessee Valley AumorUy. 80/00/30 DAVIS, I ^ C. lonnoasoo. State 
Of. 3pp. 40125 001-40125 007. 


S. Reportable occurrences, LERe ft related correspondence 


6806300148 Summary of Operating Reactors Evonls Mooting 00-24 on 0000 1 4. Two am 
n<ficant ovonte idontif'Gd for Input to NRC podormonco intltcalor prourom No ovonls 
supgaated for long-tetm lotlowup list o* &Uondoo3 ond 

LAnNING.W Events Assessment Branch 88/06/1 7, FlOSSf C, E. Divlalon ol Oper- 
ational Evonls Assessment (Post 87041 1). 15pp 45676:100*45070 202 

8807Q60396 LER 0&O27-OO.on B0O6O6,roactor trip roaultlnn Irorn atonm/ foudwator f'ow 
mismatch coincident w/low steam uoneraior occuriodnocovory inlllotoil us:no omor 
eency Procedures E-0 ft E-0.1W/8B0623 Hr. 7 u 

4finfi‘ K n W ' SMITH>S J - Tennessee Valley Authority. 00/00/23 Gpp 40110 097- 


8 BO 7 0604 2 2 LER 89_028*O0:on 880600 ft OQ.roaclor trips occurrotl from hi -hi fovol 
steam gonerator(SG) 4 ft lo-fo level SG 2Causod by ineullicJoni otionlion to side 
maint ft Insuffic'ont ouldelteQs.Work control ctr established W/0QOQ1O itr 

SM| T"- S J - Tennessoe Va'fey Authority. 80/00/30 Stop 40103 302- 
4oi03:310- r 


6807060444 Special nept 88-12:on 0OO6O8.proJoclod do 30 c/uo lo liquid glllucinl re 
teases to unrestricted aroa9 determ'ned to exceed 0.12 mrom iir W 


limit Coir&otJ by 


drought. Admlnlst/atlva limits placed on liquid eiiiuenl lank mrix nctiultv 
SM|iH,SJ. Tennessee Valley Authonty. 88/06/30. Docunionl Control Drancti (Docu 
mont Control Desk). 3pp. 461 18:101-461 18:103 om or urQncri < U0CU 


8807110428 LER 88-022 01 :cn 0CO5l9.unqual.fiOd butt spjlce found on arnam nnnorainr 
level transmUter Caused by apl.ee located Inside uppor nock poTt o°n oV com! u?oTbo<?v 
LB Channel declared inoperable ft splice removed.W/8QO707 li? 1 ° n 0P con<,ul01 

4*141^164'’ SMlTH ’ SJ Tonn95M9 Val1 ^ Authorit,. B8/07/07, 7pp. 40141:140- 

8807120045 LER 08-023-01 :on 0805 19, reactor trip occurred tu, n 
(low mismatch coincident w/low steam generator tevai Cnunnri 
glass. Valve repa.'red ft sight glass cleaned ft control lore rocalibr 9 1ANftan7n7 U ?rr° d ^ 
™- 2 ^- SMITH, S..J. Tennessoa Volley Au.ho,,™. ' 


DOCKETED ITEMS 10 


8607120175 lER 00 026 00: on 86061 1 .inadequate conf guration control caused two 
auxilary ibw paths to bo Inoporab'e Cau9od by incorroci wring con f gu ration. VV.r os ro- 
terminated ot proper term nal9.W/080707 Hr. 

SlSKA.D . LONCj.JL, SMITH.SJ Tennessee Valley Aulhonty. Q8/07/O7 0pp 
40 148072-461 40.070 

8607250425 LER 88*030-00 on 000621 .shul down margin procedures did nol consider 
impact ol RCS cooldown immedatoly lo'lowing tnp Caused by failure lo identity ef- 
locls of excessive po9l reactor tnp cooldowns instruction issuod W/880714 Hr 
SISKA.O. nOGERS.H n.. SMITH. S J. Tennessee Valley Authority 08/07/14. 8pp. 
46276:092-46276 099. 


T. Hearing transcripts on non-antltrust matters 

8007050409 Transcript of TVA 080021 briof.ny in Boihosda.MD re uil reorganization & 
plant status 

* Commlss'onors 88/06/21. 91pp 45998 070-45900:163 

8807150040 Summary of 830613 mooting w/ulil to discuss rostari of faci'ity In fight of 
recent scrams from power Transcript of meeting oncl. 

BLACK.SC. Ole of Special Promote. 08/06/21 Ofc of Special Propels 5pp. 
46181:125*48181 22 4 

“8807160048 Transcript of 880613 hearing In Rockvillo.MD ro restart ol uliJ from recont 
aciama Pp 1-77. 

‘Commissioners. 88/00/13. 06pp 461 81:130-46181224. 


V. Operator Examinations 

8807050152 Requests 9tated rot mall bo subm.Hod te NRC by DB0701 fo' written oxama 
achaduted tor wk ol 001212. FaciMy mgt responsible lot providing adequate apace & 
accommodations in ordor to prop o fly conducl written oxems. 

JULJAN.C A Rug-on 2. Ofc of ino Director 08/06/16 WHtTE.S A Tonnossoo Vailay 
Authority lOpp 46025 130*46025 139. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A- Appricatton/constructlon stags documents A correspondence 

8807130454 Gonenc Lb 80-11 to all liconseos ol operating toaciors & Boldens ol CPs ro 
NRC position on radiation embrittlement of reactor voasel malls & impact on plant 
oporalions Svc ksl & Rov 2 lo Reg Guido 1 00 oncl 

MinAGUA.F.J. Assoclaio O.rocior for Protects (Post 870411) 80/07/12, Consolidated 
Ed son Co. of New York. Inc. 6ipp. 48257 207*40267:257. 


O. Inspection reports, IE BulloUne A correspondence 

8808130166 NRC fnfo Nollce 88 039. "LpSallo Ufill 2 loss of Recirculation Pumps W/ 
Power Oscillation Evoni “ Svc fist oncl 

ROSSl.CE Dtvlson of Op o rational Events Assessment (Post 870411). 00/06/16. 
Cpnso’idatod Edlscn Co of Now York, Inc. llOpp 45978: 159-45070:266 

8008100340 NRC Info Not : co 08 040, “Examiners Handbook (or Developing Operator 
Llcon9lng Exams" NUREG/0R 0122 & five list oncl 

ROSSl.C E. Division of Operational Evonls As.9ossmonl (Posl 070411) 88/06/22. 
Consolidated Ed-son Co of Now York. Inc. 237pp 40240:325 4824 1:201 

8806170033 NRC Info Nollco 88 041, “Physical Protection weaknossos Idenlifiod 
Through Rogulatory Effectiveness Roviewa.“ Svc list oncl. 

ROSSI.C.E . Division of Operational Events Assessment (Posl 070411) 0O/O6/22. 
Consol.datod Edison Co. ol Now York, Ino. 122pp. 45978 034*45970 155 

8806170291 NRC Bulletin 08-008, “Thormpl Stresses In Piping Connected lo RCS." Svc 
list end 

ROSSl.CE. Division of Oporalionaf Events Assessment (Post 870411) 80/00/22. 
Consolidated Edison Co. of Now York. Inc. 116pp. 46010:037-48010.152 

8808210038 NRC info Notice 66 044, "Mechanical Binding of Spring Roteaao Davlco In 
Wesllnghouso Typo OS-416 Circuit Breakers." Svc 1.91 enef. 

ROSSl.C E. Dlv.slon of Oporet.onal Events Assessment (Post 870411). 88/00/24. 
Consolidated Edison Co. of New York. Inc. I I3pp 48019:153-46019 265 

8606240139 Suppl 1 lo NRC Oullotin 80 000. “Thermal Stresses in Piping Connected lo 
RCS." Svc \%\ encl. 

ROSSl.CE. Divlsten of Operational Evonts Assessment {Post 870411). 00/08/24. 
Consolidated Edison Co. of New York, Inc. 114pp. 40019:200 46020:018 

8006300347 NRC Info Notice 80*046, “Problems in Protective Relay & Circuit Breaker 
Coordination." Svc ksl oncl. 

ROSSf.C.E. Division of Operational Evonls Assessment (Post 670411). 88/07/07. 
Consolidated Ed-son Co. of Now York, Inc. I04pp 46242:109*48242:212. 

8807080008 NRC info Notice 80*046, "licensee Ropl ol Detective Relurbiehed Circuit 
Breakers ” Svc list enef. 

ROSSl.CE. Division of Operational Events Assessment (Post 070411). 08/07/08. 
Consolidated Edison Co. of New York, Inc. 107pp. 48231:281-46232.027. 

8807120291 NRC info Notice 88-048. “Ucensoo Rep! ol Defective Refurbished Valves " 
Svc fl9l enef. 

ROSSl.C E. Olv talon of Operational Events Assessment (Post 870411). 80/07/12. 
Consolidated Edison Co. of New York, Ino. 103pp. 46242:008*46242:108. 

8807080366 NRC Info Nollce 88*047, "Slowor-Than-Expocted Rod-Drop Times. " Svc 
list encl 

ROSSl.CE. Division of Ooeralional Events Assessment (Post 8704111. 68/07/14 


8807120653 NRC Info Nollco 09 050. "Eflcct ol Dtcuii Breaker Cnpncitanco on Avg 
ability of Emergency Power,*’ Svc l.sl oncl 

ROSSl.CE Dv.S'cn of Oporaionai Evonts Assessmonl (Post 070411). 80/O7/1 
Conscl'da tod Edison Co of Now York. Inc HOpp 46257 250 40250 010 

8807 160101 NRC info Node© 88-051. ’Ta lures of MSiVa ” Svc list und 
ROSSl.CE. O.vision o-f Operational Evoni9 Assessment (Rost 070411) 00/07/2 
Consolidated Edison Co. olNow Yo?k. Inc 121 pp. 46267.006 46257:200. 


DOCKET 50-330 MIDLAND PLANT* UNIT 2 


A. Appilcation/conalructlon stage documents & correspondo-nco 

8B07130454 Genoric Lir 08-1 1 (o all iiconsnoa ol oporntmg roacior9 & ho!Uar« of CPe 
NRC position on radiation om Ur it dement ot reactor vessol mat’s & It pact on pla 
oporal>or.3 Svc liol &. Rov 2 to Rag Gu’.do 1 90 oncl 

MIRAGUA.FJ Associate Doctor for Prolocls (Post 0 704 11) 00/07/12. Consolidate 
Ed.son Co of New York, Inc 6lpp 4625/:207-46267.267. 


O. Inspection reports, IE Bulletins A correspondence 

8800130108 NRC into Notico BA-039. "LaSolte Unit 2 L 099 oi nucircu'ailon Pumps Vi 
Power Oscillation Event. " Svc list oncl. 

ROSSl.CE Owte'on of Operational Evonls Assossmoni (Post 070411) 80/06/1 
Con9ol doted Ed son Co. of Now York, inc 1 iCpp 45970 1 59 45076:200. 

0606160340 NRC Info Nollco 00-040, ■‘Examiners. Handbook lor Dovolop ng Cporak 
licensing Exams “ NUREG/DR-0122 & svc 191 oncl 

ROSSl.CE. Division ol Operational Events Assossmonl (Post 6704 H) GR/Gti/2: 
Consolidated Edison Co 01 Now York. Inc 237pp 402-10 325*46241 201. 

8806 1 70033 NRC Info Nol’co 00041. ‘Physical protection Woahno&ses Idontikn 
Through Rogulatory Effoctivnnoas Rov.owa.” Svc :is! oncl. 

ROSSl.CE. Division of Operational Evonls Asso 9 sniont (Poat 070411). 00/06/2. 
Consolidated Ed son Co. of Now York. Inc. i22pp. 45070:034-45970: 1 65 

8806170291 NRC Bulloi n 30 008, ' Thermal Slrossos In Piping Conneciod lo RCS *' Sv 
list oncl. 

riOSSf.C.E Division of Oporadonnl Evonls Assoasm&nt (Posl 070-1 M) R8/06/2; 
Consolidated Ed.son Co of Now Yoik, )nc. l)6pp. 40DlD:O37-4r>Ol 9 152 

0006210039 NRC Info Notice 06 044, "Mnchan col D ndng of Spring Paloase Duvtcu 1 
WostlnghousQ Typo DS 418 Circuit Dioekors " Svc Hal oncl 

ROSSl.C E Division ol Operational Evonte Assosan'ont (Post 870411). 00/06/2' 
Consolidated Edison Co of Now York, Inc 1 13pp. 46010 153-4G01P.205. 

8800240139 Suppl 1 to NRC Bulletin ftB OOU. ' • T >i-0 f mnl Steoshua in Piping Connected 1 
RCS “ Svc l.9t end 

ROSSl.CE Oivtelon of Operational Events Assessment (Post 0/0411) 00/00/2- 
Consol-dated Edison Co of Now York, Inc 114pp. 40010 200 43020.0 1EJ. 

8808300347 NRC info Nollco 80*045. “Problems in Protective Relay 6 Circu-I Broaki 
Coordination." Svc Ji$l oncl. 

ROSSl.CE Divis'on ol Oporotionnl Evonte Aasossfriont (Post 6701 H> C6/07/0 
ConsofldGlod Edson Co. or Nuw York, fnc. I04pp 402 42:109 46242 212 

68O7OBO0O6 NRC Info Notico 06 0-16, ‘'Uconseo- Ropl Ol DolOCt.ve RofiitUisMud C rci- 
Broakere." Svc list oncl 

ROSSl.CE. Division of Operational Events Assossmont (Poat 070411) 00/07/01 
Consolidated Edison Co of Now York. Inc. 10?pf> 4023 1.201 -48232 02 7 

6807120291 NRC Info Nollco OG-O40, "Hcorrsoo Ropl of Dofocllvo Rofurblahod Volvns 
Svc list end. 

ROSSI.C.E Division of Opoirttonal Evonls A&sossmonl (f>oat 070411). 00/07/11 
Consolidated Ed.son Co. of Now York, Inc. 103pp. 46242:000-46242:100. 

8807060368 NRC info Notico 00-047, ’'S.'ower-Than Expactod Rod-Drop Timos.'' Sv 
flsl oncl 

ROSSl.CE. Division of Operational Cvoni 9 Aesosamont (Po9l 070411). Oft/07/1- 
ConBOildalod Edison Co of Now York. Inc. 103pp. 40240:222-46240 :I24. 

8&07120B&0 NRC Info Notice 09 D40, "MarWng.Hendl ng.Conirol, Storage & DoslructiC 
of Safonuords ^nfo. ,, Svo list end. 

ROSSI.C.E. Division of Oparatlonol Events Assessment (Posl 870411) flfl/07/ll 
Consol.dated Edison Co of New York. Inc. 103pp. 46241:203-40242.005 

8807120553 NRC Into Nobco 80-050, "Effect of Circuit Broakur Capoc-lanco on Avai 
ability of Emergency Power." Svc list encl 

ROSSI.C.E. Division ol Opotattonal Events Assossnwnl (Post 670411). 09/07/11 
Consolidated Edison Co. of Now York, Ino. 1 10pp. 46257:258 48250:016. 

8607160101 NRC Info Notice 00-051, "Falteres of MSI Vs " Svc list oncl. 

ROSSl.C E. Dlvison of Oporallonai Events Aasossmonl (Posl 07041 1) 00/07/2 
Consolidated Edison Co. of Now York, Inc. 12ipp, 46267.000*40257:206. 


DOCKET 60*331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plane 

8807070100 Raviso-d omerOoncy plan implementing procoduros.fnclud ng Rev 6 lo EPl 
2.1, "Activation S Operation ol Oporoltenal Support Cir*’ & nov 5 to UPlP e.i, “Mali 
of Duano Arnold Enerav Clr Emomnn^v Pmnnrf»rfn#iR<i ’’ 


—8807060306 Insp Repl 60-331/66-14 on 68CS2S 0618 No eolations noted Ma.O t 
areas nspected licensee cherts m respcr.se to FEMA conco.-n ro adequacy of cftoio 
emergency c'arning for Lir.n & Ger.'on Couni os. > A 4 Stare of IA re expa r ded CPZ 
PATTERSCN.JP. SNELL.W. Region 3. Oto ol toe D rector. 8B/06/23. 4pp 
461 “10.010-461 10:013. 

8007110338 Confirmatory Achon Hr CAL R :i*80*l0 r© inadequate elate & counry emer- 
gency plans per 8B0705 telcon between WD Shafer & w Rotnen Understands util wit 
provide formal repl cf results cf ccueciive actions to re glen upon corr.piotcn 
DAV1S.A.0. Region 3, Ofc of the C rector. 68/07/05 HU.L 'owa Elecu-c Light 8 
Power Co 3pp 46185 032- 461 B5034. 

B0O726OO33 forwards Amen-o 152 lo Llconso OPR -49 & safo-gua'ds evaluation 
re pt. Amend modifies Pe*agraph 2 C.(5) to requiro ccmp ience w/amondod physical sa* 
cunty ptan 

HAlL.JR. Project 0:roctorelo 111-3. 88/07/15 LiU.L. tewa Electee Ught & Power Co 
3pp 46259 240-46259 247. 

-6807258062 Amend 152 to License 0Pn-49,moc Vng Paragraph 2.C.(5) of license to 
requiro corrp'a'-ce w/a mended phys.cai secunty plan 
PERKINS. K F. Pro.ec l Ouecloraie III -3. 00/07/15 2pp. 46?59 243 46259.244 

-8607250057 Safeguards evaluation rept supposing Amend 152 to License CPH-49 
* Off.ce of Nuclear Reactor Regulation. D.'eclor (Posi 870411). 89/07/15. 3pp 
46250:245 46250 247 


K. Utility Final Safety Analysis Report <FSAR) 4 amends 

8806300129 Rev 6 lo updated FSAR for Duane Arnold Energy Cir.W/600627 Mr. 
POTHER T W.C Iowa Electric Light & Power Co eB/06/30 250pp 46005 003* 
46006 152 


P. Operating license stage documents & correspondence 

8897080137 forwards Amend 150 to Ucen 90 DPR 49 A safely ova'uaiion Amend re- 
vises requirements for log c sys functicral testing by extend ng interval for perform 
anca of test from anrua'ly to once per oporauna cycle 

HALL, JR Project D.rectofate 111*3 88/C6/23 LiU.L Iowa Eleclrc Light & Power Co 
2pp 46133.306-40133:325 

-B807060H5 Amend 150 lo License CPFMD.rovisIna requirement for logic syfl tendon 
al testing by extend ng interval tor performance of tests from annua ly lo onco por op- 
dating eye’e 

PERXTNS.KE. Projoct Di'GCtorato l|l*3- GB/06/23 &PP 4B133:308 46133 310 

-8007080150 Safety evaluation support ng Amend 150 to License DPR-49. 

* Otflce of NuCear Reactor Hegute’ion. Director (Po9t 8704 11). 68/06/23 7pp. 
46133 317-46133 323 

-8807060155 Novco of consideraton of Issuance of amord lo License CPR-49 A pro- 
posed NSHC dote rm. nation & opportunity for h oaring Am and revises requirement for 
fog.c ays functional le sling by extending interval for performance 
LVNCH.M D PfOleci Directorate 111*3. 68/06/23 2pp. 46133 324 46133 325 

B897220340 Forwards Amord 151 to licer.se DPR 49 & salety eva)ja:.on Amend re- 
vises Tech Specs lo reflect mods made to comply W/10CFR50 62 re ATWS ru!o 
HAl.L.J R. Pro|©ci Directorate llf-3 66/07/07. LIU.L fowa Electee Light & Power Co 
2pp 46240 239-40249 264 

-8887220342 Amend 151 to License DPR 49,re flee trng mods made to comply w/ 
10CFR50 62 re ATWS ru'e 

PERKINS.K.E. Projoct Drectorate MI-3 89/07/07. I7pp 40249 241 -46249.257. 

-8897220344 Sa'oty evo'uaton supporting Amend i5i to License DPR 49 

* Office of Nuclear Reaclor Regulelion, Oreclor (Post 070411). 06/07/07. 7pp 
46249 258 46249 264. 

6807130454 Generic Itr 88-11 to all licensees of operating reactors & holders of CPs ro 
NRC position on radiation ambnU'e.-nem of reactor vossol malls & impact on pienl 
ope ration s.S vc list & Rev 2 lo Reg Guide 1.99 end 

MIRAGLIA.F J Associate Dractof for Protects {Post 870411). 68/07/12 Consolidated 
Edison Co. qf New York, fnc 5tpp 4025? 207-46257 257 

6807250033 Forwards Amend 152 to License 0PR-49 & safeguards ova'uaion 
rept Amend modules Paragraph 2.C.(6) fo requ re compl anco w/amonde-d physical se- 
curity plan. 

HALL.J R. Propel Direclorale C!-3. 08/07/15. UU.L Iowa Electee Light & Power Co. 
3pp 46259 240-46259 247. 

—8607250052 Amend 162 to License DPR* 4 9, mod tying Paragraph 2.C (5) ol license lo 
requiro compliance w/amended physical secunty plan. 

PERKINS.K.E Pro; eel Direclorale I ll-3. 08 /€ If 15. 2pp. 46259 243-46259.244. 

—8807250057 Safeguards ■eva’uaticn rept support. rg Amend 162 lo License DPR* 4 9. 

* Off.ce ol NucTear Reactor Regulation. Director (Post 8704 1 1 ) 00/O7/1S. 3pp 
46269.245-40259:247. 


O. Inspection reports, IE Bulletins & correspondence 

8806139188 NRC fnlo Notice 88-039. '‘LaSalle Un t 2 Loss ol Rec rcu'atlon Pumps W/ 
Power Oscrtalfon Event” Svc list end 

ROSSl.CE Division of Qpe/atonel Events Assessment (Posi 870411). 88/06/16 
Consol dated Ed son Co. of New York. Inc. 1 10pp. 45978:156-45979 266 

8806160349 NRC into Notice 68 040, "Examiners Handbook for Devofopino Operator 

Licensing Exams ” NUREG/BR-0122 & svc I sl enef. 

ROSSl.CE. DMson of OperaLonal Events Assessment (Posi 870411). 88/06/22 
Consolidated Edison Co. of New York. Inc. 237pp. 40240:325 4 624 V2 01, 

88061760331 NRC into Notice B8-Q41. "Physics! Piolection Weeknosses )denli‘i&d 
Tnrougn Regulatory Effeciwoness Reviews.” Svc i.$i end 

ROSSI, C 6. Division of Cperational Events Assessment (Post 870411). 80/06/22. 
Consol dated Edison Co of New York, fnc. I22pp 4 5970. 034-45-979:165. 


8806170291 NRC Buletin 08-008. ' The.'mal Stresses in P.pmg Connocted to RCS." Svc 
l.si end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 08/CB/22. 
Ccnso'idated Edison Co. of New York, Inc 1 16pp 46019 037*48019 162. 

8806210038 NRC info Notice 88 044. "Mechanical Binding of Spring Release Dev.co in 
VVesl-nghouse Type DS-41 6 C-rcuit Breakers " Svc fist enci 

ROSSl.CE Division of Operational Evonl9 Assessment (Post 070411). 88/06/24 
Consolidated Edison Co of New York, Inc 1 13pp. 460 1 9 1 53*46019 265. 

6806240139 Suppl 1 to NRC QuLatn 08 00B. "Thermal Sfressos m Piping Connocted to 
RCS." Svc l.st encf 

ROSSl.CE. Division of Oporafonal Evonls Assessmoni (Posi 070411) 80/06/24. 
Consol dated Edlscn Co. of New York, Inc. 1 14pp. 4601 9:260*46020 018 

8807060230 Forwards Safety Insp Rept 50-331/88*13 on 080523-26.31 & 0601*03 No 
violations noted 

WRIGHT.GC Region 3, Ofc of ihe Director. 88/06/24 LIU.L. Iowa Efoctnc Light & 
Power Co 2pp. 40103:255-46103 265. 

-8807060234 Insp Rapt 50-331/88-13 on 8B0523-26.31 & 0601-03 No violations cr do* 
v.at-ons noted Major areas inspected, tcenseo quftMy enhancement program & impact 
on procurement control.roce.pl & handing of equipment & mails 
SufPHIN.RN. PHILLIPS. M P Region 3. Ofc of fho Director. 88/06/22 9pp. 
46103 257-46103 265. 

6807060305 Forwards Safety Insp Repl 50*331/80*14 on B80525 & 06l6.No v.olations 
noted 

SHAFER, W O. Region 3, Ofc of ihe Director 08/00/24 LIU.L fowa Electric Light & 
Power Co 2pp. 46110 008-46110013. 

-8607060306 insp Rept 50-331 /B8-1 4 on B80525 06l6.No violations noted Major 
areas inspected l-censeo ef(crt9 in response lo FEMA concern ro adequacy of offsite 
emergency plQnning tor Linn & Benion Counhes.lA & State of IA ro expanded EP2 
PATTERSON. JP. SNELL.W. Region 3, Ofc of tho Director. 80/06/23. 4pp 
46110 010-46110 013. 

8807130062 Responds to NRC 0u lei n 8B-003, "Inadequate Laich Engagement in HFA- 
Type Latching no'.aya” Uvd warehouse contains atght spare latching type HFA 
relays Insp requlrod by bulletin not applicable to lacihly. 

ROTHERT.W C fowa Electric Light & Power Co 88/07/00. MURLEY.T Office ol Nu- 
clear Reaclor Regulation, Director (Post 87041 1). Ip 46160:039*46166.039. 

8807190091 Forwards insp Repl 50 331/80-09 on 8B0419 0013 & notlco of violation 
AXELSON.W.L. Reg on 3, Ofc of ihe Director 88/07/00. LIU.L fowa Elocmc Lrghi & 
PowofCo 2pp. 46200.069-46209 006. 

-8807190105 Notice of violation from insp on 880410 081 3. Vlolat'ons noted on 
88041 9.while in single loop oporallon.Jicensoe failed to Incroaso operating limit MCPR 
by 0 03 & on 980423, control room panels observed lo bn in closed position 
AXELSON.WL. Roglon 3. Ofc of ihe Director 00/07/06. lp 46209 071-46209 071 

-8Q0719010B Insp Repl 50-331/88-09 on B8Q4 16 00 13. Violations noted Major areas 
inspected action on previous insp findings. LERs, Info noiicos.ope ration a' 
sefoty.maint.Qurvo llance & followup ol evonls 

JACKIW.IN. Region 3. Ofc ol thaD.mctof. BB/07/05 \6pp 46209.072-46209.086 

8806300347 NRC Info Notice 88-045, "Problems In Proteclivo Relay & Circuit Breaker 
Coo'diaaHon ” Svc list oncl. 

ROSSl.C E Division of Operational Events Assessment <Po9l 670411). 80/07/07 
Consolidated Edison Co. of New York, fnc. 104pp. 46242:109 46242 212. 

8807180183 Responds to IE Bui lei n 88-004, "Potontal Safoty*Re?aled Pump Loss" 
Precaution added to sys operating in si ructions lo limit min flow operation of pumps.No 
long-term actions needed. 

ROTHERT.W C Iowa Electric Light & Power Co 80/07/07 MURLEY.T. E Office of 
Nuclear Reactor Regulation, Director (Post 070411) 0pp 40200.031*46200 036. 

8807080006 NRC info Notice 88-046, "Licensee Rept of Defective Rofutblshod ClrcuM 
Breakers." Svc 1st <?ncl. 

ROSSl.CE. Division of Operational Events Assessment (Post 870411). 80/07/00 
Consolidated Edison Co of Now York. Inc. 107pp 46231:261*40232.027 

8807120291 NRC Info Notice 88-040, “Licensee Rept of Defective Refurbished Valves.” 
Svc fist encl. 

ROSSI.CE Division of Operational Evenls Assessment (Po9t 070411). 08/07/12. 
Consolidated Edison Co. of New York, Inc. 103pp. 46242.006*46242:108. 

8807080366 NRC info Nonce 80*047, "Slower-Than-Expected Rod-Drop Times." Svc 
hat oncl- 

ROSSl.CE. Orvislon of Operational Evente Assessment (Post 070410 00/07/14. 
Consolidated Edison Co of Now York. Inc. 103pp. 46240:222-46240:324 

8807120550 NRC Into Notice 88 049, “ Mark Ing.Hendling.CoiilroLStOf age & Destruction 
of Safeguards info." Svc list encl. 

ROSSl.C E. Division of Operational Evenls Assessment (Post 0704 11). 68/07/10. 
ConsoMdatod Edison Co. of New York. fnc. 103pp. 46241:203*46242:005. 

8807120553 NRC info Notice 88*050. “Effeci of Circuit Breaker Capacitance on Avail- 
ability ol Emergency Power.” Svc 1«st enci. 

ROSSl.CE. Division of Operational Evenls Assessment (Posi 070411). 08/07/10. 
Consolidated Ed son Co. of New York, Inc. 11 9pp. 46257:260-46250:016- 

6807160101 NRC Info Notice 66*051, “Failures of MSlVs " Svc list end. 

ROSSl.C E. Division of Operational Events Assessment (Post 870411). 00/07/21- 
Consol dated Edison Co. of New York, Inc. 12ipp. 46257:006*40267:206. 


R. Periodic operating reports & related correspondence 


0807190275 Monthly operating ropl for June 1800. ior Duane Arnold Energy Ctr.W/ 
860715 M s. 

MILLER.L. HANNEN.R.L Iowa Efoctnc Ught & Power Co. 80/06/30. 7pp. 46214.031- 
46214037. 



0907050465 LER 00 005 00. on 000527. oporabll'ty of carbon d Oxide sys degraded from 
1430 h through 1550 h w/o required continuous fi r 0 watch Caused by inadequate 
post-maml testing Guidance on post rrmml testing roqjiremoms imp/ovod YV/0BO62 7 
ltr. 

PUTNAM.KS, HANNEN.R.L Iowa Eloctric Light & Power Co 00/06/27. 5pp 
46075 340-46075 353 

00O712OOQ6 PNO-Ul.G0 O27A.ori 880630 ,FEMA found State ol 4A ptlsttG emergency re- 
sponse p?an inadoqualo when notified by uiiJ that 080701 doadlno would bo missed 
dun to incomp'eted rev Host cojnty to complete plann ng 

SNELL. W., SHAFEn.W. Roglon 3. 01c of tho Director 08/07/01 tp. 46154:058- 
46154.050. 

0807190003 PNO-III.00 0270 on 08O7O7.FEMA issued Ilf to Stale Of IA notifying that 
sfato fe led to correct emergency plarnlng Inadeq jac os for Duane 
Amo’d lnadoquac'09 cover radiation measuring dovicos for bus drivers & omprgency 
workers. 

SNEll.W. SHAFER, W Reg on 3. Ofc of the D.roctor 88/07/00 ip 46200 102- 
48200.1 02. 

6907190176 LER 88-004 00 on 80O6O0.HPCI sys declared inoperable Causod by out of 
calbr oloclro mochan cal hydraulic actuator (EGR) In tu'binn governor sys & fai.iro of 
microswitch MYroswilch roplacod & EGR recalibrated W/080711 Hr 
PROBSTJ.n., HANNEN.RL Iowa Electric Llghl & Power Co 00/07/11. 1 1 pp 
46206 177-46206 187. 


V. Operator Examinations 


8807120230 Forwards draft Rov 5 to ES-G01, "Administration of NRC Roquaiiflcailcrt 
Program Evaluations” w/o oncl 

WRIGHT. G.C Region 3, Ofc of tho Olroclor. e0/06/23 ROY.P. Iowa Eloctnc Light & 
Powor Co Ip 46149 357*46149 357. 


OOCKET 60-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency A fire protection plana 

8007070190 nosponds to R Convorso 8G0502 ltr transmuting aconano for parilai scnlu 
exorc-se schodu’od for 060618 & providos commenls on subj oxo.'dso dscussod 
during A Zaromba 660527 tolcon w/W Lazarus 

HARPSTER.T L- Region 1. Ofc ol Ihe Doctor. 00/05/28 BRONS.JC. Now York 
Power Authority (formerly Power Authority of tho Siato of Now Yo f k] 2pp 46124 35 1 - 
46124.352. 

8807160160 Forward 9 SAlP Ropl 50-333/86-99 for Doc 1986 • Apr 1008 Mooting will 
bo scheduled to d.scu9s essossmonl.incluriirg staling In onglr.oormg & lochnScnl sup- 
port & OfT.uTgoncy planti ng. 

RUSSELL. VYT Region 1. Ofc of Ihe D.roctor. 00/07/07. BAYNE, J P. Now York Power 
Auihonty (formerly Power Authority of iho Slalo of Now York) 2pp 40105 100 
46105:235. 

8007200102 Forwards Safety Insp Dept 60 333/00 06 on 000516*18 No violations 
nolot J 

BELLAMY, H R Region 1. Ofc of tho D.roctor 88/07/0 7 CONVERSE. R J Now York 
Power Authority (formerly Powor Authority of tho Stale of New York) 3pp 46229 245* 
46220253 

-9807200109 Insp Ropt 50-333/00*00 on 80O51O- 18.No v.ofallons noted. Major aroas 
Inspoctod emergency exercise on 0805 1 8- 1 0 

AMATO.C.G.. LAZARUS. W J. Region 1. Ofc of Iho Director 00/06/24 6pp 
46220 248 40229 253 

9607200186 Forwards ERF Appra'snl irrsp Ropl 50-333/00-07 on 080516-20 & noiico of 
dovlation & anpra 9nl open itoms 

BELLAMY.R h. Rogon 1, Ofc of tho Director 68/07/07 CONVERSE, R J. Now York 
Power Authority (lormetly Power Authority ot iho Stale of Mew York) 2pp 46230: 108- 
48230:133. 

-B807200188 Notice of dovlation from rnep on 080510-20 Dov.ation noied TSC HVAC 
sya Inoporabfo in emorgoncy mode & Dooms ropt performed to doiormlno radiological 
habitability inadequate 

* Rog on 1. Ofc of tho D.roctor. 80/07/07. 2pp. 46230.108 46230.109. 

-0807200180 Insp Ropt 50-333/80-07 on G0O7lQ-2O.No violations noted. Ma.or a'eas 
in spec lode mo money re9ponso facility appra T saf. 

FOX.E., LAZARUS, W.J. Region 1, Ofc Of the Director 88/07/07. 24pp 46230.110- 
46230:133. 

8807250255 Forwards Insp Ropl 50-333/88*11 on 0OO5Ol-O6l7.No violations noted UU 
88053 1 response to Insp Ropt 60*333/80 Q4 a’so ceviowod. 

WENZINGER.E C. Region 1, Ofc of Iho Director. 88/07/15. CONVERSE.RJ. New 
York Powor Aulhority (formerly Power Authority of tho Slate of New York) 2pp. 
46273:104-46273211. 

-8807250257 In9p Ropt 50*333/80-11 on 080501 001 7. No violations noted Major 
areas Inspected plant activities, previous Insp findngg.LERs reviow.operaiional safety 
vertical Ion. storage battery adequacy audit 8 physical security review. 

JOHNSON J.R. Region 1. Ofc of the Diroclor. 80/07/12. 26pp. 462 73; 1 86 46273:21 1 


P. Operating license stage documents & correspondence 

0007130464 Gonoric Ltr 88 1 f to a ! l flcenaoos of oporatlng reactors & holders of CPs re 
NRC position on radiation embrittlement of reactor vessel malls & impact on p'ant 
operations.Svc list & Rev 2 to Reg Guide 1.09 encl. 

MlflAGLlA.F j. Associate Director for Projects (Post 0704M). 88/07/12 Consolidated 
Edison Co of Now York. Inc. 61pp. 46257:207 46257 257. 


BRONS.J.C. Now York Power Authority (formerly Power Authority of the state of New 
Yo/k). 00/07/14 Document Control Branch (Document Control Desk). 5pp 
46274:059-40274 063 


Q. Inspection reports, (E Bulletins & correspondence 


9808130166 NF1C Into Notico 08 039, "LaSalle Unit 2 LOSS of Recircu'ation Pumps W/ 
Power Oscillation Event.” Svc list encl 

ROSSl.CE Orvision of Operational Events Assessment (Post 070411) 88/06/15. 
Consolidated Ed sen Co. of Now York, tnc 1 lOpp 45970. 156 45970 209 

8806160340 NRC fnf-o Notice 88-040. "Exanvnors Handbook lor Developing Operator 
Licensing Exams ” NUREG/OR 0122 & avc 1st encl 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 88/06/22. 
Consolidated Edison Co of Now York, inc. 237pp 46240 325 46241 201 

8006170033 NRC Info Notice 08 041. "Physical Protection Weaknesses Identified 
Through Hogulntory Effectiveness Rov!qw 9.“ Svc list oncl 

nOSSI.CE. Division ol Operational Event9 Assessment (Post 870411) 88/00/22. 
Conso'idated Edison Co. of Now York. Inc 122pp. 45078 034-45978 156 

8900170291 NRC Bulletin 00-GOO, ”The/nral Slressos in Ppng Corrected 10 RCS “ Svc 
Lai encl. 

ROSSJ.CE. Division of Operational Events Asaossmont (Post 870-iii) 88/06/22. 
Consolidated Edison Co of Now Ycvk. inc U6pp 460 1 9 037-46019 152 

8006210038 NRC Info Nolle® 80 044. "Mechanical Bmdng of Spring Reioaso Oevlco Irv 
WeshnghousO Type DS416 CucuiL Broakors" Svc hot encl 

ROSSl.CE Division of Operational Events Assessment (Post 070411) 88/06/24 
Con soil dated Edison CO of Now York, inc 113pp. 40019 153-46019 285 

8006240139 Suppl 1 to NRC Bulletin B8 090. “Thermal Stressos In P-ping Connected to 
RCS.” Svc list encl. 

ROSSl.C.E. Dlws k on ol Oporat-oral Evonts Assessment (Posl 870-1 ti) 08/06/24. 
Consol dated Edison Co of Now York. Inc. H4pp 46010 286 46020 010 

8B06300347 NRC Info Notico 00-045, "Probloms in Protective Rolay & Crctrlt Broakor 
Coord nalion “ Svc list oncJ 

ROSSl.CE Division of Ooorationoi Evonts Assessment (Post 070411). Q8/07/0? 
Consolidated Ed son Co of Now York, tnc. I04pp 46242:100 46242 212 

8B07160160 Forwards SALP Ropl 50 333/06*00 for Doc 1080 ■ Apr ifiOO. Mooting wil. 1 
be schodulotf to discuss assossmeni.including stating n onghunri.ng & tochn'cal sup* 
poll & umergoncy piannmg 

RUSSELL, W.T. flog on 1, Ofc of tho Diroclor 00/07/07 BAYNE. J P. Now York Powor 
Authority (formorty Power Authority of tho State of Now York). 2pp 46 105; ISO- 
401 85 235. 

-8807160154 SALP Repl 50-333/06*00 for Doc 1986 • Apr 1 0BO Marked Improvement 
noted In plant operal'ons 

* Region I, Ofc of tho Diroclor 80/06/ 16 54pp 461 05: 182*46105.235 

8807200102 Forwards Safety fnsp Ropl SO 333/0B O0 on 880518 18 No violet.ons 
noted. 

BELLAMY.R.R Rog.on 1. Ofc of tho Director 00/07/07. CONVERSE. RJ, New York 
Power Authority (formorly Powor Auihonty of Ihe Smio of Now York). 3pp. 46220.245 
46229253. 

-8807200109 Insp Repl 50*333/00-00 on 860516-10 No violations noted Major aroaa 
Inapocted omergoncy oxorclso on 680510*10 

AMATO.CG.. LAZARUS, W J. Rog'on 1. Ole of iho Dreclor. 69/00/24. 6pp. 
46229:240 46220:253. 

8807200105 Forwards ERF Appraisal Insp Repl 50*333/00-07 on 080510*20 & notico of 
devlaiion & appraisal opon flams 

BELLAMY, R R. Rogon 1. Ofc of the Diracio'. 80/07/07. CONVERSE.RJ Now York 
Powor Aulhority (formorly Power Authority of iho Slalo of Now York) 2 pp 46230: 106* 
40230.133 

-800-7200186 Notice ol doviation from insp on 880516-20 De via ton nored.TSC HVAC 
aya inoperabto In ome/gancy mode & Deems ropt performed to detorm no rad'o’ogical 
habhablhly Inadequate. 

* Roglon 1, Ofc of the Director 80/07/07. 2pp. 40230. 1C0*4 6230:1 09. 

-8607200188 Jnsp Ropt 50-333/68 07 on 880716*20 No violations noted. Ma;or areas 
Inapoctod.amorgency rosponso facility appraisal. 

FOK.C . LAZARUS.W J. Region t. Cic of the Oveclor 08/07/07. 24pp. 46230:110* 
46230:133. 

8807090008 NRC Info Notico 80-046, “Licensee Ropl of Defective Refu'bished Circul 
flreakors Svo list oncl. 

ROSSLC.E. Division ol Oporat^oral Events Assessment (Post 870411). 88/07/08. 
Consolidated EdlsonCo. of Now York, fnc. 107pp. 46231 201*46232 027 

8807120291 NRC info Notico 80-040, Licensee Repl of Defective Relurblshed Valves.” 
Svc list oncl. 

ROSSl.C E Division of Operational Events Assessment (Post 870411). 00/07/12. 
Consol dated EdlsonCo. of Now York. inc. 103pp. 46242:006 46242.100. 

6607080368 NRC fnfo Notico 68-047, “Slowor-Than-Expecled flod Drop Times '* Svc 
list oncl. 

ROSSl.CE. Division of Operailonaf Events Assessment (Po9t 870411). 00/07/14. 
Consolidated Edison Co. of Now York. Inc. 103pp. 46240 222-40240 324. 

8807250265 Forwards Insp Repl 50-333/88-1 1 on 000501 -061 7,N'o violations noted.Util 
680531 tQ9ponse 1o Insp Ropl 60*333/88*04 &lso rev.evred. 

WENZINGER.E C. Region 1, Olo el the Director. 88/07/15. CONVERSE.R J. New 
York Rower Aulhority (formerly Power Authority of the State of New York). 2pp. 
46273:104 46273 21 1. 
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-8307250267 Ir.sp Rept 50 333/68 II on 003501 -0617 No violations ncted Ma.or 
areas inspected:p'eni ecliv^i39,previoj& nsp f'ncfings.LERs roviow.ope/at.onai safety 
ver/icalion.sio'age batiery adoquacy aud.l S physical secunty review. 

JOHNSON.JR Region 1. Ofc Of the O.roctof 00/07/ 12 26pp. 46273 186-46273 211 

0807120550 NRC info Notice 88 049. *'M a rkhg.Hand ing.ControL Storage & Destruction 
of Sa'ocua'cJs lofo " Svc fist end 

nOSSI.CE D.v<sion ol Operational Events Assessment (Post 87041 1). 88/07/18 
Ccnsoi daiad Edison Co of New York, Inc l03pp 46241 203 46242.005 

0807120553 NRC Wo Not«ce 88 050. 1 Effect of Circu<1 Breaker Capacitance on Aval- 
abil fy of Emergency Power.'' Svc fist oncf 

ROSSI.C E OiwsJp.-i of Operational Evenis Assessment (Post 8704 1 1) 88/07/10 
Consol dated Edison Co of Now York, Inc. Ii9pp 46257:258-46258 016 

0807160101 NRC info Notice 08 051. "Fa lures of MSiVs " Svc I si and 
ROSSf.C E. Oivis on of OperaUnal Ever.ts Assessment (Post 670411). 68/07/21 
ConsoldBied Ed son Co of New York, fnc 121pp. 46257.066-46257:206. 


R. Periodic operating rep-orta A related correspondence 

8806300132 Forwards i>sl ol safety/ rahof valves chai'orges & laJu/es mat occurred in 
1987 at p'ant per NUREG-0737J»om |i.K.3.3. 

BRONS.J C New York Power Authority (forrnorfy Power Authority of the Stale cf No w 
York) 60/00/21 Document Conti ol Branch (Document Control Desk.) 4pp 
46017 032-46017 035 

8807130421 Month y opening repi lor Juno 19B0 to f JA Fitzpatrick Nuclear Power 
Plant W/680703 Ur 

COOK.J . CONVERSE R J New York Power Authority (former V Power Authonty of the 
Slate of New York), 88/08/30. 6pp 46184 052-46164 067 


S. Reportable occurrences, LERa A refated correspondence 

8607070397 LER 88-005 00 on 860227 & 0325.six emergency svc walor check valves 
found incporobTe Causod by bui'djp of sca'e & mud imernala restored Vaiv os cleaned 
to ope'abfo cond.f on Ponod c flushing ol valves wl be conducted W/800624 Itr. 
CHILDS. W.V . CONVERSED J. New York Power Authority (formerly Power Authority 
Of trio Stain Of Now York) 88/06/24 5pp 401 18 .285-461 18 269 


DOCKET 50*334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plane 

80070 163 4 1 Forwards Resident Safety Insp Rapts 60 334/08-17 6 50 412/69-13 on 
880501-31 No violations rctod 

WlGGlNS.JT, Region 1. Ofc of the Director. 08/06/21 SlEBER.J D Ouquosno Light 
Co 2pp 46008:057-46008:071. 

-0807010349 Resident Insp Repts 50-334/88-17 & 50-412/80-13 on 8880501-3l.No 
vic'al : ons noted Major areas inspected plan: ope rations, physical security, radio log leal 
ronlrols.p'ant housokoop.ng 8 liro proioction.survellance losing & malm 
TfVPP.l E Region 1. OlC ot the D reclor 80/00/20. I3pp 46003 059-48006:07 1. 


P. Operating license stage documents A correspondence 

0807050293 Forwards Amend 127 to License DPR 66 A safety evefuaton Amend rfo- 
fotes from Tech Spec Table 3 0-1 Inside -co.i la inmonl isolation valves A adds oul 9 ide- 
containment isolai on valves po/taln ng to hydrogen rocombiner ays. 

TAM.P.S. Project D.roclorato 1-4. 88/06/22 Si£0ER ( JD. Duquosna ughl Co fpp. 
4599V252-4599t:262 

-8807050304 Amend 127 to License CPR-65.deleting inside-conte nmenl Isolation 
valves from Tech Spec Table 3.6-1 A adding oulsldo-conia nrreni iso'at on valvos per- 
laming to hydrogen recorr.b ner aye. 

STOLZ.J.F. Project (Directorate M 08/08/22 4pp. 45991:254-45901:257. 

-8007050310 Safety evaluation supporting Amend 127 to License DPR-66. 

’ Ollce of Nuclear Reactor Regret on, Oirector (Post 870411). B8/06/22 6pp 
45901258-46991262. 


8007050517 Forwards AEOD Techntaf Review Rept T809. "Blocked Thmble Tubas/ 
Stuck incore De'ector.” for consideration duo to recent events at Draicfwood Urii i. 
flOSENTHAl.J.E. Reactor Operations Analysis Branch. 80/06/23 0ERUNGERC.H. 
Genenc Communications Drench 2pp. 45098 060 45908 066 

-8007050560 Technical Reviow Ropl T809, “Blocked Thimble Tubes/Stuck incore Da- 
teclor" 

• Oft.co for Analyss & Evaluaion of Operational Data. Director 80/06/15. 4pp 
45996 063-45998.066. 

0807060474 Forwards appl cation for amends lo Licenses DPR-66 & NPF-73, chang ng 
svrvoilanco frequency from monthly to refueling for Tabfe 4.3-1 .safety in;ection input 
from ESF. 

SIEBER.J.O Duqjesno HQht Co 88/06/27. Document Control Branch (Document 
Control Desk) ip. 46103:312-46103 330 

-8807060470 Application for amends to Licenses DPR 66 A NPF-73, changing survel 
lance irequency from monthly to tetue'.lng tor Table 4.3-1 & removing cegu'/emont •jo 
test RHR pumps on recirculation flow Foe paid. 

SlEBER.J O. Duquosno Light Co. 88/06/27. Ip. 46103 313-46103.313 

-680706Q481 Proposed Tech Specs 3/4,than9mg surveillance frequency from moiv.tV.y 
to reiuehng for Tabio 4.3*1, safety injection input from ESF 6 dolet.ng OV-l A BV 2 
lurhme driven pump dscharg® pressure low initiating signal from ESF tables 

• Ouquosno Light Co 00/06/27. 17pp 46103 314-46103 330 

0BO71 10240 Advises that diversion ol flow reportable under current regulations s.nce re- 
gulations do not differentiate b-etwoen partial or lull actuations or wheihor situation 
wa9 caused by ESP circuit. 

STOLZ.J.F. Project D.reclorate f-4 88/06/27. SlEBER.J. D. Ouquosno Lighl Co 2pp 
46110 309-461 10 310 

6807080116 Grants ui l 800504 request lor withholding WCAP-11799. “Boavor Valley 
Un.t t Evaluation of Tubn V«brat&on induced Fatigue/' per 10CFR2 790 Reasons listed 
TAM.PS Project Diroctoralo 14 00/06/29 SlEBER.J D. Duquosno Light Co 3pp. 
46134 202-46134-204, 

0607130209 Forwards environ assessment & finding of no significant Impact ro 071207 
appica^on for emend lo Liconso DPR-66. changing Tech spec lo require dotorm.na- 
tion ol target flux differenco by inlorpolaiing to design ond-of-lifo value 
TAM.P.S. Project Director nta 14. 60/07/06. SlEBER.J O. Duquosno Light Co 2pp. 
46172:103-46 1 72.188. 

-8007130217 Environ assessment & finding of no significant Impact ro 871207 applica- 
tion tor amond to License DPR 06 p ch angina Tech Spec 4.2. 1.4 to roqu-ro dotG/m.na- 
i:on of flux difloronco by Interpolal.ng lo ao 9 lgn end-oM4e value 
STOLZ.J F. Projocl Dirocforato 1-4 80/07/06 4pp 46172:185-46172.188 

0807130454 Gonorlc Ltr 06-11 lo all licensees of operating reactors & holders of CPs re 
NRC position on radiailon embrittlement of reactor vessel malls & impact on p'ani 
opo radons. Svc flsl & Rov 2 to Rog Guide 1.99 end. 

MIRAGLPA.F J. Associate Director for Projects (Posi 070411). 08/07/12. Consolidated 
Edison Co Ol New York, Inc. 51pp 46257:207-46257 257 

8007250043 Forwards Amend 128 to License DPR-60 A safety ovoluat'on. Amend 
changes Toch Spec 4 2.1.4 to require determination of target flu* differenco by -nior- 
porting to e'es-gn onri of cycle value insioad ol 0% at end-oMife. 

TAM.P.S. Project Directorate M. 88/07/13. SIEBER.J.D Duquesno Light Co- 2pp 
46269: 1 79-40260.190. 

—0607250046 Amend 120 to Hcon90 DPR -66,c hanging Tech Specs 4.2 1.4 to roqjlre 
deiorm nai on of target flux difference by Jnterpofetmg to design end-of-cyclo va r uo in 
siaed of 0% at end-oMife. 

STOLZ.JF. Project Dir odor ate 1-4.00/07/13. 4pp. 48260T 01 -46280 104 

“0607250046 Safety evaluation supporting Amend 128 to Lfconso DPR 66. 

• Office ol Nucloar Roactor ftoguiation. Director (Posl 070411). 88/07/13 2pp 
46289: 1 05 -462 69. 1 06. 

-6007250050 Nollco Ol issuance of amend to Liconso DPR-66 
STOL2J.F. Project Directorate 1*4. 08/07/13. 4pp. 46269:187-46269:100. 


O. Inspection reports, IE Bulletins & correspondence 


8007060493 Forwards appiical on for amends lo Licenses DPR-66 A NPF-73, consoling 
cf Proposod Chango Request l53/t4 re revising source range instrumentation chan- 
nels survel lenco req j'rement 9 of Table 4.3-1 A correcting typos Fee pa d. 

SIE6ER.J.0 Duquosne Light Co. 88/Q6/22 Oocumenl Control Branch (Document 
Conirol Desk). Ip. 46114:234-40114 243. 

-8807060495 Application for amend to Licenses DPR-66 A NPF-yO.revis ng source 
range Instrumentation channels surveillance requ rements ol Teble 4.3-1 & correcting 
tvpos In Action 5 of Table 3.3-1. 

SlEBER.J. D Duquesne Light Co. 89/06/22. 3pp. 481 14 235-461 14.237. 

-08Q7Q8Q40T Proposed Tech Specs 3/4 V22 & 3/4 3-6 A Tables 4.3-1 & 3.3-l.fevislng 
source range Instrumentation channels survel lance requ remems of Table 4.3-1 A cor- 
recting typos in Action 5 of Table 3.3-1. 

• Duquesne Light Co. 88/06/22 6pp. 481 14:238 461 14:243 

B807060573 Forwards apptlcalion for amends lo Licenses DPR-66 A NPF-73 safety 
analysis & no slgnlf canl hazards evaluation. 

SIEuER.J D. Duquesne Light Co. 88/06/22 Documenl Control Branch (Document 
Control Desk) Ip. 46103.197-46103 2 1 4. 


8607160093 FOIA request for agency records & Info re insp Ropls 50-334/86-16 S 60- 
412/68-11 tfld 880517. 

BAUMAN, L. Government Accounlabi'lty Projocl. 88/06/08. NRC ♦ No Detailed Affil- 
ation Given. 2pp. 45527:335 46527:336. 

8606130166 NRC info Notice 88-039, “LaSalle Unit 2 Loss of Rocfrculation Pumps W / 
Power Oscillation Event.” Svc list encL 

ROSSI.C.E Division of Operaiionai Evenia Assessment (Posl 87041 1). 86/06/16. 
Consolidated Edison Co. or Naw York, Inc. 1 10pp. 45978:166-46978:266 

8607010341 Forwards Resident Safety Insp Repts 60-334/80-17 A 60-412/68-13 on 
680501-31. No violations noted. 

WlGGlNS, J.T Region 1. Ofc of the Director. 68/06/21. SlEBER.J. D. Duquesne Light 
Co. 2pp. 46000:057-46008:071. 

-8007010349 Resident Insp Popts 50-334/68-17 A 60-412/80-13 on 8000501-31. No 
violations noted. Major areas fnspecied-pfant operations, physical sec urity.radio logical 
controls.plant housekeeping & fire pro1oction.su/veli lance testing A ma nt. 

TRIPP, L.E. Region 1 , Ofc ol the Director. 08/00/20. 13pp. 46006.059- 40000071. 


-8807080580 Appl catlon for amends to Llconses DPR-66 & NPF-73.amendina Tech 
Specs lo ado footnote to Table 3.6- l.exclud ng weight & spring loaded containment 
isolation chock vahies ft om Tech Spec 3/4 0.3 survel lance reqjir aments Fae paid 
SIEGE R.J.D. Duquesna Lfght Co. 88/06/22 ip 40 103;1 90-46i 


6807010380 Forwards fnsp Repts 50-334/08-1 8 A 60-412/08-14 on 800509-13 A nolice 
Of violation 

BELLAMY ,RR. Region 1. Ofc ol the Director. 88/00/21. SIEBER.J.O. Duquesne Ught 
Co 2pp. 46008:205-46006:217. 


-8807060581 Proposed Tech Specs 3/4.6, excljd ng we ghl A spring loaded conieln- 
men t isolation chock valves nol sub) \o conta nrrent Type C leakage lesnr-G Irom sur- 
veillance roquiromenl9 of Spec 3/4.6 3. 

* Duquosne Ugh t Co. 88/06/22. I6pp 46103.199-46103:214. 


-8007010365 Notice of violation from Insp on 800509- l3.Vfolal!on noied. contrary to 
Tech Spec 6.1 1 ,e : r sample paper found lo Indicate 2,400 nepm A supervision not noli- 
f“ed In order to determine if Immediate corrective actions needed 
* Reg on 1. Ofc of the Director. 88/06/21. ip. 46008 207*46008:207. 
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—8007010307 Inap Rept9 5O-334/08-10 & 60-4 12/08-14 cn 8B0S09-13 Violations 
notod Mo|or areas ‘nspectod.l icon see action on previous fmdings.orqanization & 
siafiirg.audiis.ALAnA. external & internal exposure controls & startup testing 
NtMlTZ.R l . SHAN9AKY.M.M Regon \ , 01c ol the 0 rector 8Q/Q8/20 IQpp. 
46008 208-48008 21 7. 


0607210292 Monthly operating repts lor June 1600 fcr Beaver Vai'ey Power Slalion 
Units 1 & 2 W/8Q0712 tlr 

WINGEP.MA., SIEBERJ.D. Duquosne Light Co 80/06/30 9pp 46230 1 SI- 
46 236; 1 59. 


8806160340 NRC Info Notice 80-040. "Exarninora Handbook for Develop rg Opo/aior 
Licensing Exams " NUREG/BR-0122 & svc list oncl 

ROSS1.CE. Divis'on of Oporot-onal Events Assassmenl (Post 870411) 80/06/22. 
Consolidated Edison Co. of New York. Inc 237pp 40240.325-46241 201. 

8006170033 NRC Info Notice 86 041. "Physics' Protection Weaknesses Identifod 
Through Regulatory E Me ctivoness Reviews " Svc hat ©net. 

nossi.c.e. Divistan Of Operational Events Ass09smonl (Posl 870411) 00/06/22 
Ccnsol dated Edison Co of New York. Inc I2?p p 45970O34-4597Q155 

8806170291 NRC Bulletin 88-QQB. Thermal Stresses Pip ng Connected to RCS " Svc 
list end 

ROSSI. C.E Oivision of Operational Events Assessment (Post 870411) 88/06/22 
ConacPdalod Edison Co of Now York. Inc 1 16pp 46019 037-46010:152 

6006210036 NRC Info Notice 08 044, "Mechanical Bndng of Spr.ng Release Dovfce ip 
Wo S hog house Type DS 410 Circu t Breakers" SvC 1st oncl. 

ROSSI.CE. D.vision of Operations' Events Assessment (Post 870411) 88/06/24 
Consolidated Ed son Co. of New York, Inc I13pp 46019.153 46019 265. 

8806240139 Suppi 1 to NRC Bu'tetin 80 000. "Thermal Slrossos In Pplng Connected to 
RCS " Svc I -si encl. 

ROSSI.CE Division of Operailonal Evonl9 Assessment (Post 070411) 00/06/24. 
Consolidated Ed.son Co. ol New York, Inc H4pp. 46019 266 46020 016 

0807070077 Ack reco pt ol 800500 Hr inform ng NRC of &1op9 taken 1o correct violations 
notod In Insp Root 50 334/08 OO 

BELLAMYS R Roy on 1. Ofc of Iho Director 80/06/28 S'EBERJ.D Duquosne Light 
Co. 2pp. 461 19:109 46119:1 14. 

0807120054 Informs that all Cloas IE DS 418 broakors now in uso comply w/NRC Bri- 
tain 00 001 re dofocta In Wostinghouso circuit breakora. 

SIEQER.JD. Duquesno Light Co 80/OQ/3O. Document Contro? Branch (Documonl 
Control Dosk) 3pp 461 54 210 46134:212 

8007130163 Responds to IE Bulletin 00 003, "Inadequate Latch Engagement In HFA 
Typo Latctvng Rolays Mfg by QE" No HFA relays idonMed as being Instalted or 
planned for installation In saloty-roloied sys at plant 

SIE&ER.JD Duquosne Light Co 00/00/30 Documonl Control Branch (Docurrenl 
Control Dosk) 2pp 46170 020 46170 021 

8006300347 NRC Info Nolico 00 045. "Problems In Protecllvo Relay 8 Circuit Broakor 
Coordination.'' Svc fi9l oncl 

ROSSI.CE. Division of Operatlonaf Events Assessment (P09I 070411) 88/07/07. 
Consolidated Ed son Co. of Now York, Inc I04pp 40242 .100 40242:21 2. 

8007080006 NRC Into Notico 08-046, "Uconsoo Ropi of Dofectivo Rolurb shod Ci/cul 
Broakors ” SvC fi9l oncl 

ROSSI.CE D.vision of Operational Events Assessment (Post 970411). GB/07/00. 
Conso’idaiod Edison Co of Now Yoik. Inc 107pp. 46231 281 46232 027. 

0807190017 Informs ihoi util rosponso to NRC Bulletin 00 001, "Defects in Wes'ng- 
houso Circuit Bmokora.” satisfactory 

TAM. PS Projact Directorate 1*4 80/07/00 SIECER.JQ. Duquesno Light Co 2pp. 
48200 100 46208.107. 

8807200153 Forwards Safety Insp Ropla 60-334/00-10 & SO 412/80-15 on 000516- 
20. No violations notod. 

BELLAMY. R.R Region 1. Ofc of iho Droctor 08/07/1 1 SlCBER.J D. Duquosne Light 
Co. ?pp 46240.077-40240 083 

“8807200165 insp Repts 60-334/08-10 & 50-412/00 16 on 080516-20 No violations 
noted Major proas Inspeclod rodioocUvQ gaseous & liquid otHuonl c-onholB program in- 
cluding rad oactivo diBChamos & rad alion monitoring sys celibrn & losts. 

DAVIDSON. B S . PASCIAK.W.J, Region 1. Ofc ol tho Diroctoi. 00/07/07 6pp. 
46240.070-40240.003 

6007120291 NRC Info Not»co 80 048. "Llconsoo Ropl of Dofectwo Refurbished Valvo9 
Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/07/12. 
Consolldaied Edison Co of Now York, Inc. 103pp. 46242:008-40242 100 

0807080366 NRC Info Notico 88 047. "Slower-Than-Expocled Rod-Drop Timos " Svc 
1191 oncl. 

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 80/07/14. 
Consolidated Edison Co ol New York, tnc 103 pp. 46240:222-46240 324. 

6807120550 NRC Info Notico 80 040. ‘•Marklng.Handlng.Conirol .Storage & Dosiruction 
of Safeguards Info " Svc list oncl. 

ROSSI, C.E. Oivte-on ol Operational Events Assessment (Post 870411). 88/07/18. 
Consolidated Edison Co. of New York. Inc. I03pp 48241:263-46242.005. 

0807 120553 NRC Info Notico 00 050. "Effect of Circu-l Breaker Capacitance on Avail- 
obi 1 ! ty of Emergency Powor," Svc list and. 

ROSSI.CE Divis-on of Oporational Events Assessment (Post 870411). 00/07/18. 
Consol-dated Edison Co of New York, Inc. 1 19pp. 46257:258-46258 016 

8807180101 NRC info Notice 80*051. "Failures of MSIVs." Svc flat oncl. 

ROSSI.CE Division ot Operational Events Assessment (Posl 07041 1). 68/07/21. 
Consoiidalod Edison Co of Now York. Inc. I2ipp 46257.086 46257:206 


R. Periodic operating reports & related correspondence 

8807080029 Monthly operating ropls for May 1008 for Beaver Valley Unl9 t & 2.W/ 
800610 hr. 


S. Reportable occurrences, LGRs & related correspondence 

6807070234 LER 88-01 0-00:on 0712l4,mcoro Instrumentaton thimt'e tube wea* 
d scoverod.Caused by flow Induced vibration Ttbos w/ wo:6l woar reposilioncd or 
isolated Re exam planned next refueling outage W/880629 Itr. 

NOONAN. T.P. Duquosne Light Co. 83/07/01. 4pp 40136:292*46136 295 

6807070611 LER 0B-O1 1-00 on 880103.one of 12 bolts which secure thermal shio'd to 
lower core barrel. found severed w/throoded portion ol bolt oxlendng ihrough lower 
core barrel Caused by iransgranulaf fracture Boll roplacod.W/000629 hr 
NOONAN.T.P Duquosne Light Co 88/07/01. 5pp 46130:136 46139.140. 

8807070525 LER 00-012 00 on 87 1228. cracking ideniihed In counluibore imnsll'on area 
of feedwater elbow to feedwater no22Jo »n ail throe stoam generators Causa noi 
confirmed Alf acted teed water no22les ropl aced W/ 830629 Itr 
NOONAN.T.P Duquesno Light Co 08/07/01. 4pp. 46123.279-40123 202 

8007150068 LER 88 007-0 0:on 80060 7,roaclor Inp on fow flow in singlo loop occurred 
tije to operator inadvertently tripping reactor coolant cump breaker Caused by nonli* 
censed operator error. Operator cfiscrp‘ined.W/8B0707 Itr. 

NOONAflT.P Duquosne Light Co 08/07/05. 10pp. 46102 328-4G 162 337. 

0007 120012 LED 68-009 OO on 88061 1. reactor trip & feedwater isolation 
occurred. Cause under investigation Spociaf operail n 0 order lasuod to provnm 
configuration Affected steam dump valvos Isolated W/0BO7O8 Itr 
NOONAN.T.P. Ouquosno Light Co 88/07/00 0pp 46147 314-46147 310 

6807120110 LER 6B 008-00.on 08O6O0,two ol three level channels in steam generator 
C reached hl-hi level sotpomt.causmg turbine trip & main feedwater isolaiio a Caused 
by fal'ure of bypass feodwotor reguialmg valves Tra nng modified W/88 0708 Itr 
NOONAN.T.P. Duquesno Light Co 08/07/08. Spp 40141 346 46141:350. 
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l=. Security, medical, emergency & fire protection plans 

B0O629O1OO Forwflrd9 Insp Rept9 50-335/06-07 & 50 3B9/8B 07 on BB0410 0505.No 
violations ot deviations noted. Uni osoWod items idonM.od m ropt w.l bo pvisuod dufmg 
futuro Inspa. 

WILSON ,B.A Region 2, Ofc of the Director 80/00/17. CON WAY. WF. Florida Power 
& Light Co. 2pp. 45984:235-45984:248 

“0806290102 fnsp Repls 60-335/80-07 & 6O-30O/0B 07 on 800410-0505 No violations 
or deviations notod Major areas lnspocted:Toch Spec comp'iflnco.oporotor 
performance.QA practicoa.ovorall p.'ant opGrations.slto secuhly procoriuros 
BlBB.H.E., CRLENJAK.R-V. Region 2. Ofc ol the Director. 09/08/16 12pp. 

45984:237*45984:248. 

6807130004 Rov 5 to Health Physics Procoduro HP-203, "Personnel Access Control 
During Emergencies.” W/880705 Hr. 

BARROW.J.H., CONWAY, W.F. Florida Powor & light Co. 80/07/05 >Dpp 46164:275- 
46164:293. 

8007190054 Rov II to Emergoncy Plan Implementing Procoduro 3100025E. "Fire 
Emergencies.’ ' W 7800705 Ur. 

HARRIS K.N.. CONWAY, W.F. Florida Powor & Light Co. 80/07/05. 7pp. 46200-175* 
46200:101 

88Q7210247 Advises that 980623 Rov 15 to physical security plan meets requirements 
of 1 0CFR50.64 (p) & accoptabfe 

CUNE.W.E- Region 2. Ofc of tho praetor. 08/07/07. WOODY.C.O. Ffcrido Powor & 
Light Co 3pp. 46234 061 -46234:063. 

0807210265 Advises that revised pago to Rov 13 to physical security plan transmitted 
by 880623 Itr consisloni w/provislons of lOCFR50.5<l(p) & acceptable. 

CLINE, W.6 Region 2. Ofc of the Dlrocior. 88/07/07. WOODV^C O. Florida Power & 
Light Co. 3pp. 46234:161-46234:163- 


G. Adjudicatory correspondence 

800729000$ Advises that iimo for Comnntss : on to review ALA B 893 ©xplred. Commission 
declined review.Docislon became final agency achon on 080726. Servod on 600726. 
CHIIK.S J. Office of the Socretary ol the Commission. #380 0792. 08/07/26. Alomlc 
Safety and Licensing Board Panef. Ip. 46263: 185 46253:106 


K. Utility Final Safety Analyela Report (F9AR) & amends 

B80721O119 Rev 7 to updelod FSAR for St Lucie Unil l.W/080719 Hr. 

CONWAY, W.F. Florida Power & Llghl Co. 88/07/19. 610pp. 46242:213-40244:163. 


P. Operating license at age documents & corraapondance 

000 70604 56 Summery of 880602 meeting w/ut>l in Bethesda.MD to discuss response lo 
Generic Ltr 87-02 re eeiam-c qualillcaiion of equipment per USI A-4Q 
TOURIGNY.E.G., EDISON ,G E. Project Directorate 11 -2 &&/06M6. Ptojocl CkTOctetate 
H-2. 10pp. 45991:266-45892.003. 

—85070-50467 "Seismic Htizaf-d Dala Prepared for Resoluton ot USI A-46.” 


Q80/0 10140 Ir'orrvs mat response to l stCd qu03'.0.is re iws wm o© proviooo uy 
890816, n response to B8D510 request fcr aid nfo. 

CONWAY.WF Ficrda Power A Lighi Co 88/06/23 Docurrenl Comrol Branch (Docu* 
m-anl Coniro Desk) Ip. 46017 073*46017 073. 

6007010567 Application fo' amends lo Licenses DPR 07 A NPF* 16, deleting con?a.n 
m-eni integrated lea* rale testn-g methods h favor of improved mothods.inclJdng 
mass point rna'Yodroi reccgn/ed n ANSI 1HS.4 1872 Fee pa'd. 

CONWAY.W F. Ficr da Power A Light Co S6/C6/23 Documonl Control Branch (Docu- 
ment Con tro Desk) lipp 46017:239 4601 7-252 

-6807010860 Proposed Tech Spec Pages 3/4 6*2 A 8 3/4 e-Ldo’eting rooujred con* 
tan.-nam i.megrated leak rat© losing methods delineated in ANSI N45 4*1972 & i.-v 
ra rioter meihoo nf evd’uatng test data cal ed mass po nl method 

* Flo'ida Power A Ll»hl Co 0B/O6/23. 12PP 46017:241*46017:252 

8007010691 Forwards responses to NRC BQ0316 Gueslons 471 5,471 0. 
471 7.471 9,4 71.11 a 471.12 re util i0CFR20,App A exemption request for worker 
respiratory protection appa-ates 

CONWAY.WF F.crida Power A Light Co 88/06/23. STEllO.V. Ofc ol Ihe Executiva 
C tedcr Icr Op©' aliens I8pp 45937:249 45997 266 

6807060450 Opposos i conseo request test nearha cn company proposed charge to 
more concentrated spent nudes' feel sio/ago sys be c'osod to pjolc. 

FCRT.p huichhso.n island Home Owner's Association 88/06/27. Atomic Safety and 
licensing Board Panel Ip 46H7 317-461 17:317. 

6807060164 Forwards Amends 97 & 32 to licenses DPR-6? A NPF-16. respectively & 
safety evaUat on Amends modify Paragraph 2D ol licenses to require compliance wi 
arr.&uced physical sec unty plan for fa antes. 

TOJRGNY.EG Fro.oci Crecforete n*2 88/07/05 CONWAY.WF. Floods Power & 
LghlCo. 4pp 46134:220*46134.230 

-8807080166 Amends 97 £, 32 to licenses DPR 6? A NPF *16, respect waty, modifying 
Paragraph 2D of Lcer.ses to roquro ccmp! ance w/amer.riad physical security plan 
OERKOW.H.N. Pro.oct D rectorale 11*2. 88/07/05. 4pp. 46134 224 *4B134 227 

-6007080190 Safety ovaluat on supporting Amends 97 A 32 Lo Licenses DPR 67 & 
NPF 1 6 .respectively. 

* Office cf Nuclear Reader Regu’aton, Director (Post 070411). 00/07/05. 3pp 
46134:220 46134 230 

8007140046 Forwa'ds nolice ol denial of 861212 appl cation to arr.ond License DPR- 
67,*rc'eas.'’g steam generate.' tube plugging l.m.t from 40% to 54%. Cone© rns ex* 

g rossed as »o wh&iher proposed pluyg ng Hr.l makes adequate allowance for error. 

EflKOW.H N Project Directorate II I 86/07/07 CONWAY.W.F. Florida Power & 
L ghlCo 4pp 46178 212 46179 210 

-8807140052 Notice of don a< of 801212 ppplicsl-on for amend to License DPfi-87,ln* 
creasing sieam g operator lubo plugging l.mil from 40% io 54% 

TOURlGNY.E C Propel Directorate M*2 80/07/07. 3pp. 46178:216-46170 210 

8007130464 Generic Llr 88-11 to a I licensees of oporaiing reactors A holders of CPs ro 
NRC position -oh raoiaiion embrittlement ol reader vessel rr.atls & impact on plant 
operations Svc I 9t & Rav 2 to Reg Guido 1 99 ancf 

W RAGLIA.F J Associate Director for Projects (Post 870411). 86/07/12. Consolidafed 
Ed sen Co Of Now York, Inc 51pp. 46257 207*46257:257- 


Q. Inspection reports* IE Bulletins A correspondence 

8806300119 Forwards Insp Repls 50 335/03*11 A 50 369/80*11 cn 680523*26 No vlo* 
rai ons cr deviations noted 

CUNE, W.E. Region 2. Ofc of the Director 68/06/14 CONWAY.W.F. Florida Power & 
I'QhlCo 2pp 46016 215*46016 217. 

-0806300123 Insp Repls 50*335/60 11 & 50-309/00*11 cn 000 523 -20. No violations or 
devialons noted Major aroas inspected spoc-al nuclear mail control & accounting 
JONES.D W., MCAIPINE.E J. Region 2. Ofc ol Iho Director. 68/00/ 14 ip. 46018:217* 
46016 217. 

0806130168 NRC hfo Notice 06*039, "LaSalle Lfat 2 Loss of Reclrcualion Pumps W/ 
Power Osc lla’ on Evonl /’ SvC i.sl end. 

ROSSi.C.E. Division of Operat-onai Events Assessment (Post 6 70411). B8/06/16 
Consol dated Edison Co. of New York, fnc 110pp. 45976 156*45070 266. 

8007060097 Forwards Insp Repls 50 335/68*10 A 60-369/BB 10 on B0O5 1 6-20.No vfo* 
latlons or dev; at o ns noted 

COLLINS. O.M Region 2. Ofc of the Dlrecior BB/08/16. CONWAY.W F. Florida Power 
& UgM Co. 2pp. 46008 350-46008.360 

-8007000090 fnsp RoptS 50-335/68*10 & 50*3B9/8B*10 on BBO5l0-2O.No violations or 
donations noted.Major areas Inspocied OA A confirmatory measurements lor Inplanl 
radiochenmcel analyses 

HUGHEY.CA , ADAMOVITZ.S S . KAHLE.J B Region 2. Ofc of the Direcior. 86/06/ 
16 10pp. 46080 362-46088 360. 

0806290100 Forwards fnsp RoptS 60*336/06 07 & 50*369/eB-07 on 880410 0505.No 
violations or doviancns noted.Un/gsorved I'toms Idem fied in rept will be pursued during 
future Insps 

WILSON, B A Region 2, Ofc ol the Drector. 66/06/17. CONWAY.W.F Florida Power 
& Light Co. 2pp. 45984 235*45984 246. 

-8606290102 Insp Ropts 50*335/08*07 A 50*389/80 07 on B804 10*0505 No vlo lai Ions 
or dovations not&d Ma>r aieas inspecied Tech Spec compliance .operator 
erformence.OA practices. overall plant operations.site secunty procedures, 
l BO. HE., CRLtNjAK.R.V. Rog-on 2, 0*c of the Direcior 88/06/16 I2oo 
45984.237-45984.248 

9806160340 NRC info Not.ce 86-040, "Exam ners Handoook for Developing Operator 
Licensing Exams." NUREG/BR 0122 & sve list oncl. 

ROSSl.CE. Division of Operational Events Assessment (Po 9 t 870411). 66/06/22 
Consolidated Edison Co. of New York. fnc. 237pp 40240.325*46241:201 

8800170033 NRC info Notice 08-041, "Phys-cal Protection Weaknesses Identified 
Throuah Regulatory GKectwenoss Reviews*’ Svc ksl end. 

ROSSi.C.E. Oivison oi Opora’ional Events Assessment (Post 87041 1) 08/06/22 
Consolidated Edison Co. of Now York, fnc I22pp 45970 034*45970 155. 


Jig t end 

ROSSI.C.E. D v.son of Operational Evenls Assess-nonl (P091 070411). 68/06/22 
Consol -dated Ed son Co. of Now York. Inc H6pp 46019.037*46019:152 

8806210038 NRC Info Notice 06-C44. ‘Mechanical Oindr.g of Spring Re’oaso Device .n 
Wastnghouso Typo DS-416 Ci/cuil BreaVors" Svc r is1 oncl. 

ROSSI.C.E Owstcn of Ope'atonat £ven\s As&essmom ^Post 6704U) Q8/C6/24. 
Consolidated Ed.son Co cf New York, Inc llGpp 46010.153-46019 265 

8806240139 Suppl 1 lo NRC Bu leth BB-000, “Thermal Stressos In Pip ng Connocied to. 
RCS." Svc 1st oncl 

ROSSI.C.E P.v.slon of Operaticr.al Events Assessmenl (Posi 670411). 06/06/24. 
Consol dated Edison Co. of Now York, Inc 1 14pp. 46019:266-46020.018 

8007130223 Forwards fnsp Ropls 5C 335/88- 13 A 5O 389/B0 13 on 860531- 0603 No 
violaions or dev aiions noiod 

HERDT.A n. Peg.on 2, Ofc of tho O.recior. 89/06/24. CONWAY.W.F, Florida Power A 
Light Co. 2pp 46169.346 46169 358 

-8807130226 Insp Pepts 50*335/09- 13 A 50*369/06*13 on 8B053 1-0603 No v olaions 
or deviaiions noted. Maior afoas inspected insorvice tesiing of pump9 A 
valves.!nc?udmg procedure reviews, work activities A survoil’ance tost results. 
CROWLEY.B FT . OLAKE.J J. Region 2. Cfc of ihe Director. 06/06/23. Hpp. 
46169 348*46169 358 

6807089369 Responds to request for document aiion of frtst 10-yr tnaervice in* 

speclon Inierval NRC be'iovos uM successfully comp'eied first 10 yr Insorvico insp in- 
terval requiremonis Related documents avail so 'e In PDR for review. 

VARGA.S A Division of Roactor Projects * I/ll (Post 870411). 08/06/26. CARRY, M. 
Pub'lc Policy Rosoarch Insl, fr-c Ip. 46076 330 46076 332. 

-8807080371 Roquests furthor info clarifying 000527 response to 800516 reqjost for 
documentation of successful comp'el.on or noncomplellon of first 10*yr insp 
iniervoUJiil reqjesls for re’lel from second 10 yr mton/al plan also requested 
BARRY.D M Public Policy Ro9oa'ch Inst, Inc 08/06/03 VARGA.S.A. Division of Ro- 
actor Pfojocls ■ I/ll (PG9I 07041 1) 2 pp 46076 331*46078.332. 

8806300347 NRC info Notice OB 045, Problems in Proieciive Relay A Circuit Breaker 
Coordination.' ‘ Svc libl Oncl 

ROSSi.C.E. Division of Opera tonal Events Assessment (Post 070411). 80/07/07. 
Consolidated Edison Co of No* York. Inc. I04pp 46242.109*40242:212. 

8807080006 NRC Info Not.ce 08 046, "Licensee Ropl ol Defoctive Roturblshod Circuit 
Breakers." Svc hsl erd. 

ROSSI, C E O .vis on of Operational Evoats Assessmam (Post 6704 it) 68/07/09 
Consol dated Ed son Co. Of New York, Inc. 107pp. 4623 1 :201 -46232.027 

8B07 190121 Responds to NRC Buletm 08-004. “Potential Safoty-Rolalod Pump Loss” 
Calcu'ailons Indicate ihat dead heading nol concorn for contmuod operation 
CONWAY.W F. Florida Power & Light Co 60/07/11. Document Control Branch (Docu 
ment Control Desk) 12pp. 46209 039 46209 050. 

8807120291 NRC fnio Notice 08 04B, "Licensee Ropl of Defective Refurbished Vb'vgs “ 
Svc list oncl. 

ROSSi.C.E. Division of Oporai-onal Events Assessment (Post 870411). 80/07/12 
ConsoMdaied Ed son Co of New York. Inc 103pp. 46242:006-46242:100 

0807080388 NRC Inlo Notlco 80 047. "Slower Than Expoclori Rod -Drop Timos." Svc 
Isl oncl. 

ROSSI.C.E. Division of Operational Evonls Assessment (Post 070411). 08/07/14. 
Conso'ldatod Edison Co of Now York. Inc. 103pp 46240.222 46240.324 

8807120550 NRC Info Wotico 08-049. ' MBrking.Hflndling.Control.Slorago A Ooslructlon 
of Safeguards into," Svc list onct 

ROSSl.C E. DSvJsbn of Operations 1 Events Asseasmoni (Posi 870411). 88/07/18 
Consol dated Ed.son Co ol New York, Inc I03pp 46241:263-46242:005 

8807120663 NRC Info Notico 88*850, "Effect of Circuit Breaker Capacitance on Aval- 
ability of Emergancy Power." Svc list encl. 

ROSSi.C.E. Division of Operalionai Events Assessment (Post 870411). 06/07/1 a 
Consolidated Edison Co. of New York, Inc 1 19pp 46257 260*46250:018. 

8807180101 NRC Info Notice 60*05 1. "Failures of MSI Vs.” Svc l.st end. 

ROSSI.C.E Division ol Operational Events Assessment (Poet 07041 1). 80/07/21. 
Consolidated Edison Co of New York. fnc. 12lpp 48257:006-46257.206 


R. Periodic operating reports A related correspondence 

8807250004 Monlhfy operating repls for June 1908 for Si Ludo & Turkey PoinleW/ 
880715 Mr. 

GRANT.N.W , CONWAY.W.F. Florida Power A Light Co 80/06/30. 17pp. 40269.341* 
46269.357. 

8807050395 Forwards quarterly status rept on inlake canal border Improvements Rept 
wiihheld (ref I0CFR73.21 & 2.760). 

CONWAY.W.F. Florida Power A Light Co. 08/07/01. Document Control Branch (Docu- 
ment Control Desk). Ip. 46075:316*46075:310. 

8807190189 Forwards ropt of changes made per lOCFR50.69.for period ending 880122 
A correlates to Rev 7 lo updated fSAR. 

CONWAY, W.F, Florida Power A Ughl Co. 88/07/08. Document Control Branch (Docu- 
ment Conirol Desk). 147pp. 46217 091*46217:237. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8807210262 Forwards Safeguards Insp Repls 50-245/60* 10,60 336/68- 14 A 50 423/ 
88 11 on &0OSl8*17.No violations noted 

BELlAMY.R.R, Region 1, Ofc of the Diroctor. 08/07/01. MROCZKA.E J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp 46237:219*40237:222. 


-8007210285 tnsp Repts 50*245/00-10.50-336/88*14 & 50 423/68-11 on 800516* 
17 No violations noted Major areas inspected review ol licensee continued implemen- 
tation of strike plans & compl.onco w/NRC approvod socunty & contingency plans 
MARTIN.W G. Region 1, Ofc of tho D.roctor. 08/06/29 2pp 46237 .221-46237:222. 

8807110390 Forwards Insp Ropt 60-336/89-13 on 080503 -06 13. No violations noled 
DEnENHAUSEN.L Region 1. Ofc of the Director 00/07/07 MROCZKA.E.J North- 
east Nuclear Energy Co. (9ub9. of Northeast Uti Hies) 2pp. 46141:261*46141:306. 

-8807110397 Insp Rept 50*336/88-13 on 680503*0613 No unsafe conditions 
noted. Major oroas inspected: pi ant operations, sutveiilanco, mamt.radfation 

profoction^physicat security.outego flct-vitios.al'ogat ons.lERs A committee ecllvilles 
MCCABE. EC. Region 1. Ofc of the Director. 88/07/06 44pp 46141:263*40141 306 


H. Qeneral correspondence 

8907200337 Comment supporting proposed rule 10CFRS0 ro licensing of nuclear power 
plants whero slato &/or local govt9 decllno to cooperole In offsite emergency plan 
mng 

SUSPENSKI.AJ Affil.ailon Not Assigned 07/03/04 NRC ♦ No Detailed Affiliation 
Given, ip. 46197.000*46 197.008 


P. Operating license stago documents & correspondence 

8807060073 Ack roco pi of 000523 Ur re Goneric Hr 80 03, “Steam B ndmg of Auxiliary 
Pumps."* & finds Itr soiisfactorv & no further action requested 

JAFFE.O. Projoct Directorate 1 4 00/06/23 MROCZKA.E.J Northoasi Nucloer Energy 
Co. (suhs of Northeast Utilllos) 2pp 45091:233 45991 234 

8607060367 Forwards oddi Info ro 080429 request concerning reduction In boric acid 
concentration In boric acid storage tonka & associated injection linos 
MROCZKA.E.J Northoasi Nudoar Energy Co (subs of Northeast Willies). 
MROCZKA.E.J Norlhooel Ulil.tios 08/06/24 Document Control Bronch (Document 
Control Dosk) 7pp 40100:240 46107.034 

“8807060388 "Boric Acid Concentration Roduction Effort, Technical Bases & Operation* 
01 Analysts.” 

' Combustion Engineering. Inc. CEN 342(N). 6G/11/30 140pp. 40100 255-46107:034 

0807060203 Forwards first ha't of responses lo 800608 request te ATVYS 

mods Remain.ng ro9ponsos will be submitted by 8807 12 

MROCZKA.E J. Northeast Nucloar Energy Co (subs of Northoasi Utilities), 

MROC2KA.E J Norlhoast Ut.litios 00/06/27 Documont Conlrol Branch (Documont 
Control Dosk). I7pp 40115 200 46116.224 

8807070420 Informs NRC of apparent Inconsistencies botwoen 080512 SER & util 
870831 CROR addendum ropt.Ulll overall commitment concerns conocilon of all Iden- 
tified human engineering discrepancies by ond of Cyc’e 10. 

MROCZKA.E J. Norlhoast Nuclear Energy Co (subs of Northeast Utilities). 

MROCZKA.E.J. Northoasi Ulillllos 80/00/27 Document Control Branch (Documonl 
Control Oesk) 2pp 46139 141*46139 142 

8807120602 Forwards roquost tor addl info ro pump & valve inservlco tostlng 
program Rosponso roquosiod wilhin 60 days of receipt of Mr. 

JAFFE.DH Project Directorate 1*4. 80/06/20. MROCZKA.E J Northeast Nucloar 
Energy Co (subs, of Northoasi Util.llos) 7pp 46113:148 481 13:154 

8807190078 Forwards Amend 130 lo License DPR 65 & safety evo'uatlon Amend ro- 
vises Toch Spocs 3 4.4, '’Prossurlzor." requiring 130 KW of operablo pressurizer heal- 
ers bo capablo of bolng supplied by omergoncy power 

JAFFE.O H. Pro|oct Directorate 1*4. 68/07/07. MROCZKA.E J Northoasi Nuclear 
Enorgy Co (subs of Northeast Utilities) 2pp. 46215 340 4B215 350. 

“8007190081 Amond 130 to Ltconso DPR-85. revising Toch Spocs 3 4.4. "Pressurizor." 
requiring that 130 kW of operable pressurize/ heaters bo capable of bo ng supplied by 
omorgency power. 

STOLZ.J F. Projoct Directorate 1*4. 06/07/07. 5pp. 46216.350-46216:354 

“6607190082 Safoty evaluation supporting Amond 130 lo License DPR-65, 

* Offico of Nucloar Rosctor Regulation, Diroctor (Post 87041 1) 00/07/07. 2pp. 
46215 355-40215:356 

8807200003 Forwards rosponsos lo questions on proposed ATVVS mods.per NRC 
800608 requosiSparo parts will bo kept lor oil DSSMTWS mitigating sya actuation 
Cl rc u llrvcompo no n t s. 

MROCZKA.E.J. Northoasi Nucloar Energy Go. (subs ol Northeast Utilities) 
MROCZKA.E J. Norlhoast Utilities. 08/07/11 Documonl Control Branch (Document 
Cor,*o1 Desk). 9pp 40221:090*46221:106 

8807130454 Generic Hr 00 11 to all liconsoes of operating roactors & holders of CPs ro 
NRC position on radiation ombnitloment of reactor vessel mails & impact on plant 
opera! ion s. S vc Il9l & Rov 2 to Flog Guide 1 .99 end. 

MIRAGLIA.F.J. Associate Diroctor for Projects (Post 870411) 88/07/12. Consolidated 
Edison Co. Of Now York. Inc. 5ipp 46257:207*46257:257. 

8807250040 Forwards results of rovlow of ECCS single fal'uro analys’d. Facilities charg- 
ing sya not sub] lo potential single failure vulnerability eimifer lo recently Identified 
problem at HacJoem Nock Plant. 

MROCZKA.E J. Norlhoast Nucloar Enorgy Co. (subs of Northeast Utilities). 
MROCZKA.E J. Northeast Utilities. 80/07/18. Document Control Branch (Document 
Control Desk). 3pp. 46274 040-46274.050. 


Q. Inspection reports, IE Bulletins A correspondence 

8808 130 168 NRC Info Notice 88-039, ‘LaSalle Unit 2 Loss of Rocirculatlon Pumps W/ 
Power Oscillation Evenl.° Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Po9t 070411). 88/06/15. 
Consol-dated Edison Co. of Now York. Inc 110pp. 45970.156 45978:286. 

8807080020 Ack receipt of 860516 Itr discussing Info Notice 88 021 on Inadvertent 
criticalities Discovery of three repts dealing w/three events menlioned in Itr noled. 
ROSSI, CE Division ol Operational Evenls Assessment (Post 070411). 68/06/16 
HANAUER.S.H. Technical Anelysl9 Corp. 2pp. 461 34:179 46134:160. 


8608160340 NRC Into Note© 08 040. “Examners Hardoook for Develop ng Operator 
Licons ng Exams NUREG/13R 0122 & svc list oncl. 

ROSSI, CE Division oi Ope/oiional Events Assessment (Post 870411) 60/06/22. 
Consolidated Edison Co. of Now York, Inc. 237pp 46240.325-4624 1.201. 

80061 70033 NRC Info Notice 80*041. "Physical Protection Weaknesses Identified 
Through Regulatory Effectiveness Roviews ” Svc 1st end. 

ROSSI, C.E Division ol Operalionol Events Assessment (Post 070411) 88/00/22 
Consolidated Edison Co. of Now York. Inc i22pp 45970 034 45970 155 

080617029 1 NRC Bulletin B8*00G. “Thermal Sirosses .n Piping Connected lo RCS '* Svc 
list end. 

ROSSI, C.E. Division oi Operational Events Assessment (Post 870411). 88/06/22. 
Consolidated Edison Co of Now York. Inc H6pp 46019 037*46019 152 

0007050250 Forwards Safoty Insp Repts 50 245/08-09 & 50*336/08*12 on 080509 
13. No violations noted. 

BELLAMY.R.R. Region 1. Ofc of tho Droctor 88/06/23 MROCZKA.E J. Norlhoast 
Nucloar Energy Co. (Sub9 of Northeast Util t os). 2pp 46025 052*4 6025 062 

8806210036 NRC Info Notico 80-044, "Mochamcol Blnd.ng ol Spring Release Device in 
Wo9t ngbouso Typo DS-4 10 Circuit Breakers ” Svc 1.91 oncl 

ROSSI, C.E Division of Operetona' Events Assessment (Post 070411) 00/06/24 
Consolidated Edison Co of Now York. Inc. Il3pp 46019 153 46010.265 

8806240139 Suppl 1 to NRC Bulletin 00 038, "Thermal Stresses in Pplrg Connected to 
RCS," Svc Hal oncl 

ROSSI, C.E. Division of Operational Evonis Assessment (Posi 070411) 88/06/24 
Consolidated Edison Co of New York. Inc ii4pp 46010 266 46020 0i 8 

8807070139 Forwards final summary root addressing IE Bulletin 05-003, ‘ Moter-Oporat* 
ed Valve Common Mode Failures “ No addl wo-k w/ respect to bul’otm 9 uppl noces 
sary for Millstono Unit 1. 

MROCZKA.E.J. Connoctlcul Yankoo Atomic Power Co MROCZKA.E J. Northeast Nu* 
cloor Enorgy Co (subs of Northeast Uti‘iti09) MROCZKA.E J Northeast urriilos 68/ 
06/2 7. Document Conlrol Branch (Document Control Dosk) 20pp 46139:103- 
46130 130 

8607130075 Informs that uli's do nol possess, U90 or transport Modol SPEC 2*T tad.o- 
graphlo exposuro dav.coe.por Bulletin 08 006 

MROCZKA.E.J. Connoctlcul Ynnkoo Arom-c Power Co. MROCZKA.E J Northeast Nu- 
clear Enorgy Co. (subs of Northeast Unities) MORCZKA.E J Norlhoast U1 Ntios 00/ 
06/29 Documonl Control Branch (Documonl Control Dosk). ip 40 164 030- 
46164:030 

6807070063 Rosponda to NRC Bulletin 08 004, “Potent a! Safoty Related Pump Loss ” 
Most pumps not buscoptiblo to subj problem bocau90 sys llnoup &/or operational pro 
cedures do not allow purrp lo run noo f shutoff condt ons 

MROCZKA.E.J. Northeast Nucloar Enemy Co (subs of Northoasi Utilities) 
MROCZKA.E.J. Northeast Utilities 80/00/30 Document Control Branch (Documnnl 
Control Desk) 6pp. 40126 166 46126 173 

8807210292 Forwards Safeguards fnsp Ropis 60 245/88*10.50*336/06*14 & 50*423/ 
88*1 1 on 860516*1 7 No v olflUons noted 

BELLAMY.R.R. Rag on 1, Ofc of tho Director 08/07/01 MROCZKA.E J NorihO 09 l 
Nucloar Energy Co (subs of Norlhoast Utilities) 2pp. 46237 219*46237:222 

“8807210286 fnsp Hopta 50*215/68-10.50*336/00-14 & 50-423/88*11 on 080516 
17.No violations notod Major aroas mspociod review ol licensoo comnued Irrplemon* 
tatlon of strike plan9 & compliance w/NRC approvod security & contingency p!an9 
MARTIN, W.Q. KEIMIG.R R Region 1. Otc of Iho Diroclor. 68/06/29. 2pp 46237:221* 
46237 222. 

8807160110 Informs that listed plonte uso GE HFA-lypo latch ng relays per NRC Bu'lolln 
00-O3.AM plants will bo inspected during noxi rofuoTnn outano in i960 
MROCZKA.E.J, Connecticut Yankoo Atomic Powor Co MROCZKA.E J. Northeast Nu- 
cloar Enorgy Co. (subs of Norlhoast Utilities) MROCZKA.E.J. Northoasi Utrities 80/ 
07/06. Documonl Control Branch (Documont Control Do9k). 2pp 46104 358 
46164:369. 

86071601 15 Rosponds to NRC 860527 Hr ro violations notod in Comb nod Inspa 50 
245/88-06, 60-333/08-09 & 50*423/08*07. 

MROCZKA.E J. Northoasi Nucloar Enorgy Co. (subs ol Northoasi Utilities) 
MROCZKA.E J. Northoost Utilities. 00/07/00. RUSSELl.W T Region 1, Ofc of tho Ol 
rector. 3pp. 46102 320-46182 322. 

8806300347 NRC Info Noilco 88-045, "Problems In rrotoctivo Rolay 8 Circuit Breaker 
Coordination. 0 Svc list end. 

ROSS1.C.E. Division of Operational Events Assessment (Post 0704 it). 88/07/07. 
Consolidated Edison Co. oi Now York. Inc. 104pp. 46242. 100 40242 21 2 

8807 110390 Forwards Insp Ropl 60-330/00-13 on 880503 06 1 3.No vio'a1lcn9 noted. 
BETTENHAUSEN.L. Region 1, Ofc of tho Director. 0B/O7/O7. MROCZKA.E J. North- 
east Nuclear Energy Co (subs, of Norlhoast Util.tios) 2pp 46141:261-46141.306 

“8897110397 fnsp Rept 50-330/88*13 on BB0503 0013 No unsalo conditions 
noted Major aroas inspected plant opera tion9.surveillenco. maim.radieilon 

oteotlon.physlcal sncurity.outag© activ.ties.allogallons.LERs & commltleo activities 
CCA0E.EC. Region 1, Ofo of tho Diroctor. 60/07/06. 44pp. 46141:283*46141:306. 

8807080006 NRC Info Notlco 60*046, "Licensee Rapt of Dofoctive Rofutblshod Circuit 
Breakers " Svc l^t oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Po9t 070411) 88/07/00. 
Consolidated Edison Co. of New York, Inc 107pp. 46231 281*40232 027. 

8807120291 NRC Into Notice 08*043, "Uconseo Rept of Dofeclivo Refurbished Velvoa." 
Svc list end. 

ROSSLCE. Division ol Operational Events Assessment (Post 070411). 08/07/ 12. 
Consolidated Edison Co. of Now York. Inc 103pp. 46242 006-46242:108 

8807200036 Rosponda to NRC Bulletin 87-002, Suppl i. "Fastener Testing te Dotormine 
Conformance W/App’icable Mall Specs." List of safoty related fastener 9upplors w / 
typical mail specs & lisle! nonsafety-iolalod suppliers w/o mail spocs oncl. 
MROCZKA.E J. Connecticut Yankee Atomic Power Co MROCZKA.E.J Northeast Nu 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northoasi Utilities. 30/ 
07/12 Document Control Branch (Document Conlrol Desk). 7pp. 46221:328- 
4B22 1:334. 


6607250085 Advises that uM 880325 response to NRC Bulietm 88-001 , ‘‘Defects In 
West.nghouse Circu.t Breakers." satisfactory 

BOYLS.M L Project Oociorate M 83/07/13 MROCZrfA.E J. Connecticut Yankee 
Atom'c Power Co MROCZKA.E J Norlhea9i Nucloai Energy Co (subs of Northoesl 
UtiV.es) 2pp 46269:294 ■48269:295 

8807080366 NRC Mo Notice 88-04 7, "Slow orphan- Expected Rod -Drop Times" Svc 
list one l 

ROSSI.CE Owtelon of Opotsiionel Events Assessment (Post 87041 t) 68/07/14 
Conso'idated Edison Co of New York. fn-c 103pp. 46240 222*46240.324. 

0807220306 Responds to NRC 080527 Itr re slolatiors $ deviations noted in insp Repl 
SO *336/ 68 *07 .Con & ctive actions: enhanced awareness to? »r.a\iv>menl & control pen 
sonnet emphasized for proper A accurate data collect on & proccd jral compliance 
MROCZKA.EJ Northeasl Nuclear Energy Co, (subs of Northeast Ulil ties) 
MROCvfKA.E J Northeast UUVes. 68/07/15 RUSSEU.WT Region 1. Ofc of tho D- 
rector 6pp. 46250:219 43250:224 

8807120550 NRC Info Notice 86*049. * Marking Hand img, Control, Storage A Destruction 
of Safeguards info." Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/07/18 
Consol-dated Edison Co. of Nevv York, me. 103pp 46241 263-46242.005 

8807120553 NRC Wo Not-co 86 050, 1 Effect of Circuit Breaker Capac/ance on Avan- 
abil.ty of Emergency Powor" Svc l si end 

ROSSf.CE. Oivifion of Operalonal Events Assessment (Post 070411). 80/07/18 
Consolidated Ed son Co of New York. Inc. liepp 46257 258-46258 016 

6807180101 NRC Info Notice 88-051. "Fa-'uros of MS I Vs." Svc list end 
ROSSI.CE. (Division of Operational Events Assessment (Post 67041 1) 86/07/21. 
Consolidated Edison Co of Now York, Inc. 12ipp 46257 086-46257:206 


R. Periodic operating reports A related correspondence 

8037250128 Monthly operating rapt for June 1988 fer Millstone lfn<t 2 W/ 880711 Itr. 
NERON.G-. KEEN AN. J S Northeast Nuctear Energy Co (subs of Northeast U1 hfioe). 
KEENAN.JS Northeast UllltteS 88/06/30. 5pp. 46276 321-46276 325. 


S. Reportable occurrences, LERe A related correspondence 

8807150077 LER fl 8-009 -OO.on 680607.CEA dropped Into core Caused by upper gr-pper 
coll fa lure from overheating condition rosut'jr.g in decradod co l -nsulalion Total of 60 
colls o.ther replaced or now coil stack lnstal!e<TvV/88(J?07 Itr 

OESUVNQES.KO . CLEMENT. C H Nottn oast Nucloa' Energy Co (subs of Northeast 
Utilities). CLEMENT.C H. Northeast UVH09 88/07/0 7. 4pp 46185:176-40165:170 


DOCKET 60-338 NORTH AHNA POWER STATION, UNIT \ 


0907250060 Requesls that Region II exorcise enforcement discretion ru piani comp' 
ance w/Tech Spec 3. 6. 1.5, ' Primary Contanmenl Average Air Temp," to permit coo 
Unued operation during period of extrema warm weather & narrow reserve margns 
CRUDEN.D.S. Virginia Power (V.rgmla Electric A Power Co) 08/07/10 DocLme.nl 
Control Branch (Document Control Desk). 2pp. 46259 320*46259 321. 


Q. Inspection reports, IE Bulletins & correspondence 

8807050560 Informs that util has procured new snubbers to replace snubbers remaining 
afier proposed support mod.per 060512 requosi lor addl Info re gonoral dos gn.vordor 
supplied maint A fnsp recommendation s.si?e A capacity of snubbers 
CflUDEN.O.S, Virginia Power (Virginia Electric A Power Co) 08/06/10 Documo.'il 
Control Branch (Document Control Desk) 4pp 46073 330-46073 333 

8505136168 NRC Into Not.te 68 039, "LaSalle Unit 2 Loss ot Re c-r dilation Pumps Wr 
Power Oscillation Event." Svc list er.d 

ROSSI.C E Drvlsion of Operational Events Assessment (Po9l 870411). 88/06/15 
Consolidated Edison Co. of New York, Inc. 110pp. 45978 156-45978 266 

0006290123 Ack receipt of 880519 Hr Inform ng NRC of slops taken to correct violaticns 
noted in Insp Repis 50-338/67 32 A 50-339/67-32 

GRACE, J.N. Reg'on 2. Qtc of the Director. 80/06/17. CRUOEN.O.S. Virginia Power 
(V.rginjg Electric A Powor Co ). Ip 45987:240-45997.240. 

0006160340 NRC Info Noilce 08-040. "Examiners Handbook for Developing Oporater 
Ucen9'nd Exams" NUREG/BR-0122 & svc list encl 

ROSSI.CE. DiviS’on of Operational Events Assessment (Post 870411) 00/C6/2? 
Consolidated Ed.sonCo. of New York, Inc. 23?pp 46240 325 4624 1 201. 

0808170033 NRC Info Notice 88 041, "Physical Protection Weaknesses Identifod 
Through Regulatory Effectiveness Reviows *’ Svc list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 80/08/22 
Consolidated Edison Co. <i( New York, Inc I22pp 45978 034*45978.155. 

0006170291 NRC Ou.leiln 88-000, "Thermal Stresses in Piping Connected to RCS " Svc 
hal encl 

ROSSl, C-E. Division ol Operational Events Assessment (Post 070411) 88/06/22 
Consolidated Edison Co or New York. Inc. 1 16pp 46019 037-46010 1 52 

8806210038 NRC Info Notice 08-044* "Mechanical B-nd ng ol Spring Reloaso Oevico In 
Wostlnghouse Typo DS-410 Clrcu t Breakers." Svc l>st end. 

nOSSI.C E Division of Operational Events Assessment (Post 070411) 08/00/24 
Consolidated Edison Co or New York, Inc 1 1 3pp. 46019.163-46019 265. 

6800240139 Suppf 1 to NRC Bulletin 00-008, “Thermal Stresses In Pip rg Connected to 
RCS." Svc list encl. 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/24 
Consolidated Edison Co. of Now York, Inc. 1 14pp. 4601 9.266-46020.010. 


F. Security, medical, emergency A fire protection plana 

0807060526 Forwards Insp Repis 50-330/80*19 A 50-339/00 19 on 0GO6OG-lONo vlo- 
la Ho ns or deviations- noted. 

CUNE.W E Region 2. Oic of tho Director. 8Q/0R/27. CRUDE N.D S Virginia Power 
(Virgin a Electee A Power Co.). 2pp 46103.347-46103:349 

-8007070196 Insp Repl 60-330/68-19 & 50-339/80*19 on 08O6OG-lQ.No vio’ations or 
deviations notedMajot areas Inspected .records & topis. physical barr.er 6 ttetea&n 
aids on vital areae & protected areas & phys-'ca* protection safeguards Info 
THOMPSONS. MCGUIRE. D R. Rogten 2. Ofc of the & rector. 80/06/27. Ip 
48103:340 48103:349. 

0007130050 Forwards Rev 21 lo piani socurily program. Rev withheld (ref 10CFR73 21) 
CRUDE N.ti S Virginia Power (Wg'nla Electee A Power Co.) 88/07/01. document 
Control Branch (Document Control Desk) Ip 40163 201*46163:201 

0007190231 Revised emergency p’an Implement ng procedures .in eluding Rev 0 lo EPiP* 
2 01, "Nol.hcallon ol State A Local Govts " Rev 6 to EPiP-2.02. "Noufication of NRC" 
A Rev 1 to EPIP-2.04, "Plan! Siatus." W/880708 Itr 

CRUDE N.O.S. Virginia Powor (Viignla Electric & Power Co) 08/07/00 I23pp 
48215:130-46215269. 


K. Utility Final Safety Analyse Report (FSAR) & amends 

0097050100 Rev 7 lo updated FSAR lor North Anna Power Stat-on Un ts 1 & 2 W/ 
680621 Itr. 

CRUDEN.D.S. Virg'nla Power (Virg.na Electric A Power Co) 88/06/21 SOlpp 
46086.102-46087 302. H 


P. Operating license stage documents A correspondence 


8807050417 Responds to NRC 000526 Itr re violations noted in Insp Ropla 50-330/08- 
02 4 50-339/88- 02. CortocUve acItensdacHty s.hut down toe repair & testing ot cCd 
shutdown Jsolalon valv©9 A program revs Implomonled resulting from rovlews 
CRUOEN.DS Virgn.a Power (Virginia Electric A Power Co ) 80/06/27 Docuir.onl 
Conlrol Branch (Document Control Desk). 9pp. 46076.319-46076:327. 

8807000526 Forwards Insp flepte 50*330/80-19 & 60-339/00-19 on 000606-10 No vlo 
ffli ons or deviations noted. 

CLlNE.W.E. Reg on 2. Ofc ol the Dirnctor. 08/00/27 CRUDEN.D.S. Virginia Power 
(Virgln'a Etecirlc & Power Co ). 2pp. 40103:347*46103:349. 

-0007070196 Insp Rept 60-330/80-19 & 5O-339/0B 10 on 880G06-lONo v.ola1lon9 or 
deviations noted Major area a inspected records A tepts .physical barrier 8. detec f xn 
aids on viial areas & protected areas A physical protection safeguards info. 
THOMPSONS, MCGUIRE, DR. Region 2. Ofc of the Director 80/06/27. ip. 
46103-349-40103:349. 

8807120177 Forwards Insp Repts 50-330/00-15 A 50-339/68-15 on 880524 -2 7. No vio- 
fai one or deviations noted 

JULIAN.C A ReQlon 2. OfC of the Director. 08/00/27. CRUDEN.D S Virgmia Power 
(Virglaa Electric A Power CO ). 2pp. 46143:354-46143:301. 

"8007120180 Insp Repis 60-338/88*16 A 60-338/00-15 on 08O524-27.No wolatlons or 
deviations notod.Ma;oi areae inspected licensee actions taken due to eve water ays 
fouling in reclrculaiten spray HXs. 

THOMAS, M., 8ELISLE.G.A. Region 2. Oic of the Di/eclor. 08/06/23. 6pp. 46143.356* 
46143361. 

B6Q7120714 Confirms 880608 tolcon w/BA Wilson re onforcoment conferonco to be 
held In Reg-on ll ofc on 880706 to discus? emergency diosol gonoroter out of avc at 
North Anna <4 overexposure Issue at Surry. 

GRACE ,J.N. Region 2, Ofc of the Director. 80/06/28. CRUDEN.D S. Vrrglnla Powor 
(Virginia Electric A Power Co ). 2pp. 46 1 55:103*46155:105 


8B070T0884 Reguesis relief from ASME Section XI requirements re NOE exam of Class 
2 main steam noz2le welds In common header to code safety valves fl9 Identified in 
encI Fea paid 

CRUDEN.D.S. Virginia Powor (Virgina Electee S Power Co] 68/03/23 Document 
Conl/ol Branch (Oocumant Control Desk). 3pp. 4601 7 070 46017:072 


-8007 100334 Notdlcallon of 880706 enlorcement conference In Region ll oic to discuss 
inoperable emergency dioeel generators at North Anna A overexposure issues at 
Surry. 

CANTRELL, F. Rog'on 2, Ofc of tho Director. 80/06/28. Region 2, Ofc of Iho Director 
Ip. 46156:105 46165:105. 


8007050517 Forwards AEOD Technical Review Repl 7909, "Blocked Th.’mbte Tubes/ 
Stuck incore Detector," (or conelderalon due to recent events at Btaltfwood Unit t 
ROSENTHAL, J.E. Reactor Opar a 0 on * Analysis Branch. 88/06/23. DERLINGER CH 
Generic Communications Branch. 2pp. 45998:060-45990 066 


8807120420 Forwards Insp Repts 50-338/88-16 A 50-339/68-16 on 880514 OBIO.Viola- 
l t ons noted Entorcemenl centerenco to discuss violation scheduled on 860700. 
GRACE, J.N Rog'on 2, Ofc of ihe Director. 80/06/30. CflUDEN.O.S, Virginia Powor 
(Virginia Eloctrfo A Power Co ). 2pp. 46153.307-46163:318. 


-B8070&Q560 Technical Review Repl T806. “Btecked Thimble Tubas/Sluck Incore De- 
leci or." 

IcS!ft C i?J 0r cQft a, Ac ls & ^vateatlon of Operaiional Oala. Director. 80/06/15. 4pp. 

y o O ‘00 J *4 5 B09 . (J&o , 

Generic Hr 88-11 lo an licensees ol operating r^aclors A holders of CPa ro 
NRC posilon on radiation embrihlemenl of reactor vessel mails A impact on piani 
operations. Svc list A Rev 2 lo Reg Guide 1.99 end 

^f AG ^ A,F , J ^ A8 ^ a ‘ 9 0,rect °r f ° f Projects (Post 07041 1). 68/07/12. Consolidated 
Edison Co. Of New York, me. 51pp. 46257’207-46?57:267, 


“8007120429 Insp Ropls 50-338/88-10 A 60-339/88-18 on 880514-0610. Violations 
noted Major areas lnspected:pfanl status, monthly mainl obeorvation.monlhly survell- 
lanco observation.ESF walkdown & operator safety verification 
CALDWEIL.J.L., KlNG.LP., CANTfltlL.F. Region 2, Ofc of Ihe Director. 00/06/30 
lOpp 46153:309-40153310 

6807120431 Forwards Insp flepte 50-333/88*11 A 50-339/86-11 on 000406-0513 No 
violations of deviations noted. 

WILSON, BA Region 2, Ofc of Ihe Director. 80/06/30. CRUOEN.O.S. Vlrginm Power 
(Virg'nla Electric & Power Co.). 2pp. 46153:341-46153.357. 



CANTRELL.r, KING.L P., CANTRELL. F. Rogon 2, Ofc Of the Dreclof, 88/06/28* 
14pp. 40153.343 46153.357. 

0806300347 NRC Info Notico 00 045. ‘ Problems :r» Protective Relay & Orculi Breaker 
Coo'dmut on " Eve hst oocl. 

ROSSI.CE Division of Operational Evonfs Assessment (Post 870411) 0G/07/07 
Consol rfatod Edison Co. of Now York. Inc I04pp 46243. 100-46242 212 

8807080006 NRC Info NoliCO 86-046, "Licensee Rept Of Dofeclivo Roturtlbhod Circuit 
Breakers " Svc list oncl 

ROSSI.CE. Division ol Operational Evenls Assessment (Post 870411) 08/07/00 
Conso’iOatoil Edison Co of Now York, Inc. 107pp 46231 281-46232 027 

0807260308 Forwards In9p Ropls 50-330/08-17 & 50 339/00-17 on 88CG0G-10NO vlo 
lations or deviations noted 

HRRDT.AR. Reg on 2. Ofc ol tho Droctor B8/07/0B. CRUDEN.DS Vrgin a Powo' 
(Virg rla Electee & Powor Co ). 2pp 46255 213-46255 224 

-8807260315 Insp Route 50-330/08-17 & 50 339/86- 17 on 080606-10 No v.o'aiions or 
deviating noted Ma.or areas inspected rov, ow & ovnluelori of inservice nsp data from 
Urlt 2.1907 refueW outage & maint rocords review of coolant pump. 

ECCNOMOS.N , BlAKE.JJ Rogon 2. Ofc of tho Orocto' 88/07/08 lOpp 
46255 215-46255 224 

8807190226 Responds to NRC Bullet n 08 004, ‘ Potential Safely-RCaied Pump Loss. - ' 
PotenHaHy suscophb'o sa to ty related pump & pip eg configu'aiiona do 
exist Evaiuniions of sys In progress but have not boon completed. 

CRUDEN.DS Virgin a Powor (Vrgnia Electric A Powor Co) 88/07/11. Document 
Control Branch (Document Control Oosk) 2pp. 462C8 140 46208 141 

8807120291 NRC Info Notico flfl 040, Ucengoo Ropt of (Defective Rofu'bshod Valvos ” 
Svc 1*1 oncl 

ROSSI.CE Q.vlslon ol Goerot-onai Events Assessment, (Post 8704 11) QQ/07/12 
Consolidated Edison Co of Now York, Inc. I03pp 46242 006 4 6242.100 

0807080366 NRC Info Nol'CO 80 047. "SlOwor-Than*E*poclOd Rod-Drop Timos." Svc 
lidl oncl 

ROSSI.CE Dlvison of Operational Evenls Assossmonl (Post 870411) 80/07/ 14 
Consol cfaiod Edison Co of Now York. Inc. I03pp 46240 222-46240 324. 

8807120550 NRC Info NoliCQ 88 049. "MerJung.Handling.Contfol.Storago & Destruction 
of Safngua'ds info ” Svc list oncl. 

ROSSI.CE Divsion ol Operational Evenls Assessment (Post 070411). 08/07/10 
Conso'idatod Edison Co of Nuw York, Inc. I03pp 40241 263-46242 00G. 

8B07120553 NRC info Nohco 88 050, "Effect Of C.rcuit Broakor Capacitance on Aval- 
abl ity of Emergency Powor " Svc list oncl. 

ROSSI.CE D .vision of Oporal onal Events Assossmonl (Post 07041 1) 08/07/10 
ConsO'idaterl Ed.sori Co. of Now York. Inc 1 10pp 46257 258 46250 .016. 

8807180101 NRC Into Nolico 08 051. "Falurosof MSlVs " Svc 1 191 one’ 

ROSSI.CE D.vislcn ot Oporal orurt Events Assessment (Post 870411). 80/07/21 
Consolidated Ed son Co Ol Now York. Inc 121pp 48257 006 46257 200. 


R. Periodic operating reports & related correspondence 

0807250420 Monthly operating ropls for Juno 1QO8 lor North Anno Powor Stolon Unite 
1 & 2 W/8B0715 Ur. 

GARNER. 0 . CRUDEN.DS. Virg.ma Powor (V.rgnie Electric & Power Co) 88/06/30 
12pp. 46255 229 40255 240 


S. Reportable occurrences, LERa & related correspondence 

8807260261 LER 80*016 01 on 88051 3.recrcuiatiOn Spray HXs not placed In dry layup 
per updated FSAR Caused by 10CFR50 50 rovlows not accounting for biological foul- 
ing during wot layup conddlons Drain valvo Inslalted W/0007 1 5 Hr 
KANE.G E Virgiaa Power (Vlrgnla Electric & Powor Co) 68/07/15 6pp 46205 101* 
40285 105. 


DOCKET 60-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection, plans 

8807060526 Forwards Insp Ropls 60*330/68*10 & 60*339/88 19 on 880606*10 No vio- 
lations or deviations noted 

CLINE, W.E Region 2. Ofc of Iho Diroctor 06/06/27. CRUDEN.DS. Vlrgnla Powor 
(Virginia Electric & Powor -Co.) 2pp 46103:34 7-46103:349. 

-0807070196 Insp Rept 50-338/08-19 & 50-336/80-19 on 60O6O6-1O.No violations or 
deviations noted Major aroa9 Inspected rocords & ropls.physical barrier & doioclion 
aids on vital aroas & protected areas & physical protection safeguards info 
THOMPSON, D Reg-on 2, Ole ol tho Diroctor. 88/06/27. ip 40163.349-46103 349 

8807130058 Forwards Rov 21 to plant secunty program Rev w.lhheld (ref 10CFR73 21) 
CRUDEN.D S. Virginia Powor (Virgin a Eloctrlc £ Power Co ). 00/07/01. Oocumont 
Control Branch (Document Control Dosk). Ip. 46163:261*48163 201 

8807190231 Revised emergency plan Implementing procodures.lncluding Rov g 10 EPIP- 
2.01, "Notification ol Slalo & local Govt9," Rev G 10 EPIP-2.02, "Noliiicallon of NRC" 
& Rov 1 10 EPIP-2.04. "Plant Status " W/800708 Ur. 

CRUOEN.D.S. Virginia Powor -(Virginia Eloctrlc & Power Co.) 68/07/08 123pp. 

462 15: 130-462 15 269. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0007050186 Rev 7 to updated FSAR for North Anna Powor Slat, on Unite 1 & 2.W/ 
060621 Ur 

CRUDEN.OS Virginia Power (Virginia Eloctrlc & Powor Co.) 88/06/21. 60lpp 
46086:162-46087.302, 


600/010604 Heque3ts foiioi irom AoMt macron xi roqjremems re nut oxam ot c-iass 
2 mam steam nozzle wolds in common hoador lo codo safoty valves as identified In 
encl.Fee paid 

CRUDEN.DS. V rgir.ia Power (Vi/gn ; a Electee & Power Co.) 88/06/23 Document 
Control Branch (Docurr.eni Control Dosk). 3pp 4601 7 070 4601 7.072. 

8807050617 Forwards AEOD TechrlCB 1 Review Ropt T639. “Blockod Thlmbte Tubos/ 
Stuck Incoro Datector," for consideraion duo 10 recant ovonts at Braldwoodf Unit 1. 
ROSENTHAL. JE Reactor Operators Analysis Branch. 80/06/23. BERLINGER.C H. 
Generic Commurvcahons Brsnch 2pp 45990.060*45098.066. 

-8007060550 Tochnica' Review Rupt T0C9. "Blocked Thlmbte Tubos/Sluck Incore De- 
tector" 

* OfUco for Ana'yss & Evaluation of Opocaftenal Oats. Director 88/06/ 15 4pp 
45996 063 45098 060 

8807 130454 Generic lu 88-t 1 to all 'iconsoes of operning reactors & holders of CPs re 
NRC position on radiation embrittlement of roacto' V0990I met s A Impact on plant 
oporahon9.Svc l st & Rov 2 lo Reg Gudo 1.09 end. 

MiRAGLiA.F j Assodaie Di/ector for Projocls (Posi 8704 1 1). 88/07/12 Consolidated 
Edteon CO. Of Now York. Inc 5tpp 46267 207-46257 257. 

8807250060 Requeate that Rodion \\ exorcise onlorcoTenl discretion re p'&nt compli- 
ance w/Tech Spec 3 6.1.5, ‘’Primary Containment Average Air Temp" lo permll con- 
tinued operation dinng period Ot oxireme warm weather & narrow reserve margins 
CRUOEN.D.S Virginia Power (Virgin's Efoclnc & Powor Co) 08/07/ 10 Document 
Control Branch (Document Control Desk) 2pp 46259.320 46259.321. 


Q. Inspection reports, IE Bulletins & correspondence 

8807050560 Informs that util has procured now sr.ubbors to /oploce snubbers roma'nlng 
afto-r proposed support mod por 880512 request lor eddi info ro gone/al doslgn.vendo/ 
supplied ma-nt A nsp recommondationsteiro & capacity’ of snubbora 
CRUDEN.OS Virginia Powor (Virgnla Electric & Power Co.) 00/06/10. Document 
Control Branch (Documonl Conlrol Desk) 4pp. 46073:330-46073 333 

8606 130160 Nnc In’o Notice 00-039, LaSalle Unit 2 L099 of Roclrcu'ai on Pumps W/ 
Powor Oscillation Evonl '* Svc list oncl 

ROSSt,C.E Oivte-.on of Opc.mvonftl Events Assessment (Post Q7Q4U). 88/06/16 
Consolidated Ed.son Co. of Now York. fnc. 1 lOpp 45970: 156-4597G 266 

6806290123 Ack roco pt of 0905 1 0 lir informing NRC of stops taken to correct violator* 
notod in Insp Ropls 50-330/87-32 & 50 339/07-32 

GRACE.J N floglon 2. Ofc ol tho Orocior OB/06/ 17. CRUDEN.OS Virginia Powor 
(Virginia Electee & Power Ca) Ip 45907:240 45987:240. 

0 8 06 1 6 0 3 40 NRC info Notice 80 040. "Examiners Handbook for Developing Operator 
llconsing Exams *' NUREG/8R-U122 & svc list oncl 

ROSSI, C.L : Division ol Operational Evonis Assessment (Po&t 0/0411). 08/06/22 
Consolidated Edison Co. of Nuw York. Inc 237pp 40240.325-4824 1 :201 

8606170033 NRC Inlo NoUco 80-041. "Physical Protocion Weaknesses Idonlifiod 
Through Ffogulatory Elfociivono9S Rovlows " Svc list oncl 

nOSSI.C.E Division ol Opa/allonal Evonte Assosumenl (Post 870411). 88/06/22 
Consolidated Edteon Co. of Now York. Inc I22pp 45970.034-45070: 155 

8806170291 NRC Bullovn 8Q OOD, "Thermal Strossos In Piping Connected to RCS " Svc 
list oncl 

ROSSI.C E. Division of Operolonal Evonts A9sassmont (Post 0704 1 1). 00/06/22. 
Conttolldalod Edison Co. 01 Now York, Inc. 11 6pp. 46010.037-46019:162 

8806210036 NRC Info Notico 80*044, "Mochanlcal Bindng of Spring Release Device m 
Woai ngbouse Typo DS 4 18 Circuit Broakois " Svc list oncl. 

ROSSI.C E Division ol Operational Evonis Aasos9mont (Post 070411) 80/06/24. 
Consolldated Edison Co of New York. Inc 1l3pp 46019.153-46019:285 

8806240136 Suppl 1 to NRC Bulfolin 08 OOD. "Tharmal Stresses in Pip.ng Connected fo 
RCS." Svc itet oncl 

ROSSf.C E Oiv.slon of Oporatlonal Events Assossmonl (Post 870411). 88/06/24 
Conso'idatod Ed-son Co of Now York. Inc. 114pp. 460 19:266 -4602 0:01 B. 

8007050417 Rosponda to NRC B60528 Itr ro violations noted In Insp Repte 50*330/88- 
02 8 60*339/88 02 COfroctive actions. facility shut down for repair & le&Fng of cold 
shuldowri isolattoi'i valves & program rova Implemented reaultlng from reviews 
CRUDEN.DS Virginia Powor (Virginia Eloctrlc & Powor Co). 00/06/27. Document 
Control Branch (Document Control Dosk) flpp 46076 319*46075:327. 

8807060526 Forwards Insp Repts 50-330/00- ID A 60-339/88-19 on 880008*10. No vio- 
lations or deviations noted. 

CLINE. WE. Region 2. Ofc of tho Director 08/06/27 CRUDEN.DS. Virginia Powor 
(Virginia Eloctrlc ■& Powor Co ) 2pp. 46103:347-46103.340 

-8807070196 Insp Rept 50 -338/ 6 8- 19 & 50-339/88*19 on 880606-1 0.No violations or 
deviations noted. Major eroaa Inspected records & ropls.physical barrier & detection 
a;d9 on vital are 03 & protected areas & phys'eal protection safeguards info. 
THOMPSON. D., MCGUIRE.O.R Rog ; on 2. Ofc of tho Director- 88/00/27. ip 
46103:349-46103:349 

6807120177 Forwards Insp Ropls 50-338/88*16 & 60-339/08*16 on 660524-27 No vio- 
lations or devlahons noted. 

JULIAN.C A Region 2. Ofc of the Director. 88/06/27. CRUDEN.DS. Virginia Powor 
(Virginia Electric & Power Co ). 2pp 46 143.354-46143.361. 

“8007120160 Insp Repte 50-338/8B-16 & 50*330/88-15 on 060524 -2 /.No violations or 
deviations noted M a, or aroas inspected: licensee actions taken duo to svc water sy9 
louring In foclrculallon spray HXs. 

THOMAS, M . BEUSLE.G A Region 2. Ofc of the Diroctor. 80/06/23- 6pp. 46H3.356- 
46143:361. 


0807120714 Confirms 000606 te'con w/BA Wlson re eofO'Cerent conference to bo 
twirl j/> Region JJ ofc on 88070 6 to ciscoss omergoncy diesel generate/ ovl cl svc al 
North Anra & ov or oxposuro Issue ai Surry 

GRACE.J.N. Region 2. Ofc of the Director 86/06/28 CRUDE N.DS V rg n-a Power 
(Vi rg-n a E !e ctric S Power Co ). 2pp 461551 03 4615510 5. 

-8&O71B0334 Notification of 860706 enforcement conference :n Region II ofc lo decoys 
inoperable emergency diesel general ors at No.ih Anna & overexposure issues at 
Surry. 

CANTRELLS Reg on 2, 0 tc of the Director. BBS 06/ 28. Region 2. Ofc of the Director 
Ip 46155:105-46(55:105 

8807120426 Forwards Insp Ropis 50 338/86- 16 8 50-330/86 16 on 960514-0610 Viola- 
tions noted. Enforcerr-eni conference lo d.scuss vo'atlon scheduled on 860706 
GRACE.J.N Region 2, Ofc of the Dirocto-. 00/06/30. CRUDE N.D S Virginia Power 
(Virginia Elecirlc & Power Co ). 2pp. 4B1 53 307-46153 318. 

-8007120429 fnsp Repts 50-338/63-16 & 50-330/86 1 6 on 860514-0610 V.o'afJcns 
noted Major oroa9 inspected plant stalus.monih'y mainl ebsorvat on.monihly surveil- 
lance ohsorvallon.ESF wakdown & operator safoty venfical on 
CALOWELL.JL . KING l P.. CANTRELL .F Region 2. Ofc of the Droctor. 69/06/30 
10pp. 46163 300 40153 318. 

8907120431 Forwards fnsp Ropis 50-330/60-11 a 50-339/88 11 on 680409-0513 No 
violations or dovat one noted 

WfLSON.GA Ron on 2. Ofc of tro Director 68/06/30. CflUOEN.D.S. Virg.na Power 
(Virginia Eloclnc & Power Co.}. 2pp 46153 341-46153:357. 

-8807120433 Insp Ropis 50-330/88 11 & 50-339/68-11 on 880406 05l3.No v.o'al nns 
noted Mo.o' aroBS Inspected plant status, unresolved itcms.LER revlow of inspector 
fol'ow up fleir.9 & monthly me nl observation 

CANTRcLL.F., KING.L P , CANTR6LL.F Region 2. Ofc of Ihe Director 66/06/28 
14pp. 46163:343*46153 357. 

8806300347 NRC Info Nolice 00-045, "Problems -n Prolociwo Relay & Ckcu4 G/oakor 
Coordination " Svc list enci. 

ROSSI.CE. P.vislon of Operational Events Assessment iPoat B70411} 80/07/07 
Consolidated Ed.9on Co. of New York, fne. i04pp 40242 1O9-40242 212. 

0607080006 NRC Info Notice 88-046, “Ucenseo Rflpt of Defective Refurbished Circu t 
Breakers." Svc I 91 end 

ROSSI, CE. D.vlslon of Operational Events Assessment (Po-Sl 870411), 00/07/06 
Consolidated Ed son Co of Now York, Inc I07pp 40231 281-46232 027 

6007250300 Forwards Insp Ropis 50 338/88-17 & 50 339/80-17 on 860606- 1 0 N o vio- 
lations or deviations noted 

HERDT.A R Rog.on 2. Ofc of the Direclo:. 80/07/00. CRUDEN.D.S Virginia Power 
(Virgin Electric & Power Co) 2pp 46255 2 13-40255 224 

-0007260315 Insp Repis 50*330/06-17 & 50*339/80-17 on 680606*10 No v.olatlons or 
deviations noted Ma|or areas inspected review & ovelinton of hsorvice insp dam from 
Unit 2,1087 refuel no outage & ma'nl rocorcte rovlow of coo'ani pump 
ECONO MOS.N , BLAKE.J.J. Region 2, Ofc of the Director. 06/07/08. lOpp 
46255 215 46255 224. 

8007100226 Rospond9 to NRC Bur olio 68 004, "Potontlat Safoty-Relaied Pump Loss " 
PoienllaJ.y su9ceplb'e safoly related pump & p ping con'ipumf-ons do 
oxl si Eva'uaiions of sys In progress but have p.o l boon comp'oicd 
CRUDE N.D S Virginia Powor (Virginia Eloclrlc & Power Co) 89/07/11 Documonl 
Control Branch (Oocumenl Control Desk) 2pp. 46208:140-46206.141 

8007120291 NRC Inf-o Notice 88 040, “Uconseo Ropi of DefocVvo Refurbished Valvos.” 
Svc list one!. 

ROSSI.C.E. Oivis'on of Operational Events Assessment (Post 870411) BQ/07/12 
Consol dated Edison Co of Now Yo/k. Inc. I03pp 48242.006*46242 .108. 

0807000368 NRC Into Nol-co 08-047, "Slower Than Ey peeled Rod-Drcp Times." Svc 
list onci 

ROSSI.C.E Oivl-slon ol Operational Evonis Assossmonl (Posi 870411) 08/07/14. 
Consol. dated Edison Co. of New York. Inc. 103pp 46240:222-46240 324. 

0807120550 NRC Info Not co 86 049. ''Marking.Hand mg.Control.Slorage & DostrucUon 
ol Safeguards into." Svc fist one). 

ROSSI.C.E. Division of Operational Events Assessment (Posi 070411} 88/07/18. 
ConsoLdated Edison Co. of Now York. Inc. 103pp 46241 263*46242 005 

6807120553 NRC Into Notice 08 050. "Effect of Orcu-t Breaker Capacitance on Ava l- 
ability of Emergency Power," Svc I si oncL 

ROSSI.C.E Dlvison of Operational Events Assessment (Post 970411). 8B/O7/10. 
Consolidated Edison Co. of Now York, Inc. IIOpp 46257:258 4625B 016. 

6607100101 NRC Info Notice 89-051, ‘"Failures of M$lVs." Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 80/07/21. 
Consolidated Ed-son Co. of New York. Inc. I2tpp 40257.086-46257:206 


R. Periodic operating reports & reiaied correspondence 

6907250420 Monthly operating repts for June 1986 (or North Anna Power Station Units 
1 & 2.W/680716 lb. 

GARNER.B., CflUDEN.D S. Virginia Power (Virg nla Electric & Power Co ). 88/06/30. 
1?pp. 46255:229-40266:240. 


DOCKET 50*341 fcNRlCO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plane 

9007070513 Rev 0 to Radiological Emorgency Plan implement ng Procedure EP-101, 
" C1a$ *■! icailo n o f E mar ge nc ie 8 . ’ ’ 

FRAS1ER.T. Detroit Ed son Co. 88/06/27. 110pp. 46123:169 46123 278. 

6007010354 Forwards Safely tasp flepl 50 34 1/80- f 8 on 8605(0-20 0 0606- fO & 
notice ol vio'akon. 

HARR ISON. J.J. Region 3, Ofc ol ihe Director. 68/06/28 SYLVIA, 8.R. Detroit Edison 
Co. 2 pp. 46000:334-40000 352. 


•*6807010372 Safety insp Repl 50 341/03 16 on 000516 20 A 0606-10 Vio'ations 
no’edMa.or areas nspodod MSIV cpon/cioso manual rolay lopic.svjive.'lanco p-o 
oram review App R - high lmpedor.ee ibjU & dov.abon repl review 
DUTLER.DS GARDNER.R.N Rogcn 3. Ofc of Iho Circctor. 80/06/24 I6pp 
46006 33 7-460C6.352 

6607060402 Understands that dat&9 fer s.lo vls>l to lour emergency response foe in es 
wul be 680711 & 12. per GB0621 lolcon Goal is lo cons-der ways of making more e'V 
dent use of available space 8 of providing adequate commur.icaiions 
SHAFER.W D Region 3, Ofc of iho C.rocior Q8/06/2Q SYLVIA, 8 R. Devon Edisoi 
Co. 3pp- 46117.354-461 1 7.356 

B807200346 Forwards SALP 9 eoard Repl 50*341/88 01 lor Apr 1007 - Mar IQGBMgt 
& personnel not fully effective 

OAVlSAB Regen 3. Ofc ol ihe Director 88/07/11. SYLVIA.0.R Dotroii Edison Co. 
3pp 46221:335 46222.021 

—8007200347 SALP 9 Board Ropt 50*341/88 Ol for Apr 1907 * Mar 1080 
* Rog.on 3. Ofc Of the Director. 00/07/11. 44pp. 46221 330 46222 021. 


P. Operaifng license atage documents 4 correspondence 

8607000232 Forwards Amend 20 to License NPF-43 & safely evaluation. Amend rovisos 
Tech Specs to change d'ywoll air lomp timil from 1 35 F to 145 F to ensure ptani opor 
af on dunng summer months w/o need to derate plant operation 
QUAY.T.R. Projocl Directorate 111*1 88/06/23 SYLVIA.D.R Dolrolt Edison Co 3pp 
46076 34 1 4 6076.353 

-8607080235 Amond 43 lo License NPP*20, revising Tech Snoc3 to change drywo‘1 e • 
lomp li.T.it from 135 F to 140 F to ensure plan! operation during summer monihs w/o 
need co derate pfan( operafrons, 

MULLER. D.R Project D.recioraio 111*1 00/06/23. 5pp. 46076 344-46076 348 

-8B07060237 Safoly evalualion SLpport-ng Amend 20 lo Llconso NPF-43. 

* Off.ce of Nuclear Reactor Rogu'alion, Director (Post 070411). 08/06/23. £pp 
46076 349*46076 353 

8607050215 App'icahon for amend to License NPF«43,romoving o.'flflni?Hion chans 
(Flgjfos 6 2.1*1 & 6 2,2-1) from Tech Spccs.per Generic Ltr 80 06Feo paid. 

SYLVIA.GR Dotroit Edison Co 00/06/24. Document Control Branch (Document Ccn 
fro! Do 9k). 10pp. 46073 334-46073 357. 

-6807050219 Proposed Toch Spoc9 romovmg organizalionol charts (Figjros 0 2.1*1 & 
6 2.2*1 ).per Gone.rc Hr 00 06 

* Detroit Edison Co 00/06/24 I4pp 40073.344-46073:357. 

8607 1 30051 Forwards onvl'on ossossrr.onl & finding ol no aiyn-licant Impact ro 660310 
appllcat on to amend license NPr 43 lo ol.mnalo non-rogonorativo HX outlof lerrp 
high sigr.ol.lor info. 

QUAYJ.R Pro|oct Dirodorato IIM 80/06/20. SYLVIA. B R Dolroit Ethson Co 3pp 
46122:036 46122,042. 

“8807 f 3005 9 Environ assossmonj & finding of no &Jfln;frcanl impact to D0O31O & 042J 
app'icotlons for amond lo Llcenso NPF-43 lo delete nonrogonnraiivn HX ouHol lomp 
hofi signal. 

VIRGILIO.M J Proioct Dlrocloralu 111*1. 0O/O6/28 4pp 40122 030 46122 042. 

B80 7060279 Appllcallon (or amonti lo Ltconso N PF * 4 3/ o vising Toch Spoc Soctlon 3/4 0 
1e provldo prov.&ions to rosot Insirumenl channels &/or trip sys & romovo roqu rorrunl 
lo p'oco chamois &/or Irip sy9 rn unwarraniod tnppod condition 
SYLVlA.B R. Dolroit Edison Co. 06/06/29. Document Control Branch (Oocunrenl Con 
trol Dosk). 13pp. 40110:110-401 16.140 

-8607060282 Proposod Tech Spoc Section 3/4.0, providing prov^ons ro rosot inslru 
mont channols A/or trip sya.tnpped io comply w/ action slotomonts.in order to r09tc'0 
operability o! ossoclaied instrumomotion, 

* Detroit Edison Co 86/06/29 12pp. 40116:129-48116:140. 

8807130142 Provides rovlsod rosponso to Generic Ltr 83*20 ro requsrod actions based 
on gonorio Implications ol ATWS evonta Procurement process rovlsod duo to roc on! 
pol cy changes Procedure Ml -245 no longer applicable & has boon dololod 
SYLVIA.D R Dolroll Edison Co 8B/C6/29. Document Control Branch (Documonl Con 
Irol Desk). 2pp. 46189.300-461 69 361. 

6607060297 Advises that Mar 1900 submiliel of OA program contamod In Chapter 17.2 
of annual FSAR update ecceptablo.per l0CFR60.App B. 

WRIGUT.GC Region 3. Ofc Ot the Director 08/00/30 SYLVIA.O.R Detroit Edison 
Co. Ip. 46115:230-46116 236 

6807140227 Forwards Amond 21 to License NPF-43 & safety ovaluaiion. Amend revises 
Tech Spocs to doloto nonregeneralive HX outlet temp hlnh signal from listing of 
RWCU sy8 Isolation signals. Noice oi Issuance of amend to (Icon90 also onci. 

OUAY.T R Project DJ/oetoraJo JJI-3 88/07/06 SYLVIA.B.R Detrod Edison Co. 4pp 
46176:322-40175:344. 

-B807 140231 Amend 21 to License NPF-43.revlS'ng Toch Spoc9 to doloto nonrogono'a* 
tive HX oullot temp high signal from listing of RWCU sye isolation t/gnals. 

MULLER.D.R. Project Dirociorato 111*3. 88/07/06. J6pp. 461 75.326 46175:340. 

-8607140233 Safety evalualion supporting Amend 21 to Ucengo NPF-43. 

* Olfico of Nucfear Reactor Regulalion, Oirectcr (Post 870411). 80/07/06. 2pp. 
46176:341*40175:342. 

-9607140236 Notice ot issuance ot Amend 21 to License NPF-43 
OUAYJ.R. Project Directorate III-3. 88/07/00. 2pp. 46176 343-46175:344 

6807160129 Summarizes NRC aonlor managers 000620 & 29 mootings ro performance 
of operaiing nucfear power pfanfs Overall weaknesses stiff exist »n oroas of rospon 
aiveness to NRC Issues & problem def.niti-on in engineering area 
STELLO.V. Ofc of ihe Executive O.fector for Operations. 08/07/00. MCCARTHY.W.J 
Detroit Ed son Co. 2pp 46102 195*46102: 106. 
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8907130454 Generic Llr 0811 to all licons-ees of operating reactors & holders of CPs to 
NRC portion on rarflOCon emOmtfsmonl of reactor vessel mads & impact on p'anl 
operations Svc list & Rev 2 to Bag Gu d© 1 09 encl 

MJRAGLIA.F J Associate D rector for Projects fPosi 870411) 80/07/12 Consolidated 
Edison Co. of Now York. Inc Slpp 46257.207-46257 257. 

8807200286 Forwards fist of questions re conf.rmatory tests Of safety rofiof vafvo (crus 
attachod p ping toads Response requested w.ih'n 30 days of receipt ol Ur 
OUAYJ.R. Project D:roctofato IIM. 08/07/13. SYLV1A.BR Detroit Ed-son Co 4pp 
46221.080-46221,003 


O. inspection reports, IE Bulletins A correspondence 

8806130168 NRC Info Notice 08 039, ‘‘LaSa-'o Un'i 2 Loss of Roc rcu'al on Pumps W f 
Power Oscillation Event." SvC I .at encl 

BOSSI.C.C Division of Operational Evenis A9sessrr.em (Post 8704 11). 88/06/15. 
Conaolldaled Ed.son Co. of New York, lnc HOpp 45978 156-45978 266 

8807080020 Ack receipt ol 660516 llr discussing info Notice 80-021 on madverient 
critical itlos. Disco very of three reels dealing w/ttvoo ovoni9 mentioned in Hr noted 
RO$$t,C.E. Oivfsfon of Operational Events Assessment (Post 0/04 ft} 68/06/ fd 
HANAUEB.S H Tochn cal Analysis Corp. 2pp 46134:179-46134.100 

6606180340 NRC info Notice 80 040. "Examiners Handbook for Developing Oporatoi 
licensing Exams " NUREG/BR-0122 & svc ligt encl. 

ROSSI.C-E. Division of Operational Events Assessment (Post 8704)1) 88/06/2? 
Consolidated Edison Co. of New York, Inc. 237pp. 46240 325 46241:201 

6606170033 NflC Info Notice 06-041. Physical Protection Wooknos&os ldoniif.od 
Through Regulatory Ellectlvenogs Reviews .” Svc list end 

ROSSJ.C.E Division of Operational Events Assessment (Pest 8704 n>. 88/06/22 
Consolidated Edison Co ol New York, lnc. I22pp 45978 034-45978.165. 

9606170201 NRC Bu'leim 80 008. 'Thermal Stresses in Piping Cornectod to RCS " Svc 
list encl. 

ROSSJ.CE Division of Operational Events Assessment (Post 870411) 0B/O6/22 
ConsoLdatod Edison Co. Ol New York. lnc. Ilfipp 46019 037 48019:152 

6006210036 NRC Info Notice 66 044. "Mechanical G<ncfing of Spring Release Device m 
Wostinghouse Typo OS-416 C-rcu.t Breakers." Svc list one' 

ROSSl.C E. Division of Operational Events Assessment (Post 870411) 00/06/24 
Consolidated Edison Co ol Now York. Inc. 113pp 46019 153 40019.265 

6606240136 Suppl 1 to NRC Outlet n 08 008. "Thermal Stresses In Piping Connected to 
RCS * Svc list oncl. 

ROSSl.C E. Division of Operational Events Assessment (Posl 870411) 60/06/24 
Consolidated Edison Co of Now York, lnc 1 14pp. 4G019 266-46020 018. 

6007010354 Forwards Safely insp Ropl £0-341/08*10 on 800516-20 & 0806-10 & 
notice of violation 

HARRISON, J J Region 3. Ofo of Iho D.roctor 06/00/20 SYLVIA. O R Detroit Edison 
Co 2pp. 46006.334 46000:352 

-0807010364 Notice ol violator! from Insp on 080516-20 & 0CD0 10. VJo'/Mrnn 
noted prior lo Q006l0.contror.od copios of malnl Instructions prescnb.ng acllvil-cs al- 
feeling quality oxcoodod 2*yr rovlow cyclo 

HARRISON, J J Hogion 3. Ofc of iho Ofroctor 80/C0/2O i|> 46006 336 40006 336 

-6607010372 Satoty Insp Ropi DO-34 1 /BO- lfl on 000516 20 & 0606 10 Vio'atlons 
noted. Major areas inspociod MSIV onen/closo manual roley log'c.su'vo-llance pro 
gram roviow.App R • high Impede nco fault & dovifit.on ropi rovlow 
BUTIER.OS., GARONtR.f? N. Region 3, Ofc of the Director. 08/06/24 16fp 
46006.337*46006352. 

6607060402 Undorslands that dates for s.te visit to lour omorgoncy response facilities 
will bo QB0711 & 12.por 060621 lolcon. Goal is to cons ; Uor ways of making mere ofll- 
denf use of ava' fable space & of pro v - ding adequate communications 
SHAFER, W.D. Region 3, Ofc ol Iho Dlroctor 60/06/20 SYIVIA.B fl Detroit Edison 
Co. 3pp. 46117:354-46117:356. 

6807060319 Responds lo NRC 000517 Itr re violat<ons notod in insp Repl 50 341/88- 
06. Corrective actions takon.O h periodicity established for survolfanco w'lhrn one h ol 
notification of violation 4 appropriate forms supplied in work packages 
SLYVIA.B.R. Detroit Edison Co 06/06/29 Document Control Branch (Oocumont Con- 
trol Desk). 13pp. 46102:163 46102 176 

8007190105 Confirms 680722 meeting Jn Morvoo.MJ to presont findings of SAlP as- 
sessment 

GREENMAN.E.G. Region 3, Ole ol the Olrector 00/07/00 SYiVlA.BR Dotrou 
Edison Co. 2pp. 40200 164-40206:105. 

0006300347 NRC Into NoUco 00*045, “ Probio ms in Protective Relay & O/ctiH Ornokor 
Coordination ” Svc list encl. 

ROSSLC.E. Division ol Oporailonal Evont9 Assessment (Post 07041 1). 80/07/07. 
Consolidated Edison Co. of Now York. fnc. I04pp 46242 109-46242.2 12. 

8807060006 NRC Info Nollco 88*040, "Licensee Ropt of Defective Reluri/shod Circuit 
Breakers." Svc list encl. 

ROSSLC.E. Division of Operational Events Assessment (Post 070411) 08/07/00, 
Consolidated Edison Co. of New York, fnc 107pp. 4823 J 28 f -46232.027. 

6807190656 Discusses decision made during June 1986 son'or mat moating lo conduct 
diagnostic loam insps at plant to Investigate licensee continued poor performance & 
reasons for slow progress In effecting performance Improvements 
0AVJ5,A.B. Region 3, Ofc of the Director 88/07/08. MURLEYJ.F. Office of Nuclear 
Reactor Regulation. D.roctor (P09l 870411). JOROAN.E.L Office for Analysis & Eval- 
uation ol Oporailonal Data. D, rector. 2pp. 46209:009*46209:090 

6807190282 Responds lo NRC Bul'elin 80*004, "Potential Safety-Related Pump Loss." 
Based on avelvation of RHR 8 core spray sys. poionllal tor doadbosdng pumps when 
operating in min flow mode minimal. 

SyLVIA.b r. Detroit Ed.son Co. 68/07/11. Documont Control Branch (Oocumont Con- 
trol Desk). 4pp. 46219.336*40219:350. 

0607200346 Forwards SALP 0 Board Repl 50-341/80-01 for Apr J087 ♦ Maf 1900 Mgt 
& personnel not fully effective. 


-8807200347 SALP 9 Board Rept 50-341/66 Ol for Apr 1907 • Mar I960 
* Reg.cn 3. Ofc of mo Director 00/07/H. 44pp. 4622U38-46222 021 

6007120291 Mf?C Info Not.co 68-040. "Licensee Ropt of Defective Refurbished l/efves .” 
Svclisienc 1 

ROSSl.C E Div.smn ol Operflt.onai Evenis Assessment (Post 070411) 06/07/12 
Conso'idatod Edison Co of New York, lnc 103pp 46242 006 46242 108 

8807080365 NRC Info Nolle© 08 047, "Slower* Than Expected Rod Drop rimes " Svc 
list end 

ROSSI, CE. Divrsicr* at Cpo'otinnal Events Assessment (Post 8704UI 88/07/ f 4 
ConsoWated Ed son Co of Now York. ir.c. 103pp. 46240 222 46240 324 

BB07250135 Responds to NRC 6806 18 llr notifying 01 proposed imposilion ol civil penal- 
ty In amount ol $200,000 re Entorcomom Acton 00*tO4 verification prog*am of design 
mods implemented (Disputes violation ro emergency Miration sy9 llowpaih 
SYLViA.BR Detroit Edson Co &8/07/15 Ofc of Enforcement (Po9l 670413). 21 pp 
46278130 45278:150. 


0807120550 NRC Jnfo Nobco 88 049. * Mar k j hg. H a riO'mg C pnl/oJ.S to *oge 3 Desiairtcn 
of Safeguards info." Svc list oncl 

ROSSl.C E Divis.on ot Cperalionol Evonla Assessment (f»ost 6704 li) 88/07/18 
Conso'idaiod Edison Co of Now York, lnc f03pp 46241 263 46242 005 

8007120563 NRC fnfo Notice fifi-050, "Effect of Circul Breaker Capac/ance cn Aval- 
ab lily of Ernorgoncy Power.” Svc list on.cl. 

ROSSl.C E Division ol Operational Events Assessment (Post B7G411) 88/07/18 
Consci'idaiod Edison Co of Now York. Inc 1 1 9pp. 46257 256-46258 010. 

6807160181 NRC Into Notlco 60 051. "Faiuros of MSlVs" Svc l.st encl 

ROSSl.C E. D.vis.on ol Opnrallonai Events Assessment (Posl 07041 1 ). 80/07/21 
Consolidated Edt&on Co. of New York. Inc. J2fpp 46257.068 4625 7 206 


R. Periodic operating reports & related correspondence 


8807260415 Monlhly opsrat ng rept (or Juno 19BG lor Formi 2 W/0(1O715 Itr. 
PENDERGAST.J M . ORSEn.W.S Detroit Edison Co 00/00/30. 4pp. 46255 203- 
46255 206 


S. Reportable occurrences, LERs A related correspondence 


0807060060 LER 00 023 00:on 0n052B, manual Isolation ot RWCU occutrod. Caused by 
inslrumonf lino pu'i.ng out of comprosson fitting duo to improper tnsfaftaHon.lfno re- 
paired 8 irv/esllgat.on & d aeon I nm nation cont!nuinn.W/080827 Itr 
ANTHONY.P. OnSER.W.S Detroit Edison Co 60/06/27. 4pp 46088.320-46000 323 

Q807160261 LER 87 040-OS on 07iCOD,Procoduft> 24 204 03 dolorm nc?d to be ineem 
pinto tor responao tmo testing of LPCl modo ol RUN 6y« Caused by i rt .adoqualo sur* 
vo llanco procedure pronarotlon P/ocoduro will bo rev sod.vv/QQ07 1 1 itr 
PENDERGAST.J., OnSFR.W S Detroit Edison Co 08/Q7/U Mpp. 46104:137- 

48164 150. 

BB07260005 LER DO 022 00 on DD0613 .Div 2 omorgn^cy d.onol gonoralors & coro sproy 
pump 9 actuated Mosi liko'.y causod by porsormol error. Program wi'l bo devoloped to 
perfornn norlodc audits of por9onnol dunng survor.lanco procoduro.yV/000713 Itr 
PENDERGASTJ . ORSER.WS OoUOlt Edison Co 80/07/13 4pp 40250:130* 
48259 133. 


V. Operator Examlnallong 


0007120226 Forwards draft Rev 5 to ES 601, "Adm nlslrat on 01 NRC Requa'.lfi cation 
Program Evaluations" W/q oncl. 

WRIGHT, G C. Rogion 3. Ofc of the D.roctor. 80/C6/23 OVEnBECK.G. Dotroit Edison 
CO. ip 46140 3B0-46140 360. 

6807320266 KcrwarcJs 10 applications for candidates -ntorusted In participating In pi'ot 
toslrro p/ooram.pnr Genoric Ltr 80 09 App'lcntions represoni omi r e inriial license das9 
of 1900 tor reactor op orator llconsos 

SYLVIA, B.R Doirolt Ed son Co 00/07/06. HANNON.J N. Operator llcons’ng Branch 
Up? 46250:290*48250:306 

8807200340 Forwards SALP 0 Board Ropt 60*341/66 01 for Apr f96? • Mar fOfle.Mgt 
& personnel not fjl.y etfeciivo. 

DAviS/\, 0 Rogdn 3, Otc of tho Drector. 06/07/11 SYLVIA, BR Dotroit Edison Co 
3pp. 46221:335-40222 021 


-8807200347 SALP 0 Board Ropt 50 341/08-01 for Apr 1007 ♦ Mar 1908. 
* Rog on 3. Ofc of the Director. 00^07/ 11. 44pp. 46221:338 46222.021. 
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F. Security, medical, emergency & fire protection plana 

8B062B0248 Advisee that ut.l will ehsuro that properly trained tDChn'c-ans assigned to 
perform malnt on security equipment. Commitment lo mainla'n staff w/all members 
tra.nod to perform main! work on security equipment oxco9Sivo 
C0CKF1ELD.D W. Portland General Electric Co 80/06/22. Document Control Drench 
(Docvmonl Control Desk), ip. 45965.343*45905 343. 


B80 7200286 Adv/909 that 07OB28 Rev 10 lo pbys^ai security plan moots provisions oi 
lQCFR50.54(n) & accoptablo. 


H. General correspondence 

S0O711OH5 Co.Tmont opposing proposed rule 10CFR50 re leak-before break technolo- 
gy for safety re la tori equpmeni NRC reliance on leak -before- break is i 'ration a I re- 
sponse to very real safety problem. NRG should Tndercienl mandatory pip.np “n$p 
BEAUDOIN, R Nuclear informal on S Resource Service 80/00/30. CMILK Offce of 
the Secretary of thQ Commission Bpp 40138 339-46138 346 

6607180147 Commoni opposng proposed rule 10CFR50 ro expansion of app: cab.l ty cf 
leak before break technology to functional 6 performance requ reme.ms for ECCS & 
environ quaV cailon 

DRAKE, G.A Affi-aion Not Assigned. 8B/07/02. Docketing & Services Branch, tp 
4B165335-4B165 335. 

8807110085 Cormenl opposing proposed rule 10CFR50 ro leak before break 
technology. Further use of subj technology for ECGS would reduce safety assurances 
& safety bonef.ts Experience shows that pipe -thinning progresses faster than expect- 
ed. 

B'flNIE.P. Maryland Nuclear Safety Coafhon 86/07/04 Office of (ho Secretary of the 
Commiss on. Ip. 46138 33B-4613B 336. 


J. Insurance & Indemnity Information 

8607060081 Forwards Endorsement 01 lo NEUA Po‘>cy NF-225. 

KORSTAD.D.C Johnson & Hggns Insurance 88/06/24. DNIT2.1. Office of Nuclear 
Reactor Regu’al.on. Oltoctor fPost 67041 1 ). 2pp. 46110:036-46110 037 


K. Utlllly Final Safely Analysis Report (FSAR) & amends 

8007070016 Amend 7 to FSAR for Troian Nuclear Plant W/BfiOZ0 1 Itr 
COCKFIELD.OW Portland General Electric Co 08/07/31. 1,135pp. 46095:182* 
460B8 236. 


P. Operating license stage documents & correspondence 

6007050345 Forwa'ds Amend 143 lo License NPF-i 6. safety evaluation Arro^d 
changes Tech Spec 3/4 3 3 10 by add ng two Instruments to f monitoring sfoam gener- 
ator blowdown l.quid effiuoni disc cargo 

CHANT L Pro; eel D.rocloialo V. 00/06/16 COCKFIELD.OW. Portland General Eloc- 
irtcCo 3pp 45991 267.45991 278 

-8007050359 Amond 143 to Ltoonse NPF-i .chang ng Tech Spec Section 3/4.3.3.10 by 
adding two instm-nonls for mon fonng steam generator blowdown liquid offluent d s- 
charge. 

KNIGHTON.G.W Project Directorate V. 98/00/16 6pp. 45991 270-45991 276 

-8807050365 Safety evaluation supporting Amond 143 to Ucer.se NPF-1. 

• Office o! Njctoar Reactor Regulation, Diroctor (Post 870411) 88/00/16 3pp. 
45901270-45901:270. 

6807190202 Discusses current actions re fec.lity & Northwest earthquake potontialAJi l 
responsive to earthquake Issues DOE cannot conclude that study findings indicate 
hazards greater than facility can withstand 

DIXON.B. Energy, Dept of 68/06/21. MARTINJ. Reg-on 5. Ofc o-l the Dirocior 4pp. 
46214 063-46214.006. 

8606280192 Forwards rasulis of metallurgies' eva'ualon of piping removod Irom feed- 
water ay a. per commitment made af 870/15 meeting on foodwaier piping 0 ro sion/cor- 
rosion 

COCKFIEIO.DW. Portland General Etocirc Co 88/06/22 Document Control Branch 
(Document Control Ooqk) 30pp. 45995 238-45995 267. 

6807010010 Forwards Amend 144 to License NPF-I & safoty eva'uation Amend rovlsos 
Tech Specs ro ret of remote shutdown station 

CHAN.T.L. project Dirociorato V. 68/06/22 COCKFlELD.D.w, Portland General Elec- 
trie Co 4pp. 45990:260 45989:270. 

-8807010014 Amend 144 to License NPF-1. revising Tech Specs re ref of romoio shut- 
down station 

KNIGHTON ,G ,W. Project Directorate V. G0/O8/22. 5pp. 45989 284-4 59B9 200. 

-8807010017 Safety evaluation supporting Amend 144 to License NPF-i. 

4 Off. co of Nuclear Reactor Regulation, Director (Post 670411). 88/06/22. 2pp 
45989.269 45969 270 

B807050366 Forwards Amond 145 lo license NPF-I & salety evaluation. Amend revises 
means by which source range neutron Hun instrumentation calibr will be performed 
CHAN.T.L. Project Directorate V. 88/06/23. COCKFIELD.O.W. Portland Gonerai Elec- 
tric Co. 3pp 45991:283*45991:293. 

-6807050398 Amend 145 to Ucensa NPF-t, revising means by which sourco range noj- 
Iron flux Instrumentation calibr will bo performed. 

KNIGHTON.G W. Project Directorate V. 00/08/23. 6pp 45991:206-45991:290. 

-3607060402 Safety evaluation supporting Amend 145 to License NPF-i. 

• Off.ce of Nuclear Reactor Regulation, Director (Post 870411) 88/06/23 3 op 
45991 291 45991 293 

6807050517 Forwards AEOD Techncal Review Rept T0O9, “8‘ockod Thimblo Tub 09 / 
Stuck Incore Detector," lor consideration due to recent events al Braldwood Unit 1. 
F10SENTHAL.J E. Reactor Operations Analyst Branch. 88/06/23 BERUNGER.CH 
Generic Com muni cal ions Branch. 2pp. 45D98 060*45990 066 

—6807050550 Technical Review Ropl T809, “Blocked Thimble Tubes/Stuck Incore Do- 
tec lor. 

4 Office lor Analysis & Evaluation of Operational Data, Orector. 68/00/15. 4pp 
4 5998:063 -45990 066 

6807076300 Summary ol 800531 meeting on preseurizer surge line movement & pipe 
whip restraint program list ol attendees & presentation handouts end 
CHANT JL Project Directors !o V. 68/00/23. Project DiwctOfaiQ V. 28pp. 46126:062* 


8807050045 Forwards appheet on for amend to L'cense NP C -1 .consi^ ng of License 
Change Application iGS.detoting c?f&ilo & fac/ity organization charts from Tech 
Specs Rev also Incorporate specific word ng contanod in Generic Ltr 00-06 
COCKFIELD.D W. Portland General Electric Co 80/06/27. Docurr.oni Control Branch 
(OocuTOnf Control Desk), rp. 46625 203-460S5 213 

-8807050049 Appi cation for ©mend to license NPf-1 .consoling of License Change 
Applcabon i66.do'etmg offsite & fadity orgAnzat-on charts from Tech Specs & mcor 
poratng wording in Generic Llr 60 06 

COCKFlELD.D.w Porttond General Electric Co 08/06/27. 4pp. 46025 2C4 
46025 207. 

-8807059050 Proposed Tech Specs.deleting offsite & faclay organirahon charts 

* Port'and General Electric Co 80/06/27 6pp. 46025 208-46025 213 

8807070279 Advises that propnotary WCAP- 11699 wiil bo withheld from pubi c tl sclo 
sure (ref 10CFR2790) per 080314 roquost. 

CHAN.T.L. Project Dreciorato V 80/06/29. WIESEMANN.R.A Woslinghouso E lor.iric 
Co-to 3TP 46139 .131-46139- 133 

8807070290 Forward9 requosl for add' :nfo ro Insorvico lesltoy program, submilfed on 
860829 & revised on 030408 Questions 6 commonts oncl for info will ho used as 
agenda for meeting Orafi responses prepared tor meeting wou’d bo des ruble 
CHANT L Project 0 rectoreto V 08/07/01. COCKFIELD.OW Portland General Elec- 
tric Co I3pp 46126 001-46126.013 

8B07080164 Requests facll-ty specific analysis based upon postdated locked role* 
evont to support 071120 & 080527 applications lo change Tech Specs re nuclear fuel 
design & power distribution limits 

CHANT L. Project Directorate V 80/07/01. COCKFIELD.O W Portland General Elec- 
tric Co 3pp 46134:161-46134-163. 

8807190210 Forwards application to amond License NPF-1 .consisting of License 
Change Application I60.tocorporalmg various editonal corrections & c'arihcaiions Fee 
pad. 

COCKFIELD.D W. Portland Gonerai Electric Co 88/07/00 Documoni Ccmrol Branch 
(Document Control Desk). |p. 46215 071 -4621 5 094. 

-B807190212 Appl cation for amend to License NPF*1.ncorporallng m.sco'ianeous ed. 
tonal cortoctions A cioof cations, 

COCKFIELD.OW. Portland Ger.oral Eloclric Co. 00/07/00 Bpp 40216:072- 
46215.079. 

-8807190213 Proposed Tech Spocs ro radloactivo gasoous otfluonis & radioactive 
liquid waste sampling & analysis program. 

* Portland Gonerai Electric Co 08/07/00 I5pp 46215 000*40215:094 

6807130464 Generic Ur 60. m to aff ficonsoos of oparaffng ro actor 9 & fioTtore of CPs re 
NRC position on radiation embrittlement of roacior vessel matlG & impact on plan*, 
oporat.ons Svc Hal & Rov 2 to Rofl Guido 109 end. 

MIRAGUA.F J. Associaio U-rector for Projects (Posl 870411). 08/07/12. Consolidated 
Edison Co of Now York. Inc. 51pp 40257:207-40257 257. 


O. Inspection reports, JE Bulletins & correepondence 

6806280240 Forwards Insp Ropt 50 344/68-20 on 880516-20 4 nollCO Of violation 
WENSLAWSKl.FA Region 5, Ofc of the Director 08/00/14 COCKFIELD.O W Pen- 
land Gor.oral Elodrlc Co. 2pp 45972:344 45972 350 

-8806280241 Notice of v-olahon from insp on 080516 20.Violallon notod: on BH0G08.no 
survey made to tfotorm ne direct doso to roaefor operator hand from handffng hlgYy 
coniamhaied clastic lublng Doso from residual conlamlnonon fourd on hand. 
WENSLAWSKI.F.A. Region 6, Ofc Ol the D.roctor 80/06/14. Ip 45972:346- 
45972.346. 

-6806280244 Insp Ropl 50-344/00-20 on 80O5l0-2O.Vioiationa noted Mfl|or areas 
Inspectediflcenseo action on prov’ous Insp findings & occupational exposuro during 
extended outages. 

HOOKER.C.A.. YUHAS.GP Rogion 5. Ofc ol the Diroctor. 00/06/ 10. 12pp 
45072:347-46972:358 

6606130168 NRC Info Notice BB-039. "LoSalla Unit 2 Loss of Recirculation Pumps W / 
Power Oscillation Event * 1 Svc list end 

ROSSl.CE Division of Operational Cvonto Assessment (Post 070411). 08/00/15. 
Ccnsc)i<}aU)d Edison Co. of New York. toe. f Wpp 45078 158 45970:266 

8807050099 Forwards Insp Ropt 50-344/08-13 on 000327-0507 8. notice of v.olabon 
KlRSCH.DF, Region 6. Ofc of iho Director. 00/06/17. COCKFlELD.D.w. Portland 
General Electric Co. 2pp. 46009 287-46069:301. 

-6807050104 Nof ce of vio'allon Irom in9p on 080327-0507. Violfillona noted. Ihrea lood- 
water drain valves (FW-079.FW<0B3 & FW-086), adm.nistraUvely controlled.lound un 
focked. 

KIRSCH.D.F. Region 6. Qfc oi Iho Director. 80/06/17. 3pp. 46069:280 46069 291 . 

-8607050106 Insp Ropt 60-344/68-13 on 880327-0507 No vlolaiions notod Ma|or 
areas Inspected operational safety vorificallon.nnB'nl. 9urvo.llance & open item to lew 
up. 

BARR.RC., CLARK.CA, SDH.G.Y. Region 5, Ofc ol the Director. 88/06/ 17 lOcp 
46069.292-46069.301. 

8807110214 Forwards In9f> Rept 60-344/88-26 on 880516-3l.No violations noted. 
KIRSCKD.F. Region 5. Ofc of iho Director. 88/00/17. COCKFIELD.OW Portland 
General Electric Co. 2pp. 46141:062-46141:070. 

-8607110216 Insp Rept 50-344/88 25 on 880516 31 No viofattons noted. Major areas 
inspected licensee activities In resolving reactor pfant pipe wh r p restraint dosign vs as 
built gap discrepancies & Insorvlco insp ultrasonic test activities. 

ANGAV.P.. CHAFFEE, A.E. Region 5, Ofc of the Director. 88/06/16. 17pp. 46141 054- 
46141:070. 

8806160340 NRC Info Notice 88-040, "Examiners Handbook tor Developing Oporator 
Licensing Exams." NUREG/QR-0 122 & 9vc list end. 

ROSSl.CE. Ofvisfon of Operational Events Aasessmnni (Post 870411). 80/08/22. 
Conso'ldatod Edison Co. of New York, toe. 237pp 46240 325-46241:201. 
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list end 

ROSSl.C E Civis'on of Operational Events Assessment (Post 0704 11). B0/C6/22. 
Consorted Edison Co of New York. Inc. 116 pp. 46019 037 46019:152 

BB0B2 10030 NRC Info Not'c© 80 044. “Mochan.cal Bindrtg of Spring Peloaso Dovlco in 
tVest-ngl reuse Typo DS-416 Circuit Brockets " Svc Lsl ancl. 

ROSSl.C E Divis'on of Operational Evonts Assossmont (Post 070411). 08/06/24 
Consol datod Edison Co of New York, Inc li3pp 46019 153-46015) 266 

0806240139 Suppl 1 to NRC QuVelm 08 008, '‘Thermal Stresses in Pipng Conneciod 10 
RCS." Svc list end. 

ROSSl.C E Olvison of Operational Evoms Assessment (Posl 8/041 1) 60/06/24 
Consolidated Ed son Co. of Now York, Inc 1l4pp 4601 9.266-4G020 010 

0807190346 Forwards Insp Ropt 50 344/80-23 on 800510-26 No vio'ations or dovl- 
aiions noted. 

PATE.R J Roy'on 5. Ole of th© Dreclor B0/O6/3O COCKFlELD.D W. Port'and Gen- 
eral Electric Co 2pp 46205 240-46205 262 

-8007190366 Josp flop! 50*344/00 23 on 8005 10-26 No violations nr riovlat ons 
noted. Ma.or areas Inspoctad specs for omemency operating procedures 
LOVE.R.S. SUH.G.. HOPKINS.J Region 5. Ofc of mo DraclOr 06/06/30. 1 3pp 
46205 259-40205 262 

8806300347 NRC into Noiico 80 045. 'Problems In Protoct.vo Rolay & C-rcult Broakor 
Coordination.'* Svc fist oncf 

ROSSl.C E. D-vi9lon of Oporotionat Events Assessment (Post 070411) 00/07/07. 
Consol datod Edison Co ol Now York. Inc. I04pp 46242109 4624 2.21 2. 

8607080006 NRC Info Nollce 00 046. "Uconsoo Hopl of Dofectivo Retu'b.shnd Circud 
Breakers ” Svc I- si end 

ROSSl.C E. Div.slcm of Operational Events Assossrnom (Posl 070411) 80/07/00 
Consolidated Edison Co of Now York. Inc. 107pp. 46231.201-46232.027 

8007210171 Ack receipt Of BOOQ22 It r Informing NRC Of stops token to corrocl vio'ations 
notori In Insp Ropt 50 344/86-17 

PATE.R J Region 5. OfC ol Iho Director 80/07/00 COCHFJEiD.D VV Portland Gon 
oral Eloclrlc Co Ip. 40233 320 46233 330. 

9807120291 NRC Info Notice QQ 040. "Lleonsoo Ropt ol Dohcirvo nahrtoshtfd Valves. " 
Svc I'St end 

ROSSI.C-E- Division ol Operational Events A&so&smoni (Post 070411). 80/07/12 
Consolidated Ed-son Co or Now York, fnc f03pp 46242 006 46242 108 

8607080366 NRC Into Notice 80 04 7. "Slower -Than Expected Rod-Drop T-mos " Svc 
flsl oncl. 

ROSSI.CE- Division ol Operat-onat Evonta Assessment (Post 070411). 00/07/14 
Consolidated Edison Co of Now York, Inc. I03pp 46240 222 48240.324. 

8807210037 Rosponds to NRC 8B0G14 ltr ro violations noted In Insp Hopt 50 344/00- 
20 Correct 1 vo actions ovoluat.on of akin exposure from both contact w/hot pa't.clo on 
hoso ft ro sid u al coniami n a t ,o n com p 1 0 tod . 

COCKFlELD.D W Portland General Eloctrlc Co 00/07/ 14 DocumoM Control Branch 
(Document Control Doah) 2pp 40234 021*4023 4 022 

BB072 10061 Responds to NRC 8B0&17 Mr ro violnt-ons noted In Insp Rcpt 50-344/00- 
13.Corractivo QCUons Nvcloor Dept Procedure 100-5 will bo revised to e'enty depth & 
dotail requ rod for safety evaluations ft to spocily porsonat qua'-if'catlons 
COCKFiELD.D W. Portland Gonorai E Inctnc Co 00/07/16 Document Control Drancb 
(Oocumont Conirof Oosk). 7pp 40234:142 46234:140 

6607120660 NRC Info Noiico 80 040. "Marking, Handing, ConlroLStora go ft Dostrudion 
of Safeguards Info " Svc ii&l ond. 

ROSSl.C.E. Diviglon of Oporallonal Evonts Asso&smoni (Post B70411} 80/07/18 
Consolidated Edison Co of New York. Inc I03pp 4624 1 263-46242 005 

6607 120663 NRC Info Notico 00-050. '‘Effect ol C.rcuil Broakor Capac.ianco on Aval- 
ebilily ol Emo/noncy Power .*■ Svc list oncl 

ROSSl.C. E Division of Operational Events Assoaamont (Posl 870411) 00/07/10 
Consoldaiod Edison Co. ol Now York. Inc 1 19pp. 46267 25B-4&258 Ol 0 

6B07 180101 NRC Info Not.co 80-051 . "Falteros of MSlVs ” Svc Hat end 
ROSSl.C E Division of Operational Evonts A890t,smont (Pom 670411} 80/07/21 
Consolidated Edrson Co. of Now York, (nc. f2fpp 46257.086 -<9257:208. 


R. Periodic operating reports ft related correspondence 

8807250200 Monthly operating rept lor Juno 1 0 80 for Trojan Nuclear Planl W/BBO7O0 
Ur. 

ULMER. E J., OLMSTEAD.C.A. Portland General Eloclnc Co BO/06/30 6pp 
46270 065 46279 070. 


S. Reportable occurrences, LER a A refatod co rreaponctencfl 

6606300213 IER 80 003-01 on B80324,ainglo failure mechanism discovorod which 
could rosull In ovorpressurization of containment electrical penetration seals Causo 
undetermined Nitrogen supply lo subj penetrations isolated W/OBO022 Ur. 

HJNSON.L. OLMSTEAD.CA Portland General Electric Co 00/06/22 3pp 
46006317-46008:319. 

8007050031 LEW 80-016 OO.on 880&26,d>sc/opancJes fn steam geno/aior water lave) 
cal-br dala lound.Causod by Inadequate communications ro use ol 
calculations Selpolni change Imtlatod lo compensate for cakbr error W/880024 Hr. 
H1NSON.L, OLMSrEAD.C.A Port/and Cohere? Eioctnc Co BQ/00/24. 4pp 
46021:015-4602 1:0 IB. 

8007190076 Forwards description of viofahons of NPOES permit cfur«ng May f 900 Viola- 
tions involved exceeding limits for biochenv.cel oxygon demand ft suspended solids in 
sowage plant effluent. 

COCKRELO.D.W. Portland General Electric Co. 80/00/30 MARTIN. J O Region 6. 
Ole of the Dire-cior. 5pp 46200:169-46208:163 


6607 1402 11 LER eB*01B-00.on B0O6O6.unl.ltored loakapo mlo contro 1 rocm exceeded 
10 cfm assumed in contro 1 room dose rale anaty&.s ol FSAR. Caused by inadequately 
seated emergency vent.lat.cn sys duct.ng Efforts to repjn* leaks com njcdW/ 6607 Oo 
Ur. 

HlNSON.L . OLMSTEAD.C.A. Portland General Eioctnc Co 09/07/06 4pp 

46178:100-46178 103. 

6807260362 LER 88 019 00 on 88O223.requ»r0d IGSlino (oJow.ng adserber replacement 
not perfor mod Cause sti .1 under ova'uatiort. in-place ng of charcoal adsorber per- 
formed w / sal'.sfactory resu'ls during B00701 shutdown W/8B07 15 Hr. 

HlNSON.L. OLMSTEAD.CA Po/tJanrl Ge.noral Eloclnc Co 00/07/15. 4 pp 

46273218 4&273 221. 
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F. Security, medical, emergency ft tiro protection plans 

8807 140253 Revised orr.orgoncy plan imp'Ornenilng procoduros. inducing Rev 2 to HS 
EP 02240. "OHsito Dose Asso&srr.onL' S Rev 2 to HS EP 02250. ‘Rariat'on Mon lo*- 
Ing Team Survey.” 

MARSON.B.O . BORLAND,! . WASlLK.J.S Toledo Ed.son Co. 68/06/14. 107pp 
46171 004-46171:110 

8607060416 Confirms understanding that 800712 & 13 09 agreed upoi dates for NRC 
omorgency roepenso faci'iiias lour. Areas for review encf 

SHAFER, W.D Reg on 3. Ole ol ibo Dl'octor Q0/C6/20. SHELTGN.D. Tolado Ed.son 
Co 3pp, 461 10.004.46110.006 

0807190263 Housed omorgoncy plan implementing procodu'os.mpiud ng Rev 2 to HS- 
EP-02410. “Operairona Support Ctr Activalion & Rosponso,” Rov 2 to HB FP-02520. 
"Assombly & Accounted l.ty & Rov 2 to HS EP-02620. "Emorgoncy Exposure ." 

• Toledo Edison Co 0B/O//O8 98pp 46205 150-46205:24? 

6807190270 Rov 2 to Emergency P ; an Implomonting Procuduro HSEP 02320, "Err, or 
gency Technical Assossmonl " 

DE MAI SON, OP. Toledo Edison Co 00/07/08. 47pp 46213:313-46213 359. 

8SO72604O7 Nohllcolion of 000721 mooing w/uN In nockviJio.MD lo d'Scuss Iconseo 
respongo lo que&l.ons on Nro protection program 

DE AGAZIO.AW Proloci D roclornlo 1(1-3 08/07/14. PERKINS.K E Propel O.roctor- 
afo HI-3 tp. 46260 35Q 46260 35Q 

6007200254 Forwards Rov 11 to omornoncy plan. Rov 7 to emorgoncy plan offnormal 
occurroncos & revs 10 Vols A.B & C ol emorgoncy plan implement no procedures 
WALTON, J. ToloJo Edison Co 8B/O7/10. Documonl Control Qroncn (Cocumonl Con- 
trol Dosk) ip 46224 100-46220 032. 

-8607200259 Rev 1 1 to emergency plan for Davia-Dosso faci'ity 
WASH. K.J S Toledo Ed.sonCo B7/09/P6. 2S0pp 46224 I B0 -46225 169 

~B60?200?64 Rov 7 lo omergoncy plan effnornial occu'ronco nrocodures. including Rov 
0 10 HS EP-02005, "Dov.s-Bosse Emorgoncy Tolophonu Sys " & Rev 0 to HS EP 
02007, “Helipad Uso & Control." 

WASILKJ S Tolodo Edison Co 00/07/09. 200pp 40225:170 46225 352. 

—8807200329 Rev 2 lo omergoncy plan I mole mo nil procedure Vol A.Rov 23 lo en-or 

tiency plan Implanxantmg procedure Vol 0 & Hoy 5 to emorgoncy plan :mplomor».nQ 
procoduro Vol C. 

STORZ.L.F. Tolodo Ed son Co 00/07/23 70Cpp 40225 353-40228 032. 


H. General correapori dance 

8B07260286 Common! oppos.na proposed rulu ICCFnso re Icensng of nucloar power 
plants whoro aiato A/or local govts <foci.no to cooporato In offs.'o emorgoncy plan 
mng, 

TREPAL.C Cuyahoga County Concerned Citizens ANGEL.J.H. Citizens for Land & 
Waier Use SEhCEK.D Northern Ohio Citizon9 Against Perry & Dav.s-Qoase. 67/02/ 
16 NRC - No Detailed Affiliation Q-.von, 2pp. 46246.095-46246:096 

6807140212 Advises that lisle d personnel wi'.l assume new positions oltectivo 6B0701 
due to upper mat reorganization. 

GINN, n.M. Cenfariof Energy B8/07/Q i. Oocumenl Control Brunclr (Documenr Control 
Desk), ip. 46177 : 219 - 46177 : 219 . 

6807120456 Comment supporting proposed rule 10CFR50 re omorggney planning ft 
preparedness requirements for nuclear power plant fuel loading ft Inuial low power op- 
era 1 Jons. 

SHELTON.D.C. Tolodo Edison Co. 60/07/06. CHILK.S.J. Office of tho Socrolary of 
the Commission, ip 46105:131-46105.131. 


K. Utility Final Safety Analyais Report (FSAR) & amends 

8B07250367 Rev 7 lo updated FSAR lor Davis-Besso Uml l.W/0607 22 ltr 
SHELTON.D.C. Toledo Ecteon Co. 89/07/22. 25Qpp 46270 001-48272 : 197 


M. Antltruet cor/eapondence 

6607080242 Commenfe on ufrl 380610 request to suspend anirfrust l-conso 
condition Economic advantages lor ulil owning nuc'.aar power p'anis havo is'lod to 
materialize. 

HIATT S L. Ohio Citizens for Ro9pons.bfe Energy. 86/06/30. Poi cy Oovofopmont & 
Technical Support Branch (Posl 67041 1). 2pp. 40139 326 46139 327. 


116 DOCKETED ITEMS 


8807250066 Requests that dead ire lor f.imgcoirmonia on Cenierior app'ication be ox- 
tor.de d GO days.unW 8809 14 Ceri.l cato of Svc end 

ALGERT.KM Cleveland. OH ALBERT.K W. Goldberg. Feldman & Leiham. PC 6B/ 
07/07 6 pp. 46287 001 46207 006. 

6807220364 Forwards comments in response to NRC roquesi publshed in FR on 
880616 re antitrust issuos raised in app ical ons to suspend antitrust cond lions in 
plant licenses 

GB BON SAW Amer.can Public Power Association. 86/07/15 Policy Development & 
Technical Support Branch (Post 87C41 1). 17pp 46250.115 46250-101 

6807250249 Forwards opposition of city of C'ydo.OH to u: i appl cation to suspend anti* 
trust conditions at faci li es per 880616 53FR225B9 & 63FR22590 
COYl.E.J P. Du-ican, Allen & Ta’mage (formerly Duncan, Alton & Wiicfcell). COYLE, J P. 
Clydo. OH 89/07/16 THOMAS.C.O Policy Development & Techn-cal Support Branch 
(Posl 870411} ip 46302:324-46303:025 

-8807250427 Oppos lion nf dty of Clyde.OH io appl cation to amend pianl9 OLs to sus- 
pend anuirusl conditions. 

COYLE, J P Ouncan. A Ion 3 Talmage (formerly Dur.can, Ailon & W.tchetl) COYtEJ.P. 
Clyde. OH. 88/07/15 Of Leo of Nuclear Reactor Regulation. 0 rector (Post 870411). 
61pp. 48302 325-46303 025 


P. Operating license stage documents A correspondence 

8807050001 Forwards appl canon for amend to Uconse NPF-3.char.gng Tech Spec 
socLicns re 8dm-rjs.tr at ivo controls Proposed chencss wou'd remove Investigation & 
repl preparation resporisbi'itios from ala* on rev ew board Feo pa'd 
SHEuON.OC Toledo Ed son Co 68/06/20 Document Control Branch (Document 
Control Desk). 2pp 46026:239-46026:262 

-0807050055 Appl cation for amend to License NPF-3,rovis ng Tech Spoc sections re 
admniairai.vo controls 

SHELTON, DC Toledo Edison Co. B8/C6/2G 9pp 46028 241.46026 249 

-8807060002 Proposed Toch Specs re ad'r.nsuativG & od.tor a< rovs 
* Toledo Ed son Co 88/06/26. I3pp 40028 250 46026 262. 

8807050537 Oiscusses present status of conta nment pu'ge valve safety features actu- 
ation ays (SFaS) signal block Inhibit install on Licensee no longer plans to install 
SPAS s gnel b'oek ir.n bit feature but wi I maintain purge valves c'osod 
SHELTON, O C Toledo Ed<son Co 68/06/24 Document Control Branch (Oocumenl 
Control Desk). 2pp. 46073:260-46073 261. 

6807160011 Suhmitg resolution schedu'o lor hLman engineering discrepancy Idem f-od 
as part of 1904 OCRPR Based on reviow of HED 3.1 037. Annunciators W/Inpul 
from More than Ono Parameter." 14 of 207 annunciators shou'd be mod lied 
SHELTON, D C. Toledo Ecl.son Co. 88/06/29 Document Control Branch (Document 
Ccnuol Desk). 2pp 46182:208-46182 209. 

6607210065 Informs that State of OH provided w/00O62O license emend appilcatlon.per 
10CFR50 91(b)(1) 

SHELTON.O.C Toledo Ed son Co. 8B/O8/20. Documoni Control Branch (Document 
Control Desk). Ip 40234:353-46234 353. 

8807150081 Notification of 880714 mooing w/BSW Owners G'Oup In Rockville, MD to 
discuss plant opera! on In decay heal removal modes Meeting agenda end 
TRAMMELL.C M. proloct D.ractorat© V. 88/07/07. KNIGHT0N.G.W Project Oreclor* 
ato V. 3pp. 48183 315-46183 317 

0007180030 Notification of 8B0725 meei ng w/uiil In Rockv He.MD to discuss staius of 
refuel oulaao & conflgurailon of mgt syg. 

DE AGAZIO.A W. Project Directorate 111*3. 88/07/07. PERKINS. K E Protoct Droctor- 
eto 111-3. 2pp. 46202:345-46202 346. 

8807260380 Forwards environ assessment & finding of no sign Meant impact to 860330 
& 0504 app'icstions to revise reactor ore ssura vessel pressure tarrp operating limits 
OE AGA2IO.A.W Project Directorate l||-3 80/07/07. SHELTON.O.C. Toledo Edison 
Co. 2pp. 46269.288-46269:293. 

-*8807250385 Environ assessment & fndng of no slgruMcant impact ro rev to reactor 
pressure vessel pressure-temp operating limits 

PERKINS, K.E. Project Directorate 111-3. 68/07/07. 4pp 48289 290-46269:293. 

8807130454- Gonehe Ltr 80-11 to all licensees of operating reacto/s & holders of CPs ro 
NRC pos.tlon on radiation embrittlement of reactor vessel mails & impact on plant 
operations Svc list & Rav 2 to Reg Guide 1.99 end 

MIRAGL1A.F j. Associate Director for Projects (Posl 87041 *) 88/07/12 Consolidated 
Edison Co. of New York, Inc. 51pp. 46257:207-46257:257. 

8807250090 Forwards environ assessment A fmd-ng of no sigm'icanl Impact ro 6801 1 1 
amend request re Inclusion of third spoc-al interest group of steam generator tubes 
DE AGAZIO.A W. Project Directorate lil-3. 88/07/14. SHELTON D.C. Toledo Edison 
Co. 2pp. 46274:042-46274.047. 

-8807250095 Environ assessment & finding of no s : gnifcanl impact re 880111 amend 
request Amend revises Tech Spoc Section 4,4.5 2 concerning steam generator tube 
sample selection & insp. 

COLBURN.T.G. Project Directorate ill-3. 86/07/14. 4pp. 46274:044-46274:047. 


O. inspection reports, IE Bulletins & correspondence 

8806130180 NRC Info Notice 68-039, "LaSalle Unt 2 Loss of Recrcufalion Pumps W/ 
Power OsciLaton Event.*' Svc list encl. 

ROSSl.CE. Division of Operational Evenls Assessment (Post 870411) 06/06/16 
Consolidated Edison Co. ol New York. Inc. 1 10pp. 45978:158-45978:268 

® 6 . & y?S O Z^ F: J? rw0f<ls Gxem Re P l 60-346/OL-86-01 admin stored dunng wk of 860516 
WRIGHT .G.C, Region 3, Ole of the Director. 88/06/20. SHELTON D Toledo Edison 
Co. 2pp. 45974.002*45974: 12f. 

—8806290087 Exam Rept 50 340/OL-B8 01 on 8B051 7.E*am resu'ts.nlne sen or reactor 
operators A one reactor operator candidates passed exam. 


8806160340 NRC Info Note© 88-040. '‘Examiners Handbook for Developing Operator 
Licensing Exams." NUREG/BR 0122 A svc list encl. 

ROSSI.CE. Division ol Operational Events Assessment (Post B704ii) 88/06/22 
Consolidated Ed.sonCo. of New York, Inc. 237pp 46240 325-46241.201. 

8806170033 NRC Info Notice 66-041, "Physical Protect on Weaknessos Idonifod 
Through Regulatory Effectiveness Reviews." Svc list encf 

ROSSI.CE Division ol Operational Events Assessment (Post 870411). 88/06/22. 
Consolidated Edison Co. of New York. Inc 122pp 45970 034-45970 155 

8808170291 NRC Bulletin 88-008. "Thermal Stresses In Piping Connected to RCS” Svc 
Mat encl 

ROSSI.CE. Division ol Operational Events Assessment (Posl 870411) 68/06/22. 
Consol dated Edison Co. of New York. Inc 1 1 6pp. 46019.037-4601 9. 1 52. 

6606210036 NRC Info Notice 06-044. "Mechanical Bind.ng of Spring Reloaso Device In 
Westinghouse Type DS-416 Circuit Breakers. " Svc I si encl 

ROSSI.CE D.vlston of Operational Evenls Assossmoni (Post 87041 1). 88/00/24. 
Consolidated Edison Co. of New York. Inc. tl3pp 46019.153-46019 205 

8806240139 Suppl 1 to NRC Bultotin 06-006. "Thermal Stresses In Piping Connected to 
RCS." Svc list encl. 

ROSSl.CE. Division ol Operational Evente Assessment (Posl 870411). 80/06/24. 
Consolidated Edison Co of New York, Inc 1 I4pp 46019.266*46020 016 

8807 120 134 Ack receipt of 880600 ltr Informing NRC of stops taken to correct noncom* 
pl arces noted In Insp Rept 50-346/88-06 S-ghtglass installed 7 yrs before event w/o 
deta led drawings & instructions. 

HARRlSON.J.J. Region 3. Ofc of the Director 68/07/06 SHELTON, D. Toledo Ed.son 
Co 2pp. 46140 217-40148 223. 

6B06300347 NRC info Nottoe B8 046. "Problems In Protective Rolay 8 Cvcuif Croaker 
Coordination." Svc list and. 

ROSSI.CE D -vision of Operational Evenl9 AsseBSmont (Po9l 670411) 88/07/07. 
Consolidated Edison Co of New York, Inc. 104pp 40242- 109-46242:2 12 

8607000008 NRC Info Notice 88-046, "Licensee Repl of Defective Refurbished Circu t 
Breakers.” Svc list encl 

ROSSI.C.E. Division of Operational Events Assossmonj (Poet B70411). 88/07/00 
Consolldaied Edison Co. of New York. Inc I07pp 46231:201*46232.027 

8807190002 Responds to violations noted in Insp Repl 50-346/08- 14. Correct.vo 
actions procedures will be changed Io require fuel handling director io ensure lha! foo' 
handlers received all required training by checking oporat ons list 
SHELTON, DC. Tolodo Edison Co. 88/07/08 Document Control Branch (Document 
Control Desk). 3pp. 46209 051-46200:053. 

8007190193 Forwards Safely Insp Rapt 50 340/08-16 on 8B0613-l7.No violations 
noted. 

SHAFER, W D, Region 3. Ole of th« Director. B8/O7/0G. SHELTON, D Tolodo Ed son 
Co. 2pp. 46220 003 46220:013. 

-8807190195 Insp Repl 60 346/08-16 on B8Q0t3-t7.No violouons or deviations 
noted. Maf or areas Inspected: outage fedaikm protection & opo rational radwasfe mgt 
program.lnclud na organizational changes & mgt controls 

MIL1ER.d e., KUNOVVSKI.M A.. GREGER.L R. Roglon 3. Ofc of tho Dlroclor. 80/07/ 
08. 9pp. 46220 005-46220:013. 

8907120291 NRC Info Notice 88 040. "Licensee Rept ol Dofeclive Rofurblshod Volve9 " 
Svc list encl. 

ROSSI.CE Divls'on of Operational Evenls Assessment (Po9l 870411). 08/07/ 12 
Consolidated Edison Co. of New York, Inc 103pp. 48242.000-40242:108 

8807250118 Responds to NRC Bulletin 06-003, "Inadequate Latch Engagement in HFA 
Type Latch.'ng Relays Mfg by GE." Relays described In bulletin not utillzod at faci'ity. 
SHELTON.D C. Toledo Edison Co. 88/07/12 Document Control Branch (Document 
Control Desk). Ip. 46273:300-46273:300. 

6607080388 NRC Info NoMco 80-047, ‘ ' Slo wer-T ha n- Expected Rod Drop Times.” Svc 
Hat encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 80/07/14. 
Consolidated Edison Co. oi New York, Inc. 103pp 40240.222-46240:324. 

B807260090 Forwards environ assessment & finding of no significant Impact re 0801 1 1 
amend request re Inclusion of third special interest group of steam generator tubes 
DE AGAZIO.A.W. Project Directorate 111-3. 88/07/14. SHELTON.O.C. Tolodo Edison 
Co. 2pp. 46274:042-46274:047. 

“6807250095 Environ assessment & finding of no significant Impact re 3801 1 1 amend 
request Amend revises Tech Spec Section 4. 4. 6. 2 concerning steam generator tube 
sample seleclon & insp. 

COLBURN, T.G. Project Directorate llf-3. 00/07/14. 4pp. 46274.044-46274:047. 

9607120550 NRC tnfo Notice 88 049, "Marking, Handl-ng, Control, Storage & Destruction 
of Safeguards Info " Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 87041 1). 80/07/18 
Consolidated Edison Co. of New York. fnc. 103pp. 46241:263*46242.005. 

06O712OS53 NRC Info Notice 96-050, “Effect of Circuit Breaker Capacitance on Avail- 
ability ot Emergency Power.” Svc list encl. 

ROSSI.CE. Division of Operational Events Assessment {Post 87041 1) 80/07/10. 
Consolidated Edison Co. of New York. Ino. 1 19pp. 46257:258-46250:016. 

6607180101 NRC Info Notice 88-051, "Failures ot MSlVs.” Svo list encl 
ROSSl.C.E. Division of Operational Events Assessment (Post 8704 it). 80/07/21. 
Consolidated Edison Co. of New York, Ino. 121 pp. 48257:060-46267:206. 


R. Periodic operating reports & related correspondence 



DOCKETED ITEMS 117 


S. Reportable occurrences, LERa & related correspondence 

0607130274 LER 88 013-00 on 80O4l9.dGli-cloncte9 identified w/deteclion sys in robing 
area, boater day area & turbr.o bldg Caused by inadequate dos'gn which dd not fully 
imp'ement applicable fire codes.Continoua fire watches established w/880705 lit 
GORDON, C S, STOBZ.l P Toledo Ed*aon Co. 83/07/05. 5 pp 46 J 72. 034-46 J 72 080 

6807160066 LER 80 014 00:on B80609,roving f.ro welch exceeded hourly pauol hme 
(ioi.is for five turbfne btdg rooms Caused by testing of bar coda sys & fire petrol 
tre nlng. Personnel caunsolod during shifi mootma9 W/0a07l 1 Itr 
GORDON.CS, STORZ.L F Toledo Edison Co 88/07/1 l 3pp 462 f 4 052-46? 1 4 05-1 


V. Operator Examinations 

6606290074 Forwards Exam Repl 5O-340/OL-GO Ol adm'nfsforod during wk of 880516 
WRIGHT.G.C. Reg-on 3. Ole of the 0 rector. 00/06/20 ShELTON.D Toledo Ed.scn 
Co 2pp 4 5974 .002*469 74.121. 

-6806290007 Exam Ropt 50 34B/OL-B0-O1 on 88051 7. Exam results nme son'or reactor 
operators & one reactor operator candidates passed exam 

REID1NGER.T.D . PICKER.B . KING.M Region 3, Ofc of Ihe D-rectOf 88/00/ 15. 
117pp. 45974 004-45974 121 

6807120261 Forwards draft Rev 5 lo ES-001. "Adm’r.lstraiion of NRC RequaNticaiion 
Program Evafuadona." W/o enef. 

WRIGHT .G C. Rog-on 3. Ofc of the Director 80/06/23 SlMPKlNS.R Toledo Edison 
Co ip 46140 357-46148 357 

0607260201 0,scu9ses simu'ator project schedule chango.per util D80Q01 Ur Simulator 
w.ff bo ready for use in training by 60 123 1 . 

SHELTON.D.C Toledo Edison Co 88/07/13. Document Control Branch (Document 
Control Desk) Ip 4626D 204-46259 204 


POCKET 60-346 JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

6607060184 Provldos proposed actions ro enhancement for prompt ntert & notif'calion 
8y9 for plant & proposed ays rote9t da to Rased on FEMA ropt & into from utif con- 
traded survey Hsrod addl enhancement meets urns idonf^ed 

MCDONAIO.H P Alabama Power Co 08/OG/29 Document Control Drench (Docu 
rnent Control Doak) 3pp. 4BO80 013-46000 01 5 

6007210293 Forwards Insp Repts 50-340/08-22 & 50-304/60-22 on 000613 17 No vio- 
la fra 03 or do via Hons noted 

CLINE, WE. Reg on 2. Ofc ol Iho Director. 00/07/07 MCDONALD, R P. Alnbamn 
Power Co 2pp 46237 352 4G237 354 

-0007210299 Partially w.lhhold Insp Hopte 50-348/00 22 & 60 304/00-22 0B3G13 17 

(r3( 10CFR2 700 & 73 .21) No vlorahons or dovratrons noted Major oreas inspected wtol 
area barriers, assossmonl aids & access control of porsonnol 
MASNYK.OM, MCGUinE.D R Region 2. , Ofc Ol Iho Director 80/07/06 Ip 
46237:354-40237:354. 

6607250103 Forwards fnsp Ropfs 60-346/00-10 & 5 0-304/GG- 10 on 0GG5M- 06f0 A 
noilce of violation 

VERRELLI.DM Ronion 2, Ofc of Iho Director 08/67/07 HAIRSTON, W.G Alabama 
Power Co. 2pp 40250 2 19-40259:239 

- 6607260192 fnsp Hopca 60-340/00-10 & 5O-304/GG-10 on GG051 t-OfltONo violations 
noted. Ma|or areas inspected review of monthly survoi'.ionco & monthly ma n! 
Ob serve l Ion. opera lionoJ safety verification & phys'coi security program. 
ORADFOnD.W.H , MILLER, VV .11., OANCE.H C Region 2. Ofc of the Oroclor. 68/07/ 
07. 17pp 40259 223-46250 239 

0807130283 Revised response lo NRC G0Q419 Ur ro v.o'.at'ons noted in Insp Rupts SO- 
34B/BC-09 & 50-304/00-09. CorrocLvo acfJons documenl coniroJ personnel Jnslruciod 
to maintain safeguards containers «n tacked condition except whon in uso 
HA1RSTON.W.Q Alabama Powor Co 88/07/00 Documenl Control Branch (Docu- 
ment Control Oo&k) 4pp 46166 067-40160 070. 

08072 10204 Ack recopj of 000405 Rov 15 to pby&Jcal security plan. Some changes 
consistent W/10CFR50 54 & acceptable End idonllfloa other changos in nood ol ad 
mini sir alive clarification. 

CLINE.W.E Region 2 . Ofc of the Director 08/07/08. HAIRSTON, W.G. Alabama 
Power Co. 6pp. 40234:004-46234 068. 


H. General correspondence 

88071 101 16 Comment opposing proposod rulo 10CFR60 ro loak-betero-broak technolo- 
gy for safofy-rofatod equipment. NRC retfance on roak -bo fore -break Is irrational re 
aponse to very real aafoty problom.NnC should Implement mandatory p.ping insp 
OEAUDOJN.R. NucJo,ar JnfcvmalJon & Resource SorvJco 88/00/30. CHJLK Office of 
the Secretary of the Commission. 0pp. 46 130.339 -46 130.340. 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8807000595 Rov R to updated FSAR lor JM Farley Nuclear Plant, Un, is 1 A 2.W/B0O7O1 
Ilf. 

HAIRSTON.W.G. Alabama Power Co. 08/07/31. 800pp. 46107:035-46109 194. 


M. Antitrust correspondence 

8807070407 Grants utli request for 45-day time extension unlit B80Q01 to finalize s&ttle- 
meat earoemont in proceeding .Counsel for util has boen notified ol act-on 
GlLLESPlE.F.P. Program Management, Policy Development & Analyses Staff (Post 
B7041 1). 88/06/20. BOSKEY.B. Volpo. Goskoy & Lyons. 2pp. 48199:001*40199 002 

8807110394 Summary of 880601 meeting w/util In Rockvllle.MD re antitrust 2.206 
petition Attendance (let end. 

REEVES.E.A. Protect Directorate li t. 08/07/05. Proloct Directorate 11-1 4pp 

4 04 iA.Ann iAi jn.ni « 


P. Operating license stage documents & correspondence 


0607120563 Advises that request to enforce subpoenas issued to n util ampbyoos 
Submitted to US Justice Dept on 880520 En'crcemont request not yet fi'ed w/court 
ZECH.L W Commissioners 80/06/10 SHARP.P. House of Rep. Energy & Com- 
merce. ip. 46H3 106-46113 100. 

8807010262 Advr so 9 fbaf </<rf fitends fo propose compartsfon meteod befween units to 
demonstrate soism'c qual-hcatlon to NRC for roviow ol accepted hty Schedule for im 
plemuntaiten wut be subm tied by 8Q0823 

HAIRSTON.W.G Alabama Power Co. 00/00/23 Document Control Branch {Docu- 
mont Control Dosk). ip 40020.157 4G020 157 

8807070442 Grants request for 45 day oxtcnsiori unti 880801 to fmaii?e soulement 
agreemcni in prozoeding.pe- QB0617 hr 

GILLESPIE.F P Program Managomoni. Po'icy Dovolopmont S Analysis Staff (Posl 
870411) 00/06/30 GREEN, D G Nowman & Holu.nger. 2pp 4G1 19.223 46119.224 

0807140050 Forwards Amends 77 & 69 to L<ConsOS NPF-2 & NPF-8, respective', y & 
safety ovQ'ual-on Amends delete Tech Spoc Figures 6 2-t & 6 2 2 & <ef9 A ropiaces 
chn*ls ro organ zolional siruclure.por Gonunc Ltr 00 06 

REEVES.E.A Project Directorate II* 1. 68/D7/C0. HAfRSTON.W G. Alabama Power Co 
3pp 46184:128-46104 145 

-0807140059 Amends 77 & 69 to Licenses NPF-02 & NPF OQ.rospectivety, duteimg 
Tech Spoc Figures G2-1 & 62.2 & fOfS & fOp'adng charts re organlrar o.nai 
strur.lure.por Generic Ltf 80 06 

ADENSAM.E.G Proloci D.reclorate 1M. 88/07/09. 12pp 46184 13140184 142 

-8007140QQ1 Safety evaluation 9 upporlng Amends 77 & 69 to Licenses NPF-02 & 
NPF -OB.respQClivOly 

■ Oltice ol Nuclear Reactor Rogutet-on. Director {Post 870411) 8B/0//0B 3pp 
46184 143-4G1Q4145 

6807130454 Gonenc Llr 08 11 to all licensees of operating reactors 8 ho'ders ol CPs ro 
NRC posftfcn on radrefron ombnrGarr.onf of reactor vessel mails & rrrrpacf on plant 
operat cns.Svc list & Rov 2 to Reg Guide) 1 99 oncl 

M1RAGUA.F J Associate Oirector for Projects (Post 87041 1 ) 80/07/12 Consohdated 
Ed son Co of Now York, Inc. 5lpp 46257:207-46257.257 

8807220214 Forwards corrected pagos of Amend9 69 & 77 to Llconses NPF B & NPF- 
2,ro&peciivo-y Side mnra na'9 inadvertently, tecorrecity maikod 
REEVES.E A Project Doctorate IM. Q3/07/14 HAIRS TON, WG Alabama Powor Co 
2pp 46249 272-40249:277 

-0007220282 Corroded Amends 77 & 09 to Uconsos NPF 2 & NPF 0, 

ro&pociively,chong.rg mgra nai line 

- Prolocl Directorate IM 80/07/14 4pp. 46249 274-48240 277. 

B807220373 Forwords Amends ?G & 70 (o Lfconsos NPF-2 & NPF 8, roapOCtivOty & 
sofoty evaluation Amonds change Tocli Specs In Soci on 0. "AUmlnlstralwo Conirols," 
to rofiocj revised corporate mnl posilion 

REEVES.E.A Propel Oirectorato M-1 06/07/16 HAIRSTON.W G A' obama Power Co 
3pp 46250 194-46250 218 

-BB0722037 7 Amonds 78 A 70 to Licenses NPF : -2 A NPF-fi.rospocUvo'y. cheny’ng Tech 
Specs m Sent. on 6. , VUlmin.9lhitivo Confrois.*' fo roftect revised corpomfe myt posi- 
tion 

ADENSAM E G Projecl Dirocioreto H 1 , 88/07/18 20pp 46250:107*46250 216. 

-8807220379 Sofoty evaluation supporting Amonds 70 8 70 to Licenses NPF-2 & NPF- 
O.rGSpoct-vOly 

• Oifico of Nuc'oar Reactor Regulation. DiroclO' {Post 070411). 88/07/10 2pp 
46250 21 7-46260 2 1 G. 


Q. Inspection reports, IE Bulletins & correspondence 


B8-O613O160 NRC Info Notice 88-039. "LaSalle Unit 2 Loss ol Ro circular on Pumps W/ 
Power Oaci'.lation Event." Svc list oncl. 

ROSS'.C.E Division of Operational Evonls Assossmonl (Post 870411) 88/06/15 
Consol. dated Ed'SonCo. of New York, Inc. 110pp. 45978 1 56*46970 266. 

8 8 0616 0 340 NRC info Noi-co 06-040, "Exominora Handbook for Developing Operator 
Llcons no E*:ams “ NUREG/0R-0122 & svc f.s! oncl. 

ROSS1.C.E. Divlsten of Oporallonal Events Assossmonl (Posl 870411). 80/06/22 
Consolidated Ed son Co. of New York. Inc. 237pp. 46240.325-40241:201. 

0006170033 NRC Inlo Notice 68-041, "Physical Protection Weaknesses identified 
Through Regulatory Effectiveness Reviews." Svc list oncl. 

noSSl.C G. Division of Operational Events Assessment (Post Q70411). 08/00/22 
Conao'fctetod Edison Co. o/ Now York. too. i22pp. 45970 034-45078:155. 

0806170291 NRC Bu'leite 88 000. "Tha/mal Stresses In Piping Connected lo RCS" Svc 
list end. 

ROSSI, C E Dlv.&lon of Operational Events Assessment (Po9t 07041 1). 80/00/22. 
Consolidated Edison Co of New York. Inc. 116pp. 460 19.037- 4601 O f 62. 

6607130313 Ack rocofpf of 8GGGTO Tfr fnform.ng NRC of steps taken ro correct viola Hons 
noted in Insp Ropts 50-340/80-13 A 50-304/88*13. 

HERDT.AR. Repon 2. Ofc of iho Drecjor. 08/06/22 MCDONALD. R.P. Alabama 
Power Co. ip. 40160 027-46160:027. 

8806210038 NRC info Notice 68-044, "Mechanical Binding ol Spring Release Device in 
West nghouso Typo OS 416 Circuit Oreakors .“ Svc list oncl 

ROSSI, C.E. O.vfsfon of Operational Events Assessment (Posl 870411). G8/O0/24. 
Consolidated Edison Co. of New York, Inc 1 13pp. 46019. 163-46019 265. 

8606240139 Suppl 1 lo NRC Bulletin B8-008, "Thermal Stresses In Piping Connected lo 
RCS ” Svc l«sl oncl. 

ROSSI.C.E. Oivislon of Operational Events Assessment (Posl 070411). 86/06/24. 


8006300351 Responds to v.o'ations noted n Insp Rep's 50-340/8810 & 50 364/88 
lO.Correctivo actions uiil does not agree ihet any corrective steps required Polymer 
matrix gaseous Bids w ie be replaced by 680805 w/iow density foam stds 
HAIRSTON.WQ. A'ebama Power Go 69/06/24. Document Control Branch iDocu- 
front Control Desk) 4pp 45997.169 45997 192. 

0807120316 Forwards Insp Repts 50-348/60 20 <4 50 364/80 20 on 680516*20 <& 0606 
10 & notice of violation 

HERDT.AR Region 2, Ole of mo D factor. BG/06/20. MCDONALD, R.P. A'abema 
Power Co 2pp 46146 124-46145 *40. 

-8B07 120317 Nctico of violation from insp on 8B0516-20 & 0608 10. Violalion 
noted procedure .used to perform RCS water inventory baianco.was not capable of 

K orforrr:ng that requ rod surve-rsneo roi ab*y 
IERDT.A R. Region 2, Otcof the Oirecter. B8/06/28 2pp. 46145 1 26 46145:127 

-8807120321 Insp Repts 50-348/B8-20 & 50 364/88-20 on 860516-0610 Vlolat-on 
noted Major areas inspected post refueling startup tests. review of completed core sur- 
veillance procedures & Icenseo related procedures 

BURNETT.P.T., JAPE.P Reg on 2. Ofc of the Director. 88/06/23 l3pp 46145:128- 
46145:140. 

0807 120719 A ck receipt of 8B0815 It/ inform ng NRC of slops laken to correct violations 
no led n Insp Repts 50-340/00 0ft & 50-364/88 05. 

JULIAN.CA. Region 2. Ofc of ihe Director 60/06/26 MCDONALD.R.P. Alabama 
Powo* Co. Ip 46155 062 46155 092 

6007090304 Ack foceipt of 680617 payment for clvtl pona’ty In amount of $50,000.por 
NRC GB0518 order 

UE0ERVAN.J. Ofc of Enforcomant (Post 8704 13) 88/07/06 HA'.RSTON.VV G Ala- 
bama Power Co Ip 46133:132-46133132 

6006300347 NRC Info Notice 88 045, “Probtems .n Protective Fte’ay & Circuit Broaker 

11 it s f 

ROSSI, C.E D.vlsion of Oporai.onal Events Assessment (Post 070411) 68/07/07 
Consol dated Edison Co cf (Jew York. Inc. 104pp 40?42 109-46242 212. 

8007210263 Forwards Insp Repts 50-348/88-22 & 50 364/88 22 on 600613-17 No vio- 
lations or deviations noted 

CLINE. W E. Region 2. Ofc cf the Director. 80/07/07 MCOONAIO.RP. Alabama 
Power Co 2pp 46237:352 40237:354 

-8807210299 PartiQl'y withheld Insp nopts 50 340/86-22 & 50-364/08-22 on 680613 *7 
(rof 10CFR2 790 & 73 21) No violations or dav at ons noted Major areas inspected vital 
area barriora. assessment aids & access coctrcf of personnel 
MASNYK.OM. M.CGUIRE.OR Region 2. Ofc of tho Dimeter. 68/07/06 Ip. 
48237 354-48237 354. 


9807260183 Forwards tnsp Ropts 50-348/68-19 & 50 364/86-10 on 060511- 0610 & 
n oi ice of viol a ton. 

VERREUl.DM. Roglon 2. Ofc of the Director B8/07/07. HA'RSTON.WG Alabama 
Power Co. 2pp 46259 219 46259 236 

—8807250187 NoUce of vlo’atlon from Insp on 800511*06 10 V.oialion noted:fa-luro to 
fo'tew procedures for storage of compressed gas cyl ndors & to provide adequate 
operabi'.ty ingns on Un.t 1 posl-accsdenl conlainrron* veni loi.on filter unii. 
VERREILI.D.M Region 2. Ofc of the Orector 60/07/07 2pp 48259 221-40259 222 

-8007250192 Insp Repta 60-348/GQ-19 & 50-3B4/B0-19 on 8B05ll0610.No violations 
r.QlodMa|or erea9 Inspected ro view oi month 1 / survellance & monthly malnl 
observe Non, operational safety vent, cation A pftys cal socunt y program 
BRAOFORD.W H., MILLER, W.H. DANCE, HC Pog on 2, Ole Of Ihe D recior. 0B/O7/ 
07. 1 7pp 46269 223-46259 239. 

8807090006 NRC Info Nol.co 08-046, "Ltconsoo Rept of Detective Refurbished Circuit 
Breakers. 1 ' Svc List end. 

ROSSI, C.E Division of Operational Everts Assessment (Post 870411) 09/07/OB 
Consol l dot od Ediaon Co of New York. Inc. 107pp. 46231281-46232 027. 

8807*20643 Responds to NRG 9ui:otln 88-004. "Potential Safely Hoisted Pump Loss.” 
No pump degradation Identified 

HA1RSTCN.WG. A'flbama Power Co 00/07/00 Document Control Branch (Docu- 
ment Control D 09 k) I2pp 46140 164 46148:175. 


0807*30203 Revised response to NRC 880419 Itr re violations noied in Insp Repts GO- 
340/08-09 & 60-394/69 09.Cotroc1.vo actons: document control personnol Instructed 
to ma'nla.n safeguards containers in locked cond-Won except when in use 
HAIRSTON.W.G. Alabama Power Co 89/07/08 Document Conirol Branch (Docu- 
ment Control Oeak). 4pp. 40166:067-46160 070. 

9907260353 Forwards meet ng summary of enforcement conference re Insp Repta 50- 
348/88 05 & 5O-364/0B OS on B80525.Llst of attendees & viewaraphs enci 
GRACE.JN Region 2, Ofc of the Director. 00/07/11. MCDONALD.R.P. Alabama 
Power Co. 33pp. 46273 246- 46273 280. 


8007120291 NRC Info Notice 68-048, •‘Licensee Ropt of Defects Refurb shad Valves.” 
Svc ksi end. 

ROSSI.C E. Division of Operational Events Assessment (Post 8704 M). 88/07/12. 
Consolidated Edison Co. of New York, Inc. *03pp. 46242.006-46242:108. 

8007200370 Forwards doie.la of insps on Class lE Westmohouse Typo DS breakers.per 
commitment In 860609 response to NRC Bul etln 06-0*. 

HAIRSTON, W.G. Alabama Power Co. 68/07/ 12. Document Control Branch (Docu- 
ment Con irol Desk). 24 pp. 46221 .048- 4 6221 :0 7 1 . 


8607660366 NRC Info Nol.ce 88-047, "Slower -Than -Expected Rod-Drop Times/’ Svc 
list end. 

ROSSI.C.E. Otvlslon of Operational Events Assessment (Post 870411) 08/07/14. 
Cansokfafed Ecftson Co. or New York, fnc. f03pp. 46240:222-46240:324. 


8807120650 NRC Info Notice 06 049, ^Marking.Handling.Co-ntrol.Stotego & Destruction 
of Saf egua rd s tnfo . 1 ’ Svc li a e nc I. 

ROSSI, C.E. Djvlsion of Operational Events Assessment (Post 870411) 88/07/10 
Consol-dated Edison Co. of New York, Jnc. )03pp 4 624 1:2 63 -4624 2.006. 


6007*20553 NRC In'o Nolico 08 050, "Effect of Circuit Broaker Capacitance on Aval 
abil-ty or Emergency Power." Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 08/07/ 14 
Consolidated Ed son Co. of New York, Inc. IIBpp. 46257:258-46258 016. 


8807100101 NRC Info Notice B8-051, "Fa lures of MSlVs” Svc list end 
ROSSf.CE Oivisfon of Operational Events Assessment (Post 6704 flj 08/07/2 f. 
Consolidated Ed son Co. of Now York, Inc I2lpp 48257 086-46257 206 


R. Periodic operating reports & related correspondence 


8807190242 Monthly operating ropt for Juno 1980 for JM Forloy Unit 1 W/000712 Itr. 
MOREY.D N . HAIRSTON.W.G Alabama Power Co 08/00/30. Opp 46200 260- 
46206:268. 


8. Reportable occurrences, LERb & related correapondence 

0807010075 LER 80-016 00 on 880525.fro Door 400 inoporabte for more lhan 7 
days Caused by damage on door socured in open position to facilitate access wh le 
do ng work in area. Door repaired & relumed lo functional status W/B60Q24 Hr 
MOREY.D N . HAIRSTON.W.G. Alabama Power Co. 08/06/24 2pp 400 1 6 320- 
460 IB 329. 

8807250070 LER 80 017*00.on B8O0l5,TQch Spoc act.on roqulromonl nol mol for inop- 
orable f<ro hose slation In that add hose nol brought to area within t h.Causod by 
personnel error Day shift sys operator counseled W/8B0713 Hr. 

MOREY.D N, HAIRSTON.WQ Alabama Powor Co 08/07/13. 4pp 46269.227- 
46269 230. 


V. Operator Examinations 

6807050161 Requests siaied rof mail be suhriuiod to NRC by 680701 for wrilton oxams 
scheduled lor wk of 081 1 H.FaciMy mgt responslblo lor providing adequate Bpaco A 
accommodalions .n order lo properly conduct wriiton exams 

JULIAN.CA Rog on 2, Ofc of iho D.roctor. 00/06/15. MCDONALD, R.P Alabama 
Powor Co I0pp 46025 120 46025 120 


DOCKET 60-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plena 


8607080074 Rov 17 lo emergency plan for Limerick Genornting Slation Units i & 2 
SULLIVAN, T.J, Instituie of Nucloor Powor Opcraiions 00/03/31. 21 Opp 46132.131- 
46132.340 

80071 J0464 Forwards SALP Ropf 50 352/07*99 for Fob 1907 . A p/ 190B UN w/J bo 
contacted lo schedule mooting to d sous* rosulte. 

RUSSELL.W T. Region 1, Ofc of tho D rector BB/07/07 MCNEUL.C.A Phltado'phla 
Electee Co 3pp 401 40.301-46 140 34Q 

-8007110470 SAlP Ropt 50-352/0/ 00 for Feb 1007 - Apr i960 
* Rogicn 1. Ofc ol tho Diroclor 08/07/07 45pp. 40140 304-40140:340. 


G. Adjudicatory correspondence 


0807220026 D scu$3G3 disgraceful notion favoring Iconseo & NRC clnlm9 that corrosion 
& te lufo ol fuol assembly would not occur. 

ROMANO.FR, A'r and Water Po'lullon Patrol #3*10 0761. 00/06/27. 

ROSF.NTffAL.A S. Alomic Safoty and Licon9lng Appeal Panol Ip. 40 1 95 235- 
46195 235 

8807220044 Dec-S'on .* Doclslon ALAU*897,ellirming LDP-00 12 based on no gonulno 
issue ol mall fact raised boioro ASLD Served on 080710. 

SHOFMAKER.C.J Atomic Safoty find Licensing Appoal Ponol //3Q0 0702 06/07/10. 
4pp. 46195:303-461 05-300 


K. Utility Fine! Safoty Analysis Report (FSAR) & amends 

8307060171 Forwards Amend BO to license appl cnuon.consisUnq ol Rov 62 lo FSAR 
for Limerick Genoraing Siphon Unhs 1 & 2 Rov reflect pfant design & Incorporate re 
vised FSAR flyuroa In response to 800120 SALP ropt. 

BRADLEY, E.J. Philadelphia Eloclric Co. 80/07/01. MURLEY.T.E. Offlco of Nucloar 
Reactor Regulation, Diroclor (Post 070411). ip. 46127:022-401 31 ;1 20. 

-8007060187 Amend 90 to license appTcallon.conslstmg ol Rov 52 to FSAR for Lirnor- 
lek Gonoraima Stat on Unite l & 2. 

BRADLEY.E J. Phl'adolphla Eloclric Co. 88/07/01. 0pp. 46127.023-46127 027. 

-8007060190 Rov 62 10 FSAR for UmD/Ick GonerolJne S fa Non LPnffs t 6> 2 
' PhTadolph a Eloclric Co 00/07/01. 1, 539pp. 46127 020-48131:126 


P. Operating license stage documents & correspondence 


8607180280 Forwards results of revlow priority for open TACs.por 680527 memo. 
BUTLER, W-R. Project Directorate 12 80/06/10. VARGA, S A. Division of Reactor 
Projects - I/ll (Post 870411). 3pp. 46200:175-40200:177. 

8807010668 Forwards Slate of PA approval far pfant ro uso now cooling water additfvo 
& to discharge Unit 2 rinses & llusnos w / chemically iroatod water through hold no 
pond 

W1LLSEY.W.B. Philadelphia Electric Co. 36/06/20. Office of Nucloar Reactor Regula- 
tion, Diroclor (Post 0704 1 1 ). 3pp. 4 5997:270*45997:272. 

6807060171 Forwards Amend 00 lo license appl< cation, consisting of Rev 62 to FSAR 
fer Limerick Generating Station Un is 1 & 2 Rev reflect plant design & incorporate re- 
vised FSAR figuros in responso to 880120 SALP rept 

BRAOIEY.EJ. Philadelphia Eteciric Co. 80/07/01. MURLEY.T.E. Offlco of Nuclear 
Reactor Regulation, D rector {Post 070411) ip 46127:022-46131,120. 



DOCKETED ITEMS 119 


-8007060107 Amend 90 lo license appl cot on.conslslmg of Rev 52 to FSAR for Limer- 
ick Generating Station Unis i & 2 

BHADlEY.EJ Philadelphia Eloctnc Co 80/07/01 6pp 46127 023-40127.02/ 

-6607060190 Rev 52 to FSAR for Limorlck Generating Station Un-la i & 2 

* PrrladO'phla Elecir.c Co 00/07/01 t.539pp 46127 028 46131 1?6 

0607190115 Forwards appl.caton for omond to liconao NPF-39.famovlng charcoal ad 
eorbe' cooldown mode from roaclor encl rocirculation sys & standby gas ireatrr.onl 

S'/S 

BRADLEY.E.j. Philadelphia Electric Co 08/07/07 MURLEY.TE, Oftico of Nuclear 
Ruaclor Rogulat on. Director (Post 07041 1) Ip 46215 201-46215 282 

-8607190126 App'icalicn fcr amonri to License NPF-3&,re/iiov ng charcoal adsorber 
coo'down mode from reactor oncl roc rculaiion sy9 & standby gas treatment sy& 
GALLAG ME fU W. Pln'ado'prv.a F metric Go 88/07/07 10pp 46215 262-46215 279 

-0607190129 Proposed Tech SpGcs.romovirg charcoal adsorber cooldown mode from 
rooctor nnct recircu'atlon SyS & standby gas treatment sys. 

* Phradelphia Etoctnc Co 08/07/07. 3pp 46215 280 40215 282 

8007130454 Gennrlc Lir 86-1 1 to an licensees ol oporatmg raaciorg & ho'dors of CPs ro 
NRC poa-lion on rodiQllon urnbmtloir.onl of reactor vos3Ql metis & impact on plan! 
oporalions Svc '.SI 8 Rov 2 to F^og GUdo 1 99 encl 

MIRAGLIA.F J. Associate Director for Projects (Post 07041 \) 08/07/12 Consolidated 
Edison Co. of Now York. fric. fitpp 46257 207 46257 257 

8007250173 Advisos ihal planl review briofnn for Wurley & executive team ro PDl-2 

& ’anfs sd-Gifufod for 880721 V-ewg-aphs oncl 
UTLER.WR Pro,ecl Oiroctorfito 12. 80/07/13 BOGER.BA Projoct D.rectorale 1-2 
97pp 46272 205-46273.021 


Q Inspection reports, IE Bulletins & correspondence 

8006 130168 NRC Info Notice GO 039. ‘ LaSalle Unit 2 Loss of Rocirculoticn f\,mp3 W/ 
Power Oscilleton Event ” SvC list encl 

ROSSJ.CE Civ^sicn of Oporeijonal EvonJs Assessment fPosl 870411) 80/06/ 1 5 
ConsolKlotod Edison Co of Now York, Inc 1 lOpp 45970 158 45078 2G6. 

0008160340 NRC Info Nofiro BB 040. "Exorrinors Handbook for Developing Operalor 
Uconslng Exams " NUREG/DR-0 122 & svc I'Sl oncl. 

ROSSI.CE. D.vis.on of Oporaional Events Assessment (Post 8704 it) 08/06/22. 
Consol-detcd Ed.souCo of Now Yo'k. Inc 237pp 46240 325 4624 1 20 1 

6606170033 NRC Info Notice 80 041, ‘’Physical Protection Weaknesses idcnUied 
Tiucugh Royulatory CffecUvonoss Reviews*’ Svc list oncl 

MOSST.CE D:vis on of Operational Events Assessment (Post 0704H) B8/06/22. 
Consol dated Ed son Co of Now York, Inc 122pp. 45978 034-45076 1 05 

0006170291 NRC Bulletin 80 008, "Thermal Stresses fn Piping Connected to RCS 1 Svc 
list encl 

ROSSI.CE Divivon of Ouurailonal Events Assessment (Post 070411). 80/00/22 
Consolidated Edison Co. of Now York, frtc. I fflpp 400 ffl 037-46010 f 52 

8806210038 NRC Info Notice 80 044. "Meehan col Binding of Spring Release Dev.co In 
Wosffnyhouso Type DS 4 16 Qrcv I Break o/s “ Svc )*st onci 

ROSSI.CE. CiYslon of Operational Evonls Assessment (Post 070411). 00/06/24 
(Consolidated F.dl 9 on Co of Now York. Inc 1 13pp 46010 1SJ-46019 285 

6606240139 Suppl 1 lo NRC Gu'lnlln 80-000. "Thermol Stresses In Piping Connoctod lo 
RCS." Svc list oncl 

ROSSI.CE. Division ol Operet onul Evonts Assessment (P09t B70411). 68/06/24. 
Consolidated Ed.son Co of Now York. Inc 1l4pp 46019:260-46020 010 

60070701 M Forwards Insp Dept 50 352/60-12 on 800509 13.NO violations noiod 
BELLAMY.RR Ronion 1. Ofc of tho Director. B0/O6/2Q. MCNEILL.C A Ph-lAdolphla 
Electric Co 2pp. 40125 220 46125 227 

-0007070116 fnsp Ropl 50 352/88-12 on 060500- 13. No violations noted Major areas 
inspected. llccnsoa radiological controls program Includng organization & 

stefflng.oirbomo rad.oact.vlty sampling & control, audits & porsonnol contaminations 
DRAGGUN.f . SHANBAKV.M. Won t. Ofc of tho Oiroctor 06/06/23 6pp. 
40126 222 40125 227. 

6007t206?3 Forwards tesponso to NnC Cullet.n 88 004, "Potenbai Safety Related 
Pump Loss.'* Coro spray sys designed to provldo min flow of 320 gpm per pump 
KOWALSKI, S J. Philadelphia Electric Co 86/06/30. ROSSI.C E. Division ol Operation- 
a) Evems Assessmo/d (Poai 87041 J) }6pp. 46154 330-40 J 54 345. 

BBD7060 171 Forwards Amend 90 to license application. consisting of Rev 52 lo FSAR 
for Limerick Conor aling Station Un.t9 1 & 2 Rov rolled plant dosign & Incorporate re- 
vised FSAR f.guro9 In responso to 860120 SALP ropl 

BRAOLEY.EJ. Philado'phiA Electric Co 08/07/01. MURIEY.T.E. Office of Nuclear 
Roactor Regulation. Director (Post 870411). ip. 40127:022-40131.126 

6606300347 NRC Info Not.co 08 045, "Problems In Protective Relay & Circuit Breaker 
Coordination." Svc list encl 

ROSSI.CE. Division of Operational Events Assessment (Post B70411). 86/07/07. 
Consolidated Edison Co. of Now York. Inc. I04pp 46242: 109-4624 2: 2 12. 

8007110464 forwards SALP Ropl 50-352/67-90 for Fob 1007 - Apr 1986 UW wtf be 
contacted to schedule mooting to discuss results 

nuSSELL.W.T Roglon 1. Ole of tho Director. 68/07/07. MCNEILL ,C. A. Philadelphia 
Electric Co. 3pp. 46 140.30 T-46 f 40 346. 

-8007110470 SALP Ropl 50-352/87-90 for Fob 1967 - Apr 1988 
• Region 1. Oic of tho Diractor. 0Q/07/07. 45pp 40140:304-48140348. 

8007080006 NRC Info Notice 08 046. "Llconsoo Ropl of Defective Refurbished Circuit 
Breakers '* Svc Us I one) 

ROSSI.CE- Division ol Operational Events Assessment (Post 870411). 80/07/00. 
Consolidated Edison Co ol Now York. Inc. I07pp 46231:201*48232 027. 

8807160178 Responds to NRC Cu'lotln 60*003. "inadequate Latch Engagement in MFA 
Type Latching Relays Mfu by GE. M Results ol review Indcale no Gt riFA relays cur- 


8607200156 Forwards Safety insp Rept 50-352/88 14 on B60601-03.No v o'atlons 
noted Attentcn directed io corr.pleton of review of NRC gonoric lire. No documenta- 
tion available to domonsirato that certain goner.c llrs evaluated 
GALLO, R M Reg on 1, Ofc of tho Director. 08/07/06 MCNEILL.C.A Phladelphlo 
Electric Co 2pp 46222.030-46222 030 

-8B07200 160 Insp Ropl 50-352/00-14 on BBC60 1-03 Documentation to Sop|>orl licens- 
ee review A d.spoSilion of gonerlc Urs inadequate Major areas mspocled ac’-one on 
NRC prnviou9!y Identlf.ocJ items & conduct ot plant offsite rev.ew commlttoo 
DEV.M , BLUMQERG.N. Reg on l. Ofc ol the Drcctor. 68/07/08. 7pp 40222 032- 
4G22203B. 

8BO7120291 NRC into Not'co 88 048. '‘Licensee Repi of Defect ve Refurb shod Valves." 
Svc list oncl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/07/12. 
Consol datod Edison Co of New York. Ir.c i03pp. 46242.006 46242 108 

8807200171 Ack receipi of 860613 Hr ro vioiar-ons noiod -n insp Ropl 5O-352/BO-02 
JOHNSTON, W.V Region 1. Ole ol Ihe Drecior. 88/07/12 MCNEILL.CA PhJadelph a 
Electric Co 2pp. 40229. 190 48229 200 

6607080366 NRC info Notice 00*047, "Slowor-Tban-Expectod Rod Drop Times" Svc 
list encl 

ROSSI.CE. Divison oJ Ope/aUonal Eveois AssessmonJ (Posi 870411) 8S'07/J4 
Consolldalod Ed ; SOn Co of Now York, Inc. I03pp 48240:222 46240 324 

8807120550 NRC into NoUco 8$ 049, ‘Mork/ng.Hand'fng.Confrol.Sfcra-ga & CcsUucl>on 
of SaleouB'da info " Svc i.st end 

FtOSSl.C E Dlv.slon of Oporational Events Asr.essmem (Pest 070411) 68/07/18 
Consol, dared Pdrson Co o‘ Now York, U>c. I03pp 4624 1:263-40242 005 

8607120553 NRC info Notice 80 050, “Efloct of Crcult Oroakor Capac.lance cn Avail- 
abr'rfy of Emergency Power." Svc f-$r encl 

ROSSI.CE Oivsion of Opcrat.onal Evonls Assessment (Post 870411) 88/07/18. 
Consol daied Edison Co oi New York. Inc 1 19pp 46257 256 46258 016 

8607180101 NRC Info Nolice 80-051. "Failures of MSIVs" Svc hat oncl. 

ROSSI.CE Divl9'on ol Operational Events Assessment (Post 070411) 88/07/21 
ConsoUdalad Edson Co oi New York, fnc t2tpp 46257 066 4025 7 2QQ 


fl. Perfodtc operating reports & related correspondence 


68D72002D8 Monthly operoi-ng ropt for Juno i960 for Llmor Ck Un.t 1 W/880713 Hr 
GROPP.R W.. ALDEN.W M Philadolph ; a Electric Co 80/06/30. 6pp 40222:1 16* 
46222 120. 


S Pepciioble occurrences, LERb & related correspondence 

8607070167 LER 80-021-00 on QBClGQI. control room HVAC isolallon rosilting from high 
chlorine concentration signal occurred Caused by rainwater contact.ng chlo'lno ana- 
lyzor probe D during storm Mod lo inabumeniation plannod W/880628 Hr. 

MENGERS.C A, LOGUE.R H. Philadelphia Electric Co 68/OB/20. 5pp. 40139 019- 
46139.023. 

6607070219 LER 00 009-02 on B0O324.RWCU l9o‘a1lon occufiod duo lo loaky PRV pro- 
ducing steam Hash in fogonorallvo HX room PRV roplacodRool caoso evaluation con- 
tinuing w/results oxpGClnd on 880729 W/080630 IU 

MENGERS.C A, FOGARTY ,E P Philodo'phia Electric Co 60/06/30. 6pp 46139 003- 
46139.080. 

6607120260 LER 00 OOB-Ol on 880323.dlscovorod that clecirlcal condull ponotraimg 
fire-mlod door lacked fire rated internal condjlt seals Cause undetorminod.Miaslng 
seals installed when cabio puli ng work comploto.W/800700 llr. 

MENGERS.C.A. FOGARTY, E.P PhTadoiphia Electric Co. 90/07/08. 5pp 46147 294- 
40147:298. 

8807100177 LER 80 023 OO.on 0000 10. emergency svc water pump. ESF. started during 
cahbr lost of dosol gonerator Dt3 low speed tachomotor relay.Caused by madequato 

K ocodure Procedure rovised W/06071 1 Hr 
ENGERS.C A.. FOGARTY, E.P. Philadelphia Electric Co. G8/07/1 l. 5pp. 46203:152- 
46203 158 

6607200359 LER 66-022 00 on 680609,lnadvortent stari of emergency diG30l generator 
during Installation of test equipment occurred. Caused by procedural deficiency. Sped a I 
Procedure SP-ST-012 rovisod.W/08071 1 llr. 

MENGERS.C A . FOGARTY, E.P. Philadelphia Electric Co 88/07/11. 7pp. 46221:100* 
46221:162. 


DOCKET 50*353 LIMERICK GENERATING STATION. UNIT 2 


A. AppUeat l on/ construction stage documents A correspondence 


8807160280 Forwards results of review priority tor open TACs.por 0BO527 memo. 
SURER. W.R. Project Directorate 1-2 88/00/10 VAHGA.S.A. D, vision of Reactor 
Projects - 1/11 (Post 070-111). 3pp. 46200.176-46200.177 

8807010669 Forwards Stale ol PA approval for plant to use new cooling water odd-Uvo 
& to discharge Un,i 2 rinses & fiusnos w / chemically treated water through holding 
P oni1 

WILLSEY.W.B. Philadelphia Electric Co. 88/0G/20. Office of Nucfear Roocior Regula- 
tion. 0 reclor (Post 670411). 3pp. 45907.270-45097:272. 

880629029 1 Forwards FSAR changes requ-red to Implemonl occeloratod last program 8 
techn;cal Justifications for chenges.per 070000 & 1 118 proposed power ascens'on tost 


6007060171 Forwards Amend 90 lo Icenso app' cat oi.conslst r.g or Rev 52 to FSAR 
lor Ufr.ei ck General ng S:ai on Unts 1 & 2 Rev roitoct plant design & incorporate re- 
vised FSAR figures in response to 8601 28 SALP rept. 

BRADLEY, E J Ph ledelphla Etectrlc Co 63/07/01. MURLEY.T E. Oft ce o? Nuclea' 
Reactor Regular on Oi*ec tor {Post 07041 l) Ip 46127 022*46 1 3 1 126 

-8B070Q0167 AT.eno 90 to license app'ica: on.ccns sl.ng of Rev 52 lo FSAR for Limer- 
1 cs Genera'ing Siatlon Unis 1 & 2 

BRACLEY.E.J Fh ladelph a Eleclrio Co 8B/07/01 6pp 46127.023-461 27 027. 

-0007060190 Rev 52 lo FSAR for Limer Ck General ng Slaton Ur.ils 1 & 2 
• Ph .lade 'phi a E'octrteCo 88/07/01 1,539p? 46127.028 48131 120. 

6607130221 Forwards Rev i to "Program for Independent Design & Const Assessment 
of Limerick • LHt 2.” Submill 9 1 p'ov.des revised program lo rel‘oci incorporation of 
860623 comments & d scusslcn al Region I ofc 

KEMPER.JS PhUatteiph a Electric Co 08/07/07 MURLEY.T E Ofico cl Nuclear Re- 
actor Regu'at O-n, Cirectcr (Post 8704 1 1). 3pp 46164 223-46164 252 

-0007130231 Rov i to Program fo* Independent Design & Cons* Assessment of lim- 
©rck-Llnl2.” 

WILUE.OJ, FLEMING, E 8 , DANIEL S.H E Stone & WebstQ' Engnee.'ir.g Ccrp 08/ 
07/00 27pp. 46161 226 46164 252 

8007130454 Generic Ur B8 11 to al I can sees of operating reactors & ro'dcrg of CPs re 
NRC post'on cn radiation embrittlement of reactor vesso! malls & mpaci cn p'enl 
opera? o °s Svc *isf & Rov 2 lo flog Gode J B9 and 

MIRAGL1A.F J. Assoc-aie 0 roclor tO' Project (Post 870411) 89/07/12 Ccr.SD'idated 
Ed son Co Ol New York, Inc 51pp. 46257 207-46257 267 

8007250173 Advises that plant review bnolng for Mu'loy & executive lean re PD*-2 
plants schcdu’ed far 860/21 Viewgraphs orcl 

BUTLER.wn Pro, act Directorate 1-2 89/07/13 BCGER.B A Prc;eci Drocforaie 1-2 
97pp 46272 285-46273.021 


F. Security, medical* emergency & fire protection plane 

8807080074 Rov 1 1 to om-crgency p'an fer L marled Generating Station Uriis i & 2 
SUI.UVAN.T j. instate ol Nuc’oar Power Operations 69/03/31 2iflpp 46132 131- 
46132 340 


K. UilUty Final Safety Analysis Report (FSAR) & amends 

8807060171 Forwards Arnold SO to Icenso appica’on.conslsl ng of Rov 52 to FSAR 
for Llrrerick General ng Station Un ta 1 & 2 Rov roi ocl p'ant design & incorporate re* 
vised FSAR figures In rosponso to 900128 SALP ropl. 

BRADLEY.EJ Pfilfldopnia Electric Co 8B/07/01. MURLEY.T.E Office of Nuclca' 
Reader Regu'aiion, Diroclor (Post 870411) Ip. 401 27:022-46131 126. 

-6807060107 Amend 00 to (cerso app( catto" consist ng of Rov 52 fo FSAR for Lfmor- 
ick GeToratmg Station Lfn ts i A 2 

0FIADLEY.EJ. Ph lade’pMa E'oclrlc Co. 68/07/01 6pp. -16127 023 46127 027 

-8007060190 Rev 52 lo FSAR for Limerick Gororal no Stellon tints l A 2. 

* Ph lado'ph a Electric Co 80/07/01. l,539pp 461 27 028 46131 120 


M. Antitrust correspondence 

0807070570 Conl.rms 060705 lelcon ro up-dated ant trust icvlow for facil ty.NRC agroos 
ih al company ha s u nt< I 08 00 1 5 t o re spend 1 o roq jc si 

RADEH.RM Conr©/ A Wotferhahn B8/07/05 LAMDE.W Po’icy Dove'ppmont & 
Technical Support Branch (Post 870411). Ip. 40126 094 46126 094 


8807060171 Forwards Amend 90 to license app'lcat'on.conslsiing of Rev 52 lo FSAR 
for Limer ck G tin ere f ng Sfal'On Un'fs f A 2 Rev t effect plant design & IncorpofQta fa- 
vised FSAR Lgires In response to 0001 20 SALP rept 

BRADLEY.EJ Ph In do 'ph la Eteciric Co 80/07/01 MURLEY.T. E Office ol Nuclear 
Reactor Rogu'el on, D reolor (Post 070411) ip. 46127 022 46131:126 

8806300347 NRC Info Not.co 00-045. "Problems In Protoclive Re'ay & Circuit Breaker 
Cocrdi nation " Svc lisi oncl 

ROSSI.CE. Division of Oporat-onal Events Assessment (Post 8704 11) 88/07/07 
Consol datod Edison Co. of New York, Inc 104pp. 46242:109-46242.212. 

8807000006 NRC rnfo Net ce 88 046. ‘ Licensee Ropt of Defoctlvo Refurbished Circuit 
Breakers “ Svc I st end 

ROSSf.C E. O.viston of Operational Events Assessment (Post 0704 tf). 03/07/03. 
Consolidated Edison Co. of New York, Inc 107pp. 46231:281-46232,027. 

8807160178 Responds to NRC Bul'eiin 80 003. "Inadequate Latch Engagement In HFA 
Type Latch ng Relays Mlg by GE." Results of review Indlcato no Gt HFA relays cur- 
rently in Class IE app ications al tec hties 

GAlLaGHER.J.W Phiadelphia Electric Co. 00/07/08. RUSSELL.W.T, Flog on 1, Ofc 
of the Director 3pp 461B6 204-46100 206 

8007220369 Responds to NRC 080615 Ur re vlo'atlons noiod In Insp Ropt 60 3 S3 /68- 
ID No correct-ve actions r.o cos 9-ary. as bull Instrument rack wold conflguraiion deter- 
mined to be sirucluraliy occepiabio by GE 

KEMPER. J S. Phi odolph a Elodnc Co 89/07/00 JOHNSTON.WV. NRC • No Da- 
ta tod Aff.l otion Givon. 3pp 46249.323-46249.325 

8807260029 Responds to IE Bulletin 06 002. "Static O-Rlna Differenllal Pressure 
Swiichos" Dcsiqn onaiysis porformed.conc’ud-ng that no Model 102 or 103 switches 
instal-od al faci ily. 

KEMPER.J S Philadelphio Electric Co 80/07/00. RUSSELL.W.T, Reg on 1, Ofc of iho 
Di.'OClOr. 2pp 46250.318-46259 319 

8807120291 NRC In'o Noilce 00 04fl. “Llcensoo Ropl ol Defective Refurbished Valves " 
Svc list enci 

ROSSI.CE DoisJon of OpemticnBi Events Assessment ff J osl 070411) 00/07/12 
Consolidated Ccison Co of Now York, Inc I03pp 46242 006-40242: 100. 

8807000360 NRC info Nolico 88 047, "Slowor-Than-Expoctod Rod Drop Times." Svc 
I st enci 

ROSSI.CE D.vlslon of Oporal'onal Events Aesossmont (Post 670411). 60/07/14 
Consolldatod Edison Co of Now York. Inc. I03pp 46240 222-46240:324. 

0807120550 NRC Info Notlco 00 049, "Marking.Handhng.Control.SlOfaflO & Destruction 
ol Saloguo'ds Info." Svc list end. 

ROSSI.C E Div s on of Operational Evenls Assessment (Post 070411). 00/07/10 
Consol datod Ed-son Co of Now York, Inc. 103pp 46241:203 46242.005. 

8807120553 NRC Info Notlco 80 050. "Effect of Circuit Breaker Capacitance on Avu I- 
abiltyof Err.orgoncy Power. " Svc hsl oncl. 

ROSSI.CE Division of Oporatonal Evonls Assessment (Post 670411). 80/07/10. 
Conso'ldaiod Edison Co of Now York, Inc ll9pp 40267:250-40250 010. 

8007100101 NRC Info Notice 08 051. “Foilums of MSIVs." Svc list oncl 
ROSSI.CE D. vision ol Operational Events Assessment (Post 070411). 00/07/21. 
Conso'ldotod EdiBon Co of Naw York, Inc. I2lpp 46257.086-46257:200 


DOCKEr 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


O. Inspection reports, IE Butfettns A correepondonce 


F. Security, medical, emergency & fire protection plans 


0806130168 NRC Info Notice 08-039. “LaSalle Unit 2 Loss of Roclrcu'alion Pumps W/ 
Power Cscil'a: on Event " Svc list end 

ROSSI.CE. D.vlslon of Operational Events AssossmGni (Post 070411) 80/06/16. 
Conao'ldated Ed son Co of New York. Inc 1 lOpp 46970 166-45970 266 


6806160340 NRC fnfo Notice 68-040, "Exam nors Handbook for Dovo’oplng Operator 
Licensing Exams " NUREG/BR 0122 & 6vc list encf 

ROSSI.CE Divfson of Operational Events Assessment (Post 8704 ti). 06/06/22. 
Consolidated Edison Co of New Yo r k. Inc 237pp 46240 325 40241 201 


6006170033 NRC Info Notice 08 041, ' Physical Protection Woakrosses ldenl.fiod 
Through Reguialory Effectiveness Rev.ews.’* Svc list oncl 

ROSSI, C.E. D.vlslon ol Oporailonal Events Assessment (Post 870411) 8B/06/2 2 
Conso idated Ed son Co. of New York. Inc. I22pp 45970 034 45978.1 55. 

6006170291 NRC Bulletin 08-008. "Thermal Stresses in Piping Connected to RCS " Svc 
list end 

ROSSI.C E Oivlson of Operational Evon:s Assessment (Post 870411). 8B/06/22. 
Consol dated Edison Co. of New York. Inc. 1 16pp 46019.037-4601 9: 1 52. 


0806210036 NRC info Noi ce 00-044, ’ Meehan col Binding of Spring Release Device in 
We s'jngh ouso Type OS-410 Circuit Breakers." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 80/06/24 
Conso'idated Edison Co. of New York, Ire. 1 13pp 46019 153 46019 265. 

8000240139 Suppl 1 to NRC Bulletin 89-OOfl, "Thermal Slrosses in Piping Connected lo 
RCS." Svc list end. 

ROSSi, C.E. Division of Operational Events As9©ssmont (Post 870411). 00/06/24 
Consol dated Edison Co. of New York, Inc 1 14 pp. 48019 206 46020 010 


6807080 U 2 Responds to NRC 080525 IU re vio’akons noted in fnep Repl 60-353/06- 
1 ^ Corrective actions lakencontemmaiad hearings disassembled, reefoaned & Inspect- 
fr** 1 *]? p/dpbr method’s fo/ lapping process. 
KEMPER. J.S Philadelphia Electric Co. 08/06/24. Docurreni Conlrol Branch (Docu- 
ment Control Oosk). 3pp. 46136 067-46136:069 


8807070577 Forwards f not exorcise ropt on 070000 for Artificial Island Radiofoglcal 
Emergoncy Siallon Olfslte radological omorgency plans & proparodnoss remain ade- 
quate to protec l health & safety on public in ovont of accldont 
BELLAMY.R.R Reolon 1. Ofc of Iho 0-rector. 00/00/28 MILTENBERGER.S. Pub'lc 
Service El ocl d a & Gas Co of NowJorsey 3pp 46123 110-40123:167. 

0007060370 Forwards Rev 1 lo Artificial Island socunty contlngoncy plan, Including 
recent NRC/F8I egreemonl that only FBI can cloa9lfy ovont as sabotage A Implomcn- 
latlon of ut-l response to Inap Repia 60-272/66 -30 & 60-311/06-32. 

MILTENBERGER.S Pub-lc Service Efeclrlc & Gas Co. of Now Jersey 80/06/29. Doc- 
ument Confrol Branch (Document Control Desk) ?pp 46076-3 17-46075:310. 

BS072Q022B Documonls 880606 mooting in Region I to proposed changes to protected 
aroa penmate r, security program enhancements & NRC-approvod safeguards cont n* 
gency plan concerning fnsp Repts 60-272/06-30 & 60-311/66-32. 

SJCBIOM.G.L Region 1, Ofc of Ihe Director. 00/07/01. MILTENBERGER.S. Public 
Sorvico Efoclrlc & Gas Co. of New Jersey. 4pp. 46220:324-46228:327. 

0007200168 Forwards Safely Insp Ropt 60-354/80- 16 on B00426 0631 No violations 
noted Insp documants six licensee fdentifiOd violations re plant first refueling outage. 
WENZlN(3Efl ( E.C. Region t. Ofc of the Director. 00/07/06. MILTENBERGER.S. 
Public Service Electric & Gas Co. of Now Jersey. 2pp 40220 209 46229:221. 

-B807200169 Insp Rept 60-354/08-16 on 860426-0531.No violations noted. Major 
areas inspoctod:opQrationo1 safety verification, surveillance testing.malnt activitios.ESF 
aya waikdown.l.ER followup, emergency proparodnoss & assurance of quality. 
SWETLAND.P.D. Region 1. Ofc of the Oiroctor. B0/O//O0. 11pp. 46229.211- 
46229 221. 

8607110476 Rov 0 to Artificial Island Emergency Plan Administrative Procedure EPIR 
10 f 3. "Emergency /response Porsonnel Telephone Us! " 

* Public Service Efoclrlc & Gas Co. of New Jersey. 00/07/00. 19pp. 46163:280* 
40163 304. 


8007120673 Forwards response to NRC Bulebn 06-004. "PoionVal Safety- Rotetod 
m ^ QSl 9 f ' od !o P f0vid o <'ow of 320 gpm por pump. 
KOWALSKI.S J Ph.iedelpti a Efoclric Co. 60/06/30. ROSSI.CE. Division of Operation- 
al Events Assessmenl (Post 870411). 16pp. 46154:330-46154 345 


8807120233 Rev 4 lo Emergency Plan Implementing Procedure EPIP 602, "Radiological 
Dose Assessmenl." 

• Public Service Electric & Gas Co of New Jersey. 88/07/00. 67pp. 40143:001- 
46143 080. 



6B07W028Q Forwards results at review pr.ority tor open TACs.por 88053? mamo. 
BUTLER.WR ProjOCt Directorate 1-2 88/06/10 VARGA.SA Oiv.slon Of Reactor 
Projects ■ I/ll (Post B70411) 3pp. 40200 175 46200.177 

06070 10338 Notification of 000620*20 mootings w/util at facility m Hancocks Bridge. NJ 
io a: sens u proposod in sorvico testing prog mm 

RJVaNBAnx.G Proioc ! Dr.'ocicrate 1-2 88/06/20 QUTLf ft.W.fl. Pro, eel Drrecicrat© f- 
2 3pp 45901 001 ■15901 003 

BB07 120567 Forwards Rev 8 to, "Technical Evaluation Rep! for EvaljaHon of OllS'-le 
Dose Ca’cu'ailon Manual." by EG&G Manual methods consistent w/guidol.nes & oc- 
cepiab’o on mtorim baa s. Requests that d scropancios bo discusses w/ut<l 
RiVENBARK.GW Projoct Difectoraio 1*2 80/06/20 MlLTENBERGER.S Pt.bl c Serv- 
ice Electric & Gas Co ol Now Jersey. 4pp 46113:107 40113 134 

-8007120572 ' Tnchnlcai Evaluation Ropt for Evaluation of Clfsito Dose Calculation 
Manual. Rov 0 " 

nUCE.S W. SERRANO, W.. AMARO.C.R. EG&G Idaho. Inc (subs ol EG&G, Inc ). FIN 
A -003 4 EGG PHY-7097. 07/12/31 NRC • No Doiailod Alti'iaHon Given 24pp 
461 13 1 1 1-461 13 134. 

B807 130454 Generic Llf 00*11 to a'.l Iconsoos of operating roactors & holders ol CPs ro 
NRC position on radiation om.bMitfoment of rooctor vessel mails & impact on plant 
operations Svc l!9t & Rev 2 to Reg Guido 1.99 oriel. 

MiRAGlIA.F J AssOClato O.roctor for Pro|ncls (Post 070411) 00/07/12 Connotated 
Ed.son Co of Now York. Inc 51pp. 46257*207 46257 257. 

8007210290 Appl cation for amend to License NPF-57,rovismg Scct-on 6. "Adm.nislra- 
five Centro's by deleting Figuros G.2 f t & 6.2 2*1 & repfacmg w/moro general orga- 
n ?at«onal roqu.romonts Foe paid 

MlLTENBERGER.S Pub'ic Service Electric & Gas Co. of Now Jorsey. 88/07/12 Doc- 
ument Control Branch (Document Control Desk) Gpp 4623*f 069 40?3*f 09f. 

-8007210296 Proposed Tech Spocs changing Soction 6 ro admnlstrahvo controls. 

* Public Service Eieclnc & Ges Co of Now Jersey. 88/07/12 15pp. 462D4 077- 
46234 091 

$007260173 Advises that p'onl roviow b/Jofrnp for MurJoy & executive loam re PDJ-2 
lanis scheduled for 00072 i.Viowgraphs oncl 

UTLFR.WR. Project Directorate 1-2. 80/07/13. DOGER.B A. Pro|oct Directorate 1*2 
97pp 40272 285 46273 02 1 


Q Inspection reports, IE Bulletins & correspondence 

0BG6 130168 NRC Info Notco 00 030. "LaSallo Unit 2 loss of Recirculation Pumps W/ 
Power Osc'Hei'on Evont " Svc list oncl. 

ROSSI. C E. O-vislcn ol Operational Evonta Assessment (Post 070411) BB/OG/15 
Consoiidaiod Edison Co. oi New Yorh, Inc 1 lOpp 45970.168 45970 268 

8007010398 Fo'wards Safoty Insp Ropl 50-354/00-14 on 080410 22 No vlo’at.ons or 
deviations noted 

BELLAMY.R R Roalon 1. 0!c of tho Diroctor. 00/06/21 MILTEN0EF1GER.S Public 
Sorv.co Electric & Gris Co of Now Jorsuy 2pp 46000 1 15-46000:126 

-0607010402 Insp Ropl 50*364/00-14 on 8004 18*22 No violations O- deviations 
noted Major areas Inspcclod.&ol d radwaslo processing preparation, packagng & shp- 
png program, including prov.ously Idontifiod Homs 

RICE HOUSE .H, PASCIAK.WJ Region t, Ofc of iho Oroclor 08/06/20 10pp 
46008 117-40008 120 

8807010471 Forwards Safety Insp Ftcpt 50*354/00*10 on 080404*00 No violations 
noted 

GALLO. R M Ronton 1. Ofc of Iho D.roctor 08/06/21 MlLTENBERGER.S Public 
Sorvico Eloctrlc & Gas Co ol Now Jorsay 2pp 45097:278 45997 294 

-0807010474 Insp Repl 50-354/00*10 on 880404*00 No violations nolod Major areas 
inspected rovlow of previously Identified unrosoivod Items & maim outage rr.gi ihol on- 
compassod observations of fim.lorquo vnfvo operator fnsp 

FINKEL.A., REBELOWSKI.T.. DLUMOERG.N. Region t. Ofc of tho D.roctor BO/00/21. 
1 5pp 4599? 20O-45g97:2O4. 

8008 100340 NRC Info Notico B8-040. "Examiners Handbook for Develop ng Opo/ntor 
Licensing Exams." NUREG/BR-0122 & svc list oncl. 

ROSSf.CE Otvislon of Operational Events Assessment [Post 370411) 8Q/OQ/22 . 
Consolidated Edison Co. of Now York. Inc 237pp 46240 325-40241*201. 

$806170033 NRC into Notico 88 041. "Physical Protection Weaknossoa fdonil/Jed 
Through Regulatory Effoctivonoss Roviciwa Svc list oncl 

FtOSSl.C.E. Division of Operational Evonls Assessment (Post 870411) OO/OQ/22 
Conso'idalod Edison Co. Of Now York, Jr>c. 122pp. 45978.034-46970. 155 

8806170291 NRC Gullolin 00 000, "Thermal Stresses in Pip ng Connocied to RCS " Svc 
JJ9l encl 

ROSSl.CE. D.vlsion of Operational Events Assessment (Post 070411) 00/QB/22 
Conso'ldatod Edison Co. of Now York. Inc. IlGpp 46019:037*46019: 152. 

8807010196 Ack roceipt of 000526 Hr Informing NRC ol step3 taken to correct violations 
noted In Insp Ropt 60*354/98 03 

DURR.jp Region 1. Ofc of tho Diroctor. 00/06/22. MlLTENBERGER.S. Publ.c Sorv- 
Ice Eloctrlc & Gas Co. of Now Jorsey 2pp. 4Q009.067-460Q9 072 

6007060311 Forwards summary of 880609 enforconmont conference in King of 
Prussia. PA re program lo prevent employee discrimination 

KANE.W.F. Region i. Ole of Iho Director. 08/00/23. MlLTENBERGER.S. Publ.c Sorv* 
ice Electric & Gas Co. of New Jorsoy. 2pp. 401 16:035-461 18:008 

*•8807060317 Enlorcomont Conference Ropt 50*354/88 20 on 0006Q9.Ma|or areas 
inspected Dopt of Labor datorminatlon that contractor Bogan discriminated egsinst 
empfoyou for raising aafoty concerns. Agenda & supporting info oncf 
SWETLAND.P.D. Reg'on 1, Ofc of Iho D.roctor. 00/06/17, 62pp. 46118:037- 
461 10 000. 

6806210038 NRC info Notice 80 044. "Mochanlcal Binding of Spring Roloaso Dov.ce in 
Westinghouse Type DS-416 Circuit Breakers/’ Svc lisl encl. 

ROSSf.C.E. Oivrsron of Operaffonaf Evonfs Assessment (Post 8704 it) 88/0Q/24. 
Consolidated Edison Co of New York, Inc 1 13pp 46019:153-46019:265. 


ROSSJ.C.E Divis on of Ope/ailonaJ Evenfs Assessment (Posl 870411) $0/06/24 
Conso'ldated Ed son Co ol New York, Inc 114pp 46019 266 46020 010 

aa07f3Cf00 Forwards L.censeo Mgt Mooing Ropis 50 354/86-21, 50-3Tf/$8 15 & 50 
272/08*15 on 800526. 

KANE.WF Region 1. Ofc of the D.rectcr 60/ 06/ 29 M'lTENBERGER.S Pub’ic Serv- 
ice Electric & Gas Co of Now Jorsoy. 2pp 46165 057-46T65.085 

-8007130102 Licensee Mgl Mooting Ropis 50-272/80-15.50 311/80-15 & 50*354/80 
21 on 8B0526 Ma|o r eroas discussed safety sys funct'onal review p'ogram..nclud ng 
progtam coals.program scope & rosults 

SWCTLAND.PD. Rogon 1. Ofc Of tho Director 80/06/24 27pp 46165.059* 
46UJ6O05 

8807060447 Into/ma ihai ufJ wfl be convert ng equipmen} quahheaben aodi b nders 
from pu'chase order basis to dqu pment typo basis, in response to Unreso'vcd item 
50*354/8003. 

MJLTENBERGED.S Pub'ic Service Electric 8 Gas Co of Now Jersey $8/06/30 Doc* 
umoni Conlrol Branch (Document Control Desk). 4pp. 46114 207*46114 200. 

0807200225 Oocumpnts 880606 meeting in Region f ro proposod changes (o protected 
area perimeter, security program enhancements & NRC-ap proved safeguards contin- 
gency plan concerning Insp Repts 50*272/06 30 & 50-311/86-32. 

SJO0LOM.G L Rogion T. O'c Of the C rector 00/07/01 MlLTENBERGER.S Pub^c 
Ser/.co Eleclr,c & Gas Co of Now Je'soy 4pp. 46220.324*46220 327. 


8607250234 Ack receipt of 000519 Itr informing NRC of 9tops lakon to correct violations 
noted In Insp Repts 50*272/00-09. 50-31 1/80 09 & 50 354/08 07 
BElLAMY.R R Region 1. Ofc Of the Drecior 08/07/01 MlLTENBERGER.S Pub'ic 
Serv.ce Elocir.c & Gas Co ol Ndw Jorsoy 3pp 46205 1C6 46205 1 12 

$80720016$ Forwards Sa/aiy Jnsp Repl 50*354 /BB 10 on $80426 0531 No VJO?a»ons 
roCod fnsp documents six 1‘consoo idonhfiod vlolaiicns re plant first refuel ng outage 
WENZINGCR.E.C Region 1, Ofc ol tho Director DB/0//06 MlLTENBERGER.S 
Puhkc Se'vco EJecidc & Gas Co of New Jersey 2pp. 40 229 209 46229.221. 


-0807200169 Insp Ropl 50*354/00-16 on 0B042C 053l.No vlo’afcns nolod Major 
areas inspnetod oporafionaf safoty verification, survoi.fance tosfing.mamt acf vitfos , ESF 
sys walkdawn.l.ER loi'owup.omergoncy p'oparedness & assurance of quality 
SWETLAND.PD. Reg.on 1. Ofc of Iho Director 00/07/06 Upp 4B229 211- 
46229 221 


8800300347 NRC Info Notice 88 045. ’’Protloms in Protective Ro'«y & Crcu.t Broaker 
Coordmaiion " Svc list oncl. 

ROSSI. CE Dlvison ol Operational Events Assossmom (Post 07041 1). 00/07/07. 
Conso'.idaiod Ed son Co of Now York. Inc. 10*ipp 46242 109 4G242 212 


8807080000 NI1C Info Notico 88 046, ' Llconsoo Rep: ol Defective Hofurbshed Crcu t 
firoakors Svc lisl oncl 

ROSSl.CG Divlson ol Operational Evonls Assossm.ont (Post 070411). 00/07/00 
Consolidated Ed.son Co of Now York. Inc 107pp. 40231. Pfll *46232.027 


0007120291 NRC Info Not-co 00-040. Llconsao Ropt of Dofoctlve Refvrbl&hod Valves" 
Svc iisi oncl. 

ROSSf.CE Division cf Oporationof Evonts Assossmom (Post 07041 1) G6/07/f2 
Conso'ldaiod Ed.son Co of Now York, lr.c. I03pp 46242 006 48242 108 


8807190101 Forwards rosponso to NRC Dul'otln 00-004 re potential safoty rolatod pump 
loss Subi concom does not affect fac I ty 

MlLTb'NDERGER.S Pubic Sorv.co Etoclrlc & Gas Co of Now Jorsoy. 09/07/ 12. Doc* 
uinoni Control Branch (Documonl Conlrol Dosk) 7pp 40206 1 70-40230 1 76 

$80708038$ NRC Into Nolico 8B O 47, ■ , SJowpr-Thar>*Expactod Rod- Drop Times ” Svc 
Hat oncl 

ROSSl.CE Division of Operational Evonts Asaossmont {Post 070411) 08/07/14 
Conso'ldaiod Ed.son Co Of Now York. Inc I03pp 48240:222-46240 324. 

8807120660 NRC Info Notice 80 049. ■ Marklng.Hand’ing.Ccntrol.Storage & Destruction 
of Safeguards Info." Svc f>3l oncf. 

ROSSl.CE D-vislon of Operational Events Assessment {Posi 07O4U). 80/07/18. 
Consoiidaiod Edison Co of Now York, Inc. 103pp. 40241 283-40242 005 


8807120563 NRC Info Nolico 00 050. Effect of Circuit Breaker Capacitanco on Avail- 
nb’l ty of Emergoncy Power.” Svc llsi encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). 80/07/10 
Consolidated Ed.son Co of Now York. Inc 1 19pp. 46257 250-49258 016. 


6807180101 NRC Info Notice 80-051, "Failures of MSlVs “ Svc Hal oncl. 

ROSSl.CE Division oi Operational Evonts Assessment (Post 070411) 88/07/21. 
Consol dated Edison Co. of Now York, fee. I2lpp 4025? 086 48257 208. 


R. Periodic operating reports & refafed correspondence 


8807180360 MonlhV operotng ropl tor Juno 1968 for Hcpo Creek General ng Station 
Unit 1 W/000716 Itr. 

JENSEN.H-. LABRUNA.S. Pub'ic Service Electric & Gas Co of New Jersey. 88/00/30. 
20pp 46 203:268 40203 287. 


S. Reportable occurrences. LERs & related correspondence 

80070 f 0162 special Ropl 00 DO! -Of . on 880l2QJnvo‘id ladure lo siart diasei generator A 
expenencod.Causod by m’sconl.gurod part received from vendor. Missing Jumper wPo 
in contactor replaced & s.milar contactors inspocled. 

LABRUNA.S., ERVIN. A M. Public Service Eleclric & Gas Co. of New Jersey 88/06 1 
24 Document Control Branch (Document Control Desk). 7pp. 46009:060-48009 066. 


8807 130454 Generic Lfr 68*11 lo all licensees of operalmg reactors & ho’ders pi CPs re 
NRC pos^oa on radiation embnn foment ol reactor vessel mails ft impact on P'&nt 
operations Svc list ft Rev 2 to Reg Gu.de 1 99 encl 

MIRAGtlA.F.j. Associate 0< 'actor for Projects (Post 97041 1) 80/07/12. Consolidated 
Edison Co. of New York. fnc. 51pp 46257 207 46257.257 


O Inspection reports, IE Bulletins & correspondence 

8806130168 NRC Into Notice &Q-039. "laSa'to UnV. 2 Loss ot Recwcuiauon Pomp* W/ 
Power Oscillation Event.' 1 Svc 'is! encl 

ROS-SI.C.E Division of Operational Evenis Assessment (Posi B70411) 00/06/15 
Cor.soi dated Edison Co of New York. Inc 1 lOpp 45976.1 56 4597B 266 

8006160340 NRC info Notice 88-040, "Exam no/ $ Handbook for Dcvo'opmg Operator 
Licensing Exams." NUREG/6FI0122 ft svc 1st end 

ROSSLC.E Drv is on ol Operational Events Assessment (Posi 670411). 00/06/2? 
Conso'ldated Ed son Co of Now York, tnc 237pp 48240 325 4 6241 201 

8806170033 NRC info Notice 86-041, "Physical Protection Weaknesses identified 
Through Rogu’alory Effectiveness Reviews " Svc i st end. 

flOSSI.C.E. Ovislon of Operational Events Assessment (Post B70411) 89/06/22. 
Consolidated Edison Co ol New York. mo 122pp. 45970 034 45978 155 

6806 170291 NRC Bulletin 88*008. “Thermal Stresses in Piping Ccmociod to RCS." Svc 
list oner. 

ROSSI, CE Division ol Operational Events Assessment (Post 670411) 66/0C/22. 
Consolidated Edison Co of New York. Ir.c 1 16pp. 46019.037 46019 152. 

8B062 10038 NRC Info Notice 89 04 4. “Mechanical B-ndng of Sprng Release Device m 
Weatinghouse Type DS 4 iQ Circuit Breakers “ Svc 1st end. 

ROSSI. CE O.vislon of Operational Events Assessment {Post B7Q411). 09/06/24. 
Consol dated Edison Co. of New York. Inc 1 13pp 460 1 9: 15 3-460 10 265, 

8006240139 Suppl 1 to NRC Bul’elm G0-OCB. "Thermal Stresses in Piping Connected to 
RCS " Svc I. si ©nd 

ROSSI.C.E Ovlsion of Operational Events Assossnnor.t (Post 870411) 00/06/24 
Consol daied Edison Co of New York. Inc. H4pp 46019 206-46020:010 

080630*0347 NRC inlo Nof.ce 80 045. "Problema in Protective Re’ay & Circuit Breaker 
Coordination ” Svc hst end 

ROSSI.C E. Division ol Operafonal Events Assessment (Posi 87041 1) 90/07/07. 
Consol datod Edison Co of New York. fnc. I04pp 46242 109-4B242:212 

0807080006 NRC info Notice 08 046, ‘ Uc on so o Rept of Defecirve Refurbished Circuit 
Breakers ” Svc list end 

ROSSI.C.E Dhrsion ol Operational Events Assossmort (Post 870411). 88/07/08 
Consolidated Edison Co o< New York, Inc. I07pp 46231:201-46232 027. 

6807120291 NRC Into Notico DB 049. "Lfcenseo Rept of Defective Rofurblshed Valves. " 
Svc list onct. 

ROSSI.C E. DhrOlon of Opora'onal Evonls Assessment (Post 870411). B0/O7/12. 
Consol dated Edison Co Ol Now York, Inc lOJpp 46242:906 4 6242 108. 

8807000366 NRC Info Nolice 08-047. "S'ower-Than Eypecied Rod Drop Times " Svc 
l>9 1 and. 

ROSSI.C.E. Division of Operational Events Assessment (Post 87041 1) B8/07/14. 
Consolidated Edison Co of Now York, Inc I03pp 46240 222*46240. 324. 

6607120650 NRC Info Notice 66-049, “Marking.Hondi ng.ConYol.Storaqe ft Destruction 
ol Sul ©guard s into ” Svc list or.cl 

ROSSI.C E. Division of Operational Events Assessment (Post 870411). 0B/97/1S 
Consolidated Edison Co. of New York. Inc 103pp. 46241 263-46242 005. 

8807120563 NRC info Notice 86 05Q, "Ettecl of Circuit Breaker Capacitance on Avail- 
ability of Emergency Power " Svc list encf 

ROSSI.C.E. Division of Operat-onai Evonls Assessment (Posi 970411}. 69/07/10. 
Consolidated Edison Co or New York. Inc. 119pp. 4626 7:250 4 0259 016 

8807180101 NRC Info Note© 86-061. ’’Failures of MSlVs" Svc listener 
ROSSI.C.E Division of Operational Events Assessment (Post 870411}. 88/07/21. 
Consolidated Edison Co. of New York. Inc. I21pp 4625 7 086*46257:206 


DOCKET 69-381 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency ft lire protection plane 


p. Operating license stage documents & correspondence 

6897110321 Forwards. 'Technical Evaluation Rept for Natural Circulation Cooldown 
Test Performed &t Son Onolio Nuclear Generating Station." inadvertently omitted 
from 000224 Hr. 

HICKMAN. D.E. Project Directorate V. 08/96/23 BASKIN.K P. Southern Ca'iforn a 
Edison Co. COTTON.G D. San Diego Gas ft Eloclric Co. 4pp 46100001-46100072 

-6997110333 Technical Eva'uation Ropi for Natural Circulation Cooldown Test Per- 
formed el San Onofre Nuclear General ng Slniion " 

JO.JH. PERKINS.K.R. Brookhaven National Laboratory Fin a- 3843. 07/10/16. 
Office ot Nuclear Reactor Regulation. Olroctor (Post 67Q411). 58pp 46100 006- 
46100072. 

6B07210322 Forwards safety evaluation ro uiil 880208 submittal of ro9ulls of hazardous 
cargo mentoring proaram in accotoanco w/Tech Spoc 6 9 1.1 4. Procedures shou’d bo 
coriecied to be consistent w/SRP 2 2 3 guldelnes. 

HICKMAN.D.E. Project Directorate V. 68/00/23. GASKfN.K P. Southern California 
Edison Co. COTTON.G-D San Dlogo Gas & Gleclric Co. 4pp. 46199.044 40109.040. 

-690 7210336 Safely ovaluailori re util 860208 offsito hazards oveluation. Tolal risk w/ 
each type of hazard.w/p'oper opplcat on of SRP 22 3 gudo3ne9 A on basis of cur- 
rent hazardous cargo trefflc.remains acceptably sme'f 
* NRC • No Dot ailed Affi'iailOn Given 88/06/23 Ip. 46100 040-161 99.048 

69071 10597 Forwards SER cor-ditionaiy occophng rosponso to Genoric Ur 03-29 ro trip 
breakers.ConUmailon of procedures re armature of undorvoltago trip ailachnient 
down in energized posilgn when measuring slated cloa/ance requested 
HICKMAN.D.E. Prolocl Directorate V. 88/06/24 BASKIN.K P. Southern Ca'ifornla 
Edson Co. COTTON.GD San Dioqo Gas & Efoclric Co. 4pp. 4G082 310*46082 31 7 

-0807110510 SER conditionally uccoptmo response to Generic Hr 83*28 

■ Office ot Nuclear Reactor Regulation, Doctor (Post B70411) 80/06/24. 4pp 
46002:314*46002 317. 

8007130263 Forwards ro!«co of consideration of issuance of amends lo Llconsos NPF- 
10 & NPF -15 ft opportunty for hearing re 880814 request to change Toth Spocs 3/ 
4 13 4 to increase altowabfe drop lime Irom 3 to 3 2 s (Proposed Change 263) 
HICKMAN, O.E. Project Directorate V. 88/06/29 BASKIN.K.P Southern Califom -0 
Edison Co. COTTON, G D. San Diogo Gas & Efoclric Co. 4pp. 46166:050-46166 060. 

-8807130266 Nolle© of cons 'dor a! Ion o( issuance of amends to Llconsos NPF- 10 ft 
NPF- 15 ft opportune/ for hoaring ro 80C014 request to rovlso Toch Spnc 3/4. 1.3.4 to 
Increase eHowabfo drop lime from 3 to 3 2 8 

ROOO.H Pioinct Oifoclotale V. B0/O6/29. 5pp 46 1G6 062 -46 166000 

8807070056 Forwards odd) Info supporting util responso to Gonorlc Ltr 06-06 ro rmp'e- 
msnlBton of reactor coolant pump top enterfo. 

MEOFORD.W.O. Southarn California Ed-son Co. 88/07/Ot Documont Control Branch 
(Document Control Dosk) 6pp. 46118:236-46110:241. 

8807130260 Forwards Amend 11 lo Top cal Ropl SCE-l-A, ”OA Progrnm.“ 
MEDFORO.MO Southern California Edison Co 88/07/07 Oocumont Conlrot Branch 
(Document Control Desk), 2pp. 461 71: 165-461 7 1:3 15. 

-8807130281 Amond 11 to "QA Program." 

BASKIN.K P. Southern California Edison Co. SCE*1*A A tl, 00/07/31 159pp. 

40171:157*46171:315. 

0807130464 GonorJc Llr 86-1 1 to all licensees of operallng reactors ft honors of CPs ro 
NRC position on radial. on embrittlement of reactor vessel matfs ft Impact on plant 
oporailons Svo Hsl ft Rov 2 10 Rog Guido 1 00 ©net 

MlRAGLfA.F.J. As90Ciato O^roctor for Projects (Post 870411}. 80/07/12. Consolidated 
Edison CO- of New York, fnc. 61pp. 46257:207-46257:257 

B0O7 190071 Proposos rev to Toch Spec requirement to measure CEA drop times prior 
to startup fo'iowing each refueling 

MEDFORD.M.O. Southern Californio Edison Co. 88/07/13. Documonl Control Branch 
(Document Control Desk). 2pp 46209:201-46209 202. 

0607220371 Forwards request fer addl info re proposed change to Toch Spoc 3/4.1 3 4, 
"CEA Drop Tlmo." Including justlficallon of Increase in BERH1. 

HICKMAN.D.E. Projecl Dirodorate V. 68/07/13. BASKIN. K.P. Southern Ca'ifornia 
Edison Co. COTTON.G.D San Diego Gas ft Electric Co 4pp 46249:276-46249:281 


6807050304 Revised emergency plan Implerrenl rg procedures.ir.cVding Temporary 
Chango Notice 4*1 tor Rev 4 lo S0 123 Vilf-40, Health Fhys cs Leader Duties" ft Tem- 
porary Change Notice 4-2 to Rev 4 to S0123-V111-50. "Technical. . " W/ 8 80623 ltr. 
WHARTON.MA. Southern Ca'ifornia Edison Co. 08/06/23. Il7pp 46020 122- 
46026:238. 


8807070590 Forwards Rov 20 to physical security p'an. incorporating textual ft Uqutq 
(drawing) changes.Rev withheld (ref 10CFR73.21). 

MORGAN. H E. Southern Ca’ltornla Edison Co. 08/06/24 OfLce ol Nucloar Reactor 
Regulation. Director (Posi 87941 1). ip 4Qi 16:264-401 18 264 

8807070603 Forwards Rev ifl lo phys'cdf socuriy plan.Ftov Incorporates taxlual 
changes to perm.t relaxsuon of access safegjarda require moms during preplanned 
emergency drill s.Rev withheld (ref 10CFR73 21} 

MORGAN, HE. Southern Calforcia Edison Co. 88/06/24 Oifice ol Nuclear Reactor 
Regulation, Director (Post 87041 1 }. ip 46119.14946119:140. 


9607100266 Forwards facl“ity procedu/os goverang 10CFR50. 59 reviews. 

MEDFORD, M O Southern Ca’ifornla Edison Co 88/07/16. Document Control Branch 
(Document Control Desk). 2pp. 46209.318 46210.287. 

-8807190340 Temporary Change Notico 1*2 to Rev 1 to Operations Dtv Procedure 
S0123-9-14, "Notification ft Reporting of Significant Evenis." 

* Southern Ca'tlom h Ed.son Co. 88/00/16. 45pp 46200.320 482 10:004 

-8007190346 Temporary Change Notice 11*3 to Rev 11 to Administrative Procodure 
S0123-VI-1.0, "Documonls * Review ft Approval Process for She Odors, Procedures ft 
Instructions.” 

SHIELDS.J.C., MCGEE, B.L. Southern California Edison Co. 87/09/ 14. 4?pp 
40210:005*46210.046. 

**0807260119 Tempojary Change Notice 1V4 to AdmlnisUaiive Procedure S0123-VI- 
1 . 0 , "Documents • Review ft Approval Process for Site Orders.Procedures ft fnslruc* 

lirtflft ” 


O. Adjudicatory correspondence 


MCGEE. B.L., SHIELDS.J.C, Southern Ca’ifornla Ed-son Co 88/06/30. 4pp. 
46210.047-46210 050. 


8807070504 Forwards order suspending license 6010 2 ft notifying of denial of applica- 
tion for renewal ©J license based on failure of three drug tests 
STELLO.V. Ofc of the Executive Director for Operations. 08/06/15. ACOSTA M P 
Acoa ta . M.P . 1 p. 4607 6:323- 4 6076: 3 29 . 


-B8071 90347 Rev 3 10 Administrative Procedure SO123-VM.0.1, "Documents - Tempo- 
rary Change Notices (TCNs) Preparation, Re v/ew, Approval. incorporation ft Distribu- 
tion." 

• Southern Ca'ifornia Edison Co. 80/01/28. 30pp. 46210.051-46210:080. 



lenpora'y i.nnrge noi co 11 id mgv i lo Procedure SCMi'JVl-l J. 
"Documents • Gu:dolnos fO' Completing Unrovlewed Question & Env ron Evaluation " 
MCGEE.D L Southern Cal fomla Ed son Co 85/12/10. 14pp. 46210 085-46210 01)7. 

-6807250149 Temporary Change Nolle© 1-2 1o Administrative Procedure S0123VM 3, 
"Documents • Gu.doiros tor Comp’oling Unrovlewed Safety Quasi on S Environ Eval- 
uation ” 

MCGEE.OL . KRIEGER. SHIELOS.J C. Southern California Ed son Co 07/05/15. Ip 
46210 090 46210 090 

-6607190301 Temporary Change Notco 6 6 to Eng'reer.ng Procodijro S0123-V-4 14. 

* Proposed Fac i'ty C hango (RFC) " 

* Southern CaMorn a Edison Co 08/03/29 I4pp 46210 099 46210 112 

-6607190364 Temporary Change Note© 2 1 to Rov 2 to Genora 1 Procedure S0 1 23 XV- 
5. "Nonconforming Matl. Parts or Components*’ 

* Southern Califonva Edison Co 08/05/19 40pp 46210 113 46210 152 

-8007190366 Rov 6 to Depi QA Procedu'O E&C 24-10- 15. "Preparaiion. Review & Ap 
provel of Proposod Faci’ity Changes (PFC) & PFC Packages iPFCP) for San Ono're 
Nuclear Gono'Aimg Station 1.2 & 3 " Proposed Chongo Notices 1,2 & 3 encl 
EASTMAN. LA Southern Collornla Edison Co. 80/02/01 49pp. 46210.153- 

46210.201 

-6607190370 Hov 4 to Deni OA Procoduro E&C 24-10 16. "Devel&pmonl. 

Ruview.App'oval & Roloaso of SCE Oosign Change Package (DCP) & Assembly W/ 
Proposed Faciily Changos (PFC) San Onofre. 1. 2 & 3." Proposod Change Notico 1 
end 

EASTMAN Soulhorn California Ed.son Co. 80/02/01. 23pp 46210.202-46210.224 

-8807190372 Rov 3 lo Dopt QA Procedure E&C 24-10-17. "Intor.m Doslgn Change 
Nohco flDCN)/ Design Chango Notice (DCN) for San Onofre Nuctoar Generating Sla 
ton t,2 & 3 ’’ Proposod Change Noli cos 1,2.3 & 4 encl. 

EASTMAN Southern Col fornlfl Edison Co 87/02/04 12pp 46210 225 46210 236 

-8807100373 Rev 0 to Dopi QA Procoduro E&C 24-10-19. * Development, 

Reviow.Approvol & Roloaso of SCE limited Chongo Packages (LCPs) San Oncrnu Nu 
cloar GunoraLng Stat.on 1 ,2 & 3.’* Proposod Chango Noiico 1 onci 
EASTMAN Soulhorn Cal.1orr.la Edison Co 06/02/01 62pp. 462 10 .237-46210 260 

-8807200076 Rov 2 to Depi QA Procoduro ESC 24-10 21. "Preparation. 
R ov i ow. Approval & Roioaau ol Fiold Change Not cos tor Issuu to Const/Sloflup/Mainl 
W/o SCE Design Chango Packngo San Qnofro . 1.2 & 3.” Proposod Change Notices 
t,2 & 3 onef. 

EASTMAN Southum California Edison Co. 87/02/04 9pp 46210 201-40210 289 

-8807200070 Rov 4 to Dopt QA Procoduro E&C 40 9 21, "Nuclear Satoiy Group 
Rov.ow.Eva'uat on & Audi Responsbllitos for Son Qnofro Nucluor Gonorat ng Sin- 
von " Proposed Chango Notices f A 2 onci 

HENRIKSON.P. CunRAN.JM Snulhorn Co<ifornla Ed.son Co 66/04/18 ICpp 
46210 270-46210.207 


0. Inspection report*, IE Bulletins & correspondence 

8808130166 NRC Into Notco 80 039, "LaSalle Unit 2 Loss ol RoCTCu'Olicn Pumps W/ 
Powor Qsc.llolion Event ” Svc list onci 

ROSSI. C.6. D.vlslon ol Operational Evoms Assossmont (Post 070411) 08/00/ 15. 
Consolidated Ed son Co of Now York, Inc IIOpp 45970 156 450/0 260 

8806160340 NRC Info Nohco 06 040, "Examiners Handbook for Developing Qporalor 
Licensing Exams " NUHEG/BR 0122 & svc list onci. 

ROSSI.CE. D.vislon ol Operational Evoms Assessment (Post 370411) 86/00/22. 
Conso'iualed Ed.son Co. ol Now York. Inc. 237pp 46240 325 4624 i 201 

BB06170033 NRC Info Notco 06 041. "Physical Protoction Woaknossos idonlifiod 
Through Rogulaloiy Effectiveness Roviaws " Svc list onci 

ROSSI.CE O.v.sion of Operational Events Assessment (Post 670411) 00/00/22 
Consolidated Edison Co of Now York. Inc I22pp 45978 034-45978 155 

6606170291 NRC Bullotm 60 008, "Thermal Stresses in Piping Connected lo RCS." Svc 
list onci. 

ROSSI.CE. D .v.6lon of Operational Events Assessment (Post 870411) 08/06/22 
Consol.datod Edison Co of Now York. lac. 116pp. 46019 037-46019 152 

0807140220 Forwards Insp Repts 50-206/80-13,50-381 /B0 1 1 & 5D-362/BB-11 on 
0804 10 0521. No violations notod. 

ZIMMERMAN.R P Royion 5. Ofc of Ihe Director 00/06/22 BASKlN.K P. Southern 
California Edison Co. 2pp. 46178 050-46170 064. 

-8807140222 Insp Ropts 5O-2O6/GO-13.5O-301/B8 U & SO-362/0B 11 on 600410- 
0521. No violations notod. Major areas inspected operational safety 
voriheaf on. evaluation of planl trips & events & monthly surveillance & maint act.vlt.Q9. 
HUEY.F.R. TATUM.JE, HON.A.L Region 5. Ofc of the Dirocior 00/06/22. 13pp 
46178.052 46178 064 

8807260167 Notifies that owner ropl ol insorvlce Insp complete through Cycle 4 refuel 
mn outage. por 800310 & 0408 subm uals 

MORGAN.HE. Southern California Edison Co. 80/06/23 MARTIN, J B. Region 6, Ofc 
Of Ihe Director 2pp 40276 331-46276 332. 

8006210038 NRC Info Notice 80-044. "Mechanical Binding of Spring Rolease Dovlco in 
Wosllnghouso Type DS 416 C'rcuil Breakers " Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Posl 870411). 88/66/24 
Con90l-daied Edison Co. Ol New York, Inc. 1 13pp 46019.153-46010 265 

6806240139 Suppl 1 to NRC Bulletin 88-008. “Thermal Sirossos in Piping Connectod 10 
RCS " Svc I si onci. 

ROSSI.CE Division of Operational Evoms Assessment (Post 070411). 88/06/24 
Consol dated Edison Co. of New York, Inc. 1 14pp 46010 268 46020,016. 


8007 1 10507 Forwards SER ccnd llonally accopl-ng response to Generic Lb 83-20 re top 
breakers Confirmation of procedures re armature of undervo'iage trip attachment 
down in enorcNed position when measuring slated clearance requested. 
HiCKMAN.D.E. Project D rector etc V 88/00/24. BASKlN.K P Southern California 
Ed son Co COTTON.G D San D;ogo Gas 8 Electric Co 4pp 46082 310-46002.317. 

-8807110510 SER conditionally accepting rosponso 10 Generic Lir 03-28 
* Office of Nuclear Raacior Regulation. D. rector (Post 870411) 86/08/24 4pp 
46082 314 46082 317. 

0807200324 Forwards Insp Repts 50 206/08-1 B.GO-361/00-l 7 & 50-362/88-18 on 
08G502 0G09.No noncorrpl ftneo notod 

SCARaNO.R A Reg on 5. Ofc of the Director. B8/06/29. BASKlN.K P. Southern Cal.- 
forma Edison Co. 2pp 4622 1 : 194-40221-207 

-8007200330 Insp Repls 50-206/88-18,50 361/80-17 & 50-362/88-18 on 060502- 
0609 No violations noted Major aroa9 inspected unraso'vod & open items. ln-offico 
rovaew ol periodic & apodal repts & allegation followup. 

RUSSELL.J E . OLOCK.S. YUHAS.G P Region 5. Cfc of iho Dlreclor. 08/06/29. 
I2pp 46221:106-40221 207. 

0806300347 NRC info Nofico 88 045. ‘ Probfoms rn Prolecfrvo Rofay & Cfrcuil Breaker 
Coordination." Svc Hal onci 

ROSSI.C E Div.alon of Operational Events Assossmonl (Post 070411). BB/07/07 
Comolidafod Ediscn Co Of Now York. Inc 104pp. 46242. 109-46242 212 

8B07OQQ00Q NRC inlo Noiico 86 046. "Licensee Ropi of Defecfrvo Rof(.rtrfsfred Circuit 
Broakors " Svc list onci 

ROSSI.CE Divls.on of Qporat ona! Evoms Assessment {Post 070411). 88/07/00 
Conso’idalod Edison Co. of Now York, inc 107pp. 46231 281-46232 027. 

8807180320 Forward 9 Exam Pools 50 301/OL-Od Ol 3 50 302/QL-0O 0J adm'nlsie/ed 
on 800531-0603 Based on NRC evaluatiorvfac.il ty roqua’iflcaiion program ovaiualod 
a9 "satisfactory " 

PATE.R.J. Rog ; on 5. Ofc ol the Director 08/07/11 MCCARTHY.C Southern Caifor- 
nia Edison Co. 3pp 46206:271 -40202 255 

-0807100322 Exam Ropt& 50-38 1/OL-BB-01 & 5O-382/OL-80-O1 on 880531-0803 
Guam rcsultsall senior reactor operators jSROy & four reactor operators (R09) 
passed NRC gredod whiten oxem & a'l SROa S R09 passed NRC gradod operating 
exam. 

MORRHL ,P . JOHNSTON.G. ROYACk.M Region 5, Ofc ol iho Director 80/00/17. 
6D0pp 46200,274-40202 255 

8807120291 NRC info Noiico 88 040. "Ltconsoo Ropt of Dolociivo Refu-bishod Valves" 
Svc l.sl onci. 

ROSSI.CE. Division of Oporallon&l Events Assessmonl (Post 070411) 88/07/12 
Consolidalad Ed ; son Co of Now York, Inc 103pp 40242 000-46242.100. 

8807190156 Forwards ropts. "Root Cause Analysis for Guide Raii/Lev R- Lock Inierac- 
ton p rob lorn for MStVs" 8 "Insp Rosulls of Sen Onoiro Nuclear Generating Station - 
3 MSIV * 0205 " Qoroscopo inso program w ll bo dovo:opod. 

MEOFORD.MQ Southern Cafliornfa Edison Co. 08/07/ T3. Document Control Branch 
(Documonl Control D09k). 2pp. 46204 333-46205.07 7. 

-8607190168 "Root Cause Analysis for Gudo noil/Lov-R-Lock Intoiacion Problom for 
MSlVs " 

CHfU.C, HCRSCNTHAL.M A, QUIGLEY. N. Soulhorn CaMernfa Edison Co 00/06/10 
72pp. 46204:335 4G205 040. 

-8007190174 "Insp FTosult* of San Onoiro Nuclear Generating Sieiion - 3 MSIV - 
0205." 

CHUJ.C . HCRSCHTMAt.M A , JOHNSON.J. Souih&rn CaUam ) a Edison Co. 83/07/07. 
3 Ipp 46205:047-46205,077. 

8807080366 NRC info Notice 88 047, "Slower- Than-Expoclod Rod-Orop Times," Svc 
llsl onci. 

ROSSJ.C.E. DrvJs ; on of OpofDlionai Evonls Aaaos9menf (Posl 070411). 80/07/ U. 
Conso'ldalod Edison Co ol Now York, Inc 103pp 40240:222-46240,324. 

8807120550 NRC Info Nohco 00-049, "Merklng.Handl ng .Coni rol. Storage & Destruction 
ol Safeguards info." Svc list and. 

ROSSJ.C.E. Divlson of Oro/ellonoi Events Assossmont fPosi 07041 1) 00/07/18 
Conso'ldalod Ed son Co of New York, Inc I03pp 48241 203 46242.005 

8807120563 NRC Info Notice 00 060, "Elfocl of Circuit Oroaker Capacitance on Avail- 
ability ol Emergency Power. " Svc list encl 

ROSSLCE. Division af Operational Events Assessment (Post 870411). 88/07/10, 
Consolidated Edison Co. of New York, Inc. 1 16pp 4 62 6 7 :2bl 46258:010. 

0807160101 NRC Info Notice 80-051, "Fa.luros of MSIVa." Svc hsi encl 
ROSSI.C E. Division of Operational Events Assessment (Post 870411). 80/07/21. 
Conso'ldalod Ed son Co off Now York, Inc. 121pp. 48257 086 46257:206. 


R. Periodic operating report* A related correspondence 


8007100107 "San Onoiro tJucloar Generating SUWon 1 0CFR 50. 59 Annual Rep J 1907.” 
W/8Q0701 Ur 

MORGAN.H E. Southern Californio Edson Co. 87/12/31. Document Conlrol Branch 
(Document Control Desk). 60pp. 46165:137*461 65 224. 

8807190279 Forwards monihly operating repls for June 1 900 & Rev 19 to offsTo doso 
calculation manual. Rev rovlowod 8 found accopiablo per Tech Spec 8.5.29 on 
000503 & become effochve on 800504 

MORGAN.H E. Soulhorn California Edison Co. 00/07/16. Document Conlrol Branch 
(Documonl Comrol Desk). 6pp. 46213:228-46213:312 


124 DOCKETED ITEMS 


-»6 607 190293 Monthly operair.g rep?S lor June 1088 for San Onofre Nuclear Genera jng 
1‘ACOFIER Southern Ca-^rn-a Ed.srn Co 68/06/30- 10pp 48213 234-46213.243 

-6807190284 Rev 19 »o lo c'fs.te doso calculation , Mx s 2 \7 

• Soutnern CS 'fO'r,!3 Ed son CO 88/06/04 75pp 46213 244 46213 312- 


S. Reportable occurrences. LERs 4 related correspondence 


8807110227 PN0 V 86 042on BBG626.ma9n.ludd 4 7 eardiQuaVe ^ Cu ' f ^^ 6 '® P f ^^. 

comad esiab! bhed mat eanhquake not feit.no damage S^'SSiS ***** 
aclrv.ly occurred A se.srr.c .r.sirLmeniaion opera-e 8 n J» 4614 o- 2 65. 

NORTH, H S, YUHAS.G P. ReQ'Cn 5. Ofc or the Di.ectOf- 88/08/27. Ip 
461 40 265. 

8807250190 Fo’low up repl on fire doors found .nOperable<*jn™rO^ 

May 1968 F*e doors -.noper&ys dunng surveillances wenli led .n enci.mc ua g 
21 latch ng mechanism 'ai'ures & 16 c 1C Sure mechanism fai-etes_ R 5 nf c 

MORGAN.H E Southern CaVorma Ed son Co 88/06/30 MARTIN.J B Reg on 5. 

O ft hg O 'OCtOr 4pp 46259 200*46259 203. 

8807150071) LEH 68 012 00 01 880602,lu«l hand: ng isoUbon sys Train Bspuflov s'y «c- 
tua'od * arbome moo tor 2fll-7623A la:!ed Caused by Wore ol transistors In de.oc- 
lor preamp" f:er circu.1 Trans stors rep*acbd WB307O1 ltr - -c, a At ft 1 355 

MORGAN.H E Southern Ca’iforroa Edison Co 88/07/01. 5pp. 46181 351-46181 355 

8807120653 IER 88 013 00 On 880606 .luel Ending isolation W '*** 0 

tuated when pamcutete/iod.no channel of a-rborne monitor receVed Instrument fa luro 
signal Caused Oy sequence o' switching k 6yjock s«jch W/8B07G8 u ■ 

MORGAN.H E Southern Ca‘ 'oma Ed son Co 80/07/06 5pp 46156 267-46156 Zt 

8807180300 LER 88 014-00 on 880607.8 h WbajlgM Ol MW ‘ 
erod not coi'OCted & analyzed as required by Tech Spec 3 3 3 18 Caused Dy pe sonnei 
error Event rev. owed w/6ppr 0 pnato operations 3l4 

MORGAN.H E Southern Cal.fcrna Ed.SOn Co 88/07/07 6pp 46163 309 46183 314 


V. Operator Examinations 


8807070584 Forwa'ds order suspend ng Ucense 6010-2 & noifylng of den al of applica- 
tion for renewal ol license based cn fa lu'e of three drug lesls M p 

STELLOV Ofc ol the Execuuvo Director tor Operations QQ/06/15. ACOSTA. MP 
Acosta. M.P ip 46076 323 46076 323 


-8807070589 Order suspend ng License 60 1 0-2. effective immediately A notifying Of 
deri,al ol 8605 1 2 app tcauun lor renewal ct license based on loensea failure of urine l- 

SriLlOyScrt the Executive Director for Opera’^ns 88/06/15 Acosta, M.P. 6pp. 
46076 324.46076 329 


9807180320 Forwards Exam Ftepfs 5O-301/OL-80-O1 A 50 362/OL-80-O1 administered 
on 830531-0603 Based on NRC evaluation. facility requalif-calion program evaluated 
dS "6ShSfSClO^Y " 

PATE.fl J. Reg-on 5. Ofc ol the Director B8/07/11. MCCARTHY.C. Southern Califor- 
nia Edison Co 3pp. 46200 271-46202 255. 

-0807180322 Exam Repts 50-361 /OL -88 -01 & 50-362/OL 68 01 on 680531-0603 
Exam resu!t9.a!i son-or reactor operators (SROs) & four reactor operators (ROs) 
passed NRC graded wotten exam A a» SROs & ROs passed NRC graded operalng 
exam 

MORRILL.P JOHNSTON.G . ROYACK.M. Region 5. Ofc of Ihe Director. 98/00/17. 
BOOpp 46200 274-46202 255. 


DOCKET 60-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plana 


6907060394 Revised emergency P ! an implementing procedurea.lncfuding Temporary 
Change Notice 4-1 lor Rev 4 to S0123-VIII 40. Health Physics Leader Duties 1 * & Tem- 
porary Change Notice 4-2 to Rev 4 to S0123-Vm*5O. "Techncal... " W/880623 Hr. 
WHARTON.M A. Southern California Edison Co. 83/00/23. 117pp. 46026:122- 
46026 238 


6907070599 Forwards Rev 20 to physical security p!an>ncorporating textual A figure 
(drawing) changes Rev withheld (rel 10CFR73 21) 

MORGAN.H E Southern Cai-fornla Edison Co 88/06/24. Office of Nuclear Reactor 
Regulation, Director (Post 870411). ip 46118 264-46118:264. 

6907070603 Forwards Rev 19 to physical security plan.Rev incorporates textual 
changes to permit relaxation of access safeguards requ rarrenis during preplanned 
emergency anils Rev withheld (ref 10CF 073.21) 

MORGAN.H.E. Southern California Edison Co. 88/06/24. Office of Nuclear Reactor 
Regulation. Director (Post 8704 U). tp 46\ 19. 149-461 19:149. 


G. Adludicitcry correspondence 


6907070684 Forwards order suspending license 6010*2 & notifying of denial of applica- 
tion lor renewal ol license based on tatiuie ol three drug tests 
STELLO.V. Ofc of the Executive Director for Operations 88/06/15 ACOSTA M P 
Acosta, M P. Ip. 46076 323-46076 329. 

-9607070669 Order suspending License 6010-2,effeciive Immediately & notifying of 
denial of 860512 application for renewal of license based on licensee failure of urinal- 
ysis screening tests 

STELLO.V. Ofc of the Executive Director for Operations. 88/06/15. Acoslft, M P 6pp 


P. Operating license stage documents & correspondence 

Forwards “Technical Evaluation Ropt for Natural C.rcilflt.on Coo*do A n 
8fl T09t' Performed 01 San Onofro Nuclear Genorai.ng Station, 1 Inodvortoniiy omnted 

MirKMAN 2 DE f ' Project Dreclorate V. 00/00/23 0ASKIN.K P Soumorh California 
Ed?son Co amSRSo! San Diego Gas 6 Etaciite Co. 4pp. 40100-001-46100072 

^6607110333 “Technical Evaluation nopl for Nalura' Circulation Cooldown Tost Per- 

jClTh ^VeRK^NS JU ^"BrooK^ewn^Not^na'^Taboralofy. FIN A-3B43. 07/10/16 
Office^ ol Nuclos' iReaclor Rogulailon. Director (Poet d704il) 5Bpp 40100.005 
46t00.0?2 

0^751^53 Forwards aafoiy ovalualion ro uli' 000200 submiiial ol rosulis ol tiozardojs 
^^cargo^moni torinfl progra rrHn° accordance w/Toch Spoc 6 0.1 14.ProcPd.ro* ^houldte 

WCKMANO £ 9 Protect 0 Directorate V° 00/00/23. BASKIN, K P. Soulho/n Cal.'orr. 3 
Sn ci’- arnoKo D sin Diego Gas & Eiocirlc Co 4pp. 46109 044 40100.040 

aaa 79 tn336 Safety eva'uation re util 080206 offslto ho?urds ova'uallon Total risk w / 
“ 0aC h| type of ha20rd,w/propor ppp‘icallon of SHP 2 2 3 yulrfdTnoa & on bass of cur- 
rent hazardous cargo traffic.romains acceptably small, 
a unr* Mr*. riAiaiLjH A^i'i^ilnn fllvfin 8a/06/23 ID 41 


a n a r\f\ n a n 


6807110607 Forwards SER cond.hona'ly accopling rnspon30 to Gononc LU 83*20 ro Irp 
breakers Confirmation of procodu'os re armature ol ur.ilorvoltdQo tup fttUvuhment 
down in energized position when measuring amiod cloaranco roquosird. 
mCKMAN D E Pro o cl D'focioraio V QU/00/24 BASKIN.K.r. Soulhorn Caliloms 
eSSi S; COTTOlS.GO San OteQQ Gas A Eteclrlc Co 4pp. 46002310 40082317 

-88071 10510 SER conditionally accept no rosponso lo Gonuric f. If 03-20 
* QUce of Nuclear Reacfor flogJatTon, D.roclor (Post 07Q411). OO/Ob/24. 4pp 
46082.314-46002.317. 

8607130263 Forwards nollco ol consldorat on of issuance of amond9 to Liconyos NPF- 
10 & NPF-15 & opportunity for hearing ro 000014 request to change Toth Specs 3f 
4 1 3 4 10 increase allowable drop timo from 3 to 3.2 s (Piouosud Chuncjo 2G3) 
HICKMAN O E Pfolocl Dlroclorato V. QB/08/29. QASKIN.KP Soullinrn Cnlitcrr a 
Edison Co COTToil.G.O. San Otego Gas & Glocmc Co 4pp 40100 050 40160 066 

-8807130206 Notice of consideration of issuance ol nmonds lo l Icon sos NPF- 10 A 
NPr-tb & opportunity for hearing re 880314 inquest to rov.so Toch Spoc 3/4 1.3.4 to 
increase ai.'owabio drop time from 3 lo 3 2 a. 

ROOD.H. Project Directorate V 00/00/20 6pp 46106 002-401GG 006 

8907070066 Forwards addl Into supporting ulA rosponso lo Gonotic Ltr 66 Oft it> imply 

menlallcn of reactor coolant pump trip tfUaria. . * . t , 

MEOFORD.M O. Southern Co'iforn-a Edison Co. 00/07/01 Dncurnonl Corilrol Branch 
(Documam Con'.tol OosX). 6pp. 46tt6.23G-4ftttO ?4V 

8807130260 Forwards Amend 1 1 lo Toplcol Dopt SCE-1-A, "QA Proornm 11 
MEOFORD.M O Southern California Ed-con uo 08/07/07. Document Control Branch 
rrkwiiimflnt Control Desk). 2 dd 46171:165*461 71:316 


-8807130281 Amend 11 to “QA Program *’ 
BASKIN K.P. Soulhorn California Edaon 
46171:157*46171:316 


Co. SCE-1-A A IV 00/07/31 


16ftpp 


8807130*54 Gonorlc Ltr 66-11 lo all Tr.onaoos ol opoiatlny uiaotota & ItoWoie o( CPs to 
NRC positon on radiation ombrlttlomont of rooctor vuasol mulls & Impaci on planl 
operations Svc 1st & Rev 2 lo Reg Gu do 100 oncl. .... 

MlRAGUA.F.J. Aasoctato Oiroclor for Pro;ocls (Pool B/ 04 1 1} 00/07/12 Consol rioted 
Edison Co. of New York, Ino. 6ipp. 40257.207*46257:257 


8807190071 Proposes rov to Toch Spoc roqulrnmont to munauro CEA drop t.mos prior 
lo startup following each refuoling 

MEOFORD.M O. Southern Californ-a Edison Co 00/07/13 Documonl Ccnlrol Branch 
(Document Control Do9k). 2pp 46209:201 *40200 202. 

8807220371 Forwards request for addl info ro proposod efiangu to Toch Spoc 3/4 1.3 4, 
“CEA Drop Time, 1 ' Inc'ud-ng Juallficotion of Incroaso in EiEflRl. 

HICKMAN,D.E Ptoloct Directorate V. GB/07/13. BAS KIN. KP. Soulhorn California 
Edison Co COTTON.G.D. San Diego Gas & Electric Co. 4pp 46246 270 46249.2B1 


0807190288 Forwards facility procoduroa governing 10CFB50.50 rovrowa 
MEOFORD.M O. Soulhorn California Edison Co. 00/07/16 Documonl Conirol Branch 
(Document Control Desk). 2pp 46200 318-46210:287. 

-88071903*0 Temporary Chango Nollco V2 to Rov l to Opotahons Div Piocodyo 
SOI 23-0- 14 .“Noilficatlon & Reporting of Slgmlicant Evonls*’ 

* Southern California Edison Co 80/06/10. 45pp. 46200:320 40210:004. 


“98071903*6 Temporary Changa Notice 11-3 lo Rov 11 to Adminlstrolivo Proceduro 
S0 123- VI- 1.0, “Documenle * Rovlow 4 Approval Procosa for Slto Ordora.Procoduros A 


IMOIJVUilUBO- 

SHlELDS.J C., MCGEE.0 L. Southern California Edison Co. 67/09/14 42pp 
46210.005-46210 046. 


-9807250116 Temporary Change Notice 11*4 to Administrative Procoduro S0 123 VI 
1.0, “Documenle * Review & Approval Procoas for Slto Ordora.Procoduros & Inslruc* 
lions. “ 

MCGEE. 01., SHIELDS J.C. Southern CoUtomia Edison Co 06/06/30 4pp 
46210.047 46210,050. 


-88071903*7 Rev 3 lo Administrative Proceduro S0123-VJ- 1.0. 1. “Docuinonta • Tempo 
rery Chaise Notices (TCNs) Preparation, Reviow.Approvol.fncorpomllon 4 Dlslnbu 
lion.” 

* Southern Calilorma Edison Co. 80/01/28 30pp. 40210:051-40210.080 

-8807190356 Temporary Change Nohce 3-1 to Rev 3 to Procedure S0123-VJ-1 0 l. 
“Documents * Temporary Change Notices (TCNs) 
Pteparation.Revtew, Approval .Incorporation & Distribution .** 

MCGEE, 0.L.. SHIELDS, JC. Southern Ca'ifornia Edison Co 80/06/30 4pp 
46210:081-48210.084. 



"Documenls ♦ Guidelines for Complat ng Unreviewad Safoty Question A Env.ron Eval- 
uation '* 

MCGEE. B.L., KRIEGER, SHIELDS.J C Southern CalJorn a Edison Co 87/05/15 tp 
462 10.090-402 10.090, 

—8B07190361 Tomporary Chango Notice 6 0 to Eng'r.oonng Procedure) S0123-V-4.14, 
"Proposed Facility Chango (PFC)" 

• Southern Californ'a Edison Co 08/03/29. I4pp 4621 0 099 402 10 112 

*“8007190384 Temporary Change NoUCQ 2*1 to R&v 2 to Gonomi Procadiro SO) 23 XV > 
5. "NonconforrrLng Matl.Paria or Components." 

* Southern California Edison Co. 80/05/19. 40pp. 40210 1 13 46210 152. 

-0007190366 Rev 6 to Dept QA Procedure EAC 24-10-15, "Prepaiat on. Review A Ap- 
proval of Proposed Facility Changes (PFC) & PEC Packages (PFCP) tor San Onolre 
Nuclear Generating Station 1,2 & 3." Proposed Chango Notices 1.2 A 3 oncl 
EASTMAN.IA Soulhern California bdson Co 68/02/01. 49pp. 46210:163- 
40210:201. 

-8607190370 Rev 4 to Dept QA Procod jre ESC 24-10 16, "Development. 

Review, Appro vat A Release of SCE Design Change Pockago (OCP) & Assembly W/ 
Proposed Facility Changes (PFC) San Onofro .1. 2 & 3.” Proposed Chango Nolico i 
erref. 

EASTMAN Soulhern California Edison Co. 00/02/01. 23pp. 46210 202-46210 224 

-BB07190372 Rev 3 to Dopl QA Procedure EAC 24-10-17, “Intor.m Doslgn Charge 
Notice (lOCN)/Doslgn Chango Notice (DCN) for San Onofro Nucloar Generating Sia 
lion 1.2 A 3." Proposed Change Notices 1.2,3 & 4 oncl 

EASTMAN Soulhern California Edison Co 87/02/04 12pp. 40210.225 46210 236 

-0807190373 Rev 0 to Dept QA Procedure EAC 24-10-19. "Oovo'oprr.ent, 

Rovlew.Approval A Release of SCE Limited Chang© Packagos (LCDs) San Onofro Nu- 
clear Generating Station 1.2 A 3 " Proposed Change Note© 1 oncl. 

EASTMAN Soulhorn California Edison Co 80/02/01. 52pp. 46210:237-46210 260 

-8807200076 Rev 2 to Dept QA Procedure ESC 24-10-21. ' Preparation, 

Review .Approval A Rolease of Field Change Noticoa for Issue lo Const/Storiup/Malni 
W/o SCE Doslgn Change Package San Onofro .1,2 A 3.” Proposed Chango Noilcos 
1.2 A 3 end 

EASTMAN Southern California Edi90n Co. 07/02/04 Qpp 4021 0 201-46210.269 

“8607200070 Rev 4 to Dept QA Procoduro E&C 40-0 21. "Nuclear Saloiy Group 
Review, Evaluation A Audit Rosponaibllillos lor San Onofro Nucloar Generating Sta- 
tion " Proposed Chango Notices 1 A 2 oncl 

HENRIKSON.P., CURRAN, J.M. Soulhorn California Edison Co 86/04/10 iflpp 
402 10: 270*402 10:287 


Q Inspection reports, IE Bulletins A correspondence 

8806130168 NRC Info Notice 88-039. "LaSoilo Unit 2 Loss of Rocirculat.on Pumps W/ 
Powor Oscillation Evont " Svc li si oncl. 

ROSSI, CE- Division of Operational Evonts Assassmont (Post 070411) 00/06/16 
Consolidated Edison Co of Now York. Inc 110pp. 45078:166 4 5970 2GG 

6806160340 NRC Info Notice 08-040, "Examiners handbook for Dovoloplr.g Operator 
Licensing Exams" NUREG/BR 0122 A bvc list end. 

ROSS1.CE- Division of Operational Evonts Assossmonl (Post 870411) QB/06/22 
Conaolldatad Edison Co. of New York, Inc 237pp 40240.326-40241 20 1 

8806170033 NRC Info Notico 88 04 f. "Physical Profechon Weaknesses fdontfffed 
Through Regulatory Effectiveness Reviews " Svc I. at oncl 

ROSSI, CE. Division of Operational Events Assessment (Poet 070411). QO/OG/22. 
Coneofldaied Edison Co. of Now York. Inc I2?pp 45978.034-4 5070 155. 

BB06 170291 NRC Bullotln 00-000, ''Thotmal Strossoa in Pipng Connoctod to DCS." Svc 
list end. 

ROSSl.C. E. Division ol Oporailonal Events Assos&mont (Posl 070411). 88/06/22. 
Consolidated Edison Co. of New York, Inc Il6pp 460 1 9 037-4 60 iB i 52. 

8807140220 Forwards insp Repta 60-206/60- 13,60-361/08-11 A 50-302/00-11 on 
880410-0521 No violations noted. 

ZIMMERMAN. RP. Region 6. Ofc ol Iho Director. 08/00/22. BASKIN. K P. Soulhorn 
California Edison Co. 2pp. 46170:050-46170:064. 

-8807140222 Insp Repta 60-206/08- 13,60-36 1/00- 11 A 50-362/00-11 on 000410- 
0521. No violations noted Major area© inspected operational safety 

verification, evalu 0 (lon ol plant trips A events A monthly survoii'anco A mnlnt activities 
HUEY.F.R., TATUM, J.E., HON.A.L Region 5. Ole of Iho D roctor 09/06/22. I3pp 
48170.052-40178:064. 

8806210038 NRC Inlo NoUce 88 044, "Mechanical Binding of Spr.ny Roleaso Device in 
Westlnghouse Type DS-410 Circuit Breakers" Svo list oncl. 

ROSSI C.E. Division of Operational Events Assessment (Post 070411). 88/06/24 
Consolidated Edison Co. of New York, Inc. I13pp 46010:163 46019 265 

6606240139 Suppl 1 to NRC Bulletin 08-000, "Thermal Siroasos In Piping Connected to 
RCS.’* Svo Us! end. 

ROSSI.C.E- Olvislon of Operational Evonts Assessment (Post 070411). CB/06/24. 
Consolidated Edison Co. of New York. Inc. 1 14pp. 46019:260-48020:010 

6607070114 Discusses number of findings ro component coding water sya 
operability, per 880610 safety sys Insp exit meet-ng.Upon 060930 completion, ro 3 ufis of 
review along w/details of any further corrective actions will be provided to NRC. 
MCCARTHY.C.B. Southern California Edi9on Co. 08/06/24. MARTIN, J B Region 5. 
Ofc of the Director. 2pp. 46126:092*46120:093. 

8807110507 Forwards SER conditionally accepting response ta Generic Ltr 83-26 ro trip 
breakers. Confirmation of procedures re armature of undergo J tape inp ottechmenr 
down In energized position when measuring stated clearance requested 
HICKMAN.D.E. Project Directorate V. 88/06/24. BASKIN.K.P. Soulhorn California 
Edison Co. 4pp. 46082:310-46002 317. 
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PATE.RJ Region 4, Ofc of the Director 68/00/24 BASKIN, K P. Southern Coli'orna 
Edison Co 2pp 46176 006 4017G 013 

“0807140082 Insp Ropt 60-302/08-13 on 000502-0603. No viofaiio.ns noted Me|O f 
areas inspected hsorvco insp activities A Insp Procodu'es 
30703,73051.73052.73753.73755.02701 A 92703 covired 

CLARK, C , RICHARDS, S. Reg ; on 5, OlC Ol the D.roctor. 88/00/24 6pp 40176 000 
40176013. 

0807200324 Forwards Insp Ropts 60-206/00-10,50 361/60- 1 7 & 50 362/00 10 cn 
880502-0609 No noncompi sneo noted 

SCARANO.R A Region 5. Oic ol the Oiroclor 08/OG/29 BASKIN. K P. Southern Cal 
fornla Ed son Co 2pp. 46 221:104-4022 1 207 

“8007200330 Insp Ropls 50-200/00-10,50 361/80 1 7 A 50 362/88-10 on 800502 
0009 No v.olations noted Major areas Inspected unresolved A open iloms.m office 
rovlew of period c A spoc-ai ropls A allegation iollowup 

RUSSELL.J.E . BLOCK, S . YUHAS.G P. Region 5, Ofc of the D.roctor. 03/06/29 
12pp 46221:196 46221:207. 

0600300347 NRC Info NoUce 08*045. ‘Prob’ems In Protect. vo Relay A Circu't Breaker 
Coordmaton " Svc list end. 

ROSSl.C E. Division of Operational Events Assessment (Posi 07041 1). 00/07/07 
Consol dated Ed son Co. of Now York, Inc. 104pp. 48242 109 46242 212 

88070B0006 NRC info Notice 08-040. "Licensee flopl ol Dofectivo Refurbished Circuit 
Broakorg " Svc list oncl 

ROSSl.C E. Division of Operational Evonts Assessment (Post 070411). 80/07/00 
Consolidated Edison Co. of Now York. Inc. 107pp 40231 2B1 46232 027 

8007160320 Forwords Exam Repls 50*361 /OL-88 01 A 50 362/OL 00-01 admnislorud 
on 880531-0G03 Basod on NRC ovoljotion.foc'lity ruqua ilication progrom Ova'uaied 
89 "saiisfaciory.'’ 

PATE.RJ Regon 5, Ofc of tho Dlrocicr 00/07/11. MCCARTHY. C Soiit h o;n Ca'ifo'* 
rtfa Edison Co. 3pp 4C2G0 27 1 46202:255. 

“8807 180322 Exam Ropts 50 361/01-00-01 A 50 362/OL-89 01 on G805310E03 
Exam results all sonor roactor operators (SROsJ A four reaclor operators (RO&) 
passed NRC graded wrliten exam A a'l SROs A RCs passed NRC graded operating 
oxam. 

MORRILL, P . COE.D, DEAN.W Region 6. Ofc ol tho Dirocto' 63/06/17 GOOpp 
46200 2/4 -46202 255 

6807120291 NRC Info Notice 68-040, "Licensee Rapt of Pofociivo Rufurh Valves " 
Svc list oncl. 

ROSSl.C E. DivlS'on of Operational Evoni9 Assossmoni (Post 870411) 08/07/12 
Consolidalod Edisun Co of Now York, Inc 103pp 46242 006 40242 1C0. 

0807190166 Forwards ropts, "Root Causo Analysis for Guide Ra-l/Lev R- Lock interac- 
tion Problem for MSIV&" A "Insp Rosults of San Onofro Nucfear Gero»atif‘.g Siatian 
3 MSIV Q205 Boro scope insp program will bo developed 

MEDFORO.M O Soulhorn California Edison Co B8/07/13 Document Control Branch 
(Document Control Desk) 2pp. 46204 333-46205 077 

“0BO719O158 "Root Causo Ana!y9l9 for Guido Rnll/Lev R Lock Interact on Problem fer 
MSIVs" 

CHIU.C.. HERSCHTHAI..M A . QUlGLEY.N Soulhorn Ca!iforn ; a Etfison Co CO/CG/IO 
72pp 46204:335*4 8205:040. 

“8007180 f 74 "fnsp R©su.f5 of Son Onolra Nucloar Genorai.ng Sfafrrn • ’J MSIV - 
8205” 

CHIU.C-. HERSCHTHAL.M A . JOHNSON. J Soulhorn Cahforna EdSCn Co. 88/07/07. 
3 1 pp. 46205 047-46205:077. 

0807080366 NRC Info Noilco 80 047, "Slowor-Than-Expoclod Rod Drop Timo9" Svc 
list oncl. 

ROSSl.C .E. Dlv.slon of Operational Events Aesossmcnl (Post 870411) 00/07/ 14 
Consolidated Edison Co ol New York. Inc. I03pp 40240.222-46240.324 

8607120650 NRC Info Notice 00 049, "Morklng.Hand ing.ConTrol,Sto f ago A Destruction 
of Safeguards Info." Svc I stoncl. 

ROSSl.C E Division of Oporot-onal Events Assossmoni (Post 0704I1) 00/07/10 
Consoildaiod Edison Co of New York, Inc. 103pp. 46241 263 48242 005. 

880 7120553 NF1C Info NoUce 00 050, "Effoct of Circuit Breakor Capacitance on Avail- 
ably of Emergency Power." Svc list oncl. 

ROSSl.C E Divis on of Oporailonal Evonis Assessment (Post 870411) 00/07/ IB 
Consol.dalod Edison Co of Now York, Inc 1 19pp. 46267:258*46250 016 

8807180101 NRC Info Notice 80 051. "Fa lures of MSIVs." Svc list oncl. 

ROSSl.CE. Division of Oporailonal Evonis Assessment (P 09 I 07041 1) 08/07/21. 
Consolidated Edison Co 01 Now York. Inc. I21pp 40257 006-46257 206 


R. P&ilodic operating reporla & related correspondence 

0807130107 "San Onofro Nucloar Generating Station 10CFR50.59 Annua 1 Ropt 1907." 
W/000701 ltr 

MORQAN.H.E. Soulhsrn California Edison Co. 07/12/31. Document Conirol Branch 
(Documoni Control Desk) 80pp. 46105:137*46165.224 

8807190279 Forwards monlhly operating rapts for Juno I960 A Rev 10 10 offsite do&o 
calculation manual Rev reviewed A found accopl&Wo per Tech Spoc 65 2 0 on 
B80503 A became effective on 0EJO5O4. 

MORGAN. H E. Southern California Edison Co 80/07/15 Document Control Branch 
(Document Contfot Desk). 6pp 46213:228-46213 312 

“6807190283 Monthly operating repta for June 1980 tor San Onofro Nuclea' Gonorair.g 
Station Un)l9 2 A 3. 

SIACOR.E.H. Southern Ca'ifornla Edison Co. 8G/0Q/30. 10pp. 46213 234-46213:243. 


-Buur M6v to io onsite oose ca cuiauon manual 

• Southern Ca'.forna Edison Co 88/05/04. 75pp 46213 244*46213.312. 


S. Reportable occurrences, LERs & related correspondence 

6fl07M0257 PNOv-86-042 cn B80626,rragni:jde 4.7 earthquake occurred. Te’ephona 
contact estab’ished mat eenhquakn not to t.no damage identified. r.o releases of radio- 
activity occurred & seismic instrumentation operab'e ft did noi respond 
NORTH.HS Region 5. Ofc of Iha Director £0/06/27. Jp. 46140565-40140 265 

6007250190 Fol'ow-up rept on fire doors found inoperable durma routine surveillances in 
May t98RFi*o doors found inoperable duing surveillances Identified in enc'.in eluding 
21 latching mechanism fa Urns A 16 closure mechanism faiU'es 
hlORGAKH E Southern Cat-tom a Edison Co. 68/06/30 MARTrN.j.a Region 6, O'c 
Of lh©D rector 4pp 46259:200-40259 203 

8607130393 PNQ-V-88 04B on 8B0€23,l.censee IdenlTied poienlla 1 spent fuel pool 
siphon path Drawings indicate that fuel pool purrtcation puTp has capabi ity of pump- 
ing wafer from spent fuel pod to other toe at ons Controls Initiated. 

JOHNSON.P, HUEY.R. Region 5, Ole of the D rector. 68/07/01. ip. 46172.146* 
461 7? 146 

8607190172 PNO V-86-047 on 600707, cavUai'on of shutdown cooing pump occurrod 
dulng d f a nefewn of reactor vessel. Caused by blockage of ref level sens'ng port in 
pressu^er by installation ol temporary camera mount ng bracket 
JOHNSON.P, TATUM.J Reg-on 5. Ofc o? the Director. 80/07/03 Ip. 48215:260- 
46215 260 

0887190286 IER 88 005*00 on esoafj.confe/rtrrem pu*ge isolation sys Train 0 
acluatod.Caused by low gaseous cou^t reto on monitor 3RI-70O7C as resutl Of ex 
tended purging cperal ons .n Modes 6 & 6 Chock source adjusted W/8B0713 ltr 
MORGAN.HE. Southern Ca'ilomia Edison Co B8/07/13 6pp. 46217.265-46217 282. 


6807110115 Comment oppos-ng proposed rulo 10CFR50 ro loak-bofcrobroak tochrclo- 
g y for safely related equipment NRC relance on loakboioro-bruak is irrational re 
sponse to very tost safety problem NRC should rrm'e/renJ mandatory piping ms p. 
8EAUDO:n.R. Nuclear informal cn A Resource Serv.ce. 80/08/30. CHILK Office of 
the Secretary of the Commies on. 0pp 46130 339-46138 346 


K. Utffffy Ffnef Safety Anafyafs Report (FSAR) & amends 


8807060695 Rev 8 to updated FSAR for JM Farley Nuclear Plant.Unll9 1 & 2 W/660701 
Hr. 

HA JRSTO.Y, W G. Alabama Power Cb. 63/07/31. BOOpp 4610 7:035-46109 J&4 


M. Antitrust correspondence 


8807070407 Grants utl request for 45 day lime o*1on9ion until B80801 to finalize sotito* 
ment Bgregmenl in p'oeoec^-fl Ccunsol for ut I ha9 boen notlf.od of action 
GILLESP.E.FP Program Menagomonl. Pol cy Dovotopmont & Ana'ysls Staff (Po 9 t 
B7041 1) 86/00/29 BOSKEY.8 Volpo. Boskey A Lyons 2pp 4G199 001 40199 002 

8807110394 Summary of 880601 mooting w/ulil In nockvIlo.MO ro anlitrusi 2.2C8 
□old ion Aitondanco list encl 

REEVES.E A Project Direcioreto ll-l. 88/07/05. Project DiroLlomle 11*1. 4pn 
46140 208-46140 211. 


P. Operating license stage documents & correspondence 


V. Operator Examinailona 


8007070584 Forwards order suspend ng Llcor.se B010-2 A notifying ol donial of epp'ico- 
lion for renewal of license based on foiura cf ihroo drug tesls. 

STELLO.V. Ofc of the Exocubvo Diracior for Operations. 8B/06/15 ACOSTA.M.P 
Acosia. MP Ip 46076 323 46076 329. 

—8607070589 Order sjspond-ng License 60l0-2.effoctiva im media la! y & notifying of 
denial of 680512 applcoilon for renewal of license baaed on licensee fa-lure of urinal 
ysis screering tests. 

5TELLO.V. Ofc of the Executive Oiroctor for Operations 8B/06/15. Acosta. M.P. 6pp 
46076 324-40076 320. 

DB071B0320 Forwa'ds Exam Repts 50*361 /OL -88 01 & E0-362/OL-68 01 admin stored 
on 883531-0603 Basod on NRC evaluation. faculty roquo'iflcai on program evaluated 
es "satisfactory " 

PATfc.R J Reg .on 5. Ofc of the Oiroctor. 80/07/11 MCCARTHY.C Southorn Cal for- 
nla Ed sen Co 3pp 46200 27 1*46202 255. 

-*8007180322 Exam Ropte 50*301/01-68-01 A 5O 302/OL-B8 01 Ort 880631-0603 
Exam fesu'tsrail senior reactor operators JSROs) & lour rnacior operators (ROs) 
passed NRC graded written oxam 4 ail SFIOs & ROs passed NRC graded operating 
exam 

MORRILL. P, JOHNSTON, G . ROYACK.M Roglon 6. Ofc Of the DSroc’or 88/00/17 
600-pp. 40200 274*46202 255. 


DOCKET 60*364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plana 

0807060184 Provides proposed actions ro enhancement for prompt alert & noliLcation 
sy a fo r plant A proposed sya rotest dare Based on FEMA ropl & info from utif con- 
tracted survoy\ listed addl enhancement measures identif od 
MCDONALD.R P. Alabama Power Co. 08/06/29 Documeni Control Branch (Docu 
mem Control Desk). 3pp. 46088. 013-46000 016 


9607120563 Adv<aos chat request to onforco subpoonas is&und to 11 uM employees 
submitted to US Justice Dept on 800520 Cnlorcomom roquost not yol Mod w/court. 
ZECH.L.W Com miss Ion era 88/00/10 SHARP.P. Houso of Rop , Energy A Com 
morco. Ip. 40113.106 46113 106 


8907010630 Requogts exemption from program update roqu.romonls o* 
10CFR60.55a(g}(4)(Hj.Prop09os to updalo Un i 2 program to ACME Code 1003 odilioh 
rather than update program to Code ol record on 910731. 

HAIRSTON.WG Alabama Power Co 00/00/22 Document Coniro' Brontti (Docu- 
meni Control DoekJ. 5pp 40009 053-48009 057 

8807010282 Advlsoe that ulil Intends to propose compqrlslori mothod botwoon units lo 
domonslrato so sm-c qua li fie at- on to NRC for roviow of acceptability Schedule lor Im- 
plementation wl! bo aubmltied ty nB0823 

HAffiSTQN.WG Afebama Power Co 88/06/23 Document Confroi Hronch {Docu- 
ment Control Desk), ip. 40020 157-46020 157. 

8607070442 Gronls roqueat for 45 day extension until QfiOOOl io final 70 solllumonl 
agreomont h proceeding. per 0006 1 7 itr. 

GILLESPIE, F P Program Manoaemonl. Po'lcy Dovolopmont A Analyst Staff (Post 
070411). 88/06/30 GREEN, DG Newman & Molt/ngor 2pp 46110 223 46110 224. 

8007140058 Forwards Amends 77 & 69 to Llconsos NPK-2 & NPF 0, lospoctivo'y & 
safely evaluation Amends do'.olo Tech Spec Figure a 0 2-1 & 6 2.2 < S tola & wn'acos 
chart9 ra organljatlonal atruciuro.por Generic Lir 00 00 

REEVES.EA Project O.rocloralo ll-l 00/07/0B HAIRSTON, W G Alatjoma Powu' Co 
3pp. 40104:120-46164 145 

-3307MOOS9 Amonds 77 8 69 to Licenso9 tiPF 02 8 NPF-OB.roapoctivoly, do’oilnq 
Tech Spoc Figures 6 2-1 & 02 2 & rola & roplaclny chorla ro orgom/ollonal 
atructuiopor Goncrlc Ltr 00 06. 

AOENSAM.E G PlO|QCt Diroctoroto 11 1 86/07/08. 12pp 46 104: 131 40104. 1 42. 

-8807140061 Safoty ovoluatlon auppodlng Amends 77 & 69 io Llconsos NPF 02 8 
N PF -0B .roa po ctlvoly. 

■* Olflco of Nuclear Roeclor Rogu'ation. D/octor (Posl 070411) 00/07/00 3pp 
46184:143-46104:145 


8007210293 Forwards fnsp Repts 50-340/88-22 & 60-364/08-22 on 080613-1 7. No Vo 
lotions or dovial or.s noted 

CLINE, WE. Region 2. Ole of the Director. 80/07/07. MCDONALD fl P Alabama 
Power Co. 2pp 40237:352*46237:354 

-8807210299 Partiaff/ withheld Insp RoptS 60 348/QB-22 & 50-364/80 22 on 860613-17 
(rof 10CFR2.790 & 73.21).No vio'alions or deviations noted Ma or areas Inapoc tod. vital 
area barriers, assessment aids & access control ol personnel ‘ 

MASNYK.O M. Region 2. Ofc of tho O rector. 8B/07/08. Ip 46237:354-46237:364. 

8807260163 Forwards Ih9p Ropls 50-348/60-19 & 60-364/0-0*19 on 8605M* 0610 ft 
notice ol violation. 

VERRElll.D M. Rocion 2. Ofc of the O.reclor 60/07/07. HAIRSTON.WG Alabama 
Power Co. 2pp. 46259 216 46259 239 


-6607260192 fn S p flepts 50-348/88*10 ft 60 364/08-19 on 8Q0511-0610 .No violations 
noted Major aroa9 inspected review of monthly survoillarco A monthly mainl 
observalion.operai-onal safety von*icai on & physical security program 
DRAOFORO.Wh. noQlon 2. Ofc of tho Director 00/07/07. 17pp. 46260223- 


880419 ltr ro vlo’ationa noted In Insp Ropts 60* 
348/83 08 & 60 -364/68 -GQ.Corxe dive actlcns document conlrol personnel Instructed 
I? f efefiue.'ds containers lr» locked cond.tlon except when In use 

HA'RSTON.WTS Alabama Power Co. 80/07/08 Document Conl/oJ Branch (Docu- 
m on t Conlrol Oask ) . 4pp 4 6 1 66 00 7-48 1 60 070 . 

? 80405 ft0v !? P h y s,cal soc ^ty p |a ^ Some changes 
^nistrative^anf^a?on 54 ^ occeplatlld Wontiflos otfior changes In nood of ad- 

P^fS^Se^'ssi/Ma 0 '' 00 ' 0 ' 68/07/08 HAIRSr0N ' W0 Alabamfl 


8807190454 Gor.orlc Ltr GO* 1 1 to ail liconsoos of oporailng ruactorg S holders of CPs re 
NRC position on radiat.on ombrlttlomonl pi reactor vossol matla & Impacl on p'ani 
operat.ons.Svc l-st & Rov 2 lo Rag Guido i 99 oncl. 

MIRAGlia.F J As&oclalo Director for Projocts (Post B70411} B0/07/12. Consol.dalod 
Edison Co. of N’ow York. fnc. 5fpp •16257.207 -1625? 257. 

6807220214 Forwards corroded pegos of Amends 00 6 77 to licens09 NPF-0 8 NPF- 
2,fespoc*ivoly Side marginals Inadvertently, h correctly markod 
REEVES, E A. Propel Direcioraio 11*1. 00/07/14. HAlhSTON.W G. Alabama Power Co 
2pp 46249 272*46249 277. 

-B0O722O292 Corroclod Amends 77 & 60 to Licenses NPF-2 a NPF *8, 

fQ9poctivo!y,chang ng morainal Ino 

* Projecl DJrectOfPto JM. 00/07/14. 4pp. 40249 274-46249 277 

8907220373 Forwards Amends 70 & 70 lo Llconsos NPF-2 S NPF-B. rospoclivoly & 
safety evaluation. A mend a chango Tech Spocs in Socton 6. "Atlm matrailvo Controla," 
to reflect rovlsod corporate mgl postlion 

REEVES, E.A. Project Directorate lf-1. 00/07/ f8. HAfRSFON.W.G. Alabama Power Co 
3pp. 40250 104-46250.218 

-B807220377 Amends 78 A 70 to licenses NPF-2 A NPF-8, rospoclivoly. changing Tech 
Specs in Soction 0, '’Admlnl9lrat*vo Controls. *' lo roflocl rovisod corporate mgt posi- 
tion, 

AOENSAM.E G. Project D rociorato II 1. 00/07/10 20pp. 46250 197-46250 216. 

-8807220379 Salary ovafuotlon au>ppon ng Amends 78 A 70 lo Llconsos NPF-2 A NPF- 
Q, respectively 

* Olfice of Nucloar Reactor Roguloton. Oiroctor (Post 870411) B8/07/18 2pp 
40250:217-46250:210. 


Power Oscillation Event " Svc hat encl 

ROSSl.C E- Division of Ope r alio no l Evonts Assossmoni (Post 070411). 68/06/15 
Con&oldated Edison Co. of Nnw York, Inc 1 lOpp 45970 156 4507B 260 

0808180340 NRC info Notice 00 040. Examiners Hencloook for Dovelophg Cporatoi 
L'C0ri9ng Exams “ NUREG/Bfl-0122 & Svc list end. 

ROSSl.C. E O.v.sion ol Operafonai Evoms Assussmont (Post 070411) 60/06/22. 
Consolidated Ed son Co of Now York, fnc 207pp. 46240:325 46241 201 

8806170033 NRC info Nplico 60 041. “Pnys'cal Protociion Weaknesses idenhfod 
Through Rogjlatory Effectivunoss Roviows " Svc nsi end 

ROSSI.C-f. D.viS ‘00 ol Operational Events Assessment (Posi 870411) 00/08/22. 
Consclidaied Ed. son Co of Now York. Inc 122pp 45970034.45970 155 

0606170291 NRC Bu .etin 00 000. "Thermel Stresses in Piping Connected to PCS " Svc 
lisl encl 

ROSSl.C E Division of Operational Events Assessment (Post 8V04 11). 68/06/22. 
Consol.dated Edison Co of Now York, Inc 1 I6pp 46019 037*46019 15? 

8807010630 Requ09ls exorr-plion from program update reqjt'omenis of 
10CFR50 55a(g)(4)(n). Proposes «o update Uni ? program lo AS ME Coda 1003 od Hon 
rather than unJato program to Code of record on 910731 

HAIRSTON.W.G Alabama Powor Co. 68/06/22 Documont Conliol Branch (Docu- 
moni Control Oesk). 5pp 46009 053*46009.057. 

0607130313 Ack rocoipt of 00CQ1O Hr Informing NRC ol stepa taken lo correct v olations 
noted In Insp Repts 50-340/00-13 S 50 364/03-13 

HERDT.A R. Region 2. Ofc of the Olrecior 00/06/22 MCDONALD. RP Alabama 
Powor Co. Ip 4 01 66 02 7 ■ 4 0 1 66 02 7 

8806210038 NRC info Not co 00 044. "Mochanica' Binding ol Sprhg Roloase Device m 
Wosfinghouse Typo DS 416 Circuit Breokorfi.'* Svc list oncl 

ROSSi, C E Divl9'on of Operational Evonts Assessment (Post 870411). 08/0-6/24. 
Consol dated Edison Co of Now York. Inc i i3pp 46019. 153-40019 265 

8806240139 Suppl 1 lo NRC Bu'lolin 00 000. “Thermal Strossos In Piping Connected to 
RCS ” Svc list oncl. 

ROSSl.C. E Division of Operational Evonts Assossnriont (Post 07041 1) 00/06/24. 
Coriso'.niatod Edison Co oi Now York, Inc 1 upp 46019 266*46020 Otft 

8808300361 Rosponda in vlclnfons noted in Insp Ropis 50-340/00 10 & 50 364/08* 
10 Co. 1 roc live actions ulil does not agroo that any corrocttvo slops required. Polymer 
matrix gasoou9 aids w.ll Uo rofdocod by Q80005 w/low donsity foam aids. 
HAIRSTON.W.G Alabama Power Co 00/06/24 Document Control Branch (Dock* 
mo nt Control Desk) 4pp 45097.100 45907 192 

8807120316 Forwards Insp Ropis 50-340/08-20 & 50-364/00-20 on 000516 20 A 0606* 
to A notice at violation 

HEROT.AR Ron on 2. Ofc of tho Ol'Oclor 00/O6/2O MCDONALD. RP- Alabama 
Power Co. 2pp 46145 124-46145 140 

-BB0712O317 Notico of v.o’ation from Insp on 0005 16-20 & 0606-10. Violation 
noted procodur o. used lo perform RCS wator inventory ba f ance,wn9 nol capablo of 
performing that required survolHanco reliably. 

HERDT.A R Rogon 2. Ofc of tho Dl'CCtor. 0G/O0/2B 2pp. 46145. t?0 40145 127. 

-6807120321 Insp Ropt9 5O-340/U8-2O A 5O-3Q4/00 20 on 000516 0610 Violation 
notod Major aroos mapoclod post retuolmg startup losls.roviow of completed cora sur- 
veillance procoduros & ficonsoo rolalod procoduros 

8URNE1 r.P.T , JAPE.F. Reglcm 2. Ofc ol Iho Director 08/06/23. 13pp 46145:120 
46145 140- 

8807120719 Ack rocoipt of 000615 Hr informing NRC of stops tokon to correct violations 
nolod m tnsp Repts 50 340/68-05 A 50*364/08 05 

JULIAN. C.A Region 2, Ofc of the Director. 80/00/20 MCDONALD. R P A’abamo 
Powor Co Ip. 46155.082-46155 002 

8807080304 Ack rocoipt of 000617 payment tor civil penalty in amount of 550,000. por 
NRC 600510 order 

LIEDERMAN.J. Ofc of Enforcement (Post 070413). 08/07/06 HAIRSTON.W.G. Ala- 
bama Power Co. ip. 46133 132-46133:132 

8806300347 NRC Info Noilco 00-04 5, “Problems in Protective Rolay & Circuit Broakor 
Coord nation " Svc list oncl. 

ROSSI. C.F.* Division of Operational Evonts Assessment (Post 070411) GB/07/07. 
Consolidated Ed son Co. of Now York. Inc tD4pp. 46242.109-46242:212. 

88072 102 93 Forwords Insp RoptS 60-340/00-22 A 50*364/00-22 on 080613- 17 No Vio- 
lations or dovlations noted. 

CLINE.W.E Rogon 2. Ofc of the Diroctor 08/07/07 MCDONALD.R.P. Alabama 
Power Co 2pp. 4623 7.352- 46237 354. 

*-8807210299 Parbolly wilhhofd insp Ropis 50-340/08-22 & 50-364/00-22 on 880013*17 
(ref 1OCFR2.790 & 73 21) No violations or deviations noted Ma ; or areas inspoctod vital 
area barrlors. assessment aids 8> access control ol pet sonnet. 

MASNYK.O.M,. MCGUIRC.DR Roglon 2. Ofc of the D-roctor 60/07/06. ip 
40237:354-46237:354. 

8807260183 Forwards tnsp Repts 50-348/80-10 A 50-364/08*19 on 080511* 0610 & 
notice ol violation. 

VERRELll.D M. Region 2. Ofc of the Diroctor. 8B/07/07. HAIRSTON.WG Alabama 
Powor Co. 2pp. 46259.219 46259:239 

-8807260187 Notice ol violation from insp on BOOSU-OOIO.Vio’ation noted. failure to 
follow procedures for storage of compressed gae cylinders & to provide adoquale 
operability inspa on Unit 1 post-accident containment ventilation filler unit. 

VERRELLI.O M Reg-on 2, Ofc of tho Dlreclor. 60/07/07. 2pp 46259.221-46259:222. 

-8607250102 Insp Repls 50 340/80*19 8 50-364/00*19 on 0805110610 No violations 
noted Major areas inspected review of monthly surveillance & monthly main! 
observatlon.operational safely verification A physical security program. 

BRADFORD, W.H., MILLER.W.H., DANCE.H.C Reg-on 2. Ofc of tho Diroctor 00/07/ 
07. 1 7pp. 49259 .223-46259 .230 


KJtllUU UkilSUM fjl i’4UW 1 Ulf>, MIL I U I |i|J J l CU * JC • . 

8B07 120643 Responds io NRC GJIehn e8 C04, "Potoniiai Sa'ety Rolatod Pump Less." 
No pump doa'adat on denlif ed 

HAIRSTON.WG Alabama Power Co. 80/07/00 Document Control B'anch (Docu- 
mont Control Oosk) I2pp 40148:164-4614 0 175 

0807 130283 Revised response to NRC 800419 Ur re vlo'aiions noted n insp Repts 50- 
340/88-09 & 50 364 /0B -09 Corrective actions documorl control porsorno: -nslruciod 
to mainlam safeguards containers in locked condition except whon In use 
HAIRSTON.WG Alabama Power Co 88/07/09 Documont Control Gra r ch (Oocu- 
mont Control Desk) 4pp 40166.D67-4&10G 070 

8607250363 Forwards mooii-g summary of enforcement ccnle'onco ro Insp Repts 50* 
340/08-05 & 50*364/00-05 on 000525. List of attendees & vlowgraphs end 
GRACE JN Reg on 2, Ofc of Ihe Ckroclor. 88/07/ 11 MCDONALD.R P Alabama 
Power Co 33pp 46273 240-46273:260. 

8007120291 NRC Info Notice 80 040, ' Licensee Repl of Dofectivo Rofurbshod Valves " 
Svc LSI one' 

ROSSl.C E. D-vIsion ol Operational Events Assus^rnonl (Post 0704 11) 00/07/12 
Conso'idaiod Fii.son Co of Now York. Ire I03pp 46242 005 46242 100 

0807000368 NRC In'o Notice 08 047. ‘ Slewur-lhan Expoctod Rod Drop Tirros " Svc 
fist encl 

ROSSl.C E. O-vis on of Operational Events Asses srner.i (Post 870411) 60/07/14 
Consolidated Edison Co of Now York. Inc I03pp 46240 222 46240 324. 

6007120550 NRC Info Notice 08 049. "Ma'k ng.Handllng.Cortrnl.StorHgo 8 Dosiruciicn 
of Safogjards info " Svc list encl 

ROSSl.C E Divls'on o' Operational Events A 9 S 09 &mGnt (Post 0704 11) 86/07/10 
Consol doted Edison Co of Now York. Inc 103pp. 4024 1 263 40242 035 

8B07 120553 NRC info Notice BO 050. "Effeci of Cvcu i Breaker Cupnciienco on Avail* 
ab lity of Errorgoncy Pcvvor Svc list oncl 

ROSSkCF piv 6 &lon of Opo'alionai Events Assossmont (Posi 0704 11) 86/07/10 
Consolidated Ed.sonCa oINew York. inr„ 110pp. 40257.256 46258 016 

8607180101 NRC Info Nolice 80 051. "Fai uros of MSlVs " Svc ‘ist encl 
ROSSl.C E. Diwslcn of Oporaiio-nal Events As 9 esgmont (Po9t 070411) 80/07/21. 
Consolidated Ed son Co of New York. Inc. 12ljip. 40257 000 46267 206 


R. Periodic operating reporta & related correspondence 


0807 190246 Monthly oporalirg ropl for J-no 1908 for JM Fadoy Unit 2. W/860712 Itr 
MOREY ON, HAIRSTON.WG Alabama Power Co BB/06/J0 9pp 46205 092* 
46205.100. 


V. Operator Examinations 

8607050161 Requests stated rof mail bo submitted to NRC by 8C0701 for wntton exams 
9ChodLTod lor wk of 0011 14 Facility mgl rosponsiblo fo' pryv.d.rg ndoqufllu space A 
nccommodoilons In ordor to properly conduct written oxnms 

JUUAN.CA Region 2. Clc ol iho O.iocTDt 06/06/ It MCDONM.D.R P, Mibama 
Powor Co I0pp 46025:120*46025.129 


DOCKET 50*306 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protecllon plana 

0807080228 Advlsoa that util rosponaos cornp'iod w/ronuiromonts for emergency re* 
aponso facHios & molocrolog cal data upgrado par TMi Acton ltom9 IMA. 1 2 & 
III. A 2 2,rospocliv0ly 

CROCKER.LP Pro;ec1 0 rocioralo H*3. 08/06/22. HAIRSTON.WG. GdO'yo Power 
Co 3pp 46076:380*460 76 360 

6807070121 Requests meeting w/NRC personnel lo dscuss status of plant 
so cunly. Subsequent to 0BO42Q ro-sponao lo v olations noted in Insp Repls 50-321 /86- 
DO & 50-366/00 09,eddi info has becomo availablo which &ugp08i9 confusion exlsl9 re 
plan. 

HAIRSTON.WG. Georgia Power Co 80/C6/27 Documoni Control Branch (Documont 
Control Desk) 2pp 46124 359-46 124 360. 

8807070492 Notification of GB070B mooting w/ulil In Rockv.l o.MD to rovlow plant ®ocu- 
rlty plan status 

CROCKER LP Project Di/oclorato 11-3. 00/07/01. MATTHEWS.DB. Pro|oct O.roctor- 
ate 11*3. 4pp 48123:203*40123 206 

8807150123 Notihoe of change of point of conlacl for NRC personnel ro fmgorpnnls & 
criminal records procosalng /info Now contact Is D Edgo 

HAIRSTON.W.G. Georgia Power Co 08/07/05 Oocumont Control Branch (Documoni 
Control Oosk) 2pp. 40 185-357-461 65:358. 

0807190190 Summary of 000608 mooting w/uliJ in RockvJ'o.MD ro physlca- socuriiy 
plan Allendanca list oncl 

CROCKER.LP Pfoiocl O.rectoraio 11-3. 60/07/11 MATTHEWS. D O Projeci Director- 
ate 11-3. 6pp. 46200 100-46206 192. 


P. Operating license stage documents & correspondence 

8807060468 Forwards foe for 800020 appheat on for nrrond to proposed Tech 
Specs. deleting ref lo automatic Isolation of main coniroi room onviron control sys A 
mam control room chlorine doloclor9 

HAIRSTON.W.G. Georgia Power Co. 88/06/29 Document Control Branch (Document 
Control Dosk) 2pp. 401 15 131*461 15 132. 


response to uenenc nr 03-20 

CROCKER, L P. Pro.ect Oi'ectoralo 11-3 80/06/20 MATTHEWS.OB Pro.ect DrectO'- 
ate 113 3pp 46122.1 79 46122:181 

8807120160 Responds to Generic Ltr 89*0 1, ”NRC Pcs.ll on on IGSCC ‘n BWfl Austen-! 
ic Slamless Steol P p ng," Including rniUgal-rg aci'or.s.Tech Spoc changes & future ui I 
plans Fee paid 

HAfRSTO-N.W.G. Georg a Powo' Co. 69/06/30. Oocumeni Cont'ol Branch (Oociimonr 
Control Desk) B6pp 46143:111-46143:196 

8807070507 Sum-nary cf 880614 meeting w/utl in Rockvil‘e,MD re 3latu9 of Icensao 
actions concern ng Safety Issues Mgt Sy9 pr.nlout A licensee response to Genorc Ltr 
83*28. 

CflOCKER L P. Project Directorate 13*3 88/07/01 MAT7HEWS.DB Pro;ectDroclO'- 
ate ff-3. 4pp 46124:001-46124:004 

6607140310 Submits add nfo re Goner c Ltr 83 28. pe' NRC 80OSC5 Mr 
HA1RSTON.W.G Georgia Power Co 80/07/05 OocuTent Conlrol Branch (Document 
Control Desk). 2pp 46171 002-46171 003. 

8807150120 Forwards results cf crosscheck of chemistry 1 samp'es prepared by BNL 
HAfRSTON. W.G Georg- a Power Co. 68/07/05 Document Control Branch (OocuTenf 
Conlrol Desk) 3pp 40184.2Q5-46lB4.287 

0807120692 Forwards roqLOSl for add info re second I0*yr inso.*vice insp 
prog r am Response requested with.n 60 days of ltr receipt 

CROCKER.l.P Prolocl Directorate lt-3 QD/07/07. HAiRSTON.W.G. Georgia Power 
Co 9pp. 46148.084 46148 092 

8807140225 Grants 860513 request that listed documems.msrked as proprietary bo 
withheld from pubic disclosure per 10CFR2 790 based on GE statements 
CROCKER.L.P. Project Dreciorate lt-3 08/07/08 HA'RSTON.WG Geo-'fl'a Power 
Co. 4pp 46177 270-46177 273 

8807190130 Forwards updated listing of outsiar.d.rg liconsng reqjesls. (or early NRC 
route w A ap pro vat 

HA‘ RSTON.W.G Georgia Power Co. 88/07/11. Document Control Branch (Document 
Control Desk). 3pp 40215 342*46216 344. 

8607220188 Requests re! of from AS ME Coda Soc'ion XI ro otovoied hydrostailc lost 

E rossure roqulrorronl for Clas9 2 pon;on of main steam l-nos 
IAIRSTON.W-G Georgia Power Co. 68/07/11 Document Conlrol Branch (DocuT.ont 
Conlrol Desk). 2pp. 40249 079*4624$ 000. 

8807130454 Go node Ltr 88*1 1 to all licensees of operal ng reactors & ho'ders of CPs ro 
NRC pos.tlon on raolallon embrlit emont of roacior vessel mat's & impact on plant 
opera: oris Svc I si & Rev 2 to Reg G-j de 1.99 ercl. 

miRAGlPA.F.J Associate DireclO*' for Pro; acts (Post 870411) 60/07/12 Conso'ldated 
Ed son Co Of Now VorV. Inc. 51pp 46267 207*46257:257 

0807180118 Forwards AmondS 165 A 94 lo L'cenges CPR-57 6 NPr-5. 
respeciively.SBloty ava'uaiten & request lor Ffl publ.cai o.i Amends modify Toch 
Spocs by replac r.g organ-sal on charts w / mere general roqu remoms 
CROCKtR.LP. Project Directorate lf*3 88/07/12 HAIRSTON.W G Georgia Power 
Co. 3pp 46203:024 46203 060 

“0007100122 Amends 155 & 94 to Licenses DPP-57 5 NPF-5.resp0Chv0ly, fnodityi t 'Q 
Tech Specs by replacing organUat.on charts w/mor© general organization reqinro* 
menls. 

MATTHEWS .OB- Project D reciorala 11*3. 08/07/12 29pp. 46203 027*46203:055. 

“0607 160123 Safety evaluaion suppoling Amends 165 & 94 10 UcQnso9 OPR-57 & 
NPF *5 .respectively 

* Project Dree tore to JJ*3 06/07/ 12 4pp 48203 056 46203:057 

“8807100124 Requests FR pub'ication of notice of issuarce ol Amends 155 & 94 to 
Licenses DPR-57 A NPF* 5. respectively. Amends modify Tech Spocs by replacing orga- 
nic al on charts w/moro general organization requirements. 

CROCK ER.L P. Project D.roctorole ll*3. 88/07/12 NRC * No Delated Alfil ation Grven 
ip 46203:058-46203 060 


Q. Inspection reports, IE Bulletins A correspondence 


8606130160 NRC Info Notice 68-039, "LaSal e UM 2 loss ol Recirculation Pumps W/ 
Power Osd letion Event ’’ Svc i.st on cl. 

ROSSI, C.E Division of Operal crnal Events Assessment (Post 870411) 60/06/16 
Consol toted Eason Co of New York. fnc. f lOpp 45976 156-45978:286 

8006280144 Forwards Operational Assessment Repts 50*321 /88-15 8 60-360/68*16 gn 
880506-20 & notice of vJo'aLon 

GRACE .J N. Region 3, Ofc of the Oireclor 80/00/17. MCOONALD.R P Georg-a 
Power Co. 3pp. 45974:351 -4 5975 069 


“0000290151 Notice ol violation from Ins p on 00O5O9-2O. Violations noted faifuro (o 
me 'main appropriate quality $’d$ for installation of Model 206 380 ASCO solenoid 
valves A NRC inspector found eight pages of Tech Spec rrlss no 
GRACE ,J.N. Reg on 3, Ofc of the Director. 88/06/17. 2pp. 4 5 9 74:354-4 5 9 7 4:3 55, 


“0606290181 Insp fiepts 50-321/08*15 A 50 368/89 15 on 860509*20 Viofai ons 
noted. Major areas inapected.operetional performance assessment re oifecl venoss of 
vartotra plant orovps Inc'ud ng.operattons.QA A enc/neGring & (ra ring. 

JULIAN C. SHYMLOCK.M., GtQSON.A. Regten 2. Ofc of Iho Duocior. 08/06/16. 
75pp. 45974 :366 45976.066, 


0600160340 NRC Info Notice 86-040, "Exam ners Handbook for Developing Operalor 
Licensing Exams." NUREG/8R-0122 A svc list end. u 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). 08/06/22 
Con so Mated Edison Co. ol New York. Inc. 237pp. 46240.325-46241. 20 1 

0000170033 NRC inlo Notice 68 041, ‘‘Physical Protoct.on Woaknosees identified 
Throuah Regulatory £| feci venoss Reviews;' Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 870411). 80/06/2 2 
Consolidated Edison Co. of New York, tnc. 122pp. 45678.034-45978. 155. 


Ilttl tJ-'Ll 

ROSSI.CE Divs'on of Operational Events Assessment (Post 870411) 88/06/22 
Consol dated Ed son Co of New York, fnc nepp 46019 037-46019.152 

6807080220 Adv'sos that uti' responses ccmp led w/recuiromonis for omo'goncy re 
apon9o leases & rr.oteorolog cal riato upgrado per TM1 Acilon Items iilAi? ft 
III A 2 2,rG3pective!y. 

CROCKER.L.P Pro.ect Di'ectoraio lt-3 03/C6/22 HAIRSTON.W G Georgia Power 
Co 3pp. 46076 360 4607G 360 

8806210036 NRC Info Notice 80*044, ' Mechanical Gmd ng ol Spring Release Device in 
WQ9linghOuse Typo DS-416 Circul Broakers ” Svc fist oncl 

ROSSI.CE. D.vision of Operal-cnal Events Assessment (Post 870411). 00/C6/24. 
Consol.dalod Edi90n Co of New York. Inc. 1l3pp 46019 153*46019 205. 

8806240139 Suppl i to NRC Bulletin 08 000, "Thermal Stresses n Piping Connoctod t<> 
RCS ” Svc 'i9 1 oncl 

ROSSI.CE. D.vision of Operal onol Evonls Assessment (Post 8/0411). U8/06/24 
Conso'idated Edscn Co. or New York, Inc H4pp 4G010 266 46020 018 

0007070121 Roquoste meeting w/NRC personnel to d.scuss status of pla^t 
sacu/,fy. Subsequent to 860428 response io voiation9 nolod in Insp Repis 5 0 ,321/09* 
09 A 50 3C6/88*09.addl info has become avai'ablo wh ch suggests confus-on oxisls re 
p'an 

HA‘RSTON,W G. Georg a Power Co BB/00/27 Documonl Control Branch (Docuinon) 
Control Desk). 2pp 46124 359*461 24 300 

0007150063 Responds lo Bui elm OB OD3 ro HFA ro!ay Iplch ongagomont Liconsco do* 
termned lhal sub; latch r.g typo HFa relays rot u9od in saloty-rolmoii sys al p’anl, 
HA'RSTON.W.G- Georg a Powo: Co 00/07/05. Document Control Drench (Document 
Conlrol Desk). 2pp 40102 267*461 Q2 263. 

0807150134 Responds to NRC 880610 Mr re violations noted in Insp flopts 50 321/03- 
14 & 50 356/80* 14.Correcl.vo acllons containment Isolation valves closed A success- 
ful radiograph- c oxam of plpo wolds porfo^mod. 

HAIRSTON.W. G Georg a Power Co 08/07/05 Document Control Dranch (Docu.meni 
Control Desk), flpp 46105:132 461 B5 139 

0007160146 Responds to NRC 060531 Hr ro v.olfltions nolod in fn9p flopts 50 321/07- 
31 & 50 360/37*31. Correct vo actlons.wution guidance implementod to assist m Inves- 
tigation & C9LSO deiormlna: on of Ifll uro of RwCU vatvos lo Isolato 
HAIRSTON.W G Georgia Power Co 8B/07/05 Document Conlrol Branch (Documo.-u 
Conlrol Desk). Itpp 40105 273 49165 203 

0807190144 Ach rocoipt ol 000603 Ur Inform ng NRC ol stops tokon to corroci v.olatlona 
notad in Insp Rupte 50-321/68- 1 1 A 50 366/88-1 1 

BROWNLEE,V.L. Region 2. Ofc of tho Droclor 00/07/05. HAIRSTON.W G Goomia 
Power Co ip. 46205 101-46205:101. 

6807210240 Forwards Insp Rcpls 50 321/00 12 & 50 366/80-12 on 600502*12 Emcr* 
goncy opo rating procedures adoquato for continued plant oporneon.al though numor* 
ous (Jo f icon bos Idonlihod 

GRACE.JN Rea-on 2. Ofc of tho D.rocior. 08/07/00 HAIRSTON.W. G. Gocrglo 
Power Co. 3pp. 46236 32G- 46237 003 

“8807210250 Insp Repia 50-321/08*13 & 50-360/00*12 on 000502-10. Dof cionaos 
nolod Major areas Inspoctod omoruoncy oporat ng procodurcis.incljd ng QA 
moasuros.quaMy at control room drawings & evaluation of confafnmoni vonting p'ovi- 
sio-ns 

FLOREK.DJ . GALLO.R M. Region 2, Ofc of the D rector. 0B/CO/24 3flpp. 
40230 32D 46237 003 

00O63QO347 NRC Info Nolico 00 045, "Problems In Prolocl>vo Relay ft Circuit Qroakor 
Coordination ” Svc list oncl 

ROSS/.CE Dn/<sion of Oporafione/ Evonfs AssossmonI (Post Q7Q4 fl) 60/0770? 
Consol datod Ed son Co of Now York, Ire. ICtepp 46242 100 40242.21 2 

6807120692 Forwards request for eddl info ro second 10 yr msorvlco Insp 
program. Responso roquoste d wilhin 60 *day9 ol Hr rocoipt 

CROCKER, L P. Proloct Dvoclorote ll*3. 08/07/07. HAIRSTON, W.G. Georgia Power 
CO. Opp. 46140.004 461 40:092. 

0807880000 NRC Info Notice 00 048, "Licensee Ropt of Defective Rofurbishod Circuii 
Broakers " Svc list oncl. 

ROSSI.CE Division ol Operational Events Assossmont (Post 070411). 00/07/00 
Consol doted Ed son Co of Now York, Inc. 107pp. 40231 201-46232 027. 

6807200123 Ro&pond9 lo NRC Gultelm 80 004. "Potonllol Safoty-Rolaiod Pump Loss." 
Safoiy sys opo/atos tor very short t-mo in min Dow modo.Max oxpoctod conr.nutMis op 
oration sma'I porcontago of rocommondod guldoknos. 

HAIRSTON.W.G Georgia Power Co. 00/07/11 Documonl Control Branch (Docbmeni 
Conlrol Oask). 6pp. 40221 207-46221:302 

0807120291 NRC info Notlco 0B-O4B, "Licensee Rept of Defective Rofurbishod Valves." 
Svc list end 

ROSSI.C E D.vi9ion of Oporailonnl Evenls A99G6Bmoni (Po9l 870411) 80/07/12 
Conso’idaied Edison Co. ol Now York. Inc. 103pp. 46242.006 40242.108. 

8607080366 NRC Info Nolico 08*047, "Sfower-Than-Expected Rod-Drop Times” Svc 
list encl. 

ROSSI.C E D.vision of Opofplional Events Assessment (Post 070411). 88/07/14. 
Conso’ldatod Edison Co of Now York, Inc. 103pp. 40240.222*40240 324. 

8607120550 NRC Info Nobce 88*049, "Marking. Handl ng.Control.Sloroge A Destruction 
of Safeguards Into.” Svc lisl oncl 

ROSSI.C E D.vi9lon ol Oeorational Evonls Assossmom (Posi 070411). 00/07/18 
Consolidated Ed-son Co of Now York. Inc. I03pp 46241:203 46242 005. 

8607120553 NRC Info Notice 80*050, "Effect of Circuii Breaker Capacitance on Avar* 
ability ol Emergoncy Power.” Svc Mat encl. 

ROSSI.C E. Drvis on of Operallonal Events Assessment (Post 070411) 08/07/18. 
Consolidated Ed-son Co. of New York. Inc. 119pp. 46257:250*46260 016 

0807160101 NRC Info Notice 08*051, "Fa lures of MSlVs '* Svc list oncl 
ROSSI.C E. Division of Operallonal Events Assossmonl (Post 0/0411). 00/07/2). 
Consolidated Ed son Co. of Now York, fnc 12 1pp. 46267 086 40257:206 


DOCKETED ITEMS 129 


R. Periodic operating reports & related correspondence 

8607190938 Monthly operaiing ropts lor Juno 1008 for Hatch Units 1 A 2 w/09071 1 Hr 
0EARD.R M., HAIRSTON.WG Georgia Power Co. 08/06/30 I3pp 46215 099- 
46215:111. 


9. Reportable occurrences, LERs A related correspondence 

B006290390 LER 08-Ol6OO:on 800523. seven snubbor9 Inadvertently not incorporated 
Inlo procedure during previous procedure revs. Causea by procedure 
inadequacy. Temporary procedure change developed 8 porsonnol counseied.W/ 
880622 Itr. 

TIPPS.S 0., HAIRSTON.W G Georgia Power Co. 08/08/22 10pp. 45964.112* 

45984:121. 

8807010052 Special Rept 66*004. on 88 0523,deter mined lhal Ire doors w / automata 
hold open A release mechanisms were not being vended to be tree ot obstructions at 
least once per 24 h es requited Caused by Inadequate admin sb alive controls 
HAinSTON.W G Goorg'a Power Co 88/06/22 Document Control Branch (Document 
Conirol Desk) 7pp 4001 7: 156*46017:162 

8607010582 LER 80 0l7-00:on 880527, air bubble released Into condensate sys tripping 
condensate booster pumps A reactor feed pumps on low suction pressure caused by 
doficient condensate & feedwater ays operating proceduro W/880627 Itr 
TIPPS.S. D . HAIRSTON.W G Georgia Power Co 88/06/27 llpp 46017 050- 

46017:060. 

B 807060 159 LER 08 010-00 on 00O529.full roactor scram occurred Caused by lallyro of 
dsc dump valve as result of normal woar Orifices Installed to reduce prossure tran- 
sients In oloctrohydraul-c conlrol A manifold oiled W/880627 Ur. 

TlPPS.S. 0.. HAIRSTON.WG Georgia Power Co. 80/06/27 9pp. 46007 352* 

46087.360. 

8807150117 LER 88 019-OO on 800604. licensed operations porsonnol determined that 
operability requirements of Tech Specs for functional testing of turbine slop valve not 
mot.Ceusod by personnel error Personnel counseled W/800705 Itr. 

TIPPS.S 0., HAIRSTON.W G Goorgio Powor Co. 00/07/05 Cpp 40183 251- 

46103 256 

0BO72OO126 LER 80 007*01 on 08Q21 2,velvos on olr supply lino 9 serv.ng pneumatic ac- 
tuators fallod local toak rale resting Caused by doslgn deficiency Appropriate Tech 
Spec actions Imilatod A velvo deficiencies corrected W/06071 1 Itr. 

HElDT.J D . HAIRSTON, W-G. Georgia Power Co B0/O7/11 10pp. 46221270* 

46221:290. 


DOCKET 60-360 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency A fire protection plana 

8807070662 Rev 9 to covorshoot to Emergency Plan Implementing Procoduro 
1903 002, “Afl8 : gnmont of Pfant Emergency Toam/Group Members" 

• Arkansas Powor & Light Co. 80/02/25. 2pp 461 19 213*461 10.214. 

0007200340 Rov 6 to Emergency Plan Implomontlng Procedure 1905002. ,, Otf8lio 
Emergency Monitoring ” 

• Arkansas Powor A Light Co 08/05/10 30pp. 46229:012*48229 050 

BB07070559 Rev 6 to Emergoncy Plan Implementing Procedure 1903.13, ■‘NoMicaLon 
of Corporate Official.” 

• Arkansas Power & Light Co 00/00/09. 12pp 461 25: 198*461 25.209. 

6807210191 Requests addl 30 days to completely Implement necossary mods for major- 
ity of work to proioct secondary power supply. Util will still bo in compliance w/NRC 
Implementation guide. 

HOWARO.D.R. Arkansas Powor & Ught Co 80/08/29. HAR0UCK.C C Project Direc- 
torate IV. 2pp. 46237:301-46237:302. 

8807070493 Ack receipt ol 800800 )U Informing NRC of stops taken to cor rod violations 
noted in Safeguards Insp Repts &0-313/88 OB A 50-368/80 08 
CALLAN.LJ. Region 4, Ofc of the Director 88/07/01. CAMPBELL, G Arkansas Power 
& Light Co. 2pP- 40126-163*461 26: 104 


I. Financial Information 

B807070386 Forwards summary of completed A planned notification & consultation 
activities -Systemwide communication plan under development for consolidation 
etlort .Including development of now publication Vo update employees on progress 
KINGSLEY.O.D- System Energy Resources, Inc. 00/06/20 Document Control Branch 
(Document Control Desk). 7pp 40126:353*46125 369. 


P. Operating license stage documents A correspondence 

8807060275 Submits rosponso to Generic Ltr 08-08, “Automate Trip of Reactor Coolant 
Pumps.” re TMI Acilon Item ILK. 3 .6 

HOWARO.D.R. Arkansas Power & Light Co. 88/06/03. HAROUCK.C G. Project Direc- 
torate IV. 5pp. 46\02:2 46 -46102:249. 

8807000136 Responds to 080510 reque9l for addl Info re Generio Ltr 03-28,ltems 3 2.1 
& 3 2 2 on post-maint testing of safety- related components 

HOWARO.D.R Arkansas Power & Light Co. 88/06/21 CALVO.J.A. Project Director- 
Bte IV. 2pp. 46134:109*46134:110. 

8007140286 Summary of 880615 mooting w/utils re proposed establishment A licensing 
of Sys Energy Resource, Ino as operators A licensing agent for plants. 
WIGGINTON.DL. Project Directorate IV. *89/00/21. Project Directorate IV. 35pp. 
46177:291-48177:325. 

8807140298 Forwards Amends 109 A 85 to Licenses DPR-61 A NPF-6, respectively A 
safely evaluation. Amends revise administrative controls sections of Tech Specs to re- 
flect reorganization of nuclear operations dept. 

HAflBUCK.C.C. Project Directorate IV. 08/08/24. CAMPBELL.T.G. Arkansas Power & 


-8007140300 Ani©nd9 109 A 85 lo l icenses DPR-51 A NPF-S.respectivoty. rev. sing ad- 
ministrative controls sect on ol Tech Specs to reflect reorganization of nuclear opor 
ations dept A al90 mgt posit on designated to serve as ccmmiiee cho rrnnn. 

CALVO.J A Proioct Dirociorale IV. 00/06/24. 24pp. 4617 1 .126*40 171.140 

—8807140303 Safety evSluat-on support.ny Amends 109 A 85 to Licenses DPR*51 A 
NPF-6. respoct voty. 

* Office of huciea' Roactor Regulation. Dirocio*' (Post 070411) 89/06/24 6pp 
4617V150-46171.1S4 

8607070386 Forwards summary of completed A planned notification A ccnsultahon 
activities Syslernvv.do commu"ication plan under developrrenl for conso'idaiion 
effon, including development of new pub'icanon to updato employees on progress. 
KfNGSI EY.O.u System Energy Resources. Inc 80/00/29 Documont Control Branch 
(Document Conlrol Desk). 7pp 46125 353 46125.359 

0007190080 Responds to NRC BB0523 request for addl Inlo ro SPOS Ut-I will evaluate 
Rochosler Instrument Sys Model SC- 1302 A EnorQy.Inc Mode! 00993-4 isolators 
against 1 20 -volt oc 20 amp guidance Evaluation ol test data opoctod by 800815 
HOWARD D R Arkansas Power A Light Co 08/00/30 HAflBUCK.C.C. Project O rec- 
reate IV. 2pp 40209 205-46209.200. 

0007120275 Forwards appl cation for amends to Licenses DPR-51 A NPF 6, requesting 
approval for Sys Energy Resources. inc to assumo responsibility for operator! of 
laci lt*es Foe paid 

CAMPBELL l .G Arkansas Power & Light Co. 66/07/01. CRUTCHFIELD, D. Division of 
Reactor Projects • III, IV, V A Special Projects (Posi 870411). 5pp 40155.133* 
46155 183 

-8007120290 Appl cation (or amends to Licenses npn-5t A NPF B.roquost ng approval 
for Sys Energy HGsources.rnc lo assume rospons biUy fer operaton of plani 
MALDFN.J.l Arkansas Power A Ught Co KlNGSLEY.OD System Energy Rg 
SOu'ccS. Inc 08/07/01 3 1 pp 46155130 401 55:183. 

-8807120303 Proposed Amends 1 A 2 to Llconsos DPR 51 A NPF-6, rospoci.vely 

* Arkansas Powor A Light Co 88/07/01 15pp 40 1 55. 169*48155 103. 

0007120227 Responds to 800422 request for updRto of 870005 suhmttnl ro pudorfr- 
anco resting of roi:of A saloty valves.NUREG 0737, Hem II. D 1 for p'antMods mado 
during refuel ng ouiago ord ng early In 1GBQ & t nal calcu“el ons undnr roviow. 
HOWARO.O n Arkansas Powor A Light Co 00/07/06 CALVO.J.A. Project Dlroclor* 
ato IV. 299pp 40152 017-46152 315. 

6007120151 Notification ol Q6O710 significant llcon 90 D mooing in Arlington, TX lo dis 
cuss aiatu9 of llcenaoo Improvement programs. 

CALLAN.L J. Flog on 4. Ofc of Iho D rector 08/07/06 Rog on 4, Ofc of the D roctor 
?pp 46154 142 46154:143 

8807100047 Forwards notice of onv ron assossmont A finding cf no siQnlfictint Impaci ru 
Tech Spec changos for HPSl pump survo.lionco lofit d ftorentlal prossuro roquiromont 
HARnuCK.CC Projoci Dirociorale IV. 60/07/08 CAMPBELL.T.G. Arknnsaa f’owor & 
Light Co 3pp 40200.203 40200 260. 

-0807100051 Not.co nf environ assossmont & findings of no signFcent impaci cn util 
871028 requost tor chnr.go to Tech Specs to docroaso roqul-ed differential prossuro 
producod by HPSl pumps during survo.llance losilny 
CALVO.J A Project Directorate IV 00/07/06 3pp. 4B200 280 4 8200 266 

0007130454 Gonorlc Lir 86*1 1 to ml heensoos of operating roaclors A holders ol CPe ro 
NRC pos tion on radlailon ombriiilomonl ol reactor vasso'- mmis & rrpoci on plonl 
oporabonsSyc lisl A Rev 2 10 Rog Guido 1.99 oncl 

MIRAGLIAF.J Associate C-roclor for Proiocts {Post 87041 I). 80/07/12. Consolidated 
Edison Co ot Now York. Inc 6lpp 46257 207*46257:257 

8007260109 Forwards sataly eva'uallon accopt-ng util rospenso to Gonorlc Ur 03* 
2B,ltGm 4.5 2 ro roacior (rip sy8 rol ability on*ine losllng. 

CALVO.J A. project Dlroctorate IV 00/07/12. CAMPBELL, G. Arkansas Power & Llyhl 
Co. 4pp. 46270:007*46270 115. 

-8807260107 Safoty ovaluabon supporting util 631105 responses lo Gonoric Ltr 03- 
28,llom 4.5.2 re reacior tr,p sys reliability online tG 9 t:ng. 

* Office of Nucloar fleactor Regulation, Director (Post 870411) 86/07/12. Ip. 
46270:091*46270.115 


Q. Inspection reports, IE Bulletins A correspondence 

8007070583 Responds to violations noted in insp Ropts bO 313/88*02 & 50 080/00- 
02.Correctivo actions surveys reviewed A conlract tochnclan 9 in error A auparvlsora 
Informed ol orro/s A Instruclod to perform reviews In timely manner 
LEVINE. JM. Arkonsas Powo-' A Light Co. 88/05/13 CALLAN.LJ. Region 4, QfC ol 
the D roclor. 4pp 46123 076 46123.070. 

6806130168 NRC Info Nolico 88 030. "LaSa'lo Unit 2 Loss of Hocl'cu'atlon Pumps W/ 
Powor Oscllietion Event ” Svc list oncl. 

HOSSI.CE. Division of Operational Evonis Assessment (Po9t 870411) 68/06/16. 
Conso'idaiecf Edison Co. o / New York. Inc 110pp. 46978 156*45070 266 

6607060360 Ack rocoipt of 8005 13 Itr Informing NRC of $tep9 taken to co/roct vfolotions 
noted in fnsp Ropis 50*313/08 06 A 60-363/88-06. 

CALLAN.LJ Rog on 4, Ofc of the Director. 88/00/16. CAMPBELL, G. Arkansas Powor 
A Light Co. Ip. 40103:209-40103 289. 

8807160149 Responds to violations noted <n Insp Ropts 50*313/00-11 A 50-380/88- 
li.Correct.vo actions actions initialed to verify <hel velvos lagged opon w/caps ro- 
movod in correct test position. 

LEVINE.J.M Arkansas Powor A Light Cb. 6Q/06/1G. CAL! AN.LJ. Rog:on 4, Ofc of 
Iho Director. 3pp. 46199.198 46109 200. 

6606160340 NRC Info Notice 88-040, "Examiners Handbook for Dovoloping Operator 
Licensing Exams." NUREG/BR 0122 A svc fist encl. 

ROSSI.CE. Division ot Operatonal Evonis Assessment (Posi 870411). 68/06/22. 
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8606170033 NRC tnfo Note* 88-041. 9r.y%t&\ P^ecbe n Weaknesses Idenbfied 

Through Regulatory Eheclw.ess Reviews" Svc W encj flft/06/?? 

R0S9.CE Ow«n Ol Opera^-M Ev«at^ ^^m6nt (Po^ 870411) 08/06/?? 
Consoled Ed«$on Co cf New York. Inc I22pp 45970 03* -4 69 78 155 

6806170791 NRC Bo lain E8-008. "Thermal Stresses in Pp'ng Connected to RCS " SvC 

ROSS' CE Ovison of Operationa 1 Events Assessmer.? t Post B7041 1) 80/06/2?. 
Conso’-datod Edison Co otNow York. Inc 1 16pp 46019 037*46019-152 

8807010040 ACK race pi ct 880603 iv ir'orm.ng NRC of steps token to correct violation 

Cmun tr£ ofeal^m/X CAMP8ELI.Q. Power 

SLjgl-.lCo ip 46020 246 46020 246 

8806210038 NRC Info Not*© 68 044, "Mscnanica’ B nd ng of Spring Release Device In 
vVesingMOuse Type OS-416 Crcu.t Breakers ‘Svc IS1 encl 

ROSS'CE Drvisior. of Oporai-onal Everts Assessment (Posl 87 0411 ) 08/06/24 
Con s-O' da ted Ed son Co cf No** York. Inc 113pp 46019.153-46019 285 

8806740 U9 Svppl 1 to NRC Bj’tefcn 88-008. "Thermal Stresses in Piping Connected to 

ROSS' CE OwSion of Operations’ Events Assess mem iPost 670411) 80/06/24 
Conso’dated Ediscn Co o<New York, tnc 1 14pp 46019 268-46020 018 


8807068557 Forwards insp Repts 50-313/88 15 0 50-368/88*15 on 080501*31 5 nobco 

CALLANU Region 4.0tc Of me Director 88/06/2?. CAMPBELL.G. Arkansas Power 
0 Light CO 2pp 48109 195 46109 208 

-8807060596 Notice of violation from ir.sp on 890501 -3 1.V-0fabon noted Inspector Ob- 
served ta.' go p*asu bag appro* bat titled w/ m sceianews debris tn upper south 
nipnq penevabon room „ ^ 

• Reg >on 4. O'c pt me Director 80/06/27 2pp 46109 197-46109 198 


-0807060577 Insp Repis 50 313/88*15 0 50 368/88*15 on 880501*31 Vitfalonj 
noted Major a;ea9 inspected plant status, operational safety verification .malm & 
£u.*voi lance.piani startup lest ng & event fetowup A „ 

jChNSON WO KAAG.RC . Cham BER lAlN.O. Region 4, O'c ol the Director 86/ 
06/27 ippp 46103 199 46109 200 


8007070571 Ack receipt of 090513 fl 
noted in Insp Repis 50 313/6B-02 
CALLAN.L J Reg-on 4. Ofc of the 
A Ught Co 2pp 46123 073-48123 074 

0807120256 Ack rece pt of 0706 22 & B8042 1 Itrs Informing NRC of steps taken to cor* 
reel vto’ations noted :n Insp Repts 50*31 3/8 7- 1 3 & 50*368/87*13 
CAILAN l J Region 4. OfC Of the Director 60/06/30 CAMPBELL.G Arkansas Power 
& Light Co ?pp 46 1 54 04 8 461 54 0 49 


informing NRC of steps taken to correct vro along 
& 50-360/88 02 

Dnector 88/06/30 CAMPBELL.G Arkansas Power 


0807070493 Ack rece-pi of B8060B Itr informing NRC of steps taken lo correct violations 
noied m Safeguards insp Repis 50-313/88-08 & 50 368/68 08. 

CALLAN L J Region 4. Ofc ol the D/ecior 88/07/01 CAMPBELl.G Arkansas Power 
& Light Co 2pp 46128 163 46126 164 


8607120079 Forwards Irvip Repts 50-3X3/88-18 & 50 368/88 18 on 8QQ523- 27 No vio- 
lations or deviations noted 

CAL LAN L J Region 4 . Ofc of the Director. 88/07/05. CAMPBElL.G. Arkansas Power 
S Light Co 2pp 46147 320-46147.329 


**8807120084 Insp Repis 50-313/88-18 & 50*360/88-18 on 680523-27 No violations or 
deviations noted Major areas inspected licensee radiation protecldn activities associ- 
ated w/ radioactive man Iran sportai ion & low level radwasie mat 
CHANEY H D . BAER.R E Reg on 4. Ofc of the Director. 80/00/24 8pp. 46147:322- 
46147 329 


8807130054 Requests today extension lo 880906 lo respond to NRC Bulletin 88 004, 
‘Potential Safety Related Pump Loss” Sgn.ricanl problems w/util safety-related 
pumps nol anlc.pated 

HOWARD.DR. Arkansas Power 0 Ught Co 8B/07/05 Document Control Branch 
(Oocumenl Control Desk) ip 46169 225 46169 225 


6806300347 NRC info Nolice 88-045. “Problems in Protective Relay & Clrcu t Breaker 
Coordination" Svc fist end 

ROSSf.C.E Drvision of Operational Events Assessmeni (Post 870411). 88/07/07 
Consolidated Edison Co of New York. Inc I04pp 46242.109-46242:212 

6607080006 NRC into Notice 68-046, "licensee Repl of Defective Refurbished C-rcu l 
Breakers " Svc fisl end 

ROSSi.CE. OrvJsion ol Operational Events Assessment (Post 870411). 88/07/08 
ConsoWe’ed Ed-son Co. of Now York, Inc I07pp 40231 28 M6232 027. 

6807180153 Ack foceipt of 880616 Itr inforrp'na NRC ol steps taken to correct violating 
noied in insp Repis 50-313/68*1 1 A 50-368/88*1 1. 

CALLAN.L J. P,©g.on 4. Ofc of Ihe Director. 88/07/08. CAMPBELL.G. Arkansas Power 
8 Ught Co Ip 48188.202*46188 202 


8807120291 NRC fnfo Notice 88*048. ’’Licensee Rept of Defective Refurbished Valves " 
Svc fist end. 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411) 09/07/12 
Consolidated Edison Co. of Now York, Inc. 103pp. 46242 .006-46242: 108 

8807080366 NRC info Nobce 88-047. "Slower Than Expected Rod Drop Times." Svc 
list encl 

ROSSI.C E. Dnnsion of Operational Events Assessmeni (Post 870411). 88/07/14 
Consolidated Edison Co. ol New York. tnc. 103pp. 40240:222*46240.324. 


8807250330 Ack /b^'pt of 860731 8 1003 ll/s In response to Equipment Qualification 
,nS P 50-313/86*23 A 50*368/86-24 Enforcement conference 

planned Proposed agenda lor subj en'orceroeni conference encl 

kT" mml ' U CAMPBELl - Q Afki ™’ p °"*' 


^^latio^^dev^kirtS 5 noted^ 0 ^* 8 50*368/08-21 on 880620 24. No vio* 

l A S j 'ip s9 S^.56»5w , °'- 88/07/15 cAMpeai - G 


ftan?9fi0314 insp Repts 50-31 3/ 88 21 & 60-360 /0B-2X on 860620 24. No v.o'at ons O' 
'deviations noted Major areas inspected: ■'icorised oporolur tralnlng.non'iconsod staff 

Kck8 ’2° viCKrIy !^ a ^ A^U AR OO.J - E . Roglon 4. Ofc ol the Director 08/07/ u. 
Hpp’ 40255:171-46255:101. 

8807X20550 NRC Info Notice 88-049. ‘ Ma'klng.Hnndl ng.Conirot.Storogo & Destruction 

n/vfs^E^Orvision ^of C Opolationfll Events Assossmonl (Posf 070411) 8fl/07/iB 
CoSohdated Edison Co. ofNow York. Inc. 103PP 46241:263-40242 005 

8007120553 NRC Info Nonco 08 050. "Elfoci of Orcuil Brookor Capocilanco on Ava’* 

RQ^fc ^ 0?v^on ^Toporahonat Evonts Assossmont (P091 G70411). 90/07/10 
SdatedEd SonCo of New York, Inc. 110PP 40257.250 40250 01G 

flR07iflr)ioi NRC info Notico 00 051. "Fol'uros of MSIVa " Svc list nncl. 

ROSSI C E Division ol Operational Evnnis MsossmenX (Post 07O4M). 60/07/21 
??w7wi a LpH e nm nT Now York. me. 121 PP- 46257.000*40257:206 


R. Periodic operating reports * related correspondence 

8807250051 Monthly opening rapt tor Juno 1080 lor Arkansas Nuclear Onu umi 2 W / 

HARFlfsON.D F., HOWARD.DR. Arkansas Powor & Llflhl Co. 00/06/30 6pp 
46259-121-46259 126 


S Reportable occurrencea. LERb A relatod correspondence 

8807130176 LER 00 OlO-OOon 800525.lollow;ng ropmr of look on common rof leg ol 
na/rOY/-fflngQ wator level inelrumonl.safofy injoction tank D Inopor able Cousod by low 
water level Leak tepaiiod & rot log tof.i'o<lW/Q60620 Hr, 

TAYLOR.LA . LEVINE. J M Arkansas Powor A L<ght Co flfl/00/20. 6pp. 46163 255* 
46163 260. 


DOCKET 50-369 WILLIAM 8. MCGUIRE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency 4 tire protection plana 

8807070221 Rov 26 10 crisis mgt p 1 anW/0OOD24 Ur 
TUCKER, HB Duko Powor Co. 00/00/15. 30pp 461 18:261 -401 10 321. 

6806200246 Forwa'da Rov 35 lo security plan Rov withhold (tot 1GCFR73 21) 
TUCKER.H.B- Ch/ko Powor Co 08/00/20. Olfico of Nucfoor flondor Rogulallon, Di- 
rector (Post 070411). 3pp. 45005 357*45005 350. 

8807120698 Roquosls thal submittal dnto for rovi90ri McQuiro Emorgoncy Procoduro 
Writers Guide Do extended until 0BO9O1 

TUCKER, H B. Ouko Powor Co 00/07/06 Documonl Control Branch (Documonl Con- 
trol Desk) Ip. 48165:005 46155.095. 

8607250271 Forwards insp Repis 5O-30O/OB-18 a 50*370/00*10 on 00O62O*24.Vic’a* 
tion9 net cited becauso all criteria lor cotOQori?aiion of llconsoo :donllf*od violations 
mot. 

CUNE.WE Rogion 2. Ofo of the Director 00/07/13 TUCKER, H f). Duke Power Co. 
2pp. 46254-324-40264:326. 

-8807250272 Partially withheld Insp Ropts 50 360/00*10 £ 50 370/00*10 on 800620-24 
(ref 1OCFR2.70O & 73.21).Ono (Icensoo icJonlif.od violation notorJ.Major areas 
inspected mgi olfoclwonoss ■ sccutriy pcogram & recotda & ropts 
TILLMAN, A.. MCGUIRE, D.R Region 2. Ofc of tho D, rector 00/07/12 ip. 48254.328 
46264:328 


K. Utility Final Safety Analysis Report (F9AR) 4 amends 

8807130305 Update lo 1007 FSAR lor McGuire Nucloar Slalion W/000701 Hr. 
TUCKER.H 0 Duke Power Co. 00/07/01. 617pp. 46173.003*46174:310 


P. Operating license siege documents & correspondence 

8807070544 Forwards isvlsod page ol Tech Spoo 3/4.7.&,c1aTi1yln0 proposed woidmg te 
snubber b 

TUCKER.H B Duke Power Co. 00/05/ 10. Document Control Branch (Document Con- 
trol Desk). Ip. 46110:203*46110 206 

**8807070649 Proposed rev to Tech Spoc 3/4.7.0.clari1ying wording ro enubbora. 

' Duke Powor Co 88/05/10. 3pp. 461 10 204-401 10 200 

8807070576 Forwards "Final Design Doscdpllon.ATWS Millgallon Sys Actuallon Circuit* 
ry" & "ATWS Mitigation Sva Acluation Circuitry Rosponso to Unit Transionla/' based 
on mods to plants to install modified Options 3 In design packago 
TUCKER.H, B. Duke Power Co. 80/06/01. Documonl Control Branch (Documonl Con 
trol Desk). 2pp. 46118:331*46119.099. 

-8807080079 Rev 2 lo “ATWS M.llgation Sys Actuation Circuitry (AMSAC).” 

Duke Powor Co. 60/05/20. 63pp. 461 10.334-461 10 047. 

-8807080089 "ATVrfS M, ligation Sys Actuation Ci/cu-lrv Response lo DM TtanslerY.s" 
DAVIS. R K. DukO Power Co. 08/05/08. 62pp. 401 10 040-461 10 000. 

8806290003 Discusses propogod rev la Tech Spec 3/4.7.13 re groundwater level 
monitoring, per 880516 telcon Solectod commitments will bo submitted for FSAfl 
update & procedure for penetration from monitors lo zonod wall filler written or re* 
vised 

TUCKER.H. 0. Duke Power Co. 88/06/21. Documonl Control Branch (Documonl Con- 
trol Desk). 2pp. 45984:213*45984:214 



1 C Ltr 07-09. 

HOOD.D Project Di'OCloraio lt-3. 08/06/21 TUCKER.H 0 Duko Power Co. 3pp 
46002 100-46002 27 2 

—8807060516 Amends 07 & 68 to Licenses NPF-9 & NPF-1 7, respectively. changing 
Tech Spoc Secllons 3 0 and 4 0 1o conform w/Gonorlc Llr 87 00. 

MATTHEWS.D Q. Pro)act D roc torate 11-3 88/06/21. 60pp 46002:201-46002 266 

-0807060522 Safety evaluation supporting Amends 87 & 68 lo Licenses NPF 9 & NPF 
» 7.{CSpOCUvOlY 

* Office of Nuclear Reactor Rogu’aUon, Director (Post 970411) 88/06/21. 5pp 
46C02267.46002.271. 

-8807060540 Roquests FR pub’icalkm ol notice of issuance of Amends 07 & QG to Li- 
censes NPF 9 & NPF- 1 7. Amends change Tech Spec Sections 3 0 & 4 o to conform 
w/Gononc Llr 87-09. 

HOCD.O.S. Project Directorote 11-3 08/06/21. NRC • No Delated Affiliation Givon ip 
46002 272 46002 272 

8B07050076 Advises that offociivo GOOG22 TACs 65131 & 65132 "RoQjQlorY Effect, ve 
ness f Safeguards) Review" closed basod upon NRC Hr to uli‘ dtd 07121 7 
HOOD.D. Project Directorate 11-3 08/06/22. Project Directorote 11-3 ip 45991 235- 
45991 235 

8807060403 Application for amends to Liconsos NPF-9 & NPF-I7,de!ei.ng several sur- 
vo-Hance roqu romonis Fee paid 

TUCKER.H 0 Duko Powor Co. 08/06/24. Docurr,ont Control Branch (Documont Con 
trol Dosk). 3pp. 46102:230-46102.244 

-8607060404 Proposed Tech Specs 0/4.dolotmg survel'lanco roqu remenls that sorvo 
no usolul purpose. Including channol checks on Instrumentation norma’ly overar ranged 
or h invalid 9tato. verifying alarms. trips & interlocks whore none oxist 9 

* Duko Power Co B8/0B/24. 12pp. 4 8 1 02 233 -461 02:24 4 

6B07160262 Forwards Ro'lol Requost 88-05 (rom ASME Coda Sect on Xf requirements 
pertaining to nuclear svc wator sys piping Foe peld 

TUCKER. H B Duke Powor Co 86/00/2/. Documem Control Branch (Documonl Con- 
Irol Desk). I2pp 48203 225-48203 236 

8807130250 Forwards Amends 00 & 69 to Licenses NPF-0 & NPF-17 rospoctivoly & 
safoty evaluation. Amends rovlso Toch Specs by updai-ng Indox & making othor puroly 
ad ml nisi relive Chgnne9 

HOOD.D Proloct Directorate 11-3. GG/07/05 TUCKER.H B. Duko Powor Co 3pp 
46172 002-46172.123. 

-6607130265 Amonds 08 & 69 to Liconsos NPF-0 & NPF-l7.rGspaciivoly. revising Toch 
Spoc9 by updating Indox & making othor purely odnvnlsiratlvo changes 
MATTHEWS, O B. Project Oiroctoreto 11-3. G0/07/05. 25pp 46172 095 46172.110 

-8007130256 Safety evaluation supporting Amends GU & 69 to Liconsos NPF-9 & NPF- 
17, rospocLvoly 

* Office of Nuclear Reactor Regulation. D.roctor (Post 0704 1 1 ), 08/07/05. 2pp 
46172.120 46172,121. 

-8807130259 Roquosts FR publication of notice ol l9suonco of Amends 80 & 69 to LI 
censes NPF-9 6 NPF* 17. rospoctivoly. Amonds chango Tech Specs by updating indox 
& making othor puroly ndmmlstralivo changos 

HOOD.D S. Pro|nct Difoctorata 11*3. 08/07/05 NRC * No Dota-led Aif.halion Givon. In 
46172 122-46172 123 

8807160126 Notification of 660010.17 & tG mootings w/util In Cornolius, NC lo rovlow 

F ump & valve insorvico lost.ng program 

<000.0 S Pro Joel D.rocloroto 11-3. 00/07/08 MATTHEWS. D.0 Pro.oct Directorate II- 
3. 3pp 46100:123-46108:140 

0807130464 Gonorlc Llr B6-1 1 to all llconsoos of operating reactors & lioldorg of CPs re 
NRC position on radiation embntilomont of reactor vossol moth & Impact on plant 
operations Svc fret & Rev 2 to Rog Qulda l.m oncl. 

MlRAGLIA.FJ, Associate D-rector for Projocts (P 03 I 870411). 80/07/12 Consol dated 
Edison Co. Of Now York. Inc. 61 pp. 40267:207*46257:257. 

8807160017 Ack roco-pt of 080720 Mr appealing NRC 871020 donlal of util 070901 
backfit claim re containment integrated loak rate testing requirements per App J of 
10CFR50. Matter currently under rovlow. 

MURLEY.T.E- Office of Nuclear Reactor Regulation. Drectoi (Po9t 870411) 80/07/ 
12. TUCKER.H B Duko Power Co 4pp. 40203.010-46203 023 

8607190206 Forwards safoty evatuoton grentmg relief from roqulromoms of ASME Sec- 
tion XI ro mods to nuclear svc water ays 

MATTHEWS.O.B. Pro|oct Directorate fl-3. 80/07/12. TUCKER.H.0. Duke Powor Co 
4pp. 46208:301-46200 310 

-6607190208 Safety ovoluation supporting util 870209 requost for relief from requ re- 
monte of ASME Section XI ro hydroslatc losing requirements for portions of mods on 
nuclear svc water sys. 

• NRC - No Detailed A1l.llat.on Givon. 68/07/12. 6pp. 46200:305-46200 310 

8807250213 Forwards revved Toch Spoc page adding roqu roment to verify proper op- 
eration of power disconnect circuitry on 18-monlh basis 

TUCKER.H B. Duko Powor Co. 00/07 / 13 Oocumonl Conlrol Branch (Documont Con 
trol Oosk) 2pp 46200 205 46289 267 

-8807260214 Rovlsod Tech Specs re surveillance requirements for ECCS. 

* Duke Power Co. 08/07/10. Ip. 40269:207-46269:287. 

8607200125 Notification of 0-8071 B mooting w/ulil In Corneluls.NC to discuss responsi- 
bilities of McGuire safety review group 

HOOD.O.S. Project Directorate 11-3 08/07/14 MURLEY.T.. SNIEZEK.J.. MIRAGUA.F, 
NRC - No Detailed Atliliadon Given. 5pp 4622 1:303-46221 307. 

8607220349 Forwards corrected Tech Spoc Paqo 9 3/4 3-30 & 3/4 3-58 to replace 
pages forwarded w/Amond9 88 & 89 lo Liconsos NPF-9 & NPF -1 /.respectively 
HOOD.D. Project Oi roc (orate K-3. 68/07/ 15. TUCKER.KB. Duke Power Co. 4pp. 
46249:332-46249:338. 


Sy9 Instrumentation SLrvo-llance RequironrtQnts, , ‘ respnchvoly. 

* Duko Powor Co GB/07/15. 3pp 46249:336-40249 338 

6807250242 Requests ws ver ol compliance from moral wording cf ull Tech Spec 
4 8.1.1 2o.6(c) ro d esol generator unN hcenso amend requost prepared.submiued & 
approved Anticipated rev to Tech Spoc oncl. 

MCCONNELL.tL. Duke Power Co. 00/07/15. Document Conlrol Branch (Document 
Control Oesk) 6pp. 48255:207 46255.21 2. 

6807250164 Application for amends to licenses NFF-9 & NPFl7,amendng Tnch Spec 
4.0.1.1.2.0.0(c) re diesel gonorotor tr p.Fee paid 

TUCKER.H. E3 Duke Power Co. 80/07/ 19. Document Control Branch (Cocumeni Con 
trol Desk) 3pp. 46272 276-46272 284. 

-8607250160 Proposed Tech Spocs 4 0 1.1. 2.0.8(c) ro diesel generator trip 

• Duke Power Co. -88/07/10. 7pp. 46272:270-46272.204. 


O. Inspection reports, IE Bulletins & correspondence 

0606260436 Provides acfcfl info in fight of NRC concerns reisod dur-ng 880525 telco n 
between NRC & licensee re rosponse to NRC Bulletin 08 002, "Rapid y Propagating 
Faligue Cracks In Stonm Goneralor Tubes." 

TUCKER, H.B Duke Powor Go 80/06/10 GRACE, J.N. Region 2. O'c of the Director. 
4pp. 45074:341-45974.344 

8806130168 NRC Info Not-co 88-039, "LaSallo Un i 2 L 099 of Roclrculaton Pumps W7 
Powor OsoMatlon Event " Svc list oncl. 

ROSSI, C.E. Division of Operational Evonta Assessment (Post 870411). 08/00/16. 
Consol dated Ed son Co of Now York, Inc. I lOpp 45978:156-45978 208 

6606260221 Ack receipt oi 880531 Itr informing NRC of eiop9 taken tocorrecl violations 
noiod in Insp Repts 50-300/88-09 & 50-370/08 09 

DROWNLEE.V L Region 2. Ofc of the Director. 08/06/16. TUCKER.H 8 Duke Power 
Co Ip. 45972.291-45972 201. 

6806160340 NRC info Notice 88 040. "Examiners Handbook for Oovo'oplng Operaior 
llcens.ng Exams,'' NUREG/BR-0122 & svc list end. 

ROSSl.CE. Division of Operatonal Events Assessment (Post 670411). 08/06/22. 
Consolidated Edison Co of Now York, Inc. 237pp. 46240 325-46241:201. 

8606170033 NRC Info Notice 08-041, "Physical Protection Weaknossos Identified 
Through Rogulatory Effectiveness Reviews. “ Svc list oncl 

noSSf.C.E. DfviSron of Operational Evonla Assessment (Roar 870-4 tfj. 88/06/22 
Consol dated Ed son Co of Now York. fnc. I22pp 45970:034-46978.155. 

8606170291 NRC Bu'ioHn 0G-OO8. "Thermal Stresses <n P.pmg Connected to RCS " Svc 
list oncl. 

ROSSl.C G. Division of Operational Evonla Assessment (P 091 070411). 88/00/22 
Consol Idalod Ecfison Co. of Now York, Inc 116pp. 46019 037-46019.162 

B60621003B NRC Info Notlco 00 044, "Mechanical Binding of Spring Reieaso Dovlco in 
Wostinghouse Typo OS 416 Circuit Breakers M Svc I st oncl. 

ROSSl.C E. Division of Operational Events Assessment (Po9t 070411) 00/06/24. 
Consolidated Edison Co or Now York. Inc 1 13pp 40010.153-46019:265 

8606240139 Supp' 1 lo NRC Bullotin 08-008. "Thermal Slra890S in Pplng Connoc'ed to 
RCS." Svc fist oncl. 

ROSSl.CE Division of Operational Evonts Assessment (Post 870411). 88/00/24. 
Consol detod Ed-son Co of Now York, Inc H4pp 46019:206-46020.016. 

8807060425 Ack receipt oi 0GO02O Hr Informing NRC of elop 9 token to correct violations 
noted In inspRepla 60-369/88-11 & 50-370/GB-U. 

CLINE.W.E Region 2, Ole of the Director 00/00/28 TUCKER.H. B. Duke Powor Co. 
Ip. 46115:160-401 16 162. 

B807120056 Forwarda tnap Repts 50-360/33-15 <5 50-370/33- !5 on BB0d13-17.No vie- 
lalions or deviations noted. 

HERDT.A.R Region 2, Ofo of ihe Qroclor. 88/07/01. TUCKER.H B. Duke Power Co. 
2pp. 46141:332-48141:345. 

-3807120062 Inap Rapte 50-369/08-15 0 50-370/OB-15 on 800613*17 No violations or 
deviations noted Major areas Inspected NDE procedures roview.obsarvatlon & review 
of in process NDE exam & review of Inservice inap exam data. 

NEWSOME, R.W, BLAKE.J.J. Region 2. Ofc of the D.roctor. 06/06/30. I2pp 
46141:334-46141:345. 

8607130455 Adviso9 ihal rosponso to NRC Bu'loiln 06*001, "Dofocts in Wesilnghouse 
Clrcu.i Oroakers," satfsfactory. 

HOOO.O, Project D.rectoraie lt-3. 88/07/05. TUCKER.H. B. Duke Power Co. 4pp. 
48167:357-40167:360 

6807180194 Responds to violations noted In Insp Repts 60-369/86-12 & 60-370/88- 
12-Corieciiye actiOnsiProcedure PT/1/A/4252/01 revised & operabl'ity evaluation re- 
written to provide bettor technical description 

TUCKER.H B Duko Power Co. 00/07/06, Document Control Branch (Document Con- 
trol Desk). 8pp. 46200:023-46200:030. 

8608300347 NRC Info Notice 88 045. "Problems in Protective Relay & Circuit Breaker 
Coordination,” Svc list end. 

ROSSl.C E Division of Operational Events Assessment (Post 870411). 80/07/07. 
Consolidated Edison Co of New York, Inc. 104pp. 46242 109-46242.212. 

8607060006 NRC Info Notice 80-046. "Licensee Rept ol Defective Refurb shed Circuil 
Breakers." Svc list oncl. 

ROSSI, C.E Division of Operational Events Assessment (Post 070411). 08/07/00 
Consolidated Edison Co. of New York, Inc. 107pp. 46231:281-46232.027. 

8907160107 Responds lo violations noted in Insp Ropts 60*369/86-13 & 60-370/00- 
1 3. Corrective actions lakon boih computer & watch data recorded to develop repre- 
sentative comparison between methods & personnel training /orientation planned. 
TUCKER.H B. Duke Power Co. 8Q/07/0Q. Document Control Branch (Document Con- 
trol Desk) 4pp 40182:324-40182 327. 


132 DOCKETED ITEMS 


6807260316 Responds lo NRC Buletin 09 004. Potential Safety Ro'eted Pump Loss." 
Receipt of marVacturer :nfo ft evaluate" of nlo e/p&cted by 68C031. 

TUCKER H 0 OuVo Power Co. 00/07/11. Document Ccn^ol Branch (Document Con- 
trol Desk). 5pp 46208 159 46289 163 

6607 120291 NRC info Notice 88-043. “Licensee Rept of Defective Retjrtrshed Valves" 
Svc l st end 

ROSSI.CC Oiv.son of Operational Events Assessment iPost 070411) 80/07/12 
Consolidated Ed son Co. 0 > New Ycrk. Inc. I03pp 46242 006-40242 103. 

6607260271 Forwards Insp Repts 50-369/80 10 & 50 370/60-1 8 cn 880620 24. V«>la 
Ions net cited because a I criteria for categcnzat on ol licensee <den: hed violations 
mol 

CLINE W.E Region 2 Otc of <ro D/octor. 80/07/13 TUCKER.HB Duke Power Co 
2pp 48254 324-46254 326 

—6307250272 Pariial'y withheld Insp Repts 50-369/89-10 & 50-370/88 10 on 880620 24 
(ref 10CFR2 790 & 73 2l).One licensee ldenl/<ed venation noted Vajor areas 
Inspected mot ©Hoc tve ness • security program 0 records & rep’s 
TILLMAN A.. MCGUIRE.D.R Region 2. Ole of the O/ector B0/O7/12 Ip 46254 328- 
46254 326. 

8607000306 NRC Info Notice 88 047. ’’Slower-Than-Expected Rod Drop Times." Svc 
Mat end. 

ftOSSl.C.E Division of Operational Events Assessment (Post 870411) 88/07/14. 
Consolidated Edison Co of New York, Inc I03pp 46240 222 40240 324. 

8607120560 NRC Info Notico 08 049. ”Ma'iang.Har,d ng. Conirol. S r or age & Destruction 
of Safeguards fnfo “ Svc i sl onci 

ROSSi.CE Division of Operational Events Assessment (Post 870411) 88/07/18 
Consolidated Edison Co. of Now York, Inc I03pp 4624 1 263 -40242:005 

8607120553 NRC Info Not co 08 050. “Efloct of Circuit Creator Capacitance on Avar- 
abi’ity of Emergency Powe*. ' Svc list encL 

ROSSI.C E D vision of Operato.nal Events Assessment (Post 870411) 88/07/10. 
Consolidated Edison Co. of New York. Inc 1 19pp 46257 258-46258:016 

8607260269 Responds to NRC fluCetin 87-002.St;pp:9 1 & 2 rg ga'ety related bolting 
vendors & fastener to silng 

TUCKER H B Duke Power Co 88/07/10 Document Conirol Brancti (Document Con 
Irof Desk) 13pp. 46207 249 46287 201 

8807180101 NRC fnlo Notice 86-05 1. “Failures of MSiVs " Svc l si oncl 
ROSSf.C.E Division of Operalcmal F.vonts Assessment (Post 070411) 80/07/21 
Consolidated Edison Co. of Now York. Inc 121pp 46257 006 -16267:206 


R. Pertodlo operating reports & related correspondence 

8607250397 Monthly operating r«-pis for Juno 1908 ler McGuiro Nuc'ooc StailonW/ 
880715 Itr. 

RE AVIS. J A.. TUCKER.H B. Duke Power Co. 88/06/30 !2fP 46205 195 46285:206 


S. Reportable occurrences, LERs & related correspondence 

8800290174 Advisos that spocial rect ro dlosol generator 1A Incident on 6B0510 wi'l bo 
subm ttod by 880708 Instead of 000620 duo lo unresolved concerns. 

TUCKER.H B. Duko Power Co 88/06/20. Documont Conirol Branch (Oocument Con- 
trot Desk). Ip. 46973 348 4 5973 340 

6609290119 Special lept on 690323, Train A safety injection & main steam sys isolation 
signals recewed from unknown fault ins'do Tram A solid slate prolocldn sys logic 
cab Inal. Causa ol fault could not be isolated. Cabinet returned lo svc 
TUCKER.H B. Duka Power Co. 88/06/22 Document Control Branch (Document Con- 
trol Desk). 2pp. 46987:24 1-45987:242 

8807050269 Special rept.on 8a0525.dosol generator iB tnppad after oporal ng on low 
cooling water temp a ’arm signal. Caused by stoppage In auxil -ary lubricating 
pumps.D esel generator tested & returned to oporeb’o status 

TUCKER.H. B. Ouk© Power Co. 80/00/24. Document Control B'arch (Document Con* 
iroi Desk). 2pp. 46025.050-40025 051. 

6807130436 LER 87-022-Obon 070921. broached firo biankol d son voted Breach oc- 
curred on 070912 when personnel cut b'ankol to perfomi preventive malnt. Caused by 
personnel fe.luro Placards attached noting blankets are barrlor9.W/8 80630 Hr 
LEROY, SE . TUCKER.H B. Duke Power Co. 00/06/30 6pp 46170 304-46170 312. 

9607130291 LER 00-011 00:on 880601 .diesel gonorator 2A trippod on eng no over- 
prior lo t©rmln©bon ol blackout test 6 Tech Spec acton statement 
entered. Cause undetermined. Actuolor replaced & shorter bolls atlaclmd.W/960701 
Itr. 

LEROY. S.E . TUCKER.H B Duke Power Co. 08/07/01 €pp 461 71 338-401 71:344 

6907130379 LER 08-007-01-on 06O4l6.8toam generator 1C foodwater reg-ulating 
valve.ctosed due lo unknown lauil on associated card in conirol 
cabinet. I nslrumenlatton & e’actrical rep’accd faj'ty control'or carrf.W/880701 itr. 
LEROY.S.E . TUCKER. H.B Duko Power Co. 88/07/01 6pp 4B1 70 201-461 70 288. 

6807130400 LER 68-010-00 on 860601, diesel generator 2A d d not start as requ red 
when normal power purpose/u’ly rai’ed to Tram 2A during ESF tost. Contacts 4 & 4A 
displayed In term .Item fal'uro lo 9tay comp’eloly closed YV/880701 llr 
LEROY.S.E , TUCKER.H 0. Duke Power Co 88/07/01. 7pp. 46186:233 46168 239. 

8907X60281 Notifies teal special tept due on 880620 wll bo do'ayoti duo to unresolved 
concerns Reel will be aubm.tied on 080722. 

TUCKER, H.B. Duke Power Co, 88/07/00. Document Control Branch (Document Con- 
trol Desk). Ip. 40204 311 46204 311. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire prclectFon plane 


8806260246 Forwards Rev 36 lo security plan Rov wifhho’d (rof 10CFR73 21) 

TUCKER H B Duko Powor Co. 86/00/20. Office of Nudoar Reactor Regulation. D* 
redo.' (Post 870411). 3pp. 45985 357-45905 359. 

8807120696 Requests ihal submittal dalo for rev.sod McGuro Emergency Procedure 
Writers Guide bo ox'.ondoO until 880901 

TUCKER.H B Duko Powor Co. 08/07/06 Document Control Branch (Document Con 
trot Desk) 1 p. 4 81 55.095* 46155 095. 

8607250271 Forwards Insp Repts 60-369/88*10 & 50-370/08-10 on 080620 24 Viola- 
tions r.ot cited bocauso all criteria lor categorization ol l.consoo-idont.fied v.ol&tons 
rrel. 

CL'NE.W.E Region 2. Ofc of the Director 08/07/13. TUCKER.H B Ouko Powor Co 
2pp. 40254:324-40254:326 

“8007250272 Partial wllhha’d Insp Repts 50 3C9/0B-18 & 50-370/00-10 on BSC 6 20 24 
(ref 10CFR2.7GO & 73.21). One licensee identified violation noted Ma; or areas 
Inspected.mgt effociivonoss - security program & records & ropls 
TILLMAN. A. Roglo.n 2. Ofc ol the Direcior. 00/07/12 Ip 46264 320 46254 326 


K. Utility Final Safety Analysis Report (FSAR) & amende 

6807130305 Update to 1987 FSAR for McGuire Nuclear Siat:on.W/B6070l Hr 
TUCKER.H . Q Duk© Power Co. 88/07/0 1 01 7pp. 46173 003-40174 310 


P. Operating license stage documents A correspondence 

6807070544 Forwards revised page of Tech Spec 3/4 7.0,clRrilying proposoti word ng re 
snubbers 

TUCKER, H.B Duke Power Co 80/05/19 Documont Control Branch (Document Cor* 
iroi Desk). Ip. 46110 203-461 19.206 

“0007070549 Proposed rev to Toch Spec 3/4 7 B.clorlfylng word ng ro snubbers 

* Duko Power Co 88/05/ 19 3pp 461 19 204-461 10 200. 

6007070575 Forwards "Final Des gn Dcscrlption.ATWS Mitlgallon Sys Actual on Circuit- 
ry” 4 ”ATWS Mitigation Sys Actuation Circuitry Rospomo lo Uml transients." basod 
on mod9 lo plants lo install mod.hed Options 3 in <fos nn package 
TUCKER, H.B Duko Power Co 80/06/01 Document Control Branch (Oocumor.f Ccn* 
tfOl Desk). 2pp. 46118:331-401 19:099. 

“8007080079 Rev 2 to "ATWS Mitigation Sys Actuation C rcu Iry (AM5AC) ” 

* Duko Powor Co 80/05/20 63pp. 46110:334-46110 047. 

“8907060069 "ATWS Millgat-on Sys AcluaMon Circuitry Response lo Ur.ll Transior.fs' 
DAVlS.n K. Ouko Power Co. 83/05/06 52pp 401 10(54 0 4 61 10 090 

6808290093 Discusses proposed rev to Toch Spec 3/4 7 13 ro groundwater lovel 
mon toring.pQr 080516 lolcon.Selocled commitmonts will bo t,ubmil1od for FSAR 
update A procedure for peneirailon from monitors to ronud wall li'lor wrilton cr re- 
vised 

TUCKER, H.B Ouko Power Co. 88/00/21 Oocumonl Conirol Branch (Document Con 
Iroi Desk). 2pp. 45004:213-45984:214. 

6807060465 Forwards Amends 07 & 66 to Llconsos NPF-9 & NPF-17. rospoctivoly 8 
aefoty evaluation Amends change Tech Spec Soclions 3 0 & 4.0 to conform w/Gono'- 
Ic Itr 07-09 

HOOD.D Project Oitoclorale 11-3. 80/06/21 TUCKER.HB. Duko Powor Co 
46002 1 9 6-4 c602: 2 72. 

“0007060516 Amend9 67 & 68 lo Licenses NPF 0 & NPF-1 7. respectively, Chang no 
TeoU Spec SocUohft 3.0 e.hd 4.0 to conform w/Gurvertc LU Q7-OQ 
M ATT HE WS.D.B. P/ojoct Directorate II 3 86/06/21 66pp 46002.20 1-460D2 206. 

“8307060522 Safety ovofuatlon supporting Amonds 67 & 60 to Llconsos NPF-9 8 NPf 
IT.respoctivOly. 

* Office ol Nuclear RoactOi Rogulaflon. Director (Post 8704 11). 80/00/21. 5pp 
46002:267-46002 271 

“0007060540 Raquests FR pub'icat on ol notice of Issuance of Amonds 87 & 68 to 1 1 
censes NPF-9 & NPF-17. Amonds change Toch Spoc Sections 30 « 4.0 to conform 
w/Generlc Hr 67-09. 

HOOD.D S. Proloct Diroctoralo 11-3. 88/06/21. NRC ♦ No Dolp/od Afluation Given ip 
46002 272-46002;2 72. 

8807050076 Advises that effective 880622 TACs 65131 & 65132 "Roauiatory Effect vo 
nes9 (Sateguards) Rev.ow” closed based upon NRC Hr lo uW did IV712 W 
HOOD.D. Project Directorate 11-3. 80/06/22. Projoci Direclorato ll-3. ip 45991 235- 
45991 235. 

6807000403 Appl&cabon for amends to Licenses NPF-0 & NPF-1 7,doletlno sovotal su' 
vol lance roqi/lromonfs Fee paid. 

TUCKER.H.B. Duko Power Co 00/06/24. Document Control Branch {Document Con 
trol Desk) 3pp. 46102:230-46 102 244. 

“8007060404 Proposod Tech Spec9 3/4,delollng surveillance requirement lhai servo 
no useful purpose. Including channel chock9 on Instrumentation normally ovorarrongec) 
or In invalid state, verifying alarms, trips & interlocks where nono exists 

* Duko Power Co. 66/09/24. 12pp. 46102:233-46102 244. 

8807100282 Forwards Roliof Roquasl 68-05 from ASME Code Section XI requirements 
pertaHng to nuclear svc water sys ppingFoo paid. 

TUCKER.H B Duke Power Co. 88/06/27. Documont Control Branch (Documont Con- 
trol Desk). 12pp. 46203 226 46203 236 

6807130250 Forwards Amends 80 A 69 to Llconses NPF-9 & NPF-17. respectively A 
safety ©valuation. Amends revise Tech Specs by updating index & making other purely 
admin strative changes 

HOOD.O Project Oiroctorale 11-3. 80/07/05. TUCKER.H.B, Duke Powor Co. 3pp 
46172:092 46172:123 


—Aftn?1'm34R Amonria OR A AO In l if-AnsAQ MPP.Q A MPP.1 7 mQnnrllvnlv rrtvi<4nn Tn^ll 


-0907130266 Safety evnlualion supporting Amonds 80 A 60 lo Licenses NPF-9 & NPF 
1 7, respectively 

* Office of Nucloor Reactor Regulation, Director (Posi 070-111) 88/07/05 2pp 
46172 120 46172 121. 

-9607130259 Roquosls FFl puhlralicn of notico of issuar.co of Amends 60 A 69 to LI 
consos NPF-9 A NPF- 1 /.respectively Amends chango Tech Specs by updating Index 
& making other purely adnvnisualivo channos 

MOOD.DS Pro|ocl D,roclorafo 11-3 00/07/05 NRC ■ No Detailed Affllaiion Given ip 
46172 122-46172 123 

8807 130299 Advisos lhal spnc-al ropl ro d osel generator ?B will bo delayed & submit- 
ted on 080722 

TUCKER.H.B Duke Power Co 80/07/05 Documonl Control Branch ({Document Con 
trol Desk) Ip. 461 70 280 461 70 280 

6807160126 Notification of 080016,17 A 18 meetings w/util In Cornelius, NC lo review 
pump & valve l.gorvlco tustlng program 

MOOO.D.S. Pro.ect Dirocfcroto II 3 80/07/00 MATTHEWS, D.B Project Direcloralo II- 
3. 3pp 46100.123-46188 140 

0607130464 Guneric Ltr 08-11 to ell llconsoos of operating reactors & holders of CPs re 
NRC position on radiation ombrlttiemont of reactor vessel matls & impacl on plant 
operations Svc Hsl A Rov 2 to Hug Guido 1 90 encl. 

MIHAGUA.F.J Associate Di'octor lor Projecls {Po9t 070411). 08/07/12 Consol'datod 
Ed son Co Of Now York, Inc 5lpp 46257.207-46257 257. 

8807180017 Ack receipt of 080720 ltr appea'ing NRC 871029 denial of ul I 870901 
backfil cla rn ro containment Integrated leak roto test-ng requirements per App J of 
1 0CFR50. Manor curronlly undor review 

MURLEY.T E OUicq of Nuclear Reactor Regutotiaa. Director (Post 6704U) 06/0 7/ 
12 TUCKER, MB DukO Power Co 4pp 46203 010 46203 023 

8807190200 Forwards safety ovolualion g'anting raliof from reqJroments of ASMF Sec- 
tion XI ro mods to r.uctodr svc waior sy9 

MATTHEWS.DB- Protect Diroctarato 11-3. 68/07/12 TUCKER, HB Duke Powor Co 
4pp. 46208 301-46208 310 

-9907100200 Safety ovalunt:on supporilng ulll 070209 roquest for rolief from roqulro- 
monts of ASMF; Soctlon XI ro hydruslatic lusting roqulromonra for portions of mods on 
r.ucluar avc water sys 

* NRC ■ No Dotoi'od Affiliation Given. 80/07/1? 6pp 46208 305-46208 310 


9806170291 NRC Bu'let.n 88 000, Thermal Stresses in P<p,ng Connoclod 10 RCS ” Svc 
list encl. 

ROSSl,CE Divis'on of Operational Events Assessment (Post 870411) 88/06 / 2 2 
Consol dated Edison Co of New York. Inc 1 16pp. 46019 037-46019 152 

8806210036 NRC Info Notice 08 044. “Mechanical Binding of Spring Release Device n 
WestinghousG Typo DS 416 Circuit Breakers." Svc l si end 

ROSSl.C.E Divis'on of Operational Events Assessment (Posi 870411) 88/06/24. 
Consol dated Edison Ce. Of New York, Inc. 1l3pp 46019 153-46019 205 

8800240139 Scppl 1 to NRC Bui'otln 88 006. "Thermal Siresses in Piping Connected to 
RCS “ Svc ust encl 

ROSSI, CE Oivison cl Operational Events Assessment (Posi 670411). 08/06/24 
Consolidated Edison Co of Now York, Inc H4pp. 46019 266 46020 018 

8007060425 Ack receipt ol 880620 ltr informing NRC of steps taken to correct vlo’atlons 
notod In insp Repts 50 360/80-1 1 A 50 370/88-1 1 . 

CUNE.W E Region 2. Ofc of the Director. 00/06/26 TUCKER.H.B. Duke Power Co. 
ip. 46116 160 461 15 162. 

8007120056 Forwards Insp Ropto 50-369/86 15 A 50 370/86-15 on 880613-17 No vio- 
lations or devlafons notod 

HERDT.A FI Region 2 . Ole ol the Director. 06/07/01. TUCKER.H.B Duke Power Co 
2pp 40141 332-46141 345 

-8807120062 insp Rents 50 369/06-15 A 50-370/86-15 on 860613-17 No vio’alions or 
deviations notod Mefo- B'oas inspocledNDE procedures review, observe lion & review 
of !n-procQ99 NDE exam & review of insorvice :n9p exam data 

NEWSOME. R W , BLAKE JJ Region 2. Ofc of Iho D rector 80/06/33 12pp 
46141 334-46141 345 

8807100090 Forwards Rol.of Requost 00-06 from ASME Codo Section XI requirement 
re saloty .njoction accurr.utetor Tank 2B Weld lor which rokol *3 bang requested Is 
art of second period of first 10 yr Insorvlce Insp intorval.Feo paid 
UCKER.H B Duko Power Co 00/07/01 Document Control Branch (Document Con- 
trol Dosk) Spp 46200 010 46200.022 

8807130455 Adv.sos that response to NRC Bulletin 80 OOl, "Dotocls in Wostinghouso 
Circuit Breakers, “ satisfactory 

HOOD.O Project Direcloralo ll-3. 60/07/05 TUCKER.H.B Duko Power Co 4pp. 
40167 357.46167 360 


0607250213 f orwards rovlsod Tocli Spoc pago adding roqulromonl to verify p/opor op 
oration ol powor dlsconnoci citculry on IG-monih basis 

TUCKER.H.B Duko Powor Co. 00/07/13 Documonl Control Branch (Oocumom Con- 
trol Desk). 2pp 46200.285 40200.207. 

-8807260214 Rovl90tl Toch Spues ro surveillance requirements for ECCS. 

* Duko Power Co 60/07/13 Ip. 46260:287-46269 207 

8807200126 Noli! collon ol 800710 mooting w/util in Cornoluls.NC lo discuss responsi- 
bilities of McGulm sufoty rov«ow group 

MOOD.DS PrOjOCl Dir ocior Ale 11-3. B0/07/14 MUHLEY.T., SNIE2EK.J , MiHAGLIA.F 
NRC ■ No Dowlod Alf/inilon Gwen 5pp 46221.303-46221 307. 

0807220349 Forwards corroded Toch Spoc Pages 3/4 3-30 A 3/4 3-50 to replace 
nanos forwarded w/ Amends 00 & 69 to Liconsos NPF-0 A NPF-17,ro9pectivo!y 
HOOD.D. Protect Directorate 11-3 80/07/15 TUCKER, H B Duko Powor Co 4pp. 
46249.332-46249.338. 

-0607220361 Proposed Toch Spec Pagos 3/4 3 56 A 3/4 3 38. cons sting ol Table 3 3- 
10, “AcdrJonl Monitoring ln9trumontallon“ A Tablo 4.3-2 (continued), “tSF Actuation 
Sys In9lrumeniari0n SurvoVlanco Hoqulromonts," rospoct.voiy. 

* Ouko Powor Co 00/07/15 3pp 46240 330-46240 330 

8807260242 Roquosts wnlvor ol compliance from litoral wording ol ut:l Tech Spoc 
4 8. 1.1. 2.0 0(c) ro diosol nonorator until liconso amond requost properod, submitted A 
approved Anticipated rev to Toe ft Spoc end. 

MCCONNELL, T.L Ouko Powor Co 00/07/15 Documonl Control Branch (Document 
Control Oosk), fipp 46255 207-46265 212 

0807250164 Anpl cation tor amonds to L'consos NPF-9 A NPF 1 7, amending Toch Spec 
4 0. 1 1 2.0.6(c) ro d 0901 generator trip Foo paid 

TUCKER.H.B Duko Powor Co. 80/07/ 1 0 Documonl Control Branch (Documonl Con- 
Irol Dosk). 3pp. 40272.275 40272.204. 

-8807260160 Proposed Toch Spocs 4.6 1.12 0.6(C) ro diosol generator trip 

* Duko Powor Co 00/07/19 7pp 46272:270.46272:264 


O. Inspection reports, IE Bulletins A correspondence 

0608290430 Provides addl Info In llghl of NRC concorns raised during 000525 tolcon 
belwocn NRC A llconsoo ro rosponso to NRC Bulletin 00-002, “Rapidly Propagating 
Fatiauo Cracks In Sloam Generator Tubes “ 

TUCKER.H.G. Ouko Power Co. 00/00/10. GRACE, J.N. Region 2, Ofc of the Director. 
4pp, 46074:341-45974.344. 

8806130160 NRC Info Noiico 00 039, "LaSal'n Unit 2 Loss of flodrculailon Pumps W/ 
Powor Oscillat on Evonl " Svc lisl oncl. 

ROSSI.C E. Division of Oporallonal Events Assessment (Po9t 070411). 00/06/16- 
Consolidated Edison Co. of Now York. Inc. 110pp. 45978. 160-45970-266. 

8806280221 Ack rocoipt of 060531 Hr Informteg NRC of stop9 taken to corroct violations 
notod in Insp Ropte 50-369/08-09 A 60-370/8&-09. 

BROWNLEE. V.l. Region 2, Ofc of the Director. 08/00/16. TUCKER. H B Duko Power 
Co. Ip. 45972.291-45072 201. 

8006160340 NRC Into Notico 08-040, "Examiners Handbook for Developing Operator 
licensing Exams." NUREG/BR-0122 A svc 1st and. 

ROSSl.C.E. Division of Operational Evonls Assessment (Post 070411) 80/00/22 
Consolidated Ed.son Co. of Nnw York, Inc. 237pp. 46240 326-40241-201. 

B 806170033 NflC info Noiico 00*041, "Physical Proloction Weaknesses identified 
Through Regulatory Effoctrvonos9 Reviews.” Svc Hal encl. 

ROSSl.C.E. Division of Operational Events Assessment (Po9t 070411) 08/08/2? 
Consolidalod Edison Co. 01 New York, Inc. 122pp. 46978.034-45978:165 


8807180194 Responds lo vclations noted in Insp Ropto 50 369/88 12 & 60-370/A8- 
l2Correc1ivo actions Procoduro PT/ 1/ A/4252/01 revised A opGrabhty evaluailon re- 
written to provide belter lechn cal description 

TUCKER.HB Duke Power Co 08/07/06 Document Control Branch (Documonl Con- 
trol Dosk) Qpp 46200 023 40200 030 

8006300347 NHC info Not-co 00-045, ‘ Probtoms in Protect vn Relay A Circuit Breaker 
Coord notion 11 Svc list oncl 

ROSSI.C E Dwisian of Operot onei Events Assessment (Post 070411) 80/07/07. 
Consolidalod Ed son Co of Now York. Inc. 1U4pp 4 B242: 109-4 624 2 21 2 

8007000006 NRC Into Nokco 80 046, “liconsoe Ropl ol Dofectwo Refurbished Clrcui 
Broakcrs M Svc lisl enc> 

ROSSI.C E. Division of Operet onql Evonls Assossmont (P09I 870411). 08/07/00 
Conso’idated Ed.son Co of New York. Inc I07pp 46231:281-46232 027. 

8BO71SO107 Rosponds to violations noted in Insp Ropta 60-369/08-13 A 50-370/80- 
13Correclive act ons lakon boih compuier A wotch dole recorded to dovolop ropro- 
sontat.vo comparison between methods A personnel trainlng/oriontalion planned. 
TUCKER, H B. Duko Power Co 0B/07/0B Document Control Branch (Oocumenl Con- 
trol Dosk) 4pp 46182.324-46182.327. 

8807180314 Forwards sloam gonorator ropl for insorvico insp.por Toch Spocs 
4 4 6 5a.4 4 5.5c A 6 9 2 Info on quantities of tubes removed from bvc by plugging 
encl 

TUCKER.H.B Duke Power Co 80/07/00 Document Control Branch (Document Con 
trol Dosk) 21pp. 46203 237 40203:257. 

8807260316 Rosponds to NRC Bullolm 88-004, "Potential Safely- Roloted Pump Loss.” 
Rocoipt ol manufacturer -nfo A evaluation of info expoctod by B80&31 
TUCKER.H.B Djko Power Co. 88/07/1 1. Documont Control Branch (Document Con 
trol Desk) 5pp. 46280 159 46288: 163 

6807120291 NRC Into Notico 88-048, "Llconsoo Ropl ol Defective Rofurfrshod Valves.” 
Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 80/07/12. 
Consol dated Edison Co 01 New York, Inc. 103pp. 46242:006-46242: 1 0 & 

8007250271 Forwards Insp Hcpls 50-369/08-10 A 50-370/00-10 on 860 62 0-24. Vi of a - 
11009 noi Ciied because a'l criteria for categorization of llcensoe-lden tiffed violations 
met. 

CUNE.W E. Region 2, Ofc of the Director. 60/07/13. TUCKER.H.B. Ouko Power Co. 
2pp 46254:324 46264.320 

-0807250272 Partially Withheld fnsp Repls 50-369/08-16 A 60 370/80 18 on 880620-24 
(rel 10CFR2 790 A 73.21) One licensee Identified violation noted. Ma|or areas 
Inspoctod.mgl offecilvene99 * socurriy program A records & ropts. 

TILLMAN. A . MCGUIRE, O R. Roglon 2, Ofc of the Director. 80/07/12. ip. 46254:326- 
46254:326. 

8007060366 NRC Info Noiico 86-047, "Slowor-Than -Expected Rod-Drop Times" Svc 
list encl 

ROSSI.C E. D.vision of Operational Evonte As9099ment (Post 0704 11). 86/07/14. 
Conso ! idated Ed son Co. of New York. Inc. 103pp. 46240:222-46240:324. 

8B071 20550 NRC Info Nol ce 80-049, “Marking.Handl ng, Control, Storago A Destruction 
of SafeQu0'd9 info." Svc list encl. 

ROSSl.C.E. Division of Operational Evonls Assessment (Posi 070411). BB/07/10. 
Conso'idatod Edison Co. of Now York. Inc. 103pp. 46241:263*46242:005. 

6607120653 NRC Into Notice 80-050, "Effect of Circuit Breaker Capacitance on Avail- 
ability Of Emergency Power." Svc list encl. 

ROSSI.C E. Division of Operational Evonls Assessment (Post 870411). 66/07/ 18. 
Consolidated Edison Co. of New York. Inc 11 9pp. 46257:250-40268:016. 



8807260269 Responds to NRC BJ'Gin 87*00?.Supp!s i & 2 re safety re'aied bolting 
vendors A lasrer.or losing 

Tl'CKERMB Duke Po^ei Co 80/07/18 Pocumeni Control Branch (Oocumenl Con- 
trol Oesk) t3pp 46287 249 46287 281 

0607 1 BO 10t NRC InJo NoUce BB-Q51, "FaiVos o* MSiVs’' Svc lrtt encl 
ROSSI .C E Orv.sicn ol Operabonai Events Assessment (Post B70411) 88/07/21 
Consol-dated Edison Co. of New York, Inc. I2lpp 46257 066-46257 206 


R. Periodic operating reports A related correspondence 

8807250397 Monthly oporal.ng repts for June 10B8 for McGjre Njdear StttOn.W/ 
880715 IV 

REAVtS J A . 7UCXER.HB Ovko Power Co 88/06/30 1 2pp 46286 195 46285 206 


S. Reportable occurrences, LEfla A felaled correspondence 

8807130462 LER 88-002-00 on B80527.both t*a ns ol annuUs venllabon syS became In 
operable dur.ng shutdown a cLv:fy Caused by detoenf cCTtmufi'cet/ofi among work 
groups Ropl w.H be reviewed w/perscr.nel W/680627 Itr 

LF.ROY.SE . TUCKER.NB Duke Power Co 88/06/27 6pp. 46169 157*46169 162. 

8807120809 forwards ARviN/CAlSPAN "Investigaidn ol Tr.p B.-eaker Fa lure e*- 

f ilair.ng mechanical bmciicg which caused fai'cro on 870702 
1000.0 Pro,ect Orecforafd 17*3 88/06/28 TUCKERH0. Duke Power Co Spp 
48121 004 46121.062 

-8806280089 ; fives I-ga ton c? 7rp Breaker Failure 81 WcGu/fl Vnil 2’’ lecbn'caJ rep) 
TOMAN.G J . FISH man, H M , CARFAGNO.SP Caspar) Corp (subs Arvm industries/ 
Frankin Research Center). NRC 05-86-168 F*8i77*5. 88/06/15 Project Directorate 
H*3. M2f)p 46121009-46121.062 

6807200327 Advises that LER 370/88 03 re eou pm B nl grealer than 3.000 lbs be ng 
bans to over spent fuel pool w? J be de'a/ed & sub m tied on BB07J5 

TUCKER. H B Ouke Power Co 88/07/07 Document Control Branch (Document Con- 
trol Oesk) Ip 46221 193 46221 193 

8807250204 lER 08 004*00 on 88051 i.two inadvertent aciuaticns ol ESF components 
occurred due io personnel error Memo wi i be issued to appropriate operations por* 
sonnel Jo wwaie curpni reporung ptaclces W/B807 13 It/. 

LEROY.SE. TUCKER. H B Duke Power Co 80/07/13 I0pp 46276 105-46270 114. 


8006290049 Provides r.nfo re improper radiological work p/eKog by uliJ contractor em- 
ninvoe ter evaluaiion & action Enel withhe'd (ref 1CCFH2 700) 

NORELIUSCE Region 3. CMC Of tho Director. 00/C6/23 MGFD.C. Corrmonwoallh 
Ed-SOh Co. 2pp. 45974 313 45974 314 

6807010160 Conrrms 0B0616 plans re B9O710 mooting w/uii! at Reg cm in 0 fc lo ds- 
cu9s several enflineermg issues assoc olod w/ p'ants 

GREENMANE.G. Reg'on 3. Ofc ol tho Diroctor 80/06/24. RELD.C Commonwealth 
d fifing n 


8007120407 Summary of 080510 counterpart mooting w/ulil if) Rockv.'lo.MD re 
pasi.present & future BWR-rolaiod licensing act-one A/or snloiy issues l ist of mooting 

BoSS P f KL ^Project Directorate W-2 00/06/2/ f^roioc;! D.rocfnrato ill ? 5pp. 
461 11:288*401 11:292. 


8807120100 Forwards Rev 51 changes lo GA program Top:col Ropl CE-1A did 
880707 Rev made to reflect organi2ai'Dn channoe.to provide nddl ornanljAimn po9i 
non description A identical on lo change commitment to A NSt/ASME NOa- T. 
MORGAN.W Commonwealth Edison Co Bfl/07/07. Document Control Branch (Oocu 
ment Control Desk). Ip. 46156:040.46156:075. 


-6807190205 Rev 51 to licensee OA Program Top’cni Rapt CL*1 A 
SHEWSKI.WJ Commonwealth Edison Co CE*1A R01. 00/07/07. 25pp 40156 051* 
46156.075 


8607130454 Generic Ur 00-11 lo all llconsoos of opnrnting reactors A holders of CPs ro 
NRC po9it-on on radiation embntllomom of roactor vossof nirilla A impact on plant 
oporat.ons.SvC I S! & Rev 2 to Rog Guido 1.09 or.cl 

MlRAGLlA.F.J. Associate D roctor for Pro.octs (Post 070411). 08/0// 12 Conso'idalad 
Edison Co Of Now York. Inc. 6lpp 4025/ 207 40267 257. 


8807210098 Applcation for errands lo Licenses NPF-li & NP( : *1 (producing onsifo nu 
clear safety group m:n stofling requiromant Foe paid 

ALLEn.C.M Commonwealth Edison Co 00/07/1?. Docurngni Control Branch (Docu 
ment Control Desk) 2pp. 46234 049 46234. 0F>0 


-8807210100 Proposod Tech Spocvodjcmg onsito nuClnor snfnty grouji mm &1afl,ng 
requiremont 

• Commonwea'th Edison Co 8B/07/12 I0pp 40?'J4.O5i-40234 OfjO 


Q. Inspection reports, IE Bulletins A correspondence 


8807250108 lER 8B-00300on 8B0603,wh-'e moving VVe&lnchouse mullfunclon fuol 
repar sys nto spent fuel transfer cana 1 Tech Spec 3/4 9 7 Imit exceeded Caused by 
rr.gi deficiency Future specs wvi danly Tech Spec VV/B80715 rj. 

LEROY.SE . TUCKER. HB Duke Power Co 88/07/15 6pp 46286 354.46286 359. 


6808130168 NRC Info NoDco 83-039, "LoSa^lo UnA 2 l.os* ul No(,.rcufo)fon Pr/mpa W/ 
Power Osoiiallon Evonl ” Svc ti9t oncl 

ROSSI, CE. Division of Operational Evonla Aasossmont (Post 07041 1). Bfl/00/15. 
Consol deled Ed>son Co Of Now York, Inc 1 1C|>p. 4507A. I SO 451)78:286 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency A lire protection plana 

8807200351 Rev 2 to L2P-1330-50. “Rad-aton Surveys Under Accident Conditions " 

• Commonwealth Ep son Co 38/06/17. Idpp 46229 261-48223 278 

6807060196 Forwards Safety Insp Repts 50 373/88*17 S 50-374/B8-16 on 880614* 
16 No vroJat/Ons noted 

SHAFER.WD Region 3. Ofc of the D-rector 86/06/24. REEOC Commonwealth 
Ed son Co 2pp 46110028.46116 047. 

-8807080201 Ir.sp RoplS 50.373/8B-17 A 50-374/88.16 on QB0614.16.NO 
viola lions. delations. deficiencies or exercise weaknesses noted Major aroas 
Inspected faci’iiv emergency preparedness exe/cJ'e. 

PLOSKI.T . SNELl.W Region 3. Ofc of the D rector. B8/06/23 18pp 46116 030* 
46116047. 

8607120032 Forwards Safety Insp Repis 50*373/88*15 A 50*374/88*14 on 880510* 
0620 No violaions noted Response requosted with n 30 days re unresolved item con* 
cernino reporting of 880309 power osc/Jlal on ©vent 

GREENMAN.E.G Region 3. Ofc of the D-rector 88/07/01 REEO.C Commonwea'th 
Edison Co 2pp 46154.220 46154 234. 

-8807120036 Insp Repis 50*373/89*15 A 50*374/88 14 on 880510-0620 No v-oiai ons 
noted Major areas inspected licensee actions on prev.ous insp f ndings.operational 
salety.surveiilance. secunty.FSF sys wakdowns A emergency preparedness 
RING.M A Region 3. Ole ol the Director. 88/07/01 13pp. 46154:222-401 54 234 


H. General correspondence 


8807220 006 Comment opposing proposed rule 1OCFR50 re licensing of nuclear power 
plants where stale A/or local govts decline to cooperalo in offsite emergency plan- 
ning v r 

Residents Againsi A Polluted En^ronment, Inc. 67/02/26. ZECHL 
NRC • No Deta.led Affllabon Given 2pp. 46241 200*4624 1:207. 

8807200159 Comment oppos’-no proposed njle IOCFR5Q re i; c en s’ng of nuclear power 
plant9 where slate A/or local govt9 deckne lo cooperate in offsite emergency^plan- 

E C n1pp L 4 8 ^W6,°9^" 8d ZECH NRC ■ 


P. Operating license siage documents A correspondence 

880707W72 Forwards node* of issuance of amend to License NPM i Amend revise 
«HPu S iiSS!D 6 'iP p ? rt °'? ecorid '«"o«l (Cycle 3) for lacf-iiy ' 6vlsi 

S Ster' 6 '"' 2 88/08/21 BUSS - H Commonwealih Edlao 

of is l uan . ca of Amflnd 68 ‘o License NPF*ii mod-fyinn Tec 
Specs in support ol second reload (Cycle 3) for faculty ’ ^ 9 ec 

NORRHOIM.L J. Projocl Directorate (11*2. 88/06/23, 2pp. 401 39 095*401 39.090, 


6806 180340 NRC Info Nol co 00 040, ‘’Exomlnore HnruJhouk for Dovolojn.ng OporolOf 
Licensing Exams." NUREG/8R 0122 & eve Htn oncl 

ROSSI.CE D^islon of OporoHonal Evonls Asaossmnnt (Post 0/O411) 00/06/22 
Consolidated Edison Co of Now York. Inc. 237pp 40P4O 3?b 40241 201. 

8806170033 NRC Info NqUcg GO 041. "f’hyaicnl Protnclihn Wnnknossns Idonlil.od 
Through Rdgu'atory Effoclivonoss nov-owa." Svc hsl oncl 

ROSSI.CE Division of Oporationaf Cvonta AuBOfiamtint (Pont 0/04 ft). 66/06/22 
Consol-doted Ed.son Co ol Now York. Inc 122pp. 4^070 034 45»/U:1fil> 

6806170291 NRC Gullotfn 00 000, "Thormal Strossns in CimnuClod 10 MCS " Svc 
list oncl. 

ROSSI.C E. Division of Operational Cvonls AssonKmonl (Post 0/O4U) 00/06/22 
Consolidated Edison Co. or Now York, Inc. IIOpp 4601U.03/-40010 152. 

8807110437 Responds lo NRC 000525 Ur ro vlolotlonri nt>lorj In ln»p Mopte 60 3/3/88 
11 A 60 *3 74 /mMO Corrective aciiona Inslrumont miiint porsonnol rovlownd valving 
error A d.lforenllal preBSuro awltchoa rop'oeed w/annlog tlov.coa 
BUSS.H.E. Commonwealth Edison Co 00/00/22. DAVIS.A f! Mogmn 3. Ofc ol tho Di 
rector. 3pp. 46141:155-46141:157. 

8806210038 NRC Inlo Notice 80-044, "Mochonxnl Dind.nn ol Spring Ftoloaso Device is 
Westinghouse Type DS-410 Orcuil Bfoakora*' Svc Hat oncl 

ROSSI.C.E. Division ol Operational Evonta Assossmont (Poal 870411) 00/06/24 
Consolidated Edison Co. of New York, Inc. Il3pp 4C010;15J 40010 ?05. 

8806240139 Suppl 1 to NRC Cuilolin 00 000. "Thormtil Siruasoa in Pnilnn Connoclod lo 
RCS." Svc list end. 

ROSSI.C.E. Oivislon ol Oporatlonal Evonts Ausobamtiril (Poal 070411) 08/06/24. 
Consolidated Edison Co of Now York. Inc. I14pp 4Q010 2oO 40020.010 

8807060196 Forv/ards Seloty Insp Ropt9 50 373/00*17 A 50 374/00 10 on 000614 
16 No violaions noted. 

SHAFEaW.D. Region 3, Ofo of Iho Dlrocjor. 00/00/24 MELD.C Commonwuo'lh 
Edison Co. 2pp. 461 16:028-461 10 047. 

-8007060201 Insp Repla 60-373/00.17 A 60-374/00. IO on 0006)4- J6Na 
violations, doviations.doflciencioa of oxorciso weeknossue notnd MQ^or areas 
Inspected. facility emergency proparodnosa oxorciau 

PLOSKI.T SNELL,W. Region 3, Ofc of Jho Dirucfor. 00/00/23 )0pp 46)16 030 


8807060347 Forwards Safely Insp Ropla 50 073/38-12 & h 0 374/38- it on 000404- 
0503 A notice ol violation. 

MILLER H.j. Region 3, Ofc of iho 0:roctor. 00/00/28 REED C. CommonweaUh 

Edlaon Co. 2pp 46 103:230- 40 J 03:239. 


“8807060367 Notice ol violation from Inap on 000404-00 A 0503 Viol alio ns 
noted Inoperable continuously monitoring c/rywoff lomp rocordor not reposed & dfily 
8 « n l 0f 1 'E-VP211 not obiamotj A transmiUod lor ovaluatlon. 
MiLLfcR.n.J. Region 3, Ofc of the Director. 00/00/20. 2pp. 40103 232*40103 233. 

-8807080380 Insp Repts 60*373/68*12 A 50 374/00*1 1 on 000404 06 & 0503. ViO'e- 
ik>n9 noted. Major areas Inspoclod.Hconseo action on provioua insp findings A drywo I 
lamp monitoring program review. 

46 [o3^23 4*4 6 1 03^239 ^ R ‘ ^ ^ n °8 lon 3 * Ole ol thu D.roclor. 00/06/28. 0PP 



Lem ny iuuuuimjj ui puwur imuUJi uvuni. 

GREENMAN.EG. Region 3, Ofc of ihe Director. 08/07/01. REED.C Commonwofl'.lh 
Edison Co 2pp 46154 220-46164:234. 

-8807120036 Insp Repts 50-373/68*15 A 50*374/08 14 on 060510 0020 No vio'ations 
noted Major a'oas ln9pociod liconsae actions on p/ovious insp hndings.oporational 
salety.su.'vnillanco. socurity.ESF ays wel*down9 & emergency preparedness 
RlNG.M.A. Region 3. OfC Of Iho D.reclor 88/07/01. 13pp 40154:222*46154.234. 

8806300347 NF1C Info Notice 06-045, "Problems In Protective Relay A Circu.l Broaker 
Coordination ” Svc I -at one I. 

ROSSI.CE. O.vision of Operational Evenis Assessmoni (Post 870411) 80/07/07 
Consolidated Ed-son Co. of Now York, Inc. 104pp. 46242 109*46242 212 

8B07D8000B NRC Into Notice QO-046, "Licensee Repl of Defocfrve Refurbished Crcu.f 
Breakers" Svc list end 

ROSSI.CE- Oivis'on of Oporeiional Evenis Assessment (Post 870411) 60/07/00 
Consolidated Edison Co. of Now York, Inc 107pp 46231 281-4G232.027. 

6807190023 Informs lhat util response to NRC Bulletin 00 001. “Dotocls in Westing* 
house Circuit Broekois," satisfactory. 

ROSS.T Projocl Dirocio/oio 111-2. 06/07/11. OLISS.H.E Commonwealth Edison Co 
7pp. 46209.097*46209 103. 

6807200166 Responds lo NRC Bulletin 88*004 ro potential for deadhead nn of one or 
more pump9 >n safety- related sy9 A potential for Inadequate min Paw capacity 
MORGAN.W.E. Commonwealth Eolson Co 88/07/11 Document Control Branch 
{Document Control 069 k). 30pp 46220 182*46228 211 

6607 120201 NRC fnfo Notice 88 040, “licensee Ropl of Oofoctive Refurbished Valves." 
Svc list end 

ROSSI.CE. OivtS'on of Operational Evenis Assessmoni (Post 67041 1) 08/07/12 
Consolidaled Edison Co. of Now York. Inc. I03pp 46242.006 40242 108 

BB07080366 NRC Info Notice 08*047, “Slower-Than-Expoctod Rod-Drop Times " Svc 
list end. 

ROSSI.CE Divtoon of Operational Events Assessment (Post 07041 1 ) 08/07/14. 
Consolidated Edison Co of Now York, Inc I03pp 46240 222*462*10 324 

6607120550 NRC Info Nollco 88*040, “Marking, HandUng.Conlrol, Storage A Destruction 
ol Safeguards Info " Svc list onci 

ROSSI.CE Division of Operational Evonta Assessment (Posl 070411) B8/O7/I0 
Conso'idaiod Edison Co. of Now York, Inc 103pp 46241:263 40242 005 

6607120553 NRC Info Not.co 88*050. “Effect of Cvculi Broakor Copaatance on Aval 1 * 
ability of Emorponcy Power " Svc list onci 

ROSSf.C.E. Division of Operational Events Assessment (Posl 070411) 08/07/10 
Consol.dalod Edison Co of Now York, Inc llOpp 48257 250*40258 0 16 

0807180101 NRC Info Notice 80-051. “Failures of MSlVs.” Svc list end 
ROSSI.CE. Division of Oporeiional Events Assossmont (Posl 070411). 88/07/21 
Consolidated Edison Co of Now York. Inc. I2lpp 48257:006 40257:208 


R. Periodic operating reports A related correspondence 


8807070605 Monlhly operating ropls for May 1988 for LaSalle Un.l 1 A 2 
SAMOLINSKI.S J. Commonwealth Ed.son Co 0B/O5/3I 6pp. 40122 363*401 22:359 

8807160297 Monlhly oporalmg repta for Juno 1080 for LaSalle County Nuclear Power 
Station Units 1 A 2 W/000710 itr. 

SAMOL1NSKI.S J . DIEDERICH.GJ. Commonwoahh Edison Co 00/06/30 33pp. 
46108:287*46108 319 


8. Reportable occurrences, LERa A related correspondence 

6607050386 LER 08 010 OQ on 80O529.contro1 room HVAC Sya A ammonia doloctor 
tripped Causod by design deficiency In chomcassotlo tape mechanism Chomcasaotte 
rewound A Tech Spec amond toques! lo remove ammonia cfotector submittod.W/ 
880820 Itr. 

WATFORD. P.S.. DIEDERICH.GJ. Commonwealth Edison Co. 00/06/28 5pp 
46076:344-46076:348. 

6807060407 LER 08-009*00:on 880529, level switch LS*t 021-N031B found w/ apparent 
ruptured diagram Cause still unknown Switch sent to mfg for disassembly A 
insp. Replacement switch Installed, cehbr A functionally lasted W/B80628 Ur. 
MCLAUGHLIN.A.J., DIEDERICH.GJ. Commonwealth Edison Co. 90/09/28. 0pp. 
46076:328-46076:335. 

6607120210 LER 88*01 1-OO on 880801, feedor breaker inadvertently irlpped when con 
t/aefor working jn area bueopocf breaker vv/cert. Caused by Jack of awareness of equip- 
ment around work ere a. Temporary plywood panels placed over breakBr9.W/88O02O 
Itr. 

SPRUNGER.CK-. DIEDERICH.GJ. Commonwealth Ed.son Co 88/06/29. 6pp. 
40142:346*46142:350. 

8607070010 LER 80*012*00 on 00O6OG,failuro of diosol generator O lo satisfy frequency 
requirements occurred Caused by high governor oil temp A governor spood compen- 
sation edjuslmont problom.Spooo compensation atfiuBtod.W/000630 itr. 
SAMPSON.P.S., DIEDERICH.GJ. Commonwealth Ed.son Co. 88/08/30, 6pp. 
46123:363-46123:358. 


V. Operator Examinations 


0807120191 Forwards draft Rev 5 to ES-601, “Administration of NRC Requeiification 
Program Evaluations." W/o end. 

WRIGHT.G.C Region 3. Ofc of the Director. 00/06/23. SHAFFER.T. Commonwoallh 
Edison Co. Ip. 48140:350*46149.366. 


F. Security, medical, emergency A fire protection plena 

8007200361 Rev 2 to LZP-1330 50, “Rad.ation Survoys Under Accidont Conditions “ 

* Commonwealth Edison Co. 88/06/17. I0pp 46229 261*46229.270 

8807060196 Forwards Salety Insp Repts 50-373/08 17 A 60 374/80-16 on 680614- 
16 .No violations noted 

SHAFER. W O Reg:on 3, Ole of the D rector. 08/06/24 REEO.C. Corrmonwoa'th 
Ed son Co. 2pp. 46110 028-46116:047. 

-8807000201 Insp Repts 50-373/86-17 A 50*374/88 18 on 890614- 18 No 
violations.dovietions deficiencies or exorcise weaknesses nolodMa;or areas 
Inspected facrity emergency pfoparodness oxorciso. 

PLOSK/.T Raglan 3. Ole of Iho Director 68/06/23. f8pp 46f 1 6 030 46 1 16:047. 

8007120032 Forwards Safety Jnsp Repts 50-373/88*15 A 50*374/00 14 on 880510* 
0620 No violations noted Response requested with n 30 days ro cnrosolved (torn con 
corn ng reporting ol 800309 power oscillation event 

GREENMAN.E G Region 3, Ofc of the Director. 88/07/01. REED.C Com nr.on wealth 
Ed son Co 2pp 46154:220*46154 234 

-88 0 712003 6 Insp Repts 50*373/88*15 A 60*374/88-14 on 080510-C620 No vio’atlons 
noted Major areas Inspectoddiconsoe aciions on previous insp finding 9. operation a l 
aafety.survelManco. secur.ty.ESF eye walkdowns A emergency preparedness. 

RING. M A Rog on 3. Ofc of ihe D.reclor. 88/07/01. I3pp 40154.222*40154:234 


H. General correspondence 

8807220006 Common! opposing proposed rule 1CCFRS0 re licensing of nuclear power 
plants whoro state A/or local govts doclino lo cooperate in oflsite emergency plan* 
nlng 

MITCHELL. D Residents Against A Polluted Environment. Inc. Q7/02/2C 2ECH.L 
NRC - No Dela-lod AIM.aiion Given ?pp 4624 1:200-48241 207. 

8807200 1 69 Comment opposing proposed rulo 10CFR50 ro llconsing of nuclear power 
plants whero state A/or local govts decline to cooperaio In offsite omorgoncy plan- 
ning. 

MITCHELL, D Alfi’laiion Not Ass gnod. 07/03/05 2ECH NRC * No Doiailed Affihal-on 
Given 2pp. 40197:039-48107:030. 


P. Operating license stage documents A correspondence 

0806200049 Prcvldos Info ro Impropor rod ologlcal work prat cos by ull contractor om- 
pfoyeo for ovaluallon A action Enel withhold (ref iCCfR2700). 

NOREUUS.C.E Region 3. Ofc of Ihe D.roctor 88/06/23. REED.C Commonwoallh 
Edison Co. 2pp. 45974:313-45974:314 

8807010160 Conf.rms 000616 plans re 080710 mooting w/ut l at Region ill ofc to dis* 
cu9S sovoral engineering issues associated w/ plants 

GREENMAN.EG Region 3, Ofc of Iho Director. 88/06/24 REED.C. Common wealth 
Edison Co. 2pp. 46009:050*49009,069 

8807120407 Summary of 000510 counterpart mooting w/ulll in RocKvi:ie,MD ro 
paat.prosent & future 6WR*re1ated liconalng actions A/or safety rsauas List of mooting 
part.clpants onci. 

ROSS.T.M. Projoct Ouoclorate 111*2. 00/06/27. Project Directorate Hl-2 5pp. 
46111:208-46111:292. 

8607120100 Forwards Rev 51 changes lo QA program Topical Repl CE*1*A did 
880707 Rev mado lo reflect organization cliongog.to provido addl organization posi- 
tion desenption A Identification lo change cornm.imeni lo ANSI/ASME NQA-1 
MORGAN, W Commonwealth Edison Co 90/07/07. Document Control Branch (Docu- 
ment Control Dosk). Ip. 46166.048 -46 168 075. 

—8807190205 Rev 5t to llconsoa QA Program Topical Ropt CE-l -A. 

SHEWSKI.W J. Commonwealth Edison Co. CF.*1*A R51. 80/07/0 7. 25pp. 46156.051- 
46158:075 

0807130464 Generic Llr 88-1 1 to ell icensoes of operating reactors & holders of CHg ro 
NRC position on radiation ombrlttlamenl of reactor vessel malls A Impact on plant 
operations Svc list & Rev 2 to Reg Guide 1.99 end. 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 88/07/12. Consolidated 
Edison Co. of New York, Inc. 5lpp 46267 207-46267;257. 

8807219098 Appllcaton for amends to Licenses NPF-H A NPF* 10. reducing onsite nu 
clear safoty group min staffing requirement Fee paid 

ALLEN, C.M. Common wealth Edison Co. 88/07/12. Document Control Branch (Docu- 
ment Control Dosk). ?pp. 46234:049*46234:060, 

—88072 101 00 Proposed Tech Specs.* educing onsJo nuclear safety group min sfafiing 
requirement. 

• Commonwealth Edison Co. 88/07/12. 10pp. 46234:051*48234:060. 


Q. Inspection report®, it Bulletins A correspondence 

0806130168 NRC info Notice 88*039, "LaSalle Unit 2 Loss of Recirculation Pumps w / 
Power Oscillation Event. " Svo list encl. 

ROSSf.C.E. Division of Oporabonal Events Assessment (Post 070411). 09/00/15. 
Conso’idaiod Edison Co. ol New York, Inc. 1 10pp. 45978:156*45978:260. 

0806160340 NRC Info Notice 88-040, “Examiners Handbook for Developing Operator 
Licensing Exams." NUREG/BR-0122 A svc list encl. 

ROSSI.C.E. Division of Oporeiional Events Assessment (Po 9 t 07041 iy 88/08/22 
ConsoUdatoif Edison Co. oi New York. Jnc. 237pp. 46240.325*4624 J:20l. 

B806 170033 NRC info Notice 88 041. "Physical Protection Weaknesses Identified 
Through Rogulatory Effectivenoss Reviews." Svc llsi encl. 

ROSSI.C.E. Divls.on ef Oporatlonal Events Assessmoni (Post 070411). 80/06/22 
Consolidated Edison Co. of New York, Inc. l?2pp. 45978.034*45978:165 


40199:287*46198 3 tO. 


Consolidated Edison Co c( New York. Inc. 1 1 6-pp 460 19 037-46019: 1 52 

8807110437 Responds to NRC 800525 Hr re v.olatons no-’cd in Insp Hepis 50-373/09- 
11 S 50-374/89- 10 Corroctve actions Instrument mahl personnel reviewed valvng 
error & difieruM at pressure switches replaced w/ane'og cevcos 
QL'SS.H.E Com non wealth Ed sen Co 88/06/22 OAVIS.AB. Region 3. Ofc cf the Di- 
rector. 3pp. 4614 1;1 55-4614 Vt 57. 

8308210039 NRC Info NcVce 89-044, *M echancal 8irdhg of Spring Release Device If 
Westing house Type DS-416 Crccit Breakers" Svc I si enci 

ROSSI.CE Divis cn of Opo/at or.a' Everts Assessment (Post 870411) 00/06/24 
Conso'idated Edison Co. ol New York. Inc H3pp 46019. 1 53 460 1 9.265 

8806240139 Suppf i to NRC Qulionn 88-OC0. Thermal Siressea n Pip ng Connected lo 
RCS . ’ Svc I .st end 

HOSSI.C6. Olvis on ol Oneraiionai Events Assessment (Post Q70411) 88/06/24 
Cons o' da led Ed. son Co. of Now Yo*K. Inc. H4pp. 460 1 9 266 46020 018 

8807060106 Forwards Safety ?r.sp Repts 50 373/68*17 & 50 374/8B-16 on 690914- 
1 6. N o vio I a bon s rote d 

SHAFER.W.D Reg’cn 3. Ofc of ihe Oireclor B9/C6/24 REEO.C Commonwea'th 
Ed son Co. 2pp 40116 028-46118 047. 

••8807060201 Insp Repts 50 373/00-17 A 50-374/60-16 cn 0BO6l4-16.No 

violet or s .deviations deficiencies o f axerc-se weaknesses noted. Me.cr areas 
in speded feci ity emergency preparedness exorcise 

PlOSKl.T . SNELL.W. Region 3. Ofc of the D.rectcr. 08/08/23 1 Bpp. 46116 030 
46116.04 7 

8B07060347 Forwards Safety Insp Ropis 50 373/80 12 A 50 374/80-1 1 on B8D404* 
0503 A no: co ol violat on 

MJLLER.HJ Region 3, O'c of tt'.a Director 9B/CQ/28 REED.C Commonwealth 
Ed son Co. 2pp 46103 230-46103 239. 

-0807060357 Notice of v oiation from insp on 800404 00 & 0503.ViO’aiians 
ncied iroporab!o continuously monitor ng dry* oil lomp recorder noi ropa.red A daily 
temp readings from sensor f rE-VP2t1 no( obtaned & transmitted for eva'uation 
MlLLER.H J Rag on 3, Ofc of the D reclc* 80/06/26 2pp 48103:232-46103 233 

-0807060360 Insp Repts 5O-373/B0-12 & 50 374/88-1 1 on 060404 -06 8 0503 Viola- 
tions noted Major 8'eaa inspected l censoe ac’ on on previous insp 1 nd-ngs A drywor 
temp monttcr.ng program review 

FAIEVITS.2.. GARDNER. R.N Region 3. Ofc o' the D.roc:o r. 8B/06/2Q 6pp 
46103.234 4 6t 03. 239 

8007120032 Forwards Saloly Insp Rnpls 50-373/80-15 & 50 374/03- M on 800510- 
0620 No violations noted Response requested withn 30 days re ur.rogo'vod horn con 
cern ng report ng of 080309 power oscil’al on overt 

GREENMAN.E G. Reg on 3, Ofc of the O rector 00/07/01 REED.C. Commonwealth 
EdiScnCo 2pp. 46164 220-40154:234 

-8807120036 Insp Ropis 50-373/00 15 A 50-374/89-14 on 8BD510-C620 No violations 
r.otodMaJcr a'eas inspected I censoo aci ons on previous insp findings, oporollona 1 
safety .survelilarco. socur.ty.ESF sys walkdowns A emergor.cy preparedness 
RING,M A Rog on 3, Ofc of Iho Director BB/O7/0I I3pp 46154 222 46154 234. 


S. Reportable occurrences, LERe & related correspondence 

8807060004 lER flB-007-00:on 000523, fa lure of diosol generator 2 A due lo improper 
installation of dosing (use after maim Caused by personnel error. Broakor fuse block 
removed A installed properly W/880622 Ur. 

VlNYARD.H.T. D;EDERlCH,G J Commonwealth Edison Co. 80/06/22 5pp 
46020 308-46020.312. 

8007190160 Supplemental response to Confirmatory Action Ltr CAl. Rill -80 003 re f r.d- 
fngs & conclusions concerning 880309 even! on dual rectrcuiation pump (rip A subse- 
quent core performance anomalies. 

ALLEN.C M. Commonwealth Edison Co. 80/07/01. DAVIS.A.B. Region 3, Ofc of the 
Director. 3pp 462 1 4 069-4621 4:002 

8007160084 LER G8 013-00:on 880609.control room A HVAC Sys A ammona detector 
tripped A ESF damper actuation occurred Cau9od by foiled Ironi optica lamp Lamp ro 

E aced A a mm on a detector returned to operable status W/00070B ltr. 

r ATFO-RO,P.S., DIFDERICH.G J. Commonwealth Edison Co. 00/07/08. 4dd 
46165:093-46185:101. 

0807210036 LER 60 009-00 on 60001 7.two ECCS inoporab'o In accordenco w / Tech 
Spec 3/4.6. 1 A 3/4.5.2.Caused by loose connections on food breaker. Connection 
tiphie-nod A fan restarted W/6 8071 1 ltr. 

LYON.D.M., DlEDERlCH.G J. Commonwealth Edison Co 0B/07/11 5pp. 46234 023- 
46234 027. 


V. Operator Examinations 


0807120191 Forwards draft Rov 5 to ES-601, "Admin-9lrallon of NRC Rcquaiificaton 
Program Eva'uatlons.” V//o end. 

WRfGHT.G C Reg On 3, Ofc of the Director, flfl/00/23. SHAFFERJ. Commonweo th 
Ed.sonCo. Ip. 46149 356-46149.356. 


DOCKET 60-302 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency A fire protection plans 

8807010831 Rev 6 to Emergency Plan Implemonlinn Procedure EP-3-030, “Emomency 
Program Review .Updating A Mod." W/800023 Ur 

BURSKI.R.F. Louisiana Power & Light Co. EP-3-030 R06 00/06/23. 13pp. 40010:250 
40018:268. 

8607120465 Forwards Insp Ropl 5O-3B2/00-14 on 00O523-27.No violations or dovl- 
allona noted. 

CALLAN.LJ Roglon 4. Ofc of ihe Diroclor. 00/07/05 DEWEASE.JG. Louisiana 
Power A Llgbl Co. 2pp. 4015*1:199-46164 .201 . 


0006300347 NRC !n'o Notice 98 045, ’Problems in Protective Relay A Circuit Breaker 
Coord nai on.” Svc l.st encl. 

ROSSl.CE Dwsion of Oporatonal Events Assessment (Post 07041 1) 80/07/07 
Conso 1 . dated Ed son Co of New Yo*, fr.c fC4pp 46242: 1 09 46242212. 

B0O7O8OOO6 NRC Info Notice 09-046, ’licor&oo Ropl of Dolecl.vo Refurbished Circuit 
Breakers. " Svc list onct 

ROSSI. C.E D.vlslon of Operational Evonls Assessment (Post 07D411). B8/07/OG 
Consol dated Edison Co of New York, Inc. I07pp 46231 201-46232 027. 

8807190023 Informs that uM response to NRC BuJloim 80-001, ' Detects in Woslng- 
hous 0 C- r c u .( 6 rea VorsT sa tl s< ac 1 0 ry . 

ROSS.T. Project Directorate ill 2 80/07/ JJ 8LJSS.HE CeTJ/):orju'ea/fh Edison Co 
7pp 46200.097 4620D 103 

8607200196 Responds to NRC Bu'lotin 89 004 re potonhal for deadhoad-ng of one or 
moropumps in safe ty-reia tad sys A potential for Inadequate rrEnt'ow capacity 
MORGAN, WE. Commonwealth Ec/son Co. 08/07/11. Oocumont Gonlrol Branch 
(Document Control Dosk). 30pp 46228:102-46220:211 

0007120291 NRC tnfo Notice 80-046, ■‘licensee Repl of Dofoclrve nofurb:shed Valves " 
Svc fist encl. 

flOSSl.C.E. Division of Operalonal Evonla Assessment (Posl 870411) 00/07/12 
Consoldalod Edison Co. of New York, Inc. 103pp. 46242,006 46242:106. 

0807080366 NRC Info Notice 86-047, "Slower-Than- Expected Rod-Drop Tinnoa” Svc 
ust encf 

ROSSl.C.E DivlaJon of Operational Events Assessment (Posl 870411) 00/07/14 
Consolidated Edison Co. of New York, Inc. 103pp. 40240:222 46240 324 

6007120550 NRC Info Note© 80-049, ‘Marking.Handl ng.Conlrol, Storage A Deslruchon 
of Safeguards Info Svc fis t encl. 

ROSSI C E. Ol vision ol Cperalional Evenia Assessment (Posl 870411) 80/07/18 
Conso-idated Ed sen Co. of New York. Inc. 103pp. 46241:263-48242 005. 


8007120663 NRC Info Notice 68 060. “Ef/ecl ol CircL-n Breaker Capacitance on Ava l 
ability of Emergency Power.” Svc list encl. 

5? SS i£ ^ Operational Evonla Assessment (Post B7041I). 68/07/18 

Consolidated Edison Co. of New York. Inc. 1 19pp. 46257:258 40258 016. 

No ,' 5? ee ' 05> - ‘ Fb,,u '«s °< MSlVs ■ Svc 1 91 oncl. 

0fl Operalonal Evonla Assessment (Post 070411). 00/07/21 
Consol-dated Edison Co. of Now York. Inc. 12 1pp. 46257:080-46257:206 


R. Periodic operating report® & related correspondence 

08 2I?Jn ^ ropld ,or 1090 <° f LaSalle Un t 1 A 2 
3AMULIN5KI.S.J, Commonwea'th Edison Co. 60/05/31. 6pp 46122.353*46122:359 


-8807120702 Partially withhold In9p Ropt 60-302/00-14 on 000523-27 («j? 

10CFR73.21)No violations or deviations noted Ma|or oroos Inspoctod testing A maW 
program.facillly llghtlng.socurity training & qualification plan & sefnguards info pro 
gram 

CALDWELL, R A.. EVERETT, R.J. Uranium Recovory Fiold Ofc. R4 00/06/13, Ip 
46164:201-40164:201. 


I. Financial Information 

0807070380 Forwards summary of completed A planned notification & consultation 
acLvjlJos SyafomwJdo communication pier) under development lor conso'ldalion 
eflort/ncluding development of new publication to update omployoea on progress 
KINGSLEY.OI) System Energy Resources, Inc. 00/06/20 Documem Control Branch 
(Documont Control Desk) 7pp. 46126 353-46126.359. 


P. Operating license stage documents & correspondence 

8807210263 Application for amend to License NPF*36, consisting ol License Change Re- 
quest 83,r evi 9 ng Tech Specs 3. 1.3.4 re al’owable CEA drop time. 

DEWEASE.J.G Louisiana Power A Light Co. 00/05/27. Document Control Branch 
(Document Control Desk). 17pp 46233:300-40233:326. 

— 6807210253 Proposed lech Specs 3.1. 3.4 re CEA drop time. 

* Louisiana Power & light Co. 08/05/27. 3pp 46233 323 46233:326. 

8607140286 Summary of 00061 6 meel-ng w/ utils re proposed ostab’ishmonl A llcene ng 
ol Sys Energy Resource, Inc as operators & licensing agent for plants. 
WIGQINTQN.D.L Projacl Directorate IV. 80/06/21. Protect Directorate IV. 35pp 
40177:201-46177:326. 

6807070306 Forwards summary ol completed A planned notification A consultation 
acIfvfffOa.Syatemwfc/o communfcadon p'an under development for conso'fcfatfon 
offort.lndudlng development o( new pub'lcation lo update employoe9 on progress. 
KINQSLEY.OD. Sysiem Energy Resources, Ino 00/06/20. Documont Control Branch 
(Document Control Ds9k). 7pp. 46125:353-46126:359. 

8607080080 Submits revised schodule (or completion of SPOS enhancomont 
program. Completion of SPOS vandal cn testing expected by 090220. 

BURSKI.R.F, Louisiana Power A Light Co. 08/06/30. Documont Control Branch (Doc- 
umont Control Desk). 2pp. 48139:346-40139:347. 

0807120083 Forwards application for amend to License NPF-38.reflecting NRC approve 1 
for Sya Energy Resources.lnc to assume responsibility for plant operation. F09 paid 
DEWEASE.J.G. Louisiana Power A Light Co. 68/07/01. Document Control Branch 
(Document Control Desk). 6pp. 40143211-46143269 


Louisiana Power A LlQht Co to Sys Energy Resources. Ire 

HUNTER.O. Lou. si ana Power & LlQht Co 08/07/01 58pp. 46143 21 7.46143:269. 

8807180086 Informs that util 680511 responso to Gonoric Ur 83-28. Hem 1 2. "Daia A 
info Cap at ht os.” acceptable Aeuon on Horn closed 

WlGGlNTON.OL Project CLrectocato IV. Q0/O7/Q5 OEWe>\SE,J.G Louisiana Pcxei 
& Lrghl Co 3pp 40203.353-40203 355 

6G07190001 Submits supplemental into for Relief Request 2 1.3 ot pump & valve inserv- 
rce lest plan. 

BUnSKl.R.F Louisiana Powor & Light Co 80/07/06 Document Control Branch (Doc- 
ument Conlrol Desk) 2pp 46209 161-40209.162 

8807200016 Advlsos that 871001 change to OA p'an.aa supplemented by 880407 
llr.saMsfios lOCFRSO.App 0 & accoplablo. 

CAL LAN.L.J Rogon 4, Ofc of tho Director 66/07/08. DEWEASE.JG Louis ana 
Power & L Ight Co 2pp- 4G22 1 ; 1 33 4622 1 ; 1 34 . 

8B07130454 Genorlc Ltr 66-1 1 to all licensees of operating reactors 8. ho'cfers of CPs re 
NRC position on radiation embrlittemont of roactor vessel metis & impact on plant 
oporaiions Svc list & Rov 2 to Hog Gu do 1 99 oncl. 

MiflAGLfA.F J. Associate Dlroctof for Projocls (Post 8704 ilj. 88/07/12 Ccnsolidaied 
Edison Co of Now York. Inc. 5lpp 46257.207.46257 257. 

8807260229 Application lor omond lo Liconso NPF.38,consisi ny of Tech Spec Chongo 
Roquest NPF 38 B5,rovisng Toch Spec 6 5 1.2 ro composition of plant operations 
review comm iton Feo paid 

DEWEASE.J.G Louisiana Power & Light Co. 08/07/19 Document Control Branch 
(Documonl Control D09k). 5pp 46255 248 48255. 256 

-6607250233 Proposed Tech Specs ro plant oporallons rovlow commiitoe composition 
* LouiS-ana Power & Light Co 08/07/19 4pp 46255 253-40255 256 


Q Inspection reports, IE Bulletins A correspondence 

0808130166 NRC Info Nollco 86-030, "LoSal’o Unit 2 Loss ot Rocircuiellon Pumps W/ 
Power Oscillation Evonl " Svc llsl oner 

ROSSI. C E. Division of Operational Events Assessment [Post 070411) 88/06/15 
Consolidated Edison Co ol New York, Inc. 1 10pp. 45978:166 45978;26B. 

8806160340 NRC Info Notico 80-040, "Examiners Handbook for Developing Operator 
Uconsina Exams " NUHEG/BR 0122 & 6vc list end. 

ROSSI. CE D.vision ot Operational Evonl9 Assessment fPoSl 870411) 9Q/06/22. 
Consolidated Edison Co. of Now York. Inc 237pp 4B240 325 46241:201. 

0008170033 NRC info Notice 68-041. "Physical Protection Wooknassos JcJonllfied 
Through Rogulatory Effectiveness Hov.ows " Svc l.st oncl 

ROSSl.CE Division of Operational Evonls Assossmonl [Post 670411) 68/06/22 
Conso'idated Edison Co oi Now York, fnc. 122pp. 45078:034.45970:165. 

8806170291 NRC BuHotin 86-000, "Thermal Sirossos In Piping Connected to FIGS " SvC 
fist end 

flOSSl.C.E. Division of Operational Evonts Assossmont (Post 070411) 80/00/22 
Consolidated Edison Co of Now York. Inc IlGpp 4 6010 037.46019:152. 

8608300268 Forwards response ro violations noted in Insp Ropt 50-382/GG-l l.Correc- 
live actions QA rovi90d GAP 01 2.ottocllvo 0806l6.to clarify requirement that ell quolily 
notico s to bo transmitted to ficonslnn 

BURSKl.R F. Louisiana Power & Uuht Co 60/00/22. Document Control Branch (Ooc- 
umant Control Desk). 3pp. 46997-234.45997 236 

8606210038 NRC Into Nollco 86 044, "Mechanical Bindmg nf Spring Ro'easo Device In 
Wosllnghouso Typo DS 4 10 Circuit Breakers " Svc list oncl 

ROSSI. CE Division of Operational Events Assossmonl (Post 67041 1). 80/00/24 
Consolidated Edison Co. of Now York, Inc. I13pp 46019: 153 46019 265 

8806240139 Suppl 1 lo NRC Bulletin 8Q-OOG, "Thermal Siresso9 In Piping Connected to 
RCS " Svc list end 

ROSSf.C E Division of Operational Evonta Assossmont (Post 870411) 0B/O6/24 
Consolidated Edison Co. of Now York, fnc. 1 14pp. 46010 266.40020:016. 

6607010536 Forwards documentation ro capability of auxiliary diasol.par Insp Repl 50* 
382/60- H.Documonlation withhold (rof 10CFR73.21). 

BURSKP.R.F. Louisiana Power & Light Co. 08/06/20. Documonl Conlrol Branch (Doc* 
umont Conlrol Desk) Ip 46068.005 46068.005. 

8807070590 Confirms datos for Emergency Operating Procedure insp 50-302/80 09 to 
be conducted on 600706- 13 Insp purposo is to verify lhat emergency oporat ng proce- 
dures technically accurate ot various sllo9. 

MILHOAN.J.L Region 4. Ofc of tho Dirocior. 08/00/29. DEWEASE.J.G. Louisiana 
Powor & Light Co. 3pp. 461 26 287-46 126 269 

8007 120607 Responds to violations nolod In in9p Repl 50 302/88-00. Corrective 
actions revised work Instruction Implemented & Rov 5 lo OP-2-OO0 Issued to address 
mlss’ng HVF-211A(S) root valva 

BURSki, Louisiana Power A Light Co 86/07/01 Document Control Branch (Docu- 
ment Conlrol Desk). 0pp. 46143:103-46143:1 10. 

8807120468 Forwards Insp Ropt 60-382/00-14 on 8B0523-27.No vlolflUons or devi- 
ations noted. 

CALLAN.L.J, Roglon 4, Ofc of tho Drector. 08/07/05. DEWEASE.J.G. Louisiana 
Powor & Light Co. 2PP- 40164:109*46154 201. 

-6607120702 Parlla'ly withhold Insp Ropt 50-302/68 14 on 000523-27 (ref 
lOCFR73.21l.No violations or deviations noted. Major areas inspocled:te9tfng A malnt 
program, facility lighting. security training & qualification plan & safeguards Info pro- 
gram. 

CAlOWELL.R.A . EVERETT ,R.J. Urenlum Recovery Field Ofc, R4. 60/06/13. Ip 
46164:201-46154:201. 

8806300347 NRC Info Notice 08-046, “Problems in Protective Relay & Circuit Breaker 
Coordination." Svc Hat oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/07/07. 
Consolidated Edison Co. of New York, Inc. 104pp. 46242:109-46242:21 2. 


Breakers " Svc *isl oncl 

ROSSl.CE. Division of Operational Evonts Assessment (Post 670411). 00/07/08 
Consolidated Edison Co. cf Now Ytyk. Inc I07pp 46231 201-46232 027. 

8807120291 NRC Info Notice 88-048. "Lreonsee Rept of Dofeclive Refurnished Valvo9 " 
Svc V*\ oncl. 

ROSSI.C.E. Oiv.slon of Operational Evenis Assessment (Post 870411) 08/07/12 
Consol dated Ed son Co ol Now York, ire 103pp. 46242 006 40242 1C0 

8607210226 Responds to NRC Bullntn 88 004 re safety related centrifugal pumps Util 
h&9 identified 34 safoty -related eenirifuga 1 pump9 for evaluat on l.ist of purrps provid- 
ed. 

BURSKf.R.F. Louisiana Powor A Light Co 88/07/12. Document Control Branch (Doc- 
umenl Control Desk) 0pp 46237 290 46237 298 

8807080366 NRC Info Notice 80 047. "Slower- Than Expected Rod Drop Times" Svc 
list end. 

ROSSl.CE Oiv.slon of Operational Evems Assossmont (Post 070411) 88/07/14 
Consol dated E<Uon Co ot Now York, Inc 103pp. 46240 222-4624Q 324 

8607120550 NRC Inlo Noice 88-049. * Mark rg.Handl ng Control, Storage & Doslruction 
ot Safeguards Info." Svc Hal encl 

ROSSI.C.E Dlvison of Oporaiional Evonl9 Assessment (Post 870411) 80/07/18. 
Conso’idaiod Edison Co. of Now York. Inc. I03pp 46241.263 46242.005 

0807120553 NRC info Nohco 00-050. “Effoct of Circuit Breaker Capacitance on Avail 
ability of Emergency Power." Svc I st end. 

ROSSl.CE. Division of Operational Evonts Assessment (Post 070411) 08/07/16 
Consol dotod Edison Co of New York. InC 1l9pp 46257 258-46258 016 

8807260358 Responds to violations noted In Insp Ropt 50-362/86*10 Corrective 
actions grease compatatyUy under investigation Grease wit 1 bo purged from contain- 
ment fan motors lo offecl presence of only one groose.if noco99ary 
BURSKl.R.F. Louisiana Power & Lighi Co. 08/07/10. Documonl Control Dranch (Doc 
umont Conlrol Dosk) 3pp 46255 103-46255:165 

8807250419 Forwards Insp Ropt 50 302/88-13 on 080501-0617 & nollco of violation 
CALLAN.L J. Region 4. Ofc ot the Diroctor 88/07/18. DEWEASC.JG. Louisiana 
Powor & Light Co. 3pp. 48272 224.46272 250 

-6607250422 Notice of violation from insp cn 080501-0617 Violation noicd start ar sys 
actuaiod us ng Inappropriate work Instructions 8 deficiencies Ident-'od In safety sys 
opo rating procedures &/or componont idoniificat-on labo’irg 
‘ Roglon A. Ofc of tho Director 00/07/ 10. 2pp 46272.227.46272 220 

-8807250423 Insp Ropt 50 362/00-13 on 880501-061 7. Vlo’at ions nolod Major aroas 
inspected monthly ma : m obsorvallon.LER folowup, contonment integrated leak rate 
lest. plant status & fo lowup ol previously Identified items 

SMITH.WF . STAKER.T.fl. CHAMBERLaiN.D Rogon 4. Ofc of the Dirocior. 80/07/ 
14. 22pp. 46272:229-462 72.250. 

8807160101 NRC Into Nollco OB 051, ' Fa luros of MS1V9." Svcli9l Oncl. 

ROSSI.C.E. Division of Operational Evonls A 8 ft 099 rnonl (Post 070411) 80/07/21. 
Consolidated Edison Co of Now York, Ire I21pp 46257 006-46257:206. 


R. Periodic operating reports A related correspondence 


8807190273 Monthly oporaiing ropt for Juno iGBD.for Watodord 3. W/600715 Hr. 
MILLER.G., BURSKI.n.F. Louisiana Powor & Light Co 00/06/30. 7pp. 46220022- 
46220.028 


S. Reportable occurrences, LERa & related correspondence 


8807120680 Summary of Oporot-ng Reaciora Evonts Mooting BO-26 on 880621 List of 
attendees. discussion of significant olomenis of events & summary of reactor scrams 
encl. 

LANNING,W Events Assessment Branch 00/06/22 ROSSl.C E Diviaon of Oper- 
ational Evonts Assossmont (Fosl 070411) 14pp. 46121.180 40121:103 

8806300058 LER 88-012-OO on 880526, aloDm genoraior blowdown sampling exceeded 
required periodicity of Toch Spocs 3 3. 3.1. Action 20.Caused by personnel 
error.ProceUurGQ bolng rovlsed to verify that mon.lor Insen/ico & samplng done.W/ 
880624 Hr. 

STARKEY, R.S., CAR NS, NS. Louls-ane Powor & Light Co 88/00/24. 6pp. 46000 207- 
45989:291 

£806300067 LER 68 0l3-00on 80O528,fire prolecllon sprinkler found isolatod after res- 
toralion from testing. Caused by personnel orror.Procoduros bolng revised lo require 
contaminated vafvo lineup sheets be phoiocopiod or vorllied.W/800624 ltr. 

STARKEY, R.S , CARNS.N S. Louisiana Pownr & Light Co. 60/00/24. 5pp. 45980:259- 
46908263. 

6806300076 LER OQ-Otl-OOon 0BO525,Hro seal (or ponolrot-on VIA0179 discovered 
Impaired.Causad by initial design & const error Mod inliiaiad lo correct seal.W/ 
680024 ltr. 

HOLDER A.L., CARNS.N.S. Lau.slftna Power & Light Co. 86/06/24. 6pp. 45980:012- 
45909:017. 

£806300087 LER 88*Ol4-00:on 80O528,reaclor vessel level monitoring sys discovered 
inopereble.Causod by cogmifvd personnel error A poorly human factored surveillance 
procedure.Sya restored to operatlon.W/600024 ltr. 

STARKE Y, R.S. , CARNS.N.S Louls-ana Power & Lfght Co. 00/00/24. 6pp. 46900:298- 
45988:303. 

8807180294 LER 80-O17-OO.br> 86051 7. ul4 engineer discover ©d mechanical snubber 
disconnected Hoot cause of event could not be determined Necessity for attention to 
detail in work packages reamphasized w/planner Involved. W/0807 1 \ Ur. 

BAKER.DE., CARNS.N.S. Louisiana Powor A Light Co 86/07/11. 5pp. 40100:320- 
46198 324. 


138 DOCKETED ITEMS 


AA072 10133 LER 86-015 00 cn 8SC*l3.plan1 s^dsot^'ed due 10 loakaqo P 

cSS kSi «« vavos Caused by "adequate h«cjp« jjj ol *•" 
va\es VaNes wi i bo eva'uated & comecuvo acoon tecc ■ . ' 6 46233 173 

STARKEY n S . CARNS.N S LcjiS'ana Power A Ught CO 88/07/13 opp 4o<J 
46233 170 

JRAD72 10719 LfR 88 016 00 Co 08061 4. reactor tr.p due 10 U-'bne control sys fai ® 
®S ! ai £ J q J"cTJ l we*** -aifu.xt.on P^,es W n 5 -«v.sed <o 

mcL'JO precautions for Oerspoed prelection COnkol Szm 8 dd 46238 208- 
STARKEY R S . CARNS.N S Lc-'S'ana Power & Ughl Co 68/07/14. app 462JO <ruo 

46219 215 

pArt73in?ifi Rent SR 08 006 00 on 88O6l6.emerg0r.cy d-dsel generator 0 

tr.ppochJjQ ^personnel error Caused bv fa/uro to raise load wi1hi.i 5 8 Operating Pro- 
cedure OP 9 002 revved & cons dered 10 adequacy add'ess opo'ation 
CARNS N S Lou s ana Power A Ught Co 68/07/15 Docomenl Control Stanch tOocu- 
ateri Control Desk) 3pp 46233 168 46233 170 

6607210230 Spooal Repi SR 88 007 00 on 880628. primary ir.eleoro'(*'C< al lower insbU; 
monts out ct sve creef&f than seven days Caused by instruments being ou 0 
ca‘ br Temp ©lerrcms replaced A correct*© maml cn de <a lemp instruments complet* 

CARNS N S Lou s ana Pc*er A Ughl Co G8/07/15 Document Control Branch iDocu- 
men! Control Desk) 4pp 46233 203*46233 206 

6807250246 LER 88 018 00 cn 8B06?1.tire protGCloi (FP) valve 5165 w/O lock'ng 
devxeCajsed by personnel euc' Locking de^ce ns«fl’.ed on p P va^e 5l6l on 
680621 & importance of proper ver 'caton Of valve Stress^! W/880721 IU. 

HCLCFR AL. CARN5.NS Louisiana Power A Light Cc 86/07/21 5pp 46276 1 15 
46276 1 19 

DOCKET 50*387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 
F Security, medical, emergency A fire protection plana 

0807010027 Forwards Safety 'r.sp Repls 50-367/88 10 & 50 398/68-13 on 880509- 

V^&NS^Jt' 1 Regcn 6 ?. 01c cf the DrOCtor 86/C6/20 KElSER.HW. Pennsylvania 
Powe* & Lighl Co 2pp 4601 7 253 4601 7 266 

-8007010028 m*p RoplS 50 387/88 10 & 50 -389/68-13 on 880508 0604 No vio’aiions 
noted Major areas Inspected plant operators. physical secunty.planl 
events survei lance & Unt 2 reiuo'mg actrvtics 

BLOUGH.AR Region 1, Ofc ol the Director 68/06/20 I2pp 46017 255-46017:266 

8607070216 Revised emergency plan implement no procedu-es. including Chango 1-88 

04 18 to Rev 3 to CFiP- iP-038. r Reccns'^ction A Acckf&nt Cicseout & Change 1*08- 

0419 10 Rev 6 to EP-IP-042, ’’...Facilty Cherr.sirv lab Preparation " VJ/8B0628 m 
KE-SER.HW Pennsylvania Power A Light Co B8/06/28 34pp. 40136 301 46136 334. 

8607050206 Rov 3 ID "Fire Protecl-on Rev:ow Rep'.” Vo’S 1 A 2 

' Penr.sylvana Power A Light Co 06/08/30 8B1pp 46070 232-46073 032 

0807110298 Advisej t*at Rev 3 10 f«re protect on rev;ew repi forwarded under d.fferent 
cover for re.iew A approval Rev roprosoms culmination Of work done in response to 
concerns A issues identified In NflC 1965 App R compliance audit 
KElSER H W Pennsylvan.a Power & Ught Co 8B/06/30 BUTLER. WR Pro.oct Direc- 
torate f-2 £pp 46141 080 46141-084 


SA^SJ^H^en Avvania Powor V^. 3 * ’vo'’ttli/0/l 1 4 SWLRDON.P. Wlkcs e s „ e . 
PA Ip 46269 202 -16269 20/ 

O. Inspection reporto, IE Bulletins & correspondence 

8806130168 NRC Into No’ce 60 039, I aSa'Iu Uml 2 IOC? ol noclrci.lfll on Pumps w / 

ROSSI cT' D°iaion*oi OpSaitono^Evonls Assuss-nonl (I’osi lr/0'lll) 66/06/15. 
cSS™ B deSr«S»CO o/W" York. Ire l.opp 450 7B 156 6S070 266 

8807010027 Forwards Ss'oly map nopie 50 307/110*10 « 50 300/00 13 nr, 000606 

OIC of Iho nrncio/ 00/00/20 KEISEH.HW Ponnsylvara 
Powers Light Co 2pp 48017 253-46017 200 

-AftO7Ol0028 lose Roots 50 387/00 10 A 50 3B8/8H-13 on 880500-0604 No v.clai’Cns 
no-od Major areas mspociod plant opnmt ons. physical sec ur.ty, plant 

fivants “urvei.lanco A Un t 2 rofuo mg RClivililiS 

BLOUGH.A R nog nn 1. Ofr 0» Iho Voctor. 88/06/20 12 f :p 41.017.255 46017 266 

8806160340 NRC Into UbUo 00-040. HapciliooV, ter Oovalcpi'xg OpeteVy 

( Iransm Exams NUREG/BM-0122 A sve 1st onJ 

ROS5I C E Division of Opo'fllional t'vonts AsSPssrnonl (Post 870411) 80/06/22 
Consoiidaied Edison Co of New York, Inc 237pp 4f>?40 3?5 4024 1 201. 

8806170033 NRC In'o Not.co 88 041, ’Riyslcol PiOlutUjn Wnni<nossos IdentiliOd 
Throudh Reouiaiory Effociivenos9 Roviows ’ Svc I st nncl 

RORRICE Division of Operational Evonts Assussrront (f'osl 0/0411) 08/00/22 
Consol da led Fd son Co of Now York, Inc I22pp 45978 034 45078 165 

8808170291 NRC Bui ol n 00 008. , ‘Thorn1a , Simoons In I’pinjj ConnocUxJ to RCS *’ Svc 
liSl oncl 

ROSSI CE DivlS'On of Opurallonol Events Asseebinonl (F’osl 8/0411). 80/00/22 
Conso'ida'ed Edison Co of New York. Inc 116pp 40010 037-400 10 152 

6B0621003B NRC info Not CO 88 044, "Muchflnlcal Binding of Sj>rlng Roloaso Df3v.ce n 
Wo 31 re house Typo DS 416 Circuit Oroakors ” Svc lint oncl 

ROSSi.C.E D.vfeion ol Oporailcnol Evcnla Aaan&«,rnuni (P03I 8/0411). 00/08/24 
Consol daiod Edison Co of Now York, inc. 113pp 46010 163 480 10.206 


8806240139 Suppl 1 lo NRC 5‘JIOlln 00 000. ' Thermal Slrossos m F’.prg Connociod to 

ROSSi.C E Oivislon ol Opo'allonal Events Aasossmtml (Post 0 70411) 80/06/24. 
ConsolWated Ed son Co of Now York. Inc 114pp 4U010 206 40020 018 

6806300347 NRC Info Notice 08 045, ' Probltims tn Prolocwn ftolay & C-rctnt Omakor 
Coordination ” Svc 'ist oncl 

ROSSI.C E Dlvls-on of Oporationoi Evonts Aasr*ssmunt (Posl 8/0411) 88/07/07. 
Consolidated Edison Co oiNow Yo'k. inc 104pp. 46242 -iV>a-W242 2V7 

8807080006 NRC info Nohco 88 046. "Uccmsoa (lojil ul Doloctivo Moh.rblshort Qrcu.l 
Breakers " Svc I st oncl 

ROSSI.C E Division of Operelional Evonls Assobsiro'il (f’osl 0/04 M) 80/07/08 
Conao'idated Edison Co ofNow York, fnc 107pp 46231201 46232 02/ 


l. Financial Information 


0806300016 Forwards 1987 annual rent for Al oghony Electric Cooperate. Inc 
KElSER.HW Po nr sylvan a Power 8 Light Co 88/06/24. MU'RLEY.T E Office Of Nu- 
clear Reactor Regu'auon. Director (Post 8 704 1 1 ). ip 46006 259 46006315. 

—8806300020 "Allegheny Elettf-c Cooper atwe/nc \98? Annual Repi " 

4 Al eghor.y Electnc Cooperative, Inc. 67/ 12/31 56pp 46006 262*46000 315. 

0807110319 Advises that fnanclal info submitted for t088 in 8B0325 !u 
reviewed Submittal salsfies requ foments of 10CFR140.21 for licensee ma nfonarce 
ol approved guaranies ol payment of defened premiums lot each teacioi over 100 
MWe. 

NASH. DA Po'icy Development A Techrical Support Branch (Post 8704 it) 08/06/ 
27 KElSER.HW Pennsylvania Power A Ughl Cd. Ip 46099 360-46099:360 


P. Operating license stage documents A correspondence 


8807180280 Forwards resjlis of roYew priority for open TACs.per 8B0527 memo 
BUTLER.wn Project D.rectoraio 1-2. 88/00/10. VARGA.S A. Division ol Reactor 
Projects • I/ll iPost 070411) 3pp. 46200:175-46200 177. 

B807010071 Noif.es of exemption from Mjnlcipal Waste Regulations Demolition Waste 
Disposal Silo 2.ID 101352 based on regu'a'ion def nitons lor consi/demohtion wasto 
A dean 4- ii Permit no longer required 

SAXTON.CH Pennsylvania Power A Ughl Co 89/06/23 LAM.EREAUX.D Ponnsylva 
n a. Commonwealth of Ip. 46017.285 46017:285. 


8807050513 Requests exemption from requ rements of Reg Gu ; do i 97,Rev 2 re satisfy- 
ing sys accuracy requirements for h;qlwange primary containment area radiation mon* 


norng 

KElSEfl.H W. Pennsylvania Power A Light Co B9/06/28 BUTLER, W R Project Direc- 
torate 1-2 3pp 46074 048 46074 050. 


0807130454 Generic Ur 88- 1 1 to all licensees of operating reactors & holders ol CPs re 
NRC position on rad.aion embrittlement ol reactor vessel mai'a A impact on pi am 
operatic ns. Svc hsl A Rev 2 lo Reg Guide 1 99 end. 

M.RAGUA.F j Associate Direcior for Precis (Post 8704 M). 86/07/ 12 Consolidated 
Edison Co. Ol New York, Inc. 51pp. 40257 207 -46257 257. 

0807250173 Advises that plant review briefing for Muriey A executive loam re PDI-2 
plants scheduled for 88072l.Viewgraphs end 

9 7(^ ^ 6 272^28*5 4^7 362 ? f ° f 8 ^ 88/07/13 A. Project Dirodorflie f*2. 


8007200335 Roquo9i8 extension until 0ROOOI to rospbrnl lo NRC Hullulfn 0U 004.Pumps 
w II be able to perform design intenl.bosori on utl onu uuoriuri Juiijjornont 
KElSER HW PoonsyWena Power & UcM Co 06/07/ It. RUSSELL .W T Rug on 1, 
Ofc ol the Droctor 4pp 46221 102 46221 105 

8807120291 NRC into Not CO 00-040, "l.lcon90o Ropt of Dofuctivo notu.'bisfied VolvOS’* 
Svc list oncf 

ROSSI.C E. Div.sSon of Oporationoi Evnnls AaaoDsmoni (Post h704il) BfU07 M2 
Consolidated Ed son Co of Now York, Inc 103pp 46242.000 40242:100 

8807260405 Responds to l9Sui>8 raised al onforcnnruHit confortmco ro cqulpmont quad 
cation 

KElSER.H W. Pennsylvania Power & Light Co 00/07/12 MUSSLLL.W.T. noglon 1 
Ofc Of Ihe D rector. 4pp 46278.071-462/0:074 

8B07080368 NRC Inro Nohco 00 047. "Slowo/ Than-Expocfod Rod Drop Times' SvC 
list oncl . 

ROSSI.C E D.vision of Operational F.voni9 Assuit'iiront (Posl 870411) 08/07/14 
Consol dated Edison Co of Now York, Inc. I03pp 40240 222-4O240 324. 

8807120660 NRC Info Nol'ce 88 040, "Morking.Handliriy.Control.Storagu S Oostruclion 
of Safeguards Info " Svc 'ist end. 

ROSSf.CE Divis'on of Oporollonal Evonls Aesossmoni (Post 070411) 00/07/ 10 
Conso’idafed Edison Co of Now York, Inc. 103pp 40241:203-40242 005 

8807120553 NRC Info NoUco 88 050. ’ Effacl 0( Crcu t Qroakor Copuc-innco on Avail 
abPlty of Emorgoncy Power " Svc list one* 

ROSSI.C.E. Division of Operational Events Assofismonl (Post 670411). 80/07/ IB 
Consol-dated Edison Co. of Now York. Inc 1 10pp. 46257 250-40250.016* 

8807180101 NRC Info Not CO 08 051, "Farturos of MSlVs " Svc l.ftl ontf 
ROSSLC.E. Div.slon of Oporalionaf Events Assossmont (Post 070411) 0B/07//' 
Consolidated Edison Co of New York. Inc I21pp 46257 086-46257 2C6 


R. Periodic operating reports & related correspondence 

8807210095 "Bac tori clog cal or Turbidity Summary Analysis Input." (or June 16B0W/ 
880713 Itr. 

SAXTOHC.H. Pennsylvania Power & l-ght Co. U0/OR/3O. 2pp* 46235 007*46235 00 3 

8807260365 "Drinking Water Rept," for Juno 1980 W/8B07I4 Mr. 

SAXTON.CH. Pennsylvania Power A Light Co 60/06/30. SAGEH.R. Ponnuyivana 
Commonweallh of 2pp. 40269 252*46269:253. 



9807250441 Momhly operating ropts for Juno 1980 for Susquehanna Siea.Ti Electric 
Sta”O.n.W/flB0714 Itr 

HlRT.J A , KEISER.H.W Ponnsylvama Power & Llghi Co 8B/O0/3D 
MCOONALO.W.G. Office ot Adminlstralion <Pre 070413) I3pp 46274-207-46274 300 


S. Reportable occurrences, LERs A related correspondence 

6807060165 LER 80011 *00 cn 800602, two unanticipated ESF actuations 

occurred.Causod by spurlou9 reactor pressure or shutdown cooling Clow signal Sub/ ro- 
aefor prossuro switch A suction flow switch chocked & found ca’iDr.W/080830 Hr 
SHERANKO.R G , BYRAM.R.G. Pennsylvania Power & Light Co 80/06/30 4pp 
46134 23146134 234 

8607070414 LER 00 010-00 on 8800 18 .reactor scram (rvtiated by ground fault re'ay mte- 
operation resulting from ground fault on 600 KV transmission line Cause not 
determined Trip function of relay blocked from sve A montor Instated W/000701 itr 
SHAFFEfl.GC, 0YRAM.RG. Pennsylvania Power & Light Co 08/07701 4pp 
46124 347-46124 350 


DOCKET 60-380 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency A fire protection plane 


8807010027 Forwards Safety Insp Ropts 50-387/80-10 & 50-388/80 13 on 880508- 
0604. No violations notod 

WiGGfNS.JT. Region 1. Ofc of the Director 60/00/20 KEISER.H.W Pennsylvania 
Power A Light Co 2pp. 46017-253*4601 7 256 

-9807010026 Insp Ropts 50-307/00-10 A 50 300/00*13 on 00050Q-0604 No v olotlons 
noted Major areas inspected plant operations. physical security .plant 
0vonis.6urvOilloncG & Urlt 2 rofuo'mg activiti09 

BLOUGH.AR Region 1 , Ofc of tho D rector. 08/06/20 I2pp 4 0017:255-46017 266. 

6007070216 Rovlsod omorgoncy plan implomontnn procoduros.lncbd ng Chango 1 00- 
0416 to Rov 3 to EPlP-lP-030. “Reconstruction & Accident Closoout A Change i OS- 
04 1 0 to Rov 6 to EP-lP-042, "...Facrity Chomtetry Lab ...Preparation " W/060620 Itr. 
KEISER.H W. Ponnsylvan a Power A Light Co 60/00/20 34pp. 46136:301-40136 334. 

8607050206 Rev 3 to "Fire Protection Review Ropt.*' Vais l & 2 

* Pomi9yivania Power & Light CO 08/00/30. 8B1pp 4607O 232-46073 032 

8007110268 Advisos that Rev 3 to flro protection review ropt forwarded under different 
cover for review A approvol flov ruprosonts culmination of werk dono In rosponso to 
concorns A issues identified In NFtC 1095 App R compliance audit 
KEISER.H.W Pennsylvania Power A Light Co. 00/00/30. OUTLER.W.R Projoct Orec- 
IOrOtOl-2 6pp 46141:080-46141:004. 


I. Financial Information 


0806300018 Forwards 1067 annual ropt for Aliogheny Eloctric Cooperative, Inc 

KEfSER.H W Pennsylvania Powor A Light Co 68/06/24 MURLEY.T E. Office of Nu- 
des' Roactor Rogulation. Director (Post 870411). Ip. 46000 260 46006:316 

-0606300020 'Allegheny Efoclnc Cooporative.inc 1 007 Annual Ropl “ 

* A'loghony ElOClnc Cooperative, Inc. 07/12/31. 60pp 46006 262*46006 315 

6607110310 Advises that financial Info submitted for 1008 in 080326 Hr 
roviowod.Subm.ilal satisfies roquiromonls of 10CFR140 21 for Hconsoo malnlonancG 
of approved guarantee of paymonl of doforrod premiums for each reoctor ovor 100 
MWo 

NASH.OA. Policy Devolopmom & Tochmcal Support Branch fPost 07041 1) 00/06/ 
27. KEISER.H.W Pennsylvania Powor A Light Co Ip 46099:360*46090:360 


P. Operating license stago documents A correspondence 


8607160260 Forwards results of revlow priority for open TACs.per 880527 memo 
GUTLER.W.R. Project Directorate 1-2. 80/06/10. VARGA.SA Division of Reacior 
Projocis • f/ll (Post 070411). 3pp 46200.175 46200 177. 

6907010071 Notifies of exemption from Muncipal Waste Regulations Demolition Waste 
Disposal Silo 2.ID 101352 basod on regulation definitions for const/demoHion waste 
A cieanfm Permit no longor required. 

SAXTON, C H Pennsylvania Power A Light Co 88/06/23 LAMEREAUX.O. Pennsylva- 
nia. Commonwealth of. Ip. 460 1 7:205-46017:265 

6907050513 Roquosts oxemptlon from requirements of Reg Guide 1.97,Rev 2 re satisfy- 
ing sys accuracy requlremoms (or high range primary conl&lnmont area radaUon mon- 
llormg 

KEISER.H.W. Pennsylvania Powor A Light Co 88/06/28. OUTLER.W.R Project Direc- 
torate 1-2. 3pp. 46074 040*460 74.0 50. 

6607130454 Genorlc Ltr 08-11 to all licensees of operating reactors A hofdors el CPs ro 
NRC position on radiation embrittlement Of reacior vessel molls A impact on plant 
operations Svc tl9l A Rov 2 to flog Guide 1.99 encl. 

MiRAGLIA.F.J Associate Oiroctor for Projects (Post 87041 1). 80/07/12. Consolidated 
Edison Co. of New York, Inc. 61pp. 40257:207-46257 257. 

6607250173 Advises that plant rev.ew briefing for Murloy A executive team re PDJ-2 
fonts schodulod for 880721. Viewgraphs encf 

UTLEFl.w.R. Project Directorate 1-2 80/07/13. BOGER.B.A, Project Directorate 1-2. 
97pp. 48272 205-46273.021. 

8907250291 Oiscusses alternative dechlorination chemical In cooling lower blowdown at 
planl.Utll plans to use ammonia blsulfat-e as backup dechlorination agent in cool.ng 
to war b'owdown line whilo exi sling sys oul of svc. 

SAXTON, C H. Ponnsylvan a Powor A Light Co. 68/07/14. SWERDON.P Wilkes-Qarro, 
PA ip 46259:207-48250 207. 


O. Inspection reports, IE Bulletins A correspondence 

8OO013O16B NRC Info NobC© GB-039. "LaSa'Ie Un*l 2 I OS9 O f Recircu'ation Pumps W/ 
Powor Oscilation Event. 1 Svc 'ist oncl 

ROSSI.CE. Division of Operational Evenis Assossmonl (Post 870411). 08/06/15 
Consolidated Ed.aon CooWfowYorK.lnc UCpp 4 59 7 8 . 1 06 4$97 B*.2 66 

0807010027 Forwards Safety tnsp Ropl9 53-307/08 10 A 50 300/80-13 on 800500- 
0804. No violations noted. 

WIGGINS.JT Rogo.o 1. Ofc ot iho O rector. 80/06/20 KEISER.H W. Pennsylvania 
Powor A Light Co 2pp. 46017 253*46017:206 

-8807010026 fnsp Ropts 50-307/88*10 A 50 308/80-13 on 600508 0604 No vio’alions 
noted. Major ereas inspected plant operatons, phys col 90Cur.1y.plem 
events, survoil'ance A Unit 2 rofi.elng activities 

BLOUGH.A.R Region 1. Ofc of tho O recto.'. 88/06/20 i?pp 4601 7 255-46017 266 

3606160340 NRC Info Noilce 80 040. “Examiners Handbook lor Develop ng Operator 
Licensing Exams ” NUREG/BFt-0122 A 9vc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/22. 
Consolidated Ed son Co of Now York, Inc. 237pp 46240:325 46241 20 1 

6906170033 NRC Info Notice 8Q 04t, “Physical Protoclion Weaknesses Ido.ntif.od 
Through Rogu'atory Effectiveness Rov-ews ” Svc list oncl. 

ROSSVCE D,vte : Of> ol Operational Events Assossmonl iPost B70411). 90/ 06/22. 
Consolidated Edison Co. of Now York, ire 122pp. 45978 034-45978: 1 55 

8806170291 NRC Bul“etln 00 000, "Thormal Stressos in P.pl.-g Connoctod to RCS “ Svc 
list encl 

ROSSI.CE. Divtelon of Operational Evo.nte Assessmont (Post 8/0411) B6/O0/22 
Consol dated Edison Co. of New York, Inc 116pp 46010.037*46019.152 

6607050241 Forwards Insp Ropt 50-380/80-12 on 680524-20 No violations 
noted Radiologcsi controls for divinQ otlectivo 

BELLAMY, R. Ft Rog on 1, Ole of tho Drocto: 00/06/23. KEISER.H W Pennsylvania 
Powor A Light Co 2pP 46073.322-49073 329 

-6807050246 insp Ropt 5O-300/00-12 on 8a0524-28.No vioolion9 noted. Ma;or areas 
Inspected radiologicei coni rols for untforwator repairs of Unit 2 feedwater sparger.mgl 
A organlzaion, dJvor radiological safety t/a-ning A ALARA 

MARKLEY.M., SHANBAKY.M Roglcn 1. Ole of mo O-teClor. 03/06/22 6pp 
46073 324-46073 329 

&80&2 10038 NRC info Notice 88 044, 'Mechanical Binding ol Spring Release Dov co in 
Woatmghouse Type DS-416 Crcuit Brookers ” Svc 'ist oncl 

ROSSI.C E Division of Operational Evente Assessment (Post 070411) 08/06/24. 
Consolidated Edison Co of New York. Inc 113pp 46019:153 46010 265. 

8600240139 Suppl 1 to NRC (Bulletin 68-000. “Thermal Stresses in Pip r.g Connected to 
RCS ” Svc fist oncl 

ROSSI, CE D, vision of Operallonaf Evonts Assessment (Post 070411). 96/00/24. 
Consolidated Edison Co ol New York. Inc. 1 14pp 46019 200 46020 018. 

8806300347 NRC Pnfo Nolco 88-045, “Problems in Protective Rolay A Crcu.t Bieakor 
Coordination.” Svc list oncl 

ROSSI.C E Division ol Operational Evonls Assossrtionl (Post 070411). 09/07/07. 
Conaol dated Edison Co. of New York. Inc 104pp. 46242 100 46242 212. 

0807000000 NRC info Notice 60 040. “Llccnsoo Ropl ol Dofecilvo Rofurbished Circuit 
Broakors Svc list oncl. 

ROSSI.CE Division of Opo/ailonol Events Assessment (P09t 870411). 80/07/00. 
Consolidated Ed son Co. of Now York, Inc 107pp 46231 201-46232.027. 

0607210 191 Forwards In&p Ropl 50 30B/08-1O on 000425-29 S nolico of violation. 
GALLO.R M. Region 1. Ofc of iho Dlrocior 88/07/00 KEISER.H W Pennsylvania 
Power A Ughl Co. 2pp 46230 2O1-40238 317 

—88072 10183 Notice ol violation fro/n insp on 090425 29 Violot on noted cend tion ad- 
verse to qua'ity not proporly Identihod & corrected 
* Region 1. Ofc of iho Director 00/07/08 2pp 46238 293-46230 294. 

•'6607210186 Insp Rapt 50 360/86-10 on 080425-29 V.otelvons noted Wajot areas 
Inspoctod corrective A preventive maird progrems.mod progfam.survoillance program 
A onainoenng support. 

REBELOWSKI.T.. CAPHTON.O.. PRIVlDV.L Rog on 1, Ole of tho Director. 00/07/07 
23pp. 4623B 295-46238:317. 

0807200335 Requests extension until 060901 to respond to NRC Bu lolin 60 004 Pumps 
will bo able to poriorm design Intent, based on util engineering Judgement. 
KEISER.H.W. Pennsylvania Power A Light Co. 00/07/11. RUSSELL.W.T. Region 1. 
Ofc of tho Diroctor. 4pp. 46221 1 82-40221 185. 

8807120201 NRC Info Nolico 68-040. “Licensee Ropl ol Pofoclivo Refurb shod Valves.” 
Svc Lst encl. 

ROSSI,C.E Dlv.slon of Operational Events Assessmont (Post 070411) B0/O7/12. 
Consolidated Ed.sonCo of Now York. Inc 103pp. 40242.000-462421 00. 

8807260405 Responds to issues raised at enforcement conference ro equipment qualifi- 
cation. 

KEISER.H.W. Pennsylvania Powor A Unfit Co. 80/07/12. RUSSELL.W.T. Roglon 1. 
Ofc Of Yhd Olfoctoi 4pp. 46270 07 y. 462 78 .07 4. 

8&07080366 NRC Info Notice 83 04 7, “Slowor- Than Expected Rod-Drop Times.” Svc 
list encl. 

ROSSI.C E Division of Onorationel Evenis Assossmonl (Posi 070411) 80/07/14 
Consoi-dated Edison Co. of Now York, Inc. I03pp 46240:222*46240.324. 

8807120550 NRC Info Notice 80 049, “Marking. Hand'lng.Conirol. Storage A Destruction 
of Safeguards Info.” Svc list encl. 

ROSSI.CE Oiv.slon of Oporaiional Events Assessment (Post 870411) 00/07/10. 
Consolidated Edison Co. of Now York. Inc I03pp 46241,263-46242 005. 

6807120663 NRC Info Notice 00*050. “Effect of Clrcu t Oreakor Capacitance on Avail- 
ebllrty ol Emergency Power.” Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Posl 070411). 60/07/18. 
Consolidated Edison Co of Now York, me. I19pp 46257 250 46250.0 16 



140 DOCKETED ITEMS 


8807180101 NRC info Not-*.© 88-051. “Fa< ues ol MSI Vs Svc I SI end 
ROSS'. C E Cvis'on ol Operational Events Assessment (Posl 870411) 0Q/07/21. 
Conso'idaied Edison Co of New York, Inc. 121pp 46257.086 46267 206. 


R Periodic operating reports & related correspondence 

86072100DS GactonoJog cal cr TLrbdity Summary Analysts Inp-ji." lor June 1998 VV/ 
880713 |y 

SAXTON.CM Penn sylvan a Power & Light Co. 83706730. 2pp 46235:06246235.063. 

8607250355 "Drinking Wa'er Rept" lor June 1038 W/890714 l*». 

SAXTON. CH Pennsylvan a Pov»or 8 Light Co 88706/30. SAGER.R Pennsyfvan-a. 
Commonwoallh Cl 2pp. 46269 252*46269:253. 

8607250441 Mcn:h.ly cporalng repts for Juno 1930 lor Susquehanna Steam Elecir'c 
Stai on. W/ 6 90/ 14 It' 

Him j A KE.SER.MW. Penn sylvan a Power & Light Co 60/06/30. 
MCDONALD.WG OH.ae of Admin.s1rat-on (Pro 870413) I3pp 46274-287*46274 300. 


S. Reportable occurrences. LEfle & related correspondence 

0006300210 lER 86 009-00:on 880S24.ESF actuated when MSIY isolation signal initiat- 
ed due lo insertion ol ported ci'Ciil card Caused by program erro' governing normal 
work p'aci ces Sun| card cD'ort out A iso'alion logic resei.W/B&0522 Ur. 

R YOER.T S . BYRAM.RG. Pennsylvan a Power & Light Co. &8706/22. 4pp. 
460CB 320*46006:323. 


DOCKET 50*309 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency A lire protection plans 

0806290100 Forwards 'rsp Rents 50-335/80 07 & 50-369/69 07 on 8804 10*0505 No 
v:c'a: on9 or deviations roted Unresolved items Idonified in ropl will bo pursued during 
Il'j*o msps 

WilSCN.b.A Reg on 2. Oto of the D rector. 08/06/17. CONVVAY.w F Florida Power 
& Lighl Co 2pp 45984:235*45984:248. 

-0006290102 Insp Repts 50 335788 07 & 50-389700 07 oi 0604 10-0505 No wo'fllions 
or dovat-ons noiad.Mapr areas inspected; Tech Spoc compliance .opera tor 
per'ormanco.QA praciices.ove'flll plant eporat ons,$ito security procedures 
B1BO.HE Reg-on ?. Ole oMho Dl'ecior 0B/06/16 12pp 459 B4 237-45984 24B. 

8007130064 Ftov 5 lo Hea'tb Phys cs Procedu'Q HP*203, "Por 9 onnal Access Control 
Duron Frne'qonr-os “ W/680705 Hr. 

0 ARROW, JH , CONWAY.W F Flor da Power & Light Co 68/07/06. I9pp 46164 275- 
46104:293 

0807190054 Rev II lo Emergency Plan Imp'emcnlng Procecfu'e 3100025E, “Fire 
E nr.&rg-e nc OS " W/800705 ll r 

HARRIS.K N , CONWAY.Wf Florida Power & Light Co. 80/07/05 7pp 48208:175* 
46208:101 

080721024 7 Advses that 060623 Rev 15 to phys'cel security p'an mools loqjiremenls 

01 10CFR50 54(p) A accoptoblo 

CLINE.W.E Rog on 2. Ofc ol the Director 88/07/0? WOODY, C.O. Florida Power A 
Light Co 3pp 46234:061*46234:063. 

0807210255 Advises that revised pago to Rev 13 lo physical security plan transmitted 
by 8 B 0623 Hr consistent w/provbiong ol 10CFR50.54(p) & acceptable. 

CLINE ,WE. Region 2. Ole ol me Director 86/07/07. WOODY.CO Florida Tower & 
Lighl Co 3pp 46234:1 51-46234:153. 


P. Operating license stage documents A correspondence 


60070501 17 forwards denial of amend to liconso NPF-18 & opportunity for hearing ro 
071222 application to change Tech Specs on restoration of inoperable open main 
teodwalor isoiaion valve Disagreement oxp'ained. 

8ERKOVY.H.N. Propel Directorate 11*2 80/06/22 CONWAY WF Florida Power & 
Light Co. 3pp 45991:237*45991:242 

—8807050123 Den al of amend io license NPF-16 & opportun tv for hearing 
TOURIGNY.E G. Project D.reciorate 11*2 68/06/22 jpp. 45991 240-45991 242. 

6807010140 Informs that response lo hated questions re ATWS wH be provided by 
BB08l5.m response lo 860518 reque si lor add! info 

CONWAY.W F. Florida Power & Light Co. B8/06/23. Document Control Branch (Docu- 
ment Control Oesk). Ip. 46017:073*46017 073 

8807810657 Applcaton. for amends to Licenses DPR-37 & NPF*16, deleting contain* 
meat integrated leak rale losing methods in favor of improved rnethods>ncludina 
mas9 point math od.no t rocognued in ANSI N45 4*1972 Fee paid 
CONWAY.W F Florida Power & Light Co 80/06/23. Document Control Branch (Docu- 
ment Control Desk) 3pp. 46017 238 46017 262 


~8 007010880 Proposed Tach Spec Pages 3/4 8 2 & B 3/4 Q-l.deloting required con- 
lainmont integrated Teak rate testing meihods delineated in ANSI N46 4-1972 & in* 
ciucf.ng newer method of evaluating lesl data called mass point method 
Flonda Powor & Light Co. 88/06/23. I2pp 46017:241*46017 252. 

8807010681 Forwards responses to NRC 830316 Questions 471.6,471.6. 
4/1.7,471 9,471 11 & 471.12 re util lOCFflSO.App A exemption request for worker 
reap rato-rv protection apparatus. 

CONWAY.WF. Florida Power & Light Co B6/0B 72 3. STELLO.V. Ofc of the Executive 
Director for Operations. 18pp. 45997:249 46997.266. 

6807060450 Opposes licensee request that hearing on company proposed change to 
^!SnT C S ncen ' r L led sponl ri,cl00f fuef storage sya be doaod to public 
FORT.P Hutchinson island Home Owner's Association. 66/06/27. Atomic Safety and 
Licensing Board Panel. 1 p. 46 1 1 7:3 1 7 46 it ?: 3 1 7 


8607060164 Forwards Amends 97 & 32 to L'cense9 DPR 67 A NPF-16. respectively & 
safety evaluation Amends mod fy Paragraph 2 D of I consos lo require compliance w / 
amended phys cal security plan for lac Mies 

TOURIGNY.E.G Project Directorate ll-2 88/07/05 CONWAY.W F Florida Pc*or & 
Light Co 4pp. 401 34 220-46134 230 

-0807080 188 Amends 97 & 32 to Licenses OPR 67 & NPF.iG.rospociivoiy. rrodtyrg 
Pa'agraph 2 D of liconses to requ ro comp'lanco w/amerdod physical security plan 
BERKOW.H N Propel Directorate ll 2. 86/07/05. 4pp 46134 22*1 46134 227 

-8607080190 Safety evaluation supporting Amends 97 A 32 lo liconsos OPR-67 & 
NPF*16.respeclivoly. 

• Office ol Nuclear Reactor Rogu'aton. O rector (P 09 I 870411). 00/07/05 3pp 
46134:228-46134:230 

8807 130454 Generic Hr 00*11 to ail Iconscos of operetng reader a & holdors of CPs ro 
NRC position on rad'afon ombriitlemonf of reactor vessel mails & Impact on piar.t 
operations Svc list & Rev 2 to Reg Gu de 1 99 end. 

MIRAGUA.F j. Associate Director lor Projects (Post 87041 1). 80/07/ 12. Conso'idated 
Edison Co. ol New York, Inc. 51pp 46257 207-46257 257. 


Q. Inspection reports, !E Bulfelfna & correspondence 

0806300119 Forwards Ir^p Repts 50*335/88-11 & 50*389/00*11 on 880523 26 No V 0 
labons or deviations nolod 

CLINE.W.E Region 2. Ofc of the Director 60/06/14 CONWAY.W F. Flonda Fewer 8 
Light Co. 2pp. 46016 215-46016 217. 

-8806300123 fnsp R0pl9 50*335/86*11 & 50*389/80*11 on 880523 26. No v.olatlona or 
devlat-ons noted Maipr areas inspectod special nucloar mail control & account-ng 
JONES.D W . WCALPINE.E J ReQion 2, Ole ol Ihe Diroctor. 88/06/14. Ip. 46016.217* 
46016 217. 

0696130168 NRC Info No’.cc 86 039. “LaSalle Un i 2 Los9 ol Rocltculallon Pumps W / 
Power Osci lation Event “ Svc list end. 

ROSSI.C.E. Division ol Operational Events Assossment (Post 070411) 00/O6M5 
Consolidated Ed. 9 on Co. of New York, Inc. IIOpp 45976: 166*45978:266 

6807060097 Forwards Insp Repls 50*335/88*10 & 50-389/08*10 on B805l6-20.No vio- 
let ons or dev;ailon9 nolod 

COLLINS.D.M Reg : cn 2, Ofc of the (Director 08/06/18 CONWAY.W F. Florida Power 
& Light Co. 2pp. 4b000 350.46080.360 

-“8807060098 Insp Ropl9 50-335/08-10 & 50-389/80-10 on 800516 20 f6i violations or 
deviations noted Mnior areas Inspected QA & confirmatory moasurorr.onta lor Inplarl 
rad ochomica' analysos 

HUGHEY, C A . ADAMOVIT2.S.S , KAHLE.J B Region 2, Ofc ol too Diroctor. 88/CG/ 
16 10pp. 460B8 352-46088 360 

8806290100 Forwards Insp Ropis 5O-335/0B-O7 & 50-380/08-07 on 000410 0505 No 
violations cr deviations noted Unrosolvod items idonlihod In ropl will bo pursued dur.rg 
future insps 

WILSON, 8 A. Region 2, Otc oi the Director 8B/06/17. CONWAY.W F Florida Power 
& Light Co 2pp. *45984:235-45984 240. 

-6806290102 Insp Repts 50-335/88-07 & 50-389/80-07 on B80410 0505NO violalons 
or deviations nolod Major aroas inspectod Toch Spec compllanco.operator 
porformonce.QA prect ces.ovora r l plant operotions.slto security procoduros 
BIBB, HE.. CflLENJAK.RV. Region 2. Ofc of the Director. B8/0G/16. 12pp. 
45904:237-45984.248. 

8806160340 NRC Info Notice 86-040, "EitamlnorQ Handbook for Developing Operator 
Licensing Exam9." NUREG/BR 0122 & svc list encf 

ROSSI.CE Division of Operational Evonto Assesamem (Post 070411). 88/06/22. 
Consolidated Ed sen Co. ot New York, Inc 237pp 46240 325-40241:201 

8606170039 NRC Info Notice 08-041 “Physical Protection Weaknesses Identified 
Through Regulatory Effectiveness Reviews-" Svc 1st encl. 

ROSSI.CE Division of Operational Events Assessment (Posi 070411). 88/06/22. 
Consolidated Edison Co. of Now York. Inc. 122pp 45978.034*45976:155. 

0806170291 NRC Bulletin CB 006. “Thermal Slrosses In Piping Connoctod to RCS“ Svc 
list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/06/22. 
Consolidated Ed son Co. of New York. Inc 1 10pp 46019:037*46019 152. 

8606210036 NRC Info Notice 08-044, “Mechanical Omdmg of Spring Release Device In 
Wastinghouse Type DS 416 Circuit Breakers ” Svc Lst encl 

ROSSI.CE Division of Operational Evenls Assosamenl (Post 070411). 88/06/24. 
Consol' dated Edison Co. of Nsw York, Inc. 113pp. 46019:153*46019:265. 

8806240139 Suppl 1 to NRC Bulletin B0-OOB, "Thermal Stresses In Piping Connected to 
RCS." Svc lisl encl. 

ROSSI.C.E. Division of Operational Events Assessment (Posl B70411) 08/06/24. 
Consolidated Edison Co of New York. Jnc. 1 14pp. 46019:260-46020:018. 

6607130223 Forwards Insp Repts 50^ 335/68*13 & 50-389/88*13 on 000531- 0603.NO 
violations or deviaiions noted. 

HERDT.A.R. Region 2, Ofc ol the Director. 88/00/24. CONWAY ,W.F. Florida Power A 
Light Co. 2pp. 4616-9 346-461 69:358. 

-80O713O226 fnsp Repls 50*335/88*13 & 60*309/88*13 on 88053l*0603.No violations 
or deviations noted Major areas inspected: In service testing of pumps & 
valves.lncludmg procedure roviews.work activities & surveillance test results. 
CROWLEY.B FT., BLAKE, JJ Region 2, Ofc ol the Director 80/06/23. lipp 
46169.348*46169:358. 

0607190374 Summarizes 880526 enforcement conference meeting re blocking of safely 
in’ection actuation & containment isolation sys signal to letdown isolation valve from 
&9Q3 \ 3 -0406 Vie wgr aphs encl . 

GRACE, J.N. Reg on 2. Ofc of ihe Director. B8/06/29. CONWAY ,W.F. Florida Power A 
Light Co 35pp. 46217:056*46217:090. 



6807220112 Distussos insp Ropl 50-389/88 06 on 800305-0409 & lorwards nofco of 
vacation Violation classified es Seventy Level III vio’alion.bul no civil penalty will bo 
proposed duo to prompt corrective actions per for mod. 

GRACE. J N Region 2. Ofc oi the Director. 80/06729. CONWAY.W.F Florida Power & 
Light Co. 3pp 462-19 326 46249.330 

-88072201 16 Notico of violation from insp on 880305 0409. Violation noted.contalnment 
isolation valvo in chemical vol & control svs lotdown line listed In Tech Spocs 3.6-2 
inoperablo in excess of lima limit specified oy Tech Spocs 
GRACE.J.N Region 2. Ofc of the Director. 80/06/29. 2pp 46249:329-46249:330. 

6006300347 NRC Info Notice 80-045. "Problems In Protective Relay & Circuit Breaker 
Coord nation " Svc list end. 

ROSSl.CE. Division of Operational Events Assessment (Post 0?D4ii) 88/07/07. 
Consolidated Edison Co. oi New York, Inc. 104pp. 46242:109 46242 212 

8607060006 NRC info Notico 80-046, “Licensee Rept of Defective Refurbished Clrcu l 
Breakers " Svc list oncl 

ROSSl.C E Divls'on of Operational Evenls Assossmont (Post 870411) 80/07/08 
Consolidated Edison Co. of New York. Inc. 107pp. 46231:281*46232 027. 

8607190121 Rosppnds lo NRC Bulletin 80-004. "Potential Safety -Pel a led Pump Loss" 
Calculations Ind coto that dead-hoadmo not concern for continued operation. 
CONWAY.W.F. Florida Powor & Light Co 08/07/1 1. Document Control Branch (Docu 
menl Control Desk). I2pp 46209.039*46209.050 

6607120291 NRC Info Notice 89-049. "Licensee Rep! of Defective Refurbished Valves 
Svc list end. 

RQSSl.C.E. Owlslon ot Operational Evenls Assessment (Post 870411). 83/07/12. 
Consolidated Edison Co. of New York, Inc I03pp 40242 006 46242; 108 

6607080366 NRC fnfo Notice 88*047. "Slower*Than*Expected Rod-Drop Times" Svc 
list end 

ROSSl.CE Ol vision of Operational Events Assessment (Post 070411) OB/07/ 14. 
Consolidated Edison Co. of Now York, Inc. I03pp 46240 222-46240 324. 

6607120550 NRC Info Notice 80 049. ‘'Marking.HandMng.Conirol.Storago & Dosiructfon 
of Safeguards Info " Svc list end 

ROSSl.CE. Division of Operational Evonts Assessment (Post 870411) 89/07/19 
Consolidated Ed son Co. of New York. Inc. 103pp. 46241 263-46242 005 

8807120553 NRC Info Nollce 80-050, "Ettoct of Circuit Breaker CapacManco on Avail* 
abl'ity of Emergency Power “ Svc list oncl 

ROSSl.CE Divls'on of Operational Evonia Assossmont (Post 870411) 00/07/19. 
Consolidated Edison Co. of New York, fnc 1 19pp 46257:258-46250:016. 

6807160101 NRC Info Nolico 08-051. "Failures Of MSlVs." Svc list oncl 
ROSSl.CE. Division of Operational Events Assessment (Post 870411) 88/07/21. 
Consolidated Edison Co. of Now York. Inc. I21pp 40267;O06-40257;2O6 


R. Periodic operatlnQ reports & related correspondence 

6807250004 Monihfy operating ropta for Juno 1980 for St Lucie & Turkov Points W/ 
080715 Hr. 1 

GRANT, NW. Florida Powor & Light Co 88/06/30. 17pp. 46269 341*46269 357. 

6807050395 Forwards quarterly status ropl on intake canel barrlor Improvomont 9 Ropi 
Withhold (rot 10CFR73.21 & 2.790) 

CONWAY.W.F. Florida Powor & Light Co 08/07/01. Document Control Branch (Docu* 
rnonl Control Desk). Ip 46075:3 10 46075:316. 


DOCKET 60*390 WATTS BAR NUCLEAR PLANT, UNIT I 


A. Appflcatlon/constructlon stage documents & correspondence 

8807050416 Summary of 880003 mooting w/uU & Sargent & Lundy In RockvIlle.MD ro 
Walls Bar program plan & schedule for completing program plan List of meeting atten* 
decs & util handout oncl 

AULUCK.fi. Ofc of Spoclat Projects 88/00/23. Ofc of Special Project- 4ipn 
45998:164*45998 205. 

8807080325 Summary ol 00060? mooting w/util In Rockville, MD re util overall plan (or 
completion of plant. List ot alfondoes & handouts provided by util oncl. 

AULUCK.FL Ofc of Special Projects. 00/00/23. Ofc of Special Projects. 92pp. 
46070.23 1*46076:322 

6607050111 rorwards Rev 2 lo "Watts Bar Nudear PJanl Vertical Slice Review Plan," 
for review. 

WHITE, S. A. Tennosseo Valley Aulhority. 80/06/24. E8NETER.S D. Ofc of Special 
Projects. 2pp. 46029:004*40029: 147. 

-66070501 15 Rev 2 lo “Watts Gar Nuclear Plant Vertical Slice Review Plan.*’ 

TAYLOR, H S. Sargonl & Lundy. Jnc. 80/06/07 62pp. 46029.086 46020:147. 

6607160204 Final response lo FOIA request for documents Forwards App B documents 
& documents to be placed In PDA App A documents already available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (870413-880514). 08/06/24. 
CONNOR, L. Doc-Search Associates 4pp. 48163:097*46153:205. 

-8807160214 Forwards affidavits of JA Ol9hlnski,RH Vollmer & D Elsenhut because of 
potential impact on any regulatory or enforcement action re plant. 

BAUSER.O.B. Shaw, Pittman, Potls & Trowbridge. 07/11/23. 2ECH.L.W., 
BERNTHAl.F.M., ROBERTS, T.M. Commissioners. 3pp. 40153:101*46163:103. 

“8807160226 Affidavit of D Elsenhut ro plant compliance w/NRC rules. 

EISENHUT.D. NUS Corp 87/11/17. 5pp. 46153:104-40153:108. 

“8607160231 Affidavit of JA Olshlnski re nuclear safety review staff perceptions of App 
B compliance. 

OLSHINSKI.J.A. Nuclear Energy Consultants, Inc 07/11/11. 7pp. 46163:109* 
40163-115. 

“6807150239 Affidavit of RH Vollmer re nuclear safety review slaff perceptions of App 
6 compliance el plant. 

VOLLMER.R.H. TENERA Corp. (SubS. Of TERA Corp.). 87/11/17. 9pp 40163:116* 
46153:124 


8807110379 Responds to 000527 Itr re program plan for ccmp'otion of 
facihtios Endorses approach dellneaied in plan subj to rosolu* on of listed 
comments. in eluding vacanoes on program loam in tenet cnai areas o 1 instrun^oniaton 
& I. con sing 

RICHAROSON.S D Otc of Special Project 00/06/27 Tennessee Valoy Authority 
3pp. 46002 040*46082 050 

8907070093 Forwards summary of util 880524 presentation re mm edge distance for 
anchor bolts discussod in 680318 10CFR2I noiif.cat.on from Hi'ti.lnc 
GRIDLEY.R. Tennosseo Valley Authority. 00/06/28 Hocumenl Control Branch (Docu 
rnonl Control Desk). 3pp 46136 290 46136 300 

8807060263 Application lor amends lo CPs CPPR 91 & CPPR*92.uxterd ng exp ration 
dates unlit 916701 & 9212 31 .respectively Foe paid 

GRIDLEY.R. Tennosseo Va lov Authority. 00/00/29 Document Conlrcl Branch (Cccu 
ment Control Desk). 6pp 40116 330-401 16.335 

8607080200 Requests concurrence w/temporary ERCW backwash discharge whlo re- 
pairs being made to yard holding pond. Leak testing of dry end of pond has boon 
delayed AlW lest, proposal for sea'lng wi'l bo propared 

BRDOKS.R.H Tennessee Valley Authority 08/08/30 STEWART PL Tennessee. 
State ol. 2pp. 46139.324 46130.325. 

8807130348 Forwards results of evaluations ol gonoral ccnsl specs In erdor lo satisfy 
871224 commitment to Identify & Justify areas Tn which potentia'ly loss rosmclive pro- 
visions of fat or ASME Section III Coda versions used 

GRIOLEY.R. Tonne99oe Veliey Aulhority 88/07/06 Documeni Control Branch (Docu- 
ment Control Desk) 18pp 46160.318*46169 335. 

8807130454 Generic Ur 08*1 1 to a'l licensees of operating reactors & ho’ders of CPs re 
NRC position on redatlo.n ombnul-omont of reactor vessel mails & impact on p'ant 
operations.Svc list & Rev 2 lo Reg Guido 1 99 oncl. 

MIRAGLIA.FJ Aesoc'ate D rector fo-r Projects (Po9l 870411) 88/07/12. Conso'idotocf 
Edison Co. Of Now York, Tnc Slpp 46257:207*46257 257. 

8807220333 Forwards request fo-r «ddl Info ro main stoam l.ne breaks in ice condenser 
lanls.per review of Addendum 1 to WCAP-10980. ‘fee Condonser Drein Tost 
esults.Dala Analysis 8 Dovolopmonl of Drain Flow Models for LOTiC III ico ...” 
BLACK.S Ofc of Special Projects 00/07/15 WHITE. S A Tennosseo Val’oy Authority 
6pp, 46250:148-46250:153. 


F. Security, medical, emergency & tire protection plans 


6807250262 Forwards Insp Repls 60-390/08 03 & 50 391/80 03 on 080510 0G13 & 
nolico of deviation. 

MCCOY, F.R. Ofc of Spoc.al Protects 00/07/07 WHITE. S. A Tennesson Valley Au 
thorlty. 2pp. 46265 301-46255 31 1. 

-8807250260 Insp Ropls 50-300 /OQ 03 & 50-391/00 03 on 060510 C6I3 Uovioticn 
noted. Major areas inspected firo prevention & protection, test-ng ol pipe supports & ro 
siralnt sys, Wenknoss noted ro olfoctrvonoss of audit program 
WALTON.G A , POWELL.T.G., ELROO.SA Region 2, Ofc of the Director 80/07/06 
Opp. 462 55 .304 -46255 .311. 

6607260008 Discusses omorgoncy propflrednoss mod of tow threshold OvOnt reporting 
& emergency roporting procoduros for plants Util wJI no longer classify & ropl ovenis 
in mannor describod In radiological emorgoncy plan duo lo const sfatus. 

GRIDLEY.R. Tennessee Valley Authority 88/07/15 Document Control Branch (Docu 
ment Control Desk) 3pp 46285;294-4e285‘206. 


H. General correspondence 

0607260396 Confirms IGlcon re voluntary roliremonl of ML Aborcromblo, sto druclor on 
B0O722.JT Lapolnl will be assigned acting silo P roctor. info transm.itod por ui I rcjvlsod 
Gorporate mjcloar performance plan did Ju! 1987 

WHITE, S A. Tonnessoe Valley Authority. 00/07/20 PARTLOW.JG Ofc of Special 
Projects 2pp. 46300.136 46300:137. 


Q. Inspection reports, IE Bulletins & correspondence 

8007050316 Responds lo NRC 8804 29 Hr ro violations notod in Insp Ropls 50 390/8B 
01 & 50*391 /80-O1. Engineering walk ihrough performed lo dotermir-e cablo iray fit* 
tings & support configurations lo bo evalualed. 

GRIDLEY.R. Tenneggoe Valley Aulhority. 88/00/09. Document Conirol 0rsnch (Docu- 
ment Control Oosk). 10pp. 40021:037*46021:046. 

8006130168 NRC Info Notice 88-039. “LaSalle Unit 2 L099 ol Rocirculation Pumps W/ 
Power Oscillation Event." Svc lisl encl. 

ROSSl.CE. Division of Operational Evenls Assessment (Post 070411) 90/06/15. 
Consolidated Edison Co of New York, Inc. 1 10pp. 45978.156 459 78.260 

8606160340 NRC Info Notice 68*040, “Examiners Handbook for Doveiop-ng Operator 
Licensing Exams. “ NUREG/BR-0122 & svc l.sl encl. 

ROSSl.C.E Division ol Operational Events Assessment (Post 87041 M B8f 06/22. 
Consolidated Edison Co. of Now York, Inc. 237pp. 46240.325-46241 201 

6806170033 NFfC Info Notice 80 041, "Physcol Protection Weaknesses kJonlifiod 
Through Regulatory Elfecllveness Reviews " Svc list encl 

ROSSl.C E. Division of Operational Evenls Assessment (Post 070411) 80/06/22. 
ConsoJidaiod Edison Co. of New York. Inc 122pp. 45070 034 45970:165 

6806170291 NRC Bulletin 80-008. ‘'Thermal Stresses in Piping Connected to RCS “ Svc 
list encl 

ROSSl.C.E Division of Operational Events Assessment (Post 07041 1). 60/06/22. 
Consolidated Edison Co. of New York. Inc. 1 16pp 46019.037*46019:162 

66 06210036 NRC Info Notice 88 044, "Mechanical Binding of Spring Release Dovlco In 
We8tinghouse Type DS-416 Circuit Breakers." Svc list oncl. 

ROSSl.CE. Division of Operational Evonls Assessment (Post 670411) 06/06/24. 
Consolidated Edison Co. of New York. Inc 1 13pp. 46019:153*46019 265. 



6806240139 Suppl 1 to NRC Bulletin 88-008. -Thermal Stresses in P.pmg Connected to 
RCS " Svc 1st enct 

ROSSi.CE. Dr/ision of Operational Evenis Assessment (Post 870411) 88/06/24 
Consolidated Ed son Co of New York, fnc 1 I4pp 46019 266-46020 018 

6807060602 Forwards revised response to NFIC 880405 Itr re violations noted in !nsp 
Ropi 50 990/80 20 & 50-391/88*20 

GRIDLEY.R Tennessee Valley Authonty 88/06/30 Document Control Branch (Docu 
mem Control De sk) 3 pp 46103 271-40103 273. 

8807120021 Forwards hsl of commitments re NRC Bulletin 68 003, “Inadequate Lelch 
Engagement in HFA-Type Lalchmg Relays Mfg by GE ” 

GRIDLEY.R Tennessee Va'ley Authority 88/07/06 Document Control Branch (Docu 
menj Control Desk) 4pp 46147 290-48147.293 

8807140071 Responds to NRC Buiie'.n 8?-002.Suppis 1 & 2. "fastener Testing to De- 
termine Conformance W/ Applicable Specs “ Requests. clanfcatlon ot bu-'etin to pro- 
vide necessary Info 6 extension to 890130 lo provide proper response 
GRIDLEY.R Tennessee Valley Authonty 88/07/06 Document Control Branch (Docu 
menl Control Desk) 3pp 46184 146-46184 148 


8007130031 Final & fifth interim dofic oncy rcpl ro questionable wold rad ographs trr a 
reported on 861 1 26 Radiographs rorov.owod & corroclivo acton comptolion planred 
before fuel loading ^ . _ 

GRlDlEYR Tennessee Vai'oy Aulhcnty BB/07/07 Oocurncm Conirpt Branch iDocu 
menl Cont-cl Desk) 5pp 46170 086 4G1 /0 000 

8807200333 Supplements' final dofic oncy ropt ro crazing of Conax eloctrical ponotraton 
sealant ir.t.al y reported on 060402 No furlho.' actions roqul'od based on Conax Test 
Ropi IPS- 1079 verifying soa'ani Intognly 

GRIDLEY.R Tennos$oo Valloy Aulhonty. 00/07/14 Document Control Branch (Docu- 
ment Control Dosk) 3pp 40221. 072-46221.074 

8007210059 Revised rnal doficie.ncy ropi ro qyostonab'o qunlilicatlon of installed Typo 
N Raychem malls Intia'ly reported on 08U227.Qo11o/ Justification for downgmdng do' 
ciency lo r on reportable under 10CFR50 55(o) providorf 

GRIDLEY.R. Tennessee Valley Authority. 08/07/14. Document Conlrol Branch (Docu 
ment Contro’ Dosk). 4pp. 462J3 336 46233 339. 


DOCKET 60*391 WATTS BAR NUCLEAR PLANT, UNIT 2 


8006300347 NRC Info Notice 88-045, "Problems in Protective Relay 8 Orcwit Breaker 
Coordination " SvC list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/07/07. 
Consolidated Ed son Cd. of New York, lr>c. 104pp. 46242 109 46242212 

8807250262 Forwards Insp Repts 60-390/88-03 & 50 391/88 03 on 880510- 0613 6 
notice of deviation 

MCCOY.F R Ofc of Speoal Projects 80/07/07 WHITE.SA Tennessee Vai’oy Au- 
thor^ 2pp. 48255 301-46255 31 1. 

*■8807250265 Notice of deviation from insp on 880510 0613 Deviation noted condition 
adverse to qualify rept program not implemented al fme of insp 
MCCOY, F R Ofc of Special Projects 88/07/07. Ip 46255 303 48255 303 

-8007250268 Insp Repts 50 390/88 03 & 50 391 /BB 03 on 880510-0613. Oev.ahOn 
noted Major areas inspected fre prevention & protoction.tesLng of pipe supports & re- 
sf/alnt sys Weakness noted re effectiveness ol audit program 
WALTON .G A . POWELL. T B.. ElROD.SA Region 2. Ofc of the Creclor. 88/07/06 
Bpp 48255 304 46255 311 

8807080006 NRC Info Nobce 88 046. "Licensee Rept ol Defective Refurbished C L rcuil 
Breakers " Svc l.st encl 

ROSSI.CE Division of Operational Events Assessment (Post 8704 M) 8Q/O7/O0 
Consolidated Edison Co of New York. Inc. I07pp 4623 1 28 1*46232 027 

0807190138 Suppfs response to violations noted in insp Repts 50-390/87*13 8 50 391/ 
87-13 Revised final rept schedule for tour inadequate const deficiency repts encl 
GRIDLEY.R Tennessee VaPay Authority 88/07/1 1. Document Control Branch (Docu 

ment Control Desk) 3pp 462(4 028 46214 030 


A. Application/constructlon stage documents & correspondence 

8807050416 Summary of 800603 mooting w/util & Sargent & Lundy in Rockv.l o.MD re 
Watts Bar program p'an & schedule for completing program plan. List of mooting alien 
dees & utd handout end 

AULUCK.R Ofc ol Special Projects. 00/06/23 Ofc ol Spocml Projects 4ipp 
45098 164 45990.206 

8007080325 Summary of 8B0607 mooting w/util In RockviKo.MD ro util ovorall p'an for 
completion ol p’ont list of mtondoos & handouts prov.Ood by ulit onct 
AULUCK.R Ofc of SpDC'Gl Projocts 80/08/23. Ole of Special Pro.octs 0?pp 
46076 231-46076 322 

0807050111 Forwards Rov 2 to Walls Bar Nuctoar Planl Vortical Sflco Review Plan." 
for rev.ew 

WHITE.S A Tenriossoo Va'loy Authority 00/06/24. EBNLrEH.S.D Ole of Special 
Projects. 2pp 46020 084-46029 147. 

-60070601 15 Rov 2 to "Watt9 Oar Nuctoar Plant Vortical S'ico floviow Plan " 

TAYLCR.H S SargonL & Lundy, fnc 08/06/07. 62pp 46020:000 46020.147. 

8007150204 Final rosponso to FOIA request lor documonls.ForwurUs App 0 document 
& documents lo be placed n PDR Anp A documents n'roady ovullobfo In PUR 
GRtMStEY.DH Division ol Rules & Rocords (070413*060514). 80/06/24 
CONNOR, L Doc-Soarch Associates 4pp. 40163.007-46163.200. 

-8807160214 Forwards affidavits of JA Olahinakl.Rlt Votfmor & D Eiaonhul bocouso cf 
potential Impact on any regulatory or onlorcumunl action ro plant 
BAUSER.D B Shaw, Pitlman, Poit9 & Trowbrldno 07/11/23. 7GCM.L W Comm sslot 
Bfs 3pp 46153:101 *16153:103 


88 £??5° 216 fr ° rv ' afds revised response lo Violation 3 noted in rnsp Repts 50-438/87 
^■5S , ^2 /87 ' Oa - 5O 259/07 38 - 50 260/87-30. 50-296/87-33.50-327/87 68.50*328/07* 
68.50-390/87*18 & 50*391/87*18 Corrective actions.memo Issued on B0O331 
GRIDLEY.R. Tennessee Valley Authority. SB/07/11. Document Control Branch (Docu- 
ment Control Desk) 5pp. 46259.095-46259 099 

8807120291 NRC into Notice 88 048. -Licensee R&pt ol Detect™ Refurbished Valves “ 
ovc Ji9i enci 

ROSSi.CE Division of Operational Events Assessment (Post 870411) BQ/07/12 
Consolidated Edison Co of New York, fnc I03pp 46242 006-46242: 1 08, 


"Siower-Than-6 upected Rod-Drop Times." $v< 


8807080366 NRC Info Notice 88*047 
irst encl. 

" M “ kl "9.H a n< il .,g.C OT .rol.S 1 o,a 0a « Onmim 

ROSSI C E OMsion ol Operational Evenis Assessment (Post 8704)1) 88/07/10 
Consolidated Edison Co of New York. Inc I03pp 46241 263 46242 005 

“™5S3 NRC mio Notice 68-050. -Effect ol Circu'f Breaker Capacitanco on Aval- 
ability of Emergency Power." Svc l.st encl. ^ on * va 1 

ROSSI C E. Orvision of Operational Evenis Assessment (Post B704I1) 88/07/18 
Consolidated Edison Co. olNew York, Inc. 1 19pp. 46257 25B-46258 016 

r 1 e N 5£ l l " , « NO f tl n 88 0M> ," , l a,lufes ol MS,Vs ’* Svc W encl. 
rJwSrw 7 J ^ Sl ° n of Operational Events Assessment (Post 87041 1) 88/07/21 
Consolidated Edison Co. of New York, Inc. 121pp. 46257.086 46257 208 * 1 

R. Periodic operating reports & related correapondence 



■y "Evaporation Percolation Pond Water Ooal.t, Data i 0 , sept 198? . May 
’ Tennessee Valley Authonty. 88/05/31. 2pp 46232:140-48232:141 


8. Reportable occurrences, LERs & related correspondence 

8807010030 Requesis dial Const Deficiency Rents 390/85-55 & 3 Q 1 /A* ^ 

tracked under 390/82-00 & 391/82- 7a « * J9,/fl 5^2 be cfosod 

menl Control Desk) 2pp 46oio 086-4W20?) H?!** 0ocumenl Control Branch (Doc 


“8007150225 Afi dav-1 of D Eisonhul ro p'eint compliance w/NMC rules 
EISENHUT.D NUSCorp 07/11/17. 5pp 46153 104 46103 108. 

-8807160231 Aflldavil of JA Olshln9kl ro nucloar aaloty rov.uw staff porcuplions of App 
B comohance 

OLSHINSKI.J A. Nuc'oar Enorgy Consultanla, fnc Q// 11/11 7pp 40153 1C9 
46163115 


“8807 150239 Alfidav.i ol F1H Vollmor ro nuclunr safety ruvlow hlnff porcepilons of App 
0 compliance at plant 

VOLLMER.R H TENERA Corp (subs of TERA Corf> ) 07/11/17 0pp. 46153 1 16 
46153:124 


8807110379 Responds lo 800527 Mr io program plon for compel on o' 
facilities Endorses approach do’inoatod In plan subj to roaolubon ol listed 
commentsjncludmg vacancies on program toam In functional arons ol inslrumcntaho'i 
& licensing 

RlCHAROSON.S D, Ofc of Special Projects. 80/00/27. Tonnoasoo Valloy Aulhonly 
3pp. 46082.040-46082 050. 


88O7O7OQ03 Forwards summary o< \ibl QQ0524 piesonlDbon to min otigo dtslanco lot 
anchor bolls d-scussed In 860310 10CFR21 nohlicalion from Hilli.lnc. 

GRIDLEY.R. Tannessoo Valtoy Authority 80/06/20 Pocumoni Conlrol Branch (Docu- 
ment Control Dosk). 3pp 46136:290 46130.300 

8807060263 Application for amonefa to CPa CPPR-91 & CPPn*92,t>xtoriding oxpifatmn 
dates until 916701 & 92l23l,rospoctivofy.Fou pnkl 

GRIDLEY.R Tonnessoo Volley Authority. 60/00/20 Documunt Control Branch (Docu 
ment Conlrol Desk) 6pp. 461 16.330 461 16 335 


8807060200 Requesis concurronco w/tomporary ERCW backwash discharge wh.lo rc- 
pa rs being made to yard holding pond.Loak tostlng of dry ond ol pond has been 
Iost,propo9a1 for soa’ing will bo proporod 

bHCXJKS.R H. Tonnosseo Valloy Authority. 08/00/30 STEWART, P L Tonnessoo. 

Stale of 2pp 46139.324 46139.325 


88 A7i 1 ooP <,S Forvvartl5 re Sult9 of evaluations of gonorol con9t specs in order to satisfy 
1 24 commitment io Identify U justify areas In which potonlialfy loss rostriclivo pro 
nn?i?i 9 c° ^ &r ASME Sec, ‘ on 111 Cotfo voreions usod 

UHtDLEY R Tennessoo VaTey Authority. 00/07/06. Documonl Conlrol Branch (Docu- 
ment Contro! Dosk). 10pp 40(69 310-46109:335. 


. u HM "t-uiisuas oi oporomg reactors a noioors oi urs ro 

njtiu posit-on on iadat-on ombritllemont ol roactor vo 99 o 1 malls & impact on plant 
! V ? 4 ROv ?. 10 n °9 Gu'do 1 00 one). 

Cr.ic Atj y A,F , kl Assoc ' ato D'foctor for Projocls (Post 870411). 00/07/12 Conso'idaied 
Edison Co. of Now York, Inc. 61pp. 46267:207-40257:257. 

88 ?u^? 88 ^ Forwards request fqr addl info co main aloam kno btoaks In ico condon 9Sf 
BS'hPS te ^ w of Adden dum 1 to WCAP- 10968. "Ico Condenser Dran Test 
S, irl'Qft, An f'X 8 s & Ddvolopmonl ol Dro n Flow Models lor LOTIC III Ico ” 

6pp 46250 148° fj eCl8 ProJocl9 00/ O7/l5. WHITE.S A. Tonnossoo Va'loy Authonty 
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F. Security, medical, emergency & lire protection plane 


6807250282 Forwards Insp Repls 60*390/88 03 & 50*391/88 03 on 000510* 0613 & 
notice of deviation 

MCCOY.F R. Ofc of Special Projects. 88/07/07 WHITE, S A. Tennessee Vo'iey Au 
monty. 2pp 46255 301*46255311 

-8B07260268 Insp Repts 50*390/88 03 & 50*381/80*03 on 080510 0613 Dev, a ion 
noted Major areas inspected lire provonlion & protecl:on.iQ9t ng of ppo supports & ro- 
sira in t s/s Weakness noted ro offGct.veness of audit program 

WAtlON.Q.A Rog on 2. Ole ol the D.roctor. 88/07/06 Qpp. 48255 304-46255 311. 

6807260008 Discusses emergency preparedness mod of tew threshold event reporting 
& emergency reporting procedures lor plants Util wi| no 'onger classify & repi evenls 
in manner dnsenbod in red ologlcal emergency plan due to const stetus 
GR1DI.EY.R Tennessoo Vafoy Authority 89/07/iS DocLmenl Coni r ci 0 tan ch ID oc Li- 
moni Control Desk). 3pp. 46285:294 46285 200 


H. General correspondence 

8607260396 Confirms le’eon ro voluniary retiroment of ML Aborcrcmbe. site d rector on 
060722 JT Lepolnl w,ll be assigned ecilng site director into tran 9 m.tto<i per util revised 
corporate nuclear porformanco p'an did Jul 1987. 

WHITE, S A. Tennessee Vailoy Aulhonty. 88/07/20 PARTLOW.JG Ofc ol Spoopl 
Projects 2pp. 46300 136 46300 137. 


G. Inspection reports, IE Bulletins & correspondence 

6607050316 Responds to NRC 080429 Itr ro violations nolod in Insp Repts 50*390/08- 
01 & 6O*39t/0O*Ol.Englneor«ng walk through portormod lo c'oiermlne coble tray fil* 
tings & support configurations to bo evaluated 

GRlOLEY.R. Tennessee Valley Authority 88/06/09 Documonl Control Oranch (Docu 
ment Conlrol Desk). I0pp 46021 037*46021 046. 

8809130166 NRC Into Notice 88 039. "LaSallo Unit 2 Loss of Rocbcolntion Pump9 W/ 
Power Oscillation Event." Svc list encl 

ROSSI. CE Division of Operational Evonls Assossment (Posi 870411) QB/06/15. 
Consolidatod Ed.son Co. of Now York. Jnc. 1 10pp. 45070 156 45970 266 

6606160340 NRC Info Nollco 80*040, "Examiners Handbook lor Developing Operator 
Licensing Exams " NUflEQ/On 0122 & 9vc Il9t encl 

ROSSI.OE Division of Oporailonal Events Assossinont (Post 870411) 00/06/22 
Consol-dated EdlsonCo or New York, Inc. 237pp 40240 325 46241 201 

8806170033 NRC Info Nohco 88*041. "Physical P/oloclion Weaknesses ftfoulihad 
Through Rogulatory Effoctlvonos9 Rovlows Svc list oncl 

ROSST.C E. Division of Oporailonal Evonls Assossment (Post 070411) 88/00/22 
Consolidated Edison Co. of Now York. Inc. 122pp 45070 034 45078:155 

6606170291 NRC BuHolin 80*008, "Thermal Slrossos In Piping Connoctod lo RCS ” Svc 
fist encl 

nOSSf.C.E. Division of Operational Events Assossmonl (Post 0704 H) 80/00/2? 
Conso’ldated Ed son Co. of New York, Inc. 118pp. 4G019 037-46U10 102. 

8806210038 NRC Info Notice 08-044. "Mochanlcal Binding of Sp'ing Release Dov;co In 
Woatlnghouso Typo DS 4IG Circul Broakors ” Svc list oncl 

ROSSI.C.E. Division of Oporailonal Evonls Assessment [Post 070411) 80/06/24 
Consolidated Edison Co. of Now York, Inc. 1 13pp. 46019 153*46010.205 

6806240139 Suppl 1 lo NRC Bulfoiln 88-008, "Thomnal Stresses In Piping Connected lo 
RCS." Svc list encl 

ROSSI.C.E. Division of Operational Evonts Assessment (Post B70411) 00/06/24 
Consolidated Edison Co. of Now York, Inc. 1 Mpp 4G019 286*46020 Ote 

6607060602 Forwards revised response lo NRC 000405 III ro violations noted in insp 
Ropt 60-390/00*20 & 50*391/86*20. 

GRIDLEY.R Tennessoo Vailoy Authority Bfl/06/30 Document Control Branch (Docu- 
ment Control Desk) 3pp. 461 03-27 1*48103:273. 

0607120021 Forwards list of commitments ra NRC Bulletin 00 003. "Inadequate Latch 
Engagement in HFA-Typo Latching Relays Mfg by GE " 

GRIDLEY.R. Tennessee Vailoy Authority. 88/07/06 Documom Conlrol Branch (Docu- 
ment Control Desk). 4pp. 46147:200*46147:293. 

8807140071 Responds lo NRC Bulletin 07*002, Suppls 1 4 2, "Fastener Testing to De- 
termine Conformance W/ Applicable Specs" Requests clarlficatten of bullotn lo pro- 
vide necessary Info S extension to 8901 30 to provide prop or response 
GRIDLEY.R. Tennosseo Vailoy Authority 88/07/00 Document Conlrol Branch (Docu* 
merU Control Desk). 3pp. 461 84*146*46*1 84.148. 

8806300347 NRC info Notice 80*046, "Problems in Protociivo Relay & Circuit Breaker 
Coordination." Svc list encl. 

ROSSI.C.E. Division of Operebonal Events Assessment (Post 870411) 00/07/07 
Consolidated Edison Co. of Now York, Inc. 104pp. 40242.100*46242:212. 

8807260262 Forwards Insp RoptS 60-390/88*03 & 50*091/88*03 on 000510* 0613 & 
notice of deviation. 

MCCOY.F.R. Ofc of Special Projects. 80/07/07. WHITE.SA Tennessee Vailoy Au- 
thocity. 2pp. 46255.30 1 *46255 3 1 1 . 

<-8607260265 Notice of deviation from insp on 800510-0613 Deviation noted condition 
adverse to quality rep I program not Implemented at ti mo of insp 
MCCOY.F.R. Ofc of Special Projects. QB/07/07. Ip. 46265:303*46255:303 

-8607250268 Insp RoptS 60-390/08*03 & 50-301/00*03 on 000510*0613. Dov.atlon 
noted. Major areas Inspected. fire prevention & protoebon. testing of pipe supports & re- 
straint sys. Weakness noted ro effectiveness of audit program 
WALTON, G.A., POWELL T.B , ELROD, S.A. Region 2. Ofc ol the D-roctor. 00/07/06 
0pp. 46255:304.48255-311. 

8807080006 NRC Info Notice 68 046, “Licensee Ropt of Defective Refurbished Circu t 
Breakers." Svc list encl. 

ROSSI.C.E. Division of Operational Evenls Assessment (Post 070411) 88/07/08 

r- * i, i aiah AAnrtt -on* nrrt 


8807190136 Supp’-s tospense to violations noted In l nap Ropts 50-390/87*13 & 50*391/ 
87*13 Rovsed final ropi schedule lor lour inodoqusto con9i dofic oncy ropis oncl. 
GRIDLEV.R Tennessee Vailoy Aulhonty 00/0// 1 1. Document Control branch (Docu- 
ment Conlrol Desk) 3pp 46214 028-46214:030. 

68072 50218 Forwards rov.sed response to Vmlnhon 3 noted In Insp Repls 50 430/87* 
00,50*439/87.08,50 259/97*38.50 2G0/87-3B, 50-296/07 30,50-327 /87-60.50-328/87- 
68,50*390/87- 1b & 50 391/67*18 Correct vo actions. memo issued on 890331 
GRIDLEY.R. Tennessee Vai’oy Aulhonty 68/07/1 1. Document Conlrol Branch (Docu- 
mom Conlrol D09k) 5pp 46269.095 46259:090. 

6807120291 NRC Info Nolice 88-048, ’Licensor) Ropt ol OefectivO RafLrb.shod Valvea." 
Svc Ust encl 

ROSS 1 CE. 0. vision of Operat-onal Evente Assossmonl (Posl 870411). 88/07/12 
Canso’idatetl Edison Co of New Yo/k. Inc 103pp. 46242 0C6 46242. 108. 

6607080366 NRC 'nfo NoliCO 68 047, “Slower- Than- Expected Rod Drop Times " Svc 
list oncl. 

ROSSI.C.E Div.smn of Operational Eveni9 Assessment (Post 070411) 88/07/14. 
ConsoU&ted Ed-son Co of New York, Ire. I03pp 4 6240 222-46240 324. 

8807120550 NRC Info Notice 68-049. "Marking Handing. Conlrol. Storage & Destruction 
of Safoguard9 Inio " Svc list end. 

ROSSI.C.E. DiViSOn of OpO'aliQnal Fvonte Ass©89mont (Posi 870411) 80/07/10 
Conscl dated Edison Co of Now York, Inc l03pp 46241 263*46242 005 

8807120553 NRC Info Ncico 88 050, ‘ Efteci of Cucuii Breaker Capac-tance on Avail* 
ability ol Emergency Powo.' " Svc Isl onc> 

ROSSI.C.E. DivIson of Operational Events Assessment (Post 0/0411) 88/07/ifl. 
Consoi.dated Edison Co ol Now- York, inc 1 19pp 46257:258 46258.016 

8007180101 NRC Info Noi:CO 88*051. *T flljros of MSlVs " Svc Isl oncl. 

ROSSf.CE Division of Operational Events Assossmonl (Post 8704 ii). 08/07/21. 
Conso'idoted EtfteonCo of Now York. Inc. 121pp. 40257 086 40257;2O0 


R. Periodic operating reports & related correspondence 

8807210145 Forwards aneiyt,caf dots collected monthly on water quality of percolation 
& characiori/ailon of sod.mool of plant pond Date supporte plana lo ernso out facility 
SCHM1ERQACH.M To.-nossoe V Alley Authority 08/07/13 STEW ART, P.l Tonnes- 
seo, Stated 2pp. 46232 1 38 46? J2: 14). 

—86072 10279 ' EvaporflUon-Pprcctet on Pond Wnter Qual^ Date for Sopi 1087 • May 
1980" 

* Tonnossou Vailoy Authority 80/05/31 2pp. 46232.140*40232 141. 


S. Reporloblo occurrences, LERa & related correspondence 

8807010030 Roaunsls that Const Doflcorcy Ropla 300/05 55 & 391/85*52 bo closed & 
iracked undo/ 300/02 00 & 391 /U2-7G Cablo bond, sidowall prosauro & conduii bend- 
ing Issuos wi I bo rosolvod in samo co/rnci»vo ocl-on Fmal report submitted on B0091 1. 
GRIDLEY.R. Tonnossoo Vailoy Authority 00/08/22. Documonl Control Branch (Docu- 
ment Control Doak) 2pp 46020 0BB 46020.087. 

8807130031 Fteoi & iilth Intorim deficiency repi re quosiionob'o wo'd radiographs Initially 
reported on B61 126 Hnd ogrepha rerovlowod & correctivo action comptetlon planned 
boloro fuol loading 

GRIDLEY.R Tonnossoo Vailoy Authority 88/07/07. Documonl Conlrol Branch (Docu- 
ment Conlrol Dusk) 5pp 46170 006 4 0170 090. 

8807210069 Revised final duficioncy ropt re quostjoneblu qualilicat on of Installed Typo 
N Raychom matia.lnltia'ly reported on 880227 Bailor justification tor downgrading defi- 
ciency to nonroporteblo under l0CFR50.55(o) provided 

GRIDLEY.R Tonnossoo Va'loy Authority 00/07/14 Documonl Control Branch (Docu* 
mont Conlrol Dosk) 4pp 46233 330*40233 339 


DOCKET 60*306 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8807050234 Responds to NRC 8005 10 Hr ro v.olaiions noted »n Insp Ropt 60*305/80- 
lO.Corroctive actions improved comm.un'cailons & fire protection officer involvement In 
routmo work document roviow. 

NAUMAN.O A. Soulh Caro'lna Electric & Gaa Co 80/06/09. GRACE.J.N Region 2, 
Ofc of Iho Director 2pp 40026 203*46026.200. 

8807050133 Forwards Insp Ropi 50 395/GB 11 on 880502-06 & notice of violation. 
COLLINS.DM. Rogion 2. Ofc of iho Director 08/0B/15 NAUMAN.D.A, South Carolina 
Electric & Gas Co. 2pp. 46024 333*40024:340. 

-8807050141 Notice ol vtelaiion from Insp on 060502*06 Violation noted personnel w/o 
complate paining on requi/od omorgoncy plan training topics assigned lo emergoncy 
roaponsa organization 

COLLINS.DM. Region 2, Ofc of the D.rector. 60/06/15 2pp. 46024:335-46024:336 

—8807060 145 Insp Root 50-395/68 1 1 on 880502*OG.Ono violation noted. Ma|or areas 
inapocted operational roadmoss of 8»lo omerooncy proparodross program.changoa lo 
omergoncy proparednoss progrem & previously idontifiod insp finding 
GOODEN. A, DECKER.T.R, Reg-on 2, Ofc of iho Drector. 60/06/00. 10pp. 
46024:337-46024:346. 

8007060536 Rovi&od emorgancy plan proceduros.lnclud ng Rev 14 to Procedure EPP* 
001, 'Actrvation & Imp'ornantetlon .. Rev 5 lo Procoduro EPP-010. "Personnol/Vehl* 
clo. S Rev 6 to Procedure EPP-012. “Onsite Personnel W/880629 llr. 
NAUMAN.D A. South Carolna Electric & Goa Co. 08/06/20. Oocumont Conlrol 
Branch (Document Control Desk) ?Gpp 46109 230*46109:209. 

8007250091 Rev 10 lo Emergency Plan Implementing Procedure EPP-016, “Emergency 
Facilities Aciivation & Evacuation " W/QB0714 itr 

ORADHAM.O.S. South Carolina Electric & Ga9 Co. 88/06/29. 20pp 46272:198* 

7o 


6007140090 Reused emerge.-cy plan procedures.mc'uo ng Rev 7 to EFP-020, "Emer* 
qo^cy Personnel Enposuro Ccnlroi.” Rov 6 io EPP0C9, On site Mod cal." Re*/ 5 to 
EPP-011. "Personnel Search & Rescue * & Rev 7 lo EPP OI8.W/8837Q1 Ilf. 
BRADHAM.O.S South Carol na Electric 8 Gas Co 80/07/01 56pp 46178 156 
46178 21 1 

6007200262 forwards Amend 22 10 physical SQCLfity plan Amend withhe'd (rel 
10CFR73 2 1} 

SRADHAM.O.S South Caro! n a Elect re & Gas Co 66/07/15. Oocumeni Conirol 
Branch (Do-cumeni Control Desk) ip. 46229 329 46229 329. 


H. Genera! correspondence 

8007130364 Informs that DA Nauman promoted to sen or vice pros deni of power pro 
due lion & Lnder signed rap 1 aces DA Neuman. 

BRAOHAMOS South Carol na Electee 8 Gas Co 60/07/01 Document Control 
Bra r ch (Ooc j tneni Control Oesk) 1 p. 4 6 1 69. 24 3 4 6 1 09 24 3 


P. Operating license siege documents & correspondence 

0607110260 Forwards request for adol info re singlo ce l batte.-y charging Plar.i mod lo 
permit use o' 40 vo!t r.cn safety* grade battery chargor to be connected m paraltel w/ 
normal (u I capacity eq jal /alien charge ta sod questions 

HAVES JJ Pro oct OroctoraiG II- 1 80/06/27. NAUMAN.D.A. South Carol na Elodnc 
& Gas Co 4pp 401 10:31 MBi 10:314 

0007110316 Forwards Amend 73 io License NPF-12 & safety evaluation Amend 
changes Tech Specs lo railed appropriate cri brs tor soi-rco rango & intermediate 
range fss on detectors Jnstaied as result ol mod9 ol Reg Gudo L97.Rev 3 
HAYES JJ Pro;eCl D roc l Orate 11-1 B0/C6/27. NAUMAN.D.A. Soutn Caro'na Electric 
& Gas Co. 3pp 46100:008 46100:098 

-8007110326 Amend 73 lo License NPF-12.rQv3hg TocM Specs to rolled appropriate 
channel ca' brs for source range & mtarmed’dio range fission detectors insle'locf as 
rosull ol mods to Reg Gu de 1.97, Rov 3 

ADENSAM.EG Project Oiractorate IM. 6B/C6/27 6pp. 46100 091-46100 096 

“88071 10332 Safety ova'u-akon sup pori ng Arnord 73 io License NPF-12. 

* Off ico ol Nuclear Reactor Regulation, D.'ecio' (Post 87041 1). 80/06/27 2pp. 
46100 097-46100090 

8B07140094 Requests that rel of from ASME Codo Socl on XI bo granted to support re- 
fuelteQ outage rescheduled for Spring 1090 

8RACHAV.O.S South Carolina Elecfnc 8 Gas Co 06/07/01 HAYES.J J. Documenl 
Coniro 1 Branch (Document Control Desk) ip 46194 062 46184 002 

8007120544 Forwards corrected pages lo Tech Spoc 3.1 2 6 In support of reluo'ing & 
operating plant w/ VANTAGE 5 improved fuel dos g.n 

ORADHAM.O.S South Carol na Electric & Gas Co. 80/07/08 Documenl Conirol 
Branch (Document Control Desk). 2pp 46143 202-46143 2 10 

“8007120548 Proposed Toch Spec 3.1 ?G increasing m n boric acid storage tank lovol 
lo 14,000 ga'lona 

' South Carc'lna Electric & Gas Co 80/07/00 7pp 46143:204.46143 210 

0607130454 Gonorc Hr 00-11 to all Icensoos of operating roactors & holders of CPs re 
NRC posit on on rad ai on embriiLorr.enl ol reacior vossel malls 8 Impact on plant 
operations Svc llsi & Rev 2 to Rog Gude 1.99 oncl 

MIRAGUA,F.J Associate Director for Pro.eds (Pest 07041 1) 08/07/12 Consol-dated 
Edison Co Ol NOW York, Inc 5lpp 46257 207 4G267 257 

8807250037 Summary of 060626 meol<ng w/uil ai fac.lity re states of Hconsng issues 
for feci'ily.List of attendees A handout p/ovid rg curronl asse3smont of slsiua of vari- 
ous licensing actions one* 

HAVES.J J. Projaci Directorate 11*1. 00/07/14 Project Directorate 11 1. llpp 
40273 031- 46 2 73 091 

0607250227 Forwards no significant hazards doiermteaton for proposed Toch Spec 
changes to diesel generator testing, per D-80712 telcon 

BRADHAM.O.S South Carol.na Electric & Gas Co 88/07/14. HAYES.J J Document 
Control Branch (Oocumeni Control Desk) gpp 46255.257 40255 259 


8006290373 Forwards Insp Ropt 50 -395/OB- 13 on 680501-31. Violation 
noted Enforcement conference scheduled for 080624. 

GRACE.JN. Reg on 2, Ofc of the D.roclor 88/C6/1G. NAUMAN.D.A South Carolina 
Electric 8 Gas Co. 2pp. 45980:096*45988 106 

“6006290376 fnsp Rept 50-395/08-13 on 690501 -31. Violation noted Ma.or aroas 
inspected nror/hly survel'lanco observations. mcnlhly mam obsorvat on.Opo.-fllione' 
safety verification. ESF walkdown.dos'gn & dosgn changes & mod 
PREVAFTERL HOPKINS.P.C., DANCE. H.C. Roglon 2. Ofc of the Diractor. 00/06/ 
14. 9pp 4598B 090-45986:106. 

6006160340 NRC info Noico 66 0-10. "Examiners Handbook lor Dovoteping Oporaicr 
Llconsnq Exams” NUREG/BR 0122 8 svc llsi oncl 

ROSSI.C.E Dv.sten of Oparanoncl Events Assessment (Post 070411) 60/06/22 
Consol dated Edison Co of Now York, Inc 237pp 46240 325 4624 1 201. 

8606170033 NRC Info Not co 80 041, "Physical Protection Weaknossos Identified 
Through Regulatory Effectiveness Reviews." Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Posl 870411) 08/05/22 
Consolidated Edison Co Of New York, Inc 122pp 45970 034-45078:155. 

880617029 t NRC Bullet a 8B-QCB, "Thermal Stresses in Piping Connected to RCS " Svc 
list end. 

ROSSI.C.E D.vison ol Operational Evonts Assessment (Posl 870411) 68/06/22 
Consolidated Edison Co ol New York, Inc 1 16pp. 46019.037-46019:152 

8006210036 NRC Inlo Notico 80 044, "Mechanical Binding of Spring Roleaso Devico In 
Woslinghouso Typo DS-416 Circu.l Breakers '* SvC list oncl 

ROSSI.C.E. Division of Operational Evenis Assessment (Posl 870411). 00/06/24. 
Consol-dated Edison Co of New York, Inc 1 13pp 46019 153*46019 265 

8806240139 Suppl 1 lo NRC Bu'let n 60-000. “Thermal Strossos in Piping Connected 10 
RCS" Svc list encl 

ROSSI.C.E. D.vison ol Operahonai Events Assessment (Post 070411) 68/06/24 
Consol datod Edison Co of New York. Inc. 114pp. 46010.266 46020 018 

0000300347 NRC Info Notice 00*045, "Probloms in Protective Relay & Circuit Breaker 
Coordination.” Svc fist oncl 

ROSSf.C E Division ol Operational Events Assessment (Post 870411), 88/07/07. 
ConsoMated Edison Co. of Now York, fnc. 104pp 46242 109-46242 212 

0807080006 NRC info Nolico O0-O46, "llcensoo Ropi of Doloct.vo Rofurb Shed Ci'cuil 
Breakers." Svc Hst encl. 

ROSSI, C E D.vis on of Operational Events Assossmont (Posl B704H). 00/07/06. 
Consol dalod Ed-son Co of New York. Inc 107pp. 4623 1-201 -46232 027. 

0007160146 Responds to NRC Bulletin 00 004 ro potential safety related pump loss. No 
sofety-rololed centrifugal pumps aclive w/ mlnll/ow plp.ng sys configuration that has 
ump to-pump interaction ihot could rcsuli in dead heading of pumps. 

RADHAM.OS Soulh Caro'ina Elnctnc & Gas Co 08/07/00 Document Conlrcl 
Branch (Oocurr.ont Control Desk) 3pp. 40188 240 46 10B 242 

6807 120291 NRC info Nonce 08-040, "Licensee Ropt ol Oefoclivo Rofurbi9hod Valves " 
Svc list oncl. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411) 88/07/12 
Consolidated Edison Co, 0? New York, Inc 103pp 46242 006 46242.100 

6807060366 NRC Inlo Nobco 89 047, "Slower *Than*Expocfod Rod-Drop Timos." Svc 
list oncl. 

ROSSI.C E. D.vis’on ol Oporat'onal Evonts Assessment (Posl B7041 1). 66/07/14 
Consol dated Edison Co of Now York. Inc 103pp 40240 222 46240 324. 

6607120550 NRC Info Nollce 88*049, "Marking .Hand ling. Control. Si Of ago & Doslrucllon 
of Safeguards fnfo." Svc fist oncl. 

ROSSI.C E Division of Operational Eveni9 Assossmenl (Post 870411). 88/07/16 
Conso'ldaied Edison Co. of Now York, Inc. 103pp 46241:203*40242:005 

6007120653 NRC Info Notice BB 050. “Etlocl ol Crcult Broakor Capacitance on Avo ; l- 
ablfily ol Emergency Power." Svc Hat oncl 

ROSSI.C E Division of Oporalional Evonts Assessment (Po9l 070411). B8/07/18. 
Consolidated Edison Co. of New York. Inc 1 19pp. 46257:258-40258:018 


O. Inspection reports, IE Bulletins & correspondence 

8607060626 Responds lo violations noted In fnsp Rept 50 395/80*06. Corracbvo 
act! on 3 documentation on sleam Imo montors reviewed & found monitors effoctivo in 

K cMdmg dose assesannent wo t bolow piotect.vo act on guide i miiB. 

AUMAN.D A. South Caro'ina Electric & Gas Co 08/06/03. GflACE.J.N. Region 2, 
Ofc Of the Director. 2pp. 46073 255 46073:266 

8607050234 Responds lo NRC 88051 G Hr ro violations noted in Insp Ropl 50-395/88- 
10 Corrective actions improved communications 4 lire protection officer involvement In 
roulne work documenl review. 

NAUMAN.D.A South Carolina Electric & Gas Co. 08/06/09. GRACE, J.N. Region 2, 
Ofc of the Director. 2pp. 46926.283-46026 286 

6606130168 NRC rnlo No‘Jco 08 039. "LaSel.e Un t 2 Loss of Rec-rcu'ation Pumpa V// 
Power Oscillation Event.'' Svc fist oncl. 

ROSSI.C.E. Divison of Oporalional Events Assessment (Post 870411 ). 88/06/ 16 
Consolidated Edison Co ol New York, fnc 1 10pp. 45970:166 45070.266. 

6607050133 Forwards Insp Rept 50-395/08*1 1 on 680602 06 & notice oi violation. 
COLLINS.D.M. Reg ; on 2, Ofc of the Drocto/. B8/06/15. NAUMAN.D A Soulh Carolina 
Electric S Gbq Co 2pp 46024:333-46024:346 

-8607050141 Nolle© of violation from insp on 863602 06 Violahon noted: personnel w/o 
complate tralnliig on required emergency plan training topics assigned to emergency 
response organization ' 

COLLINS.O M. Reg ‘on 2. Ofc of the Diroctor. 80/00/15. 2pp. 46024:335 46024 336. 


Bfl07 160101 NRC Info Notico 88-051. "Failures of MSlVs." Svc list end. 

ROSSI.C.E Division of Operational Evonis Assessment (Post 070411). 86/07/21. 
Consolidated Edison Co of Now York, Inc I2lpp 40257.066 46257 200 


R. Periodic operating reports & related correspondence 


6807250003 Monthly operating rept for Juno i960 for Virg.l C Summor Nuclear 
Slatlon.W/880714 Hr. 

HALTIWANGER.J , BRADHAM.O S. Soulh Carolina Electric & Gas Co. 86/06/30. 6pp. 
4 6 2 74:037*402 74:041. 


$. Reportable occurrences, LERa A related correspondence 

6807050439 RO:on 8B0527.SVC water loakago ln9tdo reactor bldg occurred. Reactor 
bldg cooling un t isolated & determined to be sourco of foak. Relief valvo senodu’ed ter 
rework during forthcoming refueling Outage scheduled lo bogin during Sept 1986. 
NAUMAN.O.A. Soulh Carol-na Eleclrlc & Gas Co. 88/06/10. GRACE.JN. Roglon 2. 
Ofc of Ihe Director. 2pp. 46074.046-46074:047. 

6606290366 Confirms 800624 enforcement conferonce In Reg.on II ofc lo discuss 
cause of svc water sys inoperability & inadequate post- trip review at fac4ity. Proposed 
meeting agenda end. 

GRACE, J.N. Roglon 2, Ofc ol the Director. 08/06/ 17 NAUMAN.D.A. Soulh Carolina 
Electric & Gas Co. 2pp 45967:109 45907:190 


-8607050145 insp Rept 50*395/08*11 on 680502-06 One violation noted. Major aroas 
Inspected opera! ona! readiness of site emer-oency preparedness program.changes to 
P re P® f0 dness program & previously identified Insp finding 
9£99§t l !A’ _OECKER,T. .R. Region 2. Ofc of the Director. 88/06/00. 10dd. 


46024 337-46024.340 


6607070013 LER 60-007 00. on 880601, reactor trip due lo undorvollage on Train A reac- 
tor protection occurred Caused by Interruption ol 40 voli undorvollage signal lo Train 
A broakor & 6 bypass breaker.Breaker lesling Initialed W/060701 Hr. 

HIGGINS, W.R . BRADHAM.O S. South Carolina Electee & Gas Co. 80/07/01. 6pp. 
46139.014 46139.018. 



6607120029 LER 89-008 00 on 00060 7. discovered lhai 9loam poih yielding potonti&l lor 
affecting unqualified equipment Causod by design error. Ooor iR 407 reinforced & 
sealed to ensure that door remained c'osed in ovenl of steam break, w/080 707 lir. 
HlGGfNS.W-R., BRAOHAM.O S South Carolina Electric & Gas Co 60/07/07. 6pp 
461 54 002*46 154:007. 

6907120671 Special Ropt SPR 80*05 on 00O5l2.sorety inlocton/roactor trip occurred 
when MSIV A shut during testing Details described in end LER 80 06 Accumulative 
usage factor for affected safety Injection no2z?e did not exceed 0 70 
BRADHAM.O.S. South Carolina Electric & Gas Co 08/07/08 GRACE.J.N Regon 2. 
Otc Of the Director. 2pp. 461 50 251*46156:258. 


DOCKET 60-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & tire protection plans 

8607060437 Revised emergency pfan Implement ng procedures, Including Rev 6 to Pro- 
cedure 13.1.2, "Plant Emorgoncy Director Dulles/’ Rov 6 to Procedure 13 4 i. “Nobfi 
cations” & Rev 4 lo Procedure 13.7.2, "Contamination Control '* 

BAKER.J Washington Public Power Supply System. 00/06/27 191pp. 46102 254- 
46103.084. 


H. General correspondence 

8807080291 Advises of listed porsonnet changes. Stated changes w.ii be included in 
future FSAfi amend. 

SOR6NSEN.G.C. Washington Public Power Supply System 88/06/28. 
KNlGHTON.G.W. Project Directorate V. 2pp 46139 359 48t39 360. 


P. Operating license etage documents & correspondence 

8807010053 Forwards addl Inio re design of nltomato rod Insertion sys & recl.-cu'ahon 
pump trip sys under requirements of 1OCFR5O.02(c).6,por NRC 800418 roquosi. Powor 
supplies upgraded lo onhanco rollabi'ity of sys 

SORENStN.G.C Washington Public Powor Supply System 88/00/24. Documont 
Control Branch (Documont Control Desk). 0pp 46017:143 46017.160 

8807190303 Forwards blwookly notlco of applications & amonds to OLs involving 
NSHC.dtd 800629 W/o end. 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 06/07/ it. 

SORENSEN. GC. Washington Public Powor Supply System 3pp 46214.025- 
46214:027. 

8807130454 Goneric Lb 06* 1 1 to all icensoea of operating reactors & ho!dor9 ol CPs ro 
NRC position on radiation ombniilomont of roaclor vossel malls & Impact on plan! 
operations Svc llgt & Rov 2 to Reg Guido 1.09 oncl 

MIRAGLIA.F.J. Associalo Dlrocior for Prolocts (Post 87041 1) 60/07/12 Consolidated 
Ed-son Co of Now York, Inc 6lpp 40257:207-40257 257. 


G. Inspection reports, IE Bulletins & correspondence 

8806130168 NRC Info Notlco 80*030. “LaSalfo Unit 2 l oss of RocirculaHon Pump9 W/ 
Power Oscllfation Even I." Svc I. si oncl. 

ROSSI.C.E, Division of Ooorational Events Assessment (Post 0704 11) 80/06/15 
Consolidated Edison Co of Now York, Inc. 1 10pp. 45970-156 45978 266. 

8807050297 Forwards insp Ropt 50-397/00-14 on B0O4O0O52O.No v-olallong noted 
ZIMMERMAN, R P. Region 5. Ofc of tho Oiroctor. 80/06/17. SORENSEN, G.C. Wash* 
ington Publio Power Supply System 2pp. 46073 204-46073:302 

-8807060317 Inep Ropt 50-397/00-14 on 880400-0520 No violations notod. Major 
areas Inspected control room operations ,ESF, gurvo.Hanco program.malnt 

program .radiological protoctron pracllcoa. physical aocurlly & special rents roviow 
BOSTGO.CJ., SORENSEN, R.C , JOHNSON. P H Roglon 5, Ofc of tho D.ruclor. 00/ 
06/15. 17pp. 46073:200*40073.302 

8806160340 NRC Info Notice 80 040. "Examlnora Handbook lor Dovolopmg Oporator 
Licensing Exams." NUREG/BR-0122 & svc llal enef. 

ROSSI, OE. Division of Operational Events Assessment (Post 070411) 80/08/22. 
Consolidated Edi9on Co. of New York, Inc. 237pp. 46240:325-40241:201. 

6006170033 NRC Info Notice 00*041 "Phys ; ca1 Protection Weaknesses Identified 
Trirough Regulatory Eflecttvoness Roviows " Svc list oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 00/06/22. 
Consolidated Edison Co. of Now York, fnc 122pp. 45970 034*45978:165 

6606170291 NRC Bulletin 08*000, “Thermal Stresses In piping Connected lo PCS.” Svc 
list end. 

ROSSI.C.E. Division ot Operational Events Assessment (Post 6704 88/06/22. 
Consolidatod Edison Co. of Now York. Inc. 110pp. 46019:037*46019:152. 

8807130391 Forwards insp Repl 60*307/60*20 on 00051 6*25 & notlco of violation. 
2IMMERMAN.R.P. Region 6. Ofc of the Director 08/06/23. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp 46169:228 40109:242 

-8807130392 Notice of violation from Insp on 060516*26. Violation notod: nonconfor- 
mance repta nol prepared for safety* re la ted fuel bundle slopped on by technician & 
for plant problem Involving broken tab9 on mofamino torque switches. 
ZfMMERMAN.R.P. Region 5, Ofo of tho Oirector. 80/06/23. 2pp. 46100230* 
46169:231. 

-8807130396 Insp Repl 60-307/88*20 on 880 5 17- 25. Violations noted. Major areas 
Inspected .verification of QA request re dlasol generator fuel oMo/iflcatlon of BWR re- 
circulation pump trip & motor- opera led vafve common mode failure. 

CALDWELL, C.W., JOHNSON, P.H. Roglon 5, Ofc of the Director. 08/06/23. 1 1pp 
46169 232*46169:242. 

8808210038 NRC fnfo Notice 88*044, "Mochanlcal Binding of Spring Release Device in 
Westinghouse Type DS-416 Circuit Breakers." Svc list oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 07041 t) 06/06/24. 
Consolidated Edison Co. of New York, Inc. I13pp 46019:153-46019:265. 


86062 40139 Suppl 1 lo NRC Buret n 8B-000. ‘Thermal Stresses in Piping Connected to 
RCS Svc list or.cf 

ROSSI. CE Division of Oporai'Onal Events Assossmonl (Posl 070411). 80/06/24 
Consolidated Edison Co of Now York. Inc H4pp 460 1 9.266 46020 010 

8807130439 Fcrward9 Mgi Meeting Ropt 5O-397/00P3 on B90607 Expresses concern 
aboul number & typo of personnel error events at pinni & errors in preparation of 
equipment clearances Plans ro po/sonnol safoty wh lo doing mavit aciiv.tos request- 

MARTIN.J.B. Regon 5, Ofc of the Director 88/00/24 MAZUR.OW. Washir.gion 
Public Power Supply Sy9tom 3pp 40167 243 46167.275. 

-8807130441 Mgt Moo' ng Ropt 50 397/86*23 on 680607.MBior areas 
discussed enhancement to programs n rosponso to SALP & safely sys insp conJjct- 
ed In 1987 & concerns re numbO' of perso r r.Ql errors & nnar m.sscs during boglnn.ng 
ol 1908 

CALDWELL.C.W., JOHNSON.PH Region 5. Otc ol tho Director 00/06/23. 30pp 
46167 240-46167 275 

8607 120631 Forwards draft SALP for Juno 1907 * May 1008 for rev.ow & comments by 
000705 

SAMWORTH.R B project Directorate V. 00/08/28 CRUTCHFlRD.n. Oivisoncf Re- 
actor Pro,OCl9 ♦ III.IV.V & Special Projects (Posl 07041 1) I7pp 46121 001 46121.097. 

8B0719O157 Forwards Insp Repl 50 397/00*22 on 800606 09 A nonce of 
v.olation Reqjosts thai uli! roviow critique of 0005 19 ap>l of RWCU resn & advise 
NRC of correclivo actions corroctivo act*ons 

SCARANO.R A. Region 5. Otc Of tho Diroctor. 00/06/29. SORENSEN, GC Washing 
ion Publ*c Power Supply Syslom. 3pp *16209 241-46209.250 

“BB07190161 Noilco of violation from insp on 88060G 09-Vlola 1 on noted on 00051 2,in- 
dividual colored radwo9to b'dg w/o boing accompanied or provided w/rad'aion moni- 
toring dovice & on G00608.door to radwaslo bldg nol locked 

SCARANO.R A. Region 5, Ole Of tho D.reclor. 00/OG/29 2pp 46209 244 40?O9 245 

-0807190165 insp Repl 50-3D7/G9 22 on 000606-01} Viol a I ion noiod Maio* areas in* 
spectod 0BO512 radioactive resins spid In radwaslo bldg whch resulted In declaration 
of unusual ovenl & fnc/ily tour. 

CICOTTE.G.R., YUHAS.G.P Regon 5, Ofc ol ihd Director 00/06/29 13pp. 

46209.246*46209:208. 

9006300347 NRC in'o Notlco B0-O45, “Problems h Proloct-vo Re'ay & Circi.f Breakor 
Coordlnat'on ” Svc fist oncl. 

ROSSLCE. Divison -ol Oporaionol Events Assossmonl (Posl A70411) 83/07/07 
Consolidated Edison Co. of Now York. Jnc. I04pp 46242:109 46242.21 2 

88070 00006 NRC Info Notlco 00-040. “Llconsoo Ropl ot DofOCtivO Rolurb shod Crcull 
Broakors ■’ Svc tisl unci 

ROSSI.C.E. Division ol Operational Evonts Assessmnni (Post 070411) 00/07/09 
Consolidated Edison Co. of Now York, Inc 107pp 46231:201-46232:027. 

0807 100324 Responds to IE UulloUo 08 004 re potonta* safutY-rufcluiJ pump 
loss Fac-llty ha9 no safely related pumps w/dotrlmontol p_.mp lo-pump Interact on Min 
Mow lino odoquBto aa addressed In oncl ropt 

SOFtENSEN.G C Weshngion Puh'ic Power Supply Syslom 08/07/00 Documont 
Control Rf a nch (Oocumonl Conuo! Dusk), iipp 40263199 46203 209. 

8807120291 NRC fnfo Notice 06*040, "Licensee Ropt of Defective Refurbished Valves ’* 
Svc list oncl 

ROSSI. C E Div-slon ol Oporallonel Evonts Assessment (Posl 0/041 1) 00/07/ 1 2. 
Consolidated Ed son Co of New York, Inc 103pp. 4624 2 006-46242:100 

0007210280 Responds to IE BullGin 80-003, "Inadoquaio Latch Engagomert h HFA 
Typo Relays Mlg by GF. " HFA typo relays not uti'liod in Cass tE sefoty related appU* 
cations at plant. 

SORENSEN.G.C. Washngton pub'ic Power Supply System 00/07/13 Documont 
Conlrol Branch (Document Control Dosk). 2pp 46237 356*46237:357. 

8007000366 NRC Into Notice CB 047. “Slowor- Than -Expo clod Rod-Drop Times" Svc 
list oncl 

ROSSI.C.E Div.slon ol Oporailonol Events Assossmonl (P091 070411) 00/07/14. 
Consol dated Ed-son Co oiNew York, Inc 103pp. 46240.222*46240:324 

0807120550 NRC info Nolico 80*049. ' Marking. Handling, Conlrol, Slorago & Destruction 
ol Safeguards Info.” Svc Nsl end. 

ROSSI.C.E. Oivlalon of Operational Events Assessment (Post 8704U) 88/07/16. 
Consotldaied Edison Co. of Now York. Inc. 103pp. 46 24 1 2 63-40242 005. 

0807120563 NRC Info Noilca 00 050. "Effoct of Circnll Broakor Capacitance on Avail- 
ability of Emorgoncy Power." Svc l<9t end. 

ROSSLC E Division of Oporailonol Evonls Assessment (Posl 070411) 00/07/18. 
ConsoV.datod Ed son Co. ot Now York, ino. Il9pp. 46267*250 46256.016. 

6807160101 NRC info Notice OD*05i, ‘Ta-lures of MSfVa.” Svc 1st oncl. 

ROSSI.C.E Division of Operational Events Assessment (Post 070411). 89/07/21. 
Consolidated Edison Co. of Now York. Inc. 12 1pp. 46257:006*46257:206. 


R. Periodic operating reports & related correspondence 


6007130416 Monthly operating ropt for June 190B lor WNP-2 W/00O7OG It r. 
HUTCHISON.L.. POWERS.CM. Washington Public Power Supply Syslom. 08/00/30. 
4pp 40166:217*40166:220. 


S. Reportable occurrences, LER* & related correspondence 

8807010046 LER 80*01 0-00 on 080522, notod lhat green status i n .dicatng Mg hi for div 
two omergency dieBol generator start circuit nol enorgi20dCoriirol power transfer 
switch was nol in required post ion. Switch replaced. W/B0O621 Itr. 

DAVISON, W.S., POWERS.CM. Washington Public Powor Suppiy Syslom 08/00/21. 
4pp. 46017:209 40017:212. 



000705003$ LER 86 020 00 cn 880527, Toch Spec 6urv© lance for reactor pressure 
vessel levo! switch ct-annel (unction tesi not performed w.'.Hn, rsqjred 
frequency Caused by personnel oyror.Survei larce successfully conr p'e tod W/8 80624 
Itr. 

DAVISON ,W S.. POWERS.CM WfiShhQton Public Power SuppVy System &Q/06/24. 
4pp 46025: 2 1 7 -46025:220 

8007070064 LER 80-010-00 on 8805 2 7. control room emergency f Itxaion sys actuatod 
on 830520 Caused by fai'uro to reset ba'once- of plani relay cab.nel duo to mad* 
equate procodureTrip eo^d.bon reset W/880G27 Itr. 

ARBUCKlf.j D . POWERS. CM Washington Pub'ic Power SuppV System. 60/06/27. 
5pp 46139 009 461 30 013 

6607060451 LER 68 014 00 on 8005 1 2.RVYCU sys resin tank sp : l‘ occurred Caused by 
open RWCU sample l.no isolalon valves RWCu-V-442 8 443. RWCU-V-4 42 & 443 
tagged shut 8 de-o.nerg^ed 4 redwaste contro' room opora‘or mvo'ved counseled W/ 
0BO628 i‘*r 

AflBUCKLE.JO, POWERS.CM. Washington Pubic Power Supply System 88/06/20 
0pp. 401 15 1 15 461 15 123 

8807110182 LER 88 Q2l Q0.on 860530,0'itbcard nuclear sleam supply shutoff sys 
Group 6 au'omalcaJly . sol at od Caused by inadvertent remove' of trip logo c>rcui1 fuse 
by ficersed operatorOporator counseled W/BQ062 9 Itr 

WYRtCK.T R . POWERS.CM Vrfesh nglon Public Power Supply System 88/06/ 2d 
5pp 46140 260-46140 264. 

8807210003 LEA 68 022-00 on 8BO016.v-o'a!.on ol tire zone in radwaste bldg cab? a 
spreading rocm Caused by mssng iheunolag insulation duo to personnel 
error Online of 20 fl non combust ; ble zono wr be tapod on Loor.W/000/15 Hr 
WASHING TO N.S L.. POWERS.C M. Washington Publx Power Supply System 9B/Q7/ 
IS 5pp 46237.155-46237 159. 


DOCKET 60-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


6607150127 Forwards exemption from cGMan reqj rerronis ot 
10CFR2Q 10 3(cK21, permitting ISce-.seo to administer physical Oxflmg tor u$o*s of rest) 
raiory oqupment every 0 to 15 months provdecl o»ams do not oxcoud 39 morlhs 
8 UCkLEV.BC Project Direcloraio H I 88/07/08 UTlLY.E L Caro'inp Power & Ugh* 
Co. 2pp 46183030-46103.043 

-8607140248 Exemption from time interval of 10CFR20 103(c)(2) n'.'Otfrmg admmstra- 
llon of physical Oxams for users of raspi'atory equ pmenl every 9 to 15 mor»ih9 provid- 
ing ovam periods do noi exceed 39 months 

VARGA.S A. Ovis-on of Reactor Projects • l/H (Post B704iii 80/07/06 Cere - a 
Power & Light Co. 4pp 46183 040-46103.043. 

88071 304 S4 Generic Ltr 80-i 1 to ail licensees of operating reactors & fielders cf CPs ro 
NRC position on radiation emb/itt'emonr of reactor vessel mails & impact on p'ont 
opa'afions Svc Jisl & Rev 2 to Reg Guido 1 99 end 

MIRAGllA.FJ Associate Director for Pro‘ocis (Post 0704 1 1) 80/07/ 1?. Conscfidalod 
Ed son Co Of New York, rnc. 5lpp 46257 207-46257 257 

6807210224 Notification of 980715 meelirg w/utl n Rockvllo.MD to dscuss steanr 
generator lube rupture analysis. 

BUCKLEY, B C Project Directorate IM. 80/07/13 MURLEY.T . SN/E2EK J 
MIRAGLIA.P. NflC ♦ No Dotaled Affl.otlon Given. 3pp 46237-1 75 46237 1 77. 

8807190149 Forwards safety OvaluaHon supporting ulH 080111.0412 A 0510 dOSC-'lp 
Hons of ATWS mitigating 9ys actuation circuitry preposort for mbtuiiai-on 
8UCKLEY.B C Project DiroclO'ate IM. 88/07/14 UTtLY.E E. Carol na Power A Light 
Co ip 46217 046 46217 055. 

-8807190162 Satoty evaluation supportirg utl proposed ATWS ml gating sys actuation 
crcuitry per 10CFF150 62 

• OUce ol Nuclear Reactor Recvi’ation, OnOctor (Post 6704 H) (W07/14 9pb 
46217:047-46217 055. 


F. Security, medical, emergency & fire protection plana 

8806288254 Rov 13 to Emergency Plan PL P-201, ‘ Emergency Plan " W/680623 Itr 
HARNESS, JL.. WAT SON. R A. Carolina Power 4 Ught Co 00/06/02 23pp 
45985:205-45085 307 

8807010137 Rev 3 to Emergency Plan Implementing Procedure PEP-401. ■Record 
Koephg & Documentation " w/000627 (:r 

MARNE SS.J L . WATSON.R.A. Carolina Power & Light Co 66/06/27 9pp. 46006 363 
46006 391 

8807250087 Revised (Ham emergency ptocedur©&:<\cludng Rev \ to PEP-372, ‘Remote 
Monitor ng/ Decontamination Area ■ Cape Fear Plant” & Rov 1 to PEP-373. ■‘Remote 
Monitoring/ Decontamination Area ♦ Harris Energy & W/B80712 Hr. 

HARNESSJ.L, WATSON.R.A. Carolina Power & tight Co. 88/07/12 22pp. 
46269 296 46269 3 1 7. 


Q. Inspection reports, IE Bulletins £ correspondence 

8 806130168 NRC Info Noilca 08*030. "LaSallo Unit 2 Losn of Rocircu'ailon Pumps W/ 
Power Oscillation Evont ” Svc list ond. 

ROSSI.C.E. Division of OparaHonal Evoni9 Assessment (post 070411). 88/06/16. 
Conso' -da tod Ed son Co of New Yo'k, Inc ItOpp 45978 156 459/0 266 

8806290107 Forwards Insp Ropi 50-400/88-10 on 800502 06 No violalicms Or devi- 
ations noted Unrgsolvod Horn identified in ropt w.ll bo pursued during future in9ps 
HERDT.AR Region 2. Ofc ot ihe D rector 8Q/06/t7 UTLEY.E C Caro’ma Power 8 
Light Co 2pp 45984 240-45994.256- 

-8606290112 Insp Ropt 50-400/66 10 on 080502-08 No vrolafons tv doviaibns 
noted Major aroas inspected complex survol’ianco tost ng IE Dji otln fol’owup S ficors 
oo aevon on provious m&p Hems 

TlNGEN.S, JAPE.F. Region 2. Ofc of fhe Diruclor On/CG/lf* Cpp 45984:251* 
45984:256. 


H. G«noral correspondence 

860 7180292 Comment opposing proposed ru'e 10CFR50 r© hconsing ot nuclear power 
p'anfs where stale fi/or l-ocal govls daci na lo cooperate in offsho emergency plan 
ning 

EPTlNG.R- Affliatipn Not Assigned 97/02/20. ZECH.LW Comm. sslc nor 9. 3pp 
40191:143-46161:145. 

9807190037 Comment oppos no proposed ru’e tOCFRSO ro Hcons rg of nuclear powe/ 
plants what© state &/or local govts decl.ro to cooperate irs oil site emargcnc/ plan- 
n no 

CHrLDSA Aff.llai.or> Not Assigned A7/02/27. CHILK NRC ■ No Deta.led Affhat.on 
Given ip. 46177 352-46177 352 

8807120558 Requests lhat JL Wrllis be de'oted hern NRC d-slnbul'on fists for corro- 
spondonco re fflci'ity & bo replaced by CS Hinnani at Hated eddross effective G8071 1. 
LOFLIN.LX Carol na Power & Light Co. 88/07/C8 Document Conuol Branch (Docu* 
meni Control Pe9k) ip. 46153 359 48153 358 


P. Operating llcen&e ataga documenla & coivaapon dance 

8608290399 Forwards summary of 880607 mat mooing ze activities authorized for 
Brunswick, Rob In son & Harris lacil.tios issues d-acussod re mgt overview of company 
nudoar program 

GRACE, JN Region 2, Ofc ol tho Oicector. 88/06/16. UTLEY.E E. Carolina Power & 
Light Co 5pp. 45074 340-45974 350 

e80T110472 Forwards environ assessment & finding ol no slgnlHcanl Impact re physi- 
cals for users of respiratory equipmenl.per 86D 130 request for exemption from 
10CFR 20. 103(c)(2) requirements. 

BUCKLEY ,B.C. Pro.ect Directorate ll-1. 80/06/23. UTLEY.E. E Carolina Power & Llnht 
Co. Ip 46100:178*46100.182. 

-0807 1 10479 Notico of onvLon assessment 4 finding of no significant Impact re physi- 
cal exams of users of respiratory oqu'p.monl, por 10CFR20 103(c)(2) 

AOENSAM.E ,G. Piojocl Oiroctcret© li t. 66/06/23 4pp. 46100.179-46100.182 

0007120112 Forwards peaking factor fjm.t repl for Cycle 2 for RAOC & base load oper- 
aljon. 

WATSON.R.A, Caro 'Ip a Power A Light Co. 88/06/29. Document Control Branch (Ooc* 
umani ConUol Desk). 0pp. 46135 255*46135:262. 

8807120573 Forwards environ assessment & finding of no s.gnificam impact re 0804? i 
request for exompiion from l0CFR507l(eK3)(i). 

BL/CKLEY.B-C. Project Diredoraie II* 1. 89/07/08. UTLEY.E E. Carolina Power & Light 
Co. 2pp. 46 1 54.050- 4 6 1 64:055. u 


8806160340 NRC Info Notice 80-040, "Examinors Handbook for Dovo‘op:ng Jpe wor 
UcensHX) Exams.” NUREG/BR -0122 & vve \*>\ encl 

ROSSl.CE. Div.son of Operational Events Assossn-.ont (Post 870411) 80/06/2? 
Consolidated Edison Co of Now York, Inc 237pp 46240 325 4824 1 201 

8608170033 NRC info Noilco 60 041. "Physical Protoclion Weaknesses IdortiLed 
Through Rogulaiory EffocWoness Reviews M Svc Hsf nncl 

nOSSI.C.E. Division of Opo/aClonai Evonto Assos9mon1 (Posl 0/04 n) 88/06/22 
Consolidated Ed son Co o/ Now York, fnc. 122pp. 45070 034 45978 155. 

6806170291 NRC Bu'llel n 68-000. "Thermal Stresses In Piping Connnciod to PCS *’ Svc 
list ond. 

ROSSf,C.E. O.visioa of Ope/allonal Evenia Asaessmnni |P09l 070411) 60/06/22. 
Consotidaied Edison Co of New York. Inc 1 16pp 46010.037-46019 152 

8807010056 Advises that util completed actions required by NRC BuHotln 80 003, "Inad- 
equate Lafch Engagement in HFA Type Latching fleiaya Mfg by GF.” No HFA relays 
used in HQ Robinson & Shearon Harris plants 

EURY.L W. Carolina Powor & Light Co 80/08/22 Document Conirof Branch (Docu- 
meni Control Desk). 4pp 46020:233-46020:236. 

8607130097 Forwards Insp Rept 50-400/88 14 on 880523-27.No v!o'atlon9 or dov.- 
aliens notad. 

COLUNS.D M Region 2. Ofc of the Dlrocior. 88/06/22 UTLEY E E Ca'oiina Powor 8 
UQht CO. 2pp. 46165.020-46165:039. 

-8807130120 Insp Repl 50-400/88*14 on 800523-27 No violations Or devlRt.019 
noted Mfl[or areas Inspected :facil-ty radiation protection program .in eluding organisation 
& mot control, training & qualificalions & external exposure control 
BASSETT.C.H., HOSEY.C M. Region 2. Ofc of tho D.redor 08/06/14. 10pp. 
46165:030-46165039. 

8807130317 Forwards insp Repl 50*400/88 11 on 880420 0520 & notice of violation. 
GRACE, J.N. Region 2, Ofc of the Director. 80/C0/22 UTLEY E E Caro'mo Power 6 
Light Co. 2pp. 40170:317*46170 330. 

-8607130321 Nonce of vio'atlon from insp on 080420-0520. Violation roiod licensee un- 
knowlnpfy placed unit under requirement of Tech Spec 3 0.3 hy allowing I03img of A 
It aln solid stale protection sys to proceed. 

GRACE, J.N. Reg on 2. Ofc of tho Director. 00/06/22. 2pp 46170 319-46170 320. 

-8807130322 Insp Rept 50-400/60*11 on 880420-0520 Violations notod.Ma.or areas 
mspec ted operational safety verification, monthly ma’nt observation A emergency ro* 
s-ponae facLues appra'sat. 

MAXWELL, G.F., FREDRICKSON, P. Region 2. Ofc of the Oiroclor 08/06/16 10pp. 
46170:321-46170330 


-0807120621 Environ assessmem & finding of no significant Impact re ui-l 880421 re- 
quesl for exemption from 10CFR50.7t(ej requirement concornlng refiling complete 
FSAR as updated FS A R. Com mission has decided noi to prepare ELS. 

ADENSAM.E.G. Project Oireclorale 11*1. 68/07/08 4pp. 40154.052*46154 055. 


8807120506 Forwards Insp Rept 50-400/88-15 on 000520 0611 No violations or dev( 
alions noted. 

VERRELLI.D.M. Region 2. Ofo of the D.rector. 80/06/23 UTLEY.E £ Carol.na Power 
& Light CO. 2pp. 46145:147-46145:153. 



MAXWfcLL.W »* , fHtUHILKS)UM,l'. MOQIO.T *, U1C Of ino UlfOClOf O0/OB/i?J 5pp. 
40145:149 46145:153. 

8800210038 NRC Info Nollco 80-044, "Mechanical Binding of Spring Roleaso Oevico in 
Westinghouso Typo DS-4 16 Cifcul Breakers " Svc 'i9l ercl 

ROSSI.C.E, Div.slon of Oporatonal Events Assessment {Post 070411) 0B/O6/24. 
Consolidated Ed son Co of Now York, Ire. H3pp 46019.1 53 46019 265. 

8B06240139 Suppf 1 lo NRC Qullotin 88*000. "Thermal Stresses !n Piping Connected to 
RCS." Svc list end. 

ROSSi.C.E. D.vi9ion of Operational Evonts Assessment (Post 8704 11) 8B/06/24. 
Consolidated Edison Co of Now York. Inc 1 I4pp 46019.266 46020 01 Q 

8807050516 Forward9 Exam Rept 50*400/01-88 01 administered on 880425* 28 
JULIAN.C A Region 2, Ofc of Iho Director 08/06/27. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 40075 007*46075 315 

-8807050521 Exam Ropl 50-400/QL 00-01 on 800425-20 Exam results 1 l roaclor opor- 
ato.' candidates passed written A operating to9is & one senior roactor oporalcr candi- 
date passed written re ox a ml nation lost 

DFAN.W.M, BROCKMAN, KE Reg.on 2. Ofc of tho Director 88/06/10 258pp. 
46075:009 46076-266 

•*6607050829 Submits comments re NRC written sonor roaclor oparator & reactor op- 
erator exams received on 080425 

WATSON.R. A. Carolina Power & Lighi Co 68/05/02 DEAN.W. Reg on 2, Ofc of the 
Director. 49pp. 46075 287*40075 315 

8807120436 Forwards Insp Ropl 50 400/08-10 on 800606 09 No violations or devi- 
ations noted. 

COLUNS.D.M. Reg on 2. Ofc of tho Director. 80/06/30 UTLEY, E.E. Carol na Power 
A Light Co. 2pp. 46150.341*46150 349. 

-8007120438 Insp Ropl 50-400/00-16 on 880006 09 No violations or deviations 
r.otod. Major areas inspected rad o’oncal conllrmatory moaburomonl9 
HUGHEY, CA. WARSTON.R.R , BERMUDEZ, H Region 2. Ofc of the Direclor 60/06/ 
30. 7pp 46160 343*40150:340. 

0807190009 Ack receipt of 000010 Hr informing NRC of steps lakon to correct violations 
noted In Insp Ropl 50-400/00 30. 

GIBSON, A. F. Roglon 2. Ole of tho D-rocto.'. 00/07/05 UTLEY, E E Carolina Power & 
Light Co. Ip. 46206:169-46200:160 

8806300347 NRC Info Notice 00-045, "Problems in Protoctlvo Relay A Circuit Brookor 
Coordination." Svc list end. 

ROSSI.C.E. Division of Operational Evonte Assessment (Posl 070411) 88/07/07 
Consolidated Edison Co of Now York, Inc. 104pp *10242 109 46242:212 

8807080008 NRC Info Notlco 08-046. "Llctmcoo Ropt of Doteclivo Rofurbishod Circuit 
Breakers " Svc list oriel 

ROSSI.C.E Division of Operational F.vonts Assessment {Post 070411) 00/07/06 
Consolidated Ed son Co of Now York, Inc. 107pp. 46231 201-46232 027. 

8807140240 Responds to NRC BuTol.n 00 004. "Potential Safety-Related Pump Loss" 
Doric acid lrfln9lor pump operating procedures will bo reviewed A nddl odmirlslratlvc 
restrictions implemented 

MCDUFFIE, M A. Carolina Power A Light Co 00/07/00 Document Control Qranch 
(Oocumonl Control Dosk). 2pp 40177:237*40177:230 

8807120291 NRC Info Notico 80 040, "Llconseo Ropl ol Dotoctive Refurblshod Volvos" 
Svc hsl oncl. 

ROSSl.C.E. Division of Oporallonal Evonls Assessment (Post 870411) 88/07/1? 
Consolidated Edison Co of Now York. Inc 103pp 46242 006 46242 too 

8807060366 NRC Info Notice 08-047, "Stowcr-Than Exported Rod-Drop Times." Svc 
l. si end. 

ROSSI.C.E Division of Operational Evonta Assessment {Post B70411) 00/07/14. 
Consol dated Edison Co of Now York. Inc. 103pp 40240:222-48240 324 

8B07 120550 NRC into Notico 00-049. “Morklng.Handling.Comrol.Storage A Destruction 
of Safeguards Info " Svc list oncl. 

ROSSI.C.E. Division of Operational Events Assossmonl (Posl 0 70411) 00/07/10. 
Consolidated Edison Co. of New York, Inc. I03pp 46241:263*46242 005. 

8807120553 NRC Info Nollco 80*060, “Effect of Circuit Broakor Capacitance on Avail- 
ability of Emorgoncy Powor " Svc Hat oncl. 

ROSSI.C.E. Division of Operational Events Aase99mont (Post 87041 1) 00/07/10 
Consolidated Edison Co. of Now York, fnc. 1 19pp 46267:260 46258.016. 

8807160101 NRG into Notice 08*051, "FaTuros oi MS1V&." Svc list oncl. 

ROSSi.C.E. Dtvlsion of Operational Events Assessmenl (Post 870411) 88/07/21. 
Consolidated Edison Co of New York, Inc I2lpp 46267 086 46257:206. 


R. Periodic operating reports A related correspondence 

6807180372 Monthly oporat.ng rapt for June 1906 for Harris Nuclear Project. Unit 1.W/ 
000713 Itr. 

HALE.M.W., WATSON.R. A. Carolina Powor A Ught Co 80/00/30. 5pp. 46203: 194* 
46203:198. 


8. Reportable occurrences, LERs & related correspondence 

8907130082 LER 88 013*00 on 00 0603, emergency bus 1A-SA deenergized resulting m 
aulomallc start of emergency d:esol generator 1A-SA. Cause undetermined Failure of 
batlery room venMalion damper traced lo sticking limit ewitch.W/000705 Itr 
JOHNSON.J.R.. WATSON.R A. Carolina Power A Light Co. 88/07/05. 6pp 
46165.013-40165.017. 


V. Operator Examinations 

9807050518 Forwards Exam Ropl 50 4OO/OL-R0 01 administered on 000426- 28. 
JULIAN.C.A. Region 2, Ofc of the Director. 08/06/27. UTIEY.EE. Carolina Power & 
Light Co. 2pp. 40075.007-46075:316. 


DEAN.W M , BROCKMAN.K E Reg on 2. UfC Of Iho DirOCICf btirUU/ld. 25UPP- 
46075 009 46075 266. 

-8807050529 Submits comrr.ont9 re NRC written sonlor reactor operator A reactor op- 
erator exams rocolved on 080425. 

WATSON.R A. Carol na Powor & Light Co 60/05/02 DEAN.W Region 2. Ole ol the 
D.rector. 49pp 46075 267-46075 315. 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8B07 120262 EN 88-059 informs Comm sslon of order modifying Lcenaos A rotlcos of 
violation A deviation being Issued lo unlv Action based on Icenso© far ere to take 
rompl corrective act ons ro numbor of audit findings 

UEHAM.J, LIE8ERMAN J. Ole of Enforcement {Posl 870413). BB/07/CB Ip 
46150:279-46156 270 


DOCKET 60-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency A fire protection plena 

860-71401 10 Forwards safety oval j at ion supporting Rov 10 to emorgency plan 

FtUBENSTElN.L S Standardization & Non Power Reactor Project Directorate. 80/07/ 
08 TAYLOR, J W. Oakland Power Cooperative Spp 46176 331-46176 343. 

-8807140111 Safety evaluation supporting Rev 10 to emergency plan 

• Office of Nucfoar Reactor (Regulation. D.rector (Post 870411). 88/07/08. 8pp. 
46176 336-46176 343 


P. Operating license stage documents A correspondence 

8807130446 Forwards roquast for oddl info ra proposod dccommlas on ng plan A amond 
to Tech Spocs por 871221 A 660222 applications. Response requested by B0O815 
ERICKSON.P 0 Standardization & Non-Powor Reactor Project Directorate. 68/07/07. 
TAYLOR, J W. Doiryfond Powor Cooperative 1 1pp. 46169 163-46169 1 73. 

6807130454 Generic Llf 80*1 1 to all llcon9oes of operating roactors A holdors cf CPs ro 
NRC position on radation ombrlltfomont of reactor vessel malls A Impart on plant 
oporol.on9 Svc list A Rev 2 to Roy Guide 1.99 oncl 

MIRAGLfA.F J. Associate Director lor Projects (Posl 07041 1). 68/07/12 Conso'idatod 
Edison Co of Mew York. Inc 51pp. 46257:207-46257:257. 


Q. Inspection reports, IE BuJIellns A correspondence 

8B06130168 NRC Info Nollco 80 030, "L0S0IIO Un.l 2 Loss of flocirculaton Pumps W/ 
Powor Oscillation EverH." Svc l si oncl 

ROSSi.C.E. Division of Oporat-onal Evonts Assossmont (Post B70411) 60/06/15 
Consolidated Edison Co of Now York. Inc. 1 10pp 45976:150-45970.208 

8806160340 NRC Info Nollco 80-040, “Examiners Handbook for Dovofopng Operator 
Lf censing Exams " NUREG/BR-0122 A svc list oncl. 

ROSSI, CE Division of Operational Evonts Assessment (Post 070411). 68/06/22. 
Consolidated Edison Co of Now York, Inc. 237pp. 40240:325-40241:201. 

8006170033 NRC info Nofco 66-041, "Physical ProlecHon Weaknesses identified 
Through Regulatory Elfeciivenes9 Reviews “ Svc llsl oncl 

ROSSt.C.E Division of Oporallonaf Events Assessment (P09t 670411). 68/06/22. 
Consolidated Edison Co, 01 New York, Inc I22pp 45976:034*45978 155. 

8806170291 NRC Bulletin 88-000, “Thermal Slresses in Piping Connected lo RCS “ Svc 
uat end. 

ROSSI.C.E. Division el Oporai onal Events Assessment {Post 870411). 0B/O6/22. 
Consolidated Ed son Co. of Now York, Inc. 1 16pp 46019:037*40019:152. 

8807060330 Responds lo NRC Bullet. n 06*005 A Suppl 1 lo bulletin ro nonconforming 
matfs supplied by Piping Suppliers, I nc.Reviow of procurement documents Indicatod 
that no procurement made w/P.p.ng Supp’iers.lnc 

TAYLOR. J W. Oakland Powor Cooperative. 88/06/22. Document Control Branch 
{Documont Control Desk). 2pp. 48102.182-40102 l&O 

8807060346 Responds to NRC 880603 Itr re violations noted .n Insp Repl 60 400/80* 
00 Semiannual whole body counis roqulred by procedure bul not by regulation. 
TAYLOR, J W. Dalryland Power Cooperative. 68/0B/22. OAVlS.A.B. Region 3, Ofc of 
the Director. 3pp. 46103:276-46103:278. 

8806210036 NRC Info Nohce 88 044, "Mochanlcal Binding ol Spring Roleaso Oevico fn 
VVeshnghouse Typo DS-4 16 Circuit Brookers." Svo Il9l oncl. 

ROSSi,C E. Division ol Oporal'onal Evonls Assessment (Posl 870411). 68/06/24. 
Consolidated Ed- son Co. of New York, Inc. 1 13pp. 46019:153-40019:205 

0806240139 Suppl 1 lo NRC Bulletin 06-000, " Thermal Si rosso s in Piping Connected lo 
PCS.” Svc llsi ancl. 

ROSSI.C.E. Division ol Opnrai onel Events Assessment (Post 870411). 00/06/24. 
Consolidated Edison Co. of New York. Inc. 1 14pp. 46010:266-46020.018. 

8807060105 Advisos that NRC Bulletin 66-007 re powor oscillations in BWRs no longer 
applies lo fa cilitv.Faci'ity permanently shut down on 070430. Sponl fuel transferred to 
storage well A License OPR 45 amended to possess -but not -opera to status 
TAYLOR.J.W. Dairyland Power Cooperative. 86/06/24. Documont Control Branch 
(Oocumonl Control Desk). Spp. 46087:350*46087:351. 

8806300347 NRC Info Notice 60-045, "Problems In Protective Relay & Circuit Breaker 
Coordination ” Svc list end 

ROSSI.C.E. Division ol Oporalional Events Assessment (Post 870411) 80/07/07. 
Consolidated Edison Co. of New York. Inc. 104pp. 46242:109 -16242:212 


ROSSf.CE Div.sion of Operational Evonl9 Assessmoni (Post 870411). 08/07/08 
Cons© 1 . da<ed Ediso* Co. of Mow Yoik, Inc )07pp 4623V.2&1 -46232 027 

0007120291 NRC In'o Notice 88-040. "Licensee flepl of Defective Refu'bished Valves " 
Svc l si oncl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 80/07/12. 
Consolidated Ed*on Co of New York. Inc I03pp 46242-006*46242.109 

0807060368 NRC Info Notice 88 047, "Slower -Than Expected Rod 0;op Times ” Svc 
I'si end. 

ROSSI.CE D.vision ol Operational Events Assossmoni (Post 87041 1) 88/07/14. 
Conso'idatad Edson Co of Now York. fnc 103pp 46240:222 46240.324. 

8807250106 Responds to NRC QulleSn 87*002. Suppls 1 A 2. ’ Fastener Testing to Do- 
lorrr.in© Conformance W/Apphcnbla Mali Specs " Fastener purchases wil be mem* 
to rad ihrough procurement control & receipt Insp processes 

TAYLOR. 3 W. Oarylsnd power Cooperative. BQ/OT/lS. Document Control Brandi 
(Doctmorl Control Oosk). 2pp. 46260 249 46260 250. 

8807120560 NRC info Notice 88 049, ‘ Mtirk.ng.Handi ng.Controi, Storage & Destruction 
of SateguBKis 1n*o“ Svc list end 

ROSSi.C E. D.vision of Operational Events Assessment (Post 8704 ft). 80/07/18 
Consoidaled Edison Co ol Now York, Inc. 103pp. 46241 263 46242005 

6807120503 NRC info Notice 88-050, ‘Effect of Circuit Breaker Capaciiance on Aval 
abiity of Emergency Power." Svc Hsl end. 

ROSSI.CE. Division of Operational Events Assessment (Post G70411). 80/07/18. 
Consolidated Ed-scn Co. of New York, tnc 1 19pp. 46257 258 46258 010 

6007180101 NRC tnfo Nct.co £38-051. -failures of MSlVs " Svc list oncl. 

ROSSI.CE. Division of Operations? Events Assessment (Post 870411) 00/07/21. 
Corvsot dated Ed son Co. ol New York, Inc. I2lpp 46257.086-48257 206 


V. Operator Examinations 


0807120200 Forwards draft Rov 5 to ES 601. “Administration of NRC ^qualification 
Prog'am Evocations." W/o enef. 

WRIGHT ,G C Region 3. Qtc of the (Director 00/06/ 2 3 POISE MUA D&uylftnd Power 
Coop era I n.-e. Ip 46 149.355*46 149.355. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plana 


8007060158 Responds to NRC 8e0525 Ftr re violations noted In Insp flepl 9 50-220/88 
08 A 50- 4 10/80 07. Corrective actions operability of detecl on In affected areas 
voMied.no watch patro? posted & plus 25% tolerance of Typo b teals removed 
PERKlhSJ J. N agara Mohawk Power Corp 88/06/30. Documem Control Branch 
(Document Control Desk). 5pp. 46139:188-46139:192 

8BO715O270 Revised emergency plan implementing procedures.mclud ng Rev & to EPP- 
3. "Search a Roscue." Rev 12 to EPP-4, “Personnel Illness or Injury" & Rev '0 to 
EPP-6. “Onsite 6 Offelie Radiological Dose Assessment Procedure.’ 1 V//880630 Ur. 
GORDON, C.E., BERATTA.J.P., TfcHRY.C.O. Niagara Mohawk Power Corp 08/06/30 
l&Opp 46187 030-46188 020. 


6007180057 Forwards amended SALP Repts 60-220/66 90 A 50 410/07-03 for Nov 
1986 - Feb 1900 A Fob 1087 - Feb 10&B. respectively 

RUSSELL, W.T Refl'on 1. Ofc of the Director. 88/07/01. EN0RIES.J M. Niagara 
Mohawk Power Corp 3pp. 46200 041-46200:174 

-8807100087 Amended SALP Ropta 50-220/Q6-B9 & 50-410/67-99 for Nov 1966 * Feb 
i960 A Feb 1967 - Feb 1&9B p respeciJvety Licensee has shown limned success w/ 
m natives to Improve previously Idonbfied weaknesses 
* Region 1. Ofc of the Director 80/07/01. 100pp. 46200:044-46200:1 74 

6807150170 Forwards Amends 100 A 6 to Licenses DPR-63 & NPF-69. respectively A 
safety evaluation Amends chango Tech Specs to require compl-anco w/emended 

P hysical security plan, per 1GCFR73 55 search requirements. 

1AUQHEY.M F pro|ocl Directorate M. 06/07/05. MANGAN.C.V. Niagara Mohawk 
Power Corp. 4pp. 46 1 6 S:34 1 46 1 8 5:35 1 . 


-8807160180 Amends 100 & 6 to Licenses DPR-63 A NPF-69.respectivoly, changing 
Tech Specs to require compliance w/amended physical secunty pfan per 10CFR73 55 
re search requirements. 

C APR A, R. A. Project Directorate M. 80/07/05. 4pp. 461B5.345-46165 348 


—6807150162 Safety ©valuation supporting Amanda 100 & 6 to Licenses DPR-63 & 
NPF-69.respoctively 

* NRC • No Deta.:ed Affil al- on Given. 08/07/05. 4pp. 461 85 346-46 185-361. 


8007200192 Forwards Safety Insp Ropls 50-220/08*22 & 50-410/88-23 on 980620- 
24. Stated significant de1-conc.es re Unit 1 should bo addressed prior to 
restart Response re stated deficiencies requested within 30 days of receipt of Itr 
JOHNSTON, WV Region 1, Ofc ol ihe Director. 68/07/08. MANGAN.C V. Niagara 
Mohawk Power Corp. 3pp 46221 245-4 6221:27 7. 9 


“8807200105 fnsp Repts 50-220/86-22 A 50-410/69-23 oh 680620-24 No violations 
no t bd. Mai or areas Inspected: emergency operating procedures (EOPfi).lnclud.ng com- 

P arlson of EOPa w/8WR Owners Group emergency procod'J'e guidelines 
LOREK.D J. Reg’on 1, Ofc of the Director. 86/07/07 30pp. 46221:248-46221:277. 

fl8 ? 7 il 9 ? 3 » fr^t^ r -^? haa30s 10 securit V inning & qua’iftcation plan Changes with- 
TOM (NM 1 (K^F R2-7©0), 

BERATTAJ-R Niagara Mohawk Powor Corp. &9/07/15 Office of Nuclear Reactor 
Regulation. Director (Peat 070411). Ip. 46206 269-46206:259 

(>f>yS ' cal 50Curt1 Y plan.Supporting info also end Ends 

BERATTAJP Niagara Mohawk Power Corp. 68/07 / 15 Office of Nuclear Reactor 
Regulation. Director (Posl 070411) ip. 46206*202-46208 202. 


8007210006 Comment opposing proposed rule 10CFR50 re licensing of nuclear powe* 
plants where slate &/or focaT govts decline lo cooperate in offsite emergency plac 
n:na 

KEATING JH Affiliation Noi Assigned. 07/03/24 REAGAN, R Prosidoni of U S & 
Execu'ive Offices tp 46277:006-46277 006 

8807220150 Corr.menis on proposed ru'e 10CFR50 ro cooporalivo efforts between 
slate A NRC w/rcspeci lo commercial nuclear powor prams A other nue'ea' proclcs- 
\lon 01 uv'izailon facilities. 

WALSH. G F. New York, Slate of. 09/07/08. Docketing A Serv.c09 Branch. 2pp 
46220:320-46220:322 


P. Operating license stage documents & correspondence 

0807120401 Forwards ealeiy evaluation accept ng revised safety retlet va’vo A condon 
sailon oscillation loads per NURFG-0B02 A NUREG-08C9 A temp cutoff value used 
for elimmat.on of data baso for load computations 

HAUGHEY.M F Projoct Diroclorato 1-1. B0/O6/29. MANGAN.C V. N-agara Mohawk 
Power Corp- 3pp. 461 1 1.309-461 11:314. 

“0607 f 20404 Safety evaluation accephno rovlsod safety relief valves A condor 9 a:ion 
oscillation loads per NUREG-0802 A NUREG-0900 A lomp cutoff valuo usod for domi- 
nation ol daia base for load computations 

• Office ol Nucrear Reactor Regulaiion. 0 rector (P 091 B704 11 ). 88/06/29. 3pp 
46111:312*46111:314. 

6607160179 Forwards Amends 1 00 & 6 to Licenses DPR-63 A NPF-69. respectively & 
safety evo'uation.Amonds change Tech Spec9 to roquiro comphanco w/amended 
physical secunty plan. per I0CFR73.65 search requ romont 9 . 

HAUGHEV.MF Pfojoci D.rectorate M 80/07/05. MANGAN.C v. Niagara Mohawk 
Powor Corp. 4pp. 46185:341-46105:351. 

-8007150180 Amends 100 A 6 to Licenses DPR-63 & NPF-69.rospoClivo!y. clianglig 
Toch Spec9 to require compliance w/amondod physical socurity pfan per 10CFR73 55 
ro search roquiremanis. 

CAPRA.R A Projecl Directorate M. 88/07/05. 4pp 46185 345-46105 348 

“6807150182 Safety evaluation supporting Amends 100 & 6 lo Licensos DPR 63 A 
NPF-69.rospectivoiy 

* NRC No Detai’od Affiliation Given 88/07/05. 4pp 46185.349 46105 351. 

8307130454 Generic Ltr 88-1 1 lo all licensees of oporaling reactors A holders of CPs fe 
NRC poslilon on radlallon embrittlemenl of reactor vessel mails & impact OP plant 
operations Svc list A Rev 2 10 Reg Gu'do 1 99 one! 

MlRAGllA.F.J. Associate Oireclor lor Projects (Post 070411). 00/07/12 Consol'dated 
Edison Co ol New York, Inc 5lpp 46257 207-46257:257. 

6607250117 idenUlos errors in 880614 application loi amonil to Liconso NPF-G6,re‘vls 
Ing Toch Specs ro Nm.t ng cond.Lons for oporaiion. 

HAUGHEY.M F Project Directorate 1-1. 8B/07/18 MANGAN.C V Niagara Mohawk 
Powor Corp 3pp 40370 333 46276:335 


O. inspeclfon reports, IE Bulletins & correspondence 

8600130160 NRC info Notice 80 039, "LaSalle Und 2 Loss of Recirculation Pumps W/ 
Powor Oscillation Event " Svc list end. 

ROSSI.CE. Division of Operational Events Assossmoni (Post 070411). 00/06/16. 
Consol dated Edison Co. of New York, Inc IIOpp 45970:156-45970:266 

0807010619 Ack receipt of 090509 Itr Inform ng NRC of stops taken lo correct violations 
noled in Insp Renta 50 220/08-04 & 60-410/88-05. 

BELLAMY, R.R Region 1 . Ofc of tho Director. 00/00/21. MANGAN.C. V Niagara 
Mohawk Power Corp. 2pp. 40018:332-46018:336 

6006160348 NRC into Notice 60-640, ” Examiner s Handbook tor Oovot oping Operator 
Licensing Exams ” NUREG/BR 0122 & svc fist oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 00/00/22. 
Consofldaiod Edison Co of Now York. Inc. 2 37pp 46240.325-46241:201 

6606170033 NRC Info Notice 66-041, ’’Physical Prelection Weaknesses Idonl fied 
Through Roflulaiory Effectiveness Reviews." Svc list oncl. 

ROSSI.CE. Division 0 / Operational Events Assessment (Post 670411). 88/00/22 
Consolidated Edison Co. of New York, fnc. 122pp. 45978:034-45070:155 

6806170291 NRC BulJelln 88 000. "Thermal Stresses In Piping Connected to RCS.” Svc 
list end u 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 08/06/22. 
Consofldated Edison Co. of New York. Inc. 1l6pp. 46019.037-46019:152. 

0506280376 Responds lo NRC 680516 Hr re violations noted In Jnap Repl 50-410/88 
lO.On Job tralnlnq for electrical & mechanical mainl Individuals fu/fy impJemontod on 
861030.Trainmg for current enrollees cont nuing according to approved matrix. 

WILLIS ,J.L. Niagara Mohawk Power Corp. 88/06/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 45985:308-45985:312. 

8606210038 NRC Info Notice 88-044, “Mechanical Binding of Spring Release Device In 
Westfnghouse Type OS-416 Circuit Breakers.” Svc list end. 

ROSSl.C.E, Division of Operallonaf Evenl9 Assessment (Post 070411). 88/06/24. 
Consoildaiod Edison Co. of New York, Jnc. 1 13pp 46019: 163-40010:265 

6606240139 Suppt 1 to NRC Bulletin 08-008. "Thermal Stresses In Piping Conneciod lo 
RCS " Svc list end. 

ROSSl.C.E. Oivlaion of Operational Events Assessment (Post 070411). 00/06/24. 
Consolidated Edison Co. of New York, fnc. 1 14pp. 460 1 9 266 46020.0 1 0 

6607060660 Advises that licensee unable lo respond to violations noled in Insp Repts 
SO- 220/80-00 & 50-4 10/88-07 by due date.due to Lfn/1 1 outage activities & heavy 
work load In other areas Response will be submitted by 880701 
MANGAN.C.V. Niagara Mohawk Power Corp. 88/06/28. Document Control Branch 
(Document Control Desk), ip. 4611 4:296-401 14:296. 
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8B07060156 Responds 1o NRC 880525 llr ra violations noiori In Insp Ropls 50-220/88- 
C8 & 50 4 10/68 -07. Corrective aciions operob lity ol detection h aflocied o f oas 
ve/i I ed.Ue watch patrol posted & plus 26% tolerance ol Type 0 lesls removed 
PERKINS.T j Niagara Mohawk Power Corp 88/06/30 Document Control Branch 
(Document Control Dosk). 5pp 46139 188 46139 102. 

8807160057 Forwards ©mended SAlP Ropts 50*220/86 99 & 50*410/87-99 tor Nov 
1980 • Fob 1988 & Fob 1987 ♦ Fob l98B.respoctivoly. 

RUSSELL.W.T. Region 1 ( Ole of the Dlreclor 80/07/01 ENORIfS.J.M Negara 
Mohawk Powor Corp. 3pp 46200 04 1 *46200 1 74 

-6807180087 Amonded SALP Ropts 50*220/86 99 & 50*410/87*99 for Nov 1936 • Fob 
1988 & Fob 1907 • Feb 198Q.rospoctlvoly. Llcenseo has shown hmitod success w/ 
Initiatives to lm provo previously Identified woaknosses 

* Reg ‘on 1. Ofc of the Director 08/07/01 100pp. 46200 044 46200 174 

0007200146 Forwards Insp Repl 50*410/08 00 on 000410-22 & nonce of vio'ation 
JOHNSION.NNV. Region 1. Ofc ol iho Director &Q/0?/0b MANGAN.CV N.agara 
Mohawk Power Corp. 2pp 46220 305 40229.328 

-6807200149 Notice of violation from insp on 800418*22 Violation noted qua’ificotion of 
Reychem cable splices ro stated Rosomounl transm.tters nol demonslrated.soai 
length less than required 

* Region l. Ofc ol Iho D.roctor. 80/07/06 Ip. 46220.307*46229.307. 

-6607200150 fnsp Rept 50 410/00 08 on 0004 18 22.Vlolalions noiod.Ma.or a f eas 
Inspected, prog ram implemenlolion for establishing & maintaining quo'if. cahon of oloc- 
local equipment within 10CFR50 49 scope 

CHEUNG, L. ANDERSON.CJ. Region 1. Ofc ol Iho O.rector 80/06/27. 2lpp 
46229.308-46229328. 

8806300347 NRC Info NoliCO 08 045, “Problems In Protective Relay & Circuit Breaker 
Coord nation.” Svc I s! oncl. 

ROSSI.C.6. Division of Operational Events Assessment (Post 07041 1) 88/0//07 
Consol-dated Edison Co of Now York, Inc I04pp 46242 109 46242 212 

8807190290 Submits listed changos to util 800609 comrronis on SALP, including advi- 
sal that review or non radio log: cal chemistry program revised to more accurately do 
aenbo how roviow performed 

TERRY, C D. Niagara Mohawk Power Corp 00/07/07 Documom Control Branch 
(Oocumont Control Dosk). 4pp 4G259 050 40259 053 

8307080006 NRC Info NoliCO 08 040, "Uconsoo Ropt ol Dofoctivo Rotnrblshod Ci'CuH 
Breakers " Svc fist one I 

ROSS1.CE D'lvls-on ol Operational Evonis Assessment (Post 070411) 08/07/00 
Consolidated Edison Co of Now York, fnc 107pp 48231 201-46232 027. 

8807200192 Forwards Safety Insp Ropls 50-220/00-22 & 50 410/08*23 on 000620 
24 Staled significant doflctendos ro Unit i should bo addressed prior to 
rosted Respanso ro stated dofictenclos roquoslod within 30 days ol recalpl of irr 
JOHNSTON.W.V. Region 1. Ofc ol iho Director. 08/07/08 MANGAN.C V Niagara 
Mohawk Power Corp 3pp 46221:245 40221 277, 

-0607200105 Insp Repts 60-220/08-22 & 50 410/88*23 on 000620 24 No violations 
noted Major aroas Inspoclod omoryoncy oporallng procedures (EOPsJ.includng com- 
parison of EOPs w/GWR Owners Group emergency procoduro gurfol nos 
FLOREK.DJ., GAILO.R M Region 1, Ofc of the Director 80/07/07 3Cpp. 
40221:248 46221:277. 

0807120291 NRC Info Nollco 80-040. “Uconsoo Ropt of Dolocllvo Roturblshod Valvos” 
Svc fist end 

ROSSI, C.E. Division of Operational Evonts Assessment (Post 870411) 80/07/12 
Consolidated Edison Co of New York, tnc. 103pp 46242 OC0 40242. 100 

8307080360 NRC fnfo Notice 00 047, ‘ Slewer-Than Expociod Rod-Drop Tlmoa." Svc 
list end. 

ROSSI, C.E. Division of Operallonaf Evonis Assessment (Post 070411) 80/07/14 
Consolidated Edison Co of Now York. Inc I03pp 46240 222-46240 324 

8807120550 NRC Info Nollco 00 049, "Marklng.MflncliIng.Control.Siorago & Do9trucifon 
of Safeguards info." Svc list end. 

ROSSI.C.E. Oivislon ol Operational Evonis Assossmonl (Post 870411) 00/07/10. 
Consol doted Edi90n Co. Of Now York, Inc 103pp 4624 1263 40242.005 

6807120553 NRC Info Notice 80-050, "Effoct ot Circuit Broekor Capacitance on Ava l 
ab l ty of Emoigoncy Power " Svc list onef. 

ROSSI, C.E. Division of Operational Evonts Assessment {Post 870411). 80/07/10 
Consolidated Edison Co. ot New York, fnc. 11 9pp. 46267.258-40250 016 

0807180101 NRC Into Notice 80*051, "Failures ot MSIVs ” Svc I si oncl 
ROSSl.C E. Division of Operational Evonis Assossmoni (Post 070411) 88/07/21 
Consolidated Edison Co. of New York, Inc I2lp p. 46257:000 46257 206. 


R. Parlodfo operating reports 0 refated correspondence 

8807250219 Forwards monthly oporallng ropt for Juno 1908 & corrociod operating data 
rapt for May 1900 tor Nina M-lo Point Unit 2. 

WILUS.J.L. Niagara Mohawk Power Corp 00/07/12 Documonl Control Branch (Doc- 
ument Control Desk). Ip. 40274:160 40274:176. 

-BQ07250222 Monthly operating rept for Juno 1900 for Nino Milo Point Unit 2, 
TOMLINSON, E. Niagara Mohawk Powor Corp. 00/06/30 I4pp 46274:101* 
46274:174. 

-8807250225 Corrected operating data ropt for May I960 for N«no Miio Point Unit 2. 
TOMLINSON, E. Niagara Mohawk Powor Corp 00/05/31. 2pp. 40274:175 40274:176. 


S. Reportable occurrences, LERs A related correspondence 

6807010107 PNO-1 88*087:on 880622,roaclor scram occurred from approx 100% 
powar.Cau9ed by low reactor vessel lovel resulting Irom malfunction A closure of 


8807080159 LER BO 018 01 on 860406, survei lance interval fer pr.mary conlairrrent 
penoiration (PCPl exceeded. Caused by personnel orro'. Surveillance track ny sys 
upgradocf On 090505 soalr.g mechanism lor PCP ropoiod misshg W/000701 If' 
JENKINS.RE . WILLIS.J L lYinga re Mohawk Power Co'p 88/07/01 lOpp 48136 163* 
46136 172 

6007110100 LER 63 024-00 on 883605, ESF actuation occurred due to resetlng of 
failod rarJiohon monitor microcomputer. Caused by fack ot personnel Warning Dotect vo 
cards & modu'os ;n RE14B m‘c recompute r A DRMS pnnol rop’aced w/080701 Hr 
JENKINS, R E.. WiLLlS.J.L Niagara Mohawk Power Corp. 88/07/01 5pp. 4614V215* 
46141.219 

8807200220 LER 00-019 00:on 680602. tacllity oxporlnncod reactor scram from approx 
25 5% ot rated ihormal power.Causod by fa Mo of position foodback »ir.kagn dun to 
inadequate do sign Dove'opmoni of procedures undonvay.W/6B07l i Hr 
JENKINS.RE . WILLIS.JL. Niagara Mohawk Power Corp 08/07/ 11 Bpp 4822? 142* 
46222 140 

8807210005 LER 88 023 00. on 80061 5.DMR capabity of standby gas iroatmoni sy3dd 
nol moot smg’o fd'Ure criteria or Reg Gu do 152 Caused by procedural 
dof:c:oncy Eng peering analyss A equipment mods accompl shod W/083715 Mr 
JENKINS. R E . WILLIS. J. I N agara Mohawk Power Corp 08/07/ 1 5 fipp 46236054- 
46236.061. 


V. Operator Examinations 

880718005 7 Forwards amended SALP Ropls 50-220/06-99 & 50 410/07-99 for Nov 
1986 * Fob 1008 & Fob 1907 - Feb lOB0,rospoclivoy 

RUSSELL.W T Region 1. Ofc ol ihe U.rector. 00/07/01 ENDRIES.J M Niagara 
Mohawk Powor Corp. 3pp 40200 041-46200 174 

-8807180087 Arrondod SALP Ropts 5O-22O/88*09 A 50-4 10/87-99 for Nov 1906 * Feb 
1000 A Feb 19G7 • Fob i960, respectively Llconseo has shown limited SUCCOS9 w/ 
initiatives to Improvo previously identified weaknesses 
* Region I.Ofc ol Iho Dlreclor 8G/O7/01. 100pp. 46200:044*46200.174. 
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F. Security, medical, emergency & flro protection plans 

5807010341 Forwards Ros>dom Snloty Insp Ropls 50 334/80-17 & 50 412/88 13 on 
000501 -3 1 No vielfll'On9 notod 

WIGGINS.J T. Ronlon 1. Ofc of the Duccio/. 80/06/21. SIEBER.JD Duquesne Ughl 
Co 2pp 46008.057*46000.071. 

**0807010349 Resident Insp Ropts 60-334/80-17 A 50 412/88-13 on 0000501 *31. No 
vlo’ations noted Major areas inspected plant cporahons.phys-cal socurity.rad o'oglcal 
conUo'a.ptenl housekeeping A firo protection, survel'lenco tesll-g A mont. 

TRIPP, L E. RoqIoo 1. Ofc ol tno Diroctor 80/06/20 13pp 4GCC0 050-46008 071 


P. Operating license stage documents A correspondence 

& 607010080 Ptov.dos history loading lo A Just T.catton tor do'oing pumps control room 
rolrineratJon pumps from Rov 2 lo hsorv co tasting progrnm 

SlEQER.J D Duquosno Light Co. 00/06/20 Documonl Conlrol Brancti (Documonl 
Control Dosk) 2pp 46010 326 46010:327. 

8807050244 Forwards application for ernond lo License NPF 73,consisting of Proposed 
Chango Request 8. Amend rovlao9 prossurizer A main stoam code 9alety valvo ro* 
u romonts to rolled lift pressure solpo nl tolerance of + 1% * 3% Foo paid 
IEBER.J D Ouquoano Light Co. 80/06/22 Document Control Drench {OoCuT.uni 
Control Dosk) ip. 40026:014-46026 023. 

“0007050254 Appl cahon for amend lo Llconso NPF-3.cons.sTng of Proposed Chango 
Roquo9t 0.rovi9ing prossurlzer A main steam codo safely valve rcqu ; rement9 lo rellocl 
lift pressure solpo nl to’oranco of •< ■ i% * 3%. 

SIEDER.J D Duquosne Light Co. C8/06/22. 2pp. 46020:016*46026 016 

“B807060255 P/oposod Tech Spocs ro pressurizor code safety valve 

* Duque&ne Light Co. 88/06/22 7pp. 40026.017-46020:023. 

8807060493 Forwards application for emends to llconses OPR 66 A NPF-73, consisting 
of Proposed Chango Roquest 153/14 re rovisng sourco range instru mental ion chan- 
nels surveillance requirements ol Table 4.3*1 A corroding typos.Fee paid 
SIEDER.J O. Djquesno Light Co 80/06/22. Oecumont Conlrol Branch (Dcccmonl 
Control Desk) Ip. 461 14:234*461 14:243. 

“0807060495 Application for amend to Licenses DPR-06 A NPF-73. revising source 
rango instrumentation channels 9urvoi:ianca requirements of Tablo 4 3-1 A corfoctlng 
typos in Action 6 ot T able 3 3-1. 

SIEBER.J D. Duquesno Light Co 06/03/22. 3pp. 461 14:235-46114 237. 

“BB07060497 Proposed Tech Spocs 3/4 1-22 A 3/4 3*6 & Tables 4 3*1 A 3 3-l.revlslng 
source range instrumentation channels survo llanco requirements of Tablo 4 3*1 A cor- 
recting typos In Acllon 5 Of Tabfo 3.3 1 

* Duquesne Light Co. 88/06/22 6pp. 461 14:230-461 14 243. 

0807080673 Forwnrd9 applicai'on for amends le Licenses DPR-66 A NPF-73. safety 
analysis A no significant hazards evaluation 

SIEDER.J. O. Duquesne Light Co. 88/06/22 Document Control Branch (Documonl 
Control Desk) Ip 46103: 197*46103 214 

“8807060580 Application for amend9 to Licenses OPR 06 A NPF*73.oinondinq Tech 
Specs lo add footnote lo Tablo 3.6*1 .excluding welghl & spring loadod coniammont 
Isolation check valvoa from Tech Spoo 3/4.6 3 survo’Tlanco roqu'remonls.Foo paid 
SIEBER.J.D. Duquesne Lfght Co. 80/00/22. Ip. 46103: l90*40tO3:10O. 

-0807060561 Proposed Tech Specs 3/4 6,excfud-ng weight A 9pr.ng loadod contain* 
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86070-60474 Fcrwa'ds app ical.on for amends 10 Ucenses OPR 66 & NPF-73. changing 
survo.V.anco iroquo.ncy hOTi monthly to teluo'mg lor Tatia 4 3*1, safety inJecUon input 

from ESF nun 

SIEBERJD Duquesne Light Co 68/06/27 Oocument Control Branch (Document 
Control Desk). Ip 46103 342*46103 330. 

-8807060476 App'icahon for amends to Licenses DPfl-66 A NPF*73.chang:ng Surveil- 
lance frequency item rvon\hly to retue. ng toi TeWO 4 3-1 & removing requirement to 
lest HHR pumps on rec rculaticn Now. Fee paid 
SIEBERJD Duquosne Light Co 80/06/27 tp 46103 313*48103.313. 

-6807060481 Proposed Tech Specs 3/4,chans>ng su-vel lance f/equoncy from monthly 
lo refuo: ng to' Tab:© 4 3*1, safety mjeclon inpui from ESF A doieing BV 1 S BV-2 
turbine driven pump discharge p'essu'0 low In hating s gnai from ESF tables 

* Duquosno L s gM Co. 00/06/27 i 7pp 46103 314-46103 330. 

8807060548 Forwards app’iceton for amend to License NPF-73.cor.sis’lng of Proposed 
OL Chany© Request fi revising requirements of Action 36 & incorporating ©ditorist 
changes to reflect Tech Specs Foo paid 

SIEBERJD. OuQuesno Light Co 00/G6/27. Document Cor.trol Branch (Document 
Control Oesk). Ip. 46097 333 46087 349. 

-8807060552 Appl-cai cn for amend to License NPF*73.revsnn reporting requirements 
of Action 26 8 incorporating ©d toriai changes to reflect plant Tech Spec9 
SlF.BEfl.J D Duquosn© Light Co. 86/06/27 2 pp 46087:334-46087 335 

-88070 60562 Preposed Tech Specs.rev.s ng roporing requirements 0) AcVon 36 & in- 
corporating ©d. toriai changes 

• Duquosn© L ght Co. 88/06/27 14pp 46087:336-46087:340 

8807140122 Forwards apol cat'cn for amend to License NFF 73.consi3ling ol License 
Change Requost 1 1 .rovis ng emergency d esel generator surve hence requirement to 
include backup phase leuli protection fee paid 

SIEBERJD DuQuesne Light Co 88/00/30 Oocument Control Branch (Document 
Control bask) 2pp 46170 270 46176 284 

-8807140124 Appi cat on tor amend to License NPF 73 . amend ng Tech Specs to revise 
emergency cflesoi generator surveltiarco requirements lo mdudo backup phase fault 
protection 

SIEBER.JD. Duquesne Light Co. 88/00/30 2pp. 401 78 280-46178:281 

-8807140126 Proposed Tech Specs re surve l ance requirements tot emergency diesel 
generator backup phase fault protection 
y Duquesno Ughl Co 66/06/30 3pp. 481 78 282-461 78 284 

88-07210061 Requests NRC cert hcatiorv of licenses radioactive Lquld waste Gqj pmonl 
& piping as water pcl’utlori control sy9 Application A nonce ol state certification for 
corporation tax benefits for a r * water pot ution control deuces encl 
SiEBER.JD Ouquo9n© Light Co 08/07/06- Document Conlrol Branch (Document 
Control Desk) 6pp 46236 020-46235 025. 

8807130464 Gentrlc Hr 88-11 to an licensees ol oporat-ng reactors A hordors of CPs re 
NRC pos tion on raniatlon embrittlement of reactor vessel malls & impact on piani 
operations Svc list & Rev 2 to Rog Gj do 1.00 encl 

MlRAGLlAF J Associate Director for Projects (Post 070411) 88/07/12 Consol dated 
Ed son Co. of New York. Inc. 51pp 4625 7 207*46257:257. 

8807180346 Approves 600620 lus'-Ncation for exclusion ol radiai'on mon coring sys from 
leak roduci on program per TMI Item ill 0.1.1 re posl accldonl coolant leakage item 
trackhg completed 

TAMPS Project Drectorato I 4. 60/07/12 SIEBERJD. Duquesne Light Co. 2pp. 
46164 359-46194 359 


Q. Inspection reports, IE Bulletins A correspondence 

8807180093 FOIA requosi for agency records 4 info re insp ftopta 5O-334/0B-16 A 60- 
412/06*11 dtd 66051 7 

DAWAN.L Government Accountably P/oJeci 00/06/08 NRC * No Oatailed Affili- 
ation Given. 2pp. 45527:335*4 6527.330 

8806130168 NRC Into Nolico 86*036. “LaSa lo 1/nJt 2 l oss of Recirculation Pumps W/ 
Power Oscriation Evont." Svc list ©net 

ROSSI.C E. Drvtsion of Operational Evonls Assessment (Post 870411). 80/06/15. 
Con sol - da lod Edison Co of Now York, Inc HOpp 45978:150 45979 £66 

8807010341 Forwards Res'dent Safety Insp Repts 50*334/80*17 & 60-412/B8-13 on 
880501-31 No violations noted. 

W1GGINS.J T. Region 1. Ole ol ike Director. 68/88/21 . SttBEFUD. Duquesne Ughl 
Co 2pp 46008 057-46000.071. 

-*8807810349 Resident insp Repts 50*334/68 17 & 00 412/88 13 on 8800501*31. No 
viola’, ons noted Major areas inspected plant opo.'aiions.physlcal security.radioiogical 
contrcls.pl ant housekeeping & 1 re protectlon.survo. lane© lasting & maim. 

TRlPP.l E. Reg’ on 1 . CKcot the O rector e8/08f20. 13pp. 46006059-46008 071. 

6807010380 Forwards Insp Repls 50-334/88-18 & 50*412/80 14 on 880509*13 A notice 
of violation 

BELLAMY, R.R. Region i. Ofc of the Director 66/08/21 SIEBERJD Ouquesne Llghl 
Co. 2pp. 46008 205-460 08 2 17. 

-8007010387 insp Repts 50-334/80*18 A 50*412/09*14 on 800509-13. Violations 
noted. Major aroas Inspected: licensee action on previous fir dings, ©rganizal on A 
ataffing.audits.ALARA, external & Internal oxposur© controls A startup test no 
NlMlTZ.RL., SHANBAKY.MM. Region 1, Ofc of ihe D>rector 50/06/20 lOpp 
46008 208-46008 217. 

8006100340 NflC Info NoNce 88*040, "Examlnors Handbook for Developing Oparator 
Uconslr^g Exam9.” NUREG/8R-0122 A svc list oncl. 

ROSSI.C. E. Division ©f Operational Events Assessment (Post 870411). 88/06/22. 
Conseldated Ed son Co. of Now York. fnc. 20?pp 4 6240 3 25-4 6241 201 


8006170291 NRC Bulletin 88-000. "Thermal Stresses in FipSng Connected to RCS." Svs 
list encl 

ROSSI.C E Division of Operational Events Assessment (Posl 070411) 88/00/22. 
Consolidated Edison Co of New York, Inc. 1 16pp. 40019.037-46019:152 

80062 T003B NRC Info Notice 88*044, -Mechanical Binding of Spring Release Oovlco In 
Weslinghouse Type DS-416 Circuit Broakors.'' Svc fi9l oncl. 

ROSSI.C E- Division of Operalionol Events Assessment (Posl 870411) 88/08/24. 
Coneoiidaied Edi90n Co. of Now York. Inc. 1 1 3pp. 40019. 153*460 19.265 

8806240139 Suppt 1 lo NRC Bulletin 80 008. "Thormaf Stressos fn Piping Connected to 
RCS." Svc fist oncl 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/06/24 
Conso'idatod Edison Co of Now York. Inc. 114pp. 46O19.266-46O2O.O10. 

8807120054 Informs that all Class IE DS-416 breakers now in u90 comply w'NRC Bul- 
letin 08-001 re defocls in We9t.nghouso circuit breakers. 

StEBERJ.D Duquesne Light Co. 66/06/30. Document Control Brancli (Document 
Control Desk). 3pp. 4 6154.210*46154:212 

8807130163 Responds to IE Bullobn 68 003. "Inadequate latch Enoagomenl In HFA 
Typo Letching Relays Mfg by GE " No UFA relays Identifiod as oeTng Installed or 
planned for Installation in safely-rotated sys al plant 

SlEBER J.D Duqjosne Light Co. 8B/09/30. Documonl Control Branch (Documem 
Control Desk) 2pp 46170*020*46170.021. 

8806300347 NRC Info Nolc© 88*045. "Proh'ems In Pjotective Rolay & Cucuit Qreaket 
Coord nation ” Svc list encl 

ROSSI.C.E. Division of Operat.onat Events Assessment (Posl 670411) 88/07/07. 
Consolidated Edison Co ol New York, in c. I04pp 46242.109*46242 212. 

8807080008 NRC Info Notico 88*046. "licensee Rept of Defective Refurbshod Circuit 
Breakers" Svc list oncl. 

ROSSI.C E Division of Operational Events Assessment (Posl B70411) 88/07/06 
Consolidated Edison Co of New York, Inc. 107pp 46231:281*46232 027. 

BB07 190017 informs that util response to NRC Bulletin 88 001. "Dofecls in Woslng* 
house Cfrcuil Brookoffl." salisfaciorv 

TAM.P.S, Projoci Directorate 14. Q8/07/0Q SIEBE.FU Q. Duquosno Ughl Co 2pp 
4620C1BB-4620C 107. 

8807200153 Fotwa'da SatOty insp Repia 50*334/80*19 A 60-412/66*16 on 890516 
20. No v.o'ailons noted 

BELLAMY.n.R, Rogion 1. Ofc of the Direcior. 88/07/11. SlEBER.J D. Duquesne Light 
Co. 2pp 46240.077-46240.003 

-8007200165 Insp Ropl9 50*334/68*19 & 60 412/80-15 on 68051 6*20 No violal'Ors 
noted Ma(or areas inspected radio active gaseous A liquid offluont controls program in 
cl-jdng radioaclive discharges A radiation monitoring sys coibrs A tosls 
DAVIDSON CS.. PASCIAK.W J. Flog on 1. Ofc of tho Director. 88/07/07. 6pp. 
46240079*46240.083. 

8807120291 NRC Info Noi'co 88 040, "Licensee Ropt of Dofectivo Rofurblshorf Valvoa.'' 
Svc l st encl 

ROSSI.C.E. Division of Operational Evenl9 Assossmont (Post .07041 1) 80/07/12 
Consolidated Edison Co of Now York, inc 103pp. 46242 006 46242 108 

BB07080366 NRC fnfo Nolico 88*047, "Slower Than- Expoctod Rod-Drop Timos" Svc 
list encl. 

ROSSI.C.E Division of Operational Events A3SOS9mant (Post 070411). 88/07/14. 
Consolidated Edison Co or Now York, Inc. 103pp. 40240 222-46240 324. 

8807120550 NRC Info Nolle© 88-049, “Marklng.HandlTig.Control.Storago A Doslruction 
of Safeguards fnfo *’ Svc fiet oncl. 

ROSSI.C E Division of Operational Events Assessment (Post 070411). 88/07/18. 
Consolidated Ed son Co ol Now York, Inc. 103pp. 46241:263*46242:005. 

8807120653 NRC Info Notice 08 050, "Eftoct of Circuit Breaker Copocitanco on Aval 1 * 
ability of Emergency Power " Svc ii9l encl. 

ROSSI.C.E. Divis or ol Operational Events Assessmonl (Post 070411). 08/07/ 18. 
Con&o'idated Edi9on Co or Now Yoik, fnc. 1 19pp 46257:258*46258 016. 

6807 180101 NRC Info Noilco 8& 051, "F allures ol MSlVs " Svc k&l end 
ROSSI.C E Olvis'on of Operational Events Assessment (Post 070411). 88/07/21. 
Consolidated Edison Co. of New York, Inc. 121pp. 46257:086 40257 206 


R. Periodic operating reports A related correspondence 

8807080029 Monthly oporatlng /epts for May 1988 for Beaver Valley Unlfs 1 A 2 W/ 
880610 Itr, 

WINGER. M A., SIEBERJD Duquesne Llghl Co. 00/05/31. 12pp. 46136 239* 
40136:250. 

8807210292 Monihfy onorating repts for June 1&88 tor Beaver Valley Powor Station 
Units 1 & 2 W/080712 llr. 

WJNGER.M A . SlEOERj.D. Duquesno Light Co. 80/06/30 0pp. 46236:161* 
46236:159. 


$. Reportable occurrences, LERs & related correspondence 

6807130136 IER 08 OOS OO.since Jul 198 7. five failures of Brown Boverl ITE 51 overcur* 
rent re’ays experlencod.Caused by short circuiting of output silicon control roclihor duo 
lo rmpurhios Probtem also reportable pet 10CFR21.W/BB0706 itr. 

NOOKjaN.T.P, Duquesne Light Co. 88/07/05. 8pp. 46163:247*46103:254. 


DOCKET 60-413 CATAWBA NUCLEAR STATION, UNIT 1 
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F. Security, medical, emeroenev & fire orotectlon plans 


6806290149 Forwards Insp Ropis 50 413/80-21 a 50 414/08*21 on 800516 20.No vio- 
lations cr doviabons noiod 

HERDT.AR Region 2, Ofc of trio Ci'octcr. O9/C0/ 1 7. TUCKER.H B. Duke Power Co. 
2pp 45984 294-45984 309. 

—00OG29O1S2 Insp Ropis 50 413/00 21 & 50-414/00.21 on 800516 20 No v.clai ers or 
dov Biions noted Ma|or areas nspeefOd seismic monitoring program. fire protection/ 
p'uvenrion & fol Owup on p:ev OjSly idon’iliod opon items 

HARRIS JR . CONI. ON. T E Region 2, Ofc of Iho Ui'OClor 08/06/15 14pp 
45984 200-45084 309 

€807060295 Forwards Safeguards riisp Rept9 50 413/88*23 & 50 414/80*23 on 
880607-10 Violations noted violations not being citod Ercl w/exceprion of cover Mr 
w.lhho'd (ref 10CFR2 793(d) 0 73 21) 

CUNE.W.F. Roylcn ?, 01c of ihu Ui'ector 08/06/23. TUCKER.H 6. Duke Power Co 
2pp 46109 354 40109.356 

—8007060^99 Pari, ally wilhho'd msp Ropis 50 413/08-23 & 50 414/00 23 cn 880607* 
i0. Violation noiod Major a‘oa9 mspuciod Min.nty plan & irrp'emo.uting proc©duros,mgl 
uffochvonoas, security program & oryani/ai.on.recorcfs & ropis & alarm stations 
TILLMAN.A. MCGUIRF.U H Region 2. Ofc ol Iho Girector 80/06/22 Ip 40109.358- 
46109 356 

0007120603 Forwards Insp Ropis 50 413/00-10 & 50-414/88-19 on 880517*20 & 
C603 No vio’abons or deviations noted 

CX)uUNS,D.M. Region ?. Of c of ino D.roctor 00/06/23 TUCKER.H.Q Duke Power 
Co 2pp 4G155 087 46155C94 

“9607120605 Insp RepiS 50-413/00-10 A SO 414/00-19 On 880517-20 & 0603 No via- 
tenors or deviations noted Major areas mspoctod omorgoncy plan A Impl omening 
procedures. emergency facilites A crgeniration & mgl control 

DECKER. T fl . KHKH.TH Hogion 2. Ofc of trio Director 00/00/21 Opp 40155:009 
46155 094 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0807050026 Update lo FSAR lor Cntewho Ni.cloar Slailon W/000630 Ur. 
TUCKER. H O Duke Power Co 86/06/30 794pp 40027:010-46029 083 


P. Operating license stage documents & correspondence 

€607070576 Forwards "f inal Design Doscriplion.ATWS Mitigation Sys Actuation Circuit- 
ry ' A ATWS Mit gntion Sys Aclualion Circullry Rospooso to Unit Transients." based 
on mods lo plants lo nstall mod lied Options 3 In doslyn package 
TUCKER.H D Ouke Power Co no/00/0 1 . Dycumnnf Control Branch (Document Con- 
trol Oosk) 2pp. 401 IB 331 -461 1 0 090 

“6607060070 Ruv 2 lo "ATWS Mitiijaiion Syfi Actuation Circuitry (AMSAC) " 

• Duko Power Co 08/05/20 63pp 46118 334.46119.047. 

8007060069 Forwards summary of 00O0OU mooting »n Region II ofc ro omGrgoncy dlosol 
generator rollnbi'ity concerns List of allondoos.bnof mooting summory & util fiandoul 
also onic 

REYES.L A Ronicn 2. Ofc ol Uio DiroCtOr. 08/06/20. TUCKER.H B. Duko Power Co 
37pp 401 1b 336-46117 012 

8007 120074 Approvos Duko Powor Co roquusl for wiihhuld ng proprietary WCAP-1 1501. 

• Tuboshoot Hoy on Plugging Crnoiia for Duko Power Co Caiawba.Uml I.Nucfoar Slo 
lion Stoam Generators, (ruf 10CFR2 700(b)(5)). 

JABBOUR.K.N Project Dirociorolo 11-3. 00/00/23. WIESEMANN.R A WestinghouSQ 
Etecirlc Corp. 4pp 461 13 303-461 13 306 

8607010443 Notification of 000710 mooting w/utl in Rockvl.lo.MD to discuss ui I direct 
onwaiiGn response spectra & arubbur lorijclwn program 

AB30UR.K.N Propel D.roctomtn II 3 00/00/24. MATTHEWS.D B Project D.recior- 
ato 11-3. 4pp. 45975 350.45075 350 

6607110530 Forwards environ assessment A finding of no ft gnificant impact ro 000401 
request for amends lo Llconsos NPF-35 A NPF 52 Amends would change Tech Spec 
5 3 1, "Fuel Asaomblios'' 

JAQSOUR.K.N Pro.oct Directorate 11*3 80/06/24 TUCKER.H.B. Duke Power Co 
3pp. 46100:199 46100 200 

"8607110541 Environ assessment A hndng of no significant impact ro omonds to Li- 
censes NPF-36 A NPF-52.rov.slng Toch Spoc 5.3 1. "Fuel Assemblies." Commssion 
has docidod not lo proparo ElS for proposed amonds. 

MATTHEWS. O B. Propict Diroclo/alo II 3. 00/06/20. 5pp 48100 202-40100:206 

8607120376 Forwards aafoty ©valuations ro fracture toughness requirements for protoc- 
t.on agalnsl PTS ovonls.por l0CFn50.6l.NRC finds pressuro vessel PTS ref lomp ac- 
ceptable subj lo condition ro rov of peak tiuenco methodology. 

JAQBOUR.K N. Project D.rectOratO 113 00/06/20. TUCKER.H B Duke Power Co 
4pp 46113 291-46113 300. 

“8007120382 Safoly ovaluat-on supporting ncensoo nssossment to fracturo toughness 
requirements for protection against PTS evenis.por 10CFR50.61. 

• Olfice ol Nuclear Roaclor flcgulaton. Direclor (Post B70411) 80/06/28 3pp. 
46113:205 46113 297 

-0907120388 Safety evaluation supporting l.consoo a99ossmont to fracture toughness 
requirements for protection against PTS evonts.per 10CFR60.61 

• Offico of Nuclear Reactor Roguial.on. Director (Posi Q70411). 00/06/28 3pp 
46113:208 46113:300 

8607140290 Forwards Summary of nucloar station moda, summary of exempt chonge 
variation notlcos A summary of procedure changes, tests A experiment completed per 
10CFR50.69. 

TUCKER.H B Duke Power Co 88/00/30. Document Control Branch (Document Con- 
trol Desk). 36pp. 46 1 /4 332*461 75 000 

6807130177 tntorm9 trial results ol 9 team goner alor lube rupture analysis will bo provid- 
ed by 001 103. 

TUCKER.H B. Duke Power Co 00/07/01. Document Control Branch {Document Con- 
trol Desk). ip 461G4 253-46164 253 


8807140105 Applicai'On fo* amenas lo Liconses NPF-35 A NPF-52,revisr.g Tech Spec 
Soct-ons 03 1 A 64 1 io reflect revs to 10CFH55 A lo rd:cafo rew pos.ion w>1riln 
lac-lily manage.' staion ire n ng Foo paid 

TUCKER.H B Duko Power Co. 63/07/01. Oocumont Contro' Brarch (DoCvrr.or.1 Con* 
irol Desk) 3pp 46175 163 46175 170 

“BB07 140 106 Proposed Toch Specs, amend rg Seci-ons 63 1 A 6*1.1 to rolled rev to 
1 0CFR55 A lo indicate now posit cn wittvn foci'ity manager slat cn training 

* Duke Power Co 08/07/01. 5pp 461 75 165 46175 1 70. 

8807120143 Forwards responses to encl9 ol KN Jabbouf 880524 llr ro rtrrecl yonoraVon 
response specira 

TUCKER.H B Ouko Powor Co. 80/07/05. Document Conlrcl Branch (Document Con- 
t/o! Desk). 2lpp 46147 341-46147.360 

6807210302 App'icat-on for amends fo llconsos NPF-35 A NPF 52 criorg nu change' 
roquiremems fo: auxiliary teodwnfor ilow mio.POnv pos.io.n ndicalcr A POBV b’oek 
valve pos'i on Indicator por Reg Guido 1 97 Foo paid 

TUCKER.H 0 Duko Power Co. 80/07/ 1 1 Document Conlrol 8'ar.ch (Oocument Con- 
trol Dosk) 4pp 46235 130 46235 140 

“0007210305 Propoeed Toch Specs. chany nn channel requrorroms for ajx>i-nry food- 
wnte: flow rate.PORV pos ion mdicaicr & PORV b'oek vaivu position indcator 

* Duke Powof Co. 80/07/M. 7pp 46235 142 46235:148 

8A071304G4 Generic Ltr 00*11 to all lconsoe9 of opomiing readers A holders of CP9 re 
NRG position on radial on omb'«Mioment of roactor vossel mails A impact cn plant 
opGrat-on»Svc ‘1st A Rev ?. io Hog GUdo 1.99 end. 

MIIRAGUA.FJ Associate Director for Projecte (Post 670411) 08/07/12. Ctenscl dated 
Edison Co of New York. Inc. 51pp 46257 207-46257.257. 

8807180017 Ack rocoipl of B80720 Hr eppoaihg NRC 8/1029 don-el of ull 670901 
backfil c’aim r© contammonl intoyrnlod leek rate testing requirements por App J of 
1 0CFR50 Matter cumontly under reviow 

MURLEY.T E Ofbce of Nuctear FToaclor RogJaiicn. Oirodor (Posl 870411) 80/07/ 
12 TUCKER.H B Duke Powor Co. 4pp 46203 010-40203 023. 

8807190381 Forward9 Amends 40 A 41 to Licenses NPF *35 A NPF-52, respoclvely A 
safety evaluation Amends chango Toch Spec Sections 3 0 A 4 0 to conform to Goner- 
tc Ltr 87*09. 

JADDOUR.KN. P/OiOCl D rociorato ||-3. 00/07/12 TUCKER. H.B Duke Power Co 
2pp 46200 310-40209 036 

-0007190382 Amends 40 A 4 1 to Llconsos NPF-36 A NPF-62.fG9POClivo:y. thonging 
Tech Spec Secllons 30 & 4.0 io cortlorm lo Gonoric Llr 07*09 
MATTfiEWS.D.D Pro^ct Drocloroia 11-3. 00/07/12. 76pp. 46208 318-46209 032. 

“0007190383 Sofoty ovaluakon ^t-ppodlrg Amends 46 A 41 lo Licenses NPf*35 A 
NPF-52.rospuc lively 

* Office of Nuclear Roaclor Regulation Director (Post 670411) 98/07/12 6pp. 
46200:033-46209.038 


8807200056 Noiiflcaiion of 060722 moollng w/uli 1 In CharlOllo.NC 10 di8CU99 design ol 
d/y storogo fo' spom fuel. 

JABBOUR.K N. Projocl Druclorato 11-3 88/07/14 MATTHEWS.DB Projoct Dime tor - 
ala 11-3. 4pp 46221 324-46221 327. 


O. Inspection reports, IE Bulletins & corrospondenco 


880-6290438 Prov do9 Dddi info in light of NRC concoms raised du'l.nq 080525 felcon 
betwoon NRC A liconsoo ro rospenao to Nnc Bulloim 0O-OO2. "RaptJ.y Propagating 
Fatlauo Crack9 In Steam Gonnrator Ttbog." 

TUCKER. H.B. Duko Powor Co 00/06/10. GRACE. J.N. Region 2. Ofc of teo D rector 
4pp. 45074:341-45974 344 

8806130108 NRC fnfo Notice 00-039, "LaSa'io Unit 2 Loss cf Roc-rcu’allon Pumps W/ 
Power Oscillation Event ” Svc list oncl 

ROSSI.CE Division of Oporalional Evonts Assossmont (Po9t 070411) 06/08/15. 
Consolidated Edison Co of Now York. Inc IIOpp 45970:158 45978-266 

8806290149 Forwards Insp Ropis 60 413/08-21 & 60-414/08*21 on 000516- 20 No vio- 
lations or deviations noted. 

MERDT.A R. Hogion 2. Ofc ot iho Oroctor 00/06/17. TUCKER. H.B. Duko Power Co 
2pp. 45004:294-45904 309 

-8806290152 Insp Repfs 60 413/08 21 & 60 414/08 21 on 80O5l6-2O.No violations or 
dovl 0 tions noiod Major areas inspoclod se smlc monitoring program. firo protection/ 

[ jrovenlion A followup on previously Idenlif.od o-pen itnma 

HAnniS.J.FT., CONLON.T.E. Region 2. Ofc of iho Director. 00/06/15 14pp. 

46084-296 45904 309 

0806290345 Forwards Insp Ropis 60-413/88-18 A 50-414/88-16 on 6B0426* 0527 A 
notice of violalion.Unrosolvod Item noted 

BROWNLEE.V.L. Reg on 2. Ofc of fho D.recior. 08/06/17. TUCKER.H. 8 Duke Power 
Co. 2pp. 45907:033 45087:045. 

-8806290360 NoUco of violaion from insp on 880426 0527. Vlo'o bon noted laOuro to es- 
tablish measures io assure that stopwatches properly contro'led.cal br A adjusted A 
valve nol tested before reluming lo svc. 

BROWNLEE t V.L Region 2. Ofc of tho Direclor. 80/00/17 2pp. 45007:035-45987 036. 

“8606290361 Insp Repls 60-413/60*16 A 50 414/00*10 on 600426-0527. Violations 
noted Mnior aroas inspected p’onl operations, survelilanco A mninl observation, review 
of nonroutine event ropis A fol'owun of previously identified items. 

VAN DOORN.P . LESSER.M.S, PEEDLES.T.A Rogon 2. Ofc of the Director 60/06/ 
16. 9pp. 45907.037*45907:045 

0806160340 NRC inlo Notice 98-040, "Examiners Handbook lor Developing Operator 
Licensing Exams." NUREG/8R 0122 A svc fist oncl. 

ROSSI.CE. Division ol Oporational Events Assessment (Post 070411) BB/08/22 
Conso’idefod Edison Co of New York, Inc 237pp 40240 325-40241:201. 



8806170291 NRC Bu'lelm 08-008. ‘ Trevral Stresses h P png Com eel od toRCS" Svc 
iisl on d 

ROSSI.CE D.v.sicn ol Operational Events Assessment (Post 870411) 0B/O6/22. 
Conso .dated Edison Co. of New York. Inc 1 16pp 4601 9 037 <160 10 16 2 

0807130049 Ccr.lrnns 8QD701 enforcomoni conference wAliJ ai Rogicn II ofc to d-SCuSS 
NRC fifid-r.gs rosutny from eqv ; pm©nl qjahhcalcn irsps at p'ants. 

GRACE.J N Rogon 2. C 1C of iho Clrecior 8B/C6/2? TUCKER.H B Ouke Power Co. 
ip 46172 175-46172. 176. 

8007060295 Fo<Wds Safeguards Ir.so Repls 50-413/80 ?3 & 50 414/08-23 o n 
8B0607- 1 0. Vicla* pns roted^Vio'allcns not fce.r.y c»cd. Enc 1 w/excepbon of cover rs 
withheld <re' lOCFn 2 790(d) A 73 2 H 

CUNE.WE. Region ?. O'c o' the D rector 88/06/23 TUC<6R.H B Duke Power Co 
2pp 46103.354 £6109 356 

-0807060299 Partially wt/’heU Insp Repls 50 413/68 23 & 50 414/68-23 on 800607- 
lOV-oaton noted Mft o' areas inspected security plan <5 Implomentrrg proceduros.rr.gi 
effectiveness, s-ecu'ity program & o'ganfzahon.reccrds 8 repls & alarm slaiicns 
TILLMAN, A , MCGU'RE.DR Region 2. 0*c of the Di'eclor. 80/06/22. ip 46109.356 
46109 356 

0007120603 Forwards fnsp Repls 50 413/88 10 & 50-414/00*19 on 060517 20 & 
O603.No violations or deviations noted 

COLLINS.DM Rog.on 2. OfC cl me D.reclcr. 60/C6/23 TUCKER HB Duko Pcwer 
Co 2pp 46155 087 45155 094 

-0807120605 Insp Repls 50 413/68-19 & 50-414/68-19 on 800517.20 & 0603 No vip- 
lafons or dov.attans noted M a, or areas inspected emergency plan A .mplGrrenrmg 
procedures emergency faciUies 8 organization A mgl cortro 1 

DECKER, T fl . KREH.TR Regon 2. Ofc of ihe Drecior 60/05/21 6pP 46165.069- 
46155 094 

6606210036 NRC info Notice 08 04 4, "Meehan Cdl Bmd.rg Of Spring Release Dov C8 in 
Westir.ghouse Typo OS-41 6 Circu.t Q'eaVerg *“ Svc list end 

ROSSI.CE D.v.sion of Opera tonal Evens Assessmom (Posi 870411) 08/06/24 
Consolidated Ed. son Co ol Now York 'nc 1 I3pp 46019 153 46019 266 

0806240139 Suppl 1 lo NRC tiul'otln 80 008, "The.'rra! SVessos ! n P,p ng Connected lo 
RCS “ Svc I si end 

ROSS‘.CE Oivrvon of Opera* onai Evens Assessment (Post 8704 11] 68/06/24. 
Consolidated Ed sen Co of New Yo'k. !>nc 1 14pp 46019 2 66 46020 010 

60O713O455 Advises that response to NRC Bui Bl n 86 001, ’'Dolpcts In Wosti^ghousa 
Circuit B'eakers" satsfacto'y. 

HOOD.D Project Direclo'aie 113 60/07/05 TUCKER.H 0. Cuke Power Co 4pp 
46167 357-40167 360 

8806300347 NRC Info Notice 88-045. ‘‘Problems in PfOlcct.ve Relay A Crcull Breaker 
Coordinmicn " Svc l st enc I 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 8B/07/07. 
Consol dated Edison Co of New York. Inc. l04pp 40242 109-46242:212 

0807260102 Forwards support ng viewgraphs used during 080701 enforcement confer- 
ence re env.ron qual.fication ofequipmenUoop accuracy calcJaton lor Oconee high- 
ranao rad alfon mon tor also end 

TUCKER.H 8 Ouke Power Co 08/07/07 Document Control B'arch (Document Con- 
irol Desk). I04pp 46255 060 46255 163 

0807000008 NRC inlo Not ce 08-040, ‘'Licensee Ropt of De'ectvo flefurb shed Circuit 
Breakers “ Svc Ust and 

ROSSi.CE. D.v.sion of Operational Events Assessment (Posi 870411) C8/07/08 
Consolidated Edison Co of New Yak. Inc t07pp 46231 281 -46232.027. 

860726Q3tG R os ponds to NRC Bul'alin 08-QQ4, Poton'isl Safety -Related Pump Loss” 
Receipt of manufacturer info & evaluat on ol in*o expociod by 000031 
TUCKER.H B. Duke Power Co BQ/07/ 1 1 Oocumeni Control Branch {Document Con- 
trol Desk) 5pp 46280:159-46280:1 63 

8007120291 NRC In'o Note© 00 046. “Lfcenseo flept of Defective Refurbished Valves." 
Svc lisi end. 

ROSSi.CE* Division of Operational Evenis Assessment (Post 070411). 93/07/12. 
Consolidated Edison Co of New York, tnc. t03pp. 46242.006 46242 108, 

0807220160 Responds to NRC 660613 Itr re vio’alons noted in insp Ropls 60-4 1 3/00- 
14 A 50-4 1 4 /8 8*1 4 .Cor reel .ve actions. testing & ln 9 p program for identifying clam in. 
foslatioa expanded. 

TUCKER. H.B. Ouke Power Co. 68/07/13 Oocumeni Control Branch (Document Con- 
trol Desk). 5pp. 46250 289 46250 293. 

8807080366 NRC into Noice B8 047, “Slower- Than- Expected Rod Drop Times ” Svc 
list enct. 

ROSSi.CE. Division of Oporailonal Events Assessment (Post 870411). C0/O7/14 
Consol idaied Edison Co. of New York. Inc. 103pp. 46240.222-48240 324 

9807120550 NRC Info Nol-ce 86 049, ’Marking.Handling.Control.Storaao A Destruction 
of Safeguard a Info “ Svc list enct. 

ROSSI.CE. Division of Oporailonal Events Assessment (Posi B70411). 0 B/O 7/18 
Gonso'ldatad Edison Co. of New York, ir.c. I03pp 46241:263-46242 005. 

6807120563 NRC info Notice 88 050, “Effeci of Circuit Breaker Capacitance on Avail- 
ab'l ty of Emergency Powo/.’' Svc list end 

ROSSi.CE. Division of Ooer^onal Events Assessment (Post B70411). 80/07/ 1& 
Consolidated Ed.son Co. of New York, Inc. 110pp. 48257 258-4Q250.O16 

8807260269 Responds to NRC Bulfotn 87 04)2. Suppl s 1 A 2 re safety-related boltmp 
vondora A to arena r testing. 

TUCKER.H 0. Duke Power Co. 08/07/18. Documont Control Branch (Documonl Con- 
trol Desk) I3pp 46287249-40287:261. 

0607180101 NRC Info Notice 66-OS t, “Fattuies ot MSlVs ” Svc fiat ©net. 

ROSSI.CE. DM^on ol Oporelional Evenis Assessmanl (Po 9 t 870411) 86/07/21 
Consolidated Edison Co. of New York. Inc 1 21pp. 46257 006 46257 206. 


lomp del ec l or /cab 'os replaced. W/000622 itr. 

TORRE J.G., TUCKER.H B. Duke Powci Co 6B/06/22. 13pp. 45988:11 2-45980. 124 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire prolection plana 


8807070221 Rev 26 to crisis mgt plan.W/880624 Itr 

TUCKER.H B. Ouke Power Co 00/06/15 30pp. 461 IB'20 1-461 18:321. 

8606290149 Forwards Insp Repls 50-413/88-21 & 60*414/88-21 on 880516* 20.N© r.o- 
rations or deviations noted. 

HERDT.A R Region 2. Ofc ol the Director. 08/06/17. TUCKER.H B. Duke Power Co 
2pp 45S84 294-45904:309. 

-0806290152 Insp RopK 50-413/08*21 A 50-414/08-21 on 88051 0-2O.No violations or 
deviations roted Major a'oa9 inspoctodsolsm.c monilonng progrom.f-re protection/ 

f iroventlon 8 iol owup on prev.ously idenM.od open Itoms 

tARRJS.jR Regon 2, OiC ol the Director 0B7O6/I5. 14pp. 45984.296-45904 309 

8807060295 Forwards Saloguards Insp Repls 50 413/08-23 & 60-414/08-23 on 
050607* 10. Violations noted Violations not being citod End w/excopllon of cover Hr 
withhold (rof lOCFR2.790(d) & 73 21) 

CLINE, W E Rogion 2. Ofc ot ihe Director 80/06/23 TUCKER.H. 8 Duko Power Co. 
2pp 46109 354-46109.356 

-0007000299 Partially withhold Insp ReptS 50 413/80-23 A 60 *114/00-23 on 000607- 
10 Violation noted Ma;or areas inspected security pJAn & implementing procedures, mgt 
effectiveness security program & organ> 2 aiion,records & ropls & alarm stations. 
TILLMAN A Rogion 2, Ofc of tho Director 00/06/22 Ip 46109:356 46109:356 

8807120603 Forwards insp Repls 50*413/00*10 & 50-414/08*10 on 000517-20 & 
0603. No vio!aiions or dovWons noied. 

CQU.INS.0 M. Reg on 2. Otc of the O tccioc 88/08/23. TUCKER, H.B. Ouke Powo* 
CO. 2pp 46155.007-46155:094. 

-6607120605 Insp Ropls 50 413/06-19 A 50-414/80.10 on 080517-20 A 0003. No vk>. 
fatiorie or deviations noted M a; or diobb inspected omorgency plan 8 implementing 
procedures, emergency facl'ltios A organization & mgt ccniroi 
DECKER.T.R Region 2, Ofc of tho Director BO/06/21. 6pp 46165 009*40165.094 


K. Utility Final Safety Analysis Report (FSAR) & amends 


880705QQ26 Update to FSAR tor Catawba Nucle at Staton W/ 8806 30 Itr. 
TUCKER, H.B. Duko Power Co 80/00/30. 794pp. 46027.010-46029 083 


P. Operating Means© stafl© documents & correspondence 

8007070576 Forwards "Final Design Doachption.ATWS Mitigation Sys Actuation Circuit- 
ry” A '‘ATWS M.i-gotion Sys Actuation Grcu iry Response to Unit Tiansionte.’* baseni 
on mods to plants to install modified Oplions 3 In design package. 

TUCKER.H B Duke Power Co. 00/06/01. Document Control B/anch (Document Con- 
trol Desk). 2pp. 40110:331-40110 099. 

-8807080079 Rov 2 to “ATWS Mit ‘gallon Sys Acluatlon Circuitry (AMSAC) *’ 

* Duko PoworCo 00/05/20. 63pp 46110 334-40110.047. 

0807060059 Forwards uimmBry ot Q60609 meeting In Region It ofc re emergency dtosel 
gonorator liability concerns List ol atlendeos.bnef meellng summary & ulil handoul 
also onlc. 

REYES.L A. Reg on 2, Ofc of tho Oirocior. 08/00/20 TUCKER.H.B. Duke Power Co 
37pp. 46116336-4611 7.012 

8807010443 Nolif.caton of 0GO7 19 meeting w/util In Rockvillo.MD to dlscusa ull d rect 
onorotion response spectra A snubber reduction program 

ABBOURK.N. Projoci Dlrectotalo 11-3. 88/00/24 MATTHEWS ,D.B. Project Diredot- 
aie 11*3. 4pp. 45975 360-45975:369. 

8807110538 Forwards environ assessment & finding of no significant Impact re BB040I 
request for amends lo Licenses NPF-35 & NPF-52.Amends would change Tech Spec 
5.3.1, “Fuel Assemblies “ 

JAQBOUR.K N Project Ofrectorate 11-3. 88/06/24. TUCKER.H.B. Ouke Power Co. 
3pp 40100.199 46100.206 

-88071 10541 Environ assessment & finding of no significant Impact re amends to Li- 
censes NPF-35 A NPF*52.revis ng Tech spec 6.3.1, “Fuel Assemblies. '' Commlss.on 
has decided not to prepare ElS for proposed amends. 

MATTHEWS.D B. Project Directorate 11-3 08/06/29. 6pp. 48100:202*46100:200. 

8807120375 Forwards safety evaluations re fracture toughness requirements for proiec- 
lion against PTS events .per l0CFR50.Qt.NRC finds pressure vessel PTS ret temp ac- 
ceptable subj to condition re rev of peek fluonce methodology. 

JABBOUR.K.N Project Directorate II 3 88/06/20. TUCKER.H.B. Duke Power Co. 
4pp 46113:291*401 13:300 

-8607120388 Safety eva-'uatlon supporting licensee assessment to fracture toughness 
requ fomenig for protection against PTS events.por 1OCFR50 61. 

' Office ot NucW Reactor Regulation. Director (Post 070411). 80/06/28. 3pp 
46113.295*461 13300. 

8607140290 Forwards summary of nuclear station mods. summary of exempt change 
variation notices & summary of procedure changes. tes(9 & experiment completed per 
10CFR50.59. ** r r 

TUCKER.H B Duke Power Co. 08/06/30 Document Control Branch (Document Con- 
trol Desk). 36pp 46174:332-46175.006. 



0807140302 "Catawba Nuclear Station Unit 2,CyClo 2 Startup Repl *’ W/000627 lu 
TUCKER.HB Duke Power Co. 86/06/ 30 60pp. 46170.104. 46175.182 

6807130177 Informs that results of steam generator tube rupture onalyS-s w.n bo provid- 
ed by 801J03 

TUCKER, H B. Duke Power Co 08/07/01. Document Control Branch (Document Con- 
trol Desk) Ip 46164 253 46 164 253 

8807140105 Application lot amends 1o licenses NPF 35 A NPF -52. revising Tech Spec 
Sect< 0 ns 03 1 & 64 1 to reflect revs to 10CFR55 & to Indcato new pos-ton within 
fac lily manager sint'on tranlng Foo paid 

TuCkER, H. 0. Duke Powor Co B 8 / 07 /OI. Documont Control Branch (Documont Con- 
trol Dosk) 3pp 46175:163 40175 170 

-8807140106 Proposed Tech Specs, amending Sections 63 1 & 64 1 to reflect rev 10 
10CFR5S & to indicate new portion w.titin lac/ity manager station t/enlng 

* OukO Power Co 8B/07/01 5pp 461 75 106 461 75 170 

6807120143 Forwards responses 10 encls ol KN Jabbour 880524 Iff re d reel generation 
response spectra 

TUCKER.H B Duko Power Co 68/07/05 Documont Control Branch (Document Con 
trol Desk) 21pp. 46147:341-46147.360 

8007210302 Appl cation for amends to L consos NPF-35 & NPF-52.rhanging channel 
requirement for auxiliary feedwater flow rote, PORV position indicator A PORV block 
valvo position indicator. per Rog Guido 1 97 Foo pa>d 

TUCKER.H B Duke Power Co 80/07/11. Document Control Branch (Document Con 
trol Desk) 4pp 46236 138 46235 140 

“8807210305 Proposed Tech Spots .changing channel lequlromonls I 01 dunViary teed- 
water Mow rate, PORV position Indicator’ A PORV block valvo posilion Ind cato: 

* Duke Power Co 08/07/11. 7pp. 48235 142-46235 148 

8807130464 Generic LU 00 1 1 to all licensees of oporailng roactors & holdors of CPs ro 
NRC position on radiation errbrilt’omoni of reactor vessol mails A impact on plant 
operations Svc l.sl & Rev 2 to Rug Guido 1.99 end 

MlR/VGUA.F.J Associate Otieclor let Pro.ccts (Post ft 704 \\) 08/07/12. ConsoUdatoU 
Edison Cn of Now York. Inc sipp 40257.2OM62S7 257. 

6807100017 Ack roco'pl of 8B0720 Itr appeal ng NRC 871020 don ol of utr 070901 
backf.l claim ro conlanmont rntogratod look rate toning roqu-rorr.onis par App J of 
l0CFR5O.Mattor currently undor review. 

MURLEY.TE. Office of Nuc’oar Roacfor Regulation, Dirocior (Post 670411) 08/07/ 
12. TUCKER.H 0. Duke Power Co 4pp. 46203010-46203:023 

0807190301 Forwards Amends 40 & 41 to Ucongos NPF-36 & NPF-52. rospechvoly A 
SBfoty ovalualion Amoncls chango Toch Spoc Sections 3 0 A 4.0 10 conform to Gonor- 
ic Lfr 67-00 

JAQBOUR.K N. Pro|ocl Oirectoroio II 3 00/07/12. TUCKER.H O Duke Powor Co. 
2pp 46208:316 46209 030. 

-8807100382 Amonds 4fl A 41 to Licenses NPF-35 & NPF-52.rospoclivoly. chang ng 
Toch Snuc Sections 3 0 A 4.0 to conform to Generic l.U 07-09 
MATTHEWS.D B Project DiroctOrfllo lf-3. 00/07/12. 75pp. 46208 310-46209 032 

“8807190303 Safety evflluullon support ny Anrioncla 40 A 41 10 UconSOb NPF 35 & 
NPF-62.rospectivoly. 

* Oillco ol NucloOt Reader Rogulahon. Olioclor (Post 670411) 06/07/12 6pp. 
46209 033 4G209 038 

8807200056 Nolificet-on of 880722 mooting w/ulil in Charlolle.NC to discuss dosign Of 
dry stotano for spout fuol- 

JABOOUR.K.N Pro;oct Diroctorato JI-3. 00/07/14 MATTHEWS.D. B Project D roctof- 
ato II 3- 4pp. 46221:324 46221:327. 


G. Inspection reports, IE Bulletins & correspondence 

0806200438 Provldos addl Info In light of NRC concerns raised dudnq 000525 lelcon 
botwoon NRC A licensee ro response to NRC Bulletin 0Q OOP, "Rapidly Propagating 
Fat<guo Cracks in Steam Gonorofor Tubes '* 

TUCKER.H. B. Duko Powor Co 80/06/ 10 GRACH.J N Region 2, Ole ol the D.roctor 
4pp. 45974:341.45974.344 

6606130168 NRC Info Notico 80 039, ’’LoSa'fo Unll 2 Loss of Recirculation Pumps W/ 
Powor Oscillollon Event." Svc l.st oncl 

ROSSI.CE D.vlslon of OporaMonal Evonta Assesemoni (Post 070411) 00/06/15 
Consolidated Edison Co of Now York, Inc. 110pp. 45970: 16O-45970 2B6 

6608290140 Forwards Insp Ropt9 60-413/80 21 A 60*414/00-21 on 800516* 20 No vio- 
lations or deviations noted. 

HERDT.AR Region 2. Ofc of Iho D.roctor. 00/06/17. TUCKER.H G Duko Powor Co 
2pp. 45904 294-45084:309 

“8806290162 Insp Ropls 60-413/80-21 & 50*414/00-21 on 000516.20.No violations O' 
deviations notod Major areas inspected so ismlc monitoring program. lire protactlon/ 
provenlion A followup on previously identified open uoms. 

HARRlS.JR.. CONLON.TF Roglon 2. Ofc of the Oiroctor. 80/OB/ 15 14pp 
45904-296 45084:300. 

8806290345 Forwards Insp Repls 50 413/08-10 A 60-414/80 10 on 000426- 0627 A 
notice ol viola t ion. Unresolved Horn noted. 

BROWNLEE.V.U. Region 2. Ole ol the Dlroctor. 80/06/ 17. TUCKER.H B Duka Power 
Co. 2pp. 46087.033 45087.045. 

“8006290360 Notico of violation from insp on 880426 0527. Violation notod failure 10 es- 
tablish measures to assure that stopwatches properly control led.canbr A adjusted A 
valve not tested bo fore returning to svc 

GROWN LEE.V.L. Region 2, Ofc of the Director. 00/06/17. 2pp. 45987,035 45007 036 

-8606290361 fn 9 p Repls 60 413/08-18 A 60*414/08-18 an 060428*0527. Violations 
noted. Major aroa 9 In epee led. plant operations, surveillance A malnl obsenrallon.reviow 
of nonroutlno evont rents A fol.'owup of previously Idontiflecl items 
VAN DOORN.P., LESSER, M S .. PfcEBLES.T.A. Roglon 2. Ofc of the Director 00/06/ 
16. 0pp. 45987:037-45087:045. 


8006180340 NRC into Notico 08-040, ’‘Examner9 Handbook for Deve'opng Operalcr 
ucenhtf J Exams " NUREG/BR-01 2? A svc l.st or ct 

ROSSt.CE Divison of Opo»at onal Events Assessment (Post 870411) 80/06/22 
Consolidated Edison Co. of New York, Inc 237pp 46240 325 4624 1.201 

8606170033 NRC Into Noice BC041, "Physical Protection Weaknesses fdentif-ed 
Through RngJatO'Y Elfo-clivenoss Reviews 1 SvC 1-31 end. 

ROSSI.CE. Division of Operational Events Assossmont (Po9t 070411) 08/06/22 
Consol dalod Edi 9 Cn Co. ol New York, Jnc. I22pp 45970 034.45978 155 

8000170291 NRC Bul’elin 89 €09. ’‘Thermal Siro 9 ses In Piphg Connoclod to RCS." Svc 
list end 

ROSSI CE Div.sien of Operational Events Assessment (Post 8704 11) 08/06/2? 
Ccnso idatod Edison Co of New York. Inc IlCpp 46010 037-46019 152 

0807130049 Confirms 080/01 enforcement conloronce wAit l at Reg on II o 4 C to discuss 
NRC find-rgs resulting from equipment qua'iliCati-n Insps at plants 
GRACE.JN Rog-on 2. Ofc of 1MO Director 08/06/22. TUCKER.H B Cuke Power Co 
Ip 46172 1 75-46172.175 

08O7O6O295 Forwards Saleqjards Insp Rupls 50 413/00 23 A 5O414/0B-23 on 
880C07-10 Vio’aMOrs rioteciA/iolalidns not bomg CilorJ Enel w/yxcopi-on of cover It' 
withhold (rot IOCFR? 790(d) A 73 2 1 ). 

CHNE.WE Ro()ipn 2, Ofc of Iho DJrcciCf. 00/06/23 TUCKER.H B Duko Power Co 
2pp 46109 354-46109 356 

-0807060299 Partially wthhell Insp Ropls 50-413/80 23 A 50-414/80-23 on 000607 
lO Volat-on noted Maior areas inspected security plan A mp'omont ng procodure-9.mgt 
©ftoclivenoss.socurity prog'am A organza! o.n.rocords A ropl9 A a'arm siaiicns 
TILLMAN.A . MCGUIRE ,D R Region 2, Ofc of IhO Drector 06/08/22 Ip 46100-350- 
46109.358 

6007120603 Forwards Msn Ropls 50-413/00*10 A 50 414/00*19 on 080617-20 A 
0603 No violations or deviations noted 

COLLINS.DM Region 2. Ofc of Iho Director. 88/06/23 TUCkER.HB. Duko Powo.* 
Co 2pp 46156.007-48155:004 

-8007120005 Insp Ropts 50-413/60-19 A 50 41 4/80- 10 on 0BO51 7-20 & 0603 No v.O- 
lalions or deviations noled Mejo r a r oas mspoctod emergency plan & <mplomenilng 
procoduros.omernnncy families A organization A mgi control 

DECKER. T.R., KREH.TR Roglan 2. Ofc of iho Droctor 80/06/21 6pp 40155009 
4 6105:094 

8606210030 NRC Info Notco 86-044, ’ Mooharica 1 Binding o' Spring Raloasn Devico In 
Wesling^ouso Typo DS 410 Circu-l Breakers " Svc l-st onci 

ROSSI.CE Divison ol Oporotlona' Evonta Assessment (Post 070411). 80/06/24 
Consol.datod Edlsnn Go of Now YorK Inc. 1 I3pp 46010 153 46019 265 

6800240139 S.,ppl 1 10 NRC Bulletin 88 OO0, "Thermal Stresses In Piping Cornoctod 10 
RCS ’’ Svc lisl urcl 

ROSSI.CE 0.vi9lan ol Operational Evor.ls Assossmonl (Po9t 070411). 08/06/24 
Consolidated CcfiaonCo. of Now York. Inc. 1l4pp 40010 209-46020.010. 

880 7130455 AdvisoS thni response 10 NRC Bulletin 80-001. "DofoclS In Wesllngtiouso 
Circuit Breakers, ” satsfaclcry 

HOOD.D Proloct O.mclorolo 11*3 06/07/05. TUCKER.HB Duka Power Co 4pp. 
40167 357*46107-380 

8806300347 NRC fnfo No! co 00-045. ' Prob’oms In Protecf.vo Relay A Circuit Breaker 
Coordination ” Svc lisl cncl. 

ROSSI.CE. D.vlslon of Operational Events Assossmoui (Posl 070411) 08/07/07. 
Consol Idaled Edison Co of Now Vo/h. fnc. I04pp 46242.103 46242:212. 

&Q0726Q182 Forwards svippoitny vtowgrophs u&od during 88Q70\ en(o:ccuiverU confQi- 
onco ro onvlron qual>fiCRi-on of oqupmenl Loop accuracy colculat^n for Oconoa h gh- 
rango radiat on mon4cr also oncl 

TUCKER.H G Duho Powor Co. 00/07/07 Document Ccnlrol Branch (Oocumonl Con- 
trol Dosk) I04pp 40255 003 49255:163 

8807000006 NnC Info Notico 00-046. ’’l.icensuo Ropl ol Defective Roh;rb:shed Circe I 
Orcak^ts " Svc list oncl 

ROSSI.C E. Division of Operational Evonls Assessment (Post 070411). 08/07/08 
Consolidated Ed son Co. of Now York, Inc 107pp 46231:201-46232 027 

0807260316 Responds to NRC Bullotin 00-004. "Polenlial Saloty-Rolatod Pump L0S9” 
Roco pt of manufacturer Info A ovalualion of info expected by 800831. 

TUCKER.H 0 Duke Powor Co 80/07/11. Documonl Contrcl Branch (Document Con* 
(rot Desk) 5pp 40260 ’159-46286 1G3. 

8907)20291 NRC Info Notico 88-040. ‘'Licensee flept of Doteclivo Refurbished Valves ” 
Svc list oncl. 

ROSSI.CE Division of Oporaiionol Events Assossmont (Post 870411) 68/07/12. 
Consolidated Edison Co of New York. Inc 103pp 46242 000-46242:100 

6607 220160 Responds to NRC 00C613 lit re Violations noted in Insp Ropts 50-4 1 3/ &8- 
14 A 60 4 1 4 /B0- 14-Corroctivo actions fesiing A insp program for Idonlfy ng clem In- 
fesiQt'On oxpanrfod. 

TUCKER.H B. Duke Powor Co. 68/07/13. Document Conirol Branch (Documont Con 
UOl Dosk) 6pp. 46250.289-46260 203 

0807060366 NRC Info Notice 88-04 7, ‘Slowor-Than-Expocted Rod-Drop Timo9." Svc 
list end 

ROSSI.CE Divrson of Operational Events As9089mont (Post 070411). 88/07/14. 
Consolidated Edison Co. of New York, inc. 103pp. 46240 222-46240:324. 

8607120550 NRC Info Notice 00 049. ’‘Marklng.Hondllng.Coritrol.Storege A Dostruction 
of Safeguards Info." Svc I 9t end 

noSSI.C E. O. vision of Oeeraiional Event9 Atjsossmont (Po9l 070411). 08/07/10 
Consotidatod Edison Co. of New York, ipe 103pp. 4624V. 263 -4 62 42 005. 

0607120553 NRC Inio Notice 8& 050, "Eflecl of Circuil Oroakor Capac tance on Avail- 
ability of Emornoncy Powor. - ’ Svc l.sl oncl. 

ROSSI.CE. Division of Operational Events Assessment (Post 87041 1 ) 88/07/18 
Conso!irial 0 d Ecfi 9 on Co. of New York. Inc. 1 19pp. 46257:258-46268 010 
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6807260269 Responds 10 NRC Bui. elm 87-002.Si;ppl9 i 8 2 re sateyrelafed bolting 
vendor 9 & fas te car testing. 

TUCKER.H B Ouke Power Co 86/07/18 Oocume/rl Control Branch (Documani Con 
IfOlOosk). I3pp 46267 249 46267:261 

8807180101 NRC late Wot ca A8-051 . "FtfuG* ot MSlVs " Svc, 1st enci 
ROSSl.CE. Divis : on of Operatonai Events Assessment (Posi 67041 1) 86/07/21 
Consolidated Ed son Co of New York. ire. ifilpp 46267:066-46257.206 


S. Reportable occurrences, LERu A related correspondence 

8607140267 LER 86-010.00 on 60O527.roacio' trip du ng cycle of alternate source to 
KXPB breaker, recommended by conlre' room operator to clear undorvoliage 
condii cn Caused by mgl & design dof c ency.UH stabilized in Modo 3 W/080627 itr 
TORRE, JG, TUCKER, H.B OukG Power Co. 80/06/27 8pp. 46175084 46175 091 

8607H0270 LER 86 020 00 on 88052a.marual reacioi trip In lleled white in process of 
un.solalmg main feedwater control va’ves Caused by ma ‘function of otectr c to pneu- 
matic converter. Repairs of vaivos 2CF-16 A 2CF45 planrod.W/680627 itr. 

TORRE.JQ . TUCKER, H.D Duke Power Co. 86/06/27. 6pp. 461 75 002 46175.097 

8807120117 LER 89 021 00. on 880603 .manual reacior if p imtareddue to Imminent lo-lo 
steam generator lovol Caused bv closed auxi lary steam reader supply solution valve 
IAS69. Extensive nvesigation o-/ IAS59 portermed W/830701 Itr 
TORRE. J.G . TUCKER.RB Duke Power Co 68/07/01. 7p p 46146 2B4 461 40 300 
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F. Security, medical, emergency & fire protection plana 

9606280493 Forwards FEMA "Fino* Radlofogcai Emergency Prepared ness Exercise 
Ropt” for oxorc-ae conducted on 67 1 117-16 Attention directed to a'oas requiring cor- 
rective actions fdeniif.ed by FEMA 

COLL I NS. D W. Region 2, Ofc ol the Diroclor 68/06/16 KINGSLEY.O.D. System 
Energy Resources, Inc. 2pp. 45986 302 45937 003 

0607060456 Rov.sed emergency plan impte-monting procedj f os. Including Rov 16 to 10 
S Q1-6, "Noi.flcation of Ofiaite Agencies & Plant On-Ca'I Emorgency Personnel" A 
Rov 6 to 10-S 01-13. "Onsite Radioloa cal Mo.mterlng *’ W/B8C630 Itr 
HuniEY.J , HILDERORAMDT.T., KinGSLEy.O.D. System Ene-gy Resources, Inc B87 
00/30 69pp 46008: 1 70 46008:240 

0907130044 Responds to leap Repl 50 410/80 06 ro facil.ty emergency oporating 
rocodues Updated emergency procedure improvement program er.ck 
INGSlEY.O.D. System Energy Resources. Inc 86/07/00. Document Control Branch 
(Document Control Desk) Bpp 46170:296 461 70 303 

0907250334 Forwards SAlP Ropt 50-416/83 09 fer Nov 1906 - Apr 1903 A Informs fha< 
eubj repl wiM bo discussed al facii.ty cn 060722 Level of porformance continued to 
'mp-fove but faiiuro te fo'iow procedures in several funci’onal areas noted 
GRACE, JN Region 2, Ote of tho D rector 89/07/Ofl KINGSLEY.O.D System Energy 
Resources. tec 2pp 46274 244-462 7 4:286. 

-8007260340 SAl.P Ropt 50-416/86-09 for teqi'ity for Nov 19QQ - Apr 1988 CanTtwed 
superior performance noted In areas of rad oteg cal contra Is, socunty A outages A sig- 
nificant improvement In plant operations A fi'o pro toe Don. 

’ Region 2. Ofc of tho D.roctor 89/07/03. 4 Ipp 40274:240-40274 266 


H General correspondence 

8807069344 Discusses lesitucluring ol uM organization lo strengthen mgl capacities A 
r od uco opera 1 5ng c os tg . 

KINGSLEY .OO. System Energy Resources. Inc. 39/07/01 Olflce of Nuclear Reactor 
Regulation, D rector (Po9l 070411) 6pp 461 14 246-461 14-251. 


I. Financial Information 

8607070308 Forwards summary of compfoiod A planned notfication A consullat.cn 
activll os.Systonnwlde communication plan under development for consolidation 
ef fort, including de ve'opmenl of new publics Hon to update employ eos on progress 
KINGSlEY.O.d. System Energy Resources. Inc 08/08/29. Document Control Branch 
(Documani Convol Oosk) 7pp. 40 125:353- 4 6125: 3 59 

6807140039 Forwards 1037 annual financial ropts ter Sys Energy Rosourcos. me, South 
Mississippi Electric Power Assoc A Mississippi Pow or & Light Co 
KINGSLEY.O.D. System Energy Resourced, tec 88/07/05 Documgnt Control Branch 
(Document Control Dosk). ip. 40172 202.46172:363. 

-6807140042 "Sys Energy Resources. Inc 1987 Annual Repl.*' 

CAVANAUGH.W. Syslom Energy Resources, me. 37/12/31. 47pp. 46172:203- 
401 72249. 

-0607140043 ‘ Mississippi Powor & Light Co 1937 Annuaf Repl." 

LUTKEN.D.C Mississippi Power & light Co 80/07/05 64pp. 48172:250 46172:313. 

-0007140040 "Soulh Mississippi Electee Power Association 1087 Annual Rept.” 
MCKAMY.W.C » THOM AS. ML. South Miss-ssppl Electric Power Association 87/12/ 
31. 40pp. 48172:314.46172:353. 


P, Operating license stage documents A correspondence 

8808200154 Forwards revised NSHC in support of util 670409 app:icatlon ter amend to 
License NPF-29.ro Tech Spec Table 4.6.1. 1.2-1 concerning diesel generator tost 
schedule Pioposed emend involves NSHC. 

KINGSLEY.O.D, System Energy Resources, fnc. 80/08/21. Document Control Branch 
(Document Conlrol Desk). 6pp. 45964:280-45964-293 

8B07050074 Application lot twr.or.tj to License NP F -29. o’-lmi haling dally functional tests 


-0807050077 Proposed Tech Specs.c'immating daily functional tests on rod pattern 
control sys setpomts 

* System Energy Roscurces. Inc. 86/06/21 4pp 46025 1 13 46025:116 

8007070379 Corrected oppicai'On for amend to License NPF- 29, removing duplxale 
page An* end request jus’./ es aiminaion ol Only functional tests on rod pattern conti ci 
sye sotpo.nis Support ng documontat c*n o'-.cl Feo paid 

KiNGSlEY.O.D System Energy Resources, Inc 00/06/21. Document Control Branch 
(Document Control Desk). 0pp. 46 1 26 014 46126.025 

8807140286 Summary of 080615 meeting w/utl9 ro proposed establishment A Jicer.shg 
of Sys Energy Resource, Inc as oporalo'S A licensing agent for plants 
WIGGINTON O L. Pro.ect O.rectoraio IV. O0/C6/21 Project O-roctorato IV. 36pp. 
46177291-46177.326 

8007070366 Forwa r d9 summary Of comp'oted & planned noiifxeton A consullah&n 
activities Systemwido communicahcn plan under development for consol ida ' Oh 
offortjncluding devetepmoni of now puhlicailon to update employees on progress 
KINGSLEY.O b System Energy Resources, Inc 63/00/29 Document Control Branch 
(Document Control Desk) ?pp 46125.353 46125 350. 

8807140044 Appl cation fo' amend to License NPF-29, changing xoaclor protection sys 
mslrumentation surve-Nanco tesl intervals A a’lowablo outage t'me9 Proprioiary MDE* 
80 04B5 encLRepl wiihhe’d (rel 10CFR2 79D).Foe paid 

KtNGSLEY.OO System Energy nesou'ces. \nz 80/06/30 Document Control Branch 
(Document Control Desk) 6pp. 4Q181.1 16 46184:127. 

•'0807140040 Proposod Tech Specs changing reactor protecilon sys instrumentation 
survo.Vanco tesl iriiervals & allowable ouiaue times. 

* System Energy Resources. Inc 38/00/30 6pp 4Q1Q4 122-46104 127 

8807110305 AppSicailon for amond to License NPF-20.requeatirg oxtonson of im.cte* 
mentai on date ior neutron hux monito r ng unlit fourth rofuol ng outage fo: installation 
of incore sya to meet Ren Guido 1.97 Fee paid 

KINGSLEY.O.D System Energy Resources, Ir.c 88/07/01 Documeni Conlrol Branch 
(Document Cortrof Desk). i4pp 40141 023 46141.030 

-8B071 10306 Proposed Toth Specs chanqng uM License Conrfitlon 2.C(36) 

* System Energy Rosourcos. roc 08/07/01 2pp 4614 1:037*4014 1 030 

8007130019 Responds to 080608 reqjosi fer addi info ro rvoposod amond lo License 
NPF^.chana’ng Tech Spec 3/4. 1.3 3 ro alternate survedlanco tests when accumu’a- 
tor pres9u.-G A roakage alarm cvcurt inoporabte 

KtNGSLEY.O D System Enorgy Resources, tec 86/07/08. Document Ccnt'cl Branch 
(Documeni Control Desk) 10pp 46164 O2M0164 030 

-0807130020 Proposed Tech Spocg re IrrHSny co-ndit ons for oporailon for control rod 
scram accumu 1 . Biers. 

* System Energy Rosourcos, Inc 08/0 7/08 2pp 40164 037*46104:036 

8807200360 Summary ol 830425-29 audit ol 10CFR50 59 satety ovaluallons Related 
Info end 

KlNTNER.L.L Pro.ect Dirocto/ate 11*1 00/07/11. Projocl DVocioroto ll-l 31pp 
46221-142*46221:17 2. 

8807130464 Gonouc llr 00-11 lo a’l l ; consoos of oporating reactors A holders of CPs ro 
NRC postion on radiation embrittlement of reactor vo9so5 mai/8 A impact on plant 
operations Svc list A Rov 2 lo Rog Gu cfe 1 99 oncl. 

MIRAGLIA.F j. Associate O.recior for Pro;oct6 (Post 870411) 80/07/12 Consolidated 
Ed.son Co of Now York. Inc. 51pp. 4625/ 207-46257 257 

8007220100 Appl collon for amend fo License NPF*20,do!oiing Room 0C506 from Toeh 
Spoc Table 3 3.7 0-1 to onlargo control Wdg tockor room Feo pn’d 
KINGSLEY.O.D. System Enorgy Resources, Inc 86/07/12 Document Control Branch 
(Documonl Control Desk) 7pp. 46250; 1 36 46250:193. 

“0807220181 Proposed Tech Specs Toblo 3. 3. 7. 9*1 .deleting Room OC508, lo enlarge 
control bTdp locker room 

* System Enorgy Resources, Inc. 80/07/12. Ip. 40250.103*46250:193. 


O. Inspection reports, IE Bulletins A correspondence 

8B06200461 Forwards Inep Rept 50-416/88-08 on 88041 1-l8.No violations noted Repl 
fdenHies specific findings A observations In hconsoo emergency oporating procedures 
re technical, human factors & mgt conlrol Issuos. 

JULIAN.C A. Reg-on 2. Ole of the Direcior 08/06/07. KINGSLEY.O.D. System Enorgy 
Resources. Inc. 2pp 46985 2H-45985 245. 

-8806200454 insp Rept 50-416/30 06 on 08041 1-18 No violation noted Major areas 
Inspected comparison of emergency operating procedures w/BWR Ownors Group 
emergency g u Idol nes for technical adequacy. 

FLOHEK.O.X, GALLO, R.M. Region 1, Ofc oi llio Director. 08/05/20. 30pp. 
45985:216-45086:245. 

6806130160 NF1C into Notice 88-039, "LaSalle Unit 2 L 099 of Roclrcu’akon Pumps W/ 
Powor Osc. Hat. on Evom Svc Hat one). 

ROSSl.CE. (Division of Operational Events Assessment (Post 670411). 00/00/16 
Consofidatad Edison Co- of New York, Inc 110pp. 45078.166 45970:266. 

8806160340 NRC Info Nolico 88 040, "Examiners Handbook for Developing Operator 
Licensing Exams." NUREG/9R 0122 A svc llsl oncl 

ROSSl.CE. Dlvs'on of Operational Events Assessment (Post 070411). 06/00/22. 
Consol-dated Edison Co. of New York, Inc 237pp. 46240.325-46241:201. 

0006170033 NRC info NoLce 88-041, "Physical Protociion Weoknosses identified 
Through Regutelofy Effecilvenass Reviews." Svc list encl 

ROSSl.C E. D-vielon of Operational Events Assessment (Posi 670411). 38/06/2 2 
Conso.'ldatod Edison Co. of New York. Inc- 122pp. 46978:034-45976:155. 

8806170291 NRC Bulletin 88-008, "Thermal Stresses in Prplng Connected lo PCS.” Svc 



Westinyhouso Typo OS 416 Ci'cu 1 Breakers'" Svc list encl 

nossi.c F. Div.sten of Oporatonal Event9 Assessment (Posl 3704 1 1). 00/06/24 
Consolidated E(J son Co of New York. Inc 113pp 46019.1 53-4601 9.265 

BC062401 39 Suppl 1 10 NRC Bullet n 80 000. ‘'Thermal Stresses In Piping Connected lo 
PCS ” Svc list ord 

MOSSI.CE 0 1 vision of Operational Events Assessment (Posl 870411) 06/08/24. 
Consoidaied Fdson Co Of Now Yo/k, lr.C- 1 14pp. 46019 266 46020 010 

GG 07 190 1 63 Forwa'ds In 9 p Ropl 50 416/80-11 on 0OO6O6-lO.No violations Of dovl- 
altons noted 

HEnOT.A fl. Rcgcn 2. Ofc of iho DreclOf G8/07/05 KINGSLEY.O.D System Eno-gy 
Resources, fnc ?PP 46205 C82-46205 091. 

-0007190169 Insp Ropl 50 416/08-11 on 800606 10.No vlolalion9 or dovlaLons 
noted Urrosolved item noted iM 9 lrumenia 1 ion for drywoll p'ossure.MaJor areas 
Inspocled.inst'urpontation por Reg Guide 1 97 & opo.n Homs re eloct'ical equip, moni 
MUNT.M. CONlON.T Region 2. Ofc of Iho Director 06/00/30 Gpp 46205 064- 
46205 001 

0606300347 NRC fnfo Not cu 00-045. “Probloms In Protective nolay & Ci'cut Breaker 
Coordmat-on ” Svc list oncl 

ROSSLCb' O.vision of Operational Events Assossmonl (Post 0704 11) G8/07/07 
Conso'idaiod Ed son Co of Now Yoik. fnc. 104pp. 46242: 109-46242 212 

8807080000 NRC Info Noilco 08-046. "Licensee Ropl ol Dofeclive Refurbished Ci.xuil 
Breakers Svc I si oncl 

ROSSI.C.E. O.vison of Opmalloral Evenis Assossmont (Post 070411) 80/07/00 
Consolidated F disen Co. ol Now York. Inc. I07pp 46231.281-46232 027 

0007 120574 Confirms 8B0624 discuss-on w/LL Kmtnor ro responso to NRC Bulolm 88 
004. ‘‘Potential Sofoly Ro'atod Pump 1039*’ Kminer acrood thal 30 day 
extension, authoring util io 8ubm:( rosponse by OflOBOQ.oppropnate. 

KINGSLEY.O.D. Systom Enorgy Resourco9. Inc 88/07/00. Document Control Branch 
(Oocemenl Control Desk) 2pp. 46154.058-46154 057. 

6007130044 Responds lo Insp Ropl 50-416/00 06 ro facility omorgoncy oporaling 
t:roceduros Updated omomency procod.ao Improvement program oncl 
KINGSLGY.O D System Energy Resources, fnc 00/07/00 Docuniont Consol Branch 
(Documoril Conlrol Desk) Dpp 461 70 200-461 70.303. 

8807250334 Forwards SAlP Mopt 50 410/80 09 for Nov 1986 ■ Apr 1900 & Informs that 
Subj ropl will be discussed at facility on 080722 Lovol of performance contmjod to 
improve but faliuio to foitew procoduros in sovorai funct-onoi aroos nolod 
GRACE ,3 N Region 2, 01c ol Iho Director 68/07/ OB KINGSLEY.O.D. System Enorpy 
Rqsou'C09. Inc 2pp 40274 244-46274 206 

• 0007260340 SALP Mopl 50-416/80 09 for facility for Nov 1908 • Apr 1008 Coni nuod 
B.jponor ptjrfo.'nmnce nolod in aruas of radologcnl confrols.bncurity & uutagos & slg 
n ficont Improvonmnl In plant oporations A firo protection 
• Rog on 2. Ofc of Iho D rector 00/0//08 4 Ipp 46274 24C 40274 280 

8807190067 Forwards proprietary ropl "Numbur 3 Low Progsuro Turblno Rotor Ultrason- 
ic Insp Summary." Ropl withhold (rof 10CFR2.7U0) 

KINGSLEY. 0 0, System Enorgy Resources. Inc 08/07/11 Documonl Conirol Branch 
{ Documw M Control Uo&M 46222.0/4-46222 079 

8007250303 Forwards Exam Ropl SO 416/OL 08 01 administered on 000426- 27 Exam 
r,uesilons & answer kov.tacil ly commonte & simulation facility fidelity rept a'so oncl 
JULIAN, C. A. Rogion 2. Ofc of Iho Olroctor. (18/07/1 1 KINGSLEY.O.D. Sysiom Energy 
rtosources, Inc ?pp 4627U 120-46276:302 

-8807250308 Exam nopi 50 4 16/OL-08 01 on 800420-27. Exam rosults one reactor op- 
orator (RO) & Ihrun senior ROs passed uxnm 

BROCKMAN.K.E . MUNRO.J.F Rog:on 2. Ofc of IfiO D.rotlor 00/07/07. 1Q5pp 
46270 122-40276 302. 

8807120201 NRC Info Notco 00 040, “Llconsoo Ropl of Dofectivo Rofurtilahad Valves 
Svc list unci 

ROSSI.C E. Division of Operational Evenis Assessment (Posl 070411). 88/07/12. 
Conso'idatocf Ed.son Co of Now York, Inc 103pp. 46242 006 46242 100 

8807080306 NRC Info Noilco 08 047, "Slower -Than Expected Rod-Drop Times” Svc 
list oncl 

ROSSI.C.E. Divlson of Oporallonal Evonia Assossmont (Post 870411) 08/07/14 
Consolidated Edison Co. ol Now York, Inc. 103pp. 46240 222-46240 324 

8807 120560 NRC Into Notico 08-049. "MorkinQ.Handling.Conirol.Stoiago & Destruction 
of Safeguards Info “ Svc list oncl. 

ROSSI.C L. Division of Operational Events Assossmont (Post 070411) 08/07/10. 
Consoidaied Edison Co. of Now York. Inc 103pp. 46241:263-46242 005. 

8007120553 NRC Info Notico 80-050, “Effect of Clrcuil Breaker Capacitance on Avail- 
ably ol Emergency Power Svc list oncl 

ROSSI.C E Division ol Operational Events Assossmont (Posl 070411), 08/07/ 16 
Consol.datod Ed.son Co ol Now York. Inc. 1 19pp. 40267:250-40250 016 

0007180101 NRC info Nolico 80-051, “Failures of MSIVa." Svc list oncl. 

ROSSI.C.E. O.vislon of Operational Events Assossmont (Post 8704 it). BB/07/21 
Consolidated Edison Co. of Now York. Inc 121pp. 46257 066 48257:200 


S. Reportable occurrences, LERs & related correspondence 

8807060464 LER 00 004-01 on 0BO112.RWCU sys isolation occurrod.Caused by proce- 
dural dohcloncy Dotormlned lhai oporaiore should bo Instructed to remove one operat- 
ing RWCU pump at pressure greater that 100 psig.W/080630 llr. 

OYnD.R., KINGSLEY, O D. Systom Energy Resources, fnc. 00/06/30. 5pp 46114:212- 
48114:216. 

8007200314 Special Rept 06-004/O.on 080 609,8 ux. llary lube oil pump automatically 
started during atari of diesel generator 12 Cousod by connection to both turbocharger 
low lube oil prossuro (rip switches leaking oil.ConnecliOns tighlenod 
KINGSLEY. 6 D. Systom Enorgy Resources. Inc. 88/07/00. Document Control Branch 
(Documonl Control Dosk) 3pp 46220:121-46228:123. 


6B07120141 Adv-ses that reactor operator & senior operator l censing exams scheduled 
for wk of 801107 & aimulator/operahr.g exams scheduled for 001 1 08 1 0Util should 
turn sh approved ref mad listed In Ercl 1 by 880705 

JULIAN, C A. Reg on 2. Ofc of the Duoclpr 60/06/27. KINGSLEY.O.D. System Energy 
Rosources, Inc 10pp. 46155 C09 46155.070 

8007260383 Forwards Exam Rept 60 4 16/OL -00*01 adon nsfored on 080426- 27. Exam 
uestlons & enswor koy.facilify comments & simulation (ac-lity tidal ty rapt a'so encl. 
ULIAN.C.A Rogion 2. Ofc of the Director. BB/07/1 1. KINGSLEY.O.D. Sysiom Energy 
Resources. Inc 2pp. 46276 120-46276:302. 

-8807250308 Exam Ropt 50-416/OL-88-01 on 000420*27 Exam resulta ono reactor op- 
erator (RO) & ihreo sonlor ROs pessod exam. 

BROCK fY AN. K.E , MUNRO.J.F. Reg on 2, Ofc of the Director. 00/07/07 195pp. 
40276 122-40276:302 


DOCKET 60*417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/ cortatnjchcm al&ge documents & correspondence 


0807140265 Summary of 080015 mooting w/ubls ro proposed ostaDLshmoni S llcens ng 
of Sys Energy Resource.lnc a9 operators & licensing agont for planls 
WIGGINTON.D.L Project Directorate IV. 88/00/21. Project Directorate IV. 35pp. 
40177.291-46177:325 

8607070360 Forwards summary of compiled & planned notification & consu’lallon 
activities Systemw-do communication plan undor development for consol datlon 
oftort.incluo rg dovolopmont of new publication to updato omployoes on progress 
KINGSLEY.O.D. System Enorgy Resources, Inc. 00/06/29. Document Control Branch 
(Oocumenl Control Desk). ?pp. 40125:353-48125.359. 

0607130454 Gonerlc Ur 00-1 1 to all hconsoes of operating roactors & holders of CPs re 
NRC pos.ion on rad alien ambntileinant of reactor vessel malls & Impact on plant 
operations Svc list & Rev 2 lo Rog Gu Ue 1 99 oncl 

MIRAGLIA.F J Assocate Director for Projects (Post B70411) 80/07/12. Consoidaied 
Edison Co ol Now York, Inc. 5 Ipp 46257:207-46257 267. 


F. Security, medical, emergency & fire protection plane 

8006290463 Forwards FEMA "Final Radiological Emergency Proparodnass Exercise 
Ropl'’ tor exorciso conducted on 0711 17-10- Attont on drociod io aroas roqu'ring cor* 
rectiva acions IdontiftOd by FEMA. 

COLLINS, DM Region 2. Ofc of tho Ouoclor. 00/00/16. KINGSLEY.O.D. Syslem 
Energy Resources. Inc 2pp. 45986:302-45907 003 


H. General correspondence 

8607060344 Discusses restructuring ol oil organization to strengthen mgl capabilities & 
roducu oLoratlng costs. 

KINGSLEY.O.D. Sysiom Energy Resources, Inc 00/07/01 OMice of Nuclear Reactor 
Roguleton. DiroclOr (Post 070411). 6pp 4G1 14.240 461 14:251. 


I. Financial information 

8007070386 Forwards summary of complaiod & p'annocf notification & consullatlon 
aclivlllos Sysiomwido communication plan undor dovofopmenl for consoildailon 
offort.inc-uding dovolopmom of new pubFcahon to update omployoos on progress 
KINGSLEY.O.D. Sy3tom Enorgy Resources, Inc. 00/06/29 Document Control Branch 
(Document Control Desk). 7pp 40125 353-40126 359 


Q. Inspection reports, IE Bulletins & correspondence 

8900130168 NRC Info Notice 80 030. “LaSaMo Unlf 2 Loss of Recirculation Pumps W/ 
Powor Osciilaiion Event Svc list encl. 

ROSSI.C E Division of Operational Events Assessment (Posl 870411). 00/06/15. 
Conso’ldated Edison Co. of New York. Inc 110pp. 45970:156-46970:260 

8806160340 NRC Info Notico Q0-O4O. "Examiners Handbook for povalopng Operator 
Ucens.no Exams."' NUREG/BR 0122 & &vc list oncl 

ROSSI.C E. Division of Operational Evenis Assessment (Post 070411). 08/06/22. 
Consolidated Ed son Co ol New York, Inc. 237pp. 46240.325*46241:201. 

8806170033 NRC Info Notice 80-041, "Physical Protection Weaknesses Identified 
Through Regulatory Efle-cUvonoss Reviews” Svc list encl. 

ROSSI.C.E Division of Operational Events Assessment (Post 070411). 00/06/22. 
Consolidated Edison Co of New York, fnC 122pp 45970:034-45970:155. 

6806170291 NRC Bulletin 00-000, "Thormal Stresses in P.p-ng Connected to RCS” Svc 
list encl. 

ROSSI.C E Oivlston of Operational Evenis Assessment (Post 070411) 80/06722. 
Consolidated Edison Co. of New York. Inc 116pp. 46019:037-40019.152. 

8006210030 NRC info Notice 80-044. "'Mechanical Binding of Spring Rofeaso Device in 
Westingheuso Type DS-416 Circuit Breakers” Svc list oncl. 

ROSSI.C E Division of Oporallonal Events Assessment (Posl 870411). 06/06/24. 
Consolidated Ed.son Co. of New York, Jnc- 11 3pp. 46019:153-46019:265. 

8806240139 Suppl 1 to NRC Bu'lotin 88-006. “Thermal Stresses in Piping Connected to 
RCS ” Svc 1st end. 

ROSSI.C.E Division of Operational Evenis Assessment (Posl 87041 1). 00/06/24. 
Consolidated Edison Co of Now York, fnc 114pp. 46019.266*46020.010. 

09 0-63003 47 NRC Info Nolice 00-045, “Problems in Protective Relay & Circuit Breaker 
Coord nat.on “ Svo fist encl 

ROSSI.C E. Division of Operational Events Assessment (Posl 070411). 00/07/07. 
Consolidated Edi9on Co. of Now York. Inc. 104pp. 46242:109 46242:212. 


156 DOCKETED ITEMS 


8807000005 rvfiC Info Notice 83 046, "Licensee flepl of CQfeci.vo Refurbished Circuit 

nOSSLCE. Cviston ol Operational Events Assessment (P09l 87041 1) 00/07/08. 
Consokriatud Edison Co of Now York. fee I07pp 4623 1- 281 4623? 027. 

08071 202 91 NRC fe'o Nohce 08 040. ’ Ucansoo Ropl ol Defective Rolufb^ed Valves " 
Svc i si end. 

ROSSI.C E~ C.v-sion ol Operational Evonts Assessment (Post 87041 1) 80/07/12 
Conso'idafod Edison Co of Now York, Inc 103pp. 4624 2 006 46242 106 

8007080388 NRC Into Not ce 08-047, ‘ Stowe/- Than Expected Rod Drop Times." Svc 
I st one I 

ROSSI CE Oivsion ol Operational Evonts Assessment (Po9t 8704 11) 88/07/14. 
Consolidated Edison Co ol No* York, Inc 103pp. 46240 222-46240 324 

8807120550 NRC Irfo Nonce 68 049. “Marking Hand’ ng.Conlrol. Storage & DesiruClion 
cf Safeguards Info " Svc l.si end 

ROSSI C E Owtttoa Ol Oporat<ona: Events Assessment (Post 87041 1| 88/07/18 
Consolidated Edison Co of Now York, Inc H)3pp 40241 263 46242 005 

6807120553 NRC into No* ce 68 050. "Effect of Circuit Breaker Capactenco on Ava l 
abi! ty ol Emergency Power ‘ Svc Lsi and _ 

ROSSI.CE Division cl Opo'at onal Events Assessment (Posi 67041 1) 88/0// 1 8 
Consol dated Edison Co of New York, Inc 1 19pp 40257 250 46256 016 


8007100101 NRC Inlo Not ce 88 051, ‘ Fai'ures of WSlVs ” Svc list end 
ROSSI.CE Division of Oporat onal Evonls Assossmort (Post 87041 1) 
Corsoldatod Edson Co. Of Now York, Inc I2lpp 46257 086 46257 200 


80/07/21. 


V. Operator Examinations 


8807120141 Advises that roactor operator & seller oporalo' I censing exams scheduled 
tor w* of 891 107 & Simula tor /op cm tmg exams scheduled tor 861 108-10.U1I should 
turn sh approved ref mall iistod <n Enel 1 by €80705 

JULIAN. C A flog on 2, Ofc ol tho O roctor 80/00/27 KlNGSLF.Y.O D System Energy 
Resources. Inc lOpp 46155 069-46155:078. 


—0807080 162 Amend 21 to License NPF-49.Canfy.ng that Independent Safety Engineer- 
ing Group recommendations. records & repts are prov.dod to apprepnato 9 iaiion & ccr- 

§TOLz!j¥. Prolecl Direclorate 1-4.88/06/29 5pp 46139 352-46130 356 


-8607080167 Satety ova'uaUon support-no Amend 21 to License NPF-49 Amend as- 
sures proper distribution of Independent Safety Engineering Group documentation 
• Olf co of Nuclear Reactor Regulation. Director (Post 870411). 08/06/29 2pp 
46139 357-46139 350 


8807120422 Notifies thal 880217 response to Generic Hr 80 03. ‘Sloam 0*ndmg cf 
Auxiliary Feodwaier (AFW) Pump9" accoptab'o. Responso conf rm9 that procedures to 
m nlmi?e eccurrenca steam binding of AFW p^mps In p’aco & will bo ma ntainud 
FERGUSON.R.L Project Directorate 1-4. 88/06/29 MFIOCZKA.E J Northeast Nuc'cni 
Energy Co (subs of Nonhoa9t Uli'it.es) 2pp 461 10 359 461 10 3G0. 


8807130454 Generic Ur 00-11 to a’i licensees of operating roaclors & ho'dnrs of CPs ro 
NRC position on radial on embfdt lament of reactor vo9sul malls & impact on p'anl 
oporat one Svc Hat & Rev 2 to Reg Gu de 1.99 onc.1 

MlRAGUA.F J. Associate Oirocior for Projects (Post 670411) 80/07/12 Conso'idafod 
Ed son Co of New York. Inc 51pp. 46257 207-46257.257. 


8807260081 Forwards revised responso to ltom9 3,6,9,11 & 12 noted in NRC 861014 
SER re Top.col Rapt WCAP-10050. "ATWS M.tgaton Sy9 Acfeation Crcuby Genorlc 
Design Package." pet request during Q8C602 fefeon 

MROCZKAEJ, ROMBERG.WD Nonheast Nuclear Energy Co (subs of Norfeoast 
Utnties) MROCZKA.EJ Northeast Utilises. 80/07/14 Document Control Branch 
(Document Control Desk) 13pp. 46269 209-46269 221 

8B07260040 Forwards results of review ol ECCS Single b.luro analysis. Facilities charg- 
ing sys not subl to potential single fe-lure vulnerability slimier to recently Uinlitied 
problem at Haddam Neck Plant. 

MROCZKAEJ Northeast Nuclear Energy Co (8ubs of Noflhoast Ull'os). 
MROCZKAEJ Nodhoast Utilities 00/07/10. Document CoMrol Branch (Documonl 
Control Desk). 3pp 46274:040-46274:050. 


Q. Inspection reports, IE Bulletins & correspondence 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & tire protection plana 


6807210262 Forwards Safeguards Insp Repts 50-245/88 10.50-336/88- M & 50 423/ 
88- 1 1 on 8805 1 6- 1 7, No violations noted 

BELLAMY.R R Reg-on 1, Ole of th.o D rector. 8B/07/01. MROCZKA.E J. Northeast 
Nuclear Energy Co. (subs. Of Northeast UUdlOS) 2pp 4623 7 216 46237:222. 


“8007210285 Insp Repts 50-P45/80-10.50-326/80-14 & 60 423/86-1 1 on 8B0516- 
17. No violations noted Mn or B'ons nspoefed review of 1 consoe conlnued Implemen- 
tation of slnko plans & compliance w/NRC approved security & contingency plans 
MARTIN, WG Region 1, OfC of the D rodor 00/C6/29 2pp 46237:22l-4023/:2?2. 


H. Goneral correspondence 

8007200337 Comment sjppcrtrng proposed mlo lOCf R50 re ficonsing of njeloar powor 
piarts where slato &/or local govts duel no to cooporoto in offsite emergency plan 

S'J^PEUSKl ,A X Mh'mtlon Not Assigned 67/03/04 NRC * No Oatflifed Alfa, alien 
Given ip. 46197 083-46197 088 


K. Utility Final Safely Analysis Report (F9AR) & amends 

8807650030 Rev 1 \o updated FSAR lot M4‘s>ior.e Nuclear Power Slaton Unrt 3.W/ 
680629 Hr 

MROCZKA.E.J Northeast Nuclear Energy Co. (subs ol Northeast Uliht.es). 
MROCZKA.E.J Northoasl Utilities. 88/06/29. 073pp. 46030 232 46033 024 


p. Operating license stage documents & correspondence 

8 8070 50012 Application for amend to License NFF-49.revi9Sng Tech Spec Table 3.7-8 
to add Iwo new environ 2or.0s.Fee pa d 

MROCZKAEJ . SEARS.C.F Northeast Nuclear Energy Co (subs of Northeast UH'l- 
U09). MROCZKA.E J Northeast Utilities. 68/06/21. (Document Control Branch (Oocu- 
mant Control De9k) 8pp. 46020:351-46020.361 

“8807050016 Proposed Tech Specs 3/47.14. "Aroa Temp Monhor.ng " 

• Northeast Nuclear Energy Co. (subs, of Northeast UtiMles). 09/08/21. 3pp. 
46020.359-46020:361. 

8007110269 Amend 20 to License NPF-49.revisfeg Tech Spec 3/4.63, "Containment 
isolation Ve*vs3,” lo allow entry Into operational mode w/inoperab'e conialnment Eo- 
lation va'vos If limiting condition for operation for unlimited t me met 
FERGUSON.R.L. Project Directorate 1-4. 88/06/22 MROCZKA.E J Northeast Nuclear 
Energy Co. (9uDS of Northeast Ufilit.es). 2pp 460B1 254-46081:262. 

-8807110272 Amend 20 lo License NPF- 4 9, revising Tech Spec 3/4 8 3, "Containment 
tsOlation Valves." lo tflow entry Into op&r&Vonat mode w/tm>psiabte contelnmenl iso- 
lation valves if Fim bng condition for operation for un'lmited time mei 
STOL2.JF. Project D roctora to 1-4. 06/08/22. 6pp. 46001:256-46081:260 

“8807110280 Safety evaluation supporting Amend 20 lo License NPF-49. 

• Office of Nuclear Reacior Reguleion, (Director (Post 070411), 80/06/22. 2pp. 
46061 -.261 -4608 V.262. 

0807080170 Forwards Amend 21 to License NPF-49 & safely eva’ualfon. Amend 
rhflnnn* Rnfir: Ssmlnn B.2.3 1 to rlarifv fhnt InrffiQflr.rlrtnr finf^rv Pnn nRO'Jnn 


8806130166 NRC fnfo Notlco 08 039, "LaSalo Unit 2 Loss of Recirculation Pumps W/ 
Powor Osci lation Event." Svc list oncf 

ROSSI, C.E. Divis on of Oporallonol Evonts Assossmont (Post 070411) 88/06/15. 
Consolidated Edison Co or New York, tnc. 1 1 0pp. 45078 156-45976 266. 

88070B0020 Ack receipt of 800516 Itr discuss ng Info Notice 80 021 on inadverlonl 
crlllcalitios D.scovcry of throo ropts dealing w/threo ovonts montiortod m Hr notod 
ROSSJ.CE, Division of Operat onal Evonls Assossmonl (Post 670411) 00/00/16 
HANAUER.S H Tochmcal Analysis Corp 2pp. 46134:170-46134:100 

B BOB 160349 NRC into Nonco 90 040. "Exomnofe HatMlbook tor Dnvotopt:^ Opatalo: 
Llccnsng Exams" NUREG/0R-O122 S svc I at oncl 

ROSSI. C.E Division ol Operational Evonts Assossmonl (Post U70411) 00/06/22 
Consolidated Edison Co. 01 Now York. Inc. 237pp. 46240 325 4624 1:201 

8B06170033 NRC info Notice 06 041. -Physfcal Protection Wooknossoa fdoniiliuJ 
Through Regulatory Eftoctwonoss Rovlows " Svc list one I 

ROSSI.C E Division of Operational Events Assossmonl (Post 8/0411) 08/06/2? 
Consolidated Edison Co of New York, Inc. 122pp 45076:034-46970: 155 

8808170291 NRC Bulfetm 00 000. "Thermal Slroe90s In Pip ng Connoclod to ncS." Svc 

|l 0 1 | 

ROSSI.CE Division ol Operat-onaf Evonls Assossmont (Post 070411) 80/06/2?. 
Consolidated Ed son Co 01 New York, Inc. 110pp. 480l9.037-4G0i9.l52 

8806210038 NRC Info Notice 88-044. "Mochanicol Binding of Spring Roloaso Device In 
Westlnghouso Typo DS 410 Circuit Droakors" Svc list oncf. 

ROSSI.CE Division ol Operational Evonls Assossmont (Pool 670411) 00/06/24 
Consolidated Edison Co of Now York, Inc. Il3pp 46010:153 46010 265 

6B06240139 Suppl 1 to NRC Bulletin 80-Q08, "Thermal Strossos in Piping Connoclod to 
ftCS.” Svc list end. 

ROSSI.C E Division of Operational Events Assossmont (Post 070411) 86/06/24 
Consol dalod Edison Co of Now York, Inc. 114 pp. 46010:266 46020.010. 

8907070139 Forwards ttnat summery rept addtossfeg (E Bulloife Q5 U03. “ Motor- Opera t 
ed Valve Common Mode FaTt/res." No addl work w/ rospocl to bulletin suppl nocos- 
aary for Mil'stone Unit 1. 

MROCZKA.E J Connecticut Yankoo Atomic Powor Co. 88/06/27. Document Coniro 1 
Branch (Document Control Desk). 28pp. 46139: 103-46130. 130 

8807130075 Informs that utils do not posso89,uso or transport Model SPEC 2-T radio- 
graphic exposure dav.ces.par Bulfetm 00-006 

MROCZKA.E.J. Connecticut Yankee Atomic Powor Co 06/00/ 29. Document Control 
Branch (Document Control (Desk) Ip. 46164 039 46164:039. 

8807070063 Responds to NRC Bulletin 00 004, "Potonliel Safety- Rot a tod Pump loss.” 
Most pumps not &U9cep1iblo lo subj problem becauso sys linoup A/or oporaf-onal pro- 
cedures do not al'ow pump to run noar shutoff conditions. 

MROCZKA.E.J. Northeast Nucfear Energy Co (subs, of Northoasl Uti’it-09). 08/08/30 
Document Control Branch (Document Control Desk). 6pp 46126:160 46126 1 73. 

0607210282 Forwards Safeguards Insp Repts 50-245/68- 10, 50-336/00- 14 A 50-423/ 
88- 1 1 on 0805 t6-17.No violations noted. 

BELLAMY ,R.R. Region 1, Ole ol the Director. 66/07/01. MROCZKAEJ. Northeast 
Nuclear Energy Co- (subs, of Northeast Utilities). 2pp. 46237 219-46237:222. 

-8807210285 Insp Ropfe 60 246/88- 10.60-338/68-14 & 60-423/66-11 on 080516- 
17 No violations noted Major areas inspocled review of llconseo conlinuod Implemarv 
tal on of strike plans A compliance w/NRC approved security A contingency pfena. 
MARTIN, 1 WG, KElMlG.R.R. Region \. Otc ol ihe Oirector. 60/06/29. 2pp. 46237:221 
46237:222. 

RAn?lftnflft7 Fn^wnrrlq Innn ftnnl Rh.a?n/AA-04 on 880314-18 R notice Of 


lOU’U HiaLpiP'J'J Ml ogioiyv upoiuu o^jyiipom U U MUI niUUl IU^U'iUI'IUM^ IP 1 INCH 

heal-sh/nk tubing app‘iod ovor bra dod cab!o 
' Regon 1, 01c ol trio D.rector 80/07/06 ip 46102 038 46182 036 

-8607150010 Insp Rept 50 423/88 04 on 60031 4- 10. Violations notod Majcr areas 
-nspoctod equipment qualification program. licensee response to equ:pmont concerns 
n SEH & configuration for electrical equipment from mastor 'isl 
PAOUNO.RJ.. ANDERSON.C.J Region 1. Ofc of the Directo'. 00/06/27 23pp 
46182037.46102 059 

0307150110 Informs that listed pfants us© GE HFA tvpo latching relays pe' NRC Qu'latin 
8B 03.AU pfants w.ll bo Inspocled during noxl rof uol.r.g outage in t989 
MROCZKA.E J Connecticut Yankee Atomc Power Co 00/07/06. Docun-.oni Control 
Branch (Oocumont Control DG 9 k) 2pp 46184 358-4 6184:3511 

3600300347 NRC Info Notico 88 046. "Problems in Protects Rc'av & Circuit Breaker 
Coordination." Svc list oncl. 

ROSSl.CE. Oiv.s'on of Operational Evoms Assessment (Post 070411) 08/07/07 
Consol dated Edison Co of Now York. Inc 104pp. 4G242.109 4Q242 212 . 

B907080006 NRC info Notice 00-046, "Licensee Ropl of Defective Rofurbished Ci'cut 
Breakers." Svc list oncl 

ROSSI.C.E. Oiv.s'on of Oporailonai Events Assessment (Posi 070411) 80/07/08 
Consol dated Edison Co. of New York. Inc. 107pp. 4023 1 281-4623? 027. 

6807120291 NRC Info Noiice 08 040. License© Ropt of Oefectlvo Rofu'bished Valves" 
Svc 1st onef. 

ROSSI.C.E. Div.sion ol Opa/alionai Evoms Assessment (Post 0 70 4 1 1 ) 88/07/12 
Con 9 Old a ted Edison Co of Now York, Inc I03pp 46242.006 46242 108, 

0807200033 Responds to NRC Oullelin 87«002.Supp! 1, "fastener Testing to Determine 
Conformance W/Appkcoblo Motl Specs" List ol safety related fastener suppliers w/ 
typical motl specs & list of nonsafoty-relatod suppliers w/o mail specs oncl 
MROCZKA.EJ Connecticut Yankee Atomic Power Co 08/07/1? Documoni Conirol 
Branch (Documoni Control De9k). 7pp 46221 320-46221 334 

3807030366 NRC Info Notco 00-047. "Slowor-Than-Expoctod Rod Crop Times” Svc 
list oncl 

ROSSI.C.E- Division of Oporailonai Evonts Assessment {Post 870411) 8B/07/14 
Consolidated Edison Co of Now York, Inc 103pp. 46240 222-46240.324. 

3807230231 Discusses 880700 mgl mooting in Region I ole ro corporato rosourco 
al ocQl'ons.englnoorlng support & plant activitios 

BETTENHAUSEN.L Hog on 1. Ofc of the Director 08/07/14 MROCZKA.EJ. Norm* 
east Nucloar Energy Co (subs of Northoasl Uti’ihos) 102pp 46325.240-40325 359 

3307120560 NRC Info Nollco 00 040, "Marking.Hor.dino.Cont'ol.Stcrago & Dosiructon 
of Safeguards Info " Svc list oncl. 

ROSSI.C.E. Division of Oporailonai Evonts Assessment (Post 87041 1) 80/07/10 
Consolidated Edison Co of Now York, Inc I03pp 46241 263-40242.005 

3807120553 NRC Info Notico 60 050. "Effect of Circuit Croaker Capacitanco on Avail- 
ability of Emergency Power." Svc hsl oncl. 

ROSSf.C.E. Division of Operational Cvonl9 Ass-ossmunt (Post 870411) 00/07/10 
Consolidated Ed.son Co of Now York, Jnc. 110pp. 46257 250-40250 010 

0307130101 NRC Info Notico 00 051. ‘Toiuros of MSIV9 " Svc Is! oncl 
ROSSI.C.E. Division of Oporailonai Evonts Assossmnnt (Post 870411) 80/07/21. 
Consolidated Ed son Co of Now York, Inc. 121pp. -16257 006-46257:206 


ft. Periodic operating reports & related correspondence 

3307220068 Monthly operating ropl for Juno 1900 for Millstone Unit 3.W/ 800711 Ur. 
ELMS.A L. SCACE.SE. Northeast Nuclear Enorny Co (subs of Nonhnasl Utilii os). 
SCACE.S.E. Northeast Ulil.lloa 00/00/30. 4pp 46249: 154-40249 157. 


S. Reportable occurrences, LERs & related correspondence 

8300300061 LER 80 010 OO on B805l9.two roportablo events ro control b!dg inlet vonll* 
Sat ion high radiation control b'dg Isolation trip solpolnl dscovorod Caused by admin s- 
tratlvo error. Default values changed to comply w/Toch Specs W/000020 Itr. 
CONWAY, R.D., SCACE.S.E Northoast Nucloar Energy Co. (subs of Northoost Utili- 
ties). SCACE.S.E. Northeast Ut.litios 00/00/20 4pp 45080 357-45900 360. 

3307140306 LER 00 010 OO on 06061 1 .automatic control bldg isolation 
occurred Caused by personnel error.Conlrol bldg vonii?alion Immediately nlacod in 1i!- 
torod roclrculotfon & correct radiation ongnooring colibr factor instal'od W/8807O7 Itr. 
CONWAY, R D., SCACE.S.E., CLEMENTE, C H Northoasl Nucloar Enorgy Co {subs of 
Northeast Ulpities) 08/07/07. 4pp 401 75:007-40175.010 


DOCKET 60-424 ALVIN W. VOOTLE NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8807080052 Forwards Insp Ropt 50 424/00 20 on 000430 0600 No violations or dovi- 
af ons noted. 

BROWNLEE.V.L. Rog^n 2. Ofc of tho Director. 60/00720. HAIRSTON.W.G. Georg e 
Power Co. 2pp. 46103:136*40103:150. 

—0007060056 Insp Ropt 50-424/00-20 on 000430*0000 Vlolat-ons noied but no nollco 
issued. Major areas inspoctedpiant operations. radlologcal 
controls, malnl.8urvoiHanco.llro protection, secunty.omergoncy planning 6 quality pro- 
grams. 

ROGGE. J.F., BURGER.C W., SINKULE.M.V. Reg cn 2, Ofc of tho Director. 08/00/17. 
13 pp. 46103:130*46103:150. 

B8D7010044 Forwards Insp Ropls 50-424/00-19 & 50-425/80-21 00 880425*29.No1ice 
el violation & rept dotfllle withheld {rof 10CFR2 790(d) 6 10CFR73 21). 

GRACE.J.N. Region 2. Ofc of the Director. 88/06/21. MCDONALD.R. P Georgia 
Power Co. 2pp. 46017:235 40017:237. 


r~kc 1/ o iv^rrifu ct / viuiduuiia uuiuu n« u>uus if’Sf/uucu lu.iuluvu 

actions to previous enforcement Issues & read.noss of Unit 2 

TOBIN.W., TILLMAN.A , THOMPSON^. Reg on 2. Ofc of the D rector 80/06/13 ip 
40017:237-46017:237. 

8808290265 Procedure} deletion notice for Manual Set 0 of emergency p'an imp'emcnt- 
mg procedures, rep lac inn Temporary Procedure T-EP-06-1. "Errorgency Response Or- 
ganization & Recovery Organlzolion Trons-Hon” W/89C622 Itr 
HAIRSTON.W.G. Georgia Power Co 80/06/22 3pp. 45980 209 45986 301 

8607120264 Forwards Fn9p Repts 60-424/ea-2l & 50 425/00 31 on 000523 24 No vio 
lations or deviations noted Conduct of exorcise demonstrated mgr canii-uod strong 
commitment lo m&nl ol ofloctivo omorgoncy response capebHy 
GRACE .JN. Region 2. Ofc of the Director 80/06/28. MCDONALO.R P Georgia 
Powe r Co. 2pp. 46 1 55 055 40 1 65 068 . 

-B0O7 120270 Insp Reels 50-424/08-21 & 50*425/00-31 on 800523-24 No v.olations cr 
deviations notod Major area3 inspocled annual rad:Dlog cai emergency preparedness 
exorciso & rovlew of liconsoe action on previous omorgoncy response find ngs 
CUNNINGHAM.AL.. DECKER. T R, Roaon 2. Ofc of tho DroctO' 00/06/28 l?pp 
40155:057*46155.000 

880707054B Forwards rept of changes to phys'eal secu'Hy & contingency plan Rept 
wilhhcld (ref 10CFR73.21 & 2.7901 

HAIRSTON.W.G. Georgia Powor Co. 80/06/29 Document Control Branch (Document 
Control Desk). 2pp. 461 19.105-461 19. IO&. 

8607190043 Forward9 Insp Rept 60-424/88*24 on 000607-09 Vic'at ers noted Vio’at cn 
under consideration for escalated enforcement action. llcensoo w.n bo art v sod Ly sep- 
arate correspondence of results of Investigations 

GRACE.JN. Region 2, Ofc of tho O rector 68/06/29 HAIRSTON, W G Gocrg-a 
Power Co 2pp 46215:201*46216 301. 

-B307 190045 Pnsp Ropt 50 424/08-24 on 880607 09 Violations & weaknesses nctod ro 
failure to adequately design 8 Install water light ponoiraton soal9 & analysis o‘ Icens- 
eo fo-lure Major areas inspoclod B80603 operational event ro firo protection 
MADDEN.P.M, CONLON.T E Region 2, Ole of iho U recto' 00/09/27 9pp 
46215:203-40216 301. 

660722G303 Forwards Amond 10 to physical SOCuhty & contngrncy plan Amend with- 
hold (ro I 10CFR 73. 21 3, 2.700). 

HAIRSTON. W G Georgia Power Co 88/07/11. Document Conlrcl Oranch inoa rr.ent 
Control Dosk). 2pp. 46250 296-46250 297. 

0807220054 Responds to Vlol0tion9 noted in Safeguards Insp Ropt 50 424/Rfi 19 He 
aponse withhold (rof 10CFR73.21 & 2 700) DescribOS Incorrect Mom 3 
HAIRSTON. W G Georgia Powo' Co 80/07/10 Documtml Ccnircl Brarch (Ooci.irunt 
Control Dosk). ?pp. 46240.192-46249:193. 


J. Insurance A indemnity Information 

6807150162 Forwards Endorsement 14 to MAEIU Poicy MF-129 & Endcrsornoni 20 to 
NELIA Policy NF-302 

SANNA.L. Mersh & McLennan. Inc 80/07/05. D.NlTZ.I NRC - No DotaHed Athlalion 
Gwun 3pp. 40100:368*4010(3 369 

0807210027 Forwards SER supporting oncl Llconso SNM*1t)0l.aiitho.*«Zinj 
recolpt.pos&osslon.lnsp & slorago of U enriched in U-235 luol assomblios Amond 3 to 
Indemnity Ag/oemont E3-i07,finuing ol no significant impact & environ assessment 
al90 oncl. 

ROUSE, LC. Fuel Cycle Safety Branch 80/07/13. HAIRSTON.W.G Gunrgiu Power 
CO. 3pp. 40237:244-46237:207. 

-8807210040 UnoxocutoU Amend 3 to Indemnity Agreement 0 107. revising Horn 3 as 
iistod. 

THOMAS.C.O Policy Dovolopmont & Technical Support Branch (Post 870411) 0B/ 
07/13. 2pp. 40237:256*46237:257. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0807080122 Amend 30 to FSAR (or Vogifo Etocirlc Gonorot.ng Piont.Unts 1 & 2 W/ 
800630 Itr 

RICE.P.D. Georgia Power Co. 03/06/30. 342pp. 46131 149-40132 130 


P. Operating license stage documents & correspondence 

6806290286 informs that two admin straiiv© mailers ro sito access badges ror^ro NRC 
attention Number of blanket site accosa codes limited to persons w/ongeing neo:J & 
lislod Inspectors dosimetry suspended duo to ©xplraHon of whole body couni 
MCOOtwD.R P Geotgla Power Co BB/06/13 SINKULE.M.V. Region 2. Ole ct 
Oireclor. 2pp. 45905:355*46905 366. 

6806200304 Confirms 8G0620 mgt moollrig at Rogion II ofc to discuss quolty ccr.corr.s 
program.por 880602 to Icon Proposed agenda oncl. 

GRACE.J.N, Region 2, Ofc of the Director. 00/06/10 MCDONALD.R. P Goorgla 
Power Co. 3pp..45908: 1 59-45980:161. 

8006290025 Provides add! Info re transfer & atorago of sponi fuel from Unit 1 to UnT 2 
poof.por NRC 880512 lefcon roquest.Transfar within current scopo of p’anl 
doslgn, based on Info rof.lnfo curronlly provided In FSAR & Info conla nnd in SER 
HAIRSTON, W G. Georgia Power Co. 68/06/22. Documoni Conirol Branch (Document 
Control Desk) 4pp. 45984:216 45984:210. 

8007050143 Notification ol 660628 meeting w/utit in Rockvil o.MD to discuss review of 
util control room emergency filtration ays amond request 

HOPKINS.J.B. Project Directorate 11*3. 86/06/22. MATT HEWS. D B Pro.ect Drtctoralo 
11-3 3pp. 45991:249 45991:251. 

8007110204 Forwards fee for amend to License NPF-68 inadvertently oiritod from 
060229 application^ 800523 Hr. 

HAIRSTON.W.G. Georgia Powor Co. 88/06/20. Pocumont Control Branch (Documoni 
Conirol Desk). Ip. 461 38-304*40 138:304. 


8007110306 Informs of .nsial lalion com pi ef on of ATWS mitigation ays actuation circuitry 
(AMS AC)- for Umt 2 Changes to FSAR scheduled for submittal in Nov 108B after Unit 
i A MS AC rnsial at-on completion Proposed changes end 

BAfLEY.J A Georgia Power Co. 88/06/29. Document Control Branch (Document Con. 
trol Desk). 59PP 46147:196 46147:264 

8007070589 Forwards environ assessment & f<ndng of no signficaM Impact re uti! 
830204 requost to amend Tech Spec 3 6.2 2 concerning vot limits for containment 
spray add trvo la"k ^ * 

HOPKINS J0 Project Directorate M-3 86/06/30. HAIRSTON, WG Georgia Po war Co 
2pp 461 lb.207.461 19 212 


-8807070572 Environ assessment & fnding ol ro signficanl impact support-ng rev to 
Tech Spoc 3 6 2 2 re vol lirrils of sodium hydroxide solution in corvo nx.enl spray ad 
diiive lank 

MATTHEWS .00. Project Dr Oct Orate II 3 88/06/30. 4pp. 46119:209-46110 212. 


8007120138 Forwards summary of 880620 mgl meeting in Reg on II <jfc re plant quality 


concerns program Usi of attendees oncl. 
GRACE.JN Regon 2. Ofc of the Director 
Power Co 25pp 46135:001 46136:025 


88/07/01 HAiRSTON.W.G Georgia 


8007120183 Forwards proposed FSAR changes lo coniroi room ESF HVAC 
description Chenaos include (low rate rovs duo to partial removal of wall separating 
Unit 1 & 2 control rooms 

BA'iEY.J A Georgia Power Co 88/07/05 Document Coniroi Branch (Document Con 
trol Desk) 9ipp 46135.026 46135:118. 

8607150196 Advises trai uli’ 080220 roquGSl for withholding WCAP-11731, "LOFT7R2 
Analysis fer Steam Generator Tube Rupture Evenl tor vogt'e.Unlts i A 2" (ref 
1GCFR2.790) war.’ed 

HOP KINS, J Project Directorate 11-3. 60/87/08 WlESEMANN.R A. Westinghouse 
Electee Corp 4pp. 46186 353-461 B8 356. 


8007150289 Summary of 800628 meoing w/util in Rockville, MO re removal of tempo- 
rary wail dividing control room Attendee i.st & draft NlinEG/CR-3509 end 
MOPKINS.J 0. Prelect Oiecioraio 11*3 0B/O7/O8 Project Directorate 11-3. 76pp. 
46183 081-46183 155 


8007180370 Forwards Amend 6 to L-conse NPF 68 & safety a vacation Amend revises 
Tech Spec9 by replacing organization charts w / more general organization 
reqj rerrenta Notice of lS9uanco also end 

HOPKINS J B. Project Directorate lt-3 80/07/11. HAIRSTON.W.G- Georgia Power Co 
3pp 46200 234 46200 262 

—8 807160371 Amend 6 to License NPF-68. revising Tech Spocg by rep'ecing organiza- 
tion chans w/moro gono*al organize', on requirements 

MATTHEWS, O.B Project Directorate 11-3 88/07/11. 22pp. 46200 237-46200:250 


6606160340 NRC info Nonce 08-040, “Examiners Hendoook for Developing Operator 
Licensing Exams ” NUREG/6R-0122 & sve fist oncl 

ROSSI, CE. Division of Operational Events Assessment (Po9t 870411) 08/06/22 
Consolidated Edison Co of Now York, Inc. 237pp 46240 325 46241 20 1. 

8806170033 NRC Info Nolice 08 041, “Physical Protection Wooknossos identiied 
Through Regu'atory Effectiveness Reviews.'’ Svc Nst encl. 

ROSSI.CE. Division of Operational Events Assessment (Posi 8704 11) 88/08/22. 
Consolidated Ed son Co of Now York, Inc 122pp. 45970:034-45978 1 55 

8606170291 NRC Bulletin 88-008, “Thermal Stresses fn Piping Connected to PCS " Svc 
list encl. 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co. of New York. Inc. H0pp 46010.037-46019.1 52 

8806290017 Provides addl info re util 870904 response to NRC Bulletin fl5-003.Stelc 
head developed during performance of procedures represents max practice 1 Uiftoroi 
(ial pressure condillon permlss bfe (or testing. 

HAIRSTON WG. Georgia Power Co 80/00/22 Documont Control Branch (Document 
Control Desk) 4pp. 45987,024-45987:027. 

6606290022 Responds to violations noted in Insp Rapt 50 424/08-18. Corrective 
aciions deficiency card written on 88040G to document installation of improper bolt rg 
rnatl tor ESF filler hous : ng & six malnt work ordors Initialed 

HAIRSTON WG Georate Power Co. 88/06/22. Document Control Branch (Docurr.om 
Control Desk). 5pp. 45904:230-45984:234 

880 7130037 Ack receipt of 880813 fir Informing of corroctlvo actions re violations noted 
In Insp Rep IS 50-424/88 17 & 50-425/88-17. 

BROWNIE E.V.L. Region 2, Ofc of the D.reclor, 08/06/22. HAIRSTON.W.G Gec'ga 
Power CO. 2pp. 46169:226 46169:227. 

8606210038 NRC Info Notice 88 044, "Mechanical Binding of Spring Roloaso Device In 
Westinghouse Type DS 416 Circuit Breakers." Svc list oncl. 

ROSSl.CE Division of Operational Events Assessment (Post 8704 11). 00/06/24 
Consolidated Edison Co of New York, Inc 113pp 46019:153 46019 265 

8806240139 Suppi 1 to NRC BulloUn 08 008, “Thermal Strossos In Piping Connected io 
PCS" Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/24 
Consolidated Edison Co of Now York. Inc. 114pp. 46019 266 46020:010 

0607120264 Forwards Insp Repts 60 424/00-21 & 60 426/0B-31 on 800523-24 No vo- 
lations or deviations noted Conduct of exercise demonstrated mgt continued sirong 
commitment to maim of effeefiva emorgency response capabllly 
GRACE.J.N. Region 2, Ofc ol the Director. 60/06/28 MCDONAID.RP. Georgia 
Power Co 2pp. 461 55:055-46165:066. 


—8807180373 Safety evaluation support ng Amend 6 to Ucenso NPF-60 
’ Office of Nuclear Reactor Rogjlailon. D rector (Post 870411) 00/07/11. 3pp. 
46200 2S9-462CO 261 

-8&071B0375 Requests Ffl pub’ication of notice of Issuance ol Amend 6 to License 
NPF 38 Amend moddted Tech Specs by replacing organization chans w/more general 
organization requ to monte 

HOPKINS, J.B. Project Directorate 11-3 08/07/11 NRC - No Dete>led Affiliation Given 
ip. 46200 262-46200 262 

BB07200128 Forwards updated ristfngs of License NPF-66 outstanding submlUals for 
NRC review & approval. 

HAIRSTON.W.G Geo iota Powet Co 88/07/ U. Oocument Control Branch (Document 
Control Desk). 4pp 46239.334-46239 337. 

8007130454 Go node Lir 80-11 lo all licensees of operating reacted & holders of CPs re 
NRC position on rad at'on ombfilttement of reactor vessel moils & impact on p’anl 
operations Svc l si & Rev 2 10 Reg Gu do 1.99 oncl. 

MIRAGUA.F J Associate Director for Pmocts (Post 670411). 80/07/ 12 Consolidated 
Edison Co. of Now York, Inc 51pp. 46257:207-46257 257. 


O. Inspection reports, IE Bulletins A correspondence 

8&06 130168 HRC into Notice 68-C39, "LaSa'te Umt 2 L0&3 o( ReckcoleUon Pumps W / 
Power Oscl labon Event" Svc 1st encl 

ROSSI.CE Division of Operational Events Assessment (Post 670411). 8B/06/I5. 
Conso’idated Ed.90n Co. of New York. !nc. HOpp 46976: 156-45970-266. 

8807060052 Forwards Insp Repl 50-424/60-20 on 800430 0606 No vlolanong or devi- 
ations noted. 

BROWNLEE. VL. Region 2. Ofc of the Director. B8/06/20. HAIRSTON.W.G Georgia 
Power Co. 2pp. 46103:136-46103:160 

-8607000055 fnsp Rept 50-424/88-20 on 880430 06 06. Viola ions noted but no nolice 
issued Ma;or areas Inspected :plant operailons. radolog cal 

conirofs.maint.survei'lance.fsre p-rotoclon. security. emergency planning & qua'ity pro- 
grams. 

ROGGE.J.F , BURGER, C W . SINKULE.M.V. Region 2. Ofc of the Oirector. 89/OB/17. 
I3pp 46103:138-46163.150. 

8807010044 Forwards Insp Repts 50-424/00-19 & 60-425/88-21 on 8 80425-29. Notice 
ol violation & rept details withheld (ref 10CFR 2. 790(d) & 10CFR73 21) 

GRACE.J.N. Regton 2, Ole ol the D rector. B8/0Q/21 MCDONALD, R.P. Georgia 
Powe r Co. 2pp. 460 1 7:235 -460 1 7:237. 


-8607120270 Insp Repts 50-424/68-21 & 60-425/88-31 on 880523-24.No violations or 
dovlallons noted. Major areas inapocled annual radiological emergency preparedness 
exercise & reviow of Ncensoo action on previous omorgoncy response findings 
CUNNINGHAM.AL, DECKER J. FI Region 2, Ofc ol Itio Dlrecior. 08/06/20 12pp. 
46165:057.46165:060. 

6807120717 Confirms 000621 tolcon w/CA Patterson ro 000705 onfo/comont confer* 
enco at Region II ofc on control room cable penotrallon soate dtecussod In Insp Ropl 
60-424/80-24. 

GRACE J.N. Region 2. Ofc of Iho Director. 80/06/20. HAIRSTON.W.G. Goo-yia 
Power Co 3pp. 46155:079-46155:001 . 

8807190043 Forwards Insp Ftepl 50-424/80 24 on 880607 09 Violations notod.Viotal on 
under consideration for escalated enforcement acllon Uconsoo will bo adv.9ed by sep- 
arate correspondence of results of invest Igallon 9. 

GRACE. J.N. Region 2, Ofc of the Director 88/06/29. HAIRSTON.W.G. Goorgia 
power Co. 2pp 4621 5:29 1-40215:301. 

-8607190045 insp Rapt 5O-424/0B-24 on 88 060 7 -09 .Violation a & wooknossos noted ro 
(allure to adequately design & Install water tight penetration soals & analysis ol licens- 
ee failure. Major areas Ins pec ted :0 80603 operational event ro lira protection 
MADDEN. PM., CONLON.T £ Region 2. Ofc of iho Director. 0B/O6/27. 0pp. 
40216:293-46216 301. 

8807190013 Forwards Insp Repts 60-424/88-23 & 50 425/08-33 on B0O6OB 10 No vio- 
lations or deviations noted. 

HERDT.A R. Region 2, Ofc ol the D.reclor. 08/07/05. HAIRSTON.W.G. Goorgia 
Power Co. 2pp. 46209:054-46209:060. 

-8007190016 Insp Repls 50 424/08-23 & 60-425/08-33 on B8O6O6 IO.N0 violations or 
deviations noted Potential lor weakness re resolution ol technical issues noted Maicr 
areas Inspected; containment penetrations.housekeeplng & matte control. 
HALLSTROM.G.A , BLAKE. J.J. Region 2, Ofo of Iho Oirector. 80/06/30. I3pp 
40209.056-46209068. 

8606300347 NRC Info Notice 88-045, “Problems in Protective Refay & Circuit Breaker 
Coordination.'' Svc list encl. 

ROSSI.CE Division of Operational Evenis Assessment (Post 070411). 80/07/07. 
Consolidated Edison Co. of New York, Inc. 104pp. 46242: 109-46242:21 2 

86 0 7080006 NRC Info Notice 80-046, “Licensee Rept of Defective Refurbished Grcti-l 
Breakers.” Svc list encl. 

ROSSl, C.E. Division ol Operational Events Assessment (Rost 0704 11) 88/07/0B 
Consolidated Edison Co. of New York, inc. 107pp. 46231,281-46232 027. 


-6007010045 Partially withhold Insp Rapte 50-424/88-19 & 50-425/88-19 on 080425 29 
(rel 10CFR2. 790(d) & I0CFR 73. 21). Violations noted. Ma^or area9 inspected corrective 
actons to previous enforcement Issues & read ness of Unit 2 
TOBIN w . TtUMAN, A. THOMPSON.D. Region 2, Ofc of the D.rector. 00/06/13. Ip. 
46017:237.46017:237. K 

8807080072 informs thal HVAC sys at facility acceptable based on NRC Jnsp review of 
activities Idendf.ed In Readiness Review Module 1BA submitted on 800212 w/excep- 
tlon of Items listed in encl 

GRACE.J.N. Renton 2, Otc of the Director 86/06/21. MCDONALD, R.P. Oeoroia 
Power Co. 3pp. 48 1 36. 1 73*461 36 221 . 


8807200136 Responds to NRC Bulletin 88-005, "Nonconforming Mall Supphod by 
Prplng Supplies, Inc at Folsom, NJ & Wesl ." Magnitude of testing & evaluating of do 
scribed items makes achieving slated schedule difficult 

HAIRSTON.W.G. Georgia Power Co. 88/07/11. Document Control Branch (Document 
Coniroi Desk). 2pp. 46228:124-48220: 125. 

8807200140 Forwards Interim response to NRC Bulletin 88 004, "Potential Safely-Relat- 
ed Pump Los9.’' Performance of safety-related centrifugal pumps monitored through 
inservice testing program to assure degradation Identified & corrected 
HAIRSTON.W.G. Georgia Pow&r Co. 80/07/11. Document Control Branch (OocumBh’. 
Control Desk). 6pp. 46239:349-46239:354 


8807 120291 NRG Info Nonce 00 040, ‘Liconsoe Ropl of Oolective Refurbished Va‘vQS " 
Svc li&l orcl 

ROSSi.CE. Oivi 9 ion of Operational Evenm Assessment {Post 070411) 80/07/12 
Consol.daied Ed.son Co of New York. Inc 103pp. 46242 0C8 46242 100. 

6807080366 NRC info Nohce 08 047, SloworThan-FxpcctQd Rod-Drop Times Svc 
l si orcl 

ROSSi.CE D, vision of Oporalional Events As9e99ment (Post 070411) 88/07/14 
Consolidated E(1 son Co of New York. Inc I03pp 46240 222- 46240 324 

&9Q712Q550 NRC Info Noilco 00 049. 'Marking Hand'mg.Control. Storage & Destruction 
oi Safeguards Jnlo. ’ Svr jjsi unci 

ROSSi.C E Division of Ocoraiiora' Events Assessment (Post 070411) 88/07/18 
Consolidated Ed son Co of Now York. Inc. 103pp 48241 283 46242 005 

8007120553 NRC Info Notice 00 050, "Effocl of C rcUt Broakur Capacitance on Aval 
ab-'ity of Emergency Powor ” Svc fist one I 

ROSSi.CE 0. vision of Operaiional Evonta Assessment (Post 870411) 08/07/18. 
Consolidated Ed son Co of Now York, fnc 119pp 46257.250-46250 016 

8007220054 Responds to violations noiod in Safeguards J n 9 p Ropt 50 424/00-10 Re- 
sponse withhold (rol 10CFR73 2l & 2.790) Describes incorrect Item 3 
HAIRSTON.W.G. Georgia Power Co 80/07/18 Document Contral Qrench (Oocumont 
Control Oosk). 2pp 46240 102-46240 103 

8007160101 NRC Info Not-co 88*051. "Failurus Of MSlVa ” Svc list end 
ROSSi.CE U, vision of Onoraliora' Events Assessment (Post 870411). 00/07/21. 
Conso idalod Ed son Co. of Now York, fnc 121pp 48267.080 46257:206 


R. Periodic operating roporie & related correspondence 

6807200393 Monthly operating ropl for Juno 1900 lO' Vogilo Uni I W/ 0007 1 1 Ur. 
DiLWORTH.se. HAIRSTON.W.G Georg-a Power Co 80/06/30 7pp. 46221 216- 
40221221 


S. Reportable occurrences, LERs & rotated correspondence 

8007080106 LER 88 017 OO.on 00OGO5.'itluld roiooso performod prior lo corrp'ol On of 
sourco check of radioton monitor Cnusod by inadequate procedure Procedure revised 
to roqure sourco chock to bo porlormotl Personnel counseled W/880629 Itr. 
SWART2WELDER.J . HAlRSTON.WG Goorglo Power Co 00/00/29. 5pp. 
46139 333*46130 337 

6007000111 LER 00 018 00 on BOOGOJ.waier irom proacl on valve faakotf linos s-oapod 
Into control room.Causcd by inadequate design of control room co.l no 
penoiralions Soepago palh blocked w/ a Leona soaiant & sprinkler sys Isolated W/ 
880629 Ur 

SWARTZWFLDEn J . HAlRSTON.W G. Goorcla Powor Co. A0/O0/29 10pp. 

46130 229-4613 6 230 

8007000260 LER 00 010 00 on 00O6O6.unit oporatod whilo stated loakayo dolectlon sy9 
Inoperabio.in violahon of Tech Spocs Caused by inadequate work Instructions lo malnt 
crow Malnt will rcco.vo plant affluent moniloring ays training W/080629 Itr. 
SWARTZWCl DER.J . HAlRSTON.W G. Gocrgla Power Co 00/00/29. 6pp. 

40134 166 46134:170. 

8007150136 LER 00*010 CO on 000610, containment venl lallon Isolat on 
occurrod.Causod by apparent power supply fa-iuro in radiation morvior & Inadoquato 
installation of flow transmitter w ro Wire Insulatod W/0OO7O5 Ur. 

SWARTZWELUER.J.. HAlRSTON.WG Georgia Power Co 00/07/05. 5pp. 

40103.259-46103 283. 

0807200130 LER 0/ 070 01 on 871 l23.*nadoquato rovlows of special condition survell- 
lanco logs lod lo mssod au.vo.llancos Control room supervisory personnel counselod 
ro Importance ol purfo/m.ng Tech Spoc survo.llancos W/Q0071 1 Ur. 

QURNS.W.E, HAIRSTONWG Goorglo Powor Co 00/07/11. 6pp 46240090- 
46240 095 


DOCKET 60-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Applicollon/construcUon stage documents & correspondence 

B0O629O288 Informs that two admin 3trotivo matters re silo access badges ro-qu ro NRC 
attention. Number of blanket silo accoss codes limited to porsons w /ongoing need & 
listed inspectors d03 ; moiry suspondod due to expiaton oi whole body count 
MCDONAlO.RP. Goorgia Power Co. 00/06/13. SlNKULE.M.V Reg on 2, Ole of the 
D« roc tor. 2pp 45905 355-45985:356 

8006290304 Confirms 000620 mgl mooting el Region II ofc to discuss quality concerns 
prog ram. nor 880602 lolcon Proposod agonda end 

GRACE.J.N Region 2, Ofc of tho Director. 00/06/16 MCOONALD.R.P. Georgia 
Power Co 3pp 45008 150-45088:161. 

0806290025 Provides addl Info re iiansfor & storage ol spent fuel from Unit 1 to Unit 2 
Qooi.por NRC 600512 fofeon request. Transfer within current scope of ptertl 
dosign.bQ9ed on info rof.info curronlly prov.dod in FSAR & Info contained In SER 
HAlRSTON.W G. Georgia Powor Co. 06/06/22. Documonl Control Branch (Document 
Control Dosk). 4pp. 45084:216-46984:210. 

0607110396 Informs of Insta'tatlon completion ol ATWS millgaiion sys actuation circuitry 
(AMSaC) for Unit 2 Chango9 to FSAR scheduled for submittal in Nov 1008 after Uni! 
1 AMSAC installation completion. Proposed changes oncl. 

BAILEY.J.A. Goorglo Power Co. 80/06/20. Document Control Branch (Document Con- 
trol Dosk). 59pp. 46147:106-46147:254 

0607120367 Forwards request (or odd* info ro spent fuol racks Potonllal consequences 
ol three postulated design beols accident mu9t bo addressed by 000001. 

HOPKINA.J.B, Project Directorate ll-3. 88/06/29. HAIRSTON.W.G Georgia Power Co. 
3pp. 40112:007-461 12.009. 

0007120138 Forwards summary of 080620 mQl meeilng In RoQion II ofc re plant quality 
concernsprogram.LlstofationdeesoncI 

GRACE.J.N. Region 2. Ofc of iho Director 00/07/01. HAIRSTON W.G, Georgia 
Powor Co 25pp 48 1 35 DO 1 -48 1 3 5. 025. 


6807120183 Forwards proposed FSAR charges to contro rocm RSF HVAC 
dose rip tl on Changes include flow rata revs duo to partial removal of wa'i separating 
Un i 1 & 2 control rooms 

BAILEY.J.A. Georgia Power Co. 08/07/05 Document Control Branch (Documonl Con 
trol Desk). 91pp. 40135 026-4Q1D5 1 16 

6607160196 Advises that ull 000220 rcqjesl for withholding WCAP -1 1731. 'lOFTTRP 
Analysis for Sloam Generator Tube Rupture Evoni ior Voqilo.Uniis 1 & 2" (rof 
lOCFn?.7SO) granted. 

HOPKINS, J. Project Directorate 113. 00/07/06 WIESCMANN.H A West nnheuso 
Electric Corp. 4pp 46106:353-46186*356. 

6007150289 Summary of 800626 meeting w/ulil in Rockv.llo.MD ro romovel ol tompo 
rary wa r l div!d-na control room. Alton doe fi9t & draft NUREG/CR-35G9 ono 
HOPKiNS.J.B. Project Ddoclorato ll-3 00/07/08 Projoci Crectoralo 113 . ?6pp 
46103:001-46103:165. 

6807200120 Forwards updated lislngs of License NPF 68 outstanding s^tirttela fu' 
NRC review & approval 

HAIRSTONWG. Georgia Powor Co. BO/07/li, Document Conircl Branch (Document 
Control Oesk). 4pp 46239 334-46230 337 

8807130454 Generic Ur 08- 1 1 to a'l licensees of oporaimg reactors & holders oi CPs re 
NRC position on rad alion embr.itiomeni of roacior vessol mails & impact on p'am 
operatlons.Svc l.st & Rev 2 to Reg Guido 1 99 oncl. 

MIRAGUA.F.J Associato Director for Projects (Post 070411) 80/07/12 CcnsoldalQd 
Edison Co. of New York. Inc. 51 pp 46257.207 46257 257. 

6807250335 Forwards SSER accopilr.g util Info ro Hoclrcei ceb o & racoway configu'a* 
ffon3 not fosfeef previous?/ or analyzed 

HOPKINS.J Q. Project D.rectorato H-3 68/07/16. HAlRSTON.WG Gocrgie Power Co 
3pp 46250 312-46250:317. 

-8807250341 SSER supporting oloctncol cab'o S racoway configurations kv plant. 

* Project Olroctoraie 11-3.00/07/18. Opp 46259 315 46259:317 


f. Security, medical, emergency & fire protection plans 


8807010044 Forwards 1n3p Ropt9 60-424/88-19 & 50 426/80-21 cn 680425-29 Nolico 
of violation & ropl doia ; l9 withhold (rof 10CFR2 790(d) & 10CFR73 21). 

GRACE.J.N Region 2. Ofc Of the D.rocior. 80/00/21. MCDONALD. R P. Goorgo 
Power Co. 2pp. 46017:235 46017:237. 

-8807010046 Part-a'ly withhold fnsp Rents 5O-424/B0-10 & 50-425/88-19 on 800425*29 
(rof 1 0CFR2. 790(d) & IOCFfl/3 2 1) Vio'atlons noted Major areas l napoctod 1: 01 roclivo 
aciion9 to previous enforcement issuos & reod.nuss ol Lfn 1 2 

TOBfN.W., KfROY.J.. MCGUiRE.OR Rogfon 2, Ofc of tho OjocIot 06/06/13 in 
46017:237-46017:237. 

8806260265 Proceduro deleilon nolle® for Manual Sol 6 of urnurgoncy plan Implement- 
ing nroced ures.r opfacino Temporary Procedure T-EP-06 1, "Emergency Response Or- 

B anlzahon & Roccve/y Organization Transition W/080622 Itr. 

IAIRSTONW.G. Georgia Powor Co. UB/06/22. 3pp 4598G 209 45036 301 

8807120455 Forwards Insp Ropt 60-425/80-30 on 8005C6 OClO.No v.oiaiions or dovl 
Q H Qns noted 

OnOWNiefl.V.L Region 2, Ofc ol tha Dirocfor 88/00/2 2. HAIRSTONWG George 
Powor Co. 2pp. 46143:009 46143:102. 

“6807120461 Insp Ropt 60-425/60 30 on B00506-0Gl0.No violations 01 deviations 
noted Major areas Inspoclod Lro proloct-cn, conloinment & safoty rolatod 
Structures. piping aya & supports. auxiliary svs & e’eclncol Dquamont 
SCHEPENS.n.J:. BURGER.C W . SlNKULE.M.V Reg on 2, Ole of iho Direclcr. 88/00/ 
17. 12pp 46143-091*43143:102 

6807120473 Advisos that Phaso 1 ol plant Socurlty Modulo 23 occopieble & complos 
with applicable regulatory requirements based on review of comm.tment idunlificabon 
& implementation of plant security for uM.por Insp Ropl 50-4 25/08-21. 

GRACE.J.N Region 2. Oic of the Director. 00/06/23. MCDONALO.nP. Gocruia 
Power Co. 2pp. 40155:013-46165:014. 

8007120264 Forwards Insp Repls 50-424/83-21 & 50-425/60 31 on 000523-P4.No vo- 
laUons or deviations noted Conduct of exercise demonstrated mg! continued strong 
commitment to rnaint of ofiociivo emergency response capability. 

GRACE.J N. Region 2, Ofc of the Dlreclor. BB/O0/20. MCDONALD.RP Goorgia 
Power Co. 2pp. 46155:055.46165 066 

-8607120270 Insp Repls 50-424/88-21 & 50-426/60-31 on 0B0523-24.No violations or 
deviations noted Major areas inspected annual radiological emergency proparodnos 9 
exercise & review of licensee acLon on previous emorgoncy response findmgs 
CUNNINGHAM. A. L. Region 2. Ofc of tho D.rocior. 88/06/23 I2pp 46155057- 
46166:066. 

8007070548 Forwards rept of changes to physical security & contingency pfanRopt 
wllhheld (ref 10CFR73.21 & 2.700). 

HAIRSTON, W.G. Georgia Power Co. 60/06/28. Documont Conlrol Branch (Oocumont 
Control Desk). 2pp. 46119.105-46110:109. 

8007220120 Forwards Insp Ropl 60-425/89-32 on B80623-26 & nolico of dev.ahon. 
HERDTAR Region 2. Ofc of the Director. 88/06/20. HAlRSTON.WG Goorula 
Power Co. 3pp. 46247:220*46247.230. 

-8807220124 Notice of deviation Irom insp on 08 05 23 -26. Deviation nolo-d hoso cablnol 
not maintained available for fire brigade uso duo to const related obstructons.coblnoi 
door taich inoperable & const electrical cords stored inside cablnol. 

HERDTAR. Region 2. Ofc of tho D.rector, 38/0G/29. Ip. 43247:223-4024 7 223 

“8807220126 Insp Repl 50*425/00-32 on 380523-26 Deviation noled Ma,or areas 
inspecied:cori9l lira prolecbon program. admlnl9traUve controis.llro proiochon water 
supply loop, fire protection sys Insp 6 aciions on previous insp r.ndings. 

WISEMAN.G.R, CONLON.T E Region 2. Ofc of tho proctor. 30/06/21 7pp. 
4624 7:224-46247:230. 



8007220303 Forwards Amend 10 to physical security & coningency plan Arnold Wilh- 
bcW (tel 1G CFR73 21 & 2.700V 

HAIRSTON.YVG Georgia Power Co 00/07/11 Document Ccnvol Branch (Document 
Centro’ Desk) 2pp. 40250 296-46250 297 

8007260082 Forwards updated Mod/o 23. “P'ant Security.'’ to facil.ty readiness /avow 
piOQtenvfoi rev ow & acceptance by NRC.Encl wiih h e‘,d (cel 1COFR2 790 &. 73 2U 
RlCE.P.D Gecrga Power Co. 88/6?/ 1 2 Document Control Branch (Documeni Con 
trot Desk). 3pp 46259.1 10-46259:120. 


J. in&uranc© & indemnity Information 

6807160102 Forwards Endorsement 14 to MAELU Po’icy MF-129 & Endorse mom 20 to 
NEUA Po’icy NF-302 

SANNA.l Marsh A McLennan, inc 6B/07/05 DJNiT2.l. NRC ♦ No Ootaled Aff.iot.on 
Given. 3pp 46186 368 46106 360 


K. Utility Final Safety Analysis Report <F$AR) & amende 

€807080122 Amend 36 lo FSAR for Vog:-e E'eclnc Genera: ng Piani.Un.ts 1 & 2W/ 
000630 Itr. 

RlCE.P.D Georg a Power Co. 00/06/30 342pp 46131:149 46132 130 


M. Antitrust correspondence 

0007120460 Recusals updated data responses tor each licensee to question B 1 & a\> 
subsections ol flog Guide 9.3 Response should begin where 660224 response ended 
& fce submitted wrtnin 60 days ol hr dale 

MATTHEWS.D8. Project DrectOtete II 3 68/06/23 HAlRSTON.W.G Georgia Poryor 
Co. 2pp 46111247-46111.250 


Q. Inspection reports, IE Bulletins fr correspondence 


8806210038 NRC Info Nolice 68 044. "Mechan'cal Binding of Spring Release Dov.ce n 
WesAnghouse Type OS-416 Circuit Breakers " Svc Usl encl 

ROSSl.CE. Divison of Oporaiionai Events Assessment (Post 870411). 88/06/24 
Consol dated Edison Co of New York. Inc 1 13pp. 46019 153-46019 ?65 

8806240139 Suppl 1 to NRC Bulletin 80 008. "Thermal Stresses in Pipng Connccled io 
P.CS ” S-rc l.st encl 

ROSSl.CE. O.vrslon of Oporaiionai Evenis Assessment (Post 870411) 88/06/24. 
Consolidated Ed son Co of New York, Inc. 1 14pp 46019 266-46020 018 

8007120072 Forward3 Insp Rept 50*425/08*28 On 000500*13 & 23-26 0 r.ohco Cf viq' 4 - 
Hon 

JUUAN.CA negion 2. Ofc of Ihe Director. 80/06/24. MCDONAlD.R.P. Georg a 
Power Co 2pp 46145 273 46145:285 

-8807120078 Not-ce of violation from Insp on 800509 13 & 23 26 Vie aUon 
noted program tor insp personnol mat meeis requirements ol comrntmonfs ro eVes 
of Admin sirative Level III Inspector not established 

JULIAN. C A. Region 2. Ofc of the Direcior. 00/00/24. 2pp 4G145 275 40145 276. 

-8807120081 Insp Rept 60 425/88 28 on 880500-13 & 23-26 Viotelions noted Ma.O' 
areas inspected Readiness Review Modulo. App F, "Inspector Qual.5cat.on " 

WRlGHT.fl W.. THOMAS, M. 6EUSLE.G.A. Region 2, Ofc of Iho D rector. BD/06/16 
9pp .16145 277-46145:285 

0807120264 Forwards Insp Repls 50-424/88*21 & 60*425/80-31 on 880523-24 No vio 
lations or deviations noled Conduct of exorcise derr.onslrafod mgi continued svong 
comm tmem to malnt of effective emergoncy response cepab-lity. 

GRACE.JN Region 2. Ofc of the D rector 80/00/28 MCOONALO.RP Goorg.i 
Power Co 2pp 46155 055-46155 060 

-8807120270 Insp Repls 50 424/80*21 & 50 425/08-31 On 800523-24.No violator or 
deviations noted.Ma;or areas inspected annual rad.ologicai emergoncy preparedness 
exercise & rev.ow of licensee action on previous emergoncy rosponso fmd.ng9 
CUNNINGHAM.A L . OECKCR.T R. Region 2. OfC of iho Director 89/06/20. l2pp 
46155 057 46155 068. 


0806130108 NRC info Nciice 88 039. ' LaSalle Unit 2 Loss of flecrculalon Pumps W/ 
Power Gscfianon Eveni ” Svc I st ere I 

ROSSl.CE. Division of Operational Events Assessment (Post 670411) 68/06/15. 
Ccrsol dated Edison Co. oi New York, Inc. HOpp 45970 156 45978:266 


0807220137 Forwards insp Ropl 50 425/88*25 on 000502*00 & 16*20 No vio’arions O' 
deviauens noted. 

JULIAN, C A Reg on 2. Otc ol tho Director 88/06/28 HAIRSTON.WG Georgs 
Power Co. 2pp. 46249,1 17*46249.134 


0007010044 Forwards Insp Ropls 50 424/80-19 & 50-425/88 21 on 0BO425-29 Not ce 
of v o’etion & repl dele is wiihheld (rat lOCFR2.7G0(d) & 10CFR73 21) 

GRACE.JN Reg on 2. O'c of ihe Di'eclor. 88/06/21 MCOONALD.RP. Goorgm 
Power Co. 2pp 460 1 7 235-460 1 7 237. 

-6807010045 Partially wilhho'd Insp Repls 50-424/00*19 & 50 425/60*19 on 8B0425-29 
(rof 10CFR2.790 (o) & 10CFR73 2l).V.o:al ons nctod Me.or areas inspoclod correcive 
actons to previous enforcement issues fi read ness ol Un 1 2 
TO01N.W. TILLMAN, A . THOMPSONS Region 2. Ofc cf iho Director 08/00/ 13- ip 
46017 237*46017 237. 

0007000072 informs that HN/AC sys at lac-lily acceptable based on NRC Insp review of 
activities tdenified in Readiness Review Module 18A subm-tied on 860212 w/excop 
ion ©I items i.sted in end 

GRACE.J N. Region 2, Ofc of the Director. 00/06/21 MCOONALD.R P. Georg a 
Power Co 3pp. 46136.173*46136 221 


-8807220140 Insp Rept 50 425/88 25 on 000502-00 & 16*20 No v.olQbons or dCv; 
Qians notod Major areas Inspecteddeslgn changes & mods. tosts & 
enpQriments.measu/ing & test oqu pmont.documenl control A survelknco testing 4 
ca v ior corilrol 

MOQRE.L.R. QELISLE.G.A. Regon 2. Ofc of Iho Dlroclor. 88/06/23. I6pp 
46249119-46249:134 

6807080103 Subm is results of broakor alignment chockg & polo shaft wold Insps.por 
NRC Bulefn 88 00lOnfy DS-4l6lypa broakors uli'.red in safoty ro'alod 
epp’icaHons Polo shaft for reactor trip bypass breaker rejoctod 
HAIRSTON.WG Georgia Power Co 80/06/29 Document Control Branch (Document 
Conlrol Desk). 2pp 40140:205-48140 206 

6807220120 Forwards Insp Ropl 50-425/88-32 on 080623-26 & notlco of deviation. 
HERDTAR Regon 2. Ofc of the Director. 80/06/29. HAIRSTON.WG. Georgia 
Powor Co. 3pp. 46247 220 4624 7:230. 


8BO010O34O NRC inlo Notice 88 049. "Examiners Handbook for Dsvoiop.ng Oporaior 
Licensing Exams." NUREG/8R-0122 & eve list end 

ROSSl.C.E Division of Operational Events Assessment (Post 870*111) 88/00/22. 
Consolidated Edison Co oi Now York. Inc. 237pp. 46240 326 4624 1:201. 


-8807220124 Notice of deviation from insp on 880523-26 Deviation noted, hose cabru*. 
not ma ntamod available for fire brigade uso due lo const rotated obstruct ons, cab no’ 
door latch inoporablo & consl electrical cords storod fnsido cabinet 
HEROT.A R Roglon 2, Otc of the O-reclor 80/06/29. tp 462*1? 223 46247:223 


8690170033 NRC Info Nolico 88*041, "Physical Proleclion Weaknossos fdonlified 
Throuoh Regulatory Elfoctlvenoss Reviews. Svc I si enc> 

ROSSl.C.E Div-slon of Operational Events Assessment (Post 870411) 86/06/22 
Consolidated Ed-son Co. of Now York, fnc I2?pp 459 76 034-45978 165 

6890170291 NRC Bulleln 08-006. "Therma 1 Sbossas In Pip ng Connected to RCS" Svc 
list end. 

ROSSl.C E. Divls'on ol Operational Events Assessment (Post 870411) 80/06/22 
Consolidated Ed son Co of New York, fnc 110pp 45019 037 46019 J 52 

0006290017 Prov des addl info re util 670904 rosponse to NRC Gui'etSn 85-003 State 
head devofoped during performance of procedures reprasoms max practical efiffe/en 
tal pressure cond.tion peimi9S ble tor test ng. 

HAIRSTON.W G. Georgia Power Co 88/06/22. Document Control Branch (Document 
Control Desk). 4pp. 45987:024-45987027 

6807120465 Forwards Inap Rept 50-425/88-30 on 880506-0610 No violations or devi- 
ation e noted. 

8ROWNLEE.V.L- Region 2, Ofc of iho Director. 88/06/22. HAIRSTON.WG Georgia 
Power Co. 2pp. 46 1 4 3 089-46 1 4 3 : 1 02. 


-6007120461 Insp Rept 50-425/86*30 on 800506-06 10.No violations or deviations 
noted Major areas inspected. fire protection, containment & safety-reiatorf 
slructures.pfping sys & supports.© uxiflary sys & electrical equipment 
SChEFENS.R.J, 8URGER.CW . SlNKULt.M.V Region 2, Ox of ihe Director. 88/06/ 
17. 12pp. 46143:091*46143.102 


0007130037 Ack receipt of 880613 Hr Informing of correci.ve actions re violations noted 
In Insp Repl9 50*424/88-17 4 50-425/88*17 

BROWNIE E.V L Region 2. Ofc of iho Direcior. 80/06/22. HAlRSTON.W.G, Georgia 
Power Co. 2pp. 46 169:226 46 1 69:227. 


8007060555 Responds to NRC Hr re violations nofed in insp Rep! 50-425/88*20 Correc- 
J-™ actions in work & fu°l compliance w/FSAR commitmon’s & w.n be achieved by 
680729* 

9 oor Q l iL£9 wef Oocument Conttol Branch (Oocumerrt Con* 

trol Desk). 2pp 46025 100 46025:101. 

8007120473 Adwses that Phase 1 of plant Security Module 23 accepiab'e & compl.oa 
with appl cabfe regulatory requirements based on review or commnmonl identification 
* fm pie manta lion of plant security tot uUl.per Insp Rept 60*425/08*21 
GRACE^JN flefl'Oh 2. Ofc of the Director. 8B/0Q/23. MCOONALD.R P. Georg a 
Power Co. 2pp 461 65 01 3 46 1 55:01 4 . y 


-6807220126 Insp Rept 50-426/86*32 on 880523*26 Oovlotton noi&d Major a'eas 
Inspected const f:ro proioctlon program, admlnislrativo conlrofs.liro protection waV 
suppry loop.firo prolocllon sy& insp & actions on previous insp findings 
WfSEMAN.G R.. CONLON.T.E Region 2. Ofc of ihe Dlroclor 00/00/21. 7pp 
46247:224-46247 230 

8007190013 Forwards Insp Ropls 50-424/86-23 8 50-425/88-33 on 88O6O0-lO.No vio- 
lations or deviations noted, 

HERDT.A.R. Reg:0n 2, Ofc of the Director. 80/07/05 HAIRSTON.WG Georg a 
Power Co. 2pp. 46209.054-46209.068. 

-8807190015 fnsp Repls 60*424/80*23 & 50-426/88*33 on 080606- 10 No vlo:aUori9 Of 
deviations noted PotenHal for weakness re resolulion of technical issues nolod Ma|cr 
areas In9pecied: containment penehaFona, housekeeping & matls conlrol 
HALLSTROM.G A.. BLAKE, J.J. Region 2. Ofc of ihe Drreclor 00/06/30. I3pp 
46209056-46209.008. 

8006300347 NRC Info Notlco 08-046. "Problems in Proloctive Relay 8i Circuit Breaker 
Coordinalion." Svc fist oncl. 

ROSSl.C E. Division of Operational Events Assessment (Post 07041 1). 60/07/0? 
Consol’dated Edison Co of New York. Inc. 104pp. 46242:109*46242 212 

9607080006 NRC Info Noilco 88*046, "Licensee Repl ol Defective Rolurblshod Cucu.l 
Breakers " Svo fist end. 

ROSSl.C.E Division of Opetational Events Assessment (Post Q 70411). QQ/07/00 
Consolidated Edison Co. of New York, Inc. 107pp. 46231 201-46232 027 

8807200140 Forwards Interim response to NRC Bulletin 88*004. ’’Potential Safety-Relat- 
ed Pump Loss." Performance of safety related centrifugal pumps monitored through 
tnservlce testing progiem lo assure degradation Identified & collected 
HAlRSTON.W.G. Georgia Power Co. 80/07/11. Document Conlrol Branch (Docurronl 
Conlrol Desk). 6pp. 46239:340*46230:354. 

8007120291 NRC Info Notice 88 048, "’Licensee Rept of Defective Refurbished Valves." 
Svc tisi sncl. 

ROSSl.CE Division of Operational Events Assessment (Poal B 704 it). 08/07/12. 
Consolidated Ed-son Co. of Now York. Jnc. 103pp. 46242.000*46242.108 

8007080306 NRC tnfo Noilce 08-047, "Slower -Than* Expected Rod-Drop Times " Svc 
Viet end 

ROSSLC E. Division of Operational Events Assessment (Post 070411). 80/07/14. 
Consolidated Edison Co. of New York, fnc 103pp. 46240.222*46240 324. 



DOCKETED ITEMS 161 


6607120560 NRC Info Notice 80 049. “Marking. Handling.Control.Storage A Destruction 
of Safeguards Info.” Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Posi 070411) 88/07/16 
Consolidated Edison Co. of Now York, Inc I03pp 46241 263 46242.005 

0607120563 NRC info Notice 68 050, “Effect of Circuit Breaker Capacitance on Avail- 
abi'ity of Emergency Power" Svc 1st one I 

ROSSI.C E. Division of Oporatlona' Events Assessment (Post 070411). 88/07/10 
Consolidated Edison Co. of New Yo/k. Inc 1 19pp. 46257:258-46258 016 

8B07 160101 NRC Info Notice 08-051, “Foiruros of MSIVs“ Svc Nst onci. 

ROSSI.CE. D-vlslon of Operational Events Assessment {Post 870411) 80/07/21. 
Consolidated Edison Co. of Now York. Inc 121pp. 46257 066-48257 206 


S. Reportable occurrences, LERe & related correspondence 

8807010057 Deficiency ropt re ESF filtration bolls Initially reported on 000601 invest ga- 
llon of root cause of condition ongono Final ropt will be submitted by 880901 
RICE, P.D. Georgia Power Co 80/06/20 Document Control Branch (Document Con 
trol Desk). Ip 46020:242-48020:242. 

8607200117 Deficiency rept re nonwetor-t-ght ponetrailon seals lmlla‘ly reported on 
880609 . 1 nves l igai Ion incompl elo N oxl ropt e x poc t ed by 8 0 08 1 0. 

RlCE.P.O Georgia Power Co. 00/07/06 Document Control Branch ((Document Con 
trol Desk) Ip. 46228 320 -46228 320. 

6607070522 Potentially reportable deficiency rept re valves installed opposite to direc- 
tion of How. Initially reported on 880601 Investigation in progress to determine full 
scope of condition. Final ropt will bo submitted by 001001 

RlCE.P.O. Georgia Power Co 80/07/07. Document Control Branch (Document Con- 
trol Desk), ip 46123:106 40123:106 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Appllcallon/conatructlon stage documents & correspondence 

8607130454 Gonerlc Ur 80-11 to all licensees of operating reactors & holders of CPs ro 
NRC position on radiation embnlllomonl of reactor vessel mails & Impact on plant 
operation 9. Svc list & Rev 2 to Reg Guido 1 09 end 

MlRAGLIA.F J. Associate Director for Protects (Post 070411). 00/07/12 Consolidated 
Ed-son Co. Of Now York. Ino 6lpp 46257:207-40257:257. 


O. Inspection reports, IE Bulletins A correspondence 

8806130166 NRC Info Notice 80-030, “LeSalle Unit 2 Loss of Recirculation Pumps W / 
Power Oscillation Evenl “ Svc list oncl. 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 00/06/15. 
Consolidated Edison Co. of Now York. Inc. 1 10pp. 45970:166 46970:260 

6806160340 NRC Info Notice 80-040. “Examiners Handbook for Dovoloplng Operator 
Licensing Exams." NUREG/0R-O122 & eve list oncl. 

ROSSI.CE. Division of Operational Evonts Assessment (Post 070411) 00/06/22. 
Consol-dated Edison Co. of Now York, Inc. 237pp 40240 326-46241:201. 

6606170033 NRC Info Nolico 08-041, “Physical Protection Woakno 9809 Identified 
Through Regulatory Effectiveness Reviews" Svc Il9t oncl 

ROSSI.C.E. Division of Operational Evonts Assessment (Post 070411) 08/00/22. 
Consolidated Edison Co of Now York. Inc. 122pp. 45970:034*45078:155 

6606170201 NRC Bulletin 80-008, "Thormal Sirossos In Piping Connected to RCS ." Svc 
list end. 

ROSSI, CE. Division of Oporallonat Events Assessment (Post 070411) 08/00/22. 
Consolidated Edison Co. of New York, fnc 1 1 6pp. 40010.037*46019 152 

8806210036 NRC Info Nolico 60-044, "Mnchunlcal Olnding of Spring Release Device in 
Westinghouso Type DS-4 16 Circu.t Breakers ” Svo l-st oncl 

ROSSI.C.E. Division of Operational Evonts Assessment {Post 070411) 00/00/24. 
Consolidated Edison Co. of Now York, Inc 113pp 46019:153-46019:265 

6806240139 Suppl 1 to NRC Bullobn 00 008, “Thermal Stresses in Piping Connected to 
RCS." Svc llsl oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 00/06/24. 
Consolidated Edison Co. of New York, tnc U4pp. 46CM9.266-46020 010. 

8806300347 NRC Info Notice 80-045. “Problems In Protective Relay A Circuit Breaker 
Coordination." Svc list oncl. 

ROSSI.C.E. Ol vision of Operational Events Assessment (Post 070411). 00/07/0 7. 
Consolidated Edison Co. of Now York. Inc 104pp. 40242:109-46242:21 2, 

8607080006 NRC Info Notice 88-046. “licensee Repl of Defective Refurbished Circuit 
Breakers." Svc list oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/07/00. 
Consolidated Edison Co. of New York, Inc 107pp 48231:281-48232.027. 

6607 120291 NRC Info Notice 88*040, "Licensee Rept of Defective Rofurbishod Valves " 
Svc list end. 

ROSSI.C.E. Division of Operational Evonls Asssssmenl (Posl 870411). 80/07/12. 
Consolidated Edison Co. of New York, Inc. 103 pp. 46242:008-48242.) 08. 

6607060366 NRC Info Notice 80-047, "Slower-Than-Expected Rod-Drop Times " Svc 
list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 68/07/14. 
Consolidated Edison Co. of New York, Inc. 103pp. 46240.222*46240:324. 

6607120650 NRC Info Notice 00-049, “Morklng.Haridlmg, Controls torege & DesirucLon 
of Safeguards Info." Svo list encl. 

ROSSI.C.E. Division of Operational Evonta Assessment (Post 870411), 88/07/ 1 B 
Consolidated Edison Co. of New York, Inc. 103pp. 46241:263*46242.005. 

6807120553 NRC Info Notice 88 050, "Effect of Circuit Breaker Capacitance on Ava-I* 

Ahllifu nf Pmntnan<Vi O/virAr ’* lint Anri 


8807180101 NRC Info Not-ce 08-051, “Fa lures of MSlVs“ Svc list r,nd 

ROSSI.CE Divison of Oporatonal Events Assessmoni (Post 070-111) 08/07/21 
Conso'idaiod Edison Co. of Now York. Inc 1 2 1 pp 46257 C66-4G257 206 


DOCKET 60*430 BEILEFONTE NUCLEAR PLANT, UNIT 1 


A. Appllcatlon/conalructlon stage documents A correspondence 

0807070083 Fo^ards Summary of uli' BS0524 presentation ro mn odgo distarce frr 
anchor bolts d sous sod m 080310 10CFR21 nomicnlion Pom Hilti.lnc 
GRIOI EY.R Tennessee Va'ley Aulhouty 80/C6/2B Oo^uToni Control Branch (Docu 
moot Cont'ol Dosk) 3pp. 4(3 130 298-461 3fj.3C0. 

8807130454 Genonc Lit 80- 1 1 to all I c-onsoos of oparairg reactors A Im’do-s of CPs ro 
NRC posiken on rad'ation embritilerroni of roectrr vessel mat's & impact on plant 
operations Svc fiat & Rev 2 to Rug Guido I.IJ& oncl 

MlRAGllA.F.J Associate Owoctor for Presets (Post 870-111). G8/07M2 CcnsoLdated 
Ed.sonCo of NewYo-k.tnc 5lpp 46257 237-40267 257 


H. General correspondence 

8607260396 Confirms lelcon ro voluntary roilrorrent ol HL Aborcrcmbie. s:to oireclor on 
000722 JT Leponi w.ll bo assigned acing sito dreciO' ln J o hansmnnd pur utl revised 
corporate n.iclonr poffonrnnc© p’an did Jul 1 907. 

WHITE.SA. Tonnossou Va'tey Author -ty 08/07/20 PART LOW, J G Ofc of Spocal 
Projects. 2pp. 46300 136 46300.137 


O. Inspection reports, IE Bulletins & correspondence 

8606130168 NRC Inlo Notice 08 039. ’ LaSnlo Un i 2 Loss ol Reci'cu'aion Pumps W / 
Power Osci lahon Event “ Svc list oncl 

ROSSI.C E Divlson of Opcrailonni Events Assossmeni (Post 070411) 08/06/15 
Conso’idaiod Edison Co of Now York. Inc. 1 i0pp 4 5970 156 45970 266 

8006160340 NRC Info Noico 08 040. ' Examiners Handbook for Dovo'opng Ofioraior 
Licensing Exams." NUREG/BR-0122 & 9vc list oncl. 

ROSSI.CE Divison of Operational Events Assessment (Posi 0704 n) 80/06/22 
Conso'idaied Edison Co of Now York. Inc 237pp 40240 325-46241.201. 

6806170033 NRC Info Not co 88 041. "Physcal Protecilcn Wonkrossos ktenhhorJ 
Through Regulatory Effecl'venoss Rnv.ows " Svc list oncl 

ROSSI.CE D, vision of Oporatonal Evonls Assessment (Post 070411) B0/O6/22 
Consolidated Edison Co ol Now York, Inc 122pp 46976034.45070155. 

6806170291 NRC Oullolm 08 009. “Tho.'mal Sirossos in Pip.ng Connoctod toRCS.“ Svc 
list oncl. 

ROSSI.C.E Division of Operational Events Assosamoni (Post 070411) 08/00/22 
Consol dated Edison Co. Of Now York. Inc 1 16pji 46019 037 40310 152 

6608210038 NRC Info Notice 00-044, ‘ Mochnnlcol Olndrig ol Spring Roloaso Dovlco in 
Wostinghous-o Type DS 416 Ocut Breakers ” Svc I- si oncl 

ROSSI.CE Division of Operational Events Assessment (Posi 070411) 00/00/24 
Conso'idaiod Edison Co Now York. Ino 1 13pp 40019 163 46019 265 

8606240139 Suppl 1 lo NRC Dulluin 00-008, “Thormnl Slressos m Piping Connected to 
RCS." Svc -1st oncl. 

ROSSI.CE D.vlsion of Oporalional Events ASROSSrr.orU (Posi 0704 11) 00/C6/24 
Consolidated Edison Co of Now York. Inc. 1 14pp 46010 206*46020 010 

6607120226 Forwards Insp Ropts 50-438/96 02 & 60 439/08*02 cn OBO517 O6C0 No 
violations or doviot ons noted 

MCCOY.F.R. Ofc of Spocfal Pro.ecis 88/06/20. WHITE.S A Tennessee Valloy Au 
Ihority 2pp. 46142 351-46142:357. 

— 8807 1 20232 Insp Ropls 50-439/80 02 & 60 439/60*02 on 08051 7*0606 No violet ons 
or deviations noted k'ajor areas Inspected omployoo concerns, salety related pipe 
support & rostrainl & layup & prosorvoton ol oqulpmunl 

YORK.J., ELROD, J. Region 2. Ole ol tho Director. 80/06/23 5pp 46142:353- 
46142.357. 

6607120021 Forwards list of commitments ro NRC Bulotin 80 003, “Inadequate Lalch 
Engagement In HFA-Typo Letching Relays Mlg by GE." 

GRiDlEY.R. Tennossoo Valley Authority. 8O/Q7/D0. Document Cordro! Branch (Ddcu- 
menl Control Desk) 4pp. 46147 290-4614 7 263. 

8607140071 Responds le NRC Bu'lot.n 87-002.Suppls 1 & 2. “Fasieno' Testing to De- 
termine Conformance W/Applcablo Spoca." Requosls clarilicaton of bu.lein to pro- 
vide necessary Info & extension to 890130 to provide proper response 
GRIDLEY.R Tennessee Vnltey Authority. 08/07/06 Document Control Branch (Docu- 
ment Control Dosk). 3pp 46184:140-46164:148. 

6806300347 NRC Info Notice 00-045, "Prob'erns in Protective Relay A C.rcuit Breaker 
Coordination." Svc list end 

ROSSI.C.E. Division of Operational Evonls Assessment (Post 07041 1 ). 88/07/07. 
Consolidated Ed son Co. of Now York. Inc. 104pp. 40242:109 46242.212 

8B070B0006 NRC Info Notice 80*046. “licensee Rept of Defective Rofurbsl*od Circul 
Breakers " Svc list encl. 

ROSSI.CE. OMsion of Operational Evonls Assessment (Posi 8704 ii). 09/07/06. 
Consolidated Edison Co. of Now York. Inc. 107pp. 46231 '281 -46232.027 

66072502 IB Forwards revised response to Violation 3 noted :n fnsp Ropts 50-438/07- 
O0.6O-439/07.Oa,6O-269/07-30, 50-260/07 38. 5O.296/8/-30.5O-327/O7-88.5O 328/87- 
60,60-390/87*18 & 60 391 /07*1G.Couoc1ivO actions memo Issued on 8B033I. 
GRIDLEY.R. Tennessee Valley Authority. 69/07/1 1. Document Control Dror.ch (Docu- 
ment Control Desk). 6pp. 46250.095*46259.099 

6807120291 NRC info Notice 60-048, "Licensee Ropl ol Dofociivo Refurbished Valves" 

fivr lint enr:l 


BB07080366 NRC <rfo Notice 88 04 7, ■'S'cwer-Then Expected Rod-Orop Times.” Svc 
1 91 c j - n c i 

POSSI.C E Oiv.S)on ol Operational Events AssessmorM (Posi 870411). 08/07/14 
Consc'idated Ed.son Co of Wow York. Inc 103pp 4 6240 222* 46240.3 24 

8657120550 NRC Info Nphco 80-049, "Marking Harufl ng.Conlro'.Sior ago & Destruction 
ol Sa'egua.'ds ’nfo" Svc l si er.cl. 

ROSSLCE O.visicn of Opem’-ora? Events Assessment (Post 670411). 86/07/10 
Consolidated Edison Co Ol He* York. Irx 103pp. 46241263 46242 005 

8807120553 nRC info Nohco 80-050. "Effoci ol Circu t Breaker Capacitance on Aval- 
ebii.ty ol Emergency Power." Svc list encl. 

HOSSI.C E Div.sion of Operational Events Assessment (Post 87041 1). 80/07/18. 
Consolidated Ed.scn Co. of Now York. Inc 1 19pp 46257 258 46250.016 

8807160101 NflC frfo Nol-ce 80-051, ”F aLres of MSlVs ” Svc l.si end 
ROSSI. C E Ovisicn of Op oral on at Events Assessment (Post 070411). BQ/07/21 
Co-so' daied Edison Co. of Now York. Inc I2lpp 46257 086 46257 206 


DOCKET 50-439 BEllEFONTE NUCLEAR PLANT, UNIT 3 


A. Appiicatlon/constructlon stage documents & correspondence 

8807070083 forwards SLmrnary of u* I 880524 presenial on re mn edgo d stanco tor 
anchor boll 9 discussed in 8B03 19 10CFR21 notification from Hi tMnc 
GRIDLEY.R. Ternossee Vs’iey Authority 80/06/28 Document Control Branch (Docu- 
ment Control Desk) 3pp 46136:298-46136:300 

8007130454 Gerenc Lit 86 1 1 to e'l l censgos of oporatirg reactors & holders Ol CPs ro 
NRC position on radial on ombrntle-mont of roactor vessel <mai : s 8 impact on p’ar.i 
operations Svc !ist & Rov 2 fo Reg Gu do 1 93 end. 

M RAGLIA.F J. Associate Director for Pro.octs (Post 870411). 80/07/12 Conso’idated 
Eds on Co of New York. Inc 5lpp 46257:207-46257-257 


H. General correspondence 

6807280396 Confirms lelcon ro voluntary reti.-orr-ent ol HL Abercrombie, sto director on 
680 722 .JT Lapont wli bo asslgnod octmg site d rector.lnfo transm tied per util rovisod 
corpoiaio nucW pod or mar.ee p'an did Jol 1937. 

WHITE.S A. Tennessee Valley Authonty 88/07/20 PARTLOW.J.G. Ofc ol Special 
Propels 2pp 46300 130*46300 137. 


Q. Inspection reports, IE Bulletins & correspondence 

8806130188 NRC Info Notice 88*039, "LaSal o Unit 2 Loss ol Recirculation Pumps W/ 
Power Osci i at: on Event " Svc list oncf 

ROSSI.CE Div.si-on of Operat.ona' Events Assessment (Post 670411). 06/08/15. 
Gorso'idatod Ed.son Co of Now York. Inc. 1 lCpf> 45978:150 45970 206. 

8808160340 NRC Info Notice 86 040. "Evamhers Hanabook (or Developing Operator 
liconsiro Exams " NUREG/0R O122 A svc fist Orel 

ROSSI.C.E Divlscn of Operational Events Assessment (Post 070411). 88/06/22 
Consolidated Edison Co. or New York. Inc 237pp 4 624 0 3 2 5 4 6241:201 

8808170033 NRC Info Nefico 88-041. "Physical Prutecilcn Woaknes9«9 Identified 
Through Regulatory Effectiveness Reviews " Svc list end. 

ROSSI.CE Div.sion ot Oporal-ona r Events Asaossmont (Posi 67041 1). 86/08/22. 
Consol-dated Edison Co of New York, Inc 122pp 45976 034-45978:165 

8808170291 NflC Bdcbn 60-006, "Thermal Stiossei in Piping Cor ns tied to RCS " SvC 
I .St on cl 

ROSSI, C.E D vis ‘on of Operational Evon's Assessment (Post 670411). 08/06/22 
Consol.daied Edison Co of Now York. Inc 116pp. 46019.037 46019.152 

80 0B2 10030 NRC fn fo Notice 68-044, "Mechanical 0 nd ng ol Spring Release Dov'ce in 
WoslnghousoType OS-416 Orcuil Breakers " Svc iJst ond 

ROSSI, CE Divis'on of Operational Evont9 Assessment (Po9t 970411) 80/00/24 
Consolidated Ed son Co of New York, tnc 1 13pp. 46019: 153-46019 265. 

8806240139 Suppl 1 to NRC 8'jl.etm 08-008, "Thermal Stresses in Piping Connected lo 
RCS." Svc l9l enqt 

ROSSI.CE Div.slon of Qperahonal Events Assessment (Posi 070411) 88/06/24. 
Conso’idated Edi$cn Co of New York, Inc 114pp. 46019 286-46020 016. 

8607120220 Forwards tnsp Ropls 60-438/68-02 & 50-439/00 02 on 600517-0606 No 
viola Hons or do-nahons noted 

MCCOY.F R Otc ol Special Pro, eels 88/08/20. YVHITF..S.A Tennessoo Valley Au- 
Ihorlty. 2pp. 46142 351-46142 357. 

-8607120232 fnsp Repts 60-430/08-02 & 50-439/B8-02 on 000517 0606 No violations 
or devlallon 9 noted Major areas inspected: employee concorns.safety-raiated pipe 
sijpport ft rostreir.t & layup ft preservation of equipment. 

YORK.J.. ELROD, J Region 2, Ofc of the Director. 88/06/23 6pp 48142 353- 
46142,357. 

8B07120021 Forwards 1st of commitmenls re NRC Bulioln 80*003, "inedequaie Laich 
Engagement m HFA-Typo Latching Relays Mfg by G£ " 

GFUDIEY.R, Tennessee Val'.oy AirthoT*ty. 88/B7/0&. Documont Centro) Brencti (Docu 
menl Control Desk). 4pp. 46147:290-46147:293. 

8807140071 Responds to NRC Bullet-n 87*002, Suppls i & 2 , "Festonor Testing to De- 
termine Conformance W/Appl.cab'o Specs " Requests clanfical.on of bulletin lo pro- 
vide nocessa/y *nfo& extension lo B90130 to provido proper response 
GRIDLEY.R. Tennessee Valley Auihonty 88/07/00. Document Control Branch (Docu- 
ment Control Desk). 3pp 46184:146 46 104; 148 

9806300347 NRC info Nonce 83-045, "Problems in Protective) Re'ay & Circuit Breaker 
Coordination " Svc fist encl 

ROSSI.CE. Division ol Operational Events Assossmont (Pool &70411). 88/07/07. 
Consolidated Edison Co. ol New York, Inc. 104pp. 46242:109 46242:212. 

8007080006 NRC Info Nolice 88 048, "Licensee Repl of Defective Refirblshed Circuit 
Breakers." Svc list encl. 

ROSSI.CE. Division of Operational Events Assessment (Posi 07041 1) 08/07/08 
Consolidated Ea son Co. Ol New York, Inc. 107pp. 40231 261 -46232:027. 


8807260216 Forwards revised response to Violat on 3 noloH in Insp Repls 50-438/87- 

08.50 439/87-00.50-259/87.38,50 260/67-38, 50 296/87 38.50 327/07 68,50-328/67- 

68.50 350/87-10 & 60-301/07-18 Correct ve actons nemo -ssued on 800331 
GRIDLEY.R Tennessee Valley Aulhor.ty 88/07/1 1 Documont Centro! Branch (Docu- 
ment Control Desk} 5pp 46250.095-46259 099 


8607120291 NRC Info NoLce 08 048. L'consno Dept of Udoctivo Refurbished Va'ves" 
Svc lisi encl 

ROSSI.CE Division ol Operational Evems Assossmnm (Posi 870411). 83/07/12. 
Consol dated Edison Co of New Yoik, Inc 103pp. 46242 006 46242 1 08 


8807000368 NRC info Nohco 00 047. "S'ower-Tf'an Expoctod Rod-Drop Times ” Svc 
hat encl 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411} 00/07/14. 
Consolidated Edison Co Of Now York, Ire I03pp 48240 222-40240 3?4. 


8807120550 NRC Info Notice 88-049, * Mark-ng.UBnd ing.Conlrol.Storogo & Desiructlon 
of Safeouards info" Svc i si orci 

ROSSI.C.E. Divtson ol Oporotonal Events Assessment (Post 870411) 88/07/18 
Consolidated Edison CO of Now York, fnc I03pp 46241 203-48242 005 


8807120563 NRC Info Notice 88 050, "Effott of Circu.t Qronkor Capac ianco on Avail 
abi ity ot Emornercy Power Svc ‘ist onci 

ROSSI.CE Division ol Oporahona' Events Afi90ssmon1 (Post 070411). B0/O7/1B 
Consolidated Ed son Co of Norv York. Inc 119pp. 46257 260 4625B 016 


0007180101 NRC Info Notice 68-051. "Ea lures of MSlVs." SvC lisi unci 
ROSSf.CE Division of Operational Events Assossmont (Po&l 870411) 00/07/21 
Cor-so'idatud Ed son Co of New York. Ire 1 21 pp 46257 085-46257.208 


DOCKET 60-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


F- Security, medical, emergency & fire protection plana 


8808280217 Forwards Safety Insp Repts 50 440/08 C6 8 50-441/08 03 on 880502- 
OS No vlo’otlong noted Aroas idontifiod roqU*.r.g further rev.cw & Ova>ualk>r, discussed 
In opon item appra'SQl ropt a'so and 

SHAFER, 1 // D. Roglcn 3. Ofc of tho Dlrecicr 08/00/22 KAPLAN. A Clrjvoland Eleci-'ic 
Ilium nalng Co 4pp 45987 004.459B7.023. 

-8006280210 Insp Repts 50 440/68 06 ft 50 441/08-03 on 000502-05, No 
vlo’ations, dehcienc:es or dov.etons noted Major aroo9 inspnetod orrorqoncy response 
foc.l.ty appraisal & roviaws of radioaclive ro’oaso asso99n onl ft moloo'oloq cal into 
FOSTER, J., SNELL.W Region 3, Ole of iho D.roclor B0/06/2 2 16pp. 45987:000* 
46987.023. 

8807050044 Forwards suppl fo 10 CFR 2 206 pom on on public info for plant, in response 
to 680500 llr Encl documentation supports conclusion on six listnH Issuns.irclud ng 
i960 cs'endar & pages on omorgoncy planning 

KRIMM.RVV. Fedoral Emergency Management Agency 89/06/22 CQNGEL.F D^l- 
sion ol Fladlailon Proioctior^ k Emergency Prepa-ednoss (Post B?04n) 77 pp 
46026041.46026:117. 


8007060408 Understands that dale lor sito visit lo tour emorgoncy rosponso faci'iles 
will bo 0607l4.per 080021 to?con Goal is to consldor.w/l consoe.woys of mak-ng mom 
efficient uso ol ovailablo spoco ft providing adoqjaio commumcuiions 
SHAFER,W O. Region 3. Ofc of tho D.roctor 88/00/28 KAPLAN. A. C'ovclard Electric 
lllum-nat ng Co 3pp. 461 1 7:332-461 1 7.334. 

8807200120 Revlsod omorgency p'an Implemonlng mstrucHons.Including Tumpo'ary 
Change Nolice TCN-2 to Rev 4 to EPI-A2. "Unusual Even! W/880712 Itr 
ANDERSON, J.D., KAPLAN.A. C'oveland Electric lilummaiing Co 80/07/ 12 85pp 
46229.051-46229 115. 


Q. Adjudicatory correspondence 


8807120604 Forwards Director's Decision 88-10 denying petition for immodato acilon to 
relieve unduo risk posed by inadequate se srrlc dos'gn of facility filed on 8B0l22.par 
1QCFR2.206 Notice h'ed "w/Olc ot rR for publication. 

MURLEY.T.E- Office of Nucloar Reactor Rogulailon. Droctor (Post 070411) 88/00/ 
22. HfATT.Si. Ohio Cih/ens for Rosponsib'o Energy. 2pp 40120.250-46 121.003. 

-8807120660 Oirector'9 Dec-sion 88-10 denying Ohio Cubans for Responsible 
Energy .Inc patltian lor immodste action to relieve unduo risk posed by lb adequate 
selsm'c doslgn of facilily.por 10CFR2 208. 

MURLEY.T.E Office of Nucloar Reactor Rogulailon, D rocfor (Post 070411) 80/00/ 
22. I2pp 46120.262-46120.263. 

“0607120662 Nd’.jco ol Issuance ol director's decision under 10CFR2.206 deny.ng Otrld 
Ciliions for Rospons.blo Eneray.lnc petition for immediate action to roliovo unduo risk 
posed by Inadequate seismic design of facility 

MURLEY, TE. Office of Nucloer Reactor Rogu'allon, OYecto' (Po9l 070411). 08/00/ 
22. 37pp. 40120 204-40120 362. 

“8007120672 Forwards petition frod by Ohio Citrons for f1eapons-b!e Energy, fnc re- 
questing oc1ion9 including Immediate &u9pons‘on of const permit ft OL for facilty 
based on se smic concerns, for review ft concurronco.per 10CFR2 206 
CHANDLER, L J. Assistant General Counsel for Enforcement 08/02/22. MURLEY.T.E. 
Office of Nucloar Reactor Regulation, Director (Post 870411). 6pp 40120 353- 
40121:003 


6007290026 Advises that time for Commission to review Director’s Decision 68-10 
explred.Comml9Sion declined review Docs ion became final agency action on 090710 
CHILK.S j. Office of me Secreiery o f the Commission #308 6790. 06/07/21. 
HIATT,S.L. Ohio Citizens for Responsible Enorgy. Ip. 40253 204-40253 204 



8307250206 Comment opposna proposed rule 10CFF150 re 'icanslng of nuclear power 
p'anls where 9tato 8 /or local govts decline to cooporato in offsite emergency P'an- 
ni'-.g 

TREPAt.C. Cuyahoga County Concomed Citrons ANGEL. J.H Ctizona (or Land & 
Water Use SEfCEk.O. Northern Oh o Citrons Ayelnsl Perry & Davis Bg 9 so. 87/02/ 
<6. NRC • No Dote led Affiliation Given. 2pp. 46248 095 <16246 096 

8BO710O25O Commonl opposing proposed rule 10CFR50 ro llcens-ng of nuclear power 
plants where state &/or locel govts docl no to cooporato in olfsito emergoncy plan- 
n no 

CHORMAN.N Afhl.at’On Not Ass gnod. 87/02/24. 7ECH NRC - No Oota led Affiliation 
Grven ip 46 1 91.070-46191 070 

8807200394 Commont epposnn proposed fulo 10CFR50 re l.conslng of nucloar power 
p’ants whore state &/or local govts decline to cooperate m offsite emergency plan- 
n-no 

SUlECKl.j Atfil ation Not Assigned. 87/03/11 NRC • No Dotared Affiliation Given 
ip 46197 097-40197.097- 

8607140212 Advises that fisted personnel w/l assume now pos tions effective 8B0701 
duo to upper mgl reorganization 

G'NN.R.m. Centorior Energy. 86/07/01 Document Control Branch (Document Conlrol 
Oesk). ip 46177.219 46177:219 


M. Antitrust correspondence 

8007080242 Comments on util 060616 roquost to suspend aniiiruat l cense 
c-ondition.Econom.c odvontegos for uM owning nuclear power plants have fa led to 
maioriai'Zo 

HIATT.S L Ohio Citizens for Rospons'blo Energy. 88/06/30 Policy Dove'oprrent & 
Tochncal Support Oranch (Post 670411) 2pp 46139.326*40130 327 

8807130434 Forwards responso of Oho Ed son Co to commonts on anliiru9l license 
amond opp’icabon.Util requests Commission hold presont procoodmg on app'icaiion in 
aOeyance_pondiug resolution of court action filed on 080622 

ZAHLER.RE Shaw, P.llman, Potle & Trowbridge 68/07/05. THOMAS.CO Pokey 
Development & Technical Support Branch (Post 070411). 0?pp 40169:25/* 
46169.317. 


8807250066 Roquosts that doadline for fil.no commonla on Coriiorlor appl cation bo ex- 
tended 60 days.unlil 660014 Certificate of Svc oncl. 

ALBERT, K.M. Clovoland. OH. ALBERT, K M Goldberg, Floldmon & Lotham. PC 0B/ 
07/07. 6pp 46267 001 -46207 006 

0807200006 Opposos utlljt luquost to suspond antitrust provision ol I conso Suspons on 
will rosull In sovnro harm to boffi exist ng & future municipal ctloctric sys in oroa 
BURLING.T.. TREPAL.C . KLINE.C Cunco/nod Cifizons of Lako, Goaugo & Ashtabula 
Counties, OH. 08/07/t 1 Policy Dovclopmonl & Tochn:cal Support Branch (Post 
870411). 2pp 46220 320-46220 329. 

8607220364 Forwards comments In responso to NRC request pub'ishod m Ffl on 
080616 ro antitrust issues rolsod In applications to suspond anillrusl conditions tn 
plant I censes 

GlQBCNS.A M Amorican Pub'ic Power Association 60/07/15 Pokey Dovolopmont & 
Technical Support Branch {Posl 07041 1) 1 7pp 46250 115 46250 131 

6807250249 Forwards opposition of city of Clydo.GH to util application to suspond anti- 
trust cond.lions at facil.llo9.per 800016 63FFt225Q9 & 53FR225D0. 

COYLE, J.P Duncan, Allen & Talmago (formorly Duncan. Allen & Milcho'l). COYLE.J P. 
Clyde, 011 88/07/15. 1HOMAS.CO Pohcy Dovo'opmont & Tochnlcal Support Branch 
(Post 870411). tp 46302 324-46303 026 

-8807260427 Opposition of c«ly of Clydo.OH lo applicailon to amond plants OLs to sus- 
pend ant>iru9l conditions 

COYLE, J.P. Duncan, Alton & Talmago (formerly Ouncort. Allen & Mitchollj. COYLE.JP. 
Clyde, OH 80/07/16 Office of Nucfoor floactor Rogulalion. Director {Post 07041 1). 
6lpp 46302.326-46303.025. 


P. Operating license slage documenla & correspondence 

8607120190 Forwards technical ropt. “Analyses of Northoaaiorn Ohio Seismicity & Tec- 
tonics.” which responds to Ohio Cnizen9 lor Responsible Energy 080122 potiHon tor 
immodlato action to rel ovo unduo risk posod by inadoquato soismlc doslgn 
SILBERG.J.E. Shew, Pittman, Polls & Trowbrltfgo SILBERG.J.E. Clovo'and Efeclrlc II- 
luminatrig Co. 08/06/08 MURLEYJ.E. Ofllce of Nuclear Reactor Regutat.on. Director 
(Post 670411), 2pp. 46527:001-45527:166 

-8807120196 “Analyses of Northeastern Ohio Solsmlcity & Toctonlcs.” 

* Weston Geophysical Corp 88/00/30. 156pp. 45527.003-45527:156 

6807110412 Forwards notice of consideration of issuance of amend to License NPF-5B 
& proposed NSHC re mod9 to on9uro lhat throe of four RCS leakage detection sys 
operable tor cont.nuous plant operation 

COLBURN, T G. Project Directorate tll-3. 80/08/10. KAPLAN, A Clovo’and Electric tllu 
m nai;ng Co. 2pp. 46 1 00 1 24 -46 1 00: 1 33. 

-8807110434 Nollco of consideration of issuance of amond to Lfconso NPF-50 & pro- 
posed NSHC determination & opportunity for hearing. Amend modifies Tech Spec 
3-4.3. 1 to provide flexibility in flow rate of uppor d/ywoll air coolers. 

COLBURN, T.G. Project Directorate llf-3 06/06/ 10. 8pp. 46100 126-46100: 1 33. 

8607060182 Confirms 680629 mooting in Poiry.OH to discuss plant status, rocenl 
events & monthly performance indicator rept 

GREENMAN.E.G. Region 3, Ofo of the Director. 08/06/24. KAPLAN, A. Cleveland 
Electric Ulum.nabng Co. tp. 46006.01 2-46060.01 2. 

8807130328 Informs that NEDE-31567-P, “Perry 1 Reactor Inlernal9 Vibration Measure- 
ments,” will be withheld from pub’ic disclosure (ref lOCFR2.790),per 80051 1 request. 
COLBURNJ.G. Project Directorate ljl-3. 06/08/28 KAPLAN. A. Cleveland Electric Illu- 
minating Co. 6pp. 46164.022-46164:026. 


io\Q9 ocgerazauanai cnaas & reia \o casus uom iocn &pccs & ciamies language to 
compensate for delot.on of charts. 

COLBURN, T G Project D.iQClorate IN-3 BB/06/30 KAPLAN, A Clovolard Electric ll'u- 
rotating Co 2pp 4&165 096*40165095. 

**8607130008 Amond 13 to License NPF-5B.chang‘ng Tech Specs lo dcloio o-ganlza- 
lion charts & add oq clarifying tanguago to compensate for deletion of charts. 
PERKINS.K E. Project Directorate 1 11-3. 00/06/30. 6pp. 46165 OB0 46165.092 

-0807130009 Safety ova’uation supposing Amend 13 to License NPF-50. 

' Office of Nuclear Reactor Regulation. D.recior (Post 670411) 06/06/30 3pp 
46165 093-40165 095 

0807220256 Partial response to FOIA request Forwards App G documents. App F & G 
documents available In PDR. 

GRIMSLEY.D-H NRC • No Dela led Affiliation Given 88/06/30. MAXWEL1..0 
Cosmos Broadcasting Corp. 3pp, 46230.293-46230.350. 

-0007220260 Package of drafts ro eva'ualions & actions completed prior to startup & 
plant evaluating of single MSlV s'ow closure. 

* Cleveland Efeciric l!lurr.lnatng Co 67/11/11. 53pp 46230:280 46230.350. 

0807130434 Forwards response of Ohio Edison Co to comments on anl.Yu&t Iconse 
amend application. Uti 1 requests Corr.miss on ho'd presont procnedmg on applicaton In 
aboyancepondmg reeolu'.on ol court acton Wad on 880622 
ZAHIER.R-E. Shaw. Pitlmon. Potts & Trowbrldgo 88/07/05. THOMAS, C.O. Polcy 
Dovefopment & Technical Support Branch (Post 670411) 82pp. 46109.257- 

4Q169317. 

0007210339 Forwards environ assessment & finding of no signficani impact re 071002 
application to revise environ protection p’an In App G concerning surveilance requ re- 
monls for monitoring of CorblcUa at facllity. 

COLBURN.T G Profoct Dlroctorato lll-C 08/07/11. KAPLAN.A C'evoianrt E'ectric lllu- 
m noting Co. 3pp. 46237:128 46237:1 34 

-6607210342 Envron assessment & findng of no s pr.lf.cant Impact ro orw.ron protec- 
tion pfan in App B of Tech Spec concerning aurvo lienee roqjiomonts fer mor.lioong 
of Corblcirla 

PERKINS. K E Project Directorato 111*3. 88/07/08. 4pp 46237 131-40237 134 

6607130464 Gonoric Ur 80 1 1 to all Pcenaeos of operating roactore & holders ol CPs re 
NRC position on radiohon embritt-orronl of roector ves90l mails & Impact cn plant 
operations. Svc list & Rev 2 to Hog Guido t.99 onct 

MIRAGL lA,F J. Associate Director for Projects (Posl 870411) 60/07/12 Consol datod 
Edison Co of Now York, Inc 6lpp 46257:297 46257:257. 

8007190330 Forwards addl nlo re periodic losting of standby I quid control sys per 
1 0CF R50.62.ln conformance w/680609 request 

KAPLAN.A. Cleveland Electric lltumlnallng Co 88/07/12. Document Control Branch 
(Document Control Dosk). 3pp 40215: 129-46216:134 

8897210029 Application for amend to License NPF-50, revising Tech Spue Section 
3.G.2.6 ro drywoll average air lomp limits. 

KAPLAN.A Cleveland Electric Hum net ng Co 88/07/12. Document Control Branch 
(Document Conlrol Desk) 7pp 46235.052-46235:061. 

-8807210030 Proposod Tech Spec8.revi9ing Section 3 6.26 re drywolJ avorego ar temp 
limits. 

* Clovoland Electric Illuminating Co 88/07/12. 3pp 46235 059 46235:061. 

6807260337 Forwards Amend 14 to Licon9» NPF-6B & safety eva'uallon. Amond In- 
crosses limit for drywoll average air tomp to 145 F & changes related bases 
COLBURN, T.G Project Dlroctorato lil-3 86/07/14 KAPLAN.A Cleveland Electric Illu- 
minating Co. 3pp. 40264 330 40264 34 6 

“0007260342 Amend 14 to License NPF-56.changmg Tech Specs to Increase drywoll 
average air tomp from 135 F to 145 F. 

HOLAHAN.G M Division of Reactor ProJoci9 * III.IV.V & Special Pro|oct9 (Post 
670411). 80/07/14. 7pp. 46264 333-40254:330 

-0907260343 Safety ovafuatlon supporting Amend 14 to License NPF-58. 

* Office of Nuclear Reactor Ftoguietion, Dfroctor (Post 870411). 88/07/14. 7pp, 
46254:340-40264:346. 


Q. Inspection reports, IE Bulletins A correspondence 


0006130160 NRC Info Not-co 88-039. "LaSallo Unit 2 Loss of Recirculation Pumps W/ 
Power Oscillation Event.” Svc list onci. 

ROSSI, C.£- Division of Operational Eventg Assessment (Posl 870411). 68/00/16 
Consolidated Edoon Co of Now York. fnc. 1 10pp. 45978.156-45978:266. 

0806160340 NRC fnfo Notice 08 040, “Exanninere Handbook for Developing Operator 
Licensing Exams.” NUREG/BR-0122 & svc fist oncl. 

ROSSLCfc. Division of Operational Evenis Ae&essmom (Post 6704 U). 66/06/22. 
Consolidaiod Edison Co. of Now York, Inc. 237pp. 46240.325*4624 1-201. 

8006170033 NRC Info Nobco 80 041, "Physical Protection weaknesses Identified 
Through Regu'etory Effectiveness Reviews.” Svc Il9t end. 

R05SI.C.£. Division of Operatonal Events Assessment (Post 670411). 86/06/22 
Consolldeted Ed-son Co. of Now York, fnc. 122pp. 45978.034-45970: 155. 

6606170291 NRC Bullotln 88-006, “Thermal Strossos In Pip.ng Connected lo RCS." Svc 
list end 

ROSSI.C e. Division of Operational Evoms Assessment (Pod 8704 1 1). 00/06/22. 
Consolidated Edison Co of Now York, Inc. 1 16pp. 46019.037-46010:162. 

8806280217 Forwards Sefoty fnsp Repts 5O-449/00-O6 0 60-441/68 03 on 0BO5O2- 
05. No violations noted Areas Identified requiring further review & evaluation discussed 
In open item approi&sl rept also end 

SHAFER, kV.D. Region 3. Ofc of the Dlroctor. 68/06/22. KAPLAN.A. Clovoland Electric 
Illuminating Co 4pp. 45907:004-46987.023. 



“0806280210 Insp Repts 50-440/80 00 & 53 441/63 03 cn 680502-05 Mo 

vte'al ons def e enc-es or deviations nctotf Major areas i'-spocied omergorcy response 
fac«l.ry apprasal & reviews ol radoactivo release assossmen’ & meteorclogcal mfo 
FOSTER,!, SNELL.W. Re^cn 3, Ofc ol the Diraclor 00/06/2? 16pp. 45007 003- 
45937 023 

8B0621003G NRC ‘nfo No: co 69 044. ‘ Mochamcai D n<J:ng of £pn?g Relaaso Device m 
Westmghousa Typo DS-416 Drcuii Broa^G's*' Svc llsi oncl 

ROS-SLC.E. Oiv.sion ol Operational Events Assessment IPost 870411). 86/06/24. 
Co r.so' 'dated Edson Co. Of New York. lie 1 13pp. 46019 153 46019 265 

8006240139 Suppl 1 to NRC Bu l©:n 60*000, •'Thermal Sirosses in Pp.rg Connected to 
RCS “ S 'fz lisl dsl 

ROSSI.CE Division of Operailcnal Events Assess-ronl (Post 07041 1) 09/00/24. 
Consolidated Ed sen Co. of New York. Ire 114pp 46019 266 46020.010 

8607060440 Responds to NRC 600527 :tr re viclaticns noted in insp Repl 50 4 40/80- 
04.Ccrracti/e actions troubloshool'ng of process computer conducted to deterrnna 
cause ol fnco'recl averaca feedwater flew vaiuo 

KAPLAN, A Clove's id Bee trie liunnlnati.ng Co 08/06/24 nocumenl Control Branch 
(Document Conl'ol Desk). 6pp 46 1 1 5 002*401 1 6 007. 

8007130405 Forwards Saloty |r, S p Ropt 50-440/08*203 on 000314-55 Sound proce- 
dures & programs deve'oped & implemented & staff had good pos.tive altitude 
CRUTCHFIELD.D Division ol Reactor Projects • llUV.v & Specie Projecis (Post 
070411). B3/0G/30 KAPlAN.A. Cteveland Eiectnc IlLm.nat.rg Co 7pp 46107 276- 
46167:321 

-8607130410 Insp Rept 60 440/08 20 D on60O3M 25No vio'aions noted Major areas 
Inspectedrccnirol room oporahons & activties thai interfaced w/cperalio n .s & support 
ed sale operaton of pi am 

CUMMINS. J E.. NORRHOLM.LJ, MILLER, L R Office of Ni<ctoar Pooch?' Regulation. 
Director (Posl 0704 II) 6Q/C6/06 39pp 46 167 263*46167:321. 

8006300347 NRC Info Notice 88 045, ' Probtems -n Protective Fte'ay & Crcclt Breaker 
Coord. rat. on " Svc list one' 

ROSSI.C E. Division of Operational Events Assessment (Posl 87041 1) B9/07/07 
Consohdaled Ed»9onCo of Now York. Inc I04pp 46242 109 46212 212. 

8807190344 Forwords Safety Insp Ropt 50-440/00*11 on B8C-013-17 No v.o'at.ons 
noted. 

AXELSON.W L Reg on 3. Ofc ol the Director 86/07/07. KAPlAN.A. C'eve’and Eiec- 
tnc Uum natin j Co. 2pp. 46205.139-46205 149 

“8807190948 Insp Repl £0*440/00-1 1 on 880613*1 7.No vio'al ons notod Mo,or areas 
inspected hfo notices 

SCHRUM.D L.. JACKIW.I.N. Rog.on 3, Ole of the O/eClOr. 60/07/05 Gpp 46205:141* 
46205 149 

8007080006 NRC Info Nol.co B0-O46. “Liconsoo Ropt of Oofoctve Rofutb shed Circuit 
Breakers. " Svc 1st end 

ROSSI.CE D.viston cf Operate net Events Assessment (Post 870411) 80/07/00. 
Conso’idmd Edison Co. of New Yc<k, ire l37pp 46231 2G1 -40232 027. 

8807220209 Responds lo NRC Bu'loin 80 004. “Potent al Safety -Reialod Pump Loss 
Potenul for pump damage rogl.yib'o & sufficient redundancy & omergency cooi ng 
capacity o*tets. 

KAPLAN.A. Cleveland Electee Uunihating Co 06/07/11. Doctmoni Conuol Branch 
(Oocumont Control Desk) 7 pp 46249 205-46249:271. 

6607120291 NRC Info Nonce Bfl 040, ’’Ucensoo Repl of Defective Rofu'bishod Valves " 
Svc Hat end. 

ROSSI.CE Division of Opo/ai.oraf Evenlg Assessment (Post 07041 1) O0/Q7/12 
Consol-dated Edison Co of Now York, Inc. i02pp 462*12 .006*46242:100 

6607250400 Confirms 600802 maohng to presort! SALP 0 ropt for plant Encouragos util 
Lo have appropriate corporate & plan! mgi rgprosomat on lo unsure mutual under- 
siand.np of issues & findings presented by NRC 

GREENMAN.E G Region 3. Ofc ol ih© Director. 08/07/13 KAPLAN.A Common* 
wealth Edison Co 2pp. 46250 1 14*40259.1 16 

‘*8807260402 Noi.fical-on of 680802 moolhg w/uti ? In Porry.OH to dscnss presentation 
of SALP 0 ropi for faa ify. 

* noglon 3. Ofc cf Iho Dractor. 88/07/13 Roglon 3. Ofc ol the D recior tp. 
40259 If 6-46259 116. 

8007080366 NRC info Notice 88-047, * , SlowofThan-Expocted Rod Drop Times. 1 * Svc 
list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 070411) 88/07/14 
Consoldai&d Edison Co. of New York. Inc. 103pp. 46240 222 46240:324 

tflC Bullet n 87-002. Suppl 2. “Fastener Suppliers " List of 
■ 1 ‘pmont rnfgs from which fastenors procured undor util 

■ninating Co 66/07/15. Doci'ment Coniroi Branch 
249:135-46249 145. 

•\Handlmg.Control .Storage & Desiructlon 

ssmont (Post 67041 1). 88/07/18 
• < >'»41:263.46242 005. 

• er Capac-.tence on Avail* 

St 07041 1). 88/07/18. 
1250016. 

end 

87041 1), 88/07/21. 
57:206. 


800621 Lis I of 
lor scrams 

i of Oper- 


8807060320 PNO -HI 88 056 cn 800623, reacter scrarr.mod from 84% power d„o to fur 
b rio trip Caused by damagod latching median sm in turbine contrd sys laichng 
mocnan.sm rupafrod 

COOPcR.R.W.. KNDP.RC Region 3, Ole cf tho Director. fJ0/O(l/?4 Ip 46147191- 
40147 194 

800 7060454 Forwards LERs 88-020 00 & 80 021*00 
KAPLAN.A Clovofond Electric Ilium naing Co 80/07/01 Docurront Control Branch 
(Oocurr.ed Control Dosk) ip 461 14 220 461 14.233 

“8807060460 LEft 00 020 OO.on 08OQO5.reactor scrarn occyred duo to hgh APRM 
neutron fiux levels Caused by personnel error Automatic mode of flux coniroi d sab ed 
until adtestmcnls compteted & porsonnoi nvoivod disciplined. 

DUNN, G. A Devorand Etednc Ilium naiirg Co 88/07/01. 3pp. 4G114 ??9 46114 231. 

-8BO7O0O46B LER 80 02 1*00 cn 080606 reader protoci-on sys dislrifcutlon bus A mad 
vertenity debooru 2 Dd Caused by potsome’ ctrcr. Operator counsolod 5 dscptna.'y 
aclion taken to snorpen awa-onoss & Inc'oa90 atlonilon to dotoi.’ 

DUNN, G A. Ctevoland Poctric llUm.natng Co. 00/07/01 ?pp 461 M 232*40 It 4 233. 

0007 120430 Forwards LERs QQ 022 & 86 023 
KAPLAN.A C'evoiond Electee lllummetnu Co 88/07/07. Dccumoni Control Grancti 
(Document Coniroi Cesh) Ip 46155 096 46155 102 

“0807120229 LER 80 022 00 on 800607.0226 & 053Q.TocU Specs volatod when oper* 
oti on change completed prior to mooting all applicablo Tech Specs survoiTance 
requiruments Csusod by personnul or r or Licensed oporeiors w.ll tio iro'fed In ovem 
OUNN.GA ClOvelfirid BlOCtnc IliunVnar ng Co 68/07/0/. 3pp 46155 007 46155 099. 

-8807 120238 LER 88 023 00 on 800600 & 87l027.reactO’ scram & coutamnont iso'fl* 
hon occurred on loss of o’ectrical distribution bussos due lo Inadvertent b.*oakc» 
operation Caused by personr.ol error Operator counseled a disciplinary action taken 
DUNN.G.A Ciove’and E'ocinc Ilium net rg Co 88/07/07 3pp 46155 100 40155.102. 

0007140114 Summo'y Ol Operaiing Reactors Evonts Moohr-o BO 26 on 800020 
LANNiNG.w Evonis Assessment Branch 8B/07/07 RtjSSl.C.E Diviscn of Opor. 
otlonal Events AssessmonlfPost 070411) I7pp 46164 099 46184 115 

0807210033 Forwards LERs BB-024 00.00 025 00,87 067*01.07 070 01 & 68 006-01 
KAPLAN.A ClGvoland Elactr.c lllummahng Co 80/07/15 Document Control Brirnch 
(Document Control Desk) ip 40237 330 46237.346 

“BG072 10078 lER 07 067*01 on 670926.ldanhfied ihoi primary conteinmord Inakago 
rate through main steam 'ino B isolation valvus. 09 dof.nod by Tech Spoc 
3 6.1 2.excoodad Cai/6od by l.npropor Inslalauon of pfalo set acrow Rovlow ccnjLCt- 
ed. 

DUNN.G A. Cleveland Eloctr.c lllumrallng Co 08/07/15 4pp 4623/ 331 46237 334 

--8B072 10080 LER 07 070-01 on 871024/099 of reactor protection sys bus occurred 
due lo trip on overvoltage condition Root cause Indoformnaio Potential causo of 
event isolated to voltage regulator &/o / rheostai Rogulator & rhoostnl roplacorf 
DUNN.G A Cfovelnnd Eloctnc lllummat ng Co 00/07/15 3pp 40237 335 46237.337. 

-8B07210082 LER 88 006 01 on 0601 19.roar1or protocllon ays (RPS) B rnoior gonora 
tor sot output circuit breaker irippod opon on overvoltago,ro 9 ulnng in Div II balancc-of* 
plant iso'ohon Causod by small random disturbances in RP$ bus voltage 
DUNN.G.A Cleveland Elecirlc lll-jrrinat ng Co. 08/07/15 3pj). 46237:330 40237:340. 

-8807210063 LER 08*025 00 on 00061 0.ovorlrovol of roacter protect on sys (RFS) 
power Iransfo/ switch occurred.resuliing m i09s of power to boih busses & Ml RPS 
actuation. Causod by personnel error Info lag installed & dos gn efiongo plannod 
DUNN.G A Cleveland EfOClrlc II urninalmg Co 80/07/15 3pp. 40237 341*40237.343 

-8807210084 lER 80*024 00 on OBOGlfl.spurlous spiko in roc*rcu?ation Mow demand 
causod increased core flow resulting rn upscale r.oui/on flux trip & subsequent roacter 
scram Caused by re nserilon of auiomalic fljx conuof co/d 

OUNN.GA Ctevolard Electric UiummaUng Co 08/07/15 3pp 46237:344*46237.346 


V. Operator Examinations 


8807120073 Forwards rovisod draft ES 601, ‘’Adminislreiion of NRC Roqua'ificat on Pro- 
gram Evaluai on.” W/o oncl 

WRlOHT.GC Region 3, Ofc el iho Director. 80/06/23 TADYCH.R. Cleveland Elcclrlc 
IKum naUng Co Ip. 46148.364 4614Q 354 


DOCKET 50*441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. AppUcatlon/construction stage documents & correspondence 

8607120190 Forwards technical ropt. *' Analyses of Norlheosiotn Ohio Seismicity & Toe* 
tonics," wh*ch responds lo Ohio C'tisens for Responsible Energy 060122 potAon for 
Immediate action to rol>ove undue risk posed by Inadequate sclsmc design 
SIIBERG.J.E. Shaw. Pittman, Potts 4 Trowbridge SfL.BERG.JF. Cleveland Electee M* 
luminating Co. 80/06/00 MURLEY.T.E. Office of Nuclear Reacio/ Rogulalion, Director 
(Post 870411). 2pp. 45527:001-45527:160. 

6807220256 Partial response to FOIA request Forwards App G documents App F & G 
documents ava lable In PDft. 

GRlMSLEY.O.H NRC * No Detailed Affilalon Given 08/06/30. MAXWELL.B 
Cosmos Broadcasting Corp 3pp 46230.203-46230.350 

-8807220260 Package of drafts re evaluations & actions completed prior to startup & 
plant evaluations of s ngle MSlv s’ow closure. 

’ Cleveland Electric Ulum'natlng Co. 87/11/11. 63pp. 46230:206-46230 350. 

0607130454 Generic Ltr 08- 1 1 to ell I’censeos of operating reactors & holdors of CPs re 
NRC posit; on on tad ah on embrittlement of reactor v osset mails 8. impact on plant 
operaf.ons.Svc list & Rov 2 lo Reg Guido 1.99 oncl. 

MJRAGUA,F.J. Associate Director for Projects (Post 87041 1 ). 08/07/12 Conso’ldeted 
Edison Co. of New York. Inc. 51 pp 46257:207-40257:257. 
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F. Security, medical, emergency & fjre protection plane 

8B0G2802 1 7 Forwards Safety Insp RoptS 50 440/88 06 & 50-441/00.03 on 880502- 
OS Mo v'.olabons notori Areas identified toquiong luriho; review & evaluation discussed 
In opon item appraisal ropt also oncl. 

SHAFER.W D Region 3. Ole of trio Direcior 00/06/22. KAPUN.A Cleveland Electric 
Illuminating Co 4pp 45987 004 45987:023 

-8800280218 Insp Ftepts 50 440/88 06 & 50-441 / 00-03 on 800502-0S.No 

viola flons.doficionc'os or devleton 9 nolod Major areas mspociod emergency response 
facility appraisal & reviews of rad oactive release aasossmenl & motoororogical info. 
FOSTER.J Hog on 3. Ole of iho Director 68/06/22 16pp. 45087.008 <15007 023 

0807050044 Forwards Buppl to 10CF-n2 20G potitiDn on pub'ic in‘o for ptanUn response 
to 880500 Jtr.Encl tfocumoniaiion supports conclusion on six listeJ Issuos.includmg 
1900 calendar & pages on emergency planning 

KRIMM.R.W. Fedoral Emorgorcy Management Agency 00/06/22. CONGEL.F. Divi- 
son of Rad'Otion Protection A Emorgoncy Preparedness (Post 0704 it) 77pp. 
46026 041-40026 117 

6807080406 Understands that dato for site vsit to lour emorgoncy response taoR'es 
w.M bo 80O7i4,por 000621 lo'con Goal *6 to consirJer.w/l-censee.ways ol making more 
efficient use of available space & provid ng adequate commun-cations 
SHAFER.W D. Flog on 3. Ofc of iho Director 08/00/20 KAPLAN, A Cleveland ElOCtrlc 
ll'uminaimg Co 3pp 46117:332 46117 334. 

0807200120 Rovlsod emergency plan Implementing instructions, including Temporary 
Chango Notice TCN-2 lo Hov 4 to EPJ A?. "Unusual Event.” W/880712 Itr 
ANOtRSON.J D . KAPLAN. A ClovoJand Electric ll’umlnoting Do 00/07/12. 65pp. 
46229 051-46220 116 


G. Adjudicatory correspondence 

0807120604 Forwards Director’s Decision 80-10 denying petition for Immodiato act-on to 
rol.ovd unduo risk posed by inodoqualo seismic design of facllily fi'od on 080 122. pot 
10CFH2 206 Notice filod w/Ofc of FR for pubkcnllon 

MURLEY.T E Offico of Nucloor Reactor Regulation, Ot/octor (Post 0/0411] 80/06/ 
22. HIATT, S L Ohio Citrons for Responsible Energy 2pp, 40120 250 40121 003 

—8807 120660 Diroclor’s Decision 08 10 dony.ng Ohio Citrons for Responsive 
EnorgyJnc poMion for Immod alo action to rollevo uncluo risk posod by inadequate) 
sols me design of facility, per 10CFR2 200 

MURLEY.T E OHico of Nuciom Rnnctor Regulation, Director (Post 07041 1). 00/06/ 
22. 12pp 46120 252 46120 203 

-8807120602 Noilco of lusuonco of dirocior's docision undor 10CFR? 206 denying Ohio 
Gt-zorvi fot RospcmUk) Cnorgy.lnc potU-on for immodiato action to (Qlovo undue risk 
posod by inadogunio seismic design of foci’ily 

MURLEY.T E. Offico of Nuc’onr Reactor Rogulntion, Director (Post 070411) 86/06/ 
22. 37pp 46120:264 46120 35? 

—8007(20672 Forwards natiLon filed by Ohio Citaons (or Responsible Energy. Inc to- 
quQ 9 ting act ons including immodiato suspension ol consl perm l & OL for facility 
based on solsmc concorns. for rov.ow A concurronco.por 10CFR2 20B 
CHANDLER, LJ AsQl9ltint Gonoml Counsol for Enforcement 00/02/22 MURLEYj.E. 
Offce of Nucloor Roocfof Rogulafon. Olroctor (Posi 070411). Gpp 46120 353- 
46121.003. 

8807290028 Advlsos Rial lirno for Commission to rov.'ow Director's Decision 00*10 
ox prod Commission declined rovlow.DeciSion boenmo final agency action on 803710. 
CHILK.S J. Offico of Iho Socrotnry ol Iho Comm asion #3 BO 6760. 88/0 7/21. 
HIATT ,SL. OhnoCibzom lot RoSpOrwUo Energy. Ip 46253 204.48253 204 


H. General correspondence 

6607250286 Commoril opposing proposed n/o I0CER5O ro llconalng ot nucloar power 
plants whoro atato &/or focal govts doc-’ino to cooperate In offsilo omergoncy plan- 
ning. 

TREPAL.C. Cuyahoga County Concerned Dtlrena. O'CONNELL.R Concerned Cltl- 
zona of Ashlabu'a County. 87/02/16 NRC ■ No Doiallod Aff nation G-von 2pp 
46246.095 46246.006 

8807180260 Cornrnonl opposing proposed rufe 10CFR50 ro I censing of nuclear power 
plants whoro stalo 8/or focal govts doctino to cooporalo In offslto emergency plan- 
nina. 

CHORMAN.N. Affiliation Not Assignor! 87/02/24. ZECH NRC ■ No Doia lOd AfNjaflon 
Givon. Ip. 46101:070 46101:070. 

8 607 20039 4 Comment opposing proposod rule 1OCFR50 ro | censing of nucloar power 
plants whoro siato &/or local govla doclino to cooperate fr> offsilo emorgoncy plan* 
nine. 

SULECKI.J. Affiliation Nol Assigned. 87/03/11 NRC • No Delailod AIMiallon Given 
ip. 46107 097-48107.007. 


M. Antitrust correspondence 

8807080242 Comments on uhl 880616 roquoal lo suspend anhlrust licenso 
condition.Economic advantages for ut.l owning nuclear power planis nave failed lo 
materialize. 

HIATT, S L. Ohio Citizon9 for Responsible Energy 88/06/30 Pol cy Oevelopmenl 8 
Technical Support Bronch (Po9l 87041 1). 2pp. 46139:320.49139.327 

88072000B6 Opposes uhls roquost lo suspend antitrust provision of ficonso.Suspens-on 
wr.ll resuU in severe barm to both exist ng 8 Mure municipal electric sys in aiae 
BURLING,!., TREPAL.C., KLINE, C Concerned Citir-ens of Lake. Geauga 8 Ashiabula 
Couniios, OH. 00/07/11. Pol.cy Development & Technical Support Branch (Post 
670411). 2pp. 46228:320-46220.320. 


O. Inspection reports, fE Bulletins & correspondence 

anrmivniAn Mnr i n in> tm.rvia --i nCniia iin.t > i nnrrr'nfaiinn Pumno uw 


8606160340 NRC Into Notice 88-040. "Examiners Handbook for Deve’oping Operator 
Licensing Exams.” NUREG/BR-01 22 8 sve list end 

ROSSl.OE. D.vlsion of Operational Events Assossmsm (Post 870411) 88/06/22 
Consolidated Edison Co. 0< New York, Inc,. 237pp. 46240 325 45241:28V 

6806170033 NRC info Notice 88*041, ’‘Physical Proloctlon Weaknesses identified 
Through Regulatory Effectiveness Reviews.” Svc fist onct. 

POSST.CE Division of Operational Events A9sossmeni (Post 070411) 00/00/22. 
Consordaled Edison Co. of Now York, Inc. 122pp. 45978 034 45978.155 

0606170291 NRC Bullenn 69-008, "Thermal Slrosses In Piping Conceded to RCS ” Svc 
Eisl oncl 

ROSSl.CE, Division of Op ora hona I Events Assessment (Post 870411). 88/08/22. 
Consolidated Edison Co. of Now York, fnc. il6pp 46019 037 46019.152 

6606280217 Forwards Safety Insp Rept9 50 440/86-00 8 50 441/80 03 on 880502- 
06 No violations noted. Areas Identified requiring further revew & evaluation dscu9sed 
in opon item appraisal rept a'so oncl 

SHAFER.W D Roglon 3. Ofc of iho Director 06/08/22 KAPLAN A. Cleveland Electric 
Illuminating Co 4pp 45067 004 45907 023. 

-6806280218 Insp Ropfs 60 440/00 06 & 50 441/00 03 on 080502 05 No 

violah ons.dQlic onctes ot deviations nolod.MaJo: atoas inspected emergency response 
facility appraisal 8 revlows ol radioactwe ro’easo nesossment 8 meteorological info 
FOSTER.J , SNELL.W. Region 3. Ofc of iho Director 88/06/22. I6pp 45987 008- 
45907:023 

8B06210038 NRC Info Notico 00 044. “Mochamcol Qlmdng of Sp-mg Release Device m 
Woslinghouso Typo DS 4 1 6 Circuit BroBkers.” Svc list oncl 

ROSSl.CE Division of Opernlonal Events Assessment (Post 870411). 00/06/24. 
Consolidated Edison Co of Now York. fnc. 1 13pp 40010.153 46019 265. 

8806240139 Suppl 1 lo NRC Bulletin 68 008, "Thermal Stresses h Piping Connected fo 
RCS ” Svc list oncl. 

ROSSl.CE Division of Operational Events Assessment (Post 870411). 00/C6/24 
Consolidated Edison Co. of Now York, Inc. 1 14pp. 4 6019:286 46020.010 

8806300347 NRC info NotJco 88-045, “Probfems in Prolociive Relay & C rcult Breaker 
Coordinallon Svc list oncl. 

ROSSl.CE. Division of Operational Evont9 Assossmonl (Post 870411). 00/07/07. 
Consol-daled Edison Co. of Now York. Inc. 104pp 40242:109-46242 212 

BB07080006 NRC info Notice 88-040, "Hcensoo Ftopl of Defnclive Refurbished O'cu.t 
Bfoakors." Svc l ; st end. 

ROSSJ.CE Division of Oparailonnf Evonts A&sossmonl (Posi 870411) 00/07/08. 
Consolidated Edison Co. of Now York, Inc. 107pp. 4 6 23 1.28 1-1623? 027. 

8807120291 NRC Info Noilco 00-040, ‘’Licensee flepl ol Dofoct.vo Refurh shed Valves ” 
Svo list oncl. 

ROSSl.CE. Division of Oporaiionat Evonts Assessment (Post 070411). 80/07/ 12. 
Congo I’daiod Edison Co ot Now York. Inc 103pp 46 2 4 2 0 0 6 46242,100. 

8807080366 NRC Info Notico 08-047, ‘’Slowor.TMan-Expeclod Rod Drop Times.” Svc 
list enci. 

ROSSl.C E Divis.on of Opornilonal Events Assessment (Post 870411). 00/07/ M. 
Consol dated Edison Co. of Now York. Inc. lQ3pp 46240 222 46240 3?4. 

8607220085 Responds to NRC Bui’otin 07-002. Suppl 2. "Fa9tonor Suppl era” List of 
mfgs.su ppllors & original equipment mfgs from which lasfonore procured under ull 
spare parts program oncl 

KAPLAN, A, ClovDland ElocVlc iiluminniing Co 00/O7/>5 DocumDni Conltol Branth 
(Oocumenl Control Desk). 1 1pp. 40249:135-46240: M5. 

8607120650 NRC Info NoUcu 68 040, ”MflfKing,Hanui ng.Control, Storage & Dosiruction 
of Safeguards Info.*’ Svc list oncl. 

ROSSl.C E. Division ot Oporatlonaf Evonta Assossmonl (Post 870411). 00/07/ IB. 
Consolidated Edison Co. of New York, Inc. I03pp 40241:263 46242 005. 

8607120563 NRC fnfo Notice 88 050, ”Effoct of Circuit Breaker Capacllonco on Aval* 
ob:llty of Emergency Powor.*’ Svc list oncl. 

ROSSI.C.E. Division of Operational Events Assossmonl (Post 870411). 88/07/18 
Consolicfalod Edison Co. of New York, fnc. 1 10pp. 46257:258 46258 01 6 

8807180101 NRC Info Notice 68 051, “Failures of MSlVs" Svc l.st oncl. 

ROSSl.CE Division of Operational Events Assessment (Post Q?04ll). 86/07/21. 
Conaolldaied Edison Co. of New York, Inc. 121pp. 40257:006-48257 206. 


V. Operator Examinations 


8807120073 Forwards revised draft ES-601, “Admlrr strati on of NRC Roqual.ficailon Pro- 
gram Evaluation.” W/o oncl 

WRfGHT.G.C. Roglon 3, Ofc of the Director. 00/00/23. TADYCH.n. Cleveland Eleciric 
(flumlnallng Co Ip 48140 354*49148:354. 


DOCKET 60-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8806300315 Forwards revised pages to physical security plan.por 871120 
commitment. Pages withheld. 

THOMAS.G.S. Publlo Sorvico Co. Ol New Hampshire. 08/00/09. MURLEY.T. E. Offico 
ol Nuclear Reactor Regulation, Director (Post 870411) ip 46068 001-46060.001. 

8806290400 Rov 39 to production emergency response manual. W/0 80623 Hr. 
MACDONALO.J A., THOMAS.G.S. Public Service Co of New Hampstvr© 08/06/20. 
200pp. 45997 036-45997:139. 

PnAiiofHft .Qflfatv ln«m rion-l /fln.nn nn Mn winlai r\ni 
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-800720032 i Insp Repl 50-443/68-08 on 880601-0? No vio’atons noted Major areas 
inspected oM vehicular alert & notification aye to be utilized as public a'ert & notifies 
tion sys for commun lies within Co/r.monwealih of MA. _ 

CONKLIN.C Hog on 1. Ofc of the Diroclor. 89/06/22. 3pp 46229:205-46229:287. 

8607210207 Forwards Ir.sp Repl 50-443/88-09 on 880627*29 No viojai ona noied 
BELLAMY R R. flexion 1, Ofc of the Director. 88/07/07. HARR ISON, RJ. Public Serv- 
ice Co of iNew Hampshire. 6pp. 46237:135-46237:146 


-8807210208 Insp Rept 50-443/88-09 on 080627-29 No violations noied. Major areas 
inspected emergency preparedness & observation of licensee annual lull -participation 

SSSI^TJSSSSwj Region 1, Ofc of the Director 88/07/06. 6pp 46237:141- 
46237:146. 


6807290047 Appl, cant notice re exerdse-re'afed documents.' Forwards correspondence 
oxchanged among parties to mtervenora access to applfcam documents Iniorvenors 
not entitled to documents prior to filing of contention W/Certif: cate of Svc. 
SELLECK.KA Pubic Sen/.ce Co ot New Hampahre. SELLECK.K A Ropes & Gray. 
0356 6802 86/07/25. 16pp 46253:230 46253 2-46 


-8807080092 Supplemental affidavit of R Bergeron * 

BERGERON R Pubkc Sendee Co. of New Hampshire BERGERON.R Now Harp. 
Sh re Slate Of 88/05/26 4pp 45996131-45996 239. 


0807110048 Applicant opposition to New England Coalition on Nuclear Pollj‘ion 
(NECNP) petition for review of A LAB 892.* Issue raised rn petition previously ao 
dressed by Comm sston W/ Certilicate of Svc 

STEENLANDDS Public Service Co. of Now Hampshre STEENLAND.DS Repos & 
Gray *300 6668. 80/06/28. Comm sslonors lOpp 46034:073-46034:083. 

8807 1 10088 Memorandum (te te’eon of 680623) * Advises of ielcon hearing of appVoan 
reply to NRC 6 New England Coal.tion on Nuclear Pollution responses to appl cm 
suggestion of mootness re RG-50 coaxial cable Served on 880701. 

WOLFE, SJ. Atomic Safety end Licensing Board Panoi #388 6664. 80/06/28. 6pp 
46034.067-46-034.072. 


8807060066 Order.* Rosponses to applicant appeal & petition for directed co/ti Ileal on 
of order of A SIB rejecting applicani sugoostlon of mootnoss ro environ qualification cl 
RG-58 cable should be fi'od by 880713 Served on 880629. 

SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel. 0308 6630. 88/06/29 
Public Service Co of New Hampshre. ip 45999 204 45990.204 


G. Adjudicatory correspondence 

8807200138 Reply of town of Weal Newbury to responses of applicant & NRC Staff to 
inlervanors contentions re Seabrook plan for Commonwealth of MA communities.* 
Cert hcate of Svc end . 

MI2NER.J H West Newbuiy, MA *388 6747. 88/06/17. Atomic Safety and Licensing 
Board Panel 6pp 46193 100-46193:107 

880706001 S Advises that Bores review of 880112*13 iranscnpt of 8oros & Thomas did 
nol identify errors TJ McKenna lestirrony re NUREG-1210 enclRefaied correspond 

TURK SB Assistant General Counsel for Hearings. *388 6629. 88/06/24 
SMfTHlW LINENBERGER.G . HARBOUR.J. Atomic Safety and Licensing Board 
Panel, 'ip 45995 290 45995 298 

-8807060018 Testimony of TJ McKonna ro NUREG-1210.* Related correspondence. 
MCKENNA ,T.J D.v-sion of Operational Assessment (Post 870413) 8B/06/24. 8pp. 
45695 291-45995 295 

8807080012 Applicant response to city of HaverM'l deiaiied contentions * Contentions 
snould bo refected & city should be denod adm'ss^n as party, per 
\OCFR2 7 \ 4 Supporting documental on & Cortticato ol Svc end 
TROUT.J.P. Public Service Co cf New Hampshire. TROUT.J P. Rope9 & Gray. *368 
6628 88/06/27. Atomic Safety and Licensing Board Panel llpp 45996 314- 
45996 324. 


0807660078 Order * Advises that Commission will not review ASLAB 000426 Memorfn 
dum & Order ALAS -891 6 direcis Board to doiorm-no remandod coaxial cable i9Suo 
nee<J 9 to be resolved before low power operations. Served on 860629. 

CHILK.5 J Office ol the Secretary of the Commission *300 8640 88/06/29 Atomic 
Satoty and llconsng Board Panel 2pp 45996.340 46996.341 

0807 1 10103 Forwards NUREG/CR-2903. ’Indopendonl Assessment ol Educet on Tlmo 
Eet:mai 03 for Peak Population Scenano In EPZ of Soahrook Nuclear Station ** W/o 

rept.Corti'-cale of Svc & svc Hat end A _ 

THOMAS, E A Federal Emergency Management Agency * 388 6871. 8B/06/29. 
HARBOUR.J. Atomic Safety ond Licensing Board Panel 4pp 46033:24 7.46033 260. 

0807110005 Applicant motion for schedulo re effect of RG-50 Is9ue upon 6% oper- 
ation * Board should ontei order rfi’ acting all parties to We stalomom oi position on « 
before 080720. Certificate of Svc end 

DlGNAN.T.G. Public Servce Co of Now Hampshire DlGNAN.T.G Ropfl9 & Gray 
*380 6665 00/00/30 Atomic Safety and Licensing Board Penal. 6pp 46034:176* 
46034 100. 

08071 10017 Now England Coalmen on Nuclear Pollution (NECNP) f rsl scl o« intorroaa 
tones & request lor production ol documonl9 lo NRC Staff on NECNP ConlentiO'i 
l B 2 * Svc ti&t and Related correspondence 

CURRAN.D New Eng'and Coalihon on Nuclear Pollution CURRAN.D Harmon 8 
we:ss *368 6666 80/07/01 Public Sorvxo Co of Now Hampshiro. 8pp 40034:117- 
46034:124 


8007060023 Forwards NRC Info Notice 80 037, “Row Blockage of Cooling Wator to 
Safety Sys Components .” Documonf re matter pendng before Appeal Board W/o 
one*. 

9ERRY.G.A Ass ; staat General Counsel for Hearings *338 6641. B8/06/27 
ROSENTHAL.A.S . MOORE TS . WILBUR, H A Atomic Safety and Licensing Appeal 
Panoi. ip. 45999 203-45999.203 

6807060029 Order.* Exterds Hmo In which Commission may review ALAB 691 until 
8&QB29 Served on 88062& 

CHILKSJ Office of tho Socrolary of the Com miss on *388 6642 08/08/27. ip 
45996 300-45998 360. 

8887060045 Applicant Bdvlco to Appeal Board.* Forwards memorandum on plan exclu- 
sivity extens on Issued by Bankruptcy Court o-f District of NH Court stalos Intention to 
extend plan exclusivity to 801 227 Certificate of Svc encl. 

DIGNANTG. Pub*lc Service Co of New Hampshire DlGNAN.T.G Ropes & Gray 
#380 6643 68/06/27. 64pp 45995 338-45996:031. 

8807060076 Notice of appearance * Certificate of Svc end 
TROUT.J.P Public Service Co ol New Hampshre. TROUT.J.P. Ropes & Gray. 0300 
6027. 80/08/27. Spp 45996:342.45096:348 

BB07000051 NRC Staff response to New England CoaHlon on NucJaar Pollution petition 
for review Of ALAB-892.* Petition shou’d be denied Certificate of Svc oncl. 

BERRY.G.A Ass slant General Counsel for Hearings *38B 6844 . 08/06/28 Commis- 
sioners. 16pp. 45995.314-45995 328. 

8007060058 Now England Coa’itlcn on Nuclear PoUuton (NECNP) flrsf set of Interroga- 
tories 8 request for production of documents to applicant on NECNP Contention 
1 B 2 * Svc l si ©ncl.Relfttad correspondence 

CURRAN.D. New England Coa’ition on Nuclear Pollution. CURRAN.D. Harmon 8 
Wees #388 6639. 88/06/28. Public Service Co. of New Hampshire I0pp 
45996 325-45996 334 

8007060064 Appl cant appeal 8 petition for directed certification of order of ASLB re- 
jecting app ’leant suggestion of mootness re Issue of environ qualification of RG-58 
cable.* instant order exceeds Jurisdiction of ASL8.W/Cenificale of Svc. 

DIGNANJ.G. Public So/vlce Co. of New Hampshire DlGNAN.T.G. Ropes & Gray. 
#360 6046. 08/00/20 Atomic Safety and Hcene ng Appeal Panef. 23pp. 45996:037- 
45996:239. 

-8807060073 Forwards listed documents for Mina In proceedinaincluding app'lcant sug- 
gestion of mootneas.atr.davits of R Bergeron, GA KotkowsVljC Felgenbaum & appli- 
cant response to Board 800509 order. 

STEENLAND.D.S. Public Service Co. of New Hampshire. 88/06/19 Docketing & 
Services Branch Ip. 45996.09 1 -45998 1 23 . 

-8807060082 Forwards supplemental 860526 affidavit of R Bergeron re 680519 appli- 
cant 8uggesi:on of moo tness. Applicant have revised tabulation provided on Page 2 of 
800519 document. Document reproduced w/corrected page 
STEENLANO.O.S PubHc Service Co. cf New Hampshire. STEENLANO.O.S. Roooa & 
Gray. 88/05/27. WOLFE.S J., LU£BKE,E.A., HARBOUR.J. Atomic Safety and licens- 
ing Board Panel, ip. 45066 124-45996 23 9. 

-8807000089 Applicant suggestion of mootness.* Order should enlar finding lhal Issue 
re environ ouahtlcaioin of RG-58 coaxial cable pendino before Llcena-no Board mool. 


0007110029 Appl cant motion for schedule * Adoption of I filed schedule for litigation Ol 
contentions arising from Seabrook plan for Commonwealth of MA communities & 
g'adod exerclso held on 000628-29 roquoatod Certificate of Svc end 
DlGNAN.T.G. Public Sarv.co Co of Now Hampshre DlGNAN.T.G Ropes & Grflv 
*308 6653 88/07/01, Atomic Safoty and Licons.ng Board Panoi 5pp 46033 22?- 

46033 226. 

0807110031 New England Coal.llon on Nulcoar Pollution (NECNP) socond sol of Into'- 
roga lories & roqucsi lor production ot documents to applicant on NECNP Contention 
I.B 2.* W/Certificalo ol Svc Rotated corrospondonco. 

CURRAN.D New England Coalition on Nucioar Pollution. CURRAN.D. Harir.on & 
Weiss *3B0 6667 88/07/01 Public Sonr.co Co of Now Hampshire. 6pp 46034 092 
46034098. 

8807110036 Notice of appoamnee.* Certif.calo of Svc encl 
BERGQUiST.S A Oftico of tho General Counsel *308 6654 B8/07/01. 4pp. 

46034 088 46034 : 089 . 

8007110040 Forwards "NRC Staff Proposed Findings ol Fact & Conclusions of Low" 
Applicant findings & conclusions adopted by NRC except who/o noted 
BERGUlST.S.A. Qltico ol t he General Counsel *386 6674 QQ/07/01 5MITHJ W. 
HARBOUR.J , LINENBERGER.G. Atomic Safoty and Uconsmg Board Panel IP 
46033.025-46033:208. 

-0807110053 NRC Staff Proposed Findings of Faci & Conclusions of Law.* issuanco ol 
OL for plant eubi 10 prior satisfaction of listed conditions CortiflcatO of Svc encl 
BERQUtST.S. Off co of the General Counsol. 00/07/01. I03pp 40033 026- 
46033:208. 

8007110045 Order * Appl canl & New England Coalition on Nuclear Pollution brlols Or- 
dered to be Mod simultaneously no later than BQD722 & NRC should file brlof no Isl®-* 
than 080727 lo address remanded coaxial cabfo Issue. Served on 800701. 

WOLFE.S J. Atomic Safety and Licensing Board Panel. *300 6603 00/07/01. Public 
Service Co. of New Hampshire. 2pp. 460 j4 004 -4 6034:086. 

8007140007 Now England Coalition on Nuclear Pollution (NECNP) brlof fn support of 
appeal of Board dismissal of NECNP Contention IV.* Board 080217,0310 8 0401 do 
ctsions should be reversed W/Ceriillcato ol Svc. 

FERSTERA. New England Coalition on Nuclear Pollution. FERSTER.A. Harmon & 
Weiss. *380 6678. 00/07/01. Atomic Safely and Llconsing Appeal Panel. 69pp. 
461 1 7:103 461 17:177. 

0007 1 10021 Forwards notice of appearance for JF Sclnlo distributed to Board 8 parties 
at 880016 hearing. M 

TURK.S.E. Assistant General Counsel for Hearings *300 6655 88/07/05 

SMITH IW., H ARBOUR. J , UNENQERGER.G. Atomic Satoty and Licensing Board 
Panel. 2pp. 46033:227 40033:220. 

0007110060 Memorandum & order.* Affirms Licensing Board denial Of appoints waiver 
petitions certifies to Commission aity general petition Served on 080706 
SHOEMAKER, C.J Atomic Safety and Lfconslng Appeal Panoi. *300 6069. 06/07/05 
New England Coalition on Nucfear Pollution. 39pp. 46033 251 -46033 289 

8007110113 NRC Staff responso to applicant appeal & petition for d rected certification 
of order of ASL8P relact-no applicant suooeation of mootness re issue of onv.-en 


0807140004 Nonce of appearance. 4 Author enters appearance on behalf of appl-cant 
for proceeding Certificate of Svc oncl. 

SMITH.J B Public Service Co. of Now Hampshire. SMITH.J.B Ropes & Gray. 0380 
0681. 80/07/05 5pp 40117 080*461 17:084. 

6607140018 Applicant motion lor protective order 4 Proteclivo order governing condi- 
tions under which CommonweaMh of MA may recoive code n confidential & proprietary 
fnfo re applicant alert & notification siren warning sys requested. 

SELLECKk.A. Public Sorvico Co. of New Hampshire SELLECK.KA Ropes & Gray* 
0380 6682. 08/07/05. Atomic Safoty end Licensing Board Panel 7pp 46117:197- 
40117:218. 

-8607140026 AtFdavrt of TC Folgonbaum re FEMA-REP-10 design ropt & Saebreok 
’an for Commonwoatth of MA Communities. W/ Certificate of Svc. 

ElGENBAUM.T.C. Publ’C Service Co. of Now Hampshire 08/05/10. 15pp. 

401 17:204 46117:218 

8607140019 Applicant response to Commonwealth of MA atty general first set of inter- 
rogatories lo oppicanl re siren con ton I Iona. * Certificate of Svc end. Related corre- 
spondence. 

THOMAS, G S, SELLECK.K A Public Sorvico Co. of Now Hampsh re. SELLECK.K A. 
Rope9 4 Gray. #308 0680. 08/07/05. Massachusetts. Commonwealth of. 20pp 
40117:210-46117:236. 

8807110008 Offer of proof & motion for reconsideration. 4 Request Board to reconsider 
080616 order denying rebuttal testimony on sheltering contentions & to admit atty 
general testimony. Rebuttal testimony of G Thompson.RL Goble & J Beyoa end. 
SNElDER.C.S, Massachusetts. Commonwoeith of #308 8856 88/07/00. Atomic 
Safety end Licensing Board Panol 0pp 46034:120-46034:175. 

-8807110011 Rebuttal testimony of Doctors G Thompson, RL Gobfo & J Beyoe on 
bahaH ol ally goner si for Commonwoatth ol MA on sheltering contentions ’ Certificate 
of Svc end 

THOMPSON, G.. GOBLE.fl.L., BF.YEA.J. Massachusetts, Commonwealth of 08/06/ 
30. Atomic Safety and Licensing Board Panel 80pp 401 1 1:162-461 1 1:241. 

8607 110043 AppVcant request tor schedulo re certification contained In ALAB-S95/ Re- 
quests that Commission eot expedited schedu'o for obtaining views of parties re certi- 
fication made In proceeding on 08O7O5.W/CerMicato of Svc end. 

OIGNAN.T G. Public Serv.co Co. ol Now Hampshire DiGNANJ.G Ropes & Gray. 
#380 6870 08/07/06. Commissioners 4pp. 46033:200*46033 203. 

8807200067 NRC Slaff response lo City of Haverhill doieMod contentions. 4 City of Ha- 
verhill faie lilod contentions should bo rofoctod Certiflcolo of Svc end 
TURK.SE Assisiont Genoral Counsel for Hearings. #300 6745. 88/07/06 Atomic 
Safety and licensing Board Pond. 9pp 46193.325-40103 333. 

8807140005 Forwards corrected applicant appeal & poliuon for ef fected certification of 
order of ASLD rejecting app'lcant suggoahon of moolnoss w/rospect to fs9u0 of envi- 
ron qualification of RG-50 cable. 

DIGNAN.T .G. Public Servlco Co. ot New Hampshire. OIGNAN.T .0. Ropoa & Gray. 
#388 6076. 00/07/07 ROSENTHAL.A S.. MOORE.T.S., WILBER, H A Atomic Safety 
and Licensing Appeal Panol. 2pp. 40117 085*46117:106 

-8807140009 Corrected applicant appoal & petition for directed certification ol order of 
ASLAB reloctlng applicant suggestion of mootness w/ro9pecl to issue or onviron qual* 
Iflcallon of RG-50 cable. 4 W/Corllficete of Svc 

DIGNAN.T G. Public SorvJco Co. of Now Hampshire. DIGNAN.T G Ropes & Gray. 00/ 
06/20. Atomic Safoty end Licensing Appoal Panel 22pp. 461 17:007-461 1 7:108 

8807140016 Suggests that Board schedufo prohoanng contetonco & entertain oral argu 
menl boforo acting on suggestion that Intorvonor contentions be refected-Servod on 
880711. 

TRAFlCONTE.J. Massachusotts, Commonwealth ol- #380 8684. 90/07/07. 
SMHHm Atom'c Soloty and licensing Board Panel. 3pp 46117:194 40117:196 

8807200073 NRC Staff re 9 ponso to town of Salisbury amondod contentions re applicant 
plan for Commonwealth of MA communities * Applicant untimely amends lo conten- 
tions should bo rejected. Certificate of Svc end. 

TURK.S.E. Assistant General Counsel for Hearings. #3B8 0744 08/07/07. Atomic 
Safoty and Licensing Board Panel 0pp 46193.346-461 93 353. 

6807200020 Commonwealth of MA ally ganoral response to first sot of interrogatories 
re Commonwealth of MA atty general amondod contention of notification sya,' Certifi- 
cate of Svo end. Related correspondence. 

JONAS.S.A Massachusetts, Commonwealth of- #380 0726. 88/07/ 12. Public Service 
CO. ol Now Hampshire. 20pp. 46102:302-46102 329. 

8607200060 Seacoaal Anti- Pollution league .town of Hampton .New England Co&Hion on 
Nuclear Pollution appoal of partial denial of waiver requesl (ALAB 095) lo review fi- 
nancial qualifications ol Public Svc Co of Now Hampshire * 

BACKUS.R.A. Soacoast Anti Pollution Leaguo. BACKUS, R A. Backus. Meyer 6 Solo- 
mon. #388 6722. 08/07/12. Commissioners. 12pp. 46192 330-46102:341. 

8807160008 Order.' Review period for ALAB-092 extended lo 00081 1,per 
10CFP2.772. Served on 000713. 

CHJLK.S J. Office of the Secretary of Ihe Commission. #380 6702. 08/07/13. Com- 
missioners. Ip. 46109:366-40189:350. 

8807200039 Intervonors Joint response to applicant motion for schedule 4 Proposed 
schedule for litigation of plan for Massochus&utts communities A graded exorcise that 
took place In Juno should bo rejected as premature.Svc list end 
CURB AN .0. New England Coalition on Nuclear Pollution. CURRAN.D Soacoast Anti- 
Pollution League. CURRAN.D. Hampton, NH. #300 6714. 86/07/13. Atomic Safety 
and Licensing Board Panel 13pp. 48193:206 46193:270. 

8807200040 Forwards Now England Coalilion on Nuclear Pollution (NECNP) motion lor 
clarification or reconsideration A NECNP response to applicant appeal & 68062& peti- 
tion for directed certlfication,w/lwo attachments- 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN.D Harmon A 
Weiss. #368 6724. 00/07/13. WOLFE.S.J., LUEBKE.E A., HARBOUfl.J. Atomic 
Safoty and Licensing Board Panel. Ip. 46193:176-46193:264. 

-8807200051 Now England Coalition on Nuclear Pollution motion for clanficatlon or re- 
consideration of Board order of 800623. 4 Clarification of RG-59 coaxial cable qualifi- 
cation In replacement applications requeated.W/Cerllficate of Svc. 

CURRAN.O., TOUSLEY.O.n. New England Coalition on Nuclear Pollution. CURRAN.D. 
Harmon A Weiss. 00/07/13. Atomic Safety and licensing Board Panel. 79pp. 
40163:176.46193204. 


8807200055 Applicant response to Now Eng’and Coalition on Nudear Po'iuton 
(NECNP) first sol of interrogatories A roquosi for production of documents lo appl.canl 
on NECNP Contention l B.2. 4 Supporting documentation A Certificate of Svc oncl 
VARGAS.JM. Now Hampshire, Slate ot. TROUT, J.P. Pubic Service Co ol Now 
Hampah’re TROUT, J P. Ropes A Gray #368 0729. 00/07/13 Now Er.g’and CooMion 
on Nuclear Pollution 45pp. 46192 250-40192.301. 

8807200062 Forwards Now England Coalilion on Nuclear PoPuhon (NECNP) 880620 re- 
sponse to applicant appoal A pot-tlon lor directed certification A NECNP mot on for 
clarification or recons derotlon.fi'ed before Licensing Board on 8807 1 3 
CURRAN.D New Eng'ond Coalition on Nucfoar Polulion. CURRAN.D Harmon A 
Weiss. #300 6725. 88/07/13 ROSENTHAl.A S , WILQER.H A Atomic Safety and Li- 
censing Appeal Panel ip 46183 279*46193292. 

-8007200071 Now England Coalition on Nucfear Pollution response to epp'icant appoal 
A petit on for d.rocted cortmcallon.did 880628 / NECNP entitled to lest assertions to 
RG-50 coaxial cable through discovery A hearing Corticate of Svc oncl 
CURRAN.D., TOUSLEY.D.R. Now Eng'and Coalition on Nucioar Pollution. CURRAN.D 
Harmon A Weiss. 88/07/13. Atomic Safety and Ucong«ng Appeal Panel. 13pp. 
46193 200*46193:292. 

8007209082 Applicant response to proposed lindngs A ru-lngs ol other parties* Certifi- 
cate ot Svc encl. 

DIGNAN.T G Pubi c Service Co of New Hampsh re. OIGNAN.T. G. Ropes A Gray 
#398 6740. 06/07/ 13 I0pp 40193.090 46193 099. 

6807200088 Order. 4 Advises that Atty Gonoral of Massachusetts mode prlma lacio 
showing that petition for waiver should bo granted exempting electric uti's from re- 
quirement ol financial qua'iflcahons revlow Served on 88071-1. 

BATES, A.L Office of Iho Secretary of iho Commission #388 6723 00/07/14. Massa- 
chusetts. Commonweal vh ol. 2pp 46192.342*46102:343. 

8807200072 Commaslon notification 4 Forwards press release Issued to Northeast Utils 
Indicating that uH will be advancing sufliciont funds for plant project. Certifies to of Svc 
also encl. 

DIGNAN.T-G. Public Servlco Co. of Now Hampahm DIGNAN.T G. Ropes A Gray 
#3B0 0733 88/07/14 .6pp. 46193:354*46193 359 

8607200033 Memorandum A ordor Applicant appeal dismissed A petition for dlroctod 
certlhcat'.on donted Served on BGQ71&. 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel. #380 8727. 88/07/16. 
Publio Servlco Co ot Now Hampshiro 9pp. 40102:340 40192:356. 

0807200074 Applicant proposed fmd.nas ol fact A rulings of law w/ rospecl to sheltering 
issuas 4 Board finds A rulos that adoqiiato considerations has boon given lo protec- 
tive action sheltering CortiUcnte of Svc oncl 

DIGNANJ.G. Public Sorvico Co. ol Now Hampshiro DIGNAN.T. G. popo9 A Gray 
#300 6749. 89/07/15. 42pp. 46193:048 46163.009. 

6007200000 Appl cnr.i rosponso lo mot-on Of Commonwealth ot MA ally general molten 
for reconsideration of ordor donwng loavo to Mo rebuttal testimony of Thompson ot 
al. 4 Motion shou'd bo dented Corillicate of Svc oncl. 

DIGNAN.T G Pubic Service Co of Now Hampshiro. D:GNAN.T.G. Hopes A Gray. 
#300 0740. 00/07/16 Alcm'c Saloty and Licens ng Board Panol. 12pp. 46193 334- 
46193345 

8807290014 Applicant rosponso lo Massachusetts ally gonoral first roquost lo appli- 
cants tor production ol documents A entry upon lend tor Insp re eiron contention- W / 
Certificate of Svc Related corrospondonco 

SELLECK.KA. Public Sorvico Co. of Now Hampshiro SELLECK.KA. Repos A Gray 
#380 6776 06/07/16 Massachusetts, Comrnonwoallb of 9pp. 40263:280-46253 200. 

B0O729OO21 Applicanla second aot of Interrogatories re Massachusetts ally general 
amended conFontlort on notification sysW/ Certificate of Svc.Relalod correspond 
ence 

SELLECK.KA. Public Servlco Co. of New Hampshire. SELIECK.K.A. Ropes A Gray. 
#300 677?. 60/07/16. Massachusetts. Commonwealth of. 10pp. 40253:289* 
40263:298. 

8907220009 NRC Stall response to applicant motion for schedulo* Applicant motion 
supported w/exception of mexi In schodulo to aNow prohooting conference on both 
content ions. W/ Certificate ol Svc. 

CHAN.E.l Assistant General Counsel for Hearings #388 6750. 00/07/18. Atomic 
Safety and llconslng Board Panel 6pp. 40195:351-46195:355. 

6907220012 Applicant suppl Interrogatory/ Applicant requests that State of MA atty 
General suppl answers lo Numbers 0,10,11. 12,18,1 9 A 20(e) of first set of 
Interrogatories Certificate of Svo encl Rotated correspondence. 

SELLECK.KA. Public Service Co of New Hampshire. SELLECK.KA. Ropes A Gray. 
#380 0753. 88/07/18. Massachusetts. Commonwealth Ol. 27pp. 46195:276- 
46195:301. 

8807290079 Commonwealth ol MA atty genoral second sot of Interrogatories re siren 
contentions. 4 Related correspondence. 

JONAS.S.A. Massachusetts, Commonwealth of. #388 6781. 88/07/10. Pubic Service 
Co. of New Hampshire. 3pp. 46254.228-46254:236. 

6807220033 NRC Staff response to New England Coalition on Nucioar Pollution motion 
for clarification of reconsideration of Board order of 880623.* Motion should bo 
denied. Certificate ol Svc encl. 

BERRY.G A, Assistant General Counsel for Hearings #306 6752. 00/07/19. Atomic 
Safety and licensing Board Panef. 6pp. 46196 001-40196 000. 

8807290013 Notice of taking deposition of E Desmarate A T Board. 4 Deponents will bo 
examined re basis for adequacy A efficacy of applicant vehicle A alert A notification 
slron sys. Certificate of Svc encf.Related correspondence. 

jONAS.S A. Massachusetts, Commonwealth ol. #300 0779. 68/07/19. 6pp 
46254:002 46254:007. 

8807290018 Applicant response to New Enafand Coalition on Nuclear Pollution motion 
for clarification or recon siderat ion of Board order ot 880023/ Issue re environ qualifi- 
cation of RG-59 cable sho-uJd be remitted. W/ Certificate of Svc. 

DIGNAN.T. G Public Service Co. of New Hampshiro. DfGNAN.TG. Ropes A Gray. 
#300 0780, 08/07/19. Atomic Safety end Licensing Board Panel. 7pp. 46254:000* 
46254.094, 



80O729CO24 Inlc-ms Ccrrmss cn nai M&ssachj* fills any Qeicra' (MAG| f'lSfigrees w/ 
ASLAQ mercran^m & enter re MAG 'nar.oai Qu3 il.ca* O'* pe-bLon Be. eves A^LAB 
decision ra*rc*ly grounded & u/gds Ccn'rsso'i t 0 adopt b f oa ? fif r ® a ■ 0- n M y 

JONAS S A Massachusetts. Co.Ti.-nDnwea *h ol ^396 t>773 06^07/19. ZECH.LW 
RCBEHTS.T , CARrl.K M Corrrr-ssono's 2pp 462S3 177-462S3 1/8 

8007290015 No:co or p»*h?a'-ng coilc'e^ce * Coherence wHCCns der COmenboos & 
issues io ho au.ulcaied re errc-rgency ptannng for pant A Massachusetts ccmmun ■ 
tfis l« na w.!h‘n EP Z Served on 660721 ^ 

SMITH HV A'o.t.ic Sa'ety and Ucer»S.ng Board Pane 1 #398 6772 08/07/20. 2pp 
46253 175 46253 1 76 


-8007290060 Affidavit of JF Elchorn * Discusses applicant financial situation W/Ce.l h* 
g&SSuf. Public Service Co of Now Hampshiro. E ICHOR N.J F. Eastern Unities 


B&07290192 Applicant memo in support of permitting fow power oporatlon prior to reso- 
ld on of coaxial cable issue.* Low power oporation should ho pomvtiod pond ng roso 

DIG NAN TG* WJ rvico Co. of Now HampslVro. DIGNAN.T G Ropes & G»ay 
^380 6810- 06/07/22 Atomic Safoty and Llconsing Qoard Pano? 0pp 46260 223* 
46258 209 


8807290042 App ear* rrc*?n ro ccm.po! answers to ir.tarrogaionss propounded 10 atty 
general fer Ccmnonwealin ol MA.* W/ Cedibcate of SvC 0 r 

bELLECK.KA Pctl c Sorv ce Co cf New lamps'* te SELlECK.K a Rcpes & Gray 
#339 6790. 88/07/20 Atom C Safety and Licer.sng Bod'd Pane'. 2£pp 46254 120- 
46254 144 

8807290216 f crwarcs lespense Vo NRC response '.0 Now England CoaV<ort on Nuclear 
Po Lion (NECNP) f rgl sol of mienogaiones & request fC' product-on of documents to 
NRC cn NECNP Confenlcn I 9 2 W/o end Reaied correspondence 
BERRY G A Assistant General Counsel for Hear.ncs #3BB 6815 89/07/20 

CURRAN D P--ib ic SerAcO Co cf New Harpshre CURRAN.O Ha'mcn A We ss Ip 
46258 295-46258 295 


8007290226 NRC Siall response to New Er.g'and Co*-- on on NuCf&ai Pb.luV^n 
(NECNP) f..V sei of '.-.rerrogaiOf es & feq.res 1 for producton or doormen's to NHC 
Staff on NECNP Co 'tenl.cn IB 2 ' Related correspondence 

GERRY. G A Od.ce of the Gonc.'al Counsel #388 6814 68/07/20 New England Co- 
s' ton cn Nuclear Pcf u' on I2pp 46258.162 46258 180 


~80 07290234 Aff«da«t of A G;‘i ■ Advises ihat au'ho' pane paled in prepamg NRo re- 
sponses to inlerroga'ones if & l2Re‘ated cc 're spend once 
G'LL.A NRC No De’e led At' iat cn Grvon 80/07/20 ip 48258 174-46268 174 


-0807290236 Affdav.t of H VVa^or * Advses that author participated m p'eparng NRC 
responses to Inie-rrogaionos 6-10 & 14*16 Reta'ed correspondence 
WALKER.H PlantSysiemsBrar.cn 88/07/20 ip 40258 175-46258 175 


-8807290241 At'da^.l of V Ne'sev * Acfv.ses ihat aulher part opatad n preparing Inter- 
rogatones 3.4 5 & 1 7 w/Cemficate ol Svc Related correspondence 
NERSES V Of'ce Of NjCioar Reader Regulation, O/ector (Posl 870411) 88/07/20 
£pp 46258 176 46258 180 


8007290009 New Eng'and Coab: on on Nuclear Pc lit on onef in opoosi* on to authorize- 
i on ol low power cpetat.on at SeaCrook Mjctaai Powet Plant * Board lacks authority 
to perm : low power operation 

CURRAN D. FERSTER A New Eng end Coaiion on NuC'ear Po 'ul.on CURRAN, D 
Harmon A Weiss *388 6796 88/07/21. Alomc Safety and licorsmg Board Panel 
4pp 46254 072 46254 C81 


-8807290012 Now Eng'and Coal bon on Nucloa' PoTutDh moton for extension of dis- 
covery sch-edj o * Scnedjlo s^o-Jd bo oxtended to 880815 Certificate ol Svc end 
CURFtAN.O New Eng'ar.d Coal bon on Nuclear PcCubon CURRAN, D Harmon & 
Weiss 8B/07/21 Alomc Safety and I'Censi^g Board Pane! 6pp 46254 076- 
46254 091. 


8807290033 Forwards NK Woodward aH-davii.in response to Board question ra'sed In 
880720 telcon 

OIGNAN.T.O Pubic S&rvce Co of New Hampshire OlGNAN.TG Ropes & G'ay 
#38B 6794 88/07/21 WOLFE, SJ.. LUE0KE.E A . HARBOUfl.J Aloiric Safety and 
Liccns.ng Board Panel ip 46253 205 46253 222 

-0807290037 Affidav.1 of NK Woodward * Dscusses env ron Qua ^cation of RG-5B & 
RG 59 cables W/suppcrt ng documer.faf On & Cert.ficale Of Svc 
WOQQWAnO.N K Putlc Serv ed Co ot Now Hampshro WQOOWARO.N K TENERA 
Corp (sub 9 ofTERACorp ) 88/07/21 I7pp 46253 206-46253 222 

0007290039 New England CoaM.On on Njc’ear Polulon (NECNP) ihird ss! of inierroga 
torios & roque9t br production of documents to app’lcam on NECNP Contonion 
l B 2 ' Svc i-si end Related correspondence 

CURRAN.D. Public Service Co Of New Hampshire 0368 6797 86/07/21 Pub'ic 
Service Co. cl New Hampshire I3pp 48254.107-46254.1 19. 

8807290004 Memorandum 8 order-Pan I (rul.ng on contentions on Seabrook Plan for 
Commonwealth of MA communities) * Parties may defer d-scovery responses until 

f irehearing conference scheduled 880803-04 Served on 890722 
fARBOUH.J . LINENB6RGER.G . SMjTH.I W Atomc Safety and Licensing Board 
Panel. *368 6703. 88/07/22 Office of the General Counsel I3?pp 46253 299 
46254 071 


6807290017 NRC Staff response to joint mterveno/s petition for review of ALAB-895 ’ 
Pebtion shou'd bo denied Cenftcate of Svc end. 

BERHy.G a Assistanl General Counsellor Hear.ngs #388 6800 89/07/22 Commis- 
sfonere. 15pp 46253.186*46253 200. 

0807290023 Order.' New England Coaltion on Nuclear Pollution requesl for entena on 
of discovery schedule denied based on ASLB not i.mefy advised on counsel long- 
s'anding vacabon p'an9 Served on 880725 

WOIFE.S J Atomic Safety and Licensing Board Panel #388 6784 80/07/22 New 
England Coat tion on Nuclear Po’lution. 2pp. 46253.202*46253.203. 


—8807290107 Affidavit of R Bergeron * Aibdavit providoa )ustilicnlton tbet a't nG-58 co- 
ax.al cables installed et station capable of remaining mlact dut:nu accident conditions 
BERGERON.R Public Servlco Co. of Now Hampshlro Cfl/07/22 6pp 46258 231- 
46258 236. ‘ 

-8807290201 Affidavit of BE Bouchol * Afildavit dosenbos rosult9 ol evaluation per- 
farmed assuming that hypoibeticat f^Q*58 cable focatod in harsh env ren fa led & 
caused fa-lure of other cables. Supporting info end 

BEUCHEL.B E Publ.c Service Co of New Hampahiro. 8B/0//22 21pp. 46258 237* 
46256257’ 


-0007290206 Affidavit of TW Glowacky.* Describes ovaluotion of oil RG-59 cab'es to 
assure that failure w.ll not prevent sabsfaciory accompllshmnnl of safoty functions by 
safety* reeled equipment. 

GLOWACKY TW Public Service Co. of New Hempshro. 08/07/22. 6pp 46250;258- 
46250 263. 


-8007290211 Affidavit of RC Jamison * Describes apodal tost proy'am ro ability of RG 
58 coaxial cable to carry curronl w/O degrading ad;ocont cabfos during low power 
testing. Supporting into end. 

JAMISON R C Public Service Co. of Now Hampahro. 00/07/22 6pp 40258 264 
46258269. 


-8807290213 Affidavit of PS IMlIefleld ’ Discusses onafyals of OB As prior to oporabon 
of planl.W/Comficate of Svc 

LITTLEFIELO.P. Pubi c Service Co of Now Hampshire. 80/0//22 20pp 40268:270- 
46258 289. 


8007290206 NRC Staff rosponso to Oonrd icquosi of 080720.* Now Eng'and CoaJLon 
on Nuclear PolluHon motion for clarifical on or reconsideration of ASlO 000623 shou'd 
be denied Certificate of Svc end. 

BERRY.G A Assistant General Counsel for Hearings #308 6016 00/07/22 A'omc 
Safety and Liconsing Board Panel 20pp 46250:290-46250. 31b. 

8807290047 Applicant notice ro exorcise rotated documonls * Forwards correspondence 
exchanged among part:o9 ro Intorvonors accoss lo applicant documoms imervenors 
not entitled to documents prior to fil ng ol conlenllon W/Corllficnto ol Svc 
SELLECK.K A. Public Service Co of Now Hampshire. SELLECK.K.A. Ropos & Gray 
#300 6802. 00/07/26. 16pp. 46263.230 40263 245. 


BB07290203 NRC Staff response to applicant motion for prolecllvo orflor.* NRC has no 
ob|ecnon to entry of proiectwo order in form proposed by applicant A urgo9 Board to 
grant motion.W/ Certificate of Svc. 

BERRY.GA Assistant Genoral Counsol tor Hoorings. #308 6821 00/07/25. Alo^c 
Safoty and Ucen$ : ng Board Ponot 5pp. 48250 200-46250 294. 

8807290247 NRC Slaff response to Commonwoollh of MA atty gonoral otter, proof 8 
moiion for reconsideration.* Motion opposod on grounds nt untlmoHnoss W/Cortificale 
of Svc. 

CHAN.E I Assistant Genoral Counsel for Hearings #300 6010 6B/07/25 Atomic 
Safety and Licensing Board Panel. 4pp. 46256:317*40260 320. 

8807290019 Advises Ihat lime lor Commission to review ALAB-804 oxpirod Comm'sslon 
declined revtew.Declsfort became final agency acllon on 000725 Served on 000726 
CHILK.S.J Office of Iho Secretary of tho Commission //300 6701. 00/07/26. OM.ce 
of lha General Counsel. Ip 46263:201-46253:201. 


6807290263 Protective order.* Counsel to active parlloa in proceed ng & othor author- 
ized persons ehall be permitted access to protected Into upon conditions 
stated Sewed on 880728. 

WOLFE.S J. Atomic Safety and Licensing Board Panel. #300 0800. 0B/07/27. Office 
of the General Counsel. 0pp. 46268.321-40268:320. 

8607290271 NRC Staff response to Licensing Board ordor of 000701.* Beard sheu'd 
issue ordor in accordance w/views expressed. 

BERRY.GA. Assistant General Counsel for Hearings. #388 6813. 60/07/27. Atomic 
Safety and Licensing Board Panof. 14pp. 46258:181-46268 206. 

-8807290273 Affidavit of H Walker.' Addresses whether remanded Now England Coa’l- 
tion on Nuclear Pollution Contention I 8.2 re RG-58 coaxial coble raisos issues ihal 
must be answered prior to low power suthortzaUon W/ Certificate ol Svc. 

WALKER, H. Pfant Systems Branch. 80/07/27, llpp 4B2681 05*40250.206. 


H. General correspondence 


6807290041 Forward* corrected AUachm&m 4 to applicant iespor.se to New England 
Coa'iUon on Nuclear Pollution f.rst set of inlerroga'orias & request for production ol 
documents to app'icanl re Contention 1 B 2 Cert ticate of Svc encl. 

TROUT.J p Publ-c Service Co. of New Hampshire TROuT.J P. Ropes & Gray. #388 
6803 88/07/22 Docketing A Services Branch. 7pp. 46253 223-46253 229. 


8607160029 Comment opposing proposed rule 10CFR50 ro llconsing ol nuefoat power 
plants where stale &/or local govts decline lo lo cooperate In offsite emergency plan 
nlna, 

ALMEIDA.G. Affiliation Not Assigned. 87/02/06. NRC * No Detailed Affilmllon Given 
lp. 46165:282*40165:282. 


8807290056 NRC StaH response to Commission order ol 880714.' Atty general waiver 
petition should bo domed & ALAB-895 vacated Support.ng documemation A Certifi- 
csto of Svc end. 


BERRY.GA. 8ERGQUIST.S A. Assistant General Counsel for Hearings #388 6799 
68/07/22. Comm.ssionera I9pp 46254 145-46254.163 


8807180379 Comment opposing proposed rule 10CFR60 rq licensing of nuclear power 
plants where state A/or local govts decline lo cooperole in offalto omorgoncy pl® n 
nine. 

MAVROULES.N. House of Rep., Armed Services 87/02/00 ZECH.L W. Commi89 on 
ers. ip. 46165:321-46165:321. 


8807 2900 S8 Appi*cam response to Commission order of 880714.* Requests that atty 
general of Commonwoalih of MA request for exempt on cr waiver (rom certain NRC 
regulations ro financial quai Gcatons be den- ed.W/Certficaie of Svc 
DIGNAN.T.G Pubic Sorvlc© Co of New Hampshire OIGNAN.TG Rooas A Grav 
#388 6801. 86/07/22. Commissioners llpp 46253 246-46253.262 V 


8807180035 Comment opposing proposed rule 10CFR50 re liconsmg of nuclear power 
plants where state &/or local govts decline lo lo cooporato in offeito emorgency p'^* 
nlnn 

KUHN.H, Affiliation Nol Assigned. 07/02/07. Commissioners, ip- 46165:287* 


DOCKETED ITEMS 169 


8BD7180083 Common! opposna proposed mlo 10CFR50 re Icansng of nuclear power 
plants where stale A/or local govts decline lo cooperate n offs'o emergency plan- 
ri-g 

WILJAKEN.CB Affi iai'O.n Not A9Sgrt0d. 87/02/10 ZECH.L W Commissioners 2pp 
46165 333 46165 33-1 

•66072001 1 1 Comment support rg proposod rUo I0CFR50 r© licensing of nucfoar power 
plants where state A/cr local govls doclino to cooperato In offsite omorgoncy plan- 


ing 

LAWRENCE. E H. Affiliation Not Ass gnert 87/02/16 PAlLADlNO Comrrlss onor9 Ip 
46 194. 10 1-46 1 1 0 1 

8607180305 Comment opposng proposed tu'e 10CFR6CI <© licensing ol riicleat power 
pfanl9 whore state A/cr loca’ govts cJocV.o to cooporalo in offsito emergency plan- 
nlng 

FOWLE.AL. Affiliation Not Assgnod 87/02/17 2ECH.L . ASSELSTlNEj, 
ROOERTS.T. Comm sslonors ip 48165 3£Q 46165 350 

6807210001 Comment supposing proposod rule 1CCFR50 to 'icons ng of nucloar power 
p1anl9 whoto stuto IWor local govts dnc'.no in cooperate in nils in emergency plan 
nno 

DASCHER.G H AHiiation Nol Assigned 07/02/17. REAGAN, F* Pros doni of U S. & 
Executive Officos Ip 46208 084 402C8 004. 

8607180313 Comment opposing preposod rule 1CCFR50 ro ficonsng of nuCtoar power 
planls whom stale A/or focal govls docino to cooporale in offs to omorgoncy plan- 
ring 

ROQO.A. Affilalion Not As9igr.od 87/02/18. CHILK Office of the Secretary of the 
Commission Ip 461 77 34Q 461 77 348. 

6807200253 Comments supporting proposed ru'e 10CFRQ0 ro Lconsng ol nuc'oar 
power p'anls whoro Rtnto A/or focal govt9 duel ro lo cooperate in oMsito emergency 
planning 

SMIRLOCK.M.E AIM-ntlon Not Assigned 87/02/10 ZECH.L W Commissioners 
20pp 48200 003 46200 022 

8007210146 Comment opposing proposod rule 10CFR5O ro hcons ng of nuclear power 
plants whore slaio A/or local govts doclino to cooporale in offs to omergoncy plan- 
ning 

CURRAN.O . WDSS.F. Harmon A Weiss CURRAN.O Unon ol Coeocrnctl Sc-onUsts. 
87/02/20 ZECH.L W Commiss onors nOQERTS.TM .ASSEL5HNE.jK NHC • No 
Ootalod Alhlailon Given 4pp. 46208 1 00 46200 103 

8007180326 Comment opposing proposod fula 10CFR60 ro liconsng of nucloar power 
p‘cpi9 whoro slato &/or local govts doclion lo cooperato In offs to omergoncy plan- 
ning A supporting polibon for rulonnakirn PRM-50 3l to expand EPZ to 20 milo9 
YOUNG> AlUlovon Not As sign oil 87/02/22 CH1LK.S NRC * No Dole tod AMi'iBton 
Given ip. 46101:064 46101.064 

8007100331 Commont opposing proposod rulo 10CFR50 ro Iconshg of nuc'oar power 
p'anls whoro 9Wlo A/Of local govts doclino to cooporato in cdfsilo emorgoncy p'an 
nng. 

SULLIVAN. J Attil.olion Not Assigned 07/02/22 CHILK.S Office of tMo Secretary ol 
trie Comm ssion. 1 p. 46165 202.46165:202 

0807180274 Commnril opposing proposed ru'o 10CFFt50 ro licensing of nuclear powo f 
plant9 who'o stfllu A/or local govts doc'ino to coopomtu In dIIsUo omorgoncy plan 

snIider.c S. Massachusetts, Commonwoallh of 87/02/23 NHC ■ No Dnlalled Alfi'i 
ahon Givon 0pp. 46101.081-40101 .142 

8807180330 Commoni opposing proposod rulo 10CKR50 ro licensing ol nucloar powor 
plants whnro stain A/or local govts doc'mo to cooporeto In offsilo omorgoncy plan- 
ring 

’ ArlillaLcn Not As9lgnod 87/02/23 CHILK, S Office of tho Socrolary ol thoComm9- 
Cfcon Ip 46165 204 40165 204 

8007190100 Commoni oppos nn proposod rulu 10CFR50 ro Iice09ng of nucloar powor 
planls whoro stole A/or local govts declno lo cooporalo In offsito omorgoncy plan- 
nlng. 

PRATT ,C , PRATT.J Alliiaiion Not Assigned B7/03/01 Commissioners ?pp. 
461 77.360 461 77:361 

0867200002 Poison oppos«ng proposod rulo 10CTRS0 to llconstr.o ol nucloar powor 
planls whoro stela &/or focal govls doclno lo cooporalo In offs to umergoncy p'an- 
n ng 

FEiWGOLD.C 13 . ARMERUING.H.T,. MCGINN.P AffiPallon Nol Assigned 67/02/23. 
NRC - No Detalod Affiliation Givon. 170pp. 461 0G 224./I619 7:037. 

8807 100284 Commont opposing proposed rulo 10CFR50 ro liconslng of r.ucY>af power 
planls whoro stale A /or local govls docino to cooporalo In offsilo omorgoncy plan- 
ning 

OOUGHTY.J Soacoost Anii-Po!iulion Loaguo. 07/02/24 NRC - No Detailed Afhliat on 
Given. 0pp. 46191:071-40101 078 

6807100348 Commont opposing proposed rulo 10CFH50 ro l.conslng of nuc?oar powor 
plants where 9lato &/or locol govt9 doclino to cooporalo in offsilo omorgoncy plan- 
ning 

DAB8ITT.B. Af filial on Not Assigned. 07/02/24. ZECH.L W Commissioners. 3pp. 
40165 309 40165 311 

8807200207 Comment opposing proposed rulo lOCFnso ro licensing of nuclear powor 
p'anls whore stato A/or local govta decline to cooperate in offsilo omergoncy plan- 
onto 

FRANK.B. At hi, ail on Not Assigned 87/02/24. NRC • No Dotalod Affiiallon Given ip 
46207 360 46207 360 

8807300294 Comment opposing proposed rule 10CFR50 ro licensing ol nuclear powor 
plants where 9lato A/or local govts doclino to cooperato in olfaTo omorgoncy p'an- 
nng 

DUKAKIS.MS, Massachusetts. Cornmonwealth ol. 87/02/24 NRC • No Detailed AM* 
atfon Given 0pp. a 6208 .026*46200: 031. 

8007200307 Commoni opposing proposed rufo 10CFR50 re licensing of nucloar powor 
planls where stato A/or local govts decline fo cooporale in offsilo omergoncy plan- 


8807200317 Comment supposing proposed rule 10CFR50 ro lice^s r.g of nuclear power 
plants where sialo &/or local govts decirno to cooperate In olfsio emergency plan 
nice 

SMITH, R C. House of Rep 97/02/24 NRC - No Delated Aff.liailon Given 4pp 
46208.040-46200 043 

8807200325 Comrnont opposing proposod ru'e 10CFR50 re ‘iconging ol nuclear power 
plants whoro 9ialG A/or local govis doelho to cooporale in olls io emergency plan- 
nng 

MARKEY.E J. Affihetion Nol Assigned 87/02/24. NHC • No Ooiailed Afhl ailon Given. 
5pp. 46206 044-46203:048 

BB072D033& Commoni opposing proposed ru!e 10CFR50 ro 'iconsirg of nuclear powor 
p’anls whore state A/or focal govl9 doc : ir.o to cooporalo in offsie emergency plan* 
nng 

QlDEN.j.R Affi iallcn Nol Assigned 07/02/24. NRC No Doiai’ed Affiliation Oven 
2pp. 46208.049-46288:050 

8807200364 Commoni opposing proposed rule 10CFR50 ro licensing of nuclear powor 
planls where stato &/or local gevis rlocimo to coopo'oto in ofis>io emergency p'an- 
nng 

QOSSONG.K AffiJiat on Not Assigned 07/02/24 ZECH.L Comm ss oners 4pp. 
46208 052-46208:056. 

8807200069 Common! on proposed rulo 10CFR50 ro Iconsing of nuclear power planls 
whore stato A for local govts tioclme to cocpotatn m ohslo omorgoncy plann.ng 
PLATT. R AfM.aiio.n Nol Assigned 07/02/25 ZECH.L W. Commissioners ip 
46197.067-46197.067. 

8807200090 Comment supporting proposed ruin 10CFR50 ro Iconsing of nuclear power 
plan la whoro slate & for local govls decl'ro lo cooperato In offsite emergency plan- 
ning 

DRLIM.de Affiliation Not Assigned 97/02/25 ZECh.l Commsslonera 2pp 
4 6197.062 -40 197. 063 

8807220001 Commoni aupport.ng proposed rule 10CFR50 ro Icen9mg of nuclear power 
plants whoro siato &/or local govls oocll.-.o to cooperate In ollsite omorgcncy plan- 
ring 

F'ASSER.HC Aflifiaiion Not Assigned 87/02/25 ZECH NRC • No Detalod Aff.'uitian 
Givon 2pp 46241 202-46241:203 

6007200297 Commoni epposina proposed rule 10CFR50 ru licons ng of nucloar power 
piant9 whoro stato &/oi local govta decline to cooporale m offs to omergoncy plan- 
ning. 

HOWLAND, A Aflifiaiion Not Assigned 07/02/26. ZECH.L. Commissioners ip 
46107 079-46197 070 

8607210101 Ccrrmont opposing proposed rule IUCFR50 ro 'iconsing of nucloar power 
plants whore s'olo &/or local govts doclino lo cooporeto In offs to omorgoncy plan- 
nng. 

JOHNSON.C. Affi'iat on Nol A9*lgnod 07/02/20. REAGAN. R Proa'doni of U S & Ex- 
OCU live Offices ip 46200 009 49200 088 

8807220002 Comment supporting proposed ru!o 10CFH50 ro 'icon^ng of nuefoar powor 
plants whoro slaio &/or local govt 9 doc'ino to cooperato in offsilo omorgorcy plan* 

n-nn 

MABy.E.C Affiation Nol Ass'gnod 87/02/26 ZECH L Commissioners ip. 
46241 204-40241 204. 

0007260122 Comment opposing proposed rulo 10CFF150 ro lcon9ing of nuclear power 
plants whoro slaio &/or Iccnl govta doclino to loopo'ato m offsho omergoncy p'an- 


inn. 

Affile 


ij’loilon Not Assignor!. 87/02/26 ZECH.L Commissioners ip 46246 102- 
46240 102. 

BB07190006 Commoni supporting proposod rulo 10CFR50 re 1 censing ol nucloar powor 
planls whero state &/or locol govts decl.no to cooporalo in olf&lto omorgoncy plan- 
ning 

SOUTHWJCK.L. Aff lotion Nol Ass good 07/02/27 NRC * No Dotallod Affiliation 
Givon. ip. 461 7 7.349 -46 177:34 9 

8607190037 Commoni opposing proposod ru'o 10CFR50 te liconsng of nuclear power 
p'ants who/o state &/or local govls decline to cooporalo In olislto emorgoncy plan- 
ning 

CHILDS. A. Aff.liailon Nol Assfgnod. B7/02/27. CHILK NRC - No Detailod Aff l.a! on 
Givon. ip. 46177:352-46177:352 

8807190049 Comment support ng proposod rulo lOCFnfSO ro liconsng of nucloar power 
planls whoro slate fW or local govts rioc'rvo to to coopotale In oils to emergency plan- 
n-ng. 

MACKfE.Q A. Afhialon Nol Assigned. 67/02/27. ZECH.L. W. Commissioners. 4pp. 
46177:354-46177:357. 

8807200008 Commoni opposlno proposod ru'e 10CFR50 ro licensing of nuefoar powor 
plants whoro stato A/or local govts doclmo to cooporale In offs to omorgoncy p’an- 
nng 

ROWEN.M J. Affl iction Not Asslnnod. 87/02/27 CHILK Office of the Socrotary of Iho 
Commission. Ip 46207:326 46207:326. 

8807200026 Commoni opposlno p.-oposod ru’o 10CFR50 ro llconslr.g of nuclear power 
plants whore state ' A/or local govl9 decl.ne lo cooperate In offsilo emergency plan- 
ning 

YOUNGJ P. Affiliation Not Assgnod. 87/02/27. CHILK NRC - No Ootailod Aff.lalion 
Given. Ip. 46207:329-46207:320. 

0807200113 Commont supporting proposed rulo 10CFR50 re licensing of nuclear powor 
plants whoro state A/or local govls docLne to cooperate in offsilo omergoccy p'an- 
n;ng. 

LANKES.J B. Afloat on Not Asslynod. 87/02/27. NRC - No Detal'od MUIalion Given. 
2pp 46197:054-46107:055. 

8807200371 Commoni opposing proposed rulo 10CFR50 re iicona ng of nuclear power 
plants whero state 8 for local qovts doclJno to cooporalo in offsito emergency plan- 



8807190376 Comrreni opposing proposed rule 10CFR50 re licensing ot nuclear power 
p'ants wi'ero sielo &/or local govls declmo to cooperate in otfs to emergency plan 

• n £ffi:aron Not Assigned. 87/02/28 NRC • No Deiai'ed Affixation Given ip 
46191 (48 46191.148 

8807200043 Comment oppos ng proposed rule 10CFR50 re licensing of nuclear power 
plants who'e state 8 fa local govts cfocl no to cooperate in offslie emergency pfen- 

PR?TT,c , FflATTj Afllaton Not Ass gned. 87/03/01 Commissioners. 2pp. 
46104 047-46194 048 


8807220038 Comrrenl opposng proposed lulo 1CCFR5G (© l censing ol nue'ear power 
plan's where stale A/or local govts decline to coeporate in offsite emergency p an 

AT&NS.V Alhliation Not Assignod 87/03/00. Office of Ihe Secrolary ol the Comm* 
8l 0 n ?pp 40220.316 46220 317. 

6007220108 Com men i oppos.r.g proposed rule 10CFF150 ro licensing of nuclear pewe' 
plants whore slate A/or local govls decline to cooperate m offsite emergency p'an- 
n.ng 

JQHNSTONE.D L.. KELLEY.DJ Affiliation Not As*gnod. 87/03/09 ASSELTiNfc'J 
Commissioners Ip 46220 313 46220 313 


8807200048 Comment opposing proposed rule 10CFR50 re l.censfng ot nuclear power 
plants whero state 6/or local govt9 decline to cooporaie in offsito emergency plan- 

WOOD.C.A AM I a* on Not Assigned. 87/03/01 NRC • No Detailed Affiliation Given 
2pp 48104 044 46104 045 


8807220081 Comment opposing proposed ru’e 10CFR50 re llccns ng of njclna r pows* 
plants where stale 8/or focal govts decino lo coopo-'ato in offs>lo emergency pan 
ping 

JOHNSTONE. J . JOHNSTON E.N. Affhation Not Assigned 87/03/11 ZECH.l Com 
missioners Ip. 46220 3 1 4-46220 314. 


8807190134 Comment opposing proposed rule 10CFR50 re 'icensing ol nuclear power 
plants who'© slate A /or ioca< govls clod ne to oopeiale \n oilste emeioency planning 
CUNNINGHAM.P. Affilalion Not Assigned 87/03/02. ZECH.LW Commigs'onars 
2pp. 46178.003-46178 004 

800720-0070 Ccnirnont opposing proposed rule 10CFR5D <e licensing of nuclear power 
plants whe'o stale S/or local govts doclne to cooperate in pH site emergency pi&n- 

SK^FFFEY.P. Affihation Not Assigned 07/03/02. ZECH.LW. NRC - No Deiailed Af- 
f‘iai:cn Given Ip. 46194 004-46194 094. 

88072001 38 Corrment opposing proposed rule 10CFR50 re licensing ot nuclear power 
plants where state A/or local govts decline to cooperate In offsite emergency plan- 
ning. 

• Aff-henon Not Assigned 07/03/02. 2ECH NRC - No Detailed Affiliation Given. Ip. 
48194.103-46194:103 

8007200315 Comment opposing proposed rule 10CFH50 re licensing of nuclear power 
plants where stale A/or local govls decline to cooperel© In offsite emergency plan* 
ring 

’ Alt L&Uon Not Assgned 87/03/02. NRC • No Getalled AtfUetlon Given IP 
46107:084-46197:004 

0807200376 Comment opposing proposed rule 10CFR50 ro iccns ng of nue'ear powor 
plants who'o state &/or local govts decline to cooperate In offsite emergency plan 

CU?1NINGHAV.PL Aff.'iat on Mol Assigned 87/03/02. ZECH.l.W. NRC - No Detailod 
Aflhalion Given. Ip 4619 7 093 461 97.003. 

8007200091 Comment opposing proposed rule 10CFR50 ro licensing ol nuclear power 
plants whero slate A/or local govts decino to cooperate In ollsite emergency nlan- 
n no 

LAUER.E A ff. ‘id t on Not Assigned 87/03/03. CHilK NRC • No Delai’od Affiliation 
Given ?PP 46194 09 B -40 104:099 


8607200097 Commont opposing proposed rule 10CFR50 re licensing of nuclear power 
plants whojo state A/or locaf govls decl-ne to cooperate in offsite emergency prarv 

FeSm.D.B Atfi'iRt.on Not Assigned. 87/03/03- Office of Nuclear Malarial Safety A 
Salegua rdsJDreclo.'. Ip. 46104: 100-48194:100 


6007200143 Comment opposing proposed rule 10CFR50 ro Ice ns ng of nuclear power 
plants whore aieie A/or local govts decline lo cooperate In offsile emergoncy plan- 

BlScH.UG AH ill a lion Nol Aligned. 07/83/03 Commissioners. Ip. 46194 105- 
46194:105. 


8007200331 Commont opposing proposed ru’o 10CFR50 re licensing of nuclear power 
plants whore sieto A /or focal govls decline to cooporaie In offsile emergency pfan- 

CO^FGY.PH Afiil-alion Not Assigned. 67/03/03 NRC - No Detailed Affiliation Gwen. 
2pp 46197 080 40107:087 

8807220123 Comment opposing proposed rule 10CFR50 re licensing of nuclear power 
plants whore &iato 8/ or local govls docVme to cooperate In oMsilo emergency plan- 
ning. 

MANlX.E A . MANIX.G C. Aflilatlon Nol Assigned. 67/03/03 NRC - No Detailed AfMf- 
alien GNon. ip 46220:312-46220 312. 

6807210001 Comment opposmg proposed rule 10CFR50 re licensing ol nuclear power 
plants whero state A/or focal govls decline io cooperate in offs te omargency plan- 
ning. 

NATHAN. 0 M. AH ilia i ion Nol Assigned 87/03/05. ZECH.LW. Commissioners Ip. 
40277.OO3-46277.OO3. 


8807010132 Comment opposing proposed ru'o 10CFR50 re emergency planning A pro 
paredness roqui'emems tor nucioa f powor p'ant fuel loadng A int.ai low powor oper- 
ations 

MACFARLAND.E Affiliation Not Ass gned 88/05/21 CHJLK.S J. Off-ce of Iho Secre- 
tary of ihe Comm ssion Ip. 45993 07j 45993 073 

6807010135 Comment opposng proposed rule 10CFR50 re emergoncy plann’ng & pre 
paredness requirements for nue'ear powor plant fuel loading A in liaf low powor ope* 
aiions, 

BASCOM.O H Affiliation Not Assigned 80/05/21 CHILK.SJ Office ol the Sac re lay 
0l Ihe Gomrms^on. ip 45993.072-45993 072 

6807010245 Comment opposing proposed rule 10CFR50 re omorgency planning 8 pre 
paredness requirements for nuclear powo: plant fuel foadng & Initial low power 
operations. Proposed rule developed w/only ulil intorosts In mind 

• Alf.'iation Not Assignod 80/05/21 CHILK.SJ Dlt:co ot tho Secretary ol iho Con 
mission Ip 45989 231-45969.231 

0607010285 Commenl supportirg proposod rule 10CFR50 re omergorcy planning & 
preparedness requlramnnt9 for nuclear powor plant fuoi loading & initial low power op 
orallons. 

* Aff.liat on Not Assigned 88/05/21 DocKoling & Sorv.cns Branch, ip. 45070 013 
4 5979 013. 

8807010303 Comm am opposng proposod rule 10CFR&0 to emergency plarty.ng & pro 
parednoss requimments for nuclear power plant fuel loading & mltlal l-ow power 
operations Proposed rule dove'opod w/only util cniorosis in mind 
SHEPARD.se Aff hation Not Assignod 88/05/21 CHILK.S J. Office ol ihe Secretary 
of the Commission Ip. 45989:218-45909.219. 

8807010376 Commenl opposing proposod ru!o 10CFR50 io emergency planning & p'O- 
paradnoss requirements for nudes' powor plant fuu? loadng A lnt«ol fow power 
oporalions.Proposed rute dovoloped w/only util Intoro9t In rrlnd. 

CARTLEOGE.l Affillet.on Not Assigned 88/05/21 CHILK.SJ. Office ot tho Socroia-y 
of tho Commission Ip. 4 5004 346-45984:346 

8807010503 Commenl opposing proposod rule 10CFR5O ro omergor.cy planning & pre- 
paredness requirements for nuclner power plant fuol loading A inliial low power 

operations Urges Commlston lo ie)ocl proposod ro l e chonQo m interop ol yA»t\\z 

safety 

KE5HNER.C. Ai Mi at Ion Nol Assignod OB/05/21. CHILK.SJ Off.co ol iho Socroiaiy ol 
the Commission. Ip. 45979 106-45979.106. 

8807010521 Comment opposing proposed rule 10CFR50 ro omorgoncy planning & p'0- 
paredness requlremonls for nuclear powor plant fuol loading & Initial low powc* 

operations Urges Commission to reject proposod rulo change In iriierost of pub c 

safoty. 

FEARNLEY.E A AfftlaUon Nol Assigned 80/05/21. CHILK.S J- Office of Iho Socre- 
lary ol the Commission, ip. 45979 104-45970:104 

0607010678 Comment opposing proposed rule 10CFR50 ro omorgency planning A pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power 
opot aliens. Urges Commission lo reject proposed ru’o in inlotesl of public 9al&vy. 
BROWN. A T. Affiliation Nol Assignod 88/05/21. CHILK.S J- Office of tho Secretary ol 
Ihe Commission. Ip. 45904:353-45904:353. 

8807070236 Commonl opposing proposod rufo 10CFR50 ro omorgoncy planning & p r o* 
parodnass requlremonls for nuclear power plant fuol loading & Initial low powor Ppet- 
aLons. 

PflOULA. Alfiliailon Not Assigned CB/05/21. CHfLK.SJ Oiflco of the Secretary o* 
the Commission. Ip. 46017:335 4601 7:335. 


8607200396 Commenl opposing proposed rufe 10CFR50 re l.censmg of nuclear power 
plants where stale &/or local govis decline to cooporaie In offsite emergoncy plan- 
n ng 

BILUNGTON.S T. Affiliation Not Assigned. 87/03/06 Docketing & 3ervico9 Branch 
Ip. 46197:098-46197:098. 


8607070241 Comment opposing proposed rulo 10CFR50 ro omorgency planning A pre- 
paredness requirements for nuclear powor planl fuol load ng & initial fow powor oper- 
ations 

LANE.S J. Aff, ration Not Assigned. 08/05/21. CHILK.S.J. Office of the Socrolary ol 
lha Commission. IP. 4 60 17. 306 -400 17. 306. 


8807219022 Comment opposing proposed rule 10CFR50 re Hcens’ng of nuefaar power 
plants whore 3 iete 8/cr local govls decline to cooperate In offsile emergency plan- 
ning 

PERRAUl.T.C. AlfiTalion Not Assigned. 87/03/06. ZECh.l. Com miss foners. Ip. 
46208:071-46206:071. 


6607070464 Comment opposing proposed rule 10CFR50 ro omorgency plann.ng A p*o 
paredness requirements for nuclear power planl fuol loading & initial low powor oper- 
ations 

KAISER, E M. Affi lollon Nol Ass gned. 88/05/21. CHILK.S.J. Olllco of iho Secretary of 
the Commission. Ip. 46018:064-46016.064. 


8007210035 Comment oppos'ng proposed rule 10CFR60 re Hcens-'ng of nuefear power 
plants, where slate A /or local govts decline to cooperate in otfsile emergency plan- 
ring. 

PAsKAVlTCH.j. AflilJailon Not Assignod. 67/03/06. ZECH.LW. Commissioners. 2pp. 
46208;072*46208;073. 


6607070473 Comment opposing proposed rule 10CFR60 ro omoroency p’anning A pro 
paredness coqulremenls tor (liicleer power plant fuel loedlng & fnlllel low power oper- 
ations 

REILLY.D.O. Affiliation Not Assigned. 98/05/21. CHILK.SJ. Office of Iho Secretary cl 
the Commission, ip. 40018 061-46019:061. 


8807210075 Comment opposing proposed rule 10CFR50 re licensing ol nuclear power 
plan is where stale &/or local govts decline lo cooperate In off she emergency plan- 
n'ng 

SELDIN.M. Aff llallon Not Assigned. 87/03/00. NRC ♦ No Delated Affiliation Given. 
2pp. 46209 061-46208:082 


8607070476 Commonl opposing proposed rule 10CFR50 ro omoroency planning A pre- 
paredness roqu rement9 for nuclear power planl fuel loading A Initial low power oper- 
ations. 

VECCHIONE.T. AffJiat.on Nol Assigned. 88/05/21. CHILK.S.J. Office of the Secretary 
of the Comm 9 S on. Ip. 40018:053-40018 053. 



600? 120518 Commeni opposing proposed ru O 1 OCFR50 rO ornorgoncy planning A pre- 
paredness requ foments for nue'ear power plant luot loadng A ir.ilia' row powo' ope.' 
ai cn9 

GRINNELL.D Affliaticn Nol Ass gnod 08/05/21 CHILK.S J. Office of Itio Secretary 
of iho Comm iss on ip 46105 150*46105150 

8007280382 Forward9 petition opposr.y NflC recommendailon of now rule for low 

B ower oporalion of nucloar plants for dockolng A bvc Served on 060606 
1ERCHANT.D 0 Now Hampshire. Stain of. £200 64 7C 68/05/25. NRC - No Dotai'ad 
Affi’ialion G.ven Bpp 46262 025 46262 030 

8807050035 Comment supporting proposed rulo 10CFR50 ro emergency planning A 
preparedness requirements for nucloar power plant fuel load r.g & initial low power op 
orations 

OEHNE.W Aff.liaticn Nol Assigned. 88/06/01 Dockolng & Services Branch ip. 
46995 232-45995 23? 

8807010561 Comment supporting proposed rule 10CFR50 rn emergency plannng & 
prepa'Odness requi'omenis for nudoar power plant fuel loading & initial low power 
operations Uroos Commission to approve purposed clarification of 5% rulo 
VOSS.C Affilaticn Not Ass good 88/06/02 Docketing & Services Branch ip 
45979.101-45979 101. 

6807010362 Comment supped ng proposod rulo 1CCFR50 ro emergency p'annng 8 
preparedness requirements for nuclear power plant fuel loadng A initial “ow powor 
eperatens Tho/e should bo educational A pubic relaHons campaign for nuclear 
power. 

STEEVES.GN Affiiation Not Assigned 88/06/03 CHILK.S.J Office of tho Secretary 
of the Commlss on. Ip 45984.342 45984.342 

6807010060 Commonl opposing proposed rule 10CFR50 ro emergency planning & pro* 
parednos9 roquiromonts for r.ucloar power plant fuel loading & initial low powor ope: 
etlons 

8>SSET.S Aff.liation Not Assigned 80/06/00. CHILK.S J. Office of tho Secretary ol 
(ho Comm 99 on ip 45903 001-45093 091 

8807010082 Comment opposing proposod rulo 10CFR50 to emergency plonn ng 8 pre* 
pe'e^oss roquiromonts for nuclear powor plant fuol loadng & Initial tow power oper- 
ations 

CCRSON.C Aflihaton Not Assigned 00/06/06 CHILK.S J Offico of the Secretary of 
I he Commission Ip 45993.000 45003 080. 

B8070100B7 Comment oppos.ng proposed ru'e 10CFR50 ro omorgency p'annlng & pro 
parednoss roqu«romonls for nuclear powor p'ant fuol loading & miilal low powor oper- 
ations. 

BCRKOWSKI.J R Aff nation Nol Assignor! 8D/0G/0Q. CHILK.S J. Office of tho Socro- 
tary of tho Commission. Ip. 45093 0 70 45993 079 

88-07010090 Ccmmoni opposing proposod rulo 10CFR50 ro emergency planting & pre- 
paredness roquiromonts tor nucloar power plant fuol toad ng & initial low powor oper- 
ations 

• Affnalion Nol Assgned 80/06/06 CHILK.S J. Office of ihe Secretary ol tho Com 
mssen Ip 45093 070 45093 070 

8807010094 Comment cppos.ng proposod rule 10CFR50 ro emergency planning 8 pro 
parodness roqulremoms for micfonr powor plant fuel loading A in Hal low power opor 
aions 

HlGGlNS.D. Affiiation Nol Assigned 00/00/06 CHILK.S.J Off co of tho Secrolary of 
the Commission Ip 45093 077 45003 077. 

BBG70 10088 Comment opposvtvg proposed tu'o IOCFRSQ ro omorgency planning & pro- 
parednoss roqu.romenta for nucloar powor p'ant fuol loading & initial low power opor 
ation9 

MELAS KYRIAZI Affiliation Not Assignor! 00/06/06. CHILK.S.J. Offico of tho Socro 
inry of the Commission ip 45093 0/6 45903 076 

0807010110 Commont opposing proposod rulo 10CFR50 ro omomoncy planning A pre 
porodnoss roqu‘romont9 tor nucloar powor plant fuol foacJmg & initial fow powor oper- 
ations 

WILLIAMS. C M.. WILLIAMS, OM Aft, I allon Not Assigned. 08/06/06 CHILK.S J Otf-co 
of the Secretary ol tho Comm.sslon. ip 45070.130 45079 130 

8807010111 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness roquircmoni9 for nuclear pgwor plant fuol load ng & Iniiol low powor oper- 
ations 

FA1RCHILO.J. AfMailon Not Assigned. 80/06/08 CHILK.S.J. Office of tho Secretary 
of tho Comm.sslon Ip. 45004 312-45904 312- 

8807010113 Commont oppos-ny proposed ruTO 10CFR50 ro emergency planning & pro- 
paiodness roqulromoms for nuclear power plant fuel loading & initial low power oper- 
ations. 

PARSONS. F A. Afti’iat-on Not Ass gnod. 00/06/06 CHILK.S.J. Office of iho Secrotary 
of Iho Commission. Ip. 45003.075*45993 075 

8807010117 Commonl opposing proposod rule 10CFR50 ro emergency planning A pro 
parednoss roquitomonts lot nucloor powor p’ant fuol loading & mltial low power opar* 
aliens. 

H08BS.O, HOOBS.C Affiliation Not Assigned 88/06/06 CHILK.S J. Office of the 
Secretary of Iho Commission. Ip. 45979 012*45979 012 

6807010126 Commonl opposing proposod rule 10CFR50 ro emergency piannng A pre- 
paredness roqu’romonls for nuclear powor plant fuel foodlnQ & initial low powor oper- 
ations. 

CHASE.J.C., CHASE, O L Aff iiation Not Ass good 00/06/00 CHILK.S J Office of the 
Secretary of tho Comm ssion. ip 45904 313-45904 313. 

8807010130 Comment opposing proposod rulo 10CFR50 ro omorpency piann ng A pro* 
parednoss requiremonls for nuclear powor plant fuel loading & initial fow power oper- 
ations. 

OLOUIN.A J.. QLOUIN.J Affiliation Nol Asslgnod. 08/06/06. CHILK.S.J. Office of the 
Socroiory of tho Comm.ssion Ip. 4 5981. 202*4598 120 2. 

8807010130 Commont opposing proposed ru'o 10CFR50 re emergency planning A pre 
parednoss roquiromonts for nucloar powor pfant fuol loading A initial low power opor* 
ol ons. 

BROWN, j.j Affiliation Not Assigned. 00/06/06. CHILK.S.J- Office of the Secretary of 
Iho Commission. Ip. 45904.314-45904.314 


0BO7O1O141 Commonl opposing proposod rulo 10CFR50 ro emergency piannng A pro* 
parodness req-j rem-ents for nucloar power plont fuel loadng A initial low powor oper- 
ations 

HASKELL. S Affiliation Nol Assigned. 00/00/06 CHILK.S J. Office Of Ihe Secretory of 
lb 0 Commission Ip. 45979.006-4597 9- 066- 

8807010142 Comment opposing proposed rule 10CFR50 re emergency piannng A pre- 
paredness requremonts for nucloar power plant fuol loadng a Initial low power oper- 
ations 

0RESNAHAN.L.J Affiiation Nol Assigned 68/06/06. CHILK.S J Office of the Secre- 
tary ol the Comtri-.eslon Ip. 45993.07 1 45903 07 \ . 

8807010146 Comment opposing proposed rule 10CFR50 re emorgoncy piann ng A pre* 
pprodness requirements for ruc'oar powor plant fuel loading A initial low power oper- 
ations. 

TUSHILL.N M. Affiliation Not A9sgned 86/06/06 CHILK.S j Offico of iho Secretary 
of Ihe Commission. Ip. 45093.070-45993 070. 

6007010153 Commeni opposing proposod ru’e 10CFR50 re emorgoncy piannng A pre- 
paredness requirements for nucloar power plant fue? foeding A -mhai tow power ope'- 
alions 

LENO.H.W. Aff-liatlon Not Assigned. 00/06/06 CHILK.S J Offico ol tho Secretary of 
the Commission Ip. 45904:315*45084-315. 

6807010155 Commont opposing proposed rulo 10CFR50 ie emorgoncy plQnnng & pre- 
paredness roqu remonts for ruc'oar power plant fuel loadng A ht>ai low power oper- 
ations 

• Affriallon Not Ass gnod 08/00/06 CHILK.S J Olfco of ihe Secretary ol tho Com- 
m.S&ion. Ip 45979:065 45979 066 

8007010158 Comment opposing proposod rule 10CFR50 ro emorgoncy piann ng A pro 
parednoss roquiromonts for nucloar power plant fuel loading A miilal fow power opar- 
ati ons. 

CONNELL.B.N. Aflillatlon Not Ass-good 80/00/06. CHILK.S J Ollice of ihe Socrolery 
of tho Commission ip 45093 067-45093 067 

8807010188 Comment oppos ng proposod rule 1CCFR50 re emergency p’arning A pre 
parednoaa requirements for nuc’onr power plant fuel loadng A initial low power opar* 
alions 

LAMBERT.J Affi iaiton Not Assigned 08/06/06 CHILK.S J. OJflco of tho Secretary of 
tho Commission. Ip 45979.010 45970:010- 

860 7010 175 Comment opposing proposed rulo 10CFR50 ie emergency planning A pro* 
parodness roquiromonts for nucloar powor plant fuel load ng A initial low power oper- 
ations. 

* Affil allon Not Assigned 08/06/06 CHILK.S J. Offico of Iho Socrotary cf tho Com- 
miae on Ip 45979 01 1*45070:011. 

8807010189 Commont oppos-ng proposod rulo 10CFR50 ro emorgoncy planning A pre* 
perodnees roqulromgnie lor nuc'oar powor p'ant fuel loading A Imbai low powor opor* 
alions. 

SALT.B J AtMatlon Not Ass-gnod 88/06/06. CHILK.S J Office of tho Secretary ol 
Iho Commission Ip. 45979 009 45970 009 

8807010198 Commont opposing proposod rulo 10CFR50 ro emorgoncy plonn ng A pro 
parednosa roquiromonts for ruc'oar powo/ plant luol loadng & Initial low power 
operations Proposed rule developed w/on'y uld interests in mhd 
SHAPIRO, L .M Aff.liallon Nol Assigned 60/06/06. CHILK.S J. Olfico ol the Secretary 
of the Comm ssion Ip 45901:207-45081 207 

88070 10200 Comment opposing proposod tvlc 10CFR50 to ometgoncy p’oc-nwig A pro 
parodness requirements lor nucloar powor plant fuol load rig A initial low power opor- 
ot on9. 

WORRISON.R AlMiafon Not Asslgnod. 00/06/08. CHILK.S J. Office of the Secretary 
of Iho Commission 1 p .469 70 OOG 4 5979.000. 

6607010201 Comment oppos ng proposod rule 10CFR50 re omomoncy planrlr.g A pro- 
parodnoss requiromonl9 for nuc ? oar powor p!ont fuel loading A mitral low powor oper- 
ations 

MARONCELLI.F. Afl.lla1lon Not Assigned 08/06/00. CHILK.S J. OH.ce of iho Secre- 
tary ol the Comm 9 9 Ion ip. 46984 3 19*45904:319. 

8007010210 Commeni opposing proposed rulo 10CFR50 ro emorgoncy planning A pre- 
pRrednoss roqu romonis for nudoar power pfanl fuel load-ng A Initial fow powor 
operations Proposed rule doveloped w/only uld lnfe/ 09 t in mind 
BEARDSLEY.H. Atfiliailon Not Assigned. 68/06/06. CHILK.S J. Office of the Socrolary 
of Iho Comm ssion Ip 45981:204*45901:204. 

880701021 1 Comment opposing proposod rule 10CFR60 ro omergoncy plar.n ng A pro 
parodness requir omenta tor nuclear power plant luol loading A Initial low powet oper- 
ations. 

PICARDJ.M. Affiilaiion Nol Assigned 00/06/06 CHILK.S J. Offico of Iho Secretary of 
Iho Commission Ip. 46979:007*45979 007. 

8607010223 Commont opposing proposed ru’o 10CFR60 re emergency planrlr.g A pro- 
parodness roquiiomenls tor nuclear power plant luot loadng A Initial low power 
operations Proposed ru’o dovo'opocf w/only util Inlorosf In mind 
LARSEN.L. Affiliation Nol Assigned BB/00/06. CHILK.S.J. OM.ca ol tho Socrotary of 
tho Commission Ip. 45981:200*45981 200. 

8807010224 Commonl opposing proposod rulo 10CFR5O re omorgency planning A pre- 
paredness roquiromonts for nuclear powor plant fuol loading A in.iial low powor oper- 
ations 

COLE.L .. COLE.C AI filiation Nol Ass-gnod. 88/06/06 CHILK.S J. Oflico Of tho Secro- 
tary of tho Commission. Ip 45979.006 45979.006, 

8607010225 Commont opposing proposod rule 10CFR50 ro emorgoncy piann ng A pro* 
parodn©9S requirements for nucloar powor plant fuel loading A initial low powor 
ope rati on a. Proposed rule developed w/only util mterosis in mind. 

CLARK.N.C Affiliation Not Assigned 00/06/08 CHILK.S.J. Offico of iho Socrelary of 
the Commission Ip 45904 31 7 45904:317. 

8807010231 Comment opposing proposed ru’e 10CFR50 to emergency planning A pre- 
paredness requirements tor nuc’oar powor pfanl fuel loading A Initial low powor oper- 
ations 

' Affihalion Not Assigned 00/06/06. CHILK.S J. Office of tho Secretary of ihe Com- 
mission. Ip. 45979.005-46979.005. 
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• Alfi -alien tic'. Ass gned 88/08/CG CHlLK.S J. OlhcQ ot 1 he Sectary of Iho Com 
misson Ip 45584 320*45984 320 

8807010236 Commenl opposing proposed ru'o 10CFR50 re emerge rcy planning A pro 
parednoss reqj foments for nuclear power plant fuol loading & initial low power 
cpct&t'cns Proposed (Mo devo loped w/cn'y uiil inioresi in m nd. 

FENNESSY.S. FENNESSY.T. Alf.'iation Not Ass gncd. 68/08/06. CHlLK.Sj Office of 
tno Secretary of the Com miss :cn. ip 45981:190-45981:190 

0807010239 Comment opposing proposed ru'e 10CFR50 re emergency planning & pre 
pa'od n oss requremerita for rucloar power plant fuel loading & initial low power 
operation 9 Evacuation in event ol cm orgcncy mpo&sb'o due to tiafhc con post, on 
MaRSH.S Ait i ie oon Not Assgned. 80/06/08 CH.lK.S J. Office of the Secretary of 
the Commiss on ip 45009 232-4S9B9.232 

0007010240 Comment oppos.ng proposed rule 10CFR50 re emergency planning A pro- 
par odnoss requirements for nuclear powo/ plant fuol loading & initial low power ope'- 
ations 

SCHOENE.M.G Atfi'iat.an Not Aas'gned. 88/06/06. CHlLK.Sj, Office cf the Secretary 
Of the Commsslcn. Ip 45994 063-45994 083 

0807010246 Comment eppos ng proposed rule I0CFR5O re emergency planning & pre- 
paredness ToquTomor/.a foi nuclear power ptanl luel loading & tntlfil low powo' 
operations Proposed rule developed w/only util Interest In mind 
BILLINGTON.ST Aftil ation Not Ass’gned 88/06/06 CH'LK.SJ. CW-ce of the Socre- 
lery of the Comriss on. Ip 4596l:110-459Bi;t10. 

8007010250 Ccmmont epposng proposed rule 10CFO50 re emergency planning A pre- 
paredness requirement for nuclear power plant luel loading & initial low power oper- 
aton9 

V/INTERS.J.M. Affifia Mon Not Assigned. BB/08/C6 CHlLK.S J Ofica ol tho Secretary 
Of the Commission Ip. 45904:310-45984:310 

8807010255 Commont oppos'ng proposed rule 10CFR5Q re emorgency plann ng S pre- 
paredness require monls for nudea' power p’ant fuef loading & Imiial fow power opor 
6 lions 

SHE6HAN.A V Afh iat.on Not Assigned B8/O6/O0. CHlLK.S J Offico of ihe Secretary 
of the Comm Is s on Ip. 4 598D 230-45989:230. 

8807010257 Comment oppos ng proposed rulo 1OCFR50 te emergency plann'ng & pto- 
parodness roqu'emonls for nue'ear powor plant fuol loading & in-tiat low power 
operations Proposed rule developed w/only ul.l interest fn mind 
DERBYSHinE.l.A. Affiliation Not Assigned 00/06/CB. CHlLK.S J. Olfice of ihe Secre- 
tary Ol Iho Commission. 1 p. 4 596 1 : 11 1 -4 598 1:111. 

8007010205 Comment opposing proposed ru’o 10CFR50 re emergency plannng A pre- 
paredness requirements for nuclear power plant fuel loading & In tial tow power oper- 
al one 

DEWIFT.C J A'rriaflon Not Assigned. 8B/06/06 CHUK.SJ. Office of the Socroiery of 
the Comm ss on ip. 40909:229-45989:229. 

8007010207 Comment oppos.ng proposed rule 10CFR50 re emergency plann ng a pro- 
parodnoss requ foments for nuclear power planl fuel loadng & imi-af low power 
operations Proposod rule dGvotoped w/on'y util fnleresls In mind 
DALEY, M M AH.lailon Not Assigned BB/OS/06 CHUK.SJ Offico of tho Secretary ol 
the Comm sslon. Ip -15981:191-45961:191. 

8807010270 Comment opposing proposed rule 10CFR60 re emergency plann-ng A pre- 
paredness requirements for nuclear power planl fuel loading & Initial low power oper- 
ations 

/fAPPALA.A J. AfHatlon Not Assigned 0B/O6/O6. CHILK.S.J. Office of the Socrotary 
of the Commission Ip 45989 228 46989 228 

8807010275 Comment opposing proposod rule 1OCFR60 re emergency planning & pro- 
paredness requirements for nuclear power planl fuel load.ng & imt.al low power 
operations Proposed rule dovelopod w/only util interesis In mind 
SHERMAN.M.J. Afldiailon Not Assigned 86/06/06 CHlLK.Sj. Offico of tho Secretary 
ol tho Commission. Ip. 45969:227-45989 227. 

8807010277 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loadng & In.iiat low power 
operations Proposed rule dovolopad w/only util Jnterest in mind. 

FRYOEHG.T.0 Atfilaiion Not Asslgnod. 60/06/06 CHflK.S J OfLce of the Secretary 
Of the Commission. Ip. 469BI: 106-46981:108. 

B907010279 Comment opposing proposod rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel load.ng A intial low power 
operations Proposod rule developed w/only util Interest In mind 

• AJWaton Not Assigned. 68/00/06. CHlLK.Sj. Otfice ct the Secretary ot the Com- 
mission. Ip 45969:226-45989:226. 

8607010282 Commerti opposing proposed rule 10QFR50 re emergency planning & pre- 
paredness requirements for nuclear power planl fuel loading & Initial low power 
operal orvs Proposod rule developed w/only util interest fn mind 
GUiUETlEA. OU1LLETTE.1 AtMiation Not Assigned. 80/06/06. CHUK.SJ. Office ot 
the Socrotary of Iho Commission, Ip. 45981:109 45981:109. 

880701Q283 Commenl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requlremenis for nuclear power plant fuel loading & initial low power oper- 
ations 

WHEEL Efl-OEAN.D. Alfi'iation Nol Assigned- 88/00/06. CHlLK.S J. Office of ihe Sec- 
rotary of the Commission. Ip. 45989.226 45989 225. 

B0O7O1O2B4 Comment opposing proposed rule 10CFR60 ro emergency plann'ng & pre- 
paredness requirements for nuclear power planl fuel loading & Initial low power 
opetallcris.Ptoposed rule developed w/only util inlet e sis in mind, 

SANBORN.Q. Affi'iatlon Not Assigned. 80/06/08. CHlLK.Sj. Office Of the Secretary 
ol the Commission Ip. 45999 224-45939 224. 

8807010293 Commenl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & ImUal low power 
operations Proposod rule devefoped w/only util Interest in mind 
OHARA. M,. OHARA.F., OHARA.S Affi.ialoa Nol Assigned. BB/06/00. CHlLK.S J. 
Oflice of Iho Secretary of Iho Commission, ip. 45981:105-45961:105. 


BAIL.M J , LARSON.W.G Allnailon Not Assigned 6B/06/0S CHlLK.S J. Olhce ct ro 
Socroiary ol ihe Commission ip 45989 222-45909 222. 

8B070 10295 Co-mrrent opposing proposed rule 10CFR50 re omorQoncy planring 4 pre- 
paredness roqu.rements for njc-ea' power p’ant fuel loading & mr-al low pow or 
operations Proposod rule deve'oped w/or.ly ut I mte.-osls In m 5 n(f 
LANGLOIS.SJ Affii-ation Not Ass-gned 0B/O6/C6 CHlLK.S J. Office of the Secre'a'y 
of the Cdinmsslon. ip 459B9 221-45969 221. 

0807010299 Corrmont opposing proposed rulo 10CFR50 re emergency planning & p-o- 
paredness roqurerronta for nucloar power plant fuel loading & initial low pc*er 
Operal on^. Proposed rule developed w/orY.y ulit 'ntorosts In mlntf 
CLEMENCC.PP. Aff.ifltion Not Assigned 80/06/06. CHILK.S.J Office Of Ihe Secre- 
tary of Iho Com mission ip 459B9 2^0 45989 220 

8807010302 Comment opposing proposod rulo 10CFR50 ro emergency planning S pre- 
parodnoss reqjiremonts lo-r nucloar power plant fuel loading & initial fow powe» 
oporatlons. Proposod rulo developed w/only uiil interest In nvnd. 

OCONNELL.S.N Affnaton Not Assigned 00/00/00 CHUK.SJ. Office ot Iho Socm- 
lary of tho Commission Ip 45901 102*45981 102 

8807010305 Common! opposing proposod rulo 10CFRS0 re omerponcy plann ng fi p*e- 
porednoss requirements tor nudem power plant fuel loading & inlt-ai low power op-r- 
ahor.9, 

GRIFFIN, B C AlfiLalion Not Assigned 83/06/06 CHlLK.S J Off.ce of tho Sacrela.Y 
of tho Commission. Ip 459G9.218 45909 210 

8B07010307 Comment opposing proposed rulo 10CFR5O ro emorgoncy planning & pro- 
porodnoss requlromenls lor nudes' powor plant luol loadng & in.t al low power 
oporatrons Proposed rule dovelopod w/orly ut I Inlorosl in mind 
* Alfii ai on Not Assigned 8B/06/08. CHlLK.S J Othco of the Socretary of tho Ccm- 
misson. Ip 459G4 331 45904 331 

6BO7O1O3O0 Comment oppoS'ng proposed ru'e 10CFR50 ro emergency fanning A p-o- 
pamdness requirements for nuclear powor plant lunl loading & Initial low power 
operations Proposed rule developed w/only util ntorosts In mlno 
ADUSAMRA.L.. ARUSAMflA.D Alhhat.on Not Assignod. Bfl/06/06. CHILK.S.J. Ol'.co 
of tho Secretary of Iho Commiss*on Ip 45904 330 45004:330. 

0BO7(HO31O Corwnr.ent oppos-ng psopcscd tula lOCf R50 re emergency plann ng & pro 
parodnoss roquremonts lor nuclear powor plant fuol load.ng & initial low powor opor* 
ailons. 

SAVRE.A. Affiliation Nol Asslgnod 80/06/06. CHlLK.Sj. Off»co of tho Socrotary o' 
tho Comm ss‘oa ip 45904:329 46934 329. 

8807010315 Commoni opposing proposod rulo 1OCFR50 ro omorgoncy planning & pre 
parednoss roqu rements lor nucloar power plant fuol loading & Initial low power 
operal on9 Proposed ru'o dovolopod w/only util interest In mind. 

GRAY.R. AfHiaton Not Assigned 69/06/C6 CHlLK.Sj. Ofnco of tho Socrotary cf iho 
Commission. Ip 45904 320-45964:328 

6807010317 Common! opposing propoaori rulo 10CFR50 ro omorgency planning & p r o- 
parodness roqulromonia for nuclear powor planl fuel loading & Irvllal low power oper 
ations 

DILISIO.D A. Affiliation Nol Assigned 88/06/06. CHlLK.S J Office of tho Secretary ol 
the Commission Ip, 45984:327-45904:327. 

8B07010322 Commont opposing proposod ru'o 10CFR60 ro omorgoncy plann ng & pro 
pa/edness requiromonls for nucloar powor plant fuel loading & Initial low power oper- 
ations. 

KUKENE.G.A AflCiahon Nol Assigned 00/00/06 CHILK.S.J. Offico of tho Secreift-y 
ol the Commission Ip 45904 332-45904 332 

8B07010326 Commont opposing proposed rule 10CFR50 ro emergency planning & pro 
parodnoss requirements for nucloar powor planl fuol loading A initial low po*er 
operations Proposod ruia developed w/only util interest in mind. 

BINGHAM, V S. AIM alien Not Assigned 00/06/00 CHILK.S.J. Office of the Socre'aiy 
ol the Commission, tp 45984-33 4-45904:334. 

8B07010342 Comment opposing proposed rule 10CFR50 ro omorgoncy planning A p-o 
paredness roqu remonts for nucloar powor planl fuol loading A Initial low powor opO' 
ations 

BOWERS E Affiliation Not Asslgnod 80/06/00 CHlLK.S J. Offico of Iho Socrelaryol 
the Commission. Ip. 46984:333 45984 333. 

0BO7O1O351 Commenl opposing proposed rule 10CFR50 ro emergency panning A pro 
parednoss requirements for nucloar powor plant fuol load.ng & Initial low power oper- 
ations 

PETRAS.A AmUfttlon Not Assigned GB/06/06 CHILK.S.J. Office ol mo Secretary ol 
ihe Commission. Ip. 45984 322-459B4 322 

8807010356 Comment opposing proposod rulo 10CFR50 ro emergency planning A pro 
parednoss requirements for nucloar powor plant fuel loading A Initial low power opor- 
allons 

JOHNSON. J. Affiliation Not Assigned. 89/06/06 CHILK.S.J. Office ot the Socretary ol 
tho Commission. Ip. 45904:343 45984:343. 

8807010363 Comment opposing proposod rulo 10CFR50 ro omorgency planning A pro- 
paredness requirements for nucloar power planl fuol loading A InMlal fow power oper- 
aUons 

POLLARD.D. Affiliation Not Asa^nod. 88/06/00 CHILK.S.J. Office of the Secretary cf 
the Commission. Ip. 45984:341-45984:341. 

8807010367 Comment opposing proposed rulo 10CFR50 ro emergency planning A p’O* 
parednoss requ romenis for nucloar powor plant fuel loading A Initial Jow power oper- 
ations. 

MORRISON, B., MORRISON.G. Affiliation Nol Asslgnod. 88/06/06. CHILK.S.J, O'J.ce 
of the Socretary of the Commission. Ip. 45909.244-45009.244. 

8007010371 Comment opposing proposod ru’e 10CFR50 ro omorgoncy planning A p's 
paredness requirements for nuclear powor plant fuel loading A Initial low powor 
operations Proposod ru'o developed w/only util interest in mind 
PHILBRICK.R.. PHILBRICK.H. Affiliation Not Assigned. 80/06/06. CHUK.SJ. Offico ol 
the Secretary of the Comm'sslon. Ip. 45989 243-45989 243. 
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66070103B1 Comm on l oppos-ng proposed rule 10CFR50 re emergency plann.ng & pro 
parednoss requirements tor nucloar power plant fuel loading ft initial low power oper- 
ators 

THOMPSON.L W. Affiliation Not Ass-good 88/06/06 CHILK.SJ OJf.ce ol iho Secre- 
tary of iho Commission Ip 45004. 345-45904 345 

06070 10391 Common! opposing proposed rule 10CFR60 re emergency planning & pro 
parecfne9S requromants for nucfear powo / plant fuel load ng & initial low powor 
operations Proposed ru!o developed w/only util i.ntero9t in mind 
SOUTHALL, T , SOUTHALL. BA Atli'iatlon Not Assigned. 08/00/00 CHILK.S J. Office 
of the Secretary of iho Commission tp. 45989. 242-45909:242. 

6607010399 Ccmmoni opposing proposod rule 1OCFR50 ro emergoncy p'anning & pre 
parednoss roquiromonis for nuclear power planl fuel loading & in-Hal low power 
operations Urges Comm.sslon to reject proposod rule 

YOUN.MB. Alli’ialion Not A9signod 80/08/00 CHILK.S J. Office of the Secretary of 
iho Commission ip 45961.070-45981:078 

B607010411 Comment opposing proposed rulo 1OCFR50 ro emergency planning & pre- 
paredness requiromonts for nuclear powo/ planl fuel load ng & Imt-al low power 
cparabo.ns Urges Commission to re;ocl proposed ru!e chango in Interest of pubic 
aa'oty 

CHICHESTER, G Affillat.on Not Assignod. 88/06/06 CHILK.S J Office of the Socro- 
la ry of the Commission. Ip 45981:076-45981:075 

0BO7O1O413 Commeni opposing proposed rule 1OCFR50 ro emergoncy p'anning A pro 
parednoss roQuiromont9 for nucloar power plant fuol loading & miilal low power oper- 
ations 

WANN.RG Affi’iation Not Assigned 08/00/08 CHILK.S J. Office of the Secretory of 
the Commission. Ip 45989. iB4 4 5989. 184 

8607010417 Common! opposng proposod rule 10CFR50 re emergoncy plonn ng 8 pre- 
parednoss requ-romoms for nuclear powor planl fuol loading & Initial low powor oper- 
ations 

FOX.H S Affil ation Not As9lgnod. 08/00/06 CHILK.S J. Office of the Secretary of the 
Corrmlss-on. Ip 45900: 103-45909: 183 

6807010419 Comment opposing proposod rule 10CFR50 ro omorgoncy planning & pro- 
parednoss roquirorr.onts for nucloar power plant fuel loadng & in !ial low power oper- 
ations 

WINTERS, C.R Affiliation Not Assignod 00/00/08. CHILK SJ. Offico of tho Socrotary 
Of Iho Commission. Ip. 45909 102-45909 102 

8807010424 Commont opposing proposed rufo 10CFR50 ro omorgoncy planning A pro- 
parodnoss roqu romonl9 for nuclear powor p'ant fuol loading & initial low powor opor- 
aiions. 

CAVATORTA.E A Afl/iotlon Not Assigned. 00/06/06 CHILK.S J Office ol tho Socro* 
lory of tho Commission Ip. 45980:179 450091 79. 

6807010429 Comment opposing proposod rule 10CFR50 re omorgoncy plonning A pre- 
paredness roquiromonis for nuclear powor plant fuel loadng & In.llal low power oper- 
ations 

BARNES R J Affiliation Not Assigned 08/08/00 CHILK.S J. Offico of tho Secrotary 
Of tho Commission. Ip. 45909.1 77-45909:1 77 

8807010436 Commonl opposing proposod rulo 10CFR60 ro omorgoncy planning A pre- 
paredness requirements tor nucloar powor pfant fuel loading & inillal lo-w powo/ opor- 
fll ens 

DENNIS.E A. Affiliation Not Assigned. 08/06/00 CHILK. S.J Offico of tho Secretary of 
Iho Commission Ip 45904:359-46984 350 

8667010436 Commonl opposing proposod rule 10CFR50 re omorgoncy planning A pre- 
paredness requirements for nucloar powor planl fuol loading & fn.i«ol low power oper- 
ations 

CARTER. P. Affiiiailon Not Assignod. 08/00/00 CHILK.SJ. Office of the Secretary of 
tho Commission Ip. 45984:350 46904:350 

6807010444 Commont opposing proposod rulo 10CFR50 ro emergency planning A pre- 
paredness requirements for nucloar powor pfant fuel loading & initial low powor oper- 
ations 

PACE.R V. Affil ation Not Assigned. 80/06/06. CHILK.S J. Office of tho Secrolo/y of 
the Commission, tp 45904. 367-459&4. 357. 

8607010440 Comment opposing proposod rulo 10CFR5D ro emergency plann ng A pro- 
paredr.es9 requirements for nucloor powo/ plant fuol loading & Initial low powor oper- 
ations 

SPINNEY.w.A. Affiliation Not Assigned. 00/06/08. CHILK.S j. Office of Iho Secretary 
of tho Comm.sslon. Ip 45084.358-45904:356 

6007010485 Comment opposing proposed rulo 10CFR60 ro emergency planning ft pro- 
parednoss requirements for nucfear powor plant fuof loading & Initial low powor 
oporations.Proposed rulo developed w/only util Interests In mincf 
WlLUAMS.C.. JACKSON.K. Alfiliat-on Not Assigned. 08/00/00. CHILK.SJ. Office of 
tno Secretary ol tho Comm-sslon Ip. 45984:355-46964:355. 

6607010486 Comment opposing proposed rufo 10CFR60 re emergency planning A pre* 
P8fodno99 roqu remonis for nuclear power plant fuel loading & imtlaf low power oper- 
ations. 

MULCAHY.M. Alllliation Not Assigned. 80/06/00. CHILK.S J. Off.ce of tho Secrelary 
of the Com miss -on. Ip. 45993:140*45903:148. 

6607010491 Commont opp09Jng proposod rulo 10CFR5D re emergency planning & pre- 
paredness requirements for nuclear powor pfant fuel loading & initial fow power 
operationg.Urge9 Commission to ro|oct proposod rulo change in interest of public 
safely. 

POWER, M. Affiliation Not Assigned. 80/06/06. CHJLK.S.J. Office of the Secretary of 


6607010495 Commonl opposing proposod rulo I0CFR50 re emergency p’annng & pro 
parednoss roqu remonts for nuclonr power planl fuel loading & initial tow power 
operations Urges Commission to rojoct proposed rule change n mo'osi of p./b'ic 
safety. 

KAULSKIAN.K Afli’ioiion Noi Assigned BG/06/06 CHILK.SJ Offico of the Secretary 
ol tho Commission, ip 45981 072 45901 072 

8607010497 Comment opposing proposed ru'o 10CFR50 ro orro'qency plann ng & pre- 
paredness requiem enls for nuclear power p'nnt fuol loading A initial low power oper- 
ations. 

HILDT.B A AfMiaiion Not Ass'gned 88/00/06. CHILK.SJ Offico of iho Secretary of 
the Commission Ip. 45993:144-45993 144 

6807010504 Corrrronl opposing proposed rulo I0CFR50 ro emergency plann ng & p'e- 
paredness roqu rement3 for nucloar powor planl fuel loading A initial low power oper- 
ations. 

LUMSUEN.L . LUMSDEN.F K Affi'iaton Not Assignod. 80/06/06 CHILK.S J Olhco of 
iho Secretary of Iho Commission Ip 45993.142*45993 142. 

8807010512 Comment oppos-ng proposed rule 10CFR50 re emergoncy pla'-nrg & pre- 
paredness requirements fer nudoa' power plant (uol loading A mrtia’ low power 
ope ratio ns. Urge 9 Comnrisscn to ro.oct proposed rule charge in intorest of publ.c 
safety. 

CASEY.D Affnatcn No! Assignod. 80/06/06 CHILK.SJ. OlfiLtr of iho Socrotary of 
tho Commission Ip. 45979 105-45079:105. 

0807010514 Corrrr.oM opposing proposod rul-u 10CFR50 re Orre'goncy planning A pro- 
parodno99 roqu remonts fO' nucloar power plant fuel loading A imilal low power opor- 
aiions. 

POLLOCK.RJ AlfiliGt.on Not Assignod 0B/OG/OQ CHILK.SJ Oltico of 1h© Socrolary 
Of tho Comm. 9s. on Ip 45903 140 45993:148. 

88070 1 0526 Commonl opposing proposed ru'e 10CFR50 ro emergency plann-ng A pro- 
parodne9S roqui'cmonts lor nucloar power plant fuol loadng A faiiai low power oper- 
ations. 

BlRD.K J Affi’iallon Not Assgned 60/06/06 CHILK.S J OMicb of Iho Socrotary of iho 
Commission Ip 45993 120-45093 120 

8807010640 Commonl opposing proposed rulo 10CFR50 ro omorgoncy pla'm'ng A pro 
parodneas requ romonis for nucloar power plant luol loadi-g A in Hal low power opo'- 
aiions. 

SPINNEY.S A. SPINNEY.M Aff.llflllori Not Assigned 08/06/00 CHILK.SJ- Office of 
Iho Socrolary of the Commission ip 45003:117-15093:117 

8807010647 Comment opposing proposed ru’o 10CFR50 ro emergoncy planning A pro 
parednoss requirement 9 for nuclear power plant fuel load.ng & initial low power oper- 
ations 

VOGEL.IJ Aflihation Nol Assgnod 8B/06/06. CHILK.SJ Olf-Co of Iho Socrolo-y Of 
tho Commission Ip. 46993: 115 4 5903 1 1 5. 

8807010661 Commont opposing prop030d rule 1CCFR50 ro omorgoncy plonn ng A pro 
parednoss roqu remonts for nucloar power plant fuo 1 loading A init al low power oper- 
ations. 

DlMENTO.W J. Affiliation Nol Assignor! G0/O0/OG CHILK.S J Office of Iho Socrotary 
of Iho Comm ssion Ip. 45093:1 14-45903:1 14. 

8807010658 Comment oppos ng proposed rulo 10CFR50 ro omorgoncy planing A pro- 
paroefnoss requirements for rucloor powor planl fuol loading A -niilal tow powur opnr- 
aiions. 

OLMSTEAD.O Affiliation Noi Assgnod 00/00/09 CHILK.S J Office of lha Socrotary 
of the Commission, Ip, 45003:1 1 1-45093 111. 

8807010673 Comment opposing proposod ru'o 10CFR50 re emergoncy plann ng A pro 
parednoss requirement for nucloar powor plarit fuol loading A In-ila' low powor 
oporot r on9 Urgos Commission to reject proposod rule chargo in Intorest of pi.blic 
safety 

WELCKR.M. SWEENEY.J.M.. WELCH, C.S. Aff.llation Nol Assignod BB/00/06 
CHILK.S.J. Offico of the Socrolary of the Comnrv9son Ip 46964 354-45904 354 

6807010583 Comment opposing proposod rulo 10CFR50 ro emergoncy clan rt hy A pre- 
paredness roqu remonts for nucloar powor pfant fuel load ng A initial low power 
operetions. Urges Comm ssion to reject proposod rulo chango in inlorest of pub'ic 
safoly 

DOYLE .Vf. AlfnaV.on Not A&slgnod 80/00/06. CHILK.SJ. Of!>co of iho Socrotary of 
the Commission. Ip. 45004:352-45984:352 

8807010690 Comment oppos ng proposed rule 10CFR50 ro emergoncy planning A pre- 
paredness requirements lor nucloar powor planl fuel loading A initial low power 
ope rations. Urges Commission to ro|oc1 proposed rule change in intorest of public 
safnty. 

WOOD.J.W. Aflihation Not Assigned 08/00/06 CHILK.SJ. Office of the Socrolary of 
tho Comm.sslon Ip 45984:351-45904:351. 

8807050397 Comment opposing proposed rut© 10CFR50 ro omorgoncy plonning A pro* 
parednoss roqulroments for nucloor power pfant fuel loading A mlial low powor opor- 
Btions 

DESORBO.J. Alfriatlon Not Ass gnod. 88/06/06. CHILK.SJ. Otf.co of iho Secretary of 
tho Commission, ip. 45995 067 A 590 5:007. 

8807070242 Comment opposing proposed rulo 10CERSO re emergency plann ng A pre- 
parodnes9 requirements for nuclear power plant luol loading A mitipl low power oper- 
ations. 

BASHLINE, KG. Affi'lotion Nol Assigned. 00/06/06 CHILK.SJ Offico ol the Secretory 
Of the Commission. Ip. 46017:307*46017:307. 

0807070260 Comment opp 09 >ng proposed rule 10CFR50 re omorgoncy planning A pre- 
paredness requirements for nuclear powor plant fuol loadng A n.iial fow power opor- 
aUons 

KIW9ALL.H.S , KIMBALL.L.L. Alligation Nol Asslnnod. 88/06/06 CHILK.SJ. Office of 



8&07070262 Commonl opposing proposed rule 10CFR50 ro emergency plann ng & pre- 
paredness requirements for nuclear power plant fuel loading & in Sal lew power oper- 
ations 

CAP RAN. B, CAPRAN.J Atfuahon Not Assigned. 08/06/06 CHllK.SJ Office of the 
Secretary of the Commission ip 4801731 1 <16017 3 it. 

8807070273 Common! opposing proposed ru'e 10CFR50 re omorgoncy planning & pro- 
paredness requirements for nuclear power plant fuel toadng 8 mihal low power oper- 
ations 

KlNG.P Atfilatlon Not Assigned. 69/06/06. CHllK.SJ Office of me Secretary of the 
Commission. Ip 4801 7;3t4-48Q1 7:314. 

8607070276 Comment opposing proposed ru'a 10CFR50 re emergency p'anr.hg & pre- 
paredness requirements for nuclear power ptanf fuel foadng & fnrtia’ low power oper- 
ations 

GREEN.DC. Aff iietion Not Assigned. 80/06/06. CHILK.S J. Office of tho Secretary of 
the Commission Ip. 48017 315-46017 315 

8807070260 Comment opposing proposed rule 1OCFR50 re emergency planning & pre 
parodnos 9 requirements for nuclear power plant fuel loading & nil ai low power oper- 
ations 

COCO. R. A. Affixation Not Assigned 88/06/06 CHILK.S.J Office ol the Socrelary ol 
the Corrm'sslon Ip. 46017 316 40017:316 

8807070283 Comment opposing proposed rule tOCfflSO ro emergency planning & pre- 
parodness requirements for nuclear power p'ant fuel loading & n dal low power oper- 
ations. 

MCCARTHY.M.. CALIAGHER.VC Affiliation Not Assigned 08/06/06 CHUK.S J. 
Office of the Secretory of the Commission ip 46017:317-46017 317. 

6807070293 Comment oppos ng proposed ru'Q 1OCFR50 re ome'pency p’anning & p*o 
peredness requirements for nucloar power plant fuel loading & initial low power oper- 
ations. 

GANGI.B. Aff Nation Not Ass-grad 88/00/06 OUK.S J. Oflce of iho Saaotory of 
the Commission, ip 46017:319-46017:319 


8807120179 Comment opposing proposed rule 1CCFR50 ro omorgoncy plan^irg £ pre 
parodness requirements for nuclear power plant fuel loadng & Imt-al low power opor 
alions 

BnOMFlElD.R. Affixation Nol Assigned 80/06/06 CHILK.S .1 Office of the Secrotary 
of the Commission tp 46105 1 1 1-46105:1 1 1 

8807120181 Comment opposing proposed ru'o 10CFR50 re emergency p'ann'ng 8 p'o- 
pared nes9 roqulromeni9 lor nuclear power plant fuel loading & fniiei low power epor 
eiions. 

MCNULTY.L. Aff nation Nol Assigned 06/06/00. CHILK.S J Olhco ol the Secroiary ol 
the Comm.ssion. Ip 46105:112-46105-112. 

8807 1 20 167 Comment opposing proposed rule iOCFn50 ro emorgoncy plan-tog & pre- 
paredness reqt/fremenis tor nvolodt power plan} tool loadng A Jnmai low power opor 
etiona 

EDSON.D.V Affixation Nol Assigned 86/06/06 CHILK.S J. OHico of iho Sucrotary oi 
the Commission ip. 40105:1 13-46105 113. 

8807120204 Comment opposing proposed ru'e 10CFR50 ro emergency p'annnQ & pro 
parodnosa roqu remonta for nuclear power plant fuel looding & initial low power epe' 
et.ons 

ELKIN.S Affooton Nol Assigned. 80/08/06 CHUK.S J Olhco of tno Secrotary of tho 
Commisson Ip. 46105:1 16-46105 116 

6807120205 Comment oppos'ng proposod rulo 10CFR50 ro uniorgoncy pla^tog & pre- 
paredness reqw'QiT.enls lor nucloar power plant fuol foad.ng & Initial low power oper 
otIOns 

DEFANSKl.LM Alf nation Not Assigned 80/06/06 CHU K.S J Off.co of too Secretory 
ol tho Commission, ip 46105.117-46105:117. 

0807120214 Comment opposing proposed ruio 10CFR50 ro omorgoncy piannng A pro 
paredness roquromonts for nuclear power plant fuol loading & inilial low powor opor 
alions. 

FREYSINGER.R C Afflhaiion Nol Assigned 88/06/06 CHILK.S J Ofhco ol tho Sec- 
retory of the Commission Ip 46105.1 10 46105.1 19 


8807070308 Comment opposing proposod ru'o 1CCFR50 re emergency planning A pre- 
paredness reqjrem.ents for nuclear power planl fuel load-r.g & In.Xai low powor oper- 
ations. 

HYDER-PRAT.S. Affil-aHon Not Assigned 08/06/06. Clt'LK.S J Olfico of the Secre- 
tary of the Comml9S on Ip 46017:320 46017:320 

0007070316 Comment opposing proposed rule 10CFR50 re ememoncy planning & pre- 
pa-edness roqu remonls for nuclear power plant tool loading & inlliai low power opo:- 
aions 

MORRIS.L A Ami ai on Not Assignod 68/06/06 CHILK.S.J Office of Iho Secrotary ol 
Iho Commission Ip 46017 321*46017-321. 


8807120216 Comment oppos ng proposod rulo 10CFR50 ro omorgoncy planning A pro 
parodness requirements for nuclear powor plant fuol loading & initial low powor opor 
alions. 

REILLY-SULLIVAN Afh'iaton Nol Assignod BB/06/06 CHILK.S J Oflico of iho Socro- 
t ary of t ha Commission Ip 401 05:1 20 -16105 120. 

8807120222 Gommonl opposing proposed rulo 10CFR50 ro omcmoncy piannng & pro 
parodr.oss roqu romonts for nuclear powor plant fuol load.ng A initial fow powor oper 
at eng. 

DECRISTOFARO.M. Alfiiiallon Nol Assigned 08/06/06 CHILK.S J Offico of tho Sec- 
retory ol tho Comrr.isson. ip 46105:121-40105:121 


8807070324 Common! opposing proposed rulo 10CFR50 re err.oraoncy plann ng A pre- 
paredness roqu rernonis for nuclear power plant fuel load ng & toil ai low powor oper- 
al ons 

MARSHALL.f R A filial Ion Nol Ass gned 08/06/06 CHllK.SJ. Office ol iho Socro- 
lary ol tho Commission tp. 46017 322 4601 7 322 

89Q707Q4B 1 Common } opposing proposed rue WCFR5Q re ometgorcy planning A pro- 
parodness requirements for nuclear powor planl fuol loading & irfUal low powor opor- 
a'an9 

ROBITA1LLE.R. Atfi'lailon Not Assigned 88/00/08. CHILK.S J. Office of the Secrotary 
of Ihd Commission Ip. 4601G 037-4601 B. 037 


0807120236 Comment opposing propoaod rulo 10CFR50 ro omornuncy planning & pro- 
pare(tnes9 roquhomonts for nucloar powor plant fuol loading A In Uoi low powor opor- 
ailons 

GALLANT.D.. GAL LA NT, N , GALLANT.C. Affiliullon Nol Assigned 0Q/C0/06. 
CHILK.S J. Offico of tho Secrotary of tho Comm. 89 lon Ip 4fiU)f> 123 46105.123 

0807120239 Common} opposing proposed rulo 10CFR50 to omuruuncy plar.nrng & pre- 
parodnoss requirements tor nuclear powor planl fuol loading A mlt-al low powor oper- 
otlons. 

GALLANT.D Affiloton Not Assigned 88/06/06 CHILK.S J. Olfico of Iho Secretly ol 
tho Corrm s9lon Ip 40105 124-46105:124 


8807070487 Comment opposing proposed ru'e 10CFR50 re emergency piannng A pro- 
par ednass requirements for nuc’oar power plant Fuel loading & Initial low power oper- 
ations 

GRANDONI.R-. G RANDOM. N Affjiiatlon Nol Assigned 88/06/06 CHILK.S J Offico 
of the Secretory of tho Commission, ip. 46018 066 46018 056. 


0007120244 Common! oppoatog proposed rulo 10CFR50 ro Ginorpnncy pionn ng & pro- 
parodnoss requirements for nucloar powor plant fuol looding & m.llal low powor oper- 
ations 

ROSENE.M. Affiliation Not Assignod 00/00/06 CHILK.S J. Offico ol tho Sucrotary of 
the Commiss on. tp. 40105:125 46105:125, 


B0O7O7O49O Comment oppos ng proposod ale 10CFR60 ro emergency p'ann'ng & pre- 
paredness requirements for nuclear power ptani fuol loading & initial low powor oper- 
ations. 

BROOKiNGS.WJ. Affiliation Not Assignod 08/00/06 CHllK.SJ Oifice of toe Socro- 
ta/y af the Commsslon Ip. 46018 054-46018 054 

8007120126 Comment oppos* ng proposed ru’o 10CFRS0 re emoraency planning & pre- 
paredness requlromenls for nuclear power plant fuel loading & Pm: al low power oper- 
ations 

DECASTOFARO.O. Affil-atlon Not Assigned B8/G6/06. CHILK.S.J. Office of iha Sec- 
retary ol tho Commission Ip. 46105 097-40105:097 

0807120130 Comment opposing proposed rule 10CFR5O ro emergency plannmg & pro- 
po/odnq99 requ romonls for nuclear power p'ant fuel loading & initial low power oper- 
eion$. 

LAVERDURE.C. Affixation Nol Assigned. 66/06/00 CHILK.S.J Olfico of the Socrelary 
of Iho Com mission . Ip. 40105:098-48105:099. 

8807129133 Comment opposing proposed rule 10CFR50 re emergency p’ann.ng & pro* 
paredness requirements for nuclear power plant fuol loadng & initial low power oper- 
ations. 

8RITTON.W.E. Affiliation Not Assigned 8B/06/06. CHILK.S.J. Office of toe Secretory 
of the Commission, ip. 48105.090-46105:099. 

8807120166 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuel load ng & tonal low power oper- 
ations. 

HOWARD.C.E. Affiliation Not Assigned 88/06/06. CHllK.S J Office of too Secretory 
of ihe Commles’on ip 46105.106-48105:106 

8807120162 Comment oppos ng proposed rule IOCFR50 re emorgorcy p’annlng 4 pre 
paredness requirements for nuclear power p'ant fuel load ng & initial low power oper- 
ations. 

MCDANIEL .0. Aviation Not Assigned. 86/00/08 CHILK.S.J, Offico of ihe Secretary 
of Ihe Commission, tp. 46105:1 08-48105: 108 

8007120174 Comment opposing proposed rule 10CFR50 re emerge ncy planning & pre- 
paredness requirements for nucloar power plant fuol load.r.g & ft Hal low powor oper- 
ellons. 

BAST ABLE. DM. Alfiiiallon Not Assigned. GB/06/06. CHILK.S.J. Offico of the Socro- 
tfliy of ihe Comm'ssion. ip. 46105:110-48105 1 10 


8007120250 Comment opposing proposod rulo 10CFR50 ru umurgoiicy planning & pro- 
paredness requirements for nuclear power plant fuol loading & mihal fow power opot- 
alions 

ROOD.S Afhiiat on Nol Assignod. 00/06/06 CHILK.S.J Olfico of iho Sncroiaiy of me 
Commsslon. Ip 46105 126-40105: 126 

6807120463 Commont opposing proposed rulo 10CFH50 ro omorgoncy plomvny & p-o- 
parodness requirements for nuclear powor plant fuol loading & irvliei low powor opor- 
at ons. 

EMERY.J Affillailon Nol Assignod. 86/06/08 CHILK.S J. Ollioo of mo Socrulury of 
tho Comrrlss'on. tp. 46105:132-46105:132. 

6807120470 Common! opposing proposod ru*o 10CFR50 ro omorgoncy plann ng & pre- 
paredness roqulromont9 for nucloar powor plant tool loading A initial low power ope'* 
atlons. 

GOROONJ Affiliation Not Assignod. 00/06/06. CHILK.S J. Oflico of tho Secretory cf 
the Commission, ip. 46105:133-46106:133. 

B8O7120476 Comment opposing proposed rulo 10CFR5U ro omorgoncy planning 8 pro 
parodness roquromonts for nuclear power planl fuol loadng & Initial low power oper- 
ations 

SMART.L.P. Alf lialion Nol Assigned. OB/O0/OB. CHllK.SJ. Offico ol tho Socrotory of 
the Commission. Ip. 46105:134-48105:134. 

8007120477 Ccmmont opposing proposod ru'o 10CFR50 ro omornuncy piann ng & pre 
parodness requ romonls for nucloar power pfant tool loading & Initial low powor opor. 
etlons 

KENNY.R. Aflliallon Not Assignod 88/06/06. CHILK.S J. Olfico of too Secretary oi 
tho Comm*9Slon. Ip 46105:135-46105:135. 

0907120481 Commonl opposing proposod rule 10CFR50 ru omorgoncy planning A pro- 
parodno99 requirements lor nuclear power plant fuol load.ng & Initial low power opG' 
ation9 

PERREAULT.f. Affiliation Not Assigned 00/06/06 CHILK.S j Olllco of too Socrelay 
of Ihe Comm 9Slon Ip 46105:136-46105:136. 

0807120492 Commont opposing proposod rulo 10CFR50 ro omorgoncy plann.ng & pro 
paredness requirements for nuclear powor plant fuo! loading & initial low power oper- 
ations. 

BELANGER. OJ. Affillailon Not Assigned. 08/00/06. CHILK.S.J. Office of iho Socra 
lary of the Commission, ip. 46105:140-46105:140. 
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0907120500 Comment opposing proposed rulo 10CFR50 ro emoruency plonnhg A pro 
pa'odness requ.romonts lor nuclear power plant fuo: load r.g & in, 1 al low powor oper- 
aiion9. 

HARM.S Affiliation Not Assigned 00/06/08 CHlLK.S J Office 0 ? ihe Secretary of tho 
Commssion. Ip. 46105.143 46105.143 

8BQ7120503 Commoni opposing proposod rule 10CFR50 re omorponcy planning & pro 
parednoss requirements (or nuclear power plant fuel load ng A initial lew power opor 
ations 

ZuREK.k. Affiliation Not Assigned. 80/08/00. CHU.K.SJ Offico of tho Secretary of 
the Commission. Ip 46105 144 48106:144. 

6907120507 Comment opposing proposod rulo 10CFR50 re omttrgoncy planning A pro 
parednoss roquromonts for nucloar powor plant fuel load r.g A imi'al low power oper 
atlons. 

BARTLETT. C l. Affiliation Nol Assigned 08/06/06 CHtLK.SJ Off co of tho Secrolary 
of tho Commission Ip. 46105 145 4f, 105 145 

6007120509 Commont opposing proposed rulo 10CFR50 ro emergency p'an.riing A pre- 
paredness roqu’romonls for nucloar power plant fuel load-ng A m,i»al low powor opor- 
8tion9. 

MOOERS.P. Affil.ation Not Assigned 80/06/08 CHlLK.S. J Office of tho Secretary of 
the Commission Ip. 48105: 1 46-46 1 05 146 

0007120511 Common! opposing proposed ruJo J0CFn5O ro emergency p'anmng & pre- 
paredness requ remor.ts lor nuclear powur plant fuel load-ng & m.iial low power opor 
atlons. 

FLYNN.B.D. Affiliation Not Assignor! 80/06/06 CHlLK.S. J Office of the Secrotary of 
the Commission. Ip. 46105 147-46105.147 

0007120513 Comment oppos.ng proposed rulo 10CFR5O ro emorncncy p'annmg & pro 
parednoss roquremonts for nucloar powor p’ant fuel loading A in.val low power epor- 
allons. 

LACEY. A C. Affiliation Not Ass'gnod 8Q/0G/0G CHlLK.S J Office of the Secretary of 
the Commission. Ip. 40105 148 46105.146 

8007120514 Commoni Opposing proposed rule 10CFR5O ro omorgency planning & pre- 
paredness requirements for nucloar powor plant fuel loadng A In.i-al low powor opor- 
atlons. 

HICKS.R. AfUiaFon Nol Assigned. 88/00/06 CHlLK.S J. Offico of the Socrotary ol tho 
Commission, ip 46105:140 46105:140. 

8007120523 Commem opposing proposod rule 10CFR5O ro omoryoncy planning & pre- 
paredness requirements for nucloar powor plant fuol loading A In.^al low power opor- 
a lions 

HO0SON.E. Affiliation Not Assigned 88/06/06. CHlLK.S J. Offico of iho Socrotary of 
the Commission. Ip. 40105 152-40105 152 

8907120532 Comment opposing proposod ru'c 10CFR50 ro omorgoncy p’anning & pro 
parednoss requirements for nuclear powor plant fuol loadng A Initial low power oper- 
ations 

MALIONIK.S,, MALIONIK.D.. MALIONIK.R Afti'iation Not As9ignod 00/00/06 
CHtLK.S J. Offico of Iho Socrolary of tho Oorrm sslon Ip 40105 155-40105 165 

8907180020 Commoni opposing proposod rulo 10CFR6O re emergency planning A pre 
parednoss requirements for nucloar powur plant fuel load ng A in.1 : ol low power oper- 
ations 

CLOSE. $1. Afflliallon Not Assigned 88/06/06 CHlLK.S J Offico of tho Socrolary of 
tho Commission. Ip. 46191 054 40101 054 

0907200272 Comment opposing proposed rule 1OCFR50 ro omuraoncy planning A pro- 
parodness requirements for nuefoer powor plant fuol load ng A Imiial low powor opor- 
a lion 9. 

HICKEY.J.K. Affiliation Not Asslgnod 00/06/00. CHILK.S.J OfHco ol the Socrotary of 
ihe Commission. ip. 46194;040-46194.Q40 

0907200278 Comment opposing proposod rule 10CFR50 ro omurnnney planning A pre- 
paredness requirements for nuclear powor plant fuot load ng A Imiial low power oper- 
ations. 

DANIAIS.L M. Affiliation Nol Assigned. 88/06/08 CHILK.S.J. Olfico of iho Socroiary 
of Ihe Commission Ip. 46104 042-46194 042 

9907200204 Comment opposing proposod rule 10CFR5U ro emergency p’annmg A pre- 
paredness requirements for nuctoor powor plant fuel load-ng A Initial low power oper- 
ations. 

HICKEY.R. Afflliallon Nol Asslgnod. 00/06/06 CHlLK.S J. Office of the Secretary of 
the Commission. Ip. 46194:041-46104.041 

9907280378 Comment opposing proposed rule 10CFR50 re emergency p'annlng A pre- 
paredness requirements for nuclear powor plant fuol load-ng A Initial low power oper- 
ations 

JORDAN.H.E. Affiliation Not Asslgnod 86/06/08. CHILK.S.J Offico ol tho Secretary 
Of Ihe Commission. Ip. 46253: 129*46253:129 

0907010218 Commont supporting proposod rule 10CFR50 re emergency plannng A 
preparedness requirement for nuclear powor plenl fuol loading A Initial low power op- 
erations. 

DONOVAN, J.L. Affiliation Nol Assigned. 88/06/07. Docketing A Services Branch, ip 
46904:321-45984:321. 

0907010403 Comment supporting proposod rule 10CFR50 ro omorgency planning A 
preparedness requirements for nuclear powor plant fuel loading & initial low power op- 
erations. 

CANNING, H.F. Affiliation Nol Asslgnod. 80/06/08. Office of tho Socrotary of the Com- 
mission ip. 46903:149-46093.149. 

8807010336 Commenl opposing proposed rule 10CFR50 re omorgency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations. 

VAN DER HEIJDE* Affiliation Not Assigned. 00/06/10 Office of the Secretary of the 
Commission. Ip. 46984:340-45904 340. 

8807010423 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
parednoss requirements for nuclear powor plant fuel loading A Initial low powor oper- 
atlons. 

FJSK.C. Affiliation Not Assigned 08/06/10. CHlLK.S. Office of the Secretary of the 
Commission, ip. 45981:071-45081.071. 


8807010431 Comment opposing proposed ru'e 10CFR50 re emergency plannngA p/e- 
pa' edness requirements for nucloar power plant fuel loading A InXal low power oper- 
ations. 

PARRIS, P. Aflil'ation Not Assigned 06/06/10. Office of the Secretary of the Commis- 
sion ip. 459G4 360*45984 360 

8807010260 Comment opposing proposed ru’e 10CFR50 re emergency planning A pro- 
parodness roQu'rements for nuclear powor p'ant fuel loading A initial low power oper- 
atons. 

MARSTON.W.. 9REISETH.S.. ALLEN, KD Affihation Not Ass-gned. 08/06/13 CHILK 
Olfico of the Secretary of tho Commission ip. 45969:223 45969 223. 

8807010393 Comment opposing proposed rulo 10CFR60 re emergency p’anning A pre* 
parodnos9 roqu romonts lor nuclear power plant fuol loading A Initial low powor oper- 
at ons. 

BROCK, M.T Shalnos A McEachorn. BROCK.M.T Hampton. NH. 88/06/13, 
PARLER.W.C. Offico of the General Counsel. Ip 45989 241-45989.241. 

8807010343 Comment opposing proposod rule 10CFR50 ro emergency p'annlng A pre- 
paredness requ remenls for nucloar power plant fuel loading A initial low power oper- 
ations. 

SANBORN, I. M. Affiliation Not Assigned. 86/06/14. CHlLK.S. Off-co of the Secretary 
of tho Commission. 3pp. 45084.323 46984 325. 

8897019425 Commont opposing proposed rule 1OCFR50 te emergency planning A pre* 
po r odne83 roqu.remenls lor nucloar power plant fuel loading A initial low power oper- 
ations. 

HARDFN.S.M Afflliallon Not Assigned 88/06/14. CHtLK.S J. Off.ce ol the Secretary 
of tho Commission. Ip 45989:178 45989 178. 

0007070207 Comment opposing proposod rule 10CFR50 ro emergency p’anning A pre- 
paredness requirements for nucloar powor plant fuel loading A initial low power oper- 
ations. 

DEMINIE.N.W. Affi'lallon Not Assigned 88/06/ 14. CHlLK.S J. Office of tho Secretary 
of Iho Commission Ip 46017:318 4601 7:318. 

8807070482 Comment opposing prepoeod rule 10CFR50 re emergency p’anning A pre- 
parodnoss requ'remonls for nue'ear powor plant fuel loading A initial low power oper- 
ot’ons. 

WILL lAMS.N. Affiliation Nol Assigned. 8B/00/14. CHlLK.S J. Office of the Secroiery of 
Iho Commission Ip. 46010 050-46018:059. 

8807200270 Common! opposing proposed rulo 10CFR60 re emergency planning A pre- 
paredness roqu remenls for nucloar power plant fuel loading & Initial low power oper- 
ations. 

KRAMER, F. Afflat-on Not Assigned 00/06/14 CHlLK.S J Office of Iho Secralary of 
tho Comm'aslon. Ip. 46194:030-46194:030. 

8807010676 Comment opposing proposod rule 10CFR50 ro emergency planning A pre- 
parednoss requremonts for nuclear power plant fuol loading A Initial low powor oper- 
ations. 

* Affiliation Nol Asslgnod. 68/00/16. NRC - No Detailed Aff.latiort Given. 2pp. 
45903:106-45993 107. 

8807010173 Common! opposing proposod rule 1OCFR50 re emergency planning A pre- 
perodnoss roqu remonls for nucloar power plant fuel loading A mtial low power oper- 
ations. 

PERUSSE.C Afflliallon Net Ass.gnod. 60/06/ 16. CHlLK.S J. Office of tho Secretary of 
Iho Comm-sslon Ip. 459&4 316-45084-316. 

8807010421 Comment opposing proposed rulo 10CFR60 ro emergency planning A pre- 
par odnos9 roqu remenls for nuclear powor plant fuol loading A initial low power oper- 
ations. 

MANN.M.A. Affiliation Nol Assigned. 80/06/17. CHlLK.S J. Offico of the Secrolary of 
tho Commission Ip. 45980.180-45960:101. 

8807060320 Comment supporting proposed rule 10CFR60 ro emergency planning A 
preparednoss requirement for nuclear power plant fuel loading A initial low power op- 
erations 

UPSON, L Affiliation Not Assigned. 88/06/17. Oockolmg A Services Branch, ip. 
45995:073-45905.073. 

8807010266 Comment Supporting proposed rule 10CFR60 re emergency planning A 
preparedness requirements for nuclaar power plant fuel loading A Initial low power op- 
erations 

BAMFORD.M.S. Affiliation Nol Assorted 68/06/20. Docketing A Services Branch, ip. 
45979120-46979:120. 

8807010466 Comment opposing proposed rulo 10CFR60 re emergency planning A pre- 
paredness requ remenls for nuclear power plant fuel loading A initial low power oper- 
ations. 

HlATT.S.l. Ohio Olsons for Responsible Energy. 00/06/20. NRC • No Detailed Affili- 
ation Given. 2pp. 46993 173-45993:174. 

8807010612 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparednoss requirements for nuclear powor plant fuel loading A Initial low power op- 
erations 

VINCE NT, C., VINCENT.S. Affiliation Not Asslgnod. 8B/06/20. Docketing A Services 
Branch. Ip 45993:082-4 5903.082, 

8807010728 Comment supporting proposed rule IOCFR50 re emergency planning A 
preparedness requirements for nucloar power plant fuel loading A Initial low power op- 
erations 

PALMER. A. D. Afflliallon Not Assigned. 06/00/20. Docketing A Services Branch, tp. 
45094:043-45994:043. 

8807060561 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requremonts tor nuclear power plant fuel loading A initial low power op- 
erations. 

* Affiliation Not Assigned. 00/06/20. Docketing A Services Branch. 2pp. 46010:236- 
46010 236 

6607070335 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuc'oar powor plant fuel loading A initial low power oper- 
at ons. 

MARKEY.E.J House of Rep 80/06/20. ZECM.L.W Commissioners. 2pp. 46017:326- 
46017:327. 



8807010182 Corrmenl 6up?CM ng proposod ru'e 10CFR50 re emergency planning & 
preparedness re qtlrerr.cn is icr ruc'ee' power plant fuel load ng £ initial low power op- 
erations. 

BARR, DP Atfiliai on No l Assigned. 89/06/21. Oockelng a Servces Branch ip. 
-15981:1 19*45991:1 IQ 

8807010193 Comment supporting proposed rule 10CFRD0 ro emergency p'anning & 
preparedness reqj rerr.onts fo* nuclear power plant fuel loading & miiiai 'ow power cp- 
era Hons 

SILLOWAY.B E AfViat^on Nol Assigned. 86/06/21 Docketng & Sarv ces Branch ip. 
45981:1 17-45981:1 17. 

8807010489 Comment supporting proposed rule 10CFR50 re emergency planning a 
preparedness requiem ants for njclear power plant fuel loadr.g & in tial low power op. 
orations 

MCGAUQHEY.ME Alli'iation Not Assigned 88/06/21 Docketing a Servcos Branch 
Ip. 45993.147.45993 147 

0807010572 Comment support ng proposed rule 10CFR50 ra emergency planning & 
preparedness requi'o.Tients for ruclear power plant fuel loac ng & int a', low power op- 
eraiions 

CONNOLLY.J.G. Afhiation Not Assgned 8B/06/21. Dockeing & Services Branch, 
ip. 4 5993:108 45933.108 

8807010501 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel 'oadmg & imiial fow power op- 
erations 

HOLLOW AY, J L. AM.liation Not Assigned. 86/09/21 Dockohng & Sendees Branch, ip. 
45993:104 45993 104 

8807010692 Comment supporting proposed rule 10CFR50 re emergency p'arnmg & 
preparedness requirements for nuclear power plant fuol load no & Inll-al low power 
operations Urges NRC lo slop yielding to those who would stop plani. 

DAY,J Atfiiatlon Not Assigned 88/06/21. Docketing & Sevens Branch ip. 
46989 107*45069.107. 

8B07010724 Comment support ng proposed ru'o 1CCFR50 ro emergency p'anning & 
proparodnoss roquiremanis. for nucloar powor plant fuel load.ng £ in hal low powor op* 
o/alons 

MCCARTY. M R. A If lahon Not Asslgnod 8B/06/21 Docke’ng & Services Branch Ip. 
45994 044 45994 044 

8897050053 Comment supporting proposed rule 10CFR60 ro emergency panning & 
preparedness requirements for njeloar power p'ant fuel loading 8 in.tml low power op- 
erations 

AGUIZAP.B. Affiiaiion Not Assigned 8B/06/21 Dockol ng & Sorvicos Branch Ip. 
45935 220 45995220. 

8807050064 Comme.nl supporting proposed ru’o 10CFR60 ro emergency planning & 
prepared nos 9 roqjiromonts for nucloar power plani fuel loading S l mi at low powor op- 
erations 

CHENG.E. A<h lailon Net Assigned 80/06/21 Docketing 8 Services 8ranch ip. 
45095 225-45996 225 

8807060068 Comment supporting proposed rule 10CFR50 re emergency planning & 
prepared noss roqu' foments for nuclear power plant fuel loading £ initial low power op- 
erations 

JOVELLANOS.R. Affiliation Not Asslgnod 88/00/21. Docketing & So/vlcos Branch. 
Ip. 45095 226 45935:220. 

8807050-071 Comment supporting proposed rule 10CFR60 ro o/norgoncy plannng & 
proparednass requirements for nuclear power p'ant fuel load-ng & iniLlal low powor op- 
eraiions 

CLOUTMAN.SJ Aflikaiicn Not Assigned 88/0B/21. Docketing & Services Oranch. 
1p. 45095 228-45095 22B. 

8807060101 Comment support ng proposed rulo 1OCFR60 ro emergency plannng S 
preparedness requirements tor nuclear power p'ant tuol load ng £ initial low powor op* 
orations 

GAGNE.J.A. Affijatlon Not Assigned 88/06/21. Docketing & Services Branch ip 
45905:206-45995:200 

8807060105 Comment supporting proposed rule 10CFR60 ro emergency plann ng & 
preparedness requirements for nuclear power plant fuol load ng £ initial low power op- 
orations 

DUBOIS.B. Affiiaiion Nol Assgned 80/06/21. Docketing & Services Branch ip. 
45005:208-45905:206. 

8807950146 Comment supporting proposed rule 10CFR60 re emergency planning & 
preparednoss requirements lor nuclear power plani fuol load-ng £ initial tow power 
opera tions.Uroosjp.lant operalion. 

ARMSTRONfi.CS. Af file Hon Not Assigned. 86/06/21 Office of the Secretary of the 
Commission. Ip. 45995 107 45995:107. 

8807050203 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requ’romenlg for nuclear power plant fuel load ng & initial low powor op- 
erations. 

MAHAN, W.F. Affiiaiion Not Assigned. 68/06/21. Oockotlng & Services Branch Ip. 
45992:106-45992 106. 

8607050319 Comment supporting proposod rule IOCFR60 re emergency planning & 
preparedness requirements for nuclear power plar.1 fuel loading & [rtil-al low power op- 
erations. 

EPSON.P B Affiiaiion Not Asslgnod. 88/08/21. Docketing & Sorvice 9 Branch, ip. 
45995.066 45995:066. 

6807050346 Comment supporting proposed ru'o 10CFR50 re emergency planning & 
preparedness reqg'rements for nuclear power plant fuel loading & initial low powor op- 
erations. 

LETOURNEAU.L j. Affiliation Nol Assigned. 88/00/21. Dockoiing £ Sorvicos Branch, 
ip. 45995:137-45995 137. 

8807050493 Comment supporting proposed rule 10CFR60 ro emergency planning & 
preparedness requirements for nuclear powor plant luel loading & in hal low powor op- 
erations. r 

MSDOltrrON.W.T Affi lahon Net Assigned. 88/09/21. NRC ♦ No Detailed Affiliation 
Given. 2pp. 45099:280-45999:281. 


8807070002 Comment Supporting proposed rule 10CFR50 ro emergency plan ring & 
preparedness requirements for nuclear power plant fuel foadng <£ In rial low power op 
a rations 

WENTWORTH R Affiliation Not Aas-gned 08/06/21 NRC - No Dota.lod Alllai.on 
Given, ip. 46010 325 46010 325 

6807070027 Comment supporting proposed ru'e 10CFR50 ro emergency planning £ 
preparedness requirements for nucloar power p'ant fuel loading £ Initial lew power op 
e rations 

SHER.R.A Alf.liallon Not Ass gned. 88/06/21. CHILK.S Ollice of the Socrelo'y cl tho 
Comm s Sion Ip 46010:317-46010:317 

880707003 1 Comment supporting proposed rulo 10CFH50 re emergency pla^n r.g & 
preparedness roq J'omenls for nuclear power plant fuel load ng £ initial “ow power op 
oral o ns 

TIERNEY PA AIM at on Not Assigned. 80/06/21 Docketing & Services Branch Ip 
46010316-46010.316. 

8807070105 Commonl opposing proposed rulo 10CFH50 re emergency p'ann ng £ pm 
parodness requirements for nuclear power plant fuel loading & Initial low powor ope*- 
at Ions 

DEKEON.G Hoverh ll. MA. BB/06/21 CHILK.S J Oftico of tho Socrotary of tho Com 
mission, ip 46011:106*46011 186 

8807070118 Comment oppos ng proposed rulo 10CFR50 ro emorgoncy planning & pro- 
paredness requ rements for nue'ear powor plant fuel load ng £ initial fow power oper* 
ations 

PELOSI.T.A Haverh ll, MA 8B/06/21 CHILK.S J. Olfico of Iho Socrclany of Ihe Com 
misslon. ?pp 46011 202*4601 1 203. 

8807070172 Commonl supporting proposod rule 10CFR50 ro omergnney p'annng fi 
preparedness req-jlremenis lor nucloar power plant fuel load-ng & in.iiol low power op 
erAtipns. 

ST GERMAINE.R AIM aLon Nol Assgnod. 00/00/21. Dockolmg A Sorvicos Branch 
2pp. 4601 1:090-46011 001. 

8807070181 Comment supporting proposod rulo 10CFR50 ro omornoncy planning A 
preparedness rcqummenls for nucloar powor plant fuol loading A Initial low powor cp 
oral ons 

HARTMAN.P.J Affiliation Not Asslgnod. 00/06/21. Dockolmg £ Sorv.cos Branch, ip 
4601 1 094-4G01 1:094. 

8807070254 Comment supporting proposed rulo 10CFR60 ro omorgoncy plannng A 
proprvednas 9 roqulromonts lor nucloar powor plant fuol loodr.g A initial low power op 
eral>ons 

PRICE.S. Affllation Nol Assigned 00/06/21 2ECH.L.W. Commlsscners ip 
46017:300 46017-300. 

8807070265 Comment supporting proposed rulo 10CFR50 ro omorgoncy planring A 
pieparodnoss roqulremcnis for nucloar power plant fuol loading A Initial low powor op 
orations 

LEAVITT, M E. Alfihot-on Not Assigned 00/06/21 Dockolmg A Sorvicos Branch, ip 
46024 350 4B024 356. 

8807070270 Comment opposing proposed rulo 10CFR50 ro omornoncy planring A pro 
parodnas 9 requirements lor nucloar power plant fuel loadng A initial fow powor epo** 
ations. 

STUCHINSKI.V L Throo Milo Island Alert 08/06/21 CHILK.S J Ollice of Iho Socro 
tery of tho Commission. Ip. 46017:312-46017.313 

8807070299 Commont supporting proposod rulo 10CFR50 ro omorgnney p'ann rg A 
preparedness roqu'romonls for nucloar powor plant fuol loadng A inlifll low powor op 
orations. 

HYLAND.G, Affiliation Not Assignor! 88/06/21. NRC - No Dolallod AiMation G-ven 
Ip. 46010357 46010:357. 

8007070303 Comment supporting proposod rufe 10CFR50 ro emergency planning A 
proparodnosa requirements for nucloar powor plant luol loading A Imiial low powor op 
eral-ons 

MCGlNN.R.J. AIMiot-on Nol Asslgnod. 88/06/21. NRC ■ No Dotailed Alhiiatlon Given 
2pp. 46010 350 46010:359. 

0807070358 Commonl supporting proposod rulo 10CFR60 ro emoraoncy plarnlog 8 
preparedness roqulromonts for nuclear power plant fuel loading A initial low powor op- 
erations. 

RICH ARDS, 6 M. AIMIauon Not Asslgnod 80/06/21. Docketing A Sorvicos Branch. Ip 
46017:334 460i 7.334 

8607070366 Commonl supporting proposod rule 10CFR50 ro emoraoncy p'annng A 
preparedness requirements for nuclear powor plant fuel load.ng A inJlal low power op- 
erations. 

CLEMENT.B Affilialion Nol Assigned. 00/06/21. Dockoiing & Services Branch, ip. 
46018 0B8-46O18.08Q. 

8807070435 Commonl supporting proposed rule 10CFR50 ro emorgoncy plan.n r.g A 
preparedness requirements for nuclear powor plant fuel loading A Inillel low power op- 
erations. 

WATTS, J.C. Affiliation Nol Asslgnod. 8B/06/21. Dockolmg A Sorvicos Branch, tp. 
4601 7:206-4601 7:206. 

8807070471 Comment supporting proposed ru'e 10CFR50 ro emorgoncy planning A 
preparedness requirements lor nuclear power plant fuel loading A Initial low powor op- 
erations 

SMITh.SL Affiliation Not Assigned. 00/06/21. Docketing A Sorvicos Branch ip. 
46018:062 46010:062. 

8807070481 Comment supporting proposed rule 10CFR60 re omorgoncy planning A 
preparedness requ. foments for nuclear power plant luol loading £ initial low power op- 
era! ons. 

GILBERT, JR Affi'l&tion Nol Assigned 88/08/21. Dockoiing £ Sorvicos Branch, ip. 
46018 057*46010:057. 

8807120172 Comment supporting proposed rulo 10CFR60 ro omorgoncy planning A 
preparedness requirements lor nuclear power plant luol load.ng A Inillal low power 
operationslow powor operation poses no ihreat to public safely. 

KYTE.j.n. Affiliation Not Assigned. 88/06/21. ZECH.LW. Comm 9 sionors. Ip. 
46106:100-46105:109. 



SMART.R.A. Affiliation Not Assigned. 88/06/21. CHILK Otfico of the Secretary ol the 
Commission. Ip 40105-118.46105 110 

6807010100 Comment opposing proposed rule 1OCFR50 re emergency planning A pre- 
paredness requirement for nuclear power plant fuel loading & Initial low powor opor- 
ations. 

OIES1NG.P. Alfillahon Not Assigned. 88/06/10 NRC ■ No Delailed Affi'laiion Given. 
2pp. 45984:310-45904:311. 

B807010143 Comment supporting proposed rulo 10CFR50 re emergency plannng & 
preparedness roqu rementa for nuclear power plant fuel loading A Imilal low power op- 
erations. 

KOTKOWSKl.G.A, Affiliation Not Assigned. 88/06/22. Dock e ling A Sorvicos Branch 
Ip 45981:1 12 45981:1 12 

6607019163 Comment supporting proposed rule 10CFR5O re omorgoncy plannng & 
preparedness requirements for nuclear powor plant fuel load ng A infra l fow power op 
er ations. 

BRAM0ILLA.S. Affiliation Not Aasignod 88/06/22. Docketing A Services Branch, ip. 
45981:114.46981:114. 

68C701C170 Comment supporting proposed m’.o 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low powor op- 
or el ions. 

GAUTHIER. E.P. Affiliation Not Asslgnod. 88/06/22. Dockoilng & Services Branch, ip 
45901:120 45901:120. 

8807010177 Commonl supporting proposed rule 10CFR50 re omernoncy planning & 
preparedness requirements for nuclear powor plant fuol loading & mfllal low powor op 
oration $. 

BERTRAND.F.C. Affiliation Not Assigned 80/06/22. Dockeiing A Sorvicos Branch, 
tp 45901:121 45981:121. 

6807010167 Comment Supporting proposod rule 10CFR5O ro emorgoncy plannng & 
preparedness requirements for nuclonr power plan! fuel load ng & initio I low powor op. 
orations. 

BRAOSHAW.G B. Affiliallon Not Assigned 80/00/22. Oockoling A Services Branch 
Ip 45681:110-45981:110. 

8807010202 Comment supporting proposod rule 10CFR50 re emorgoncy planning & 
preparednoss requlromonts lor nuclear powor plant fuel loading & initial low powor op- 
orations 

ST LAURENT. J Affiliation Nol Asslgnod 80/06/22. Docketing 4 Sorvicos Branch. Ip. 
45981:116*45901:110 

80070 1020B Comment supporting proposod rulo KJCFR6D ro omergoncy planning & 
preparedness requirements for nucloar power plant fuol loading A imilal low powor op- 
erations. 

GROSSO, CM. Affiliation Nol Asslgnod 80/06/22. Dockoting & Sorvicos Branch Ip 
45979 .11 6-45970: U 5. 

8007010217 Comment supporting proposod rule 10CFR5O ro omorgoncy plann-ng A 
preparedness requiromonls for nucloar power plant luol loading & In tial low powor op- 
erations 

OLSON, BJ. Affiliation Nol Asslgnod 08/08/22. Dockoilng & Sorvicos Branch Ip 
45979:116-45979:116 

8807010229 Comment supporting proposed rule 10CFR60 ro omorgoncy planning A 
preparedness requirements tor nucloar power plan! fuot lood-ny A initial low powor op- 
orations. 

8EARDJ.N. Afllllatlon Not Asslgnod. 88/06/22 Dockoilng & Sorvicos Branch. Ip 
45979:117-45979:117. 

8807010241 Commont supporting proposod rule 10CFR60 re omorgoncy planning A 
preparedness requirements for nucloar power plant fuel loading A initial low powor op- 
erations. 

DREW.M.D- Affiliation Not Asslgnod. 00/06/22 Dockeiing & Sorvicos Branch Ip. 
45970:119-45979:110. 

6B070 10247 Comment supporting proposod rulo 10CFR50 ro omergoncy planning A 
preparedness roquiromonts for nuclear power plant luol loading A Initial low powor op- 
erations. 

FEIGENBAUM.J. Affiliation Not Asslgnod. 88/00/22. Dockoting A Sorvices Branch 
ip 46979:110*45970:110. 

6807010281 Comment supporting proposod rule 10CFR5O ro omorgoncy plannng A 
preparednoss requirements for nucloar power plant fuol loading A Initial fow power op- 
etauons. 

LEGENORE.A.L Affiliation Not Asslgnod. 80/06/22. Oockoling A Servicos Branch, ip 
45970:121 45979:121. 

86070 10289 Comment supporting proposed rulo 10CFR50 ro omorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading A initial low powor op 
orations. 

MOOOY.J.H. Affiliation Not Assigned. 88/06/22. Oockoling & Sorvicos Branch 2pp. 
45979:122-45979:1 23. 

6607010276 Comment supporting proposod rule 10CFR50 re emergency planning A 

a aredness requirements for nuclear power plant fuol loading A Imilal low power op- 
ens. 

NBAULT.P. Affiliation Not Assigned 88/06/22. Docketing & Services Branch, ip. 
45979:124-46979:124. 

8607010297 Comment supporting proposed rule 10CFR60 re omorgoncy planning A 
preparedness requirements for nuclear power plant fuol loading A Initial lew powor op- 
erations. 

GOLDSTEIN .DM. Affiliation Not Assigned 80/00/22. Docketing & Sorvices Branch 
ip. 46979: 126*4 5970: 126 

6807010309 Comment supporting proposed rule 10CFR50 to emergency planning A 
preparedness requirements for nuclear power plenl fuol loading A Initial low powor op- 
erations. 

PILLSBURY.N.A, Affiliation Not Assigned 80/OQ/22. Docketing A Services Branch, 
Ip. 45081:100 46901:100 


MACOONALD.J A. Alfillal.on Not Assigned. 88/06/22 Dockolng A Services Branch. 
Ip 4598 1.099-46981 099 

8807010325 Common! support ng proposed rulo 10CFR50 ro emergency planning & 
propa redness requirements for nuclear power plant luol loading A initial low power op- 
orations. 

HUBBARD, LA. Affiliation Not Ass good. 88/06/22. Dockoilng A Servlcos Branch, ip. 
45981 096-45981 096 

8807010323 Commont supporting proposed rule 1OCKR50 ro emorgoncy piarn ng & 
props redness requirements for nucloar powor p’anl fuol loading A in.iiai fow powor op- 
orations 

JACOBSON.8.A. Affiliation Not Ass k gnud 80/06/22. Docketing A Services Branch, 
ip. 45981:095 46981 095 

8607010335 Commont supporting proposod ru’e 10CFR50 re emergency p’annng A 
propnrodnoss requremonts lor nuclear power plant lunl loading A infral low powor op 
orations. 

BERTRAM, J.F Affiliation Nol Assigned 88/06/22. Docketing A Serv.ces Branch ip 
45901093*45981 003. 

66070 IQ 344 Comment support ng proposod rule 1OCFR50 to emergency planning & 
proparodness roqji'omonls for nucloar power plant fuol loading A Infral low power op- 
erations. 

PECK.SM Afliatlon Not Asslgnod. 80/00/22 Docket ng A Sorvicos Branch Ip 
4598 1.09 1-4590 1.091. 

8007010347 Commont supporting proposod rule 1OCFR50 to omorgoncy plern:ng & 
properodness requirements for nucloar powor p’ant fuol loading A initial low powor op- 
erations 

TRINOALl-GAGNE Affi’iahon Nol Asslgnod 08/06/22. Docketing A Sorvicos Branch 
ip. 45901:090-45981 090 

8007010363 Commont supporting proposod rufo 1OCFRS0 ro omergoncy planning A 
proparodness roqu romonls for nucloar powor plant luol loading A init-el low powor op 
orahons. 

BEAVEFl.D C Afii'lallan Not Ass’gnod 06/06/22 Oockoling A Services Branch. 2pp 
4 59 0 1 .005 4 598 1:006. 

0807010397 Comment supporting proposod rulo 10CFR50 ro omorgoncy planning & 
pioparednos9 requirements for nucloar power plant luol loading A initial low power op- 
erations. 

HALL.WJ. Alh’lailon Not Assigned 0O/C6/2 2 Dockoilng A Sorvicos Branch. Ip. 
45901:070-45981:079. 

8807010403 Commont support ng proposod rufo 10CFR50 ro omorgoncy p'annng A 
proporodnoss roqulromoni9 for nucloar powor p:onl fuol loading A Initial low power op* 
eral!on9. 

MCGONIGLE.D.J Affiliallon Not Assigned 08/06/22. Docketing A Sorvicos Branch. 
Ip. 4 59Q 1:077*40901.077. 

8807910407 Commonl supporting proposod rulo 1DCFR50 ro omorgoncy planning A 
proparodness roquiremenl9 for nucloar power plant fuel loodng A Inlllal low powor op- 
orailons. 

BOEDDINGHAUS.L. Affilatlon Not Ass good 88/09/22. Dockoilng A Sorvicos 8ranch. 
ip. 4 5001:076-15901 076. 

0807019412 Commonl supporting proposod rulo 10CFR50 ro omorgoncy p'annng A 
preparedness roquiromonts for nuclear power plant fuel loading A Infral Jow power cp* 
orations 

TAYLOR, K.C. Affiliallon Nol Ass gnod 00/00/22 Dockoilng A Sorvicos Branch. Ip. 
46001:074*45901074 

8807010499 Commont supporting proposod rule 10CFR50 ro emergency planning & 
preporodnoes requirement lor nucloar power plant fuol load ng A initial low powor op- 
erations. 

TONER, J.A AKJal.on Nol Assigned. 88/06/2? Dockoilng A Sorvicos Branch, tp. 
45981.069-45901:009. 

88D70 10601 Commenl supporting proposed rulo 10CFR50 ro omorgoncy p'ann-ng A 
proparodness requiromonls for nucloar power plant fuol loading A Imilal low powor op* 
orations. 

FEERICK.M S Affiliallon Not Asslgnod 88/06/22. Docking A Sorvicos Branch, ip. 
45061:068 45901:006. 

8607010505 Commenl supporting proposod ni'e 10CFR50 re emorgoncy pfenning A 
preparedness requirements for nuclear power plant fuel loading A initial fow power op- 
erations, 

VARQAS.J.M Affiliation Not Ass : gnod. 88/06/22. Docketing A Sorvices Branch, ip. 
45901:007-45901 067. 

BB070 10507 Comment supporting proposed rulo 10CFR50 ro omorgoncy planning A 
proparodness requlre/nenis for nuclear powor plnnl fuel loading A Initial low powor op- 
erations. 

CREIGHTON, P. Affiliation Not Asslgnod. 88/06/22. Docketing A Sorvicos Branch, ip. 
45081:066 46981:066. 

8807010508 Commfenl supporting proposed rule 10CFR50 re emergency pfann'ng A 
proparodness requirements for nucloar powor p’ant fuol loading A Infral low power op* 
orations. 

DAGOSTINO, P. Affiliation Not Assigned. 80/06/22 Dockoting A Sorvicos Branch, ip. 
45003:141*45993:141. 

0807019513 Comment supporting proposod rulo 10CFR5O re emorgoncy planning A 
proparodness roquiromenis for nuclear power plant fuel load ng A initial low power op- 
erations 

MCLFAN.JN Allillallon Nol Asslgnod. 86/06/22. Oockoling A Services Branch, ip. 
450Q1 :180-459B1 : 1 88. 

8807010517 Comment supporting proposod rule 10CFR50 re omorgoncy planning A 
preparednoss requirements for nuclear powor plant fuol loading A Imilal low power op- 
erations. 

BRAMl.LJ. Affliation Not Assigned. 68/08/22. Dockoting A Services Branch, ip. 
45993:121*45993,121. 
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8-8070106 18 Comment supporting proposed mlo 10CFR50 #0 emergency plann ng & 
preparedness roqu'ierronta for nuclear power plani fuel foadng S initial low power op 
©rations. 

GROWN 8 E AfMBtion Not Assigned 6&/06/22. Docket ng ft Services Branch, ip 
45901: 187-4 5931 197 

8807010528 Comment supporting proposed rule 10CFR5Q re emergency planning 8 
preparedros .9 requirements for nuclear power plant fuel load ng 8 irulial low power op- 
era tons 

LEITHEAD.W C. Alf.iat.on Nol Assigned 80/06/22 Docket ng 8 Services Branch ip 
45993:119 45993:119. 


8007010646 Comment support ng proposed rule 10CFR&0 to emergency planning 8 
preparedness requirements for nuefoor power plant fuel loading 8 initial low power 
operations. U:ge9 Commission to proceed w/iow power tost-nq of plant 
8RENNEN J Affiliation Not Assigned 88/06/22. Docketing ft Servcos Branch Ip 
45989:215-45989 215 

8007010849 Comment supporting proposed ru!o 10CFR50 re emergency plann ng ft 
preparedness requirements for nuclear powor plant fuol loading A iniiinl low power cp 
orations 

THURLEF1.KM Affiliation Not Assigned. 86/06/22 Dockoilng & Sorvicos 8rarch Ip 
45993:200-45993.200. 


88070 1C 531 Coir.mont supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel load.ng & initial low power op- 
erations. 

SUIUVARM Afi i at. on Not Assigned. 00/06/22. Dockotng A Services Branch ip 
45081:185 45981 185. 

8807010536 Comment supporting proposed rule 10CFR50 re emergency planning ft 
preparedness requ remenls for njeloar power plant fuel loading & initial low power op* 
er alio ns 

FORD.JE Alfilation Not Assgned 8B/06/22 Docketing & Services Branch Ip 
45993:118-45093 118 

6807016552 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness retirements for nuc f oar power plant fuol loading ft in tial low power op- 
erations 

BICH.RC. Affilai-on Not Assigned. 83/06/22 Docketing & Services Branch, ip, 
45993 113-45993 113- 

8807010579 Common! supporting proposed rule 10CFR50 re emergency planning ft 
preparedness requ rerr.enls for nuclear power plant fuel foadng & m (lal low power op- 
orations. 

MARTEL.fi E. AfM-at on Not Assigned 80/06/22 Docketing & Services Branch Ip 
45993 105 45993 105. 

8807010693 Comment supporting proposed rule 10CFR50 ro emergency p’anning & 
preparedness requ feme nls for nuclear power p’ant fuel loading & initial low power op* 
er alio ns 

PALUMBO W A. Affl iction Not Assigned 88/06/22 Dockelng & Sorvces Branch tp 

45993 102*45993- 102. 

8007010598 Comment supporting proposed rule 10CFR50 re emergency planning ft 
preparedness reQurerronts tor nue'ear power plant fuel loadmg a in’tial low power 
operations Strongly recommends Commlss on approval of low power testing 
ALBERETTl J 0 Afhiation Not Ass gned. 86/06/2? Docketing & Servicos Branch ip 
45904:350-45084 350 

0807010505 Comment supporting proposed rule 10CFR50 re emergency plann'ng a 
preparedness requirements for nuclear power plant fuel loading a initial low power 
oporal ons Supports licensing plant bocause power Is needed 
LAROCHE A P. Aff.i ai.on Nol Assigned. 80/06/22 Dockel-ng & Services Branch ip 
45984:349 45984 349 

8807010607 Common! supporting proposed rulo 1QCFR50 ro emergency planning a 
preparedness require moms tor nuclear power plan! fuel loading & initial low power op- 
erations 

COX.RR Affliation Not Assigned 88/06/22 Dockot.ng & Sen/cos Branch Ip 
45993:004-45993 084. 

880701061 1 Comment supporting proposed rule 10CFR50 re omergancy planning a 
preparedness re-quiromoms tor nucloar power plant fuel loading & Initial low power 
oporal ion 9 Supports getting plant on-line because New England needs more powor. 
LtONE P.A. Affi'iation Net Assigned 88/06/22 Docketing & Services Branch tp. 
45084:348 45904 340. 

8807010618 Co mm on t supporting proposed rule 10CFR50 re emergency plann’ng & 
preparedness reqt/iremenls tor nuclear power plani fuel load ng 8 in hal low powor op- 
erations. 

REED.W H Atfil-ation Not Assigned. 88/06/22 Docketing & Servicos Branch. Ip. 

45994 040-45964 040. 

8807010022 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requ.r aments for nuclear power plant fuel loadmg ft Initial low power op- 
erations. 

ROBINSON.O.A. Affiliation Nol Assigned. 88/06/22 Docketing & Services Branch ip. 
45904:039 45994:039. 


8807010854 Comment supporting proposed ru'o 10CFR50 ro omorgoncy planning ft 
preparedness requirements for nuclear power pfanl fuol loading ft in tlaf low powor cp 
orations. 

HENDERSON A W Affiliation Not Assigned 88/06/22. Docketing ft Services Branch 
ip. 45993 109 45993:199. 

8807010855 Comment supporting proposed rule 10CFR5Q ro omorgoncy planning ft 
preparedness requirements for nur’oar powor plant fuel load ng & initial low powor 
operations Urges Comnvssion to proceed w/low power tosting of plani. 

OSSING.M.H Affiliation Not Assigned 99/06/22. Dockotng ft Services Branch Ip 
45989:214-45989-214 

0907010858 Comment supporting proposed rule 10CFR50 re emorgor.cy planning & 
preparedness requirements for nucloar power plant fuel 'oorfing ft Initial low powor op 
oralions. 

WEYMOUTH.J.P Affiliation Not Asagnod 8B/06/22 Docketing ft Sorvicos Branch 
ip. 45993:108-45993:108 

6007010861 Commont supporting proposed rulo 10CFR50 ro omorgoncy p’an.Yng ft 
preparedness requirements for nucloar powor plant iuol loading ft initial low power 
oporailons Urges Commission to proceed w/low power tosting ol plant. 
SCHREllER.CH. Affiliation Not Assigned. QB/G6/22 Docketing & Services Ora-tth 
Ip 45089:213*46989:213. 

8607010685 Comment supporting proposod ru‘o 10CFR50 ro emergency pfann r.g 8 
preparedness requirements for nucloar power pfanl fuol load ng & iniial low power op- 
erations 

HILL.G.F. AMhation Nol Assigned B0/06/22 Dockoimg & Sorvicos Branch, ip 
45993:197-45993:197. 

8807010670 Commont supporting proposod rule 10CFR50 re omorgoncy plann ng 8 
preparedness requ rements for nucloar power plant fuol loading & initial low pewor 
operations. Lis vs reasons tor support. 

DAL6Y.W J Aftifiarion Nol Assigned 88/06/22. Dockoilng 8 Servk;09 Branch. 2pp 
45689:200-46999:201. 

6807010876 Comment supporting proposod rule 10CFR50 ro ome/poncy planning 8 
preparedness requirements for nuefeor powor plant fuel loading & initial low powtu op 
orations. 

FAULKINGHAM.C. Affiliation Not As&lgnod 88/06/22. Dockof-ng & Services Brunch 
ip. 46993:176-45993.176. 

8807010660 Comment support.ng proposed rule 10CFR50 ro omorgoncy planning ft 
preparedness requirements lor nuclear power plant fuel loading ft initial low powor op 
©ration s. 

BJORNSON.R Affiliation Nol Assigned. 08/06/22. NRC * No Dote.lod Afllmtion 
Given, tp. 46993:175-45093:176. 

8607010666 Comment supporting proposod rule 10CFR50 ro emergency planning ft 
proparedness requ rements for nucloar power plant fuol load-ng ft In llal low power 
operatlons.Roquosls NRC to expoditicusly lovor proposed rulo lo help pul plant on- 
line 

MCCORMACK.R B. Affiliation Not Ass'gnod 80/06/22. Oockollng & Sorvico9 Branch, 
ip. 45969.108-45909:108 

6807010694 Comment support.ng proposed rule 10CFR50 ro omorgoncy plann ng ft 
preparedness requ rements for nuclear powor plant fuol loading ft Initial low powor op- 
erations. 

ABELY.D J. Aflillatlon Not Assigned 88/06/22. Dockoilng ft Sorvicos Branch Ip 
45994.067-45994:067. 


6807010626 Commont supporting proposed rule 10CFR50 ro emergency planning ft 
preparedness requirements for nuefear pewer p!anl fuel loading ft Initial low power op- 
erations. 

MYERS, G. Affiiation Not Assigned. 88/08/22. Docketing ft Services Branch, ip. 
45604:347-45064:047. 


8607010696 Comment supporting proposod rulo 10CFR50 ro omorgoncy planning A 
preparedness requirements for nucloar powor plant fuel loading ft initial low powor op 
orations. 

SCHMITT.M.E. Affiliation Not Assigned 80/06/22 Dockoting ft Servicos Branch, tp 
45994.066 45994:066. 


8807010633 Comment supporting proposed rule 1QCFR60 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading ft Initial fow power 
operations. Ur ge9 Commas on to proceed w/low power testing of plani by approving 
rule. 

• Affilation Not Assigned 80/06/22. Docketing ft Services Branch. Ip. 45909.217- 
45089.217. 

8807010637 Comment supporting proposed rule 10CFR5D re emergency planning ft 
preparedness requirements for nuclear power plant fuel loading ft initial low power op- 
erations. 

MARSH.C.P. Affixation Not Assgned 80/06/22. Dockeung ft Services Branch, ip. 
45993 202-45993:202. 


080 7010700 Comment supporting proposed rulo lOCFfldO ro omorgoncy planning ft 
preparedness requirement for nuclear power plant fuel loading ft initial low powor 
operalions.Urges Commission to proceed w/low powor testing ol plant. 

• Affiliation Not Assigned 80/06/22. Docketing A Sorvicos Branch ip. 45989:196 
45980:196. 

8607010702 Comment supporting proposod rule 10CFR60 ro omorgoncy planning ft 
preparedness requirements for nuclear power plant fuel loading ft initial low powor op- 
erations. 

WEEKS .0. Affiliation Not Assigned. 66/06/22. Docketing & Services Branch, tp 
46994:065-45994:065. 


6607010642 Comment supporting proposed rule 10CFR50 re emergency planning ft 600 7010706 Comment supporting proposed rulo 10CFR50 re emergoncy planning ft 

preparedness requirements for nuclear powor pient fuel foad.ng ft initial fow power preparedness requirements for nuclear power pfanl fuol loading ft initial low powor op- 

operations Urge9 Commission to proceed w/low power testing of plani ©rations. 

4 Affiliation Not Assigned. 08/06/22 Oocketmg ft Services Branch Id 45989 216- MCNAMARA.M.D. Affiliation Not Assigned. B8/06/22. Dockoilng ft Services Branch. 

46989 216 Ip 46994:062-45094:062. 


8807010644 Comment supporting proposed rule 10CFR50 re emergency planning ft 
preparedness requ.rements for nuclear power plant fuel loading ft Inftfal low power oo- 


8607010709 Comment supporting proposed rule 10CFR50 ro emergoncy planning & 
Dreoerednesa reaulremems for nuclear cower nlant fuel foadinn ft Initial low oower 
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€807010711 Common! supporting p:o posad ru’o 1CCFRS0 re erreroercy 8 

preparedness requromonis (or nucloa' power p'ant luol loadng 8 .nllial low pewer 
Op6'aiion9 Fevers Issuance of liconsu 1o porlorm low power testing for plan! 

GOODR DGE.R.H. Alhl.at'On Noi Assigned 08/06/22 Docketing & Serv.ces Branch 
ip 45089.104-45080 194 

8807010716 Comment supporting propo9Gd rulo 10CFR50 fo emergency p’annng & 
preparedness requ romonls for nuclear powor plani fuel 'oad.r.g & Initial low powe' 
operations Bohevos sub] rulo w II dorr up confusion 

MIKOS.G P. Aff.hu lion Not Assigned 80/00/22. Do-cket.ng & Serv.coa Branch ip 
45909.192 45989 102 

8807010710 Commoni support ng proposed rulo 10CFR50 re emorgoncy plannng A 
proparodnoss requirements for nuclear powor plant luol loadng A initial low powor op- 
erat ors 

TillEY.JA. AHi'iut:on Noi As9lgnod. 80/06/22. DocKoling & Sorv.cos Branch Ip 
4 5994.046-45994 046 

8007010720 Ccrrmenl supporting proposod rulo 10CFR5O ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A miipl *ow powo.* 
operal io ns. Supports operation of plant 

SALESI JP Affi'ialon Noi Assgnod- 88/C6/2 2 NRC * No Dotal'od Afhintion G.ven. 
ip 45989.101-45089.191 

6607010722 Comment supporting proposed ru’o 1UCFR50 ro emorgoncy plane ng A 
preparedness lequremonis for nuclear powor plant fuel loading A In.iial low powor op 
orations 

OESFOSSES.WJ Allnailon Noi Assynod GB/06/22 Office of the Socrolory of 1h© 
Ccrrrr.lsson 1 p 45994 045-45994 045 

8607010723 Commoni supporting proposed rulu 10CFR5O ro emergency plunn ng & 
preparedness requromonis for nuclear power plant fuel faodr.g A intiai low powor 
operat ons Oostos to soo pfanl licensed as soon as n-ossitilo 

LtWALLEN.J T Afhl alion Not Assigned. 08/06/22 Dockollng A Sorvicos Branch tp 
45969. 100-45900 190 

6607010726 Corr.rnunl support ng proposod rule 10Cffl50 ro emorgoncy plarn'ng A 
preparodnos9 roqulromonis for nucloar power p*am fuel load.ng A initial low powor op- 
oral ions 

OSBON.D.M Afliliatlon Not Asslgnod. 80/00/22 NRC - No Dotolod Aff.laton Given 
ip 45989 189 45089.100. 

6607010727 Comment supporting proposod ru'o IQCFRSO ro omorgency planning A 
pfeparodnes9 roqjlromonts for nuc’oar powor plant fuel loading A mitie 1 low power 
operations Supports ruling In order for plonl to ho Iiconsod lor 5% low powor lostlng 
MESSER.S Affi'ishon Noi Ass.ynort 08/06/22. NRC * No Dolui’od Afliliatlon Given 
ip. 459B9.100 45900 108 

8807010729 Commoni supporting proposod rulo 10CFR50 fO omorgency p'annmg A 
proparodnoss requirements lor nucloar powor plant fuel loading A imllnl low power op 
orations 

APPLEGATE, R Affhatipn Not Assigned. 80/00/22 Docketing A Sorv.cos Branch Ip 
4 5994.042-40004 042 

8807010730 Comment supporting proposod rulo l0Cffl5O ro ornorgoncy plannng A 
preparedness roquiromams lor nucloar pOwor plant fuel loading A In.iial low powor 
operations Hopes Commission adopts proposod clanf cation 

CARUSO, SN. Alf llahon Not Assigned G0/OG/22 Dockotng A Sorv cos Branch Ip 
45980 107 45009.187 

8907010732 Commoni supporting propoaort rule 10CFR50 re emorgoncy planning A 
proparodnoss roquiromonta for nucloar power plant fool loading A init-ol low power op 
orat-ons. 

WILLSON, D. Afhl alion Not Assgnod 88/08/22. Dockotmg A Services Branch Ip 
45904 041-45004 041. 

8807010733 Commoni support ng proposod rulo 10CFH50 re emergoncy p’annng A 
preparedness roquiromonts for nuclear power plant luol loading A In-hal low powor 
oporahons Hopos NRC will ro|oct obsirucllcnist tactics A edopl proposod rulo. 
WHITE.RE. Afhl alion Not Assigned. 00/08/22 Docketing A Sorvices Branch ip 
45989.105 45989 1 85 

8807050040 Comment supporting proposod rulo 10CFR50 ro omorgency plannng A 
preparedness roqu romonts for nucloar power p’ant luel loading A initial low powor op 
arotions 

DOLUVRD.S. Afhl alion Not Assigned. 00/06/22. Dockoting A Sorv COS Branch. Ip 
45909.301 45099 301. 

8607050062 Comment supporting proposed ru’o 10CFR50 ro emorgoncy planning A 
preparedness requirements for nuefoar powor plent fuel loading A initial low power op* 
erahons. 

SUFFRIDGE.S.M. Affi'iation Not Asslgnod 00/00/22. Dockotmg A Services Branch 
Ip. 45995 224-45995 224 

8807050066 Commont supporting proposed rul-o 10CFR50 io emorgoncy planning A 
proparodnoss requirements for nucloar power plonl fuol loading A Init-al low power op- 
oral Ions 

STARKEY.P.W. Affiliation Not Assigned 80/06/22. Dockoting A Sorvicos Branch ip 
45999302.45999.302 

8807060076 Commont supporting proposed rulo 10CFR50 ro emergency planning A 
preparedness requiromonls for nuclear power plant luol loading A Initial low power op. 
orations 

TEFFT.J.G. Affiliation Not Asslgnod. 80/06/22. Dockollng A Services Branch ip 
45995 220.45005 229. 

6007050002 Commont supporting proposod rulo 10CFR50 re emergency planning A 
preparedness requ romonts for nucloar power plant luol loading A In.iial low power op 
orations. 

HIGGINS, E. Affi'lat-on Noi Assigned 08/06/2 2 Dockotmg A Son/Ices Branch ip. 
45095 231.45995:231. 

8607050083 Commoni supporting proposod rulo 10CFR&0 re emergency planning A 
preparedness requirements for nuefoar power plant fuel loading A In llal low powor op- 


0007050007 Ccrrrront support ng pro-poaod rulo 10CFR50 ro emergency plane rg & 
proparodnoss requ.re'nents fo* nucoer power plani fuol loadrg A mf al low powu' op 
orations 

KENT.C AHil alion Not Assgnod B0/OG/22 NRC • No Delni’ud Affiliation G-ven Ip 
45995 236*45995 236 

8807050102 Comment supporing proposed rule 10CFR50 re emergency plarm ny A 
preparedness requromonis for ruciear power plant fuel foadr.g A mi aI low powor op- 
erations. 

FROLO.C Afflonon Not Assgnod 68/06/22 Docketing A Sorv.cos Oranch ip 
45995 207*45995 207 

0807050107 Commont supporting proposed rule 10CFR50 re emergency p'onn ng A 
preparedness requirements lor nuclea' powor plant fuel loading A mt-al fow power op 
eret-ons 

KINGSTON G Affiiation Not Assgned 68/00/22 Dockollng A Sorvices Branch ip. 
45905 209-45995 209 

BB07050 1 10 Commoni supporting, p'oposed rulo 10CFR50 ro emergoncy plannng A 
proparodnoss ranjiromonis lor nucloar power p’ant fuel leading A miiai ‘ow powor op 
oretions 

JENKINS,! tE Affihoton Noi Assgned 60/06/22 Oocko’ng A Sovicos Branch. Ip 
45900 211-45995.211 

8807060127 Comment supporing proposed rulo 10CFR50 ro emorgoncy plannng A 
proparodnoss requromonis for nuc’oar power plant fuol load.ng A miiia* low powur op- 
erotic ns 

* Aff.lloton Not Assignod. 88/06/22. Docketing A Sorv.cos Branch ip 45995 205 
45905 205. 

80O7O6C128 Commont supporting proposod ru'o ICCfRCO re emergency pia"mrg A 
proparodnoss requiromonls for nucloa' powor plant fuel loadrg A mmal low powor op 
erations 

GRILLO.J. Affiiailon Not Assigned. 86/06/22 Dockotmg A Services Branch ip 
45905 204-45995 204 

6607060147 Commoni supporting p'oposcd rulo 10CFR50 re emergency p'oe^lng A 
proparodnoss roqulremonls for nuclear powor p'anl fuel loading A in Val lew pewor op- 
orot.on9 

MADEJ.E v Allihnt'on Not Asslgnod. QB/06/22 Dockohng A Sorv.cos Branch, ip 
45995.106.45095.100 

6607060140 Commont support ng proposed ruin 10CFR50 re omorgency panning A 
preparednoss roqu rements for nucloar power plani luol loading A In.iial fow powor op 
orations. 

* AffJIat'Ort Not Asslgnod 88/06/2 2. Dockolrp A Sorvices Branch ip 45995 189 
45005189 

8807050150 Comment supporting proposed ru'o 10CFR50 ru emergency planning A 
proparodnQ99 requirement for nucloar power plont fuel toadng A imliai low powor op 
erations 

HILL.J.W AftuaTon Not Ansgnod 86/06/22 Dockotng A Sorvicos 3'Qr.ch ip. 

45995 190.45095 190 

0007050161 Comment supporting proposed ru“o 1OCFR50 to emorgoncy planning A 
preparedness requ. romonts for nucloar power p'ant fuo! load.ng A initial low powor 
operations Behoves uhl musl hu e'lowod to proceed w/low power tosling 
PAT TERSON.D J. Alfhauon Not Assiynod. 00/06/22. Dockoting A Sorvicos Branch 
Ip 46995 191-45005 101 

8807050166 Commont supporting proposed rulo 10CFR50 ro emergoncy planning A 
prepa'OdnosQ raquiromonlo for nucloar powor plant fuel loading A mital low powor op 
orations 

FREV.R Aff.l alion Not Assigned. 68/06/22. Dockohng A Sorvlcou Branch ip 
46000.166 46000 1 66 

0807060169 Comment supporting proposed rulo 10CFR50 re omergoncy p'anning A 
preparedness roqu romonts for nuduar power plant luol loading A Initial tow power op 
OrationB. 

KELLEHER.A0. Aff.hallon Not Assigned. 00/06/22 Dockoting A Sorvcos Branch 
2pp. 45905:104.45995:105 

8807050160 Comment supporting proposed rulo 10CFR50 ro omorgency planning A 
proparodnoss requirements (or nucloar powor plont fuol foodng A Initial low power op 
orations 

ROOERTSON.v S AfhTaHon Not Asslgnod 88/06/22 Dockohng A Services Branch 
ip 45005. 1 06 4599S 196 

8807060163 Commont supporting proposod ru’o 10CFR50 ro emorgoncy p’ann ng A 
proparodnoss roqulromonis lot nucloar powor plant fuel loading A imtal lew power op- 
erations 

BICKNELL.U Affiliation Not Assignod. 00/00/22. Dockoting A Sorvicos Branch ip 

45996 197.45995-197 

8B07C50164 Comment supporting proposed rulo 10CFR50 ro emorgoncy planning A 
proparodnoss require monis for nucloar powor p'am fuol loading A Initial low power op- 
orollons 

DOWNING.W F. Alf. nation Noi Assigned 60/ 06/22. Dockohng A Services Branch ip. 
45005-196.45905 190 

860705-0166 Commoni supporting proposod rule 10CFR50 ro emergency plann.ng A 
proparodnoss roqulromonis for nuclear power plant fuel loadng A initial low power 
operations Favors I consmg of facl’ity. 

MORRIS, R. Alfjiiatlon Not Asslgnod. 08/06/22 Dockollng A Sorv.coa Branch Ip 
45990.206-45909 205. 

0807050168 Comment supporting proposed rulo 10CFR50 ro omorgency planning A 
proparodnoss requirements for nuclear powor plant fuol loading A Initial low power op. 
orations 

PESANESI.M W. Affiliation Not Assigned BO/OB/22 Docketing A Sorvices Branch, tp 
45995.199 45995 190 

8807050169 Comment support ng proposed rule 10CFR50 re emergency planning A 
proparodnoss requirements for nucloar power plant fuol loading A initial tow power op- 


0807050173 Comment suppcrt.ng proposed rule 10CFR5Q re emergency p’ann ng & 
propa'edness requrex.enls for n-JC'ear power plant fu&l loading & nttal low power 
oppra NCOS. Supports effort to reduce misunderstanding re utl 

KENRlCK SA Aff.’iahon Not Assigned. 83/08/22. Oocket-ng & Services Branch ip. 
45992 090-46392 0 j0 

BB07050174 Comment supporting ptoposed rule 10CFR50 re eme'gency plannng & 
preparodress requirements for nuclear power p’ar.i fuel load.ng & in.tial low power op 
e-at'OTS. 

KrLEY.GJ Alfnohon Not Assigned. 88/06/22- Oockoi.r.g & Sa/vces Branch, ip 
45992 C91 -4599? 091. 

8807050175 Comment supporting proposed rule 10CFR50 ro emergency p’anniny & 
preparedness requ'emorts tor rue* ear power p’pri tuei load ng & initial tow power op 
orat ors 

VCRGAN.R Alfiiatlon Not Assigned 88/C6/22. Docketing A Se-vicos Branch ip 
45992 092-45992 092. 

0807050180 Common i supporting proposed rule 1OCFR50 ra emergency planning & 
preparedness requirements for nuclear power plant fuel loading & htiai tow power 
operations Plant should go onhno & prodjeo power 

SEYWOUR.P W. Allilialion Not Assigned 88/06/22. Oockot.ng & Servces Branch, ip 
45992 094-45992 094 

8807050182 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness reqj rerr.onis for ruc ; ear power plant fuel load ng & initial low powar op- 
erations 

BOWER A AM I at on Nol A 9 S:gned. 88/C6/22- Dockotlng & So/vices Branch, ip 
46900 167-46000.167. 


0807050240 Comment support ng proposed rule 10CFR5O re emergency plarnng & 
preparedness requ rements for nuclear power plant fuef loading & Initial tow power op 
eralons 

WEED D E Affiliation Not Assigned 86/06/22. Docketing & Services Branch ip 
46092- 129-45992. 129. 

8807050247 Comment supporting proposed rule 1OCFR50 re emergency planning A 
preparedness requirements for nuefear power planl fuel loading & tnitlal low power op- 
erations 

GAUTHIER L. Alfilat:on Not Assigned. 88/00/22. Docketing & Services Branch, ip 
46992.132-45992.122. 

8807050258 Comment supporting proposed rufe 10CFR60 re emergency plannng & 
preparedness requirements lor nuclear power plant fuel loading & initial low power op 
eralions 

8 LANCHARD.LA Affi'iatlon Not Assigned 88/06/22. Docketing 4 Services Branch 
Ip. 45992:138-45992.130 

8807050261 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel loading & initial low power op 
orations. 

LEEMINGA A Affi'iatlon Not Assigned. 88/06/22. Docketing & Servlco 9 Branch ip 
45692:141.45992:141. 

8807050262 Comment supporting proposed rulo 10CFR60 re emergency plannng & 
preparedness requ remonls for nuclear power plant fuef loading & Initial low powor op 
era lion 9 . 

STRANGE R J Afl-hatlon Not A 99 lgned. 00/06/22. Docketing & Sorvlco 9 Branch Ip 
45992:142-45992 142. 


8907050183 Comment supporting p'oposed rule 10CFR50 re emergency plannng & 
pmpa red ness require moni9 for nuclear power planl fuel loading & initial low power 
cpe'ations Urges Commission to ixp'emsni proposed ciani cat on. 

KGTKOWSKI.E J Alf/tailon Not Assigned 88/06/52 Docketing & Services Branch 
ip. 45992:095.45992:095 

8887O5O180 Comment SLppcrtng proposed rule 10CFR50 r© emergency p'annlng & 
preparedness requirements for nuclear power plant fuel load ng A in tial low power op 
eralors 

OURAND.N Affi'iatlon Not Assigned 88/06/22 Oocket-ng & Sorvlces Branch, ip 
45932 037-46992 C97. 


8007050264 Commenl supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel load ng & initial low power op- 
erations. 

WALSH. LA Affiliation Nol Assured 88/06/22 Docketing A Sorvlces Branch Ip. 
45992,144-45992:144. 

8607050265 Comment supporting proposed rule 10CFR60 re omorgency pfennig & 
preparedness requ remanls for nuclear power plant luot loading A Initial low powor op- 
erations. 

WALLACE.C. Affiliation Not Assigned 88/00/22. Dockoting & Services Branch, ip 

45992.074-45992 074 


8607050190 Comment Supporting proposed rule 10CFR5G ro emergency planning A 
prepa/odness requ foments for nuclear powor planl fuel loadng & In Sal low powor 
operakons Urges NRC not to bo persuaded hy irresponsible groups & to approve rule. 
7UTINAS.P.J Affiliation Not Assigned 88/08/22 Docket ng & Services Branch ip 
45992 C98 45992 090 

8807050191 Comment supporting proposed ru'e 10CFR50 re emergency planning A 
propaiedne 99 requ remanls for nuclear powor plant fuol loading & inn al low power op- 
erations. 

BONNEfl.E.F. Affi'iatlon Not Assigned 88/06/22. Dockolng 6 Sorvices Branch, ip 
45992.099 45992 C99 

6007050192 Comment support ng proposed rule 10CFR50 re emergency plannng & 
properodnoss requ romenl9 lor nuclear power plant foot load.ng A In la l fow power op- 
erations. 

MCLAIN.DG Atfi lotion Nol Assigned 88/06/22 Docketing A Servlcos Branch. Ip 
45992 100 -15992.100 

6807050196 Commont supporting proposed rulo 10CFR5O re emorgsney planning A 
preparedness roqu-remonls for nuctoar power planl fuel loading A lnhia I low powor op- 
erations. 

RICHARDSON, P Afliiellon Not Assigned 00/06/22. Docketing A Servlcos Branch 
ip 46000 168-46000 168 

6807050199 Comment supporting proposed rule 10CFR50 re emergency planning A 
proparedness roquromonls tor nucloar powor plant fuel loading A In tial low powor 
operations. Encourage 8 Commission to rule in lavor of proposed ru’e oxpodit.ousiy 
BERGERON, R. Affiliation Not Asa gned 80/06/22 Docketing A Servces Branch, ip 
45992 104-45992 104 


0007050267 Comment supporting proposed rule 1OCFR50 ro emergency planning A 
proparedness requirements for nuefear powor planl fuel load ng & Initial low power op- 
erations. 

HUTCHINS.C E. Affiliation Nol Assigned 88/06/22. Docketing A Servlcos Branch ip. 

45092.075- 45992 075 

8807060269 Comment supporting proposed rulo 10CFR50 ro emergency pfenning A 
preparodness requirements for nuclear power planl luol loading A initial low power op- 
erations. 

MOODY, D.E Aff l at.on Nol Assigned. 68/06/22. Dockoting A Services Branch, ip. 

45092.076- 45992 076. 

BB07050295 Comment supporting proposed rule 10CFR50 ro emergency plannmg A 
preparedness roquiremonts for nuclear power plant fuel loading A Initial low power op- 
erations 

MATfCK.M L Aff.liation Nol Assigned. 00/08/22. Dockotlng A Servlcos Branch ip. 
45995.060-45995:060. 

8007050298 Comment supporting proposed rulo 10CFR60 re omorgency planning & 
preparedness requirements for nucloar power plant fuel loading A Initial low powor op- 
era Ions 

EATON.L. Affiliation Not Assigned 08/00/22 Docketing A Sorvlco9 Branch, ip. 
45995.069-45995:069. 

BB07050302 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power cp- 
orations 

TAYLOR.M M Affiliation Not Assigned B8/06/22. Dockoting A Services Branch. Ip 
45995 071-45995:071. 


6807050204 Comment supporting proposed rule 1OCFR50 re emergency p'annlng A 
proparedness requirements for nuclear power p’ant fuel loading A In met low power 
operations Encourages Comcnsslon to approve proposed rule change. 

JAMISON, R.C. Affnauon Nol Assgned 88/06/22. Docket ng A Services Branch ip 
45992.107-45992:107. 


8807050305 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear powar planl fuel loading A Initial low power op- 
erations 

ROWELL, D.T. Affiliation Not Assigned. 80/06/22 Docketing A Services Branch. 1p. 
45992:086 45992:086. 


6807050208 Comment supporting proposed rule 1OCFR60 re emergency planning A 
preparedness requirements for nue'ear power plant fuel loading A initial low power op- 
erations. 

• AfNi&lton Not Assigned BB/06/22. Dockotlng A Services Branch ip. 45992.109- 
45992:109. 


8807050300 Comment supporting proposed rule 10CFR50 re emergency plann’ng & 
preparedness requirements tor nuclear powar plant fuel loading & Initial low power op- 
erations 

COVllA.Ol. AH^on Not Assigned. 86/06/22. Oocketmg A Services Branch, tp 
45992.087-45992.087. 


6007050210 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requ'remonts for nuclear power plant fuel foad-ng & in-tlal low power op- 
erations 

PERKINS.WJ. Affi’iatlon Nol Assigned. €8/06/22. Docketing & Services Branch, ip 
45932111-45992.111. 

6807050225 Comment supporting proposed rule 10CFR50 re emergency planning A 
proparodness requirements for nuclear powor plant fuol loading & in tial low powor op- 
erations. 

FAROE LL.JT. Affiliation Not Assigned. 68/06/22. DockoUng A Services Branch Ip 
45992:118-45992 118. 

8807050229 Comment suppert-ng proposed rule 10CFR50 re emergency plannng A 
preparedness requirements for nucloar powor p’ant luol loading A Initial fow power op 
orations 

DOBSON, BA. Affilatfon Not Assigned. 68/06/22. Docketing A Services Branch, ip. 
45992 l?2-45992:122. 

6807050230 -Comment supporting proposed rule 10CFR50 re emergency planning A 
proparedness requ remenls for nuclear power plant fuel loading A Initial low power op- 
orations. 

KETCHEl.S. Affiiaiion Nol Assigned. 8B/Q0/22. Docketing A Services Branch ip 
46992 123-45992:123. 


6807050315 Comment supporting proposed rule 10CFR60 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low powor op- 
erations. 

ANDERSON.R.F. Affiliation Not Assigned. 00/08/22. Docketing A Services Branch. 
Ip 45995072-45995:072. 

6607050318 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements tor nuefear power planl fuel loading A Initial low power op- 
erations. 

OEVLAMINCKJ. Coalition for Reliable Energy. 08/00/22. Dockoting A Services 
Branch. Ip. 45995:065-45995:065. 

8807050323 Comment supporting proposed rufe 10CFR60 re omorgency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low powor op- 
erations 

GAYNE.J.R. Affi'laiion Not Assigned. 68/06/22. Docketing A Services Branch Ip. 
45995:075 45695:075. 

6007050326 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements lor nuefear power planl fuel loading & initial low powor op- 
erations. 

PAIAZZO.P.L Affiliation Not Assigned. 88/00/22. Docketing A Sorvlces Branch ip. 
45995:103-45905:103. 
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©rations. 

SlENKIEWlCZ,F. Affi’iaHon Nol Assigned. 88/0 0/22 Docketing & Sorv.co9 Branch 
Ip. 45995-105-45905 105. 


orations 

ALLEY, □. Affiliation Not Assigned. 88/06/22. Docketing & Sorvlces Branch, ip. 
46900:271-45999 271. 


8807050339 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requ.rements tor nuclear power plant fuel load ng A initial low power op- 


erations. 

NAY.J.F. Affiliation Nol Assigned. 88/08/22. Docketing & Services Branch ip 
4 5995- 100-45095: 106. 


8807050453 Commenl supporting proposed rule 10CFR50 re emergency panning & 
preparednoss roquiomonls tor nude at powor plant iuel loading & initial low power op 
orations 

• AIMlaton No) Assigned. 80/06/22. Docketing & Services Branch ip 46000 051- 
46000.051. 


8807050343 Comment supporting proposed rule 10CFR50 re emergency P’annng 8 
preparedness requ remenls for nuclear power plant fuel loading & initial low power op- 


oratons. _ 

CURRY, D E- Afli’iatfon Not Assigned. 80/06/22. Docketing 8 Services Branch, ip. 
45995:135-45995135. 


8607050456 Comment supporting proposod rule 10CFH50 ro emergency pfanr.ing & 
p/eparednass requirements for nuclear power plant fuel loading 8 Infiial low power op- 
era tion9 

HOULE.Mj. Affiliation Not Assigned. 88/00/22. Dockellng & Services Branch, ip 
45999-.272-45999.27 2 


88070S0346 Commenl supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power pleni fuel loading & Iniiial low power op- 
erations. 

ROBERTS, C W. Affiliation Nol Assigned. Bfl/0 0/22. Dockellng & Sorvlces Branch, ip 
45995:130-45995 130. 


8807050459 Comment supporting proposed ruto 10CFR50 ro emergency planning A 
pruperudnoss requirements lor nuclear powor p’ant fuel loadng & Initial low power op- 
era t ons 

CAMPO R G. Affil-alion Not Assigned 89/06/22. Oocketlng A Services- Branch. Ip 
45999:273-4599;) 273. 


8807050350 Commenl supporting proposed rule 10CFR60 re emergency plonning & 
ptopatednsas requirements (or nuclear powor plant fuel loading & initial low power op- 
erations. 

DIPROFJO.WA. Affiliation Not Ass*gned. 80/06/22 Oockoimg & Services Branch ip 
45995:139-45995:139 


8807050460 Commenl supporting proposed rulo 10CFR50 re emergency planning & 
proper ednoss roqu - foments for nuclear power plant fuel loading & initial low power op 
orations 

SOLLINGERCA. Affiliation Not Assigned 88/00/22. Docketing A Servicos Branch 
Ip 46000-052-40000:052. 


8007050360 Common! supporting proposed rule 10CFR5O ro emergency pfenning & 
preparedness requirements for nuclear power plant fuol load ng & initial low power op- 
lioi 


BB07050464 Comment supporting proposed rule 10CFR5U re emergency pfam.ng & 


orations. 

BOUSOUIN.K. Affiliation Not A9Signod. 00/00/22. Dockellng & Services Branch ip. 
45995 140-45995:140 


preparodnoss req j romenls for nuclear powor plant fuol loading & (anal low powor op- 
erakoi 


©rations. 

HOSPIDOR J AMii-ation Not Assigned 08/06/22 Dockollng & Sorv.ce9 Branch. Ip 
46009:274-45999 274 


8607050369 Comment supporting proposod rule 10CFR5O re emergency planning A 
preparedness requirements for nuclear powor plant fuel load-ng & Initial low power op- 
erations. 

MCNAMARA.W.E Affiliation Not Assigned 88/0 0/22. Docket png & Servicos Branch 
ip 45995:141-45995:141. 


B607050466 Comment supporting proposod rulo 10CFR50 re omorgency planning 6 


preparodnoss requirements for nuclear power plan! fuel loading & in Hal low power op* 
alio 


orallons, 

• Affiliation Not Assigned. 08/06/22 NRC • No Dotallnd Affil ai!on Given. Ip 
45009:275-45999 275. 


8807050372 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear powor plant fuol loading & Initial low powor op 
orations. 

LIPMANM. Affiliation Nol Assigned. 80/06/22. Dockellng & Sbrvlcos Branch ip 
45995:142-45995:142. 


8807050474 Commonl supporting proposed rut© 10CFn60 re omorgoncy planning & 
proporodness requl foments for nuc ? oar powor plenl luol loading & initial low powor op 
oraVons ^ _ 

ALLAN.D. Affiliation Nol Assigned 00/06/22. Docketing A Sorv'ces Grench ip 
45000:276-45999:270. 


8807050370 Commonl supporting proposod rule 10CFR50 re omorgoncy plann ng & 
proparedness requirements for nuclear powor plant fuol loading & Initial low powor op 
orations. 

HAM.sn. Affiliation Not Assigned 88/06/22. Docketing & Sorvlces Branch Ip. 
45995 143-45995:143. 


8807050463 Commonl supporting proposed rule 10CFR60 ro omorgoncy planning & 
preparedness requirements for nucloar powor plant fuol loading & Imial low power op- 
erations _ 

FALWAN.P AIMlatlan Nol Assigned 80/06/22. Docketing A Services Branch 2pp. 
45900.277-45999 270. 


0807060303 Commonl support, n 0 proposed rule 10CFB6O ro emeigoncy planning & 0BO7O6O487 Commonl supporting jrtpMOdmlo 10CFB5C I ro < 5 g’?'S£7 < f2w P !SlC« m. 

preparedness requlromenis for nuclear powor plant fuel loading & initial low powor op- projjarodnoss roqu romonls for nucloar powor plent fuol loading 8 initial low powor op 


orallons. 

GlIRNEY.P.V. Affiliation Nol Ass ; gned. 00/00/22 Dockoting & Sorvlces Branch, tp 
45895:173-45995:173 


SHERRICK.H Affiliation Not Assigned 80/00/22 Docketing & Sorv'cos Branch Ip 
46000:001-46000 061. 


8607050368 Comment supporting proposod ruto 10CFR5O ro emoraency planning A 
or spared ness requ ! remenls for nuclear powor plant fuol loading & Initial low power op 


preparedn 
©r aliens. 


Afi.Halion Not Asslgnod. 68/06/22 Docketing & Servicos Branch, ip. 45092: 14 5- 
45902.146. 


8807050489 Commont supporting proposed rule 10CFR50 ro omergoncy plannng & 
preparedness roqueremenls for nucloar powor plont fuel loading & Initial low powor op 
^atlona 

FRINK, MS. Affi'iatlon Nol Assigned. 08/06/22 Dockoting A Services Drench. Ip. 
45000:279-45980:279. 


6007050393 Commonl supporting P (oposod rulo 10CFR60 re omorgoncy plann'ng & 8607050490 Commonl supporting proposod rulo IOCFRSO ro 7'»«yP^S* 

preparodnoss toqulromonls lor nucloor powor plant luol lOBdlng & InHiel low powor op oroparodnoss requirements for nucloar powor plan! fuel loading 4 in.nal low powo op 

ali( 


orallons. 

DE COSTA. EJ. Affiliallon Not Assigned. 08/06/22 Dockellng & Sorvlces Branch ip 
45992:100-45992:100 


proparedness requirements for nucloar powor planl fuel loading & m.tial low power op- 
1)0 


• Affiliation Nol Asslgnod. 80/06/22. Dockellng & Services Branch. Ip 45999:202 
45099:202. 


8607050398 Commenl supporting proposed rule 10CFR50 to ^emergency 


preparedness requirements for nucloar power planl fuel loading A Initial low powor op- 
i lions 


8807050502 Comment supporting proposed ruto 10CFR6O to ometgoncy planning & 


preparedness requirements for nucloar powor p’enl fuel load ng & Iniiial low power cp- 
atloi 


HOWARD, S A Affi'iatlon Nol Assigned 88/06/22. Dockollng A Services Branch ip 
45995:009-46996.009. 


orallons. . _ _ . , 

HARVEY.P.J. Alfi'ialion Nol Asslgnod. 0B/O0/22. Docket.ng & Services Branch, ip. 
40000.041*40000.041. 


6607050400 Comment supporting proposed rule 10CFR60 re omorgency plonning A 


preparedness requirements for nucloar powor ptant fuol loading A Initial low powor op- 
eralioi 


8807050500 Commonl supporting proposed rulo 10CFR50 re emergency plannng & 
proparedness requlromenis for nuclear power planl fuel loading & Iniiial low power op* 
atlon 


eratrons. 

KILEY.M- At Itii atlon Nol Assigned 88/06/22. Docketing & Services Branch, ip 
45995 010 45995:010. 


• f AlSllallon Mot Assigned. 08/06/22 Docketing & Services Branch ip 46999:304- 
45999:304. 


6807050403 Comment supporting proposed rulo 10CFR5O re emergency planning & 
preparedness requirement for nuclear power plant fuel loading & initial low power op- 
erations. 

WORTH.S. Affiliation Not Assigned. 88/06/22. Dockoting a Servicos Branch Ip. 
46995.011*45905:011. 


6007050609 Commenl supporting proposed rulo 10CFR50 re emergency planning & 
proparednoss requlromonls for nuclear power plant fuel foadlng & kvtlal low powor op- 
erations . - * . „ , . 

ASH ( S. Affiliation Not Assigned 80/06/22. Docketing & Serv.cos Branch ip. 
46000.042-40000042. 


9807050431 Commenl supporting proposed fulo 10CFR50 to emergency planning A 
rtfRparedness requiromenle for nuclear power planl fuel loading & Initial low power op- 


preparedn 
orations. 

KIRCHHOFF.S.A. Affiliation Nol Assigned 68/08/22. Docketing & Services Branch 
Ip. 46000 044-46000.044. 


8007050612 Commenl supporting proposed rule 10CFR60 ro omorgoncy plannng A 
preparedness requlromonls for nuclear power plant fuel 1oad ; ng & Initial low powor op- 
orations 

WATSON C A Affiliation Not Assigned. 60/00/22. Docketing & Services Branch Ip. 
45909:319-45999:3)9. 


6607050442 Commenl supporting proposed rule 10CFR50 re emergency planning & 

a aredness requirements for nuclear power planl fuel foadlng & Infiial low power op* 
ons. 

MOON.K.R Affiliation Not Assigned. 80/06/22 Oocketing & Services Branch. 2pp 
46999:207 46999:260. 


8807050514 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel loading & Initial low power op- 


power op- 


Qi0[ion9 

BURSON J.E AfMiatlon Not Assigned 86/00/22. Dockoting & Services Branch, ip. 
46000,043-46000.043. 


6607050445 Commenl supporting proposed rule 10CFR6Q re emergency planning A 


preparedness requirements for nuclear power plant fuel loading & initial low power op- 
alio i 


©rations. „ . _ 

SPADER.E.A, Affiliation Not Asslgnod. 88/06/22. Dockellng & Services Branch, 2pp. 
45909.269 46999:270, 


8807050539 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor p'anl fuel loading & Imial low power op- 
erations. . A L 

DINSMORE,J Affiliation Not Assigned 88/06/22. Dockollng & Serv.ces Branch, ip. 
46000:039-46000.039. 


88 07060 508 Comment supporting proposed rule tOCFR50 te emergency planning & 
preparedness requromonts tor n.uctaar power p'ant fuel loading & initial row power op- 
erations 

HATFIELD.K. Affixation Not Assigned. 68/06/22. Docket ng & Services Branch ip 
46010 237 46010 237. 

8807060535 Comment support ng proposed ru‘e 10CFn50 re emergency p'anmng & 
preparedness requ foments tar nucioar power plant tuel toad ng & I nit at low power op 

CARLINO.D.VV. Atfiaton Not Assgned 88/06/22 Docketing & Services 8ranch. ip 
46010 233 46010.239 

8807060541 Comment support ng proposed rule 10CFR50 re emergency planning & 
preparedness roqu foments tor nuclear power plant fuel load.ng ft in tiai low power op- 

CURTiS.CC. Affilialon Not Assigned. 88/06/22. Docket ng & Services Branch, ip 
46010 240 46010 240 

8807060546 Comment supporting proposed ado 10CFR50 ro emergency piar.n ng & 
preparedness requ rements lor nuclear power plant fuol loading & Imtal low power op- 
era-ons 

• Alfiliat on Not Assigned 86/06/22. NRC - No Detailed Affixation Given, ip 
4 60 1 0 24 1 *4 G0 1 0 24 1 . 

8807060570 Comment supporting proposed ru‘e 10CFR5O re emergency planning a 
preparedness requuemonls for nuclear power plant luol load ng & Initial low power op- 

JOUBERT.BK AtMation Nol Assigned 88/06/22 Docketing & Services Branch ip. 
46010 233 46010 233 

8807060590 Comment supportng proposed rule 10CFR50 re emergoncy planning & 
preparedness requirements for nuclear power plant fuel loading & i.Vial low power op- 
oret ons 

KELSEY 0 Atf.:iat' 0 n Not Assigned 06/06/22. Dockei-ng 8 Services Branch ip 
46010 229 4G010 229 

6807060593 Comment support ng proposed ru'o lOCrRGO re emergency p'annng & 
preparedness require men Is lor nuclear power plant fuel loading 8 initial low power op 
orat ons 

* Affiliation Not Assorted 06/06/22. NRC - No Colored AtM&ilon Oven. Ip 
46010 229 46010 22B 

8BO7O6OS90 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness roquroment 9 for nucioar power plant fuel loading & In tial low power op- 
erations. 

HAYOEN.R F. Atllatron Not Assigned 88/00/22 Docketing 8 Sorvlcos Branch tp. 
46010 227-40010.227 

8807060605 Comment supporting proposod rule 10CFR50 re emergency planning a 
preparodness roqu foments for nuclear powor plant tuel loading & Initial low power op- 
erations 

TARDtFF.B. AtUaV.ow Mcl Assigned. BQ/06/22. Docket ng & Services Branch tp 
46010 224-46010 224. 

8807080610 Com.menl supporting proposed ru'o 10CFR50 ro emergency planning & 
preparedness requl'oments tor nuclear power plant fuel load ng A mfliai low power op- 
erations 

GLASS.O R. Affixation Nol Ass gr.ed GB/C8/22 Dockoung 8 Sorvlcos Branch ip 
46010 221 46010 221. 

BB07060612 Commont supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements lor nuclear powor plant fuel loading A Initial tow power op- 
erations 

LAM3ERT.O.C Aft.lot-on Not Asslgnod 80/06/22. Docketing 8 Services Branch. 2pp. 
46010.219-46010 220 

8007070001 Comment supporting proposod rule 10CFR50 re emergency p'arnmg & 
preparedness roqu romanis for nucioar powor plant fuel loading A In tial low power op- 
erations 

LOGUE.R. Affi'iailon Net Assigned 08/06/22 NRC - No Detailed Affiliation Given Ip 
46010.327-46010:327. 

8807070007 Comment support ng proposed rule 10CFR50 re emergency plannng & 
preparedness requirements for nuclear power plant fuel load ng 8 IrUial tow powor op- 
erate ns 

TILTON D.R. AM I a: on Not Assigned 88700/22 Dockoiiny & Services Branch, ip 
4 80 1 0.320 480 1 0 .3 20 


8607070043 Commont supportng proposod rule 10CFR5O re emergency planning & 
preparedness requirements for nue'ear power plant luel loedr.g & initial low power op 
©rations. 

SMITH JE Atfiliaton Nol Assigned. 86/06/22 Docket ng ft Sorvlcos Branch, ip 
46010.313-4601 0 313. 

8807070052 Comment supporting proposed rule 10CFR5O ro emorQoncy planning 6 
preparedness requirements tor nucioar power plant fuel loading & initial low power op 
0f QUon$ 

ARSENAULT PETTI Affil-aton Not Assigned. 00/06/2 2 Docketing & Services Branch 
ip. 46017.293 46017 293. 

0007070061 Commont Supporting proposed rule 10CFR50 re omnrgoncy planning 6 
preparodness requirements tor nucioar power plant fuel loading & tmiiei low power op- 
©cat'Cms 

MCMICKLE.R.H Atfilat on No! Assigned. 88/00/22 Docketing & Services Branch 
2pp. 46010:31 1-46010.31?. 

BB07070079 Comment supporting proposed rule 10CFR5O ro nmnrgoncy planning 4 
preparodness requirements for nuclear power plant fuol loading ft Initial low power op- 
erations 

SEITZ K W. Alfj iatien Not Assigned. 80/00/22 Docketing ft Services Branch ip 
46011:18146011:181. 

8607 070004 Comment supporting proposed rule fOCFR50 ro emergoncy panning & 
preparodness requirements lor nuclear power plant fuol load.ng & Initial low power op- 
©ration^. 

O SULtlVAN.C. Affixation Not Assigned B8/06/22 Dockotmg & Services Branch, ip. 
46011:102-4601 1:102. 

8807070085 Comment supporting proposod rule 10CFR5O ro emergency planning 8 
propamdness roqu raiments for nucioar power plant fuol load ng & initial low power op 
©rations 

HENDRIX S Alligation Not Assigned. B8/O0/22 Dockollng ft Sorvlcos Branch ip 
46010307-46010 307. 

8007070092 Comment supporting proposed rulo 10CFR50 ro omorgency plann'ng a 
preparednos 9 roqu remonts for nucioar power plani fuel loading & initial low power op 
©rations 

KANNGA All > fiat -on No\ Assigned 68/06/22. OockeOng ft Services Qianch. tp 
40011:164-46011:184. 

8007070094 Comment supporting proposod rulo 10CFR60 re omorgoncy plann ng a 

a arodnoss roquiromants lor nuclear power plant fuol loading ft in. tial low power op 
ons 

WAECHTER.T M AiMiatlon Not Assigned 88/06/22 Dockollng ft Sorvlcos Branch 
Ip. 46011:185 46011:185. 

8007070090 Commont supporting proposed rule 10CFR5O ro omorgoncy planning ft 
pfOparednos 9 requirement for nuclear power plant fuol loading ft initial fow power op- 
erations 

WIOGER.J. Alfillat-on Nol A 99 lgrod. 8D/06/22 Docketmg a Sorvlcos Branch ip 
46011:107-46011:187. 

8007070113 Comment opposing proposed rule 10CFR5O ro omorgoncy plonn’ng a pro- 
pa/odness requlromonts for nuclear powor plani luol load.ng & Initial low power 
oporatlons.Commonts of Massachusetts Ally General JM Shannon oncl 
JONAS.S A Massachusetts, Commonwealth of. OB/OB/22 Docketing ft Sorvco9 
Branch. I4pp, 46011:100-46011:201. 

6807070130 Commont supporting proposed ru’o 10CFR5O ro omorgoncy planning a 
preparedness requirements lor nuclear powor plant luol load ng & initial low power op- 
erations. 

DAM,S Afl hal'on Not Assigned Rfl/OB/22 Docketing & Sorvlcos Branch Ip 
4601 7:295 4601 7:205. 

8807070135 Commont supporting proposod rule 10CFR50 ro omorgency plannng a 
preparodness roqulromonla for nuclear power plant fuel load ng ft Initial low power op- 
eration 3- 

* Affiliation Not Asslgnod- 88/00/22 Dockehng & Sorvico9 Qranch. ip. 46011:207- 
46011:207. 

8807070130 Comment supporting proposod rule 10CFR50 ro omoryoncy plannng a 
preparedness roqulromonls for nuclear powor plant fuol loading a initial low powor op 
©rations. 

HANSEN.L. Aflihatlon Nol Assigned B8/06/22 Oockotlng ft Sorvlcos Branch, ip. 
4601V 208 48011.208. 


8807070021 Common! supporting proposed rute 10CFR5O ro emergency planning & 
preparedness requirements for nucioar power plani fuel loading & in- tial low power op- 
erations 

WARNOCK.J Aftilation Not Assigned Bfl/06/22. NRC ♦ No Detailed Affixation Given 
3pp. 46017:207-46017:209. 

6807070023 Comment supporVng proposed rule 10CFR50 re emergency planning & 
preparedness requ rorr.ents for nuclear power plant fuel loading 8 Initial low power op- 
erations 

CASH.W. Affliat-on Not Assigned 88/00/22. Dock©Vng & Services Branch ip 
460 10 3 10-4 6Q 10 318 


8807070146 Comment supporting proposed ru'o 10CFR50 ro omorgoncy plann ng 8 
proparodness requirements tor nucioar power plant fuol loading 8 Initial low power op 
oratlons. 

MORRISSEY.SA. Affixation Not Asslgnod 80/06/22. Docketing & Sorvlcos Qranch 
2pp. 4601 1:21 1-4001 1:212. 

8807070147 Commont supporting proposod rulo 10CFR6O ro omorgency plann ng 8 
preparodness requirements for nuclear powor plant fuol load ng 8 initial low powor op- 
erations 

BROOKS.S.B. Affiliation Not Asslgnod. 88/00/22. Oockoting & Sorvices Qranch Ip 
46017.297-46017 297. 


8007070032 Comment supporting proposed rule 10CFR50 re emergency planning 8 
preparedness r equipments for nucioar power plant fuel loading & -nltlal low powor op 
©ratio n9 

COMITA.M. Affixation Not Ass'gned. 80/06/22. Docketing & Services Branch ip 
46017 291-46017.291, 


0007070160 Commont supporting proposod rule 10CFR50 ro omorgency plannng a 
proparodness requirements for nucioar powor plant luol loading 8 initial low powor op 
orations. 

SESSLER.G.F. Affiiatlon Not Assigned. 88/06/22. Dockollng 8 Sorvlcos Branch ip 
46011:213-4601 1213 


8807070036 Comment supporting proposed rulo 10CFR50 ro emergoncy planning 8 
preparodness requirements for nucioar power plani fuel loading & mii.ai low power op 
era lions 

WHITE.R. Affiliation Nol Ass’gnod. 86/06/22. Dockollng 8 Services Branch, ip. 
46010.314-46010 314. 

8807070037 Comment supporting proposed ru’o 10CFR50 ro omergoncy planning 8 
preparedness requirements tor nucioar power plant fuol load ng & Initial low powor op 
orations 

HOUDE.KF. Affiliation Not Ass gned 88/00/22. Office of the Secretary of the Com- 
msslon. ip 46017:202-46017:292. 


8807070152 Comment supporting proposod rulo 10CFR5O re emorgency planning 8 
proparednoss requirements for nuclear power plant fuol loading & initial fow powor op- 
erations. 

LOGUE.K.A Affulailon Nol Aes’gnocl 88/00/22. Docketing ft Sorvlcos Branch, ip 
4601 1:2 14-46011 '2 14. 

8807070185 Commont supporting proposod rulo 1QCFR50 ro emergency pfenning 8 

n atedness requirements lor nucioar powor plant fuel load ng 8 initial fow power op 
ons. 

QARVEY.J R. Affixation Nol Assigned. 88/06/22. Docketing 8 Services Branch. 2pp 
46011:008 46011.089. 



8807070174 Common! supporling proposed mlo 10CFR60 ro emergency plann ng A 
preparedness roqu.remenis for nudeer power plant fuel load ng & Init-al low power op 
©c ations. 

OAROIS.E Aff.liaHon Not Assignod 80/06/22. Docketing & Services Branch Ip. 
46011:092-46011 092 

0807070178 Common! supporling proposed rule 10CFR60 ro emergency p'anmng & 
preparedness requirements for nucloar power plant fuel load ng & Intial low powor op- 
erations 

TARZIA.J Affixation No! Assignod. 00/06/22 Docketing A Services Branch, ip. 
46011:093-46011:093 

0007070184 Common! supporting proposed rule 10CFH50 ro emergency planning A 
preparedness roqu'romonla for nuefoor power plant fuel loading & In Hal low power op- 
erations. 

PLAZE$Kl,P. Affiliation Not Assignod 00/06/22 Docket-ng A Services Branch ip 
46011.095-46011 095 

0807070166 Commonl supporting proposed rule 10CFR50 re emorgoncy planning A 
preparedness roqu remonls for nuclea' power plant fuel loading & In Hal low power op- 
erations 

ROGERS.D.P Affiliation Not Assignod. 00/06/22. Docketing & Services Branch Ip. 
46017:300-46017:300 

0007070187 Commonl supporting proposed rulo 10CFR50 ro emergency planning A 
preparedness roquremonls for nuclear power plant fuel loading & In Hal low power op- 
erations 

PiETZAK.L S Affnallon Noi Assigned 00/06/22. Docketing & Sorvico9 Branch, ip. 
46011:090 46011:096. 

0007070193 Commonl supporting proposed rulo 10CFR50 re emergency planning A 
preparedness roquiremonla for nucloar power plant fuel loading & Initial low power op- 
erations 

• Affihakon Not Ass-gned. 08/08/22 Docketing & Servlcos Branch, ip 4601 1 097- 
4601 1097 

0807070196 Commonl supporting proposed rule 10CFR60 ro emergency planning A 
proparodnoss requirements for nuefeer power plant luol loadmg & In. Hal low powor op- 
orations 

• Affiliation Not Ass-good. 00/06/22. NRC ♦ No Detailed Affiliation Given Ip. 
46017 .301-46017 30 


8807070289 Comment supporting proposed ru'o 10CFR50 re emergency plann ng A 
preparedness roquremonts for nuclear power plant fuel load ng & Initial low power op- 
erations. 

DAVIS, D.R. Affiliation Not Assigned. 88/06/22. Docketing A Serv.ces Branch ip 
46017.337-46017:337. 

88070 70296 Comment supporting proposed ru’e 10CFR50 re emergency plann ng A 
preparedn0S9 requ-rements for nucloar power plenl fuol foadmg 8 In Hal low power op- 
erations 

TlNEL.PL. Affiliation Not Assgned. 00/C6/22 Docketing A Services Branch ip 
46017:338-46017 338 

08070 70301 Comment supporting proposed ru'o 10CFR50 ro emergency p’anning A 
preparedness roqu foments for nucloar power plant fuol foadmg A mil al low powor op- 
erations. 

MURPHY, M.C Affi'lation Not Assigned. 88/C6/22 Docketing A Services Branch. ip 
46017.340 46017 340 

8807070306 Comment supporting proposed ru’o 10CFR50 ro emeraency planning A 
preparedness requirements for nucloar powor p'ani fuol foadmg A Init-al low powor op- 

ROUX.DP Affihaiion Not Assigned. 80/06/22 Docketing A Sorv.co 9 Branch, ip. 
46017.341-46017:341 

0807070309 Comment supporting proposed ru'o 10CFR50 re emergency plann ng A 
preporodnoss roqu'remonls for nucloar power p'ant fuel loading A mil- a I low powor op- 
erations. 

GAGNAR.R Affiliation Not Assigned 88/06/22. Docketing A Services Branch ip 
4601 1.077-40011:077. 

0807070319 Comment supporting proposed ru'o 10CFR50 ro emergency plann ng A 
preparedness requirements for nucloar powor p'ani fuel loadmg A initial low power op- 
oral ions 

WADLElGH.B Afflation Not Ass : gned 86/06/22 Docketing A Services Branch 2pp 
46017 344-4001 7-345. 

0807070327 Comment supporting proposod rule 10CFR50 ro emergency plann ng A 
proparodnoss requirements for nucloar power plant fuel loading A initial low powor op- 
erations 

FROLO.T R AIM ation Noi Assigned 08/06/22 Docketing A Sorv«cos Branch ip 
46017 346 46017-340. 


0007070199 Commonl supporting proposod rule 1QCFR50 re emorgoncy planning A 
proparodnoss roqulromonts for nucloar power plant fuol loading & initial fow power op- 
orations 

AZZOPARDl.J.O Affiliation Not Assignod. 00/06/22. Docketing A Services Branch 
ip. 46011.099-46011:099 

8807070201 Comment supporting proposod rulo 10CFR50 ro emorgoncy planning A 
proparodnoss roqulromonts for nucloar powor plant fuol loading A initial low power op- 
erations. 

* Afi-llation Not Assigned 80/00/22. Dockotlng & Sorvicos Branch ip 46011:100- 
46011100 

0007070209 Comment supporting proposed ru?o 10CFR50 ro emorgoncy planning A 
proparodnoss roqulromonts for nucloar powor plant fuel loading A initial low powor op- 
orations. 

THOM AS, S L. Affiliation Not Assignod. 00/00/22. Dockohng A Sorvlces Branch ip 
46017:303-40017 303. 

6607070214 Comment supporting proposed rule 10CFR50 re emorgoncy planning A 
proparodnoss requirements for nucloar powor planl fuel loading A initial low powor op 
orations. 

* AfMiaion Not Assignod. 8B/OG/22 Dockoting A Services Branch, ip. 46017:304* 
46017:304. 

6607070228 Comment supporting proposod rule 10CFR50 re emorgoncy planning A 
proparednoss roqu foments for nuclear power plant fuel loading A initial low power op- 
oral ions 

KILCOYNE.M R AllihattOn Not Assignod 08/00/22 Docketing A Services Branch Ip 
46017 305-46017:305. 


880707032G Commonl supporting prop-esed rule 10CFR50 ro emergency plann ng A 
preparedness requirements for nudeo' powor plant fuel loading A initial low power op- 
erations. 

CARON.D.A. Affiliation Noi Assignod. 00/06/22 Docketing A Sorvicos Branch ip 
4601 1 001-40011 031. 

0807070331 Commont supporting proposed rule 10CFR50 ro omergoncy plann ng A 
proparodnoss raquiromonls for nuclear powor plant fuel loadmg A initial low power op- 
erations. 

WHITCOMB, C. Affiliation Not Assignod 00/06/22 NRC ■ No Detailed Afh'iation 
Given. Ip. 46017 347-46017:347. 

8807070338 Commonl supporting proposod rule 10CFR50 re omergoncy plann ng A 
preperodness roqulromonts for nuclear power plant fuel loading A initial low powor op- 
erations 

0UCKWAID.S P. Affiliation Not Assignod. 08/06/22. Dockolirg A Sorvicos Branch. 
Ip. 46017:340.46017:340. 

B807070337 Commonl supporting proposed rule 10CFR50 ro emorgoncy plann ng A 
preparedness requirements for nucloar power planl fuel loading A initial low power op- 
erations. 

KOLONOSKI.D.E. Affi'lation Noi Ass gned 08/00/22. Docket-ng A Sorvicos Branch 
Ip. 46010:094-46018.094, 

0807070342 Comment supporting proposed rule 10CFR60 re emergency plann ng A 
p/eparodness requirements for nucloar power planl fuel loading A initial low power op- 
erations . 

JONES.fl.E- AIM'ation Not Assignod 60/06/22. Docketing A Services Branch, ip 
4601 7 320-4601 7:328. 


8607070239 Comment supporting proposod rulo 10CFR50 ro emorgoncy planning A 
preparedness requirements for nuclear power plenl fuel loading A initial low power op- 
erations 

YIN.M.S. Affixation Not Assigned O0/O8/22. Dockoling A Services Branch ip 
46010:070-40018:070. 

8607670246 Commonl supporting proposed rule \GCFR6Q re ©merqency plane ng A 
preparedness roquiremonts for nuclear powor plant fuel loading A initial low power op 
orations 

CHAMPIGNEY.P.E. Affiliation Not Assigned. 00/06/22. Dockotlng A Services Branch, 
ip. 46018:076-46010.076. 

6607070251 Commonl supporting proposed rule 10CFR60 re emergency planning A 
preparedness requirements for nuclear powor plant fuel loading A Initial low power op 
orations. 

CASSIDY ,T.C. Affiliation Not Assigned. 00/06/22. Office of the Secretary of the Com- 
mission. Ip. 46018.077-46010:077, 

8607070256 Comment supporting proposod rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar powor plant fuel loading A Initial low power op- 
erations. 

PERRY.A J. Affiliation Noi Assigned. 88/06/22. Docketing A Services Branch, ip. 
46018.079-46010:070. 


8607070343 Commonl aupportmg proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power planl fuel loading A initial low power op- 
eratione. 

SCHREIER.RM. Affiliation Not Assigned 80/06/22. NRC • No Detailod Alfi'ialion 
GlVOn. 1 p 460 1 1 :084 ■ 4 60 1 1 :Q84. 

6607070344 Comment supporting proposed rule \0CFR5Q ro omergoncy planning A 
preparedness requirements for nudoar powor planl fuel loadmg A Initial low powor op- 
erations. 

DODGE.S L Affiliation Noi Asa-gned. 80/06/22. Docketing A Services Branch. Ip. 
46010. 093-46010:093. 

0807070349 Comment supporting proposed rule 10CFR50 re emergency planning A 
preperodness requirements for nuclear power planl fuel load ng A Initial low powor op- 
erations. 

MAILHOT.T. Affihailan Not Assigned. 88/06/22. Docketing A Sorvices Branch 2pp. 
46017 330-46017:331. 

6007070352 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nucloar power plant fuel loading A Initial low power op- 
erators. 

IIZOTTE.R G. Affiliation Not Assigned 00/06/22. Docketing A Services Branch, ip. 
46017:332*46017:332. 


6607070274 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant luel loading A initial low power op- 
erations. 

ZORN.M.O. Affiliation Noi Assigned. 88/06/22. NRC - No Detailed Affiliation Given. 
Ip. 46018.002-46018.002. 

6607070276 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nucloar power ptant fuel loading A initial low power op- 
erations. 

CAUCHON.l. Affiliation Not Assigned. 08/08/22. Docketing A Services Branch. Ip. 
4601 8.083-460 18.C83. 


0807070354 Commonl supporting proposed rule 10CFR60 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low powor op- 
erations 

CORMIER. M C. Affiliation Not Assignod. 88/06/22. Docketing A Services Branch. Ip. 
4601 7:333-46017:333. 

8607070355 Comment supporting proposed rule I0CFR5O re emergency planning A 
preparedness requirements for nucloar power plant fuel loading A initial low power op- 
erations. 

JULIAN R.C. AHifiatlon Not Assigned 00/06/22. Docketing A Services Branch. 2pp. 
400 11 ■085-46011:006. 



0807070357 Ccmmoni supporting proposed ru'e 10CFRS0 re emergency p'an-ng A 
preparedness recuremenls ter nuclear power plant fte* loading & hdal low pcwx" op- 
era: C09. 

RAFALOWSKI.J J. AthiaNoo Net Ass gr.ed. 80/06/22 Doc k Cling A Serv;:es Branch 
Ip 46018 005 46018 CBS. 

68070703-01 Comment supporting proposod iu'g 10CFR50 re emergercy p’annng g 
preparedness requre.Tenl 9 for nue'ear power plant (to! loading £ hital low power op 
orai:cn3 

METEALF.E T. Alfi:ia , ; p.'i Nol Assigned 80/06/22 Oocketng 8 Services B-anch ip 
46018066-46010:096. 

8B07070363 Corment suppcrtirg proposed rule 10CFR50 re emergency p’annng A 
preparedness requ‘feTent9 fcr nue’ear power plant feel loading & hnal !ow power cp 
orations 

DIGIACOMO.R AtMialion Nol Assigned. 00/05/22 OocKDthg & Sorvcos Drench ip 
4G016 CB7-46016.CB7 

0807070368 Co-rment supporting proposed rule 10CFR5-0 re emergency p'ann ng 8 
preparedness requ Torrents for nue'ear power plant feel loading 8 Irnal low power op- 
erations 

LOSS' ERR. AH l.at on Not Assigned 08/06/?? Dockolng & Services 8'anch ip 
-16016 093 46010:000 

8007070381 Common! Supporting proposed rule 10CFR50 re emergency piannng A 
preparedness requ romenis for nue'ear power p'ant fuel loading & imt-fli low pc wo? op 
G'aiior.s. 

GCDBOUT.R J Aflil-aion Noi Ass g nod. 80/09/22 Dockotlng & Services Branch ip 
46017.360 46017:360 

8807070382 Ccmmoni suppcrtir.g proposed rule 10CFR50 re emergency planning 8 
preparedness requirements for nuclear power plant fuel loading 8 initial low powor op- 
erations 

KEARNEY.J J. Ediscn Efeclric Insiiluio 09/06/22 CHILK.S Off.co of tho Secretary of 
the Commas on 2pp. 46016 001 460 18 002 

8807070383 Comment supporting proposod rule 10CFR50 re emergency planning 8 
preparedness requirements for nuclear po wer plant fuel loading & initial low pc war op 
orations 

HJN TCN.W.O A/ff afon Nol Assonod 90/06/22 Docteitra & Services Branch fp 
46016 034-46010:004 

6807070367 Comment supporting proposed fUo 10CFR50 ro emergency planning 8 
preparedness requirements to/ nuclear power plant fuol loading & iniivd low powor op- 
erations 

PASCUCCl.C J. Aflliai.on Not Assigned. 00/06/22 Oockoting 8 Sor/.cus Branch. ip 
46067 273 46067:273. 

6807070390 Comment supporting proposed rule I0CFR50 ro emergency planring & 
preparedness requirement^ for nuclear power p'ant fuol loading & imha' low powor op- 
erators 

ULREY.Rl. AlfilaHon Not Assigned 8Q/C8/22 Docketing & Services Branch ip 
46C07 274 46067;274, 

8807070401 Comment si?pport-ng proposed rulo 10CFR50 re emergency planning & 
preparedness requirements to/ nuclear pew or p’ar.i fuol loading & initial low powor op 
e raisons 

BECKLEY.BP Affi'iation Nol Assigned 66/06/22 Dockei.ng 8 Sorv.ces Branch ip 
46016 097 46016:097. 

8807070408 Comment support ng proposod rule 10CFRS0 ro emergency planning 8 
preparedness requirements for nuclear power p’ant fuol loading & inmal low powo' op 
orations. 

PAULS EN.G E. Afl.lla! on Not Assigned 86/06/23 Docketing A Sorv.ces Branch 2pp 
460 f 8.098 1G0 J 6 099. 

8807070413 Comment suppori-ng proposod rule 10CFR&0 re omorgoncy p’ann.ng 8 
preparedr.oss requ romo.nte for nuclear powor p’ant fuel loadirg 8 initial low powor op- 
era l ions 

FROST, R E. Afhlat on Not Assigned 60/06/22 Oificg of the Secrolarv ol iho Com 
mission ip 46018 100 46018:100. 

8807070416 Comment supporting proposod rule 1DCFR50 re emergency piann ng 8 
preparedness requ ram on 1$ for nuclear power p’ant fuel roadlr.g A initial low power op- 
erations 

COUTURE, T.E Alfi’lalion Nol Assigned 60/06/22 Dockoimg A Services Branch ip 
46016 035 46016 035. M 

8807070429 Comment supporting proposed rule 10CFR50 re emergency panning & 
preparedness requirements lor nuclear powor p’anl fuel loading A infral low powor op- 
erations. 

MUELLER, D.R. Alffiallon Not Assigned. 66/09/22. Docket ng A Servicos Branch ip 
46010 072.46016 072. y K 

8807070433 Comrr.onl oppos ng proposed rulo 10CFR5G ro emergency planing A pre- 
paredness requirements for nuclear powor p’ant fuel loading A Irvtial low power opor- 
al'ons. 

MOtLER.F., MOLLER.C. Affixation Not Assigned. 08/00/22. NRC * No Delated Afhl* 
ation Given. Ip. 46018.070-46010:070 

8807070436 Comment support ng proposod rule 1QCFR50 re emergency plann-ng & 
preparedness require men Is to/ nuclear power p’ant fuel loading A Inftal low power oo 
erai ons 

HENRY.G.R, Affi iation Nol Ase.gnod. 68/06/22. NRC . No Oolailod Affihai-on Givon 
ip. 46016.102.46018:102. 

6807070440 Common! supporting proposed rule 10CFR50 re emergnney planning 8 
preparedness require men is for nuclear power plant fuel loading A Infra! low power oo 
eratlcns. 

SEYMOlFR.ME Affiliation Not Assigned. 88/06/32. Docketing A Services Branch to 
46018:103-46010:103. K 

8807070441 Comment support ng proposod rule 10CFR50 re emergency planning & 
preparednoss requirements lor nuclear power p’ani fuel loading A In tial low powor oo- 
erallons 9 * K 

' n No1 W/06/28. Docket ng A Services Branch, ip. 


0807070445 Ccmmoni supportng proposed rule 10CFR50 re emergency p’anning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
era* ens 

NCRADKI.J.W. Affi’iation Not Assigned. 06/06/22. NRC - No Detailed Affilation 
G-ven ip 46016:104-46018 104. 

8807070448 Ccmmoni supporting proposed rule 10CFR50 re emergency planning & 
proper odn ess requ rements for nuefoar powor plant fuel loading & initial low power op- 
ora! ens 

SEYMOuR.B.R Affi'iailcn Nol Assgned. 00/06/22. Office of the Secretary ol tne 
Commission Ip. 46018 1 22-46018.122 

6807070454 Commeni support:ng proposed rule 10CFR50 re emergency planring & 
preparedness roQu rements for nuclear powor plant fuel loading & initial fow powor op- 
oral ons 

COLE.R.F. Afh'aanon Not Assigned. 88/06/22 Docketing & ServfC 03 Branch ip 
4C018 116-46018 116 

8B07070457 Comment supportng proposed rule 10CFR50 re emergency planring & 
preparodness requ roments for nuefear power plant fuel loading & Initial low powor op- 
o/al.ons 

HODGOON.AO A<f i*ai on Nol Assigned. 00/06/22. Docketing A Services Branch, ip 
46018 066-46018 066. 

8607070460 Commoni supporting proposed rulo 10CFR50 ro emergency planning & 
praparGdoess roqu romonts (or nudoar power plant fuel loading & initial low powor op* 
orailons 

MAKO’vVICZ.M J. Affhation Not Assigned 08/06/22 Docketing A Services Branch 
ip. 46016 109 46018.109. 

8807070402 Comment supporting proposed rule 10CFR50 ro emergency planning A 
propared"os9 requirements lor nuclear powor plant fuel load ng & Initial low powor op 
orailons 

NICMOLS.W.W. Affilation Not Assgned 06/06/22. Docketing A Services Branch, ip 
46010.065 46016 065 

8807070463 Comment supporting proposed rulo 10CFR50 ro Gmorgoncy piann ng A 
proparodr.699 roquiromonls lor nuclear power plant fuol loading A Initial low power op* 
oialions, 

FlYAN.Pi Aft, Hat on Not Assigned 8B/G8/22. NRC • No OefaffQd Affif-atton Givon. to 
46010:105-46016 105 

8807070465 Commont supporting proposed rule 10CFR50 ro emergency planning A 
proparo dress roquiromonls for nuclear power plant fuol loading A initial low powor op- 
oral ionr> 

PRICE. KE Alhllaticn Nol Assgned 08/00/22. Docketing A Services Branch, ip 
46O1B.O03 4601 0 063. 

8807070466 Commoni supporting proposed rulo 10CFR60 ro omorgoncy pfenning A 
preparodross roquiromonls lor nuclear power plant fuol loading A in,1lal low powor op- 
GfBlions. 

• Affilqion Not Assigned 88/06/22. Docketing & SorvJcos Drench Jp. 460JB 108 
46010:106. 

8607070408 Comment supporting proposod rule 10CFR60 ro omorgoncy planning S 
p.'Qparodros9 roquiromonls for nuclear power plant fuol loading A initial low powor op 
oration^, 

TOOLE .MF AlMiallon Not Assigned. 08/06/22 Dockoung A Sorvicos Branch, ip 
46010.030 46010.038 

8BO7Q7O409 Commont supporting proposed rule 10CFR60 ro omorgoncy planning & 
preparedness requirements lor nuclear powor plant fuel loading A initial low power op 
orations, 

BENNETT.M A. Affiliation Nol Assigned 88/00/22. Docketing A Services Branch, ip 
460 18055 -460 18 055. 

6807070494 Comment supporting proposed rule 10CFR60 ro omorgoncy planning & 
preparedness roquiromonls for nucloar power plant fuel loading A initial low power op- 
orallons. 

SHEPPERO.J.K Affiliation Not Aaslynod. 88/00/22. Docketing A Services Branch, ip 
46016:116 46018:116 

8807070497 Comment supporting proposed rulo 10CFR60 re emergency planning A 
preparedness requirements for nuclear power plant fuol loading A Initial low powor op- 
orations. 

MARBLE. R.E. Affilation Not Assigned B0/OB/22. Dockollng A Sorvlces Branch Ip 
460iB:)l2 48018:112. 

8807070469 Comment supporting proposed rulo 10CFR60 re emergency planning A 
preparedness requirements (or nuclear power plant fuel loading A infllpl low powor op- 
erations 

AUNE.J.E. Affiliation Nol Assigned. 00/00/22. Docketing A Services Branch. Ip 
46016:110 46018:110. 

8607070600 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A Initial low power op- 
©raCons 

MORREALE.C. Affiliation Not Aselgnod. 88/00/22. Docketing A Services Branch. Ip. 
46018 111-46018:111. 

8807070502 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations. 

PARADiS.M G Affilaton Not Assigned 00/06/22. Docketing A Sorvlces Branch, ip. 
46010:113 46018:113. 

8607070603 Commeni supporting proposed rule 10CFR60 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low powor op- 
oraiiona 

RANO.T.L. AfMlaiion Nol Assigned 00/06/22. Docketing A Services Branch, ip 
46018:114-46010:114. 

6807070504 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirement for nuclear power plant fuel loading A Initial low power op~ 
eralions 

BODOH.DJ Al filial ion Nol Assigned. 08/00/22. Docketing A Services Branch 2pp. 

4 6010:117-48010:118. 



6807070506 Comment supporting proposed rule 10CFR50 re emergency ptanrvrg A 
preparedness rnqui'Gmunls for nucloor powor p’ant fuel loading & filial row power op- 
erations 

FOYE.DH Afhlation Noi Assigned 08/06/22 Oockolmg & Services 8ranch Ip 
4G010.1 19-46018 1 10 

8607070508 Comment supporting proposed rule 10CFR50 re emergency plannng 8, 
preparedness roqu foments for nucloar power plant fuel load.ng & in t ol low power op 
erafions 

HAN.FFY.F Affiliation Not Assigned. 00/06/22 Dockoilng & Services Branch ip 
46018 120 46010 120 

0807070510 Commeni support-ng proposod rulo 10CFR50 re emergency p^arn ng 8. 
preparedness requirements for nucloar power plant fuol load ng & In t al low powor op- 
orat’cns 

LfEDES.fl.H Afr.ffafoi N of Assigned G0/O6/22 Docketing & So'v.cos Branch ip 
46016 121-46016.121. 

6907120137 Commeni opposing proposed rulo 10CFR50 ro omernoncy planning & pm 
paredness req.i remnnis for nuclear power plant luol foadmy & Initial low powor opor- 
al ons 

HILLS.DE AfMialon Not Assigned 88/06/22 CHILK.SJ. Ollico of tho Secrolary of 
mo Commission fp -ffifOS fO<M0tG5' 1G0 

8807120149 Comment opposing proposed rule 10CFR50 re emergency planning A pro* 
pa'ednoss requirements for nucloar powor planl fuol loading A initial low powor 
opo'ai ons Existing safely roqj foments a'roady crimina'ly throadoaro 
LODER.J E AfMinlion Noi Assigned 80/06/22. CHILK.SJ Office of Ih© SocrelB'y of 
Ihe Co'Tim.ssion 4pp 40105 101.46105:105. 

8007120169 Common! support ng proposed rule 10CFHSQ ro emargoncy planning & 
preparedness roqj foments for nucloar powor plant fuel load-ng & md-ai low powor op- 
9fOl«on9. 

GEAGHAN.DF Afliiaion Not Asa-ynod 86/06/22 Docketing & Sorvicos Branch ip 
40105 107-46105.107 

8807120486 Commeni opposing proposed rulo 1OCFB50 to emergency planning A pro- 
porodnoss roquremenls for nuclear power plant luol loading & inliiai low powor opor- 
Gil tens 

HUMPHREY.GJ Sonato. 80/00/22 CHILK.S J Office of iho Secretary of iho Com- 
mission 3pp 46105 137-46105 1 30- 

0007180002 Comment supporting proposed rulo 10CFH50 ro emergency p'ann ng & 
proparednos9 requiromunls for nuc'ow power plant fuol loading & wlia) Jow power op 
orations 

WALTER, G.li. Afflianon Noi Assigned. 00/06/22 Dockoilng A Sorvicos Branch ip 
40101 058-46101 050 

8607200252 Comment supporting proposod rulo 10CFH5O ro omorgoncy plonking A 
preparedness roqjirorr.onls lor nucloar powor plant fool loodtng & inilial low powor 
operat ons Economr: development win slognotu w/o fac hty. 

TAYtOR, M A Affiliation Not Assigned 80/06/22. Dockoting & Services Branch ?pp 
46194 037.46104 030. 

8807010562 Comment Support ng proposod rulo 10CFR50 ro omorgoncy planning & 
preparedness roqu rorr.onts for nucloar powor planl fuel loading & inT«al fQw powor op 
oral 009 . 

HAWKES.C.l Affi'ioton Not Assigrod 08/00/23 Dockoilng A Sorvicos Branch Ip 
45991110 45003.110. 

6607010664 Comment supporting proposed ru'o 10CFR50 ro omorgoncy plannng & 
pro | jared.no 9 s requirements for nucloar powor plant fuel loading 8 inilial low powur op- 
erations. 

FRECHETTE. R. Alfi'lot.on Not Asslgnod 80/06/23 Dockoilng A Sorvicos Branch ip 

45993 203 45903:203. 

8007010669 Commofil supporting proposed rulo 10CFR50 ro omorgoncy panning A 
proparorfn.oss roqul'emonts for nucloor power plant fuel loading & inilial low power op 
erauons. 

GLYNN, B M Affiliation Not Assigned 80/06/23 Olfico of the Secretary of Iho Com. 
fn'sslgn. Ip. 45994.060-45094 068 

6807010705 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirement for nuefuar powor plant luol loading & intial low power op 
e rollons 

* Affiliation Not Assigned 88/06/23. Docketing & Sorvicos Branch ip, 45994 004- 
45904 064. 

0807010715 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requremonls for nucloar powor plant fool loadng & initial low power op- 
erations 

* Affiliation Not Assgned 80/06/23. Dockoimy & Services Branch ip. 45994.047. 

45994 047. 

8807010731 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nucloar powor plan! fuol loading & initial low power op 
orations. 

OKEEFE.M. Aliriat.on Noi Assigned. 08/06/23. Docketing & Sorvicos Drench ip. 
45909 166. 45989 100. 

8807010734 Commnnt supporting proposed rule 10CFR5O ro emergency planning & 
preparedness requirements for nucloar power plant fuol loading & in-hal tow power op. 
orations 

THOMPSON, 7. M. /Ufttadon Not Ass<gnod. 80/06/23. OocHoUng A Sorvicos Oran ch 
Ip. 45903 205.4 5993 205. 

8807050039 Comment supporting proposed rule 10CFR60 ro emergency plann ng & 
preperednoss requirements for nucloar power plant feel load-ng & initial low power op- 
erations 

MCARTHUR.M.W., MCARTHUR.L.G. Affiliation Not Assigned. 88/06/23. Dockoilng & 
Services Branch, fp 4 5995.2 f 3- 45005:2 1 3. 

0807050041 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparednos9 loqu.remenls for nucloar power planl fuel loading & In.iial low power op* 
erai'ons. 

FlNNlGAN.J. Affiliation Not Assigned 80/06/23 Docketing A Services Branch, ip. 
45995.214 45905 214. 


0807050046 Ccrrnr.ont support ry p'Oposed rule 10CFH50 re emergency plannng A 
prep8'ednes9 roqui'omonis fer nuclear power p'unl fuel loedmg A imtal low power op- 
erations 

LEARy.P Aff.lation Not Assgned 68/00/23 Dockoimg A Sorvicos Branch 1p. 
45995.216-45995 216 

8807050047 Ccmmont support ng proposed rule 10CFR50 ro omorgoncy plarr.nn A 
preparedness req„ironnenis fO' nucloar powor planl fuel loading A initial tow powe' op 
o/aiions 

R.LEY.SM Affiliaicn Not Assigned 80/00/23. Oockotmu A Sorvicos Branch. Ip 
45995:21 7.4599b 21/ 

8007050951 Comment supporting preposed ru‘o 10CFR50 ro orr.orgency planning A 
preparedness roqu rerr.onls for njclea.' powor plant fuel load-ng A ii.tal low power op- 
erations 

WORKMAN, M K. Affi'ialipn Not Assignod 68/00/23. OocKOlmg A Sorv-COs Branch 
ip 45995:218 45995 210 

8607050052 Comment supporting proposed rulo 1CCFR50 ro omoryoncy plannng A 
preparortnofis ruqu'rmnonis for huc’oar powor p’anl luol loading A Initial !ovv powor op 
oral ons 

ASCANIO.R AH.I alion Not Assiqned 88/06/23 Dockoting & Services Branch, ip 
45995 219 45995 2t9. 

8B07050054 Comment supporting p*o;>osod rule 10GFR5O ru emergency planning A 
properodnoss fCQLi'omonis fer r.uCloor powor p'enl fuel loading & i rival low powor op- 
erations 

SATTF.H FIELD, M Ah.lifllion Not Assigned 06/06/23 Docketing A Sorvicos Branch. 
Ip 45905.221 45995 221 

0807050056 Cummoni support ng proposed rulo 10CFR50 ro omo/goncy plannng & 
preparedness requirements for nucloar power plar.l fuel toad hg & in *m1 low powur op- 
oroiicns 

BROWN. C Affilauon Not Assigned 80/06/23 Docketing & Sorvicos Branch fp 
459U5 222-45995 222 

B807QSQOBD Common} supporting prepnsod fulu J0CFR5O ro omorgoncy planning A 
proparodnoss roqurernenfs to f nuclear powor plant fuol loading A .ruiial low powor op- 
erations 

GiLDEHTO.t) G. AHriaiicn Noi Asslgnod 80/00/23 Dockoilng A Services Branch ip. 
45995.223 45995:223 

0807050069 Cominoni aupperting proposed rule 1CCFR50 re emeryercy p'arn.ng A 
p/eparodnoss wtpt foments io: rucioat power plant luol loading A Jrlj-aJ low powa: op- 
orations 

GUILDERT.NE AIM ol on Not Assigned 08/00/23 Dockoting A Sorvcou Branch In. 
450 9 5 227- 45995: 227. 

8007050079 Com'nerH supporting preposod ruo 10CFR5O re umorgoncy plannhg A 
proporodnoss roqu romonts for nuclear powor plant luol loading S initial low power op- 
oral on s 

AiELLO, K f\A AH.Iotion Not Assigned. 00/06/23. Dockoting A Sorv.ces Branch, ip 
450 9 5 230-45995 230. 

6807050009 Comment supporting proposml rulo 10CFR5O ro omorgoncy plonrlng A 
proporodnoss roqi.l-umeni8 for r.uc'OQr powo-' p’anl fuol loadnQ A -ntiai low powor op 
orations. 

GERFHSH.DR Alfil.otion Not Assignod 60/06/23. NHC - No Dotoi!o<i Afhlat-on 
Given ip 45995:233-45995 233 

6007060093 Commonl supporting proposod rulo 10CFR50 ro cmetponcy plannng & 
preoarednoss req^iromonis fer nucloar power plant k.ol load ng & initial low powor op 
orations 

TARMY.E.A Aflil-ation Noi Assigned. 00/06/23 Dockutmg A Sorv.cog Branch. Ip 
45093:235.45095 235 

80Q7O5OO95 Commeni 9 upport ng proposed rulo 10CFR50 ro omorgoncy planning A 
proparednoBs fuquromonls tor nudoor power pioni fuel load-ng & hullnl low powor op- 
erations. 

HANLEY.M.A. Arfi'laion Not Afts g^ud. U0/D6/23. Dockoilng A Serv.coa Brar.ch. ip 
45999:339-45090 339 

6607050 106 Comrnonl eupportlhg proposed rulo 10CKR5O ro omorgoncy planning A 
preparedness requ foments for nuc'oar powor plant fuel loading A In.tol low power op- 
erations 

’ Affiliation Not Assigned. 09/Q6/23. Docketing & Services Branch, ip. 45909:340- 
45009:340 

8B07050 1 16 Comment supporting proposed ru'o 10CKR60 ro emurgoncy plenring & 
proparednoss roquhemonls for nucloar power p'enl fuel loading A Inrtlal low power op- 
erations 

MAM.H, HAK\S Affil ation Not Asslgnod. 08/06/23. NRC • No Doroi’od AHilalion 
Glvon IP 45999.341-45900 341 

6607050 122 Comment support ng proposed rule 10CFR90 ro emergency plann ng A 
proparednoss roqu foments for nuclear power plant fuel l-oading A Initial low powor op- 
erations. 

JASINSKI.M Alfilauon Not Assignod. 00/06/23. NRC ♦ No Dotai'ed Alfl'fat.on Given. 
Ip 46995:212 45995:212. 

6607050132 Commeni supporting proposed rulo 10CFRS0 ro emergency plannng A 
preparedness requirements for r.ucfoar power plant luol loadng A imlial low power cp- 
orallon8. 

GASNEPA/N.S J. Affi/aton Not Ass^narf 0Q/C6/23. Oockolmg A Services Orancfi. 
ip. 45995:203 45095 203 

8607050140 Commont supporting proposod nj'o 10CFR50 ro orr.orgency planning A 
proparedness roqti/oments lor nucloar power p'enl fuol loading A in.iial low power op- 
erations 

TARDIF.L. Afhlaticn Not Assigned. 80/06/23 Docketing A Services Branch, ip. 
45D8Q 342- 45090 312 

8807050168 Comment supporting proposed rule 10CFR6O re emergency planning A 
proparednoss requ r aments for nucloar power plant fuel loading A in t-al low power op- 
erations. 

ENGBERG.B Affiliation Not Assigned 00/06/23. NRC - No Dota led Add ation Gvcn 
ip. 45995:193 45995.193. 



oovfuov ioi tyommew support proposuu <o<v ^oriuw <a o «v<yv"^ r ~ 

preparedness foquIre.T.enfs for nude a' power plant fuel loading A initial taw power op- 
eration a 

WOOD J H Aft.l-ation Not Assigned 69/06/23. Docketing & Services Branch ip 
45992:096-45992.096 

8807050193 Comment supportng proposod ru'e 10CFB50 re emergency planring A 
preparedness requirements tor nuclear power plant fuel 'oackng & initia 1 low power op- 
erations. 

LORD.M. Affi'iation Noi Aesgned 89/06/23 Docket ng & Sorvices Branch tp 
45992:101 -45992:101 


preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
©rations 

WIISON.K Affiliation Not Assigned. 00/06/23. Docket ng 8 Sorvlcos Blench, tp 
46009 227 46009 227 

8807050647 Comment supporting proposed rule 10CFR50 ro emergoncy plannr.g A 
preparedness requirements for nuclear power p'ant fuel loading a initial low power cp- 
arations 

BASS.S Affilatlon Not Assigned. 08/06/23. Docketing A Services Branch tp 
46000 036 46000.038 


8807050198 Comment supporting proposed ru'e 10CFRS0 re emergency piannng & 
preparedness requi'emonts tor nuclaar power plant fuel loading & In it al tow power op- 
erations 

* Affilatlon Not Assigned 88/06/23. NRC ■ No Oetaled Affiliation Given, ip 
45992:103-45992 103. 


8807060531 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requ rements for nuctear power plant fuel loadmg A in.lial f ow power op- 
orations 

KElZER.R. Affilatlon Net Assigned 00/06/23. Docketing A Sorvlcos Branch ip. 
46010:236-46010.238. 


88070 502 12 Comment supporting proposed rule 10CF R50 re emergency planning A 
preparedness requ rements lo/ nuclear power p'ant fj©J loafing A initial low power 
operations. Lists reasons fo' support Asserts plant capacity could elmirate concerns. 
CASEY.T.J, Affiliation Not Assigned. 8B/06/23. Docketing A Sorvices Branch ip. 
45992.113 45992 113. 


8007060556 Comment supporting proposed rule 10CFR50 ro omorgoncy p'anr.lrg A 
preparedness requirements for nuclear power plant fuol loadng & inrtlai low power op- 
erat.ons. 

• Affiliation Noi Assigned 00/06/23. Docketing & Services Branch ip 46010 234- 
46010:234. 


8807050216 Comment supporting proposed rule 10CFR50 ro emergency p'anning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations. 

OINEEN TOMASINI Ablation Not Assigned 68/00/23. Docket ng A Sorvlce9 Branch, 
ip. 45992 114-45992 1 14 

8907050217 Conrmonl supporting proposed ruio I0CFR50 re emergoncy piannng & 
preparedness requ romonta for nucloar power plant fuel load-ng & (ml al low power op- 
erations 

4 Affiliation Not Ass gned 0B/O6/23. Docketing & Sorvices Branch ip 45902 115- 
45992 115 


6807060584 Comment supporting proposod ru’e 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel load-ng & initial low power op- 
erations 

NELSON. PC Affiliation Not Assigned. 00/06/23. NRC • No Detoiled Affliaton Given 
ip, 46010:231-46010.231. 

B8070605B7 Comment supporting proposed rule 10CFR50 rn emergoncy planning A 
preparedness requirements for nuclear power planl fuel loading A initial low powor op- 
erations. 

LEVESQUE, N.T.. LEVESQUE.C.R. Affilatlon Not Assigned 00/06/23 Docketing A 
Services Branch Ip. 46Q10 230 46010.230. 


6607050246 Comment supporting proposed rule I0CFR60 ro emergoncy planning A 
preparedness requ foments (or nuclear power plant Ijo! loading A nbal low power op- 
oral ons. 

MELCHiORflE.A A Af Mahon Not Ass g-.od 08/06/23 Dockoting & Sorvlcos Eranch. 
ip 45002:133-45992:133 

8607050251 Comment supporting proposed rule 10CFR60 ro emergoncy planning A 
preparedness requ 1 foments for nuclear power planl fuel ’oad ng & Initial low powor op 
eratons 

GASS.W.A Affi'iation Not Assigned 88/06/23 Dockoting A Sorvcos Branch ip. 
45902:135-46992 135 


8807060600 Commoni supporting proposod rule 10CFR60 ro omorgoncy piannng A 
pro pared no ss requirements for nuclear power pfant fuol loading & initial low powor op. 
oratons 

GEHRKE.L. Afflmtlon Not Asslgnod. 88/06/23. NRC • No Ootolod Alli'inlion Givnrv 
ip, 46010 226-46010 226. 

0607060604 Comment supporting proposod rule tOCfRbO ro omorgoncy planning A 
preparodnoss requlromants for nuclear powor plant luol lond.ng & initial low power op 
orations. 

SAVAGE.RW. Alfiliotion Not Assigned. 88/00/23 Dockot.ng A Servicos Branch tp 
46010.225-46010 225. 


8607050269 Comment supporting proposed rule I0CFR50 re emergoncy plann.ng A 
preparedness requirements tor nuclear power plant fuel loading & inr-al low powor op* 
eralons 

LAZZARA.A W Affi'iaiion No! Assigned 08/06/23 Docket ng 8 Services Branch, ip. 
45992:139-45992 139. 


8007080807 Comment supporting proposod ruio J OCF/150 to emergency planning A 
preparedness requiromonls for nuclear power plant fuol load ng A initial low power op 
orations 

CORTON.J.E, Affiliation Not Assigned. 06/06/23. Dockoting & Servlco9 Branch, ip 
46010:223-46010:223. 


8807050300 Comment supportng proposod rule 10CFR50 ro omorgoncy planning A 
preparedness requirements tor nuclear power plant fuel loading A inlial low power op 
erations 

KUSELY,M.E. Alli'iatlon Not Assigned 88/06/23 Dockoting & Sorvlcos Branch tp. 
45995:070-45995:070 

80070803 1 4 Comment supporting proposed ru'e 10CFB50 re emergency planning A 
preparedness requirements for nuclear power p'ant fuel loading A initial low power op- 
erations. 

• Alfilatlon Not Assigned 88/06/23 Dockoting A Servcoa Branch. Ip 459920B9- 
45992.089. 


8607060609 Comment supporting proposed ruio 10CFR5U ro omorgoncy p'annhy & 
preparedness requ romonis tor nuclear power plant fuol loading A Initial low power op- 
erations. 

BROTHERTON.R, Aff.l-alion Not Asslgnod 08/00/23. Dockoting A Sorvlcos Branch 
ip. 46010:222-46010:222. 

8807070006 Comment supporting proposed rule 10CFR60 ro umornoncy planning A 
preparedness requirements for nuclear powor plant fuel loading A Initial low powor op 
oratons. 

FLAHARDY.C. Affiliation Not Assigned 00/06/23. Docketing & Sorvlcos Branch |p 
46010-322 46010 322. 


8807050321 Commani supporting proposed rule I0CFR5G re emergency planning A 
preparedness requirements for nue'ear power planl fuel iced ng & Irr al low power op * 
era li on9 

W6LLS.J *J. Affil al on Not Assigned 88/06/23. Docketing A Services Branch Ip 
45905:074-45995:074 


0807070014 Comment supporting proposed rule 10CFR50 re omorgoncy piannng A 
preparedness requirements lor nucloar powor plant luol load-ng A initial low power op- 
erations. 

FLAHARDY.D Affiliation Not Assigned 88/06/23. Dockoting A Sorvices Branch Ip 
40010:319 40010.310, 


8007050425 Comrnent supportng proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar power plant fuel loading A initial iow power op- 
erations 

* Affiliation Not Assigned. 88/06/23. NRC ♦ No Detailed AtfiMnllon Givon Ip. 
45905:0 13-45995:0 13 


8807070062 Comment supporting proposed rule 10CFR60 ro omorgoncy planning A 
preparedness requiromenls for nuclear power planl fuel loading A Initial fow power op- 
erations. 

LENTZ, E.S. Affiliation Not Assignod 00/00/23. Dockoting & Sorvlcos Branch, ip 
46017:294-46017:294. 


8807050426 Commont supporting proposod rule 10CFRGO re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations. 

LANE.R. Affiliation Not Assigned. 88/06/23. Dockoting A Services Branch. Ip. 
46009:226-46009:228. 

86070&0428 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power op- 
era j Jons. 

DINEEN,J. Affiliation Not Assigned. 88/06/23. Docketing A Service? 8ranch Ip. 
45995.014-45995:014. 


860 707 006 6 Comment supportng proposod rule 10CFR50 re emergoncy piannng A 
preparedness requiromenls for nuefoar powor pfant fuol loading A Initial low powor op- 
erations 

SIMONSON.S.C. Affiliation Not Assigned. 00/06/23 DockotlnQ A Sorvlcos Branch 
ip. 46010:310-46010:310. 

6807070068 Comment supporting proposod rule 10CFR50 ro omorgoncy planmr.g & 
preparedness requirements for nuclear powor plant fuel loading A Initial low powor op* 
gallons. 

MCCABE, P.D. Affiliation Noi Assigned. 00/06/23. Oockoiing A Sorvlcos Branch ip. 
46010:300-46010:309. 


6607050472 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear powor plant fuel toad ng A imhal low powor op- 
erations. 

ClANCl.J. Affilation Not Assigned. 08/06/23. Office of Ih© Secretary of ih© Commis- 
sion. 2pp. 45 999.360 459 99.36 1 . v 

6607050504 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclaar power plant fuel loading A initial low power op- 
erations. 

* Affiliation Not Assigned. 88/06/23. Docket ng A Services Branch, ip 45999.283- 
45999.283. 


6007070082 Comment supporting proposed rule 10CFR50 ro omorgoncy planning A 
preparedness requ rom-onis for nucloar power plant fuol loading A Initial low power op- 
erations 

HlCKCK.R.E. Affiliation Noi Asslgnod. 00/06/23. Dockoting A Servicos Branch, ip. 
460 1 0:30B-460 1 0.308. 

8607070090 Comment supporting proposed rule 10CFR50 ro omorgoncy plann ng A 
preparedness requirements for nuclear power plant fuol loading A Initial low power op- 
erat.ons. 

GOULO.G.W Affiliation Not Assigned. 00/06/23. Dockolmg A Sorvlcos Oranch ip. 
4601 0:306-4601 0:308. 


0807070097 Comment supporting proposed rule 10CFR50 ro emergency plannirg & 
preparedness requ romonls for nuclear po«or p'ant fuel loading 8 initial low power op- 
erations 

MCCARTHY. M.P Affiliaton Not Assigned. 88/C6/23 Docketing 8 Se.-vices Branch 
Ip. 460 tO 305 46010 305 

8807070104 Common! supporting proposed ru'e l0CFn50 ro omorgoncy planning 8 
preparedness requirements for nuclear power plant fuel loading 8 initial low powor op- 
arat.ons 

SAMSTAG.SS Aff.halicn Not Assigned 83/00/23 Docketing 8 Sorv.ces Branch tp 
46010 304-^8010.304 

8007070107 Comment supporting proposed rule 10CPR50 ro orr.orgoncy planrhg & 
preparedness reqjlron-.onts for nuclear power plant fuol load ng & Imiial low powor op- 
era ions 

WHiGHT.n.V. Affiliation Not Assigned. 80/06/23 Docketing & Sorvices Branch, ip. 
46010.303.46010 303. 

8807070112 Comment supporting proposed rule 10CFR50 ro emergency plann ng 8 
preparedness requ romonts for nucloar powor plant fuel loading & initial low power op- 
erations 

GARSKI.J.P Aflilallon Not Assigned. 08/00/23 Docketing 8 Sorvlcos Branch ip 
46010.302-46010:302 

8607070116 Comment supporting proposed ru'o 10CFRS0 ro omorgoncy planning 8 
preparedness loquhomonts for nuclear power plant fuol loading 8 In Hal low powor op- 
orat«ons 

* Afl.liation Not Assigned 80/06/23 Dockoimg 8 Sorvlcos Branch, tp 46010 301- 
460 >0 30>. 

8007070122 Comniont supporting proposed rulo 10CFR50 ro emo-gency plannng 8 
preparedness requirements for nucloar power plant fuol load ng 8 inlllal low power op 
oral ions. 

PRANTlS.J.P Afti!iot:on Not Ass-gned 00/06/23. Docketing & Sorvlcos Branch tp 
46010 300 46010:300. 

8807070124 Comment supporting proposed rulo 10CFR50 ro ©morgency planning & 
preparedness roquiromonts fer nuc'oar powor p'ant fuol loading & Initial low power op- 
orations 

FANNiNG.n K. Affiliation Not Ass ; gnurJ 00/00/23 Dockoting & Sorv.cos Branch Ip 

46010 299 40010 299. 

8807070141 kommnnt support-ng proposod rulo 10CFR5O re omorgoncy planning 8 
proparadnoss roquiroments lor nucloar power plant fuol loadng & Imiial fow power op- 
erations 

JANSEN, DM Affiliaton Not Assigned flfl/00/23. Dockoting & Sorv.co3 Branch ip 
40011209*46011 209 

0807070146 Comment supporting proposed rulo 1UCFH50 ro emergency plannng & 
preparedness requ romonts for nuc'oor powor p'ant fuol loading 8 initial low powor op- 
orations 

QESMOND.J.C- AfMiallon Not Assigned 08/00/23 Oockotmg 8 Sorvlcos Drench ip 

46011 210-40011 210. 

8807070160 Comment supporting proposod rulo 1OCFR50 ro omorgoncy planning 8 
proparodnos9 roqulromonts for nucloar power plant fuol loading & Intial low power op- 
Oralion9. 

TIlOEN.R.C Affiliaton Not Assignor! 06/00/23. Dockoting 8 Sorv.cos Branch ip 
46011 087*46011:007. 

6607070104 Comniont supporting proposed rulo I0CFH5O ro omorgoncy planning & 
pioparednoss roqu foments for nucloar powor plant fuol loading 8 initial low powor op 
©rations. 

‘ Afl.liation Not Asslgnod. 80/08/23 Dockoting 8 Sorvlcos Branch 2pp 46017 290* 
46017:299. 

8807070260 Comment supporting proposod rulo 10CFR50 ro omorgoncy planning 8 
proparodnoss roqulromonts for nucloar power plant fuol loading 8 ln:l ol low powor op- 
Qfatons. 

DRAMBILLA.M.A. Aff.i-ation Not Assigned 80/06/23 Dockoling A Sorvlcos Branch 
ip. 46018:080 40018 000 

8807070267 Common! aupportng proposod rulo 10CFR50 ro omorgoncy planning & 
proparodnoss requirements for nucloar power plnm fuol loading 8 initial low power op 
©rations. 

BEASLEY.B. Affiliation Not Assigned. 08/06/23 NRC - No Doiailod Affiliation Gwen 
Ip. 46024:355-48024 355. 

6807070269 Cornmonl supporting proposed rulo 10CFR50 re omorgoncy plannng 8 
proparodnoss roqulromonte for nucloor powor plant fuel loading 8 initial low powor op 
orahons. 

SLEMP.P.W. Affi'iation Not Assigned 08/06/23 NRC - No Doiailod Affiliation Glvon. 
Ip. 46018 081-40018.001. 

8807070305 Commont supporting proposed ru’o 1OCFH50 ro omorgoncy planning 8 
proparodnoss requirements lor nuclear powor plant fuel loading & Initial low powor op- 
erations. 

CLEMENCE.J.8. Affiliation Not Assigned. 00/06/23. Docketing 8 Sorv.co9 Granch. ip 
46010:360 46010360. 

8807070313 Comment supporting proposed rulo 10CFR50 ro emergency planning 8 
preparedness requirements for nucloar powor plant luol load nQ & initial tow power op- 
erations. 

JASINSKI.G.L. Affiliation Not Assigned. 68/00/23. NRC - No Dotai'ed Affiliation Gwon 
Ip. 46017 342*46017:342 

8807070315 Cornmonl supporting proposod rulo l0CFfl50 re emergency planning 8 
preparedness roqulromonts for nucloar power plant fuel loading 8 initial low power op 
orations 

PlNSIACE.R.P, Affiliation Not Assigned. 08/06/23. Docketing 8 Sorvlcos Oranch. ip. 
46011:070-46011:078. 

8807070318 Commont supporting proposod rule 10CFR50 re emergency pfenning 8 
proparodnoss roqulromonts for nuclear power plant fuol loading 8 initial low power op 
orations. 

MCKEE, J.P. Affiliation Nol Assgned 80/00/23 Docketing & Sorvlcos Branch, ip. 
40016:084*46018.004 


8807070321 Comment support-ng proposed ru'o 10CFR5O re emergency plannng 8 
preparodnos9 requ rempnis fer nucloar power plant fuol loading 8 initial low powor op- 
erations 

WALLACE.O.G Aff lotion Not Ass gnod 86/06/23 Dockoimg 8 Services Granch. Ip 
48011079-46011 070. 

0807070325 Commeni supporting proposed rulo 10CFR50 re emergency plannng & 
preparedness require monls for nudea r power plant fuol loading 8 Initial low power op- 
erations. 

* AIMIation Not Assigned. 08/06/23. Docket ng 8 Services Branch, ip. 46011.080 
460 ft. 080. 

8B07070326 Comment support ng proposod rule 10CFR50 re emergency p'annng & 
preparedness requrements fo* nuclear power plant fuel loadng 8 initial low power op- 
erations 

* Afliliaiion Not Assigned 08/06/23 Dockoling 8 Services Branch Ip 46024 353- 
46024 353 

0807070330 Comment supporting proposed rulo 1QCFR50 re emergency p’anning 8 
proparodnoss roquiroments for nucloar power p'ant fuel loedng & initial low power op- 
erations 

STANlE'r.j.A Atf.l-al-on Not Assigned 80/06/23 Docket ng 8 Sorv.ces Branch ip 
46011 083 46011.003. 

B807070348 Comm.ont Supporting proposed rulo 10CFR50 re emergency p’anning 8 
proparodnoss requirements for nuclear power plant fuol load ng & initial low power op 
orat-ons 

STORY. J. Affiliation Not Assigned 88/00/23. Docketing & Services Branch, ip 
480 10 089-48018:009. 

0807070360 Commont opposing proposed rulo 10CFR50 re emergency planning 8 pro- 
parodness requirements for nuclOAr powor p’anl fuel loading 8 initial low powor opor* 
atons. 

RICCIO.J.P. Nucloor InformuHoo 8 Resoirco Service 80/00/23. CHILK.S Office of 
ihe Secrotary of iho Comm.ason 14pp. 46018:021-46018 034 

6807070371 Commont supporting proposal! rulo 10CFR5O re emergency planning 8 
p/oporodnoss roquiromonts for nucloer powor p'ant fuol loading 8 initial low powor op- 
oretions. 

PORT.RB Affrllaton Not Assigned 80/00/23 Docketing & Services Branch ip 
46010.091*46010:091. 

8007070377 Cornmonl support ng proposod rulo 10CFR50 ro emergency planning 8 
propnrodnuss requromonls for ruclear power plant fuol loading 8 -nit-al low power op- 
erations 

* Affiliation Nol Asslgnod 08/06/23 Dockotng 8 Sorvlcos Oranch ip. 46017.359- 
46017:359 

0007070370 Comment opposing proposod rulo 10CFR50 ro emergency planning 8 pro- 
per odnoss requirements for nuclear powor plant fuol loading & initial low powor oper- 
ations 

KERRY, J Sonoto 88/00/23. ZECH.L Commlaslonors 2pp. 40024:350-46024 351. 

6B07070366 Cornmonl support-ng proposod ru’o 10CFR6O ro omorgoncy p’anning & 
proparodnoss roqu-rnmonls for nuc’oo' powor plant fuel loading 8 Infiial fow powor op- 
oral ons 

EGELAND.C Alfi ballon Not A9S gnod. 80/00/23. Oftico of Ihe Secretary of Iho Com* 
miss on Ip 46010 00-5-460 IB: 00 5. 

0807070395 Commont opposing proposed ru’o 1OCFR50 ro emergency planning 8 pre- 
paredness roqu.rorr.onls for nucloar power plant fuol loading 8 Initial low powor opor- 
aiions. 

FERSTER.AC., CURRAN.D. Harmon 8 Woi39 FERSTER.AC. Union of Concerned 
Scientists, 88/00/23. NRC * No Dotalod Affiliation Given. 14pp. 40018:006* 
46010.010. 

6B07070405 Comment supporting proposod rulo 10CFR50 ro omergency planning & 
proparodnoss requirements for nucloar powor plant luol loading 8 initial low power op- 
eralons 

CYR.P R. Affiiullon Not Assigned 60/06/23. Dockoling 8 Sorvxos Branch, ip. 
46010.095-40010 095. 

8807070410 Comment aupportng proposod rule 10CFR50 ro omergency planning 8 
proparodnoss roquiromonts lor nucloar powor plant fuol loading 8 Initial low power op- 
erations 

CONWAY.GR Affiliaton Nol Asslgnod. 00/00/23. Commissioners, ip. 46018:125- 
46018:125. 

0807070425 Comment supporting proposed rule 10CFR50 re omergency planning 8 
proparodnoss roquiroments for nuclear power plant fuol loading 8 Iml-al low power op- 
erations. 

QUNTiNG.An. Affiliation Not Assigned. 00/06/23. Dockedng 8 Services Branch. 2pp. 
46018:074-46010.075. 

8807070444 Comment supporting proposed rulo 10CFR60 ro emergency planning 8 
proparodnoss requirements for nuclear powor plant fuel loading 8 Initial fow power op* 
ore tons. 

* Aftilmllon Not Assigned. QQ/06/23. Dockoling & Services Branch, ip. 40018068- 
46010:068. 

8607070451 Commeni supporting proposod rulo 10CFR50 re emergency planning 8 
prepar odnoss requ roments for nue’ear powor plant fuel loading 8 Initial low power op- 
erations 

' National Association of Manufacturers. * Commerce, Dept of. 80/06/23. ZECH.l.W. 
NRC • No De1a ; lod Affixation Given. Ip. 46018 067*46010:067. 

8807070476 Comment supporting proposed rulo 10CFR50 ro emergency planning 8 
proparodnoss requlromonls lor nuclear powor plant fuel loading & initial low power op- 
erations 

KEHSHOW.W.V, Atlillailon Not Assigned. 88/06/23. Dockoimg 8 Services Branch, ip 
46018:060-46010:060 

8807070485 Comment Supporting proposed rule 1QCFR50 re emergency planning 8 
preparedness requirements for nucloar power plant fuel loading & Imiial fow power op- 
erations. 

VfZVARY.K. Affiliation Not Assigned. 06/06/23. Dockoting & Services Branch. Ip. 
46018:058*46010.058. 



0-007070518 Comvent opposing proposod rule 10CFR50 re emergency pianmg & pre- 
paredness requirements for nu-cioar power plant fuel load.r.g £ initial low power oper- 
ations 

IGRO.W.S. At.o stury, MA 80/C6/23 CHILK.S J Olhce cf the Socre’ary of the Com 
mission, ip 46018 1 24-4601 6 124. 

0607070528 Com.-nunl supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nudoar power pianl fuel lead ng & initial low power cp 
era tic ns 

JURGELON.E . JUPGELON.L., JURGElCN.J. Atfi iat.on Not Assigned 88/06/23 
Docketing 8 Services Branch ip. 4 60 IB 123 4601 81 23. 

80071 10259 Comment oppos ng proposed rule 10CFR50 ro emergency planning & pre 
parednoss requirements fer nue'ear power p’ant fuol loading & initial fow power 
oporallcns Changes would sign'canil/ weaken love: o-f public proteclicn 
niCHAHDSON.O E Employee's Legal Proioci Q0/C6/23 NRC - No Oeiai'ed Affi lat cn 
Given iCpp 46101:121-46101:130. 

0807110371 Responds to 850924 request to c’oseiy rroniior oraan.jational changes at 
fac.l ty 8 forwards SER nput. input will be incorporated inio SSER 8 
STFUUO.V. Ole ol Ihe Exetutvo D rector lo.* Operations 88/06/23. ZECH, ROBERTS. 
CARR CommlS9or.er9 6pp. 46002 030 <16002 035 

8607120277 Co.-rment opposing proposed ru‘o 10CFR5D ro emergency planning & p'e- 
paredr.oss requirements for nuclear power plant fuol loading & .n-tial low power 
operations Proposal w: I fatten util purs os wh:‘o saenfieng pubic welfare. 

MORSE. G. Afflaion Not Assigned 88/06/23 CHILK.SJ Of 4 ce of the Secretary of 
the Commission. Ip 46105:129-46105 129. 

8007120495 Comment opposing p'oposed ru'e 10CFH50 ro emergency planning 8 pre- 
paredness roquremenis for nuclear power piam fuel load.ng & m nal low power oper- 
ates. 

GQRRIE.P Afli> ai.on Net Assigned 80/06/23 CHILK.SJ Off.co ol the Secretory of 
tho CoTrn.ss on. Ip 46105 141.46105 141. 

8807070126 Comment oppos ng proposed tulo 10CFR50 re emergency planring & pre- 
paredness roquremenis for nue'ear power plant lue 1 loading 8 intial low power oper- 
ations 

MOUGHAN.T.F Citizens Withn the Ten Milo Radius 88/06/24 CHILK.SJ Office of 
the Secretory of tho Commission. 3pp 4601 i 204-4601 1 206 

8807070329 Comment oppos ng proposed rule 10CFRS0 re emergency planring 4 pre- 
paredness roquromonis for nue'ear power p'am fuel loadng 6 in tlai low powor oper- 
ates 

WILLIS. PM Atfil-ation Not As9'gned 8B/06/24 CHILK.SJ Olhce of tha Secretary of 
the Commiss on 3pp 4601 7 323 4601 7 325 

8007060550 Comment supporting proposed ru'o 1CCFR50 re emergency planning & 
preparedness fequlrorr,eni9 for nuclear power plant fuel loading & initial low powor op- 
era lion 9. 

SCHREMPF.O.A Aftil'olion Not Assgned 86/06/25 Dockot ng & Services Branch 
Ip. 46010 242-46010 242 

8807120203 Comment suppoh-ng proposed ru’o 1OCFR50 ro emergency planning 4 
preparedness reqjrements for rudear power plant fuel loading & initial low power op- 
erations 

MADEA.R W. Afiil alien Not Ass erted 86/08/28 Dockoting 4 Services Branch Ip 
46105.130-46105. 130 

0807120490 Comment oppos ng proposod ru'e 10CFR50 ro emergency planning 4 pre- 
paredness ropu roTienls for nuclear powor plant fuel loading 4 in Hal low power oper- 
ation s. 

MaTHEVVS.R , MATHEWS, □ Affiiahon Not Assigned 68/07/01. Dockotlna 4 Serv- 
lews Branch. Ip 46105 142 46105 142 

8807 180018 Comment oppos ng proposed cu’e 10CFR50 ro emergency piann ng & pro 
pared-ioss reqj remonla for nue'ear powor plant fuel loading & In-tial low power oper* 
at'ons 

QLANCHARD.B J. Affi'iatlon Not Assigned 88/07/06 CHILK.SJ Office of ihe Secre 
taryof tho Commission Ip. 46 1 91 055-461 91.055. 

88071,80016 Comment opposing proposod rulo 10CFR50 re emergency planning 4 pre* 
parodness requirements lor nuclear power plant fuel loading 4 initial low power oper- 
ations. 

MAC FAR LANE .W. A Ath iat.on Not Ass. fined. 89/07/11. NRC • No Detailed Affiliat-on 
Grven. Jp. 46J9J.056-4619J 056. 


I Financial Information 


8800300374 Forwards 1907 annual ropts for Joint ownors of plant. 

THOMAS.GS Public Service Co. of New Hampshire. 89/06/23. Document Control 
Branch (Document Control Desk) 34pp. 46015 107-46016 214 

-8808300380 "Norlheasl Util 1907 Annual Fept - 
ELLIS.W-B. Northeast Utilities 87/12/31. 56pp 46015:141*46015:196. 

-0006300341 "United ll'umlnaimg 19B7 Annual Rept " 

EOWAROS.G.W Uni led llluroinalng Co 87/12/31. 69pp. 46016.197-46016:267. 

-4006300385 "Eastern U1I Assoc 1987 Annual Rept." 

EICHORN.JF. Eastern Util ti-os Associates 87/12/31. 54pp 46016 268-46015:321. 

—8006 300386 "New Enoiand Electric Sys 1B87 Annual Repl” 

80K.JT. HUNTINGTON, S. New England Electric System 87/12/31. 44pp 
46015.322-46016:004. 

-4806300387 "Commonweallh Energy Sys 1987 Annual Rept." 

SlEGFflfED.R.E . ANDERSON, G E. Commonwealth Energy System. 87/12/31 I36pp 
46016005 46016:143. W 

-8006300395 "Taunlon Municipal Lighting Plant 1987 Annual Repl " 

* Taunton Municipal Lighting Pfanl 67/12/31. sopp. 46016:144-46016:164. 

—8006300402 "Maasachusets Municipal Wholesale Electric Co 1987 Annual Rept." 
LEARY, G.E., MUftRAY.NE. Massachusetts Municpal Wholesale Co 67/12/31 49oo 
46016.165 46016:214. w ' 


8807200072 Comrr.lsson notifies non.* Forwards press roleaso issued lo Northeast urs 
indicatmo th at util wl‘l bo advane ng sufficient funds for plant project Cortihcaie ol Svc 
also end 

CIGNAN.T.G. Pubic Service Co. of New Hampshire. DIGNAN.T G. Ropes & Gray 
0380 6733. 88/07/14 6pp 46193 354-40193 359 

8807290066 NRC Staff response to Corrmisston order ol 860714 * Atty general waiver 
potillon 9hould be denied & ALAB-095 vacaiod. Supporting documentation & Ccrt-fi- 
cate of Svc end. 

BERRY.G A.. BERGQU1ST.S.A. Assls-lant General Counsel for Hoanngs. 0380 67S9 
00/07/22. Comm ssionors 10pp 46254 145*46254:163 


P. Operating license stage documents & correspondence 


8807110371 Responds lo 050924 request to closoly monitor organizational changos al 
faci ity 6 forwards SER input Input wi’l bo Incorporated into SSER B. 

STELLO.V. Ofc ol the Executive Diroclor for Operations 06/06/23. 2ECH, ROBER1S, 
CARR Corn mis si Oners. 6pp 46002.030-46082. 035. 

8807110346 Discusses proposod changes (Rov 4) to off9lto dose ca'ci-lation 
manual. Changes acceptable Lists items ro lack of attonlion lo rietals in rov 
prepare tlon.lncfuding staled symbol ommission 

NERSES.V. Pro|ect Directorate 1-3. 88/06/27. HARRISON.R.J Public Service Co ol 
New Harrpsh ; re. 4pp 46001:333-46081:336. 

8807150020 Forwards changes to facility Tech Spocs.por 080504 NRC metf-ng w/ 
lice nseo Corrected Tech Spec page.ariginally w / typo.also included Stated addl 
changes wl 1 ba provided separately. 

THOMAS.G.S. Public Sarvlco Co. of Now Hampshire. 00/07/08. Document Control 
Branch (Document Control Desk] 56pp 46105.204-46105:339. 

6807160062 Forwards projected ref temp values for PTS ovonts per NRC roquosl Daia 
developed for lac My by VVesfrnghouse.based on methods & gonerre assessmerif oiX 
fined m 10CFR50.61. 

THOMAS.G.S Public Service Co. of New Hampshire. 00/07/08. Document Control 
Branch (Document Control Dosk) 3pp 46101:330-46101 338 

8807180276 Application for amend to License NPF- 56 .changing Tech Specs to rof.oci 
replacement of Ventrak/Tobar transmitters w / Rosemount ironsmlllors Fco pn d 
THOMAS.G.S Public Service Co Of Now Hampshire 08/07/08 Document CohVOl 
Branch (Document Control Desk) 2pp 46203.290 46203 306 

-8807180276 Proposod Toch Specs.ro fleeting roplacomont ot Voritrpk/Tobar iransirl 
lers w/Rosomouni transmitters 

* Pub'lc Service Co. ol New Hampshire 08/07/08 16pp. -16203:292-40203 306 

8807130464 Generic Hr 00-11 to a 1 1 I consees of oporot ng rooctors & ho’dors of Cf^ re 
NRC po&illon on rad at on embrittlement ot reactor vossoJ mails 0 Impod on phni 
operatlons.Svc llsl & Rev 2 10 Reg Guido 1 99 oncl 

MIRAGLIA.F J. Assodale Director for Projects (Post 070411) 80/07/12. Consoluhlud 
Edison Co of New York. Inc 61pp 46257:207*40257:257. 

68Q7210164 Forwards fesf pfan & results of environ qualification tosfing comp'otod by 
Natl Testing Sys/Aclon Oiv on RG-50 coaxial cablo mnf by ITT Surponanl.Dala o' 
lostlng support conclusion lhat RG-58 moots 10CFR50 49 requirements 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire 00/07/12 Document Con 
irol Branch (Document Control Desk) 4pp 48233; 135-40233; 165. 

“8B07210167 "Test Procedure for Environ Qualification Tosting of Coaxial Instrument 
Cables (RG 68) for New Hampshire Yankoo.*’ 

DRAIN.B.J , WHITTLES.K.G. Inlernational Telephone & Tolograph Corp. 00/05/25 
26pp 46233:140-46233:165 

8607220196 Application for amend lo License NPF-56,rovi8 ; ng organ izal onnl 
struclure.per Generic Ltr 88-66. Fee paid. 

THQMAS.G S Public Service Co of Now Mampsh’re. 00/07/14. Document Control 
Branch (Document Coni rol Dosk). 3pp. 48249.081*46240.092 

-8807220200 Proposod Tech Specs re administrative control roquirornents. 

* Public Service Co. of New Hampsh re. BB/07/14. 9pp 40240 004*46249 092 


0. Inspection reports, IE Bulletins & correspondence 


8866130168 NRC info Notice 88-039, "LaSalle Unit 2 Los9 ol Rocrrculaiion Pumps W/ 
Power Oscillation Evenl." Svc list encl. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411) 68/06/15. 
Consolidated Edison Co of New York, Ino. llQpp 45970:166 45970 266 

8806160340 NRC Info Noilco 68-040, "Exam nera Handbook for Dovoloplng Opo rotor 
Licensing Exams." NUREG/BR-0122 & svc lot end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 80/06/22. 
Consolidated Edison Co. of New York, Jno. 237pp 40240:326 46241:201 . 

8609170033 NRC Info Notice 80-041, "Phys'cal Protection Weaknesses identified 
Through Regulatory Effectiveness Reviews " Svc list end. 

ROSSIC E. Division of Operational Events Assessment (Po9l 070411). 60/06/22. 
Consolidated Ed son Co. of New Yotk, Inc. 122pp. 46978:034-46978:165 

BBO6170291 NRC Bulletin 80 000, "Thermal Stresses in Piping Connected lo RCS." Svc 
llsl end. 

ROSSI, CE. Division of Ope/aHonal Evems Aases9mer>l (Post 87041 J) 00/CS/22 
Consolidated Ed>son Co. of New York, Inc. 1 16pp 46019.037-46019:152 

8866210038 NRC Info Notice 89-044, "Mechanical Binding ol Spring Release Devlco in 
Westing house Type DS-416 Clrcuil Breakers ” Svo list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/06/24 
Consolidated Edison Co. ol New York, Inc. 113pp. 46019:153*46019.265. 

6806240139 Suppl 1 lo NRC Bulletin 86-000. "Thermal Stresses in Piping Connoctod to 
RCS." Svo list end 

ROSSI.C.E. Division ol Operational Events Assessment (Post 070411). 80/00/24 
Consolidated Edison Co. of New York, Inc. 114pp 46010:266-46020.018 



8036300347 NRC Info Notice 00 045. "Probloms In Protective Relay & Circuit Breaker 
Coordination " Svc list end. 

ROSSl.C.E Division of Operalional Events Assessment (Posl 870411) 08/07/07 
Consol dated Edison Co. of New York. Inc. I04pp 46242.109 -40242 212 

6807200318 Forwards Safety Insp Rept 50 443/06 00 on 880601-02 No violations 
noted 

BELLAMY, R.fi. Region \. Ofc of the Director. 86/07/07. HARRlSON.n.J. Public Sorv- 
iCG Co. of New Hampshire. 6pp 46229 279 40229 207. 

-8807200321 Insp Rept 60 443/88-08 on 800601-02 No vio'ations noted. Major areas 
lnspected:ulil vehicular alert & notification sya to bo util^ed es public alori & notilica- 
lion sys for communities wilhm Commonwoalth of MA 

CONKLIN.C. Region 1. Ofc of Ihe Director. 60/00/22. 3pp. 46229.205-40229 207 

8807210207 Forwards Insp Rept 50-443/00-09 on 000627-20 No violations noted 
BEULAMY.R.R. Roglon l, Ofc of the Director. 80/07/07. HARFllSON.RJ. Publ c Serv- 
ico Co of New Hampshire. 6pp. 40237:135 46237-146. 

-0807210208 Insp Rept 60*443/08-09 on 800827 29. No violat ons noted. Major aroos 
ms peeled emergency proparodneas & obsorvailon of licensee annual foil partclpatlon 
emergency exercise. 

FOX.E . LAZARUS.W.J. Region 1. Ofc of the Direcior. 00/07/06. 6pp 40237 141- 
46237,146. 

8807080000 NRC Info Notice 00-046, "Licensee Ropl of Doteclivo Refurbished Circuit 
Breakers." Svc list oncl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/07/00 
Consolidated Edison Co. of Now York, Inc 107pp 46231:201-40232 027. 

8807160015 Responds to NRC Ou'letin 00 004, "Potential Safery-RoJatod Pump lo9S" 
No pump performance degradation attributable 10 inadequate m>n flow rato occurrod 
THOMAS.G.S. Public Service Co of Now Hampshire 00/07/08 Document Control 
Branch (Document Control Desk). 4pp. 46102; 19/ 46162:200. 

8807120291 NRC Info Notice 08*040, "Licensee Ropt of Defoctivo flolurfolshod Valve9 ” 
Svc list encL 

ROSSl.C.E. Division of Operational Evonls Assessment (Po9t 07041 1 ) 00/07/12 
Consol datod Edison Co of New York, Inc. 103pp 46242 006-40242: 100. 

8007060366 NRC Jnfo Notico 00-047, "Slower-T han-Expocted Rod-Drop Times." Svc 
list oncl. 

ROSSl.C.E. Division of Operational Events Assessment (Poal 870411) 00/07/14. 
Consolidated Edison Co. of New York, Ino. t03pp 40240:222-46240 324 

8807120550 NRC Jnfo Notico 88-040, "Marking, Hand'ing.Conlrol.Slorago & Doslruciion 
of Safeguards Info “ Svo hsl end. 

ROSSl.C.E. Division of Operalional Evonle Assessment (Post 070411) 00/07/10 
Consol dated Edison Co. of Now York, Ino. t03pp 46241:203 46242:005. 

8807120553 NRC Info Notico 88-050, "Effoci Of Circuit Breaker Capacltanco on Aval*- 
abPityof Emorgoncy Power." Svc list end 

ROSSl.C.E. Division of Operational Events Assessment (Post 070411) 00/07/10 
Consol dated Edison Co of New York. Ino. 110pp. 46257:250-46250 01 6 

8807260030 Forwards rosponso to roquosl tor oddl Info ro IE Oulioim 85-003, "Motor- 
Operaiad Valve Common Modo Failures During Plant Transients Duo lo Improper 
Switch Settings " Stated sya data base will not bo used as justification. 

THOMAS.G.S. Public Service Co. ol New Hampshire) 08/07/18 Documont Control 
Branch (Documont Control Dosk) 0pp 46268:252*40200:260. 

8897180101 NRC Info Nolico 00-051, "Failures of MSlVa .” Svc l et oncl 
ROSSl.C.E. Division of Operational Events Assossmonl (Post 870411) 00/07/21 
Consolidated Edison Co. of New York, Inc. 121pp. 48257:DO0-46267:2OG 


R. Periodic operating reports & related correspondence 


8807180356 Monthly operating rept for Juno 1608 (or Soabrook Siallon Unit 1.W/ 
680711 Itr. 

NAROONE.P., THOMAS.G.S Public Servlco Co. of New Hempshiro. 00/06/30 Bp p. 
48195:022-46195:020. 


8. Reportable occurrences, LERs & related correspondence 

8807120209 Corrected PNO 1-08 070:on 8007 02 .public meeting He’d re emergency pre- 
paredness exercise on 8BO027-28.Meeting attended by approx 160 people w/only 
loud verbal comments & heckling occurring Co mmonls recowod negative & pos;tlvo 
CONKLIN.C. Region 1. Ofc of tho Director. 08/07/05. ip. 46140 246 40140:240. 


T. Hearing transcripts on non*antl'rust mailers 


8007050033 Transcript of 880623 hearing In Bothosda.MD ro onsite emorgoncy p'an- 
n ng & safety.Pp 1 , 1 69* i , 1 67. 

* Atomic Safety and Licensing Board Panel. 00/06/23. 3tpp. 45909: 1 71-45999:202. 

8807110009 Offer ol proof & motion for reconsideration.* Requests Board to reconsider 
880616 order denying rebullal testimony on sheltering contentions & to admt ally 
general testimony. ReDuHaltestimony of G Thomp9on,RL Goblo & J Beyea end. 
SNEIDER.C.S. Massachusetts, Commonwealth of. #386 6656 88/07/06. Aiomc 
Safety and Licensing Board Panel. 8pp. 46034:126-46034:175. 

-8807110011 Rebuttal testimony of Doctors G Thompson, RL Goblo & J Beyea on 
behalf of atty general for Commonwoalth of MA on sheltering contentions * Certificate 
of Svc encl. 

THOMPSON^.. GOBLE.fl.L, BEYEA, J. Massachusetts. Commonwoalth ol 80/00/ 
30. Atomic Safety and Licensing Board Panel. 80pp. 401 1 1:162-461 1 1:241. 

86072 10295 Transcript of 800719 hearing tolocon In Bethosda.MD re offsite emorgoncy 
planning Pp 1 4.206* 1 4,20 1 

v Atomic* Safety and Licensing Board Panel. 08/07/10. 18pp. 40233.033-46233 050 


U. Congressional/Executive Correspondence 

8807130416 Responds to 880525 Itr truing NRC »o delay Soabrook *ow power opor- 
ailon until emergency p'annmg & Inanclal qualification issuo9 resolved 
ZECH.L.W Commissioners 8B/O7/01 HUMPHREY.G J. Senate 3pp 46172 001 
46172.004. 

-6807130423 Urges NRC not to saddle Seabrook w/addl costs associaied w/ fow 
power operation until S’gnlflcant issuos ro emergency planning & financial quai lica 
i one of owners rosolvad. 

HUMPHREY.G.J. Senate 08/05/25. ZECH.LW Commissioners ip 46172 004- 
46172.004. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Appiicatlon/construction stage documents A correspondence 

6607 130454 Generic Ltr 80*11 to all l conseos ol operating roeclors 8 holders ol CPs re 
NRC position on radiation embntroment of reaclor vessel moils 6 mpacl on plant 
oporailons.Svc list & Rev 2 to Rog Guide 1 99 oncl 

MIRAGLIA.F.J Associate Difocior for Projects (P 09 I 870411) 80/07/12. ConsoVJated 
Edison Co of Now York. Inc 5lpp 46257:207-46257 257. 


F. Security, medical, emergency A fire protection plans 

6B06290400 Rev 39 to production emergency response manual W/000023 Itr 
WACOONALD.J.A . THOMAS.G S Public Sorvlco Co of Now Hampuhro 80/06/20 
200pp 45997.036-45997.139 

6607290047 Applicant notice re oxerciso ro’atod documents * Forwards correspondence 
exchanged among parties re intorvonora access to applicant documents lnlorvonor 9 
nol ontillocl to documents prior to f.'jng ol con tenlicn.W/Cortiti cate of Svc 
SELLECK.KA Public Sorvico Co ol Now Hamp9hTo. #380 6602 08/07/25. 16pp. 
46253:230-46253.246. 


G. Adjudicatory correspondence 

6607200136 Roply of town of West Nowbury io rosponso9 of enplcant & NFfC Stab to 
Intorvonora content ons ro Soabrook plan for Commonwealth ol MA commun tie9 * 
Certificate of Svc oncl 

MIZNER.J.H We9l Nowbury, MA #306 6747 O0/CG/17 Atomic SflfOty and Llcensng 
Board Panol. 0pp. 40103.100 46193.107. 

8807060016 Advises that Boros rov-ow of 0001 12-13 transcript of Ro'os A Thomas o:d 
nol Identify Qrrors.TJ McKema testimony ro NUREG 1210 onclRoloiod correspond 
onco. 

TURK.SE Ass^lant Gonoral Counsel for Roarings #388 6029 08/C6/24. 

SMITH. I W., LINENQEFGER.Q.. HARQOUn.J Atomic Safety a^d L conning Board 
Panol. ip. 45995-290-45905 208 

-8807060016 Test mony of TJ McKonna to NUREG -1210.’ Re'aiod co'rospondonce 
MCKENNA ,T.J. Division of Operational Assossmonl (Post B70413). 00/06/24 8pp 
46905-291-45995:298 

6607060012 Applicant rosponso io city ol Haverhll cJoieilod content or.s * Contentions 
should bo rejocted & city should bo donotl admsson as party.por 
10CFR2.7 14 Supporting documentation & CortHIcate of Svc oncl. 

TROUT.J.P. Public Sorvlco Co of New Hampshire TROUT.J P Ropos & Gray #388 
6028 80/06/27. Atomic Safoty and Uconsng Board Panel llpp 45996 314 

45906:324. 

6807060023 Forwards NRC fnfo Notico 80-037. *’F'ow 8'ockago of Cooling Water to 
Safoty Sya Components Documont ro mailer pondng before Appoal Board W/o 
encl. 

GERRY, G. A. Assistant General Counsel for Hearings #368 6641 00/06/27 
ROSENTHAL.A.S.. MOORE, T.S., WILBUR. HA Ato-rrlc Safety and Liconslng Appoal 
Panol . 1 p. 4 6009: 203 ■ 46999 203 . 

8007060020 Ordor.* Extends llrr.o In which Commission may review ALA8-091 until 
080629. Sorved on SCO 620 

CHILK.S.J. Offlco of the Secretary of tho Commission. #308 6B42 08/00/27. ip. 
45908:360*45996.360. 

8B07060046 Applicant advice to Appoal Board.* Forwards memorandum on plan exclu- 
sivity Qxtenslon ls9uod by Bankruptcy Court of District of NH Court sfatos Intontion io 
oxlond plan exclusivity lo 00i227.Cort 1 f ! coto of Svc ©ncl 

DIGNANJ.G. Publ c Service Co. of New Hampshire. DIGNAN.T.G Ropes & Gray. 
#306 6643. 88/00/27. 54pp. 45005 330 46000.031. 

6607060075 Notico of appearance. 4 Corllficaio of Svc encl. 

TROUT.J.P. Public Sorvlco Co. ol Now Hampshire. TROUT.J.P. Ropes & Gray. #300 
6627. 68/00/27. 6pp. 45096:342-45990 346. 

8807060051 NRC Staff response to Now Eng’end Coo'itien on Nuclear PoTutlon poiltion 
for review of AL^B 992.* Path ion should bo denied. Corti he ate of Svc er.cl. 

BERRY, G. A. Assistant General Counsel for Hearings #300 6644. 88/06/20. Commis- 
sioners, ISpp 45995:014-45905:320 

8607060056 New England Coalition on Nuclear Pollution (NECNP) first set of interroga 
torios & request for production of documents to applicant cn NECNP Contention 
I.B.2.* Svc hsl encl. Related corrospondonco. 

CURRAN.D. New England Coa'illon on Nucloar Pollution. CURRAN.D. Harmon A 
Weiss. #388 6630. 00/06/29. Public Sorvice Co. ol Now Hempshiro 10pp. 
45996:325-45906:334. 

8B07060064 Applicant appeal & petition for d rectad cortificotion of ordor of ASLB re- 
jecting applicant suggestion of mootnoss re Issue of environ qualification of RG-50 
cable. 4 Instanl order oxcoods junsd etion of ASl.B.W/Certiflcalo of Svc. 

DIGNAN.T.G. Publi-o Sen/lce Co. of Now Hampshire. OIGNAN.T.G. Ropos & Gray. 
#308 6645. 00/08/28. Atomic Safety end Licensing Appeal Par.ol. 23pp. 45996 037- 
45996:239. 



-8007060073 Forwards I sled documents for filing in proceod ngjr.tfud:rg applicari sug- 
gestion of rnooiness.a'fidav.is of R Borga/on, QA KotkOw@ki.TC Fe go rt baum 8 app i- 
cent response to Bca'd 880509 order 

STEENLANQ.D S. Pufcix Service Co of New Hampshire 06/05/19 Docketng 8 
Services B'anch ip. 45996.094-45996 123 

-8807060002 Forwa'ds supp'emenlgi 860526 aff davit ol R Bergeron re 880516 app'i* 
cant suggestion of mooinoss. Applicant have rev.sed tsbu'aion prov.ded on Page 2 of 
860519 document Oocumont reproduced w/corrected page 

STEEMAKO D S Pubic Service Co. o-f New Hampsh ro STEENLANO.DS Ropes 8 
Gray 80/05/27 WOLFE.SJ.. LUE0KE.E A . HARDOUR.J Atomic Safety end Licens- 
ing Board Panel ip 45996 124*45996 236. 

-8007060069 Applicant suggestion cf moolnos9 * Order should onler finding that issue 
re onvron qual.fcalon ofRG-59 coax.ai cabio pend no before Licensing Board moot 
STEENLAND.O S Pubi c Service Co of New Hamp3h.r0 STEENUKNO.D S Ropes 8 
Gray. 68/05/27. Atomic Safety and Ucansng Boa'd Panel. 6pp 45996 125- 
45996 130 

-0807000092 Supp'o mental aifidav.l of R Bergeron.’ 

BERGERON.R Pubic Service Co of New Hampsh re QERGERON,R New Hamp- 
shro. State of 68/05/26 4pp 45096 131*45996 239. 

0607110048 Appicant oppos tion lo Now Eng'and Coalmen on Nuc'ear Polution 
(NECNP) pot tlon for review of ALA8 892.* Issue raised h petition previously ad- 
dressed by Ccmmiss on W/ Certificate of Svc 

STEENLAND.O. S Public Servico Co of New Hampshire STEENLAND.DS Ropes 8 
Gray £388 B668 B8 / 06/ 28 Com mi sale no rs I0pp 46034 073 46034 083 

8807110056 Memorandum (re lelcon of 880623) * Advises of telcon hearing of appl cant 
reply to NRC & Now Eng’and Coalition on Nuclear Pollution responses to appicant 
suggest on of mootnes9 re RG 58 ccaxtai cab's Served on BBQ701. 

WOLFE.S J Atomic Safety and Licensing Board Panel. £308 6664 B0/OQ/28 6pp. 
46034 067 46034 072 

6007060066 Order * Responses to appl cant appeal 8 petition for d-rocted certification 
of order of ASLG rajeci ng applicant suggestion of moolness re em/ron qualified* on of 
RG-58 cab’a shou'd be filed by 8B07l3.Sorved on 8B0B29 

SKOEfi/AKEfl.C J Atom c Safoty and Licensing Appea* Panel £360 6639 66/06/29. 
Public Service Co. of New Hampsh re. Ip 45999 204-45090 204 

8807060076 Order * Advisos that Commas on w.ll not review ASLAB 860425 Memoron- 
djm & Order ALAB-891 & directs Goo'd to dolormino remanded coaxial cab's Issue 
needs to be resolved before low power operations Served cn 800629 
CHILK.S J ON co ol the Secrotary o! the Commission £360 6640 08/06/29. Atomic 
Safety and Licensing Board Panol 2pp 45998 340 45096 341 

0807110103 Forwards NUflEG/CR-2903. "independent Assos9menl of Education Time 
Estrmates for Foak Popufaffon Scona'to in EPZ of Soatyook Nuc’ear Station" W/o 
rep l.Cert.'i cate of Svc & svc I st end 

THOMAS.EA Federal Emorgoncy Management Agency £3B8 6671. BO/06/2D. 
HARBOUR, J Atomic Safety and Licensing Boa r d Panol 4pp 46033 247-46033 260. 

8807110005 Appicant motion f-or schedule re olfocl of RG 58 Issue upon 5% oper- 
ation ’ Board should enter order diroctirg all partlos to file stalenteni orposHion on or 
before 880720 Certificate ol Svc oncl 

DIGNAN.T G. Public Service Co ol New Hampshire. ClQNAW.T.G. Ropes fi Gray. 
£368 6665 88/06/30 Atom c Safety and licensing Board Panol 6pp. 46034 176* 
46034 100. 

0807110017 Now England Coal hon on Nuclear PoHulon (NECNP) first sol ol Interroga- 
tories & request for production cf documents to NRC Sialf on NECNP Contention 
ID 2 * Svc list encl Related correspondence. 

CURRAN.D. Now Eng'and Coa'illon on Nucloar Portion. CURRAN.O Harmon & 
We.ss £388 6666 88/07/01. Pubic Service Co of Now Hampsh' ro. 8pp. 46034:117- 
46034 124 

80071 10029 Appi cant motion for schedule * Adoption of listed schedu’a tor li*>gai on of 
conten'.ons ansirg from Soabrock plan for Commonwealth of MA commumios A 
graded oxerclsa held on 680028-29 requested. Corticate of Svc oncl 
DJGNANJ.G Pub’ic Service Co. of New Hampsh ro. DIGNAN.T. G. Ropos 8 Gray. 
038B 6653 68/07/01. Atomic Safety and Licensing Board Panel. 6pp 46033:222* 


BB071 10031 Now Eng’and Coalition on Nulcear Polution (NECNP) socond set of inter- 
rogatories & request for production ol documents to applicant on NECNP Contention 
I B.2.' W/Cortlt cate of Svc. Rotated corroapon (fence 

CURRAN.D. New England Coalition on Nuclear PoIHjUoi. CURRAN.D. Harmon A 
Weiss- £386 6667 08/07/01 Pubic Sorvce Co of Now Hampsh ro. 6pp. 46034 092* 
46034.096. 

80071 10033 Notice of appearance * Certificate ol Svc end. 

8ERGQUIST.S A. Office ol the Gonorol Counsel. £366 6654. 68/07/01 4pp. 
46034:086-46034:089. 


0807110021 Forwards nolice of appeamnee lor JF Sc:nto disinbutod lo Board & parties 
at 880615 hearing 

TURK.SE. Assistant General Counsel for Heamgs £380 6655 88/07/05 
SMITH.I VV . HARDOUR.J, LINENBERGER.G Atomic Safety and Licensing Boa'd 
Panel 2pp 46033 227-46033 228 

8807110060 Memorandum 8 order.’ Affirms licensing Board denial of appol'ania wa:ver 

E etiUon & certifies to Commlss'on alty genorai petition. Served on 880706. 

HOEMAKER.C J Atomic Safety and Licensing Appeal Panel £388 6669 68/07/05 
Now Eng’and Coalition on Nuclear Po'lunon 30pp 46033 251-46033 209 

0807110113 NRC Staff response to epp’icont appeal & petition for d reeled certification 
of order of ASIBP rejecting applicant suggestion of moofness ro issue cf env.ton 
qualification of RG-5B cable. Certificate ol Svc encl 

8ERRY.G A Ass.stant General Counsel for Hoanngs £3BB 6672 00/07/05. Atom c 
Safely and Licensing Appeal Panel I5pp 46033 232*46033 246 

8007140004 NoNce of appearance * Author enters appoaranco on hohalf ol app Hear.! 
for p'ocee dmg Certificate of Svc oncl. 

SMllH.J.B Public Servico Co of New Hampshire SMITH.J.B. Ropes & Gray £383 
60B>. 88/07/05. 5pp 461 1 7 080*461 17.004 

0007140018 Applicant motion lor protoctivo ordor * Prolect.vo order govern ng condi* 
fiona under which Commonwooilh of MA may receive certain confident^! 8 proprietary 
jnfo ro appicant alert & notification siren warning 9ys requested 
SELLECK.KA. Public Service Co. of New Hampsh ro SELLECK.KA Ropes 8 Gray 
£368 6682 88/07/05 Atomic Sototy and Licensing Doa-d Panol 7pp 46117197- 
46117.218 

-6807 140028 Affidavit ol TC Feigonbaum ro FEMA REP- 10 dos gn xept & Saobroo>< 
p'an for Commonwoa'th of MA Commun’tios W/ Certiflcmo of Svc. 

FEIGEN3AUM.T.C. Public Sarvico Co. of Now Hampshire 08/05/18 I5pa 
46117:204-46117.218 

0807140019 Appicant response to Commonwealth ot MA otty gonoral first sot of inter* 
rogatories lo appicant ro siren contentions* Corllfcato of Svc enci Ro’atod coire 
spondcnco. 

THOMAS.G S, SELLECK.N A PubhC Sorvico Co of Now HampshVo SELlECK.h'A 
Ropes & Gray £3BQ B680 08/07/05. Massachusotls, Commonwealth ol 2Cpp 
46117 219*46117:238 

0607110008 Offor of proof & motion far reconsldorntion * Requests Board lo reconsider 
860016 ordor donyl^o rebuttal test mony on sholtonng conlent.ons A to admit alty 
genorai teslmcny. nobuttoitostimony of G Thompson.RL Goblo A J Doyoa enefi 
SNElDER.es Massachusotls, Commonwealth of £380 8650 89/07/06 Atorrc 
Safety and Llcens ng Board Panol 8pp 46034:128 48034:175. 

6807110843 Appfconf roquesl for schodulo ro curtiflcflt.on cotiialnod in ALAB 895 * Po 
quosls that Comm-ssion sol expoditod schodulo for obtain ng v ows of parlies re con 
ficallon medo in proceeding on 080705 W/Cortificoto of Svc unci 
DIGNANJ G Public Sorv.co Co of New Hompshi'o. DIGNAN.T. G. Ropes A Gray 
£306 6870. 89/07/00. Commissioners 4pp. 46033 290 46033 293. 

8807200067 NRC Staff rosponse to C.ly of Havorh ll dotoiiod conlontions * City of Ha 
vorhl'l laie*Mod contonllons should bo re.octnd.Cortificoto of Svc oncl 
TURK.SE Assistant Gonoral Counsel for Hearings £308 6745 00/07/00 Aicm,c 
Safety and Licensing Board Panel 9pp 46193 325 46193 333 

8007140005 Forwards corrected opp’icant appool A potition for droclod codification ol 
ordor o! ASLB rejecting app’icant suggosilon of mootnoss w/roRpocl to Issue of envl 
ron qual ficotlon of RG 68 coblo. 

DIGNAN.T G Public Service Co el Now Horr.psh'ro. OtGNAN.T G Ropos A Gray 
£388 6676 0R/O7/O7 ROSEN THAL.A S., MOORCJ S.. Wit DPR, H A. Atomic Safety 
and L'consing Appoal Panot 2pp 40117:065 40117:108. 

-8807140009 Corroded applicant appool & potillon for d:rociod codificntion ol order of 
ASLAD ro'ectlrg oppllcanl suggosilon of moolnoes w/rospocf !o Jssud of rmvJ/ooqua) 
iflcat on ol flG*50 cable.* W/Cortlf.caio of Svc. 

OIGNAN.T G Pub'lc Sorvlco Co of Now Hampshire DIGNAN.T G. Ropns A Grey. 80/ 
00/20. Atom c Safoty and Licensing Appeal Panol. 22pp 46117:067*401 1 ; ioo. 

8807140015 Suggesl9 that Board echodulo prohoorlng conforonco A ontono-n ora! argj 
nr.e ni before acting on suggostlon that Intorvonor contonllons bo ro.octod Sorvod on 
9B0711. 

TRAFICONTE.J. Massachusetts, Commonwealth of. £306 6604. 08/07/07 

SMITH, I W Atomic Safety and Licensing Board Panol. 3pp. 461 1 7: 194 401 17:196. 

S0O72OOO73 NRC Sifift response lo town of Sa’isbury omor.dod contonllons ro applicant 
plan for Commonwoa'.ih of MA communities.’ Applicant untimely amends to conloT 
Ilona should be rojoctod Cortiflcale of Svc encl. 

TURK.S.E. Assistant Gonoral Coun90l for Hearings. £300 8744. 88/07/0 7. Aiomc 
Safoty and Licensing Board Panol. Qpp 46193 346*40193 353 


88071 10040 Forwards "NRC Staff Proposed Flnd-r.gs of Fact A Conclusions ol Law.” 
Applicant findings & conclus ; ons adopted by NRC except where noted. 

BEnQUlST.SA. Office of the General Counsel. £3 08 6974 0 8/07/01. SMITHJ.W., 
Afomc Safety and Licensing Board Panel ip. 

46033.025-46033 200. 


8007200020 Commonweal Hi of MA aity gonoral response to first sot of Intorroaatorio9 
re Commonwealth ol MA atty general amended content on of notification sys. Ccrti’i 
cate ol Svc oncl Rololed correspondenco. 

JONAS, S A. Massfichuseits, Commonwealth of. £306 6720. 08/0 7/ T 2 Pub He Service 
Co. of New Hampsh.re. 28pp. 46192:302*46192 320 


-8607110063 NRC Staff Proposed Findings of Fact & Conclusions ol Law.* Issuance of 
OL for olant sub) to prior satisfaction of listed condi’ions.Cortif cato ol Svc end. 
B 2?9 U|ST - S 0ffice of <he Genorai Counsel. 80/07/01. I83pp 46033026- 


0007110045 Order.* Applicant a New England CoalCion on Nuclear Po'lution briefs or- 
deredlobefi^d simultaneously no lator than 800722 & NRC should fie brief no later 
than 89072? to address remanded coaval cable Issue.Sorved on 060701. 

WOLFE, S J. Atomic Safety and Licensing Board Panel #393 6663 88/07/01 Pub’lc 
Service Co. of Now Hamp9h ro 2pp. 46034:084-46034 085. 


8807200000 Soacoasl Anti-Pollution Losgue.town of Hompton.Now England Coalition on 
Nuclear Po.lullon appeal of partial donlal ol walvor loquust (AIA0 095) to rovlow fi- 
nancial qualiflcat ons of Publ c Svc Co of Now Homp9hlro * 

BACKUS, R.A. Soacoaal Antl-Pollulion Leaguo. BACKUS.R.A Backus, Moyer a Solo- 
mon. £308 6722. 88/07/12. Commissioners. 12pp. 46192:330 46192 341. 

8807160008 Order.* R&viow period for A LAB-892 oxtondod to 08001 l.pe- 
10CFR2 772.Servod on 8&0713. 

CHtLK,S.J. Office of fho Secretary of tho Commission. £308 6702 00/07/13 Com- 
missioners. Ip. 46 189.356-46 169:356 


0807140007 Now Eng’and Coalition on Nuclear Po'lution (NECNP) brief In support of 
appeal of Board d sm seal of NECNP Contention IV, 4 Board 869217 0310 & 0401 de- 
cisions shou'd be reversed. W/CerUicate of Svc. 

FERSTERA New England CoPl-tion on Nuc'oar Po'lution. FERSTER.A. Harmon & 
Haii? 9 T-j fl8/07/01, Atom'c Safety and Licensng Appeal Panel. 69pp. 

I 1 r ,HjJ* 4 □ 1 1/! 1 77- 


8007200039 intervenora joint response lo applicant motion for schedule.* Proposed 
schedu'e for litigation of plan for Massachussetts communltios 8 graded oxorclso that 
look place in June should be rejected as promaturo.Svc fist oncl. 

CURRAN.D. New England Coalmen on Nucloer Pollution. CURRAN.D. Soacoast And- 
Pol'utlon Leaguo. CURRAN.D. Hampton, NH. £368 6714. 68/07/13 Atomic Safety 
and Licensing Board Panel. 13pp. 46193 266-46193:278. 



6607200040 Forwards Now England Coalition on Nucloar Po ulion (NECNP) mol on for 
c'onficalion or ruccnr.itJe'alion 6 NECNP rosponso to applicant appeal & 000628 poh- 
uon for droctfed certilicaiiun.w/tvno attachment 

CURRAN. D Now England Coaiton on Nuclear Pollution CURRAN.O. Harmon & 
Weiss #380 0724 80/07/13 WOLFE SJ. LUEBKE.E-A. HARBOUR. J. Atomic 
SnfotY and LiCon9lng Board Pane! Ip 46493 175 46193 264 

-0807200051 Now England CoaMion on NuCloor Polluton moLon lor clB'ification or ro 
consideration of Board ordor of 000623 * Clarification of RG 59 coaxial cable quaifi 
caiicn \n replacement applications logjustod W/Cenilicaie ol Svc 
CL'RRAN.D . TOUSLGY.O fl Now England Coal 'ion cn Nuc oar Polullon CURRAN. 0 
Harmon & Weiss 00/07/13 Alomc Safety and Licensing Board Panel 79pp 
46193 170 46193 264. 

6007200055 Appl’cant rosponso to Now Eng arid Coa'itton on Nucloar Pci ulion 
(NECNP) first sat of interrogator es & request to' production of rlocumonts lo appl.cant 
on NECNP Contomon IB?* Suppo'l'ng documoniaiicn & Cert 'cala of Svc encl 
VARGAS. J M Now Hampshi'o, Slaio of. TROUT.J P Public Se-v.ce Co o' Now 
Hampshire TROUT. J.P Ropes 8 Gray 7/300 6729 80/07/13 Now Eng'And Coo'ihcn 
on Nuclear Pollution 45pp 46192.250 46192 301 

6307200062 Forwards Now England Coalition cn Nuclear Po lul'Cn (NECNP) 680628 ro 
spo~so to epp‘ cam appeal & potitlon fer d meted certif.celion & NECNP moiio.n *o: 
C anficaiion or reconsideration. filod he'ore t iconsing Board on 880713. 

CURRAN.D. New England Coaifon on Nuclear Poilulion CURRAN.D Harrron & 
Weiss #380 6725 OH/0//13 ROSENTHAL. A S , wiLQER.H A Atomic Safoty and Li- 
censing Appeal Pace* Ip 40193 279 40193 292 

-0807200071 Now England Coallion on Nucloa' Po .ulion rosponso to app’icant appeal 
& oolition tor d.roclod cortification.dld 083620 * NECNP onlltlod to lest assort ons re 
RG 58 coax a' cablo through dlscovory & hoar ng Corlibcalo of Svc oncl 
CURRAN.D . TOUSLEY.Dn. Now England Coal -lion on Nuclear Polutlcn CURRAN D 
Harmon & Wo-ss 80/07/13. Atomic Safety and Licensing Appeal Panel I3pp 
46193 200 46103 202 

6007200002 App .canl rosponso lo proposed findings & rulings of Olho: parties * Corli'i 
caio Of Svc ond 

DlGNAN.T.G. Pub ic Sorvice Co of New Hampshire OIGNAN.T G Ropes & Gray 
#368 6740 08/07/13 10pp. 4C 103 090 46193 Ct>9 

6607200066 Order.’ Adv.sus that Ally Gnrera‘ ol Massachusetts mad© pnrra face 
showirg that peMujn for waivor should bo granted oxomphny oloclrc utils from rP 
j remont of fmancnl q-uul licelions roviow.Sorved on BQ0714 

ATES.A L Office of tho Socrotnry of iho Commission //3O0 6723. 8B/07/14 Mas&a 
chusetts. Common wealth of 2pp. 4UI02 342-40102 343 

8607200072 Commission noli'icatlon * Forwards pro9s release Issued to Ncrthoast UUs 
incficat-ng fhQt ul'l w.ll he advancing sufficient funds for p’am piojeci Cort-licoto of Svc 
a'so encT. 

DlGNAN.T.G. Public Sorvice Co ol Now Hampshire DlGNAN T.G Ropoa A Gray 
#360 6733 88/07/ 14 Bpp 40103 354.46193 350. 

8807200033 Memorandum & order * App’icanl eppool dismssud & poMlon for d.'ociod 
corlf.colicin domed Snrvud on 860715 

SHOEMAKER.C J Atomic Safely and Liconsiny Appeal Panof #308 0727 B0/O7/1& 
Public Sorvco Co of Now Hampshru. 0pp. 46192 340 46102 356 

8807200074 App’icanl proposod findings of fad & rulings of law w/ rospoci lo shultemy 
issuos.* Roa'd Imds A ruins that edoquaio considerations has boon g.von to proiuc- 
two action sheltering CorMicuto of Svc oncl. 

D’.GNAN.f G PuVjV.c Soivtco Co of Nivw Vlampshio. DlGNAN.T.G Ropes & Gray 
#380 6749 80/0// 15 42pp 40103 048 46193 009. 

8807200069 Appicom rosponso to mnlion of Commonwealth of MA atty gonoroi motion 
for rocons'dorauon of order denying leave lo flu robullal loslimony of Thompson ol 
al * Mot-on should bo denod Cortllcalo of Svc oncl 

D-GNAN.T.G Pubic Sorvico Co of Now Hampshiro OIGNAN.T G Ropoa & Gray* 
#306 6746 80/07/15 Atomic Safoiy and Liconsing Board Panel I2pp 46103.334. 
40193 345 

8837200014 AppUcam response to Massachusetts atty goner at (rat request to appli- 
cants for production of document & onlry upon land lor Insp ro siren content on W/ 
Cort.l.cato of Svc. R oln tod corro&pondonco 

SELLECK.K A Pub'iC SorviCO Co. of Now Hanr.pshro. SELLECK.KA Ropes & Gray 
#308 6776 00/07/15 Mossochu9att9. Commonwealth ol 9pp 46253:200 40263 20b 

0607290021 Applicants aocond sot of Intorrogaiorlos ro Massachusetts atty gonorai 
amended contention on notification sys W/ Corlif.cato of SvcRo’otod correspond- 
ence, 

SELLECK.KA Public Sorvico Co of Now Hampshlro SELLECK.KA. Ropes & Gray 
#308 6 777. 00/07/16 Massachusetts. Commonwealth of. 10pp. 46253 289- 
46253 290. 

6607220009 N'RC Staff rosponso to applicant mol on for schodu'o ' Appl cant mot on 
supporiod w/OKCoption ol mod In schodulo to allow prohoaeng conforonco on both 
contentions W/ Corlif.cato of Svc. 

CHAN.E I. Assistant General Counsel for Hearings. #300 6750. 00/07/lB. Alomc 
Safoty and Licensing Board Pane! 5pp. 46105:351.40105 355 

0607220012 Applicant suppl interrogator/. * Applicant roauosts that State of MA ally 
general suppl answers lo Numbors 0.10.11, 12.10,19 A 20(o) of fi/9l sot of 
rnlorrogatorles Cerllficato of Svc oncl. Related correspondence 
SELLECK.K A. Publ.c Sorvice Co ol Now Hampshire. SELLECK.K.A Ropes A Gray 
#300 6753. 08/07/18 Maasachusotls. Commonwealth of 27pp. 40195 275. 
46195.301 

6807290079 Commonwealth of MA atty genoral second sot of miorrogalorios ro siren 
contentions.* Relalod co;re9pondonce. 

JONAS.S.A. Massachusous, Commonwealth of #300 6701. 60/07/18 Public So/vice 
Co Of Now Hempshiro. 3pp 46254 220 46264:236 

8807220033 NRC Stall rosponso to Now England Coalition on Nucloa? Portion motion 
for clanf.cation of reconsideration of Board order of 680623 * Moiion should bo 
denied Cert-lica to of Svc encl. 

BERRY.G A Assistant Genoral Counso) for Hearings. #368 6752. 00/07/19. Alomc 
Safety and L iconsing Board Penol 6pp. 46 19G 001*46196:006 


6607290013 Notice ol leking deposition of E Dosrriarai9 & T Board * Dcpor.onis w I ce 
examined re bas9 lor adequacy & efficacy of app'icant vohicla & a’eri & roiil.cahcn 
sren sys Certificate ol Svc oncl Related correspondence 

JONAS. S A Massachusetts. Commonwealth of #38B b/73 00/O//19 6pp 
46254:002-46254 C87 

8007290018 Applca^t response to Now Engiord Coal ten on Nudoar Polulion mo* on 
for clarification or rec-ons rlerailon of Board ortfer of 680623 * ’ssuo ro environ qua- 1 
cal on of RG-59 cable shculd be rorndted W/Cort ficdto of Svc 
DlGNAN, T G Pubic Sorvco Co ol Now Hampshire D.GNAN.T G Ropes A Gray 
#380 6760 88/07/19 Aloan'c Safoty ar.d Licensing Board Pane 7pp 46254 080 
46254:094. 

8007290024 Informs ComnTss'on fhal Massacfiu sells atty gunora! (MAG) disoo' 00 ^ w ' r 
ASLAB memorandum & order re MAG f rnncLi 1 qua'dicoticn petition Boliovos ASLAB 
doc sion narrovuly g-our.ded & urges Commission to adopt broader rodscning 
JONAS S A Massachusous Co-mmorweallh O' #388 0773 86/07/19 A’CH.LW, 
R03ERTS.T.. CARR,k M Comr.iss or.ors 2pp 46253 177-40253 1 76 

8007290015 Not-co cf prehearing conleronco.' Conloronce ccnsdcr conterillons A 
Issues to bo adjudicated ro emergency planning for p’pnt 8 Massflch.;sotls coniTuni 
nos lyirn Within EPi! Served on 000/21 . 

SV-TH.IW Atomic Safety and Lcorsng Board Panel /V3HG 07/2 80/07/20 ?pp 
46253:175 46253.176 

0CO729OO42 Appl -canl motion to compel answers IP inlorrogato' us prepeurdod to ally 
genoral fer Commonwoellh of MA ’ W/ Cortif cole of Svc. 

SELLECK.K A Public Servico Cn ol Now Hampshro SELLECK.KA. Ropes & G'ay 
#380 6798. 00/07/20 Atcm.c Safety and Licensing Bon'd P/re 25pp 46254. 12C 
46254:144 

6007290216 Forwa-ds rosponso to NRC response to Now England Coahhon on Njc ea r 
Poll-jtion (NECNP) first sot of interrogatories S request for producicn of documunts lo 
NRC on NECNP Contontion l B 2.W/o oncI.Rolatod corrosponde'-co 
BERRY.G A Assi9lant Gonam 1 Cejnsot for f?ee' rgs #38U 6015 O0-’O//2O 

CUHRAN.D. Pub’ic Service Co of Now Hompshi o CURRAN.D Harmon S We-ss ip 
4625(3:295.46258 205 

6007260226 NRC Stflfl response to Now England Coa'ition on N-.icloar Podulici- 
[NECNP) tirsi bel ol niovogatcr OS & roouosl lor product-on ol dcLvimunls to NRC 
Staff on NECNP Conlarilion LB 2 * Roiotad corrospcnderico 

BERRY.G A Olf co of tho Gunorftl Counsel #388 6914. 00/07/20 Now England Co 
aition on Nuclear Polfuhon I2pf> 46258 162-46250 ICO 

-8007290234 Air davit of A Gil.* Advises dial author participated in prrpar.ng NRC re- 
sponsoa to Intorrogalorios 11 & 12 Related co'rospo r ‘dnnce 
GILL, A NRC • No Detailed AIM rtllon Given. 06/07/20 ip- 46259 174 46250:174 

-8607290230 Alfidfiv t ol H Walker * Advlsos mai oulfiOr padlcipaied in prepar.rg NRC 
rospo rises to Inlorrogaionos 6 10 ft 14-16. nolatcd correspondence 
WALKER.H. Plant Systems Branch 86/07/20 Ip. 4G2GB. 1 75 4625B 1 75 

—880729024 1 AihdaviL ol v Norsos * Arivisoa that author par tic pared h p'opaf-rg hitor 
rogatories 3.4,5 & 1 7 W/Cortihcoio ol Svc Relaled coNuspondcnco 
NERSES. V. Office of Nuclear Hondo.* nogulat on. D.-octor (Posl B7041 1). 60/07/20 
Spp 46250 176 40250:100 

8807290009 Now England Coo'ition on Nuclear Poi’ution bnul m o;:poslio'i lo Puthcn/a 
ten of low power cporaiion at Soabrook Nuc’oar Power Plant ’ 6oa*d lacks authority 
to perm i low powo- oporabon. 

CURnAN.D., FERSTLF^.A Now Engiord CoBl.tcn cn NuCOur Poi'ulon CURRAN.D 
Ho-mon A Wolss #388 0796 00/07/21. Atomic Safely and icor.sr.g Board Panel 
4pp. 46254 072 46254.001. 

— 88072900 1 2 Now England CoaM-on on Nucroar Poilulion mot on for extension ol ds 
covory schodulo * Schedule should bo extended lo 080815 Cort-ficato of Svc oncl 
CUftRAN.D. Now England Coalition on Nudoar Po.lution CURRAN.D Harmon & 
Wo-ss 80/07/21. Atomic Safety and Licensing Board Panel. 6pp 4G254.076 
40254 001. 

6B07290033 Forwards NK Woodward ahidavil.ln response to Board question resed In 
800720 telco n 

OIGNAN.T G. Publ.c Sorvice Co of Now Hempshiro OIGNAN.T G Ropoa & Gray 
#388 6794 00/07/21. WOLFE, SJ. LUEBKE.L A.. HARDOUR.J Atomic Sflfoty and 
Licensing Board Penal ip 40253 205-46253 222. 

-0807290037 Atfidav.i of NK Woodward * Discussos environ qualification of RG-58 & 
RG-59 cablos W/suppohina documentation & Cerlilicato of Svc. 

WOODWARO.N K. Public Sorvice Co of Now Harrpshl.'O. WOODWARD. N.K. TENGRA 
Coip (subs, ol TEOACorp.). 8B/07/21. 17pp 46253 20C.4G253 222 

8607290039 Now England Coalition cn Nuclear Po'luilon (NECNP) third sol ol Interroga- 
tories & request for production of documonla to applicant on NECNP Content on 
I B 2 * Svc list ancl Rolated correspondence 

CURRAN.D Pubic Service Co. of Now Hampshre. #300 6797 88/07/21. Puh'ic 
Servico Co of New Hempshiro. I3pp 40254:107-46254-119 

8607290004 Memorandum A ordor-Part I (ruling on contentions on Seabro-ok Rian for 
Commoriwoalih of MA communities) * Parlies may dolor discovery ro9pon908 until 
preheating conlotonco 9 chodu’od 680003 04 Sorvoo on BQ0722 
HARBOUR.J.. LINENBERGER.G . SMITH.I.W Atomc Safely ond Licensing Board 
Panel. #388 6783 80/07/22 Olfico of Iho Gonomi Counsel 132pp 40253 299- 
46254 071 

6807290017 NRC Staff ro9ponso to joint inlorvonors peiition for review of ALAB-895 * 
Petition should bo denied Cert ficato of Svc oncl. 

BERRY.G A. Assistant Gonoroi Counsel for Hearings. #388 6800. 00/07/22. Comma- 
gionors. I5pp 46263 1B6-46253 200. 

0007290023 Order* New England Coalition on Nucloai Pollution request lot oxvanslon 
of discovery schodulo denied based on ASLB not timely advised on counsoi long 
standing vacat on p'ong Served on 860726. 

WOLFE.S J Atomrc Safety and Llcensng Board Panel #388 6704 88/07/22. Now 
England Coalition on Nuclear Pollution. 2pp. 46253.202-46253 203 



6607290041 Forwards couocred Attachment 4 to appicam response to New Erg'and 
Coalition on Nuclear Pol ution fir si sot of nlerrog a tor.es & re quest for production of 
docu Tier's 10 applicant re Co r ten non 1.0 2 Cert ^cate ol Svc or.cl 
TROUT.JP. Public Sorv.CG Co of New HaTpsh : 'e TACUT.JP Ropes 8 Gray #398 
6803 88/07/22 Dockotir.g & Served* Breach 7pp 40253 223 46253 229 

6007290056 NRC Staff response to Comm ssion ordar of 600714 * Ally genera’ waive' 
petit on should bo denied 8; ALA0-895 vacated Supporting documental cn & Cenh- 
cote of Svc G<“cl 

BERRY.G/v . BERGOUlST.S A Ass start Ge.-era 1 Counsel for Hearings #398 6799 
08/07/22 Commlss one's I9pp 46254 145-46254 163 

8007290068 App'icanl response 10 Comm.ss on order of 060714 * Recue&ls lhai aity 
general of Co 1101 on wealth of MA request for oxomplon or waiver from certs n NRC 
rogulaions re financial qu«Y iff cations too den od.W/Certf < cate of Svc 
DlGNANJ.G. Publ.c Service Co. of New Hampsh re OIGNAN.T G Ropes ft Gray 
#388 8801 88/07/22 Ccrr.m ssloneis Upp. 48253 246-46253 252 

**6807290060 Affidavit of JF Eicho'n * Oiscussos appicant fmarcal si’uahon.W/CG.'tifi- 
cate of Svc 

EICHORN.J.F. Pub'ic Service Co of Now Hampshire. EICHORN.J F. Eastern Ulltios 
Associates. 68/07/22 6pp. 46253:257.46253:26? 

6607290192 Appl.cant memo n support of permuting *ow power cperai on prior to reso 
luion of coaxia' cable issue • Low power oporal-cn should be pe'mtied pord ng reso- 
lution cf coawal cable issue 

DlGNANJ.G Pubbc Service Co. of Now Hampsh ro DIGNANj G Ropes & Gray 
#388 69t0 89/07/22 Mom c Safety and Licensing Qoa'd Pane: Opp 46258 223 
46256 209 


-8007290197 Affidav.t of Ft Bergeron * Affidavit provides jbStfcekan that ai 1 RG-5B co- 
axial cables Insial’od at station capable of remaining -niaci during accidont cor.df ons. 
BERGERON.R Pubi c Sorv.co Co of Now Hampshire. B8/07/22 6pp 46258 231- 
4 8258 236. 

"8807290201 Aft davit of OE 00-JChel ’ Affidavit desenoes resu-'s of ovaluaron per- 
formed assjm.ng that hypothetical RG 58 cable loealed n Mateh env'ron fa led & 
caused fa lu r e of ether cables Support ng -nfo one'. 

BEUCHEL.B.E Pub'ic Servico Co of New Hampsh -o 88/07/22 2lpp 4G258 237- 
46250 257 

-8907260206 Athdav.t ol TW GlowacK/.' Descr.bos ova'uahon of all RG-58 cables to 
assure that falu-e w II nol prevent satisfactory accomplishment of safety functions by 
safety related equip mom 

GLQWACKYJ W Put4c Service Co O* New H amp Shite 89/07/22 6pp 46256 258- 
46250263 

-8807290211 Aff.davit ol FtC Jam sort • Doscrbos spocial tost proa'am ro ahii ty of RG- 
58 coana’ cable to carry current w/o cfegradng adjacent cafclos durng “ow powo' 
testing Support ng info oncl 

J AMt SON .H C Pub’ic Semico Co ol New Hampshire. OB/07/22. 6pp. 46258 264- 
46258 209. 


-8607290213 Affidav.t of PS Liltlofiold * O.scussos analysis of DBAs pr.or to cperation 
of plant W/Co rlil ic ate ol Svc. 

UlTLEFlELD.P Public Service Co ol Now Hairpshfro. 68/07/22 20pp. 462511:270- 
46258209 


6007290208 NRC Staff response lo Board roquesl of 860720 * Now England Coel.tlon 
on Nuclear Po ‘Ution motion for clarj'.caion or reconsideration of ASLQ 880623 shou'd 
bo denied Certificate 0 f Svc ench 

BERRY ,G A. Ass slant General Counsel lor Hea-lr.gs #386 6616 60/07/22 Atomic 
Safety and Licensing Boo'd Pane’ 20pp 46258:295 46250 31 5. 

6807290047 App leant notice re exoraso- related documents.' Fonvarda correspondence 
exchanged emong parties ro inlervenors access to applicant documanls fnt erven ors 
not emitted to document prior to fi'ing of content on.W/Cemficate of Svc 
SElUiCK.K.A Pubi c Service Co of New Hampshire SELLECK.KA. Hopes ft Gray 
03B8 6802. 08/07/25. I6pp 46253 230 46253 245. 

8807298203 NRC Staff response 10 applicant motion for protective order.' NRC hag no 
objection to entry of protective order In form proposed by applicant & urges Board 10 
orant motorvW/ Con ficate of Svc 

BERRY, G A. Assistant General Counsel for Hearings #360 6021. 08/07/25 Atomic 
Safety and Licensing Board Panel. 6pp. 46250:290 46256 294. 

0607290247 NRC Staff response to Commonwealth of MA atty general offer, proof & 
motion for 1 eco ns 'deration.* Motion opposed on grounds of u.'itimalinass.W/Cortificate 
ot Svc. 

CHAN.E.l Ass siant General Counsel for Hearings. #388 6919 80/07/25. Atomic 
Safety and Licensing Board Panel. 4pp. 46268:317-46268 320. 

8807290019 Advises that I'm© for Commission to roview ALA B 894 oxpl f ed Comm sslon 
declined review. Decision became final agency action on 880725.Servod on 860726. 
CHILK.S. J. ON -co ot iho Secretary of the Comm ss on #3B 0 6791 88/07/26. Oftfce 
of the General Counsel, tp. 46253 201-46253 201. 

6007290263 Protective order.* Counsel lo active parties in proceeding & oiher author- 
ized persons ©half be permitted accoss 10 protected info upon cond tions 
etaied.Served on 880728. 

WOLFE.S J. Atomic Safely and Licensing Board Panel. #368 6BQ8. 88/07/27. Ofl.'ce 
of the General Couneol. 8pp. 46250:321 -46253.326 

6807290271 NRC Staff response lo Licensing Board order of B80701.* Board should 
i98ue order in accordance w/viewa oxpressod. 

BERRY ,G A. Asesteni General Counsel lor Ho anno 9 #308 8013 , 88/07/27 Atomic 
Safety end Ucensing Board Panel 14pp. 46256:161-46258:206 


H. General correspondence 


0807100020 Commonl opposing proposed ru'o 10CFR50 ro ' consir.g of nue'ear power 
p'ar's where state 8 /or local govt9 dec mo 10 10 cooperate in offsite emergency p'ai- 
ning 

ALMEI0A.G. AH liahon Not Ass-gned 07/02/06 NRC * No Qoialod Af'iation Gr-.on 
Ip 46165 282-46165 202 

8807100379 Comment opposina proposed ru'o tOCFRSO re ficonsirg of nue'ear power 
plaits whore slate &/cr local govts doclir-o to coopnrato in oflsto errerge' , cy p'an- 
rlro 

MAVROJLES.N. HouSO ol Rop.. Arnr.ed Services 87/02/0G 2ECH L W Commssion- 
ers. ip. 46165 321-46165 321 

8807100035 Commonl opposing proposed ru'o 10CFR50 re /iconsir g of nue'ear powe* 
ptar.is where slate S/or local govts dochno 10 10 cooperate m offsite omo'gency plar- 
ning. 

KUHN.H. Affliallon Not Assigrod 07/02/07. Comm.ssionors Ip 46165 287- 
46165 207 

0007180003 Comment opposng proposod ru'o 10CFH50 ro ficonsr.g of nuc'oar po**' 
plants whore stato &/or local govts dec mo to coc 


n ng 


» cooperate in offs-io emergency pian- 


WiUANEN.CB Ath'iaion Not Assigned 07/02/10 ZECH.L W Comm ; ssloners 2pp 
46165 333-46165 334 

BB 07200 111 Comment supporting proposed ru'e 10CFR50 ro '.consng of ruclr^ar p pwor 
plants whore state & /or focal govts doc'ine lo cooperate in offsdu emergency p an 
nlng 

LAWHENCE.E.H Afh'iOt cn Not Ass gnod 87/02/16 PALLACINO Comm sslon ors ip 
46194 101 46194:101 


800 7180305 Comment opposmo proposed ruin 10CFR50 ro icor.ang cl nuclear pcw 0 r 
plants where stele ft /or locol govts decline to cooporete m otlsAo emergency pier, 
n.ng 

FOWLE.AL Aftiilaron Not Assigned 07/02/17 ZFCH.L . ASSELSTINE.J , 
ROBERTS,! CommiSS'onors Ip. 461 65 350 46165 350 

8007210001 Commont supporting proposed rule 1CCFR50 ro i cons ng of nuclear pew 
P'ani5 where state ft/o t locni govts docino to cooporoto in o'isiio omurgency plan 
n:nq 

DASCHER.G.H. Aff.lifllion Not Assigned 87/02/17. REAGAN, R. Presidont of U S ft 
Exocutivo Off.ces Ip 46208 084-46208 C04. 

0007100313 Comment opposng proposed rule 10CFR50 ro licensing of m.-c'oar power 
p’ants whore state S/o' local govts dedno to cooporaio n offsite omorgorcy plan 
n Inn 

ROBB, A Aff l.atfon Not Ass gred. 87/02/10. CMILK Office of fho Socro'ery of Iho 
Commiss'on Ip 461 77.340 461 77.340. 

0007200253 Comment supporting proposod h,IO I0CFR50 ro hcon$ng ot nue'ear 
power plants whoro state &/or local govts decimo to cooporaio rn offs4u orrorgency 
p?nnn“ng 

SMIRLOCK.M E. Aff ballon Nol Ass-gnod 07/02/19 ZECH.L.W Commisslonora 
2Gpp 46208 003 46208.022 

6807210140 Cemniont opposteo proposed tu'e lOCFR^O re l censing ot rtucteac povre' 
plants whero state A/or local govl9 decLno to cooporaio <n offaito ornorgoncy p'an 
ning 

CURRAN.D Harmon ft Weiss. WEISS.E.R Unon of Concemod Scicntsls 
CURRAN. D New England Cooltion on Nucloer Pollution 87/02/20 ZF.CH.L W. Com 
mi5slcncrs 4pp 46208 100 4620B 103. 

8807180326 Commonl oppos-ng proposed rule 10CFR50 ro Iconsng ot nuc'oar pewo' 
plants wliere slate &/or local govt9 decino to cooporoto in offsilo omorgoncy p'/m 
ning & support ng petition for rulemak ng PHM 50-31 to expand EPZ lo 20 miles. 
YOUNG.F. Afh'iation Nol Assigned 87/02/22 CHILK.S NRC • No Delated Afflnuon 
Given ip. 46191.064-46101064 

0007100331 Comment oppos nn proposod rule 10CFR50 ro Iconsng of nudoar power 
plants where stale &/or local govts decline lo cooporoto in ofl8>lo emergency plan 
ning 

SULLIVAN, J. Aff Iiailon Nol Assigned 07/02/22. CHILK.S Office ol iho Secretary 01 
tho Comm sslon. ip. 46165:292-46165 292. 

8807100274 Commonl oppos ng proposed rute 10CFR50 re Jiconsing of nucloe' power 
plants whero state &/or local govts declne lo cooperate In offsite emorgoncy pten- 
n.ng. 

SNElDER.C.S. Massachusetts, Commonwoalth of B7/02/23. NRC • No Detailed All n- 
at'on Given, flpp 46191.081 46191 142 

8807180339 Commonl opposing proposod rule 10CFR50 re licensing ol nucloar power 
plants whore state A /or local govts decline to cooperate in offsite emorgoncy plan- 
ning 

* Afiihaiten Nol Assigned 07/02/23 CHILK.S Office of tho Secretary ot tho Corrmia- 
©Ion tp. 48165 294-46165.20^. 

8807 190 100 Commonl opposing proposod ru’e 10CFR50 re licensing ol nuclear power 
p'ants whoro state &/er local govis doc'ine 10 cooperate In offsito emergency p'an- 
ning 

PRATT.C., PRATT. J. Affiliation Not Assigned 07/03/01 Commissioners 2pp 
46177360 48177:381. 

8007200002 Petiiion opposing proposed rute 10CFR60 ro licensing of nucloar power 
plants where stato S/or focal govts decline 10 cooperate In off9ite emorgoncy p'an- 
nmg 

FEINGOID.C.B ., ARMERDING.H.T., MCGINN, P. AfMlation Nol Assigned. 07/02/23 
NnC • No Detailed Atfil ation Given. 176pp. 46196 224 46107 037 


-6007290273 Affidav.t of H Walker.* Addresses whether remanded New England Coali- 
tion on Nuclear Pollution Contention I.G2 re RG-58 coaxial cable rases l 9 suo& that 
musl be answered prior to low power authorization W/Cerli*icalo of Svc 
WALKER ,H Plant Systems Branch. 60/07/27. 1 tpp. 46256 195-48256:206. 


6607180284 Commonl opposing proposod rule 1OCFR50 ro licensing ol nucloar power 
plants whore stale &/©r focal govls doc'ine to cooperate in offsite emergency plan- 
ning 

OOUGHTY.J. Soacoasl Antr Pollution League. 87/02/24. NRC ♦ No Doloilorf AffillabOh 
Given. 8pp. 46191 071-46191:078. 


BBD7200287 Commonl opposing proposed ru!© 10CFR50 re licensing of nuclear power 
plants where stale A/or local govls declmo lo cooporate in olfsilo emergency plan 
nlag 

FRANK. B Affiflallon Nol Assigned. 67/02/24. NRC ■ No Dolai'ed Affi'iatlon Given, tp. 
46207:360-46207:360 

6607200294 Comment opposing proposod ml© 10CFR50 ro licensing of nuclear power 
plams where state &/or local govts docllno to cooperate in offsite emergency plan. 

OU^AKlS.M S. Massachu9eti8. CommonwoaMh of. 87/02/24 NRC ♦ No Ooia led Aff I. 
aflon Given. 6pp. 48208.020-46200,031 

6607200307 Comment opposing proposed rule tQCFRSO re licensing of nuclear pawa* 
p’anls whora stale &/or local govts docllno to cooperate In offsite emergency plan 

BA&9ITT.8. Affiliation Not Assigned. 07/02/24 ZECH.L W. Commlss oners 2pp 
46197.081 -46 197:083. 

0907200317 Comment supporting proposod rule 10CFR50 re I censing of r.ucfoar power 
plants where state &/or local govts docino to cooperate in offsito emergency plan 

SnSth.R.C. House of flop 87/02/24 NRC - No Dole-lod Affi'iation Given 4pp 
46208:040-46200:043. 


6607200026 Comment opposing proposed ru'e 10CFR50 ro Iconsing of nuc'OA' power 
p>ants whore siaio &/or local govts decline to cooperate m olfsite emergency plan 
n-ng. 

YOUNG. T.P. Aff : i at.cn Not Assigned 0//O2/27. CHILK NRC ♦ No Oeiaied Affnafon 
Given Ip 4 8207 329-40207 329 

BB072001 13 Commont support ng p'cposed rulo 10CFR5O ro hcens'ng of nucloar power 
prams where 9taio &/or ‘ocal govls declro to cooperate In offs.io emergency plan 
nlng. 

LANKES.JB Aflletion Nol Assigrod 67/02/27 NF1C ■ NO Dotelod Affinal ion Given 
2pp 40197 054-46197,055 

QQQ72GQ371 Commont cpposrg proposed rule tQCFRSO ca I censing ot nuclear power 
plants where stafo 8/or local govts decine io cooperate «n oll6lto emorgercy plan- 
nino 

HOGAN.L . HOGAN, J Alf.l.alion Not Assigned 07/0 2/27 NRC • No Ooiai’od Affil 
at-on Given Ip 46206:057 46200 057 

88071903 76 Commont opposnn p'oposed rule 10CFR50 re Irons ng ol nuc'oa' power 
plants where siato A/ o' local govts deeme to cooporate in oflsilo omorgoncy plan- 
ning. 

* Affiliaion Not Assigned 07/02/23 NRC - No Ootaiiod Alf.lston Given ip 
46191 140 4G191 146 


8B07200325 Comment opposing proposod rulo 10CFR50 ro licensing of nucloa' powor 
plants where slate A /or locol govt9 doc’ino to cooperate in offsite emergency p’an- 

MACKEY, E.J. Affiliation Nol Assigned 67/02/24 NRC ■ No Detailed Afli'lalion Givon 
5pp 46208 044 46200:046. 

8807200336 Comment opposing proposod rule 10CFR50 ro licensing ol nucloar power 
plants whero state &/or local govta docllno to cooporato In offsito omorgoncy plan 
nng. 

GIDEN.J.R- Affiliation Nol Asslgnod 87/02/24 NRC ♦ No Detailed Aff Nation Given 
2pp 46200 049-46208 050. 

8807200364 Comment opposing proposod rulo 10CFR50 ro I censing ol nue'ear power 
p'ants whate atalo A /or local govls docino to cooperate in olfsilo omorgoncy plan- 

BolsONG.K. Affiliation Not Asslgnod 07/02/24 ZECH.L. Commissioners 4pp 
46208 052-46200 050. 

8807200069 Commonl on proposod rule 10CFR50 ro licensing ol nuclear powor planl9 
where state &/or locat govts docl no to cooporato In offsite emorgancy planning 
PLATT R Affiliation Not Asslgnod 07/02/25. ZECH.L W Cemmiss onors ip 
46197:087*40197 087 

8007200090 Comment supporting proposod ru’o 10CFH50 ru llcona-ng ot nucloar power 
plants whero state A/or local govts doclino to cooporato In offs-ie omorgoncy p'nn 

Dn&M.D.C- Affiliation Not Asslgnod. 07/02/25. ZECH.L Cemmlssionors 2pp 
40197:062-46197:003. 

8807220001 Comment supporting proposod rulo 10CFR50 ro llcons ng of nucloa' power 
plants whero slate A/or local govts dec’ino lo cooporato In offs-lo emergency plan 
nlng. 

PASSER.H C. Affiliation Not Asslgnod 07/02/25. ZECH NRC - No Ooia.lod Aff, l atlon 
Grven 2pp. 46241:202*40241:201 

8807200297 Comment opposing proposed rule 10CFR60 re licensing ol nucloar power 
plants whore state A/or local govia decllno to cooporato In offsito emergency plan 

HOWLAND, A. A1 filiation Not Assigned 07/02/28. ZECH.L Commissioners ip 
40107.070*40107:079. 


8807200043 Comment opposmu p'Oposed ru 1 © 10CFR56 ro licensing of nucloar power 
plants where star© &/or local gcvls decline to cooporato In offsito emergency plan* 
nlrg. 

PR ATT. C. PR ATT ,j Aff l a lion Not An signed 07/03/01. Commlss oners 2pp 
46104 047-40194 040 

8BO72O0O48 Commonl opposing proposod ru'e 10CFR50 ro I consing ol riucloar power 
plants whore slat© 8/or local govts docino to cooporaio in o'fslto omorgoncy plan* 

WOOD.CA. Affiliation Nol Ass'gnod 07/03/01. NRC - No Oolailed Afluailon Given 
2pp 46194 044 46104.945 

8B0719C 134 Commonl opposing proposod ru<0 1CCFR50 ro neons ng of nucloar power 
p’anlQ whero stare &/ or loca' uovts dec’.m© to oopG'aio la offsite emergency planning 
CUNNINGHAM. P AIM at-on Noi Assigned 07/03/02 ZECH.l.W Commlss o-Gers 
2pp. 46178:003 46170.904 

6807200070 Comment opposing proposod rule 10CFR5O ro liconsng of nucloar power 
p'onis whore smio A/or local govig docino io cooporate In olfsito emergency plan* 

SK^FFREY.P Afliliailon Not Assigned 67/03/02 ZECH.L.W. NRC * No Deta.lod Af- 
fi’iaikm Givon ip 1010*1 094-4R1Q4004 

8807200130 Comment opposing proposed rulo 10CFR59 re I coning of nuclOO' power 
plants whoro staio fl/or focal govl 9 doclino to cooporato h olfsito omorgoncy pan- 
ning. 

■ Alfllalion Nol Assigned 87/03/02 ZECH NRC - No Dolalod Afflaiion G.ven Ip. 
4819 J V 103-48104 103 

8807200315 Comment opposirn proposed rulo 10CFR50 ro licensing of nuclear power 
planla whoro stnto A/oi local govt 9 doclino to cooperate In oMsito omorgoncy pian- 

* Aifi'iation Not Asslgnod 07/03/02 NRC - No DoiQi'ad Afflaiion Given IP. 
46107:084 40107.004. 

8807200376 Commonl opposnu p-oposod ru'o 10CFR50 ro llcensng of nuclear power 
plants where state A/or local govts doclino lo oocporeio In oflslto omcrQency plan- 

CU?4NIUGHAM,P L Alt/ifttion Nol &7/03/02 ZECH.LW. NRC - Mo OoWcd 

Afli lotion Givon Ip 46107 093-46107:093- 


8807210101 Comment opposing proposod rulo 10CFRS0 ro licensing of nucloar powor 
plants whore state &/or local govts decline to cooperoto in offsite emergency plan- 

JoflNSON.C Affiliation Not Asslgnod. 87/02/20 REAGAN, R President of U S & Ex- 
ecutive Of I ices. Ip 40208:000*46200 000 

8807220002 Comment supporting proposod rule 10CFR50 re hconslng of nuefeor power 
pfants where state &/or local govts docino lo cooporato in offslio omorgoncy plan- 
ning. 

MABY.E.C. Alfrllallon Not Assigned 07/02/26 ZECH.L Commissioners tp 
46241:204*46241:204. 

0807250122 Comment opposing proposed rufo 10CFR60 ro Eicensing of nuclear power 
plants whore slate 8/or local govts doclino to cooperate in offsito emergency plan* 

* Xff-liatlon Not Asslgnod. 07/02/20. ZECH.L. Commissioners ip. 46240:102- 
46240:102. 

0007190008 Comment supporting proposod rulo 10CFR50 ro licensing of nucloar power 
plants where stale &/or focal govts decline to cooporato in olfs.ie emergency plan- 
ning. 

SOUTRWICK.L. Affiliation Not Asslgnod. 87/02/27. NRC • No Dotai’od Aff.Nation 
Given. Ip. 46177:349-48177:349. 

0007190037 Comment opposing proposod rule 10CFR50 ro licensing of nucloar power 
plants where state &/or local govts decline to cooperate in offsito emergency plan- 
ning. 

CHILDS. A. Affiliation Not Assigned. 87/02/27. CHILK NRC • No DolaMod AffillaNon 
Given. Ip. 46177:352-46177:352. 

8807190049 Comment supporting ptopoaed rule 10CFR5Q re licensing ot nucloar power 
plants where slate &/or local govts decline to to cooperate in offsito emergency plan- 

MA?JKIE.B.A. Affiliation Not Assigned. 87/02/27. ZECH.L.W. Comm saloners. 4pp. 
48177:354-46177:367. 

8807200008 Comment opposing proposed rule 10CFR50 re licensing of nuclear power- 
plants where slate 8/or local govts decline to cooperate in offsito emergency plan- 

RcSvEN,M.J. Affiliation Not Assigned. 07/02/27. CHILK Office of the Secretary of tho 
Commission. Ip. 46207:326*40207:326. 


8807200091 Comment opposing proposed ru'o I0CFR60 ro licensing of nuclear powor 
plants whoro slolo &/or local govts tJoclno to cooporeto In olfslie emorgpncy plan- 
nng. 

LAUEH.E. AffiloTon Not Asslgnod 07/03/03. CHILK NRC ♦ No Detailed Affil atlon 
Gwen. 2pp. 46194. OOn-48194.099. 

8607200097 Comment opposing proposed rulo lOCFRSO ro I censing of nuclear power 
p’onte whoro stale A /or local govts docimo to cooperate *n olfsilo omergorcy plan* 

Fe8m.D E]. AfM'Otion Not Asslgnod 87/03/03. OHico ol Nucloar Material Safety & 
Safeguards, Director Ip 46194 100-46104: 100 

8007200143 Commont opposlrg proposed rulo 10CFR60 re licensing ol nuclear powor 
plants whoro stale 4/or focal govls decline lo cooperaie in cffslo omergcncy plan- 

BlSch.MG. Aff, halloo Not Asslgnod 07/03/03. Commissioners tp 46194:105- 
46194:105. 

8007200331 Commonl opposnn proposed ru’o 10CFR50 ro ilcorsng of nuclear powor 
plant© whero aiato &/or local govts doclino to cooperate in oflsUe emergency p r an- 

CO^FEY.R.H. Aflillat-on Not Asslgnod 07/03/03. NRC ♦ No Delated Alfilmtion Given. 
2pp. 4Q 197. 086-46 197 .067. 

0607220123 Comment opposing proposod rulo 1UCFR50 ro licensing ol nuclear powor 
plant© whore slate A/or local govls docl-no lo cooperate in olfsilo emergency plan* 

MA^flX.E.A . MANIX.Q C Aff, iai on Not Asslgnod. 67/03/03. NRC * No Doiailed Affili- 
ation Given. Ip. 46220.312-46220:312 

6607210001 Commont opposing proposed rulo 10CFR6O ro l.censlng of nuclear power 
plants whero stale A/or focal govls doclino to cooperaie in offsite omorgoncy plan- 

NATHAN BM A!M«ai or» Not Assigned. 07/03/05. ZECH.l.W. Commissioners. Ip 
4627 7.003 46277 003 

8807200395 Commont oppos no proposod rufo 10CFR50 re licensing of nuclear power 
plants whoro state &/of local govts docllno to cooperaie in olfsilo emergency plan- 

BllllNGTON.S T. Affiliation Nol Assigned. 07/03/06 Docketing A Sorv.ces Branch, 
ip. 40107 098-40197 008 



nino 

PERRAULT.C. AM llptllon Not 
40200:071 -46200 071. 


IJVT'O UUL.I lO II wnano omgiyonuf H ,a 1 

Assigned 37/03/06 ZECH.l Commissioners ip 


REILLY, D O. Affriatlon Nol Assigned 88/05/21. CHILK.S J. Office of (he Secretary of 
the Comm* ss ion. ip 46016:061*46010 061. 


6607210035 Cornmoni opposing 
plant* whoro state A /or locol 
nnn 

PASKAVI1CH.J. Afhintjod Not 
40200.072*40200 O/J. 


proposed rule 10CFR50 re licensing of nuclear power 
govts cfoci no lo cooperate in offs te emergency plan 

Assigned 67/03/06 ZECH.L.W. Corrm ssioners. 2pp 


8807070478 Comment oppos-ng proposed rulo J0CFR5D ro emergency planning & p'e* 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

VECCHIONE.T Affihaicn Mot Assigned 00/05/21 CHJLK.S J Office of the Secretary 
of the Commission. Ip 46018 053-40018 053 


88072 10076 Common! opposing proposed rule 10CFR50 ro I cens ng of nuclear power 
whoto slato &/o» toceT govts decline to cooperate in oHs'ie emergency p\an 

nlng 

SCI UlN.MAf Motion Not Ass gned 67/03/08 NRC No Deta.iod Afh! ation Given 
2pp. 46208 081-40206:032. 

680722003 0 Coni mo nl oppos-ng proposed rule IQCFRCO re licensing of nuclear power 
plen^b whoro «tato 6 /or *ocaT go vis cfoclno lo cooperate in oifste emergency pian- 
n ng. 

ATKINS. V Aftillfti on Not Ass'gnorj 07/03/08 Oflice cf the Secretary of the Comms* 
s on. 2pj> 40220 316 10220:3 ?7 


8607120518 Corrmem opposing proposed ru'e 10CFR50 re emergency planning & pre- 
paredness requ foments lor nue’ear power plant luel load r.g 8. Initial low power opor- 
atlons 

GRINNELL.D Afl.liat on Not AssgneU. 00/05/21 CHILK.S J. Office of the Secretary 
of Ihe Commission. Ip. 46105 150*46105:150. 

8807010842 Comment supporting proposed rule 10CFR50 to emergency planting & 
preparedness requ rements for nuclear power plant fuel loAdng & initial low powo' 
operat.ons Urges Commission to proceed w/low powor testing of plant 
• Affiliation Not Assigned 80/00/22. Docketing & Services Branch ip 45989 210 
45909 216 


B0D7220 tOO Common! opposing proposed rule 10CFH50 ro licensing of nuclear power 
plnnln wham elalo A/or local govts decline to cooperate in ofisilo emergency plan- 
et) 

JOHNSTONE O.L , KELtEY.O J Affilial on Not Assigned 87/03/09. ASSEITINE.J. 
Cot miss ohO'fi. Ip. 4G220.313-40220 3I3 

0007220001 Comrriont oppos nn proposed rule 10CFR50 re licensing of nuclear power 
plants whom state &/or focal govis declne to cooperate in offs.te emergency plan- 
ning 

JOHNSTONE J., JOHNSTONE. N. AH liation No* Assigned. 67/03/1 1 2ECH.L. Com- 
rolsupttnra Ip. 4G220 314-46220:31 4. 

0807010132 Commurr opposing proposed rule 10CFR50 ro emergency panning & pre* 
pfiiodrio'is rncii.iromnnts for nuclear power plant fuel loedng A initial low power oper- 
ations. 

MACFAHlAND ( n Affiliation Not Assigned 88/05/21 CHILK.S J Oflice of the Secre- 
tory of tho Comm sslon Ip. 45093:073*45993 073 

8007010135 Oorrmunt opposing proposed rufa 1DCFR50 ro emergency planning & pro- 
parodruss require -nonl 9 tor nuclear power plant fuel loading & Ian al low power opor- 
atons 

13 A SCO M, OH . Affilanon Not Assigned 68/05/21. CHILK.S J. Otfico ot the Socrelary 
ol Iho Commission, ip 4 6903:072-4 5903 072 


8807050198 Comment supporting proposed ru'e 10CFRS0 ro emergency planning 8 
preparednoss requirements for nuclear power plant fuel foading & Initial low powor op 
eraLons. 

• Alli-iation Not Assgned 80/06/23. NRC • No DelaFod Aff.liaiion Given, ip. 
45992 103-45992:103 

8607200382 Forwards pot-Lon opposing NRC recommendation of new rulo for few 

K iwer operation of nuclear plants for docketing & sve Served on 800606 
ERCHANT.D.B. Now Hampshire. Stale of. *208 6476 08/05/25. NRC • No Delalod 
AfMiat on Given. 6pp 46262.025 46262 030. 

8807050085 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedno39 roquiremonts for nuclear power plant fuel loadmg A iniiipl low power op- 
erations 

DEHNE.W. Affi’iation Nol Assigned 66/00/01. Dockotr.g A Sorv.cos Granch. ip 
45005 232-459B5.232. 

8807010601 Comment supporting proposed rule 10CFR50 re omorgoncy planting A 
preparedness requirements for nuclear power p’anl fuol foading A initial low power 
operations Urgos Comm sslon to approve porposed clerlficat-on oi 6% rulo. 

VOSS.C All.VaVion Not Assigned 88/06/02 Oocketlng & Services Branch !p. 
45979:101-45979:101. 


8807010245 (Summon! opposing proposed rule 10CFR50 re emergency planning A pro 
pmodno&s rcqulromontR for ruc’oar power plant fuel foading A hitaf low powor 
opoieMone f’ropoeort tu'.o tlovelopQil Wonly util mtotosts in fnimF. 

• AflHIiitljn Nol Assigned. 86/05/21. CHILK.S.J Offco ol the Secretary of the Com- 
mission Ip 46980 231 *4 5009:231. 

0807010285 Cornmoni supporting proposed rule 10CFR50 re amorgancy p'annlng A 
(iroiiaradnoss ror^.i rurnoms for rwcloer power plenl fuel 'oading A inii.al low powor op- 
nral.onu 

• Alfi'lalion Not Assigned 96/05/21 Docket ng & Sorvlcos Branch. Ip. 45970 013- 
45076 013. 

8807010303 Common! opposing proposed rule 1OCFP50 re emergency planning A pro- 
pmodnose requirements lor nucloar power p’anl fuol loading & initial low power 
OpoifllloneRroposcd rulo dovolopod w/only ultl Inieraais In mind 
SMERAflD.S G- Affl alien Nol Assigned. 88/05/21 CHILK.S J. Office of the Secretary 
of tho Comnnsslon Ip. 46089 2 18-4&999 219 

8807010370 Cornmoni opposing proposed rule 1OCFR50 re omergen^ planning A pre- 
parodnese roqu ro/nonla for nuclear powor plam fuol loading A initial low powor 
opomi-ong Proposed rulo davolopod w/onty util Interest la mind 
CARTLEOGE.I. Affiliation Not Assigned. BA/05/21. CHILK.S J. Office ol the Soc ratary 
of Iho Commission Ip. 46904 346 46904:346 

5007010503 Commont opposing proposed rule 10CFR50 ro emergency planning A pre- 
pnrotlnos9 roqulromo.^ls for nuclear power plant fuel loadng A rnltlal low power 
Oporahon9 Urgoa Com mis on to ro,nct proposed rule change in (merest of public 

KESHNERC Alf.ii/ition Not Assigned. 80/05/21. CHILK.S J. Office of the Secrelary of 
tho Corr mission. Ip. 45979:106-46979:106. 


8807010362 Comment supporting proposed rulo 10CFR5D re omergoncy planning 8 
preparedness requ'remenls for nuclear power plant fuel load-ng A Inlt-al fow power 
operations There should be educational A public relatione campaign for nectoa- 
powor. 

STEEVES.G N. Affil.ation Nol Assigned 08/06/03 CHILKSJ. Office of the SocroT.ry 
of the Commission. Ip 45904:342-45984.342. 

8687016080 Comment opposing proposed rule 10CFR50 ro emergency pfonn ng A pro 
parodness requ rements for nuefoar power plant fuol loading A Fallal low powor opei- 
a lions. 

BiSSET.S. Affi’iation Not Assigned 00/06/06. CHILK.S J. Ofhco ol iho Secretary ol 
tho Comml&s’on. Ip. 45993.001-45993 001. 

8807010082 Comment opposing proposed rulo 10CFR60 ro emergency planning A pfa 
parednoss roquiremonts lor nuclear powor plant fuol loading A Initial fow power oper- 
ations. 

CORSON.C Affriatlon Not Assigned 88/06/06. CHILK.S J Oflice of tho Secretary ol 
ihe Commission, ip 45993:080-45993 080. 

8807010087 Comment oppos ng proposed rule 10CFR50 ro omorgoncy piann'ng 6 pre- 
paredness requirements for nuclear powor ploni fuel loading A Initial low power opor* 
etions. 

BORKOWSKf.J.R, Aff.l alien Not Assigned 80/06/00 CHILK.S.J. Off.co of tho Secro 
la ry ol the Commlaalon ip 45993.079-45993:079 

8007010090 Comment opposing proposed rule 10CFR50 re omorgoncy planning A pre 
paredness requirements for nuclear power plant fuol loading A initial low powor opo'- 
ailon9. 

♦ Af libation Not Aaslgnod 88/06/06 CHILK.S J. Oftrce of tho Socrotary of the Com 
mission. Ip. 45993.078 45993 070. 


0807010621 Cornmoni opposing proposod rule 10CFR60 ro emergency planning A pro- 
parodnosa requ romonts for micloar power plenl fuel loading & Initial low power 
opornilons Urgos Coirmnisslon Xo refect proposed rule change in interesl of public 

FEAF^NLEYG A Affil fltlon Wot Assigned 88/05/21. CHILK.S.J Off r ca of the Secre 
lfl/y of tha Commission 1f>. 45079.104-45079 104 

0007010570 Comm on t opposing proposed rule I0CFR6O re emergency planning A pre* 
parodnuea lonutoir.olrts lor rtucfaar power plant fuel loading A ln:tiel low power 
operations Urnos Comm I as ion !<> rejoct proposed ru’o in interest of pub io safoty 
DROWN AT. Allriotion Not Ase^gr.od. fl6/<)5/21 CHILK.S.J. Olflco of the Secretary of 
ihoComrnl&afon. Ip. 4 5904*353* 4 S064:363 

8607070236 Commont opposing proposed rule 10CFR50 ro emergoncy planning A pre- 
parodnoss ro^^mon^for nuclear power plant fuel load.ng a fn Dal low powor oper- 

PPOLI L A. Alfi la Lion Wot Assigned. 88/05/21. CHILK.S J. Office of tho Secretary of 
tho Comm salon. Ip. 40017:335-46017.335. 

860707024 1 Cornmoni onposlnn proposed m'e 1OCFR50 re emergency planning A pte- 
parodhow ^rmonlsfor ouclear power plant fuel load ng A rnitial low power opor- 

LANE S J AMil ftl-on Nol A ® $, % n0 2ni 0 7 8 inA /21 ' CHILK,S J 0ffice of th ° Soaetar y of 
iho Commlsfl on. IP. 40017:306-46017:300 

ftflQ707n4fl4 Pommnnl ODDdsInfl proposed rule 10CFR50 re emergency piann'ng A pre- 
nuitoar power plant imi 'oaaing « low powor opor. 

KAISCn.E M Affil aliori Not ^1^2^ CHILK SJ 0,f,co 01 me Secretary ol 

- Comrnsalon tp 46OI3.O84-40O18.O04 


6807010094 Commont opposing proposed rule 10CFR50 re omorgoncy planning A pre- 
paredness requirements for nuclear power plant fuol loading A Initial fow power oper- 
ations 

HIGG1NS.D AffiTatlon Nol Assigned 88/06/06 CHILK.S.J, Offlco of ihe Secretory of 
the Commission. Ip. 45993:077*45993.077. 

080 7010098 Comment opposing proposod rule 10CFR50 ro omorgoncy planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low powor oper- 
ations 

MELAS-KYRIAZI Affiliation Not Assigned 09/00/06. CHILK.S.J. Office ol the Secre- 
tary ol the Commission Ip. 45993 070 45993:076. 

88070101 to Comment opposing proposed rule 10CFR50 re omorgoncy planning A pro 
patedness requ! rements lor nuclear power plant fu ©Hooding A Initial low power aph- 
elions. 

WILLIAMS, C M., WILUAMS. D.M. Affiliation Not Assigned. 08/00/06. CHILK.S.J, Offico 
of the Secretary of the Commission, ip. 45979:130-46979:130 

8007010111 Comment opposing proposod rule 10CFR5G ro omorgoncy planning A pre- 
paredness requirements for nuclear power plant fuol loading A fnillal low power oper- 
ations. 

FAIRCHILD, J. Affiliation Not Assigned 08/00/06. CHILK.S.J. Office of Iho Socrotary 
of the Commission, tp 46904:312*45984 312. 

8807010113 Comment opposing proposed ru'e 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial fow power ope'* 
9bon9. 

PARSONS.F.A. Affiliation Not Assigned. 88/00/06. CHILK.S.J. Office of the Secretary 
of Ihe Commission. Ip. 45993:076 45993.075. 


6607010117 Commonl opposing proposed ru'e 10CFR50 re emergency plann ng & p-o- 
parodnoss requirement for nucloar power plant fuel loading & iml-al :ow powor oper- 

Ql 009. 

HO30S.D, HOBDS.C Affil ation Not Assigned 00/0&/06. CHILK.SJ Office of iho 
Secretary of ihe Corrm ssion. Ip 45979 012*45979 012 

8607010126 Comment cppos ng proposed rule 10CFR60 re emergency plann ng A p f e 
paredness requi'emonis for nucloar power plant fuol loading & Intel ‘ow power oper- 
Btion9 

CHASE.J.C. CHASE.Ol Affiliation Not Assigned 08/06/06 CHILK.SJ. Offico of iho 
Secretary ofi he Com mi 9 s- on ip 45984 313-45984 313 

0807010130 Comment opposing proposocf rule 10CFR50 re emergency plann ng & pre* 
paredness requremonis for nuc'oar power plant fuel loadng & In.t ol low power oper- 
ations 

BLOUIN.AJ. BLOUIN.J Affiliation Not Assigned 88/06/0G. CHILK.SJ Offico ol tho 
Secretary of the Commission, ip 45981 202-45901 202 

0007010136 Commonl opposing proposed rule 10CFR50 ro omorgoncy p*ann:ng & pro 
parodnoss requirements tor nuclear power plant fuol loading 8 mitia' low power oper- 
ations 

BROWNJ j. Affiliation Not Ass good 08/06/06 CHILK.SJ Offico of iho Secretary of 
mo Commiss-on Ip 45904 3 U-4 5084 314 

0607010141 Comment opposng proposod ru'o 10CFR50 ro emergency planring & pro- 
pa'ednoss roqui'omonts for nuclear power plant fuel loading & miHal low powor oper- 
ations 

HASKELL, S Alli’iatlon Not Assigned. 80/08/06 CHILK.SJ. Office of Iho Secretary of 
tho Comm-sslon. Ip. 45970 066*45979 086 

8807010142 Commonl opposing proposod rulo 10CFR50 ro emergency plann.rg & pro 
pared'-oss requirements for nucloar power plant fuel loadng & Intel low power oper- 
ations 

BRESNAHAN.L J. AMlftlion Not Assigned 88/06/06 CMILK.S J OU.ce ol the Soctcs 
tary of iho Commission ip. 45993.071*45003071. 

8007010146 Commont opposing proposed rule 10CFR50 re omorgoncy plann ng & pre- 
paredness roquromnnls for nucloor power plant fuel loadng & Intal low powor oper- 
ations 

TUSMILL.NM AfMiatidn Not Assigned. 68/06/06 CHILK.SJ, Oil CO Of iho Socrelary 
of tho Commission Ip 45993.070*45993.070 

0007010153 Comment opposing proposed rule 10CFR50 ro omorgoncy p’annlng & pre* 
parodnoss roqu romonts for nuefoor power plani fuol loodmg & Initial low power oper- 
ations 

LENO.HW Aff iiat.on Not Assgnod 80/00/06. CHILK.SJ. OlLco of tho Secretary of 
the Commission Ip. 45904:315 46904 316 

0007010155 Commonl opposing proposed ru'e 10CFR60 ro Ginorgor.cy planning & pro- 
par odnoss roqulremonts for nucloar powor plant fuel loading & initial low power oper- 
ations. 

* Affi intion Nol Asslgnod 00/06/06. CHILK.SJ Offico of tho Secretory ol tho Corn- 
miss on. ip. 45979 005*45979:006 

8007010150 Commonl opposing proposod ru'o 10CFR50 ro emergency planning & pro- 
pa'edness roqulromonls for nuclear powur plant luoi loading & initial low power oper- 
ations 

CONNELL.0N Affiiiailon Not Assignod QB/00/06 CHILK.SJ Office of tho Socrolary 
of tho Commission Ip 45093 087-45993:067. 

0807010166 Commont opposing proposed rulo 10CFR50 re omorgoncy plann ng & pre- 
paredness requirements for nuclear powor plant fuel load.ng & initial low power oper- 
ations 

LAMBERT.J. Aflil-allon Not Assigned. 06/06/00. CHILK.SJ Ollco of tho Secretory ol 
the Comm ssl on. Ip 45970:010 46979 010. 

B8Q7010175 Commont opposing proposod rulo 10CFR50 ro omorgoncy p’ann ng & pro- 
paredness roqulromonls for nucloar powor plom luol loading & initial low power oper- 
ations 

* AfMioton Not Asslgnod 08/00/06. CHILK.SJ. Off.co of tho Secretary of tho Com- 
mission. ip. 45979 01. 1-45979 011 

0007010180 Commonl opposing proposod rulo 10CFR50 ro omorgoncy planning & pre- 
paredness requirements for nucloar powor plant fuol loading & initial low power oper- 
ations 

SALT.B.J Affi'iatlon Not Asslgnod 80/06/00 CHfLK.SJ Ollicu of iho Socrolary of 
Iho Commission Ip. 45979.009 45979 009. 

0007010196 Commonl opposing proposed ru?o 10CFR60 ro omergoncy planning & pre- 
paredness requirements for nucloor powor plani fuel load.ng & Initol low power 
oparal ons Proposed rulo devofopod w/only util interests in mind 
SHAPIRO.L M Affiliation Not Assignod 60/06/06 CHILK.SJ. Offico of the Socrolary 
of tho Commission. Ip. 45901 207-45901 207. 

8807010200 Commont opposing proposod rulo 10CFR50 ro omergoncy plann ng & pre- 
paredness requirements lor nuclear powor plant fuol loading & Initial tow power oper- 
ations. 

MORRISON.R. Affiliation Nol Assigned 08/06/06. CHILK.S J Offico of the Secretary 
of the Commission, ip. 45079.008 45979 008. 

5807010201 Comment opposing proposed rulo 10CFR50 re ornoraoncy planning & pro- 
paredness requirements for nuefoor power plonl fuol loading & tnltlrd low powor oper- 
ations 

MARONCELLI.F. Affiliation Nol Asslgnod. 00/06/08 CHILK.SJ Office of iho Secre- 
tary ol the Commission Ip. 45984.319-45084:319. 

0007010210 Commonl opposing proposod rule l0CFn60 ro emergency nlann.ng & pre- 
paredness requirements for nuclear powor plani fuel loadng & initial low power 
ope relion s. Proposod rufo developed w/only util Interosl In mind 
BEAROSLEY.H, Affihat on Not Assigned 80/06/06 CHILK.SJ. Oflico of tho Secretary 
ol the Commission. Ip. 45991:204-45981:204. 

0007010211 Comment opposing proposed rule 10CFR50 re omorgoncy p’anning & pre- 
paredness requirements for nucloar power plant fuel loading & initial low powor oper- 
ate ns 

PiCARD.T.M, Affiliation Not Asslgnod. 00/06/08. CHILK,SJ. Office of tho Secretary of 
tho Commission. Ip. 45979.007-46979 007. 


0607010223 Common! opposing preposed rule 10CFR50 ro omergoncy plann rg & pre- 
paredness roqui'ements for nucloar power plani fuel loading & initial low power 
oporahons Prcposod rule deve'oped w/only util Interest in mnd. 

LARSEN. L AM i ation Not Asslgnod 00/06/00 CHILK.SJ Oflice of tho Secretary of 
tho Commission ip 45901 200-45081 200. 

0807010224 Commont opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requi'omonts for n..cloar powor plant fuol loading A intal low power oper- 
ations. 

COLE.L . COIE.C Affiiotion Not Assigned. 00/06/06 CHILK.SJ. Oflico of the Secre- 
tary of Iho Comm ss'on Ip 45970.006-45979:000. 

8007010225 Commer.1 opposing proposod rulo 10CFRSO ro omergoncy plann ng & pre- 
paredness requirements for nucloa* power p’anl fuol loadng & initial low powor 
oporat on9 Proposod rule developed w/only util Interests in m:nd 
CLARK. NC. Aff, l anon Not Assigned 68/08/08. CHILK.SJ. Office of the Secretary ol 
the Comrr.lS3 on Ip 45904 317-46994:317. 

0807010231 Comment opposing proposed ruta 1DCFR50 ro omorgoncy p’anning & pro- 
pare-dness requirements for nuclear power p'unt fuel loading & initial lew powe'opor- 
oilona 

' Aff I'ation Not Ass good. 88/C6/06. CHILK.SJ Offico of iho Secretary of the Com- 
mission. ip. 45970 005-45979 005 

8607010233 Comment opposng propcsod rule 10CFR50 ro emergency plarn.ng & pre- 
paredness reqjiremonl3 for nuc!ea f power plant fuel loading & intial low power oper- 
ations 

* Affiliation N'ol Ass gnod 08/06/06. CHILK.SJ Office of tho Secretory of tho Com 
m99ion. Ip 46004 328-45084:320. 

8007010236 Commont opposng proposod rulo 10CFR50 re orr.ergoncy planning & pre- 
paredness roqurernen'tf lor nuefoar powor plant fuel loading & initial 'ow power 
operations Proposed ru'o developed w/only ulil Interest >n mind. 

FENUESSY.S, FENNES-SY.T AtlVtatlon Nol Assigned. 66/06/06 CHILK.SJ Ofhco ol 
tho Socrelary of the Commission Ip. 46981 198-459B1 168. 

0007010239 Comment opposng proposed rulo 10CFR5D re omorgoncy planning & pre- 
porodress roqurameni9 for nucloar powor plant fuel loading & low powo.* 

operations Evacuat on In uvont ol emergency |mpos3>bfo duo to traffic congestion 
MARSH. S. Affiliation Nol Assigned 8B/0B/0G CHILK.SJ Offico of the Socrelary of 
tho Comm 9slon ip 45000 232 459B9 232. 

0807010240 Commont opposng proposed rule 10CFR5O re emergency plann ng & pro- 
parodnoss requ rarr.onts lor nuciear powor plpnl fuel loading & mt<al low power opor- 
ationa 

SCHOENE.M G. Affillahon Not Assignod B8/O0/OG. CHILK.S J Ofhco of the Secretary 
of tho Commission Ip 45994 063-45904 003. 

0807010246 Commonl opposing proposed rulo 1OCFR50 ro emergency planning & pro 
parodnoss roquiromonta for nucloar power p’onl fuel loading 8 initial low powor 
oporat ons.Proposod rulo developed w/on!y utl mterosi in mind. 

BILLINQTON.S T AIM at on Not Ass gnod 09/06/00. CHILK.SJ. Office of iho Socro 
tary of Iho Commission. Ip. 45901 110 45981: 1 10. 

0607010250 Comment opposing proposed rulo 10CFR50 ro omergoncy planning & pre- 
pared noss requuomonts for nucloar powor plant fuol loading & Initial low powor opor- 
allons. 

WINTERS, J.M Affil ation Nol Asslgnod. 88/0G/06 CHILK.SJ. Olfico o! the Secretary 
Of tho Commlss on. Ip. 45934 318 45084 31 B. 

6607010265 Comment opposing proposod ru'o 10CFR5O re omorgency planning & pro- 
parodnoss roqulromants for nuclear powor plant fuel loading & initial low powor oper- 
ations 

SHEEHAN.A V. AlMiatlon Not Asslgnod 00/06/06 CHfLK.S J. Oflico of tho Socrelary 
of the Commission. Ip 45989 230-45989 230. 

B0O7O1O267 Commonl opposing proposed ru'e 10CFR60 re omorgoncy planning & pre- 
paredness roqulromonls for nuclear powor plant fuel loading & initial low power 
operations Proposed rulo developed w/only uln Interest in m nd. 

DERBYSHIRE, l.A Affiliation Not Ass unetL BB/06/06 CHILK.SJ. Office of iho Secre- 
tary of tho Commission Ip. 469-01 : 1 1 1-45981: 111. 

0607010266 Comment opposng proposod role 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial fow power oper- 
ations 

DEWITT.C J. AHd’abon Not Assigned 00/00/06. CHILK.SJ. Office ol ihe Secretary of 
Iho Commission Ip 45909.229-45969 229. 

8007010267 Commont opposing proposed rulo 10CFR50 ro omergoncy planning & pre 
parodness roquiromenta for nucloar powor plant fuel loading & Intial low power 
operations Proposed rule dovolopod w/only ut 1 inforesla In mind 
DALEY.MM. Aftiiiat-on Not Ass gnod 88/08/06. CHILK.SJ. Offco of ihe Secretary of 
the Commission, ip. 4508L191-469B1.191 . 

0BO7O1O27O Comment opposing proposed rulo 10CFR50 ro omergoncy planning & pre- 
paredness requirements for nucloar power plant fuol load.ng S fnhial low power oper- 
ations. 

ZAPPALA.AJ. Affiliation Nol Assigned BB/06/06. CHILK.SJ. Office of the Secretary 
of tho Commission. Ip. 45989.228-45989.220. 

0807010276 Commont opposing proposod n/o 10CFR5O re emergency planning & pre- 
paredness roqi,irement9 for nuclear powor plant fuel loading & initial low powor 
operations. Proposed rulo developed w/only ulil Interests in m nd. 

SHERMAN, M.J. AffiJaiion Not Assigned, 8Q/06/O8. CHILK.SJ. Office of the Socrolary 
of Iho Commission, ip 45009 227*45909.227. 

0807010277 Comment oppos-ng proposed rulo 10CFR50 ro emergency pfanntng & pre- 
paredness requromenls lor nuclear powor plant fuel loading 8 imlial low powor 
operations Proposed ru’o developed w/only util interest In mind. 

FRYBERG.T.B Alf,l,aildr> Not Asslgnod. 88/00/06. CHILK.SJ. Ofl.ce of the Secretary 
of Iho Commission. Ip. 4598V108 459&1.10S. 

0807010270 Commont opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness reQuiremonta for nuclear power plant fuel loading & Intial low power 
operations Proposed rule devoloped w/only util interests in mind 

* AIMfallon Not Assigned 00/06/06. CHILK.S J. Office ol the Secretary of the Com- 
msslon. ip. 45909:226-45989 .226 



parti (Mass requ regents for nuclear power plan* fuel loading & In iial low power oper* 

WHEELER-BEAN.D Afl. iai;cn Nat Assigned. 88/06/00 CHILK.S j. Olfico of iho Sec- 
re (ary Of fh© Ccmmfss on fp. <15989 225 45909.225 

6807010284 Comment opposing proposed ru!o 10CFR50 re err.ergercy plann ng & pre- 
paredness roqj remenla fo' nuclear power p'aol fuel loading & n M low power 
opo rolloes Proposed rule developed vv/or.iy utl i me roots In mnd 
SANBORN.G. Afltl atlon Not Assigned S8/06/C6 CHILK.S.J. Ofhco ol me Secretary 
ol the Comml&s on. ip 45969:22-4-4598© 224. 

6807010296 Comment opposing proposed rule 10CF R50 re emergency planning & pre- 
paredno98 requirements fo* nuclear power p^aot fuel loacmg A ntial low power 
eperat ong. Pro posed ru'o developed w/or.ly ull Interest in rr.hd 
OHARA.M . OHARA.F . CHARTS. A If baton Wot Assigned 88/00/08. CHILK.S J. 
Office of Iho Secreiery o.' me Coroml$s.'c>f). ip 45901: 105-4598 J: 105. 

6807010294 Corr.ment opposing proposed rule 10CFR50 ra emergency planning & pre- 
paredness requirements fer nuclear power p'ari fuel loading A initial low power oper- 
ations. 

BALL.M J . LARSON, W.G Allil atlon Not Ass good 00/06/06. CHILK.S J. Off. co of tho 
Secretary of tho Commission Ip. 46989 2?2-459&9 222 

6807010296 Comment opposing proposed rule 1QCFR50 re oxorgency p'annhg & pre- 
parodnoss requirements for nucloar power p’ani fuel loading & initial tow power 
operators Proposed ru'o developed w/or.ly util •nlerests in mnd 
LANGLOIS.S J. Affiliation Nol Assigned. 89/C6/06. CHILK.S J Ojflce oi the Secretary 
ol the Commiss on Ip. 45989 221 45989 221 

8807010299 Comment opposing proposed rule 10CF R60 re emergency plann ng & pre- 
paredness requ romonis fo- nuclear power p'anl fuel loading A Initial low power 
operations Proposed rule developed w/only uiil ‘ntorosts in nvnd 
CLEMENCE.PP. Affi'iation Not Assigned 88/00/06 CHILK.S J. Office of tho Secro- 
tary of the Ccmml&s on. Ip. 45989 220 45909:220 

9807010302 Comment opposng proposed rule 10CFR50 ro emergency planning & pro- 
pti'edness requirements for nucloar power p’ani fuel load-ng & -ntial low power 
operations Proposed ru‘e doveloped w/only util : nt©f©st in m nd 
OCONNEU ,S.N. Alflaiion Not Ass gnod 08/06/06 CHILK.S J Offce of the Secre- 
tary of the Commssion Ip. 4 590 M 02 45931: 1 02 

6607010306 Comment opposing proposod rule 10CPR50 re emergency planning A pre- 
paredness requ foments for nucloar power p'ar.t fuel loading & initial low power oper- 
ations 

GRIFFIN, BC. Aflil atlon Not Assigned. 80/O6/C6. CHILK.S J Office of the Secretary 
Of the Commission Ip. 4 5989 210 4$9B9 218. 

6807010307 Comment opposing proposed rule 10CFR5O ro emergency planning & pro 
paredness requirements tor nuc'oar powor pleat fuel loading A In.Val low power 
o-pera lions Proposed ru'e developed w/only util interest in mind 
* Affil at on Not Assigned 08/06/06 CHILK.S.J. Offca of mo Secrolary of tho Com 
mission. Ip 45084:331-45984:331. 

B8070 10306 Common! oppos ng proposed rule 10CFR50 r© emergency p'annmg A pre- 
paredness roqu.roments for nuclear powor plant fuel load.ng & initial low power 
operations Proposed rule developed w/oniy util iniorosta In mind 
ABUSAMRA.L , ABUSAMRA.O Alh'iatlon Nol Assgned 88/OB/06. CHILK.S J. Office 
Of tho Socretary of tho Comm'ss'cn. ip 46984:330-45904:330 

6607010310 Comment opposing proposed rule 10CFR50 re emoryoncy planning & pro- 
paradne99 requirements for nucloar power plant fuel loading & inilial low power oper- 
ations 

SAVRE.A, Afhl, atlon Not Ass T gnod 88/06/08. CHILK.S.J. Office of tho Secretary ol 
the Com m‘ salon, ip 45984:329*45964:320 

8807010315 Comment opposing proposod rule 1QCFR50 r© emergoncy plann ng A pre- 
paredness requirements for nuclear power p'ant fuel load-ng & Initial low power 
operations. Proposed ru'o dovolopod w/only util inieresl In m nd. 

GRAY.R. Affiliation Not Assigned 88/06/06. CHILK.S J. Offico ol the Secretary ol the 
Commission. Ip. 46984:328 45984:326 

8807010317 Comment opposing proposod rule 10CFR50 re emergoncy planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

OIUSIO.DA Aft I'ia lion Not Assigned B8/06/O6. CHILK.S J Office of the Secretary of 
the Commission fp 45984:327-45984:327. 

6807010322 Comment opposing proposed ru'e 1GCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading 8 Inilial low powor oper- 
ations 

KUKENE.G.A Affixation Not Ass'gned. 8B/06/06. CHJLK.S J. Office of tho Secretary 
Ol the Commission. Ip. 45904 332-45984 332 

8607010326 Comment opposing proposed rule I0CFR5Q re emergency plann ng A pre- 
parednass requirements for nuclear power plant fuel load no a Initial low power 
0 -per ati ona. Proposed rule developed w/only utl interest in m nd 
BINGHAM, V.S. Affiliation Not Assigned. 88/06/06 CHILK.S.J. Olfico of tho Secrolary 
Of the Commission, ip. 45984 334-45984.334. 

SB0701D34Z Comment opposing proposed rule 10CFR50 re emergoncy p'ann.ng & pre 
paredness requ re me Ms for nuefear power plant fuel loading A Initial low powar oper- 
ation a. 

BOWER.S E Afhl atlon Not Assigned. 88/08/00. CHILK.S.J. Off.ca of tha Secretary of 
th© Commission Ip. 45984:333-45984 333. ^ 


ggufuivooj iruum iy iua murnju umuiyun^y p miring ^ p/O 

paredness requhoments lor pur/ea' power plant fuel load.rg A mnoi low power opc*- 

a ii 0 ns 

POLIARD.O. Affi'iation Not Assgnod. 63/C6/O0 CHILK.S J Office of the Secretary of 
Ihe Ccm mission ip 45984 341*45984 341 

8607010367 Comment opposing proposed rule tOCFR59 r© omorgoncy plann ng & pro- 
pa.'ed^ess requ remonts for nucloar powor pinnl fuol toadng & initial low powor oper* 
atons 

MORRISON.B. MORRlSON.G- Alh'iahon Nol Ass-gnod 88/06/06 Cll.LK.Sj. Ollico 
of the Secretary of tho Comm ssion. ip. 45989 244-45089 244 

8007010371 Comment opposng proposod ru'e 10CFR60 ro oinorgor.cy planning A pro- 
parodnasB requiromonls for nucloar power plani fuo 1 foadlng A mini 'cw power 
oporai or.s Proposed rule developed w/only ut I into'Osl In mind 
PHILBR:CK,R , PHILDRICK.H Aff lmnon Not Ass-pned 8P/08/CO. CHJLK.SJ. Ol! cu oi 
the Socrolary Of tho Commission Ip 45009.243 45909 243 

880701 030 1 Comment opp09lng proposod rulo 10CFH50 ro Omorgoncy plann ng & pro- 
parodnoss requremonis for nucloar powor plant fuol fo&di'ig & Iniiiai low pcwu r oper- 
afons 

THO.MFSON.L W Afl, ‘talon Not Assqnoti QQ/06/0G CHILK.S J. Otiico ot fhn Score 
tary ol Iho Commissm Ip. 45084.345 45904 345. 

B0O70 10391 Comment opposng proposod ru’o 10CFR50 ro omuryor.cy plonning A pro- 
parodness feq.ilremonls for nuclea f powor plani fuel loading & In Ml lew powe* 
operations Proposod rule dovolopna w/o".ly utl iniorosi In mlntl 
SOUTfMLL.T., SOUTHALL . 8 A Affihofian Not A9s«gnnd. 00/06/00 CfffLK.S J. Office 
Ol tho S&cro'.ary of tho Commission Ip 45980 242 45989 242 

8807010399 Comment opposing proposod rulo 10CFR50 ro omorgoncy planning A pre- 
pa'ednoss requroments for nuclear powor plant fuol loading & initial low po*cr 
oporaiicns Urgos Commission to reject proposod rule 

YOUN.M ti Affil ation Not Ass-good 88/06/00. CHILK.S J. Olfico of H o Socretary cl 
iho Commssion Ip 45981 070-45901078. 

8807010411 Commont oppos ng proposod ru‘0 10CFR60 ro emnrgoncy panning A pre 
parednoss requlmmonls lor nuclear powor plant fuel loading A Initial low power 
operations Urges Co'nm’sson to ro,ocl proposod rulo change in inlorasl of pub ic 
ealety. 

CHICHESTGn.G. Alfriat on Not Ass.gnod 80/00/00. CHILK.S J Offico of the Secre- 
tary of the Commission Ip 45081 075 -15901.075. 

8607010413 Commont opposing proposed rulo 10CFR50 ro omorgoncy pinning A p-o- 
paroCnv? g roqurpmonis lot nuclear powor plant fuel lonthnp A irieal low pewr epor- 
ations 

MANN.RQ Affiliation Mot Assignor! 88/00/08 CHILK.S J. Offico ol Urn Secretary oi 
Iho Comm S9lon. Ip. 45989. 1Q4-450G9. 10-1 

6607010417 Corr.monl opposing proposod ru'o 10CFR50 ro omorgoncy pfann ng A pre- 
paredness roqjJremonis for nucloar powor plant fuof foadng A (ruffaf fow pdwrr oper* 
©Hons 

FOX, MS. Afhllallon Not Asslgnod 08/00/00. CHILK.S J. Off«co of Iho Socretary ol LiO 
Commiss on Ip. 45989 103 45989 183 

6607010419 Commont opposing proposed rulo lOCfR50 ro omorgoncy planning & pro 
parodnoss roqu remenis fo' nuefoar powor pfont fuel loading A inlt-al low powor oper- 
ations. 

WINTERS, C.R Affi'iation Not Assigned 80/06/06 CHILK.S J. Offico of the Socretary 
of the Commission Ip 45989.182-45909 182. 

8807010424 Commonl oppos ng proposod rulo 10CFR50 ro omorgoncy planti ng A pro 
parednoss requirements (or nucloar powor plani fuol loadng A imilol low power opor* 
nilons. 

CAVATORTA.E A Affil otion Not Assigned 00/OB/OB. CHILK.S J. Off.CO Of tho Sacru 
tary oilho Commission ip 46909 t79-450B9.1 79 

6B070 10429 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning & pro 
parodnoss requirements for nucloar powor plenl fuol loading A inil-al low powor oper* 
alions. 

BARNES RJ. Aff I otion Not Ass gnod 80/00/06 CHILK.S.J. Offico of iho Socrotary 
Ol the Commission, Ip 45909: 177*45900 177 

0807010436 Common! opposing proposed rulo 10Cm50 ro omorguncy planning & pre 
parodnoss requirements for nucloar powor plant fuol loading A initial low power oper- 
ations. 

OENNIS.E .A Affiliation Not Assigned. 00/06/06. CHILK.S J. Oflico of Iho Sociotary o' 
Iho Commission Ip. 46984:359-45984 359. 

8607010438 Commont opposing proposed ru'd fOCFRSO r© omorgoncy pfarnng A pre- 
paredness requirements for nucloar powor plont fuol loading A Inina! low powor oper* 
ations 

CARTER P. AlMiotion Nol Assigned. 80/06/00. CHILK.S J. Oflico of iho Socretary of 
the Comm as on. Ip 45004:356-46984 350. 

8607010444 Comment opposing proposod rulo 10CFR5O ro omorgoncy planning S pro 
paredness requirements for nuclear powor plant fuel loading A Initial low power ope'- 
aliens 

PACE.R.V. Affiliation Not Assigned 00/06/06. CHILK.S J. Offico of iho Secrotary ol 
the Commission Ip. 45084:357-45984 357. 


0007010351 Commdnl opposing proposed n/te 10CFR5C re emergency pfannir.q A pro- 
parednase requ-ramenis for nuclear power plant fuel loading A Initial low power oper- 
ations 

PETRAS.A. Affiliation Nol Assigned 80/06/08 CHILK.S J. Off.ce ot the Secretary of 

th©Commiss!on. 1 p. 45984 : 322 * 459 a 4322 V ° 


6807010448 Comment opposing proposed rufo 10CFR60 ro omorgoncy plann ng A pre- 
paredness requirements for nucloar power plant fuol load ng A Initial low power eper 
ations 

SPINNEY.W.A. Affiliation Not Assigned 88/06/06. CHILK.S J. Ofhco ol iho Socreiary 
of the Commission. Ip. 45984.350-45984:356. 


6607010485 Common! opposing proposed ru’o 10CFR50 ig emergency planning & pro- 
parodness requiromo.nis for nue'esr power plant fuel loading & initial low power 
opor a bo ns. Proposod mlo developed w/or.ly uiil .nlerests in min<C 
WILLIAMS.C. JACKSON.K. Afh'iaiion Not Assigned. 88/06/06. CH4.K.SJ. Office of 
Iho Secretary of Ihe Commission Ip 45904 355 45084 355. 

6607010466 Common! opposing proposed rulo 10CFR50 ro emergency plann ng A pre- 
paredness requirements fer nuclear power p’ant luol loading & jn.lial low power opor- 
a Hons 

MULCAHY.M Alfi'iafon Not Ass-gnori 08/06/08. CHILK.SJ OffiCO of Iho Secre'ary 
cf the Commission. Ip 45003 148 45993 148 

8807010491 Common! oppos ng proposed rulo 10CFR50 ro omorgoncy p'annng & pre- 
paredness requirements fer nuclear power plant fuel loading A nitlal low powo' 

cperai'ons.Urgoa Commission lo ro;oct proposed rulo change in hlerost or ptLi-c 

safely. 

POWER, M Affi iallon Not Asslpnod 08/06/06 CHILK.S J Office of the Secretary ol 
tPG Commission Ip 45981070-45981070 

8807-010492 Commnnt Opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness roqu. foments for nuclear powor plant fuel foodmg & initial low power opo'- 
ator.s. 

XENELIS.DO Affihallon Noi Assgnod 88/08/06. CHILK.S J Olf.ce Of tho Socretary 
of Iho Commiss on Ip 45903.148 45993 146 

8807010406 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requiromonis for nuclear powor plant fuol load ng & fn-tial loiv power 

operations Urges Commission to rojocl proposod ru!o change in mteresl of pub'ic 

9a few 

KALASKPAN.K Aff nation Not A9s-gnod 08/00/00 CHILK.S. J Office of the Secrolory 
of iho Commission Ip 450U1.072-45901.072 

8807010497 Comment opposing proposed ru'o I0CFR5O re omorooncy p'nnn ng & pro- 
parodn03S roqummontfi tor nucloa' power planl fuel load.ng & Initial low powor opor 
aliens 

HILDT.BA Affiliation Not Assigned. 88/06/06 CHILK.S J. Office of the Secrotnry of 
die Commission, ip. 45993.144 45993 144 

6907010504 Commonl opposing proposed rule I0CFR50 re emorgoncy planning & pro- 
parodness roquromonia for nuclear power plant fuol loading & millal low powor epor- 
Qtion.9. 

LUMSDEN.L . LUMSDEN.K.K. Affiliation Not Assigned 88/06/06 CHILK.SJ Office of 
the Socreiory of tho Commission, ip 45903 142 45003:142 

6607010512 Commonl opposing proposed rulo lOCf H50 ro omotgoncy planning & pre- 
paredness requiromonis for nuclear powor plan! fuol loading A iniilal low powor 
op or alio ns Urg os Commiss on to reject proposod rulo chango in Interest ol pubic 
eafoty. 

CASEY.D Affiliation Not Ass-oned 80/06/06 CHILK.S J. Olflce of tho Secretary of 
1 he Commission Ip 45079 105 -15079 105 

8907010514 Comment opposing proposed ru’o 10CFR50 ro t?moreoncy planning & pro 
porodrioss requirements for nucloar power plant fuel loading & Initial low power opo r - 
ahons 

POLLOCK. RJ. Aliriatlon Not A 6 si g nod. 68/06/08 CHILK.S J Office of iho Secretary 
of Iho Commission Ip 45903:140 45093.140 

8607010526 Comment opposing proposed rulo 10CFR50 ro nninraorcy planning A pro- 
parednosa requ romnnis for nuclear pownr plant luol loading & In-llal low powor oper- 
ations 

BIFID, F J Affiliation Not Assigned. 08/08/06 CHILK.S.J. Othco of iho Secretary of iho 
Commission. Ip. 45903 120 45993.120 

8607010540 Comment opposing proposod rule 10CFR50 ro omorgoncy plonnlng & pre- 
paredness requirement for nucloar powor pfanf funl loading & (n.iwl low powor oper- 
ations 

SPINNEY.S.A. SPINNEY.M Alli'.atlon Noi Assigned 86/0B/0B CHILK.SJ. Olf.co of 
the Secretary of iho Commission ip 45993: 1 17-4 5993 1 17 

88070W547 Commonl opposng proposod rulo 10CFR50 ro otnorponc-y planning & pro- 
parednos9 requirements tor nuc’oar powor plant fuel load.ng & initial low powor oper- 
ation a. 

VOQF.L.L J. Affiliation Not Assignod 00/06/06 CHILK.S.J. Offico of Iho Secretary of 
Iho Commission Ip. 46003.1 15-45993.115 

8807010551 Common! opposing proposed rulo 10CFR50 re omorgoncy planning A pro 
parodness requirements for nucloar power planl fuol loading & initial low powor opor- 
ailons. 

OIMENTO.WJ. Afhliot on Noi Ass'.gnod 00/06/08 CHILK.S.J. Office of the Socrotary 
Of Ihe Comm’sslon Ip. 45993 1 14-45093. 114 

8007010558 Commonl opposing proposed rulo 10CFR5Q ro omoroency planning & pro 
parodness requiromonis for nucloar power plant fuol loading & In Hal low powor oper- 
fttlon9. 

OLMSTEAD.O. Affiliation Noi Assigned 00/06/06. CHILK.S.J Offico of iho Socrotary 
Of tho Commission. Ip. 45093:1 1 1-46993 111. 

8807010573 Commonl opposing proposed rule 10CFR50 ro omorgoncy p'anmng A pre- 
paredness requirements for nucloar power plant fuol loading A fnilial low powor 
oper a lions. Urges Commission lo rojoct proposed rule chango in interest of publ.c 
8-Q.fetv 

WELCH. R H., SWEENEY.JM. WELCH.CS Affiliation Not Assigned. 80/09/09 
CHILK.SJ. OUlce ol ttvo Secretary ol iho Commission, ip 4S984-.3S4 46984 354 

8807010583 Comment opposing proposed rulo 1OCFR50 ro omorgoncy planning A pre- 
paredness requremonts for nuefoar powor plant fuol loading & Initial low powor 
operations. Urges Commission to rojoct proposed rule chango In Interest of public 
safely 

DOYLE, W. Affiliation Not Aesrenod 66/08/06. CHILK.SJ. Office of the Socrotary of 
tho Commission. Ip. 45984 352-45904:352. 

8607010690 Commonl opposing proposod rulo 10CFR50 ro emergency planning & pro 
parodness requiromonis for nuclear power plant fuel loading A Irotial low powor 
operations. Urges Commlss'on lo rojoct proposod rulo change in mteresl of pub'ic 

WOC&.J.W. Affiliation Noi Asslgnod. 08/06/06. CHILK.S.J. Olllce of lha Secretary of 
the Commission. Ip. 45984 351-45084 351. 


8607050397 ComT.oni opposng proposed rule 10CFR5O ro omorgency planning A pro- 
parodness requirements for nuc'oar powor plant f u el load ng A :n,i*ai fow power oper- 
aiions 

DESOHBO.J A ftil etion Noi Assigned 60/06/06 CHILK.SJ. Off co ol iho Secretary of 
Iho Commission Ip 45995 067-45035 OC7 

6607070242 Comment opposing proposed rulo 10CFR5O re emergency planning A pre- 
paredness requ foments for nucloar power planl fuol loading A initial low power op or- 
al ons. 

8ASHLINE.K G AH.i-ation Not Assigned 80/06/06 CHILK.S J. Oflico of iho Secretary 
Ol Iho Commi ssion. Ip. 4601 7 397 4691 7:307 

6807070256 Comment opposing proposod rufo 10CFR59 re omergoncy planning A pre- 
paredness roqu re.reo nts for nuclna' power plant fuel 'oadng A mihai fow power oper- 
ations 

KIMBALL.HS.KIMBALL.LL Alfiiation Not Assigned 08/06/06 CHILK.S J. Office of 
Ihe Secretary Of Iho Commission. Ip 46017:309 46017.309 

8607070261 Comment opposing preposod rule 10CFR5O re emergency planning A pre- 
paredness requirements for nuclear powor plant fuel leading A initial low power oper- 
ations 

WOLFE. F W , ROONEY, G F AM aion Not Asslgnod. 80/06/00. CHILK.SJ. Office of 
the Secretary of the Commission, ip 46017 310 46017 310 

8807070262 Commonl epposng proposed rule 10CFR50 ro omergoncy planning A pre- 
paredness requirements for nuc'oar powor plant fuel loading & fciiial tow power oper- 
alone. 

CAFHAN.B . CAPnAN.J Afiii-at on Noi Assigned 08/00/06. CHILK.SJ. Office of lha 
Socrotary of tho Commission Ip. 46017 31 1-46017:311. 

8007070273 Comment opposing proposed ru'o 10CFF50 ro omorgoncy planning A pro 
parodnoss roqu romoms for nucluor powor plant fuel load.ng A mtial low power oper- 
ations. 

KING.P AIM alien Noi Ass-gnod B8/O6/06 CHILK.S.J. Offico of the Secretary of tho 
Commission Ip 4GQ17 314 4601 7 314 

6007070276 Comment opposing proposod rule 10CFF50 re omorgoncy planning A pre- 
paredness rnqu mmoms for nuclear power p r ant fuol loading A Inliial low powor opor- 
ohons. 

GFIEFN.O C Afl.l aiiort Noi Asslgnod 60/06/06. CHILK.S J. Office of tho Secretary of 
the Corr.n'lervon Ip 46017 315-40017:315. 

0807070200 Comment opposing proposod rule 10CFH50 ro emergency planning A pre- 
paredness requirements for nuclear power planl luol load.ng A Imt-al low powor oper- 
ations. 

COCO. R A AffiMliOn. No! Assigned. 6Q/06/C6 CHILK.S J. Offico of Iho Socroiary of 
tho Commission ip 40017 316-46017*310. 

68070702G3 Commonl opposr.g proposod ru'o 10CFR50 re emorgoncy planning A pre- 
paredness reqJremoni9 for nuc'oar power plant fun! load.ng A m'tial low powor opor- 
ai On9. 

MCCARTHY. M. CAll-AGHER.V.C. All/jailon Noi Aaslpnod B0/O6/OC. CHILK.SJ. 
Ollico of tho Socrotary of iho Commission, ip. 48017 317-46017:317. 

6007070293 Commonl opposing propcsocf rulo 10CFF5O re omoraor.cy planning A pro- 
parodnoss requremonts for nuclear power p’ant tud loading & Iniilal 'ow powor oper- 
ations 

GANG l,Q Aflilmiion Not Asslgnod 00/06/06 CHILK.SJ. Offico o! tho Socretary of 
tho Commission Ip 46017:310-46017:319. 

8607079300 Commonl opposing proposod rulo 10CFR50 ro omorgoncy planning A pro 
parednems roquiro.mnnta for nuclear power planl fuol loading A fnihal fow power opor* 
OllonQ 

HYDER-FRAT.S, AHJol.on Noi Assignod 00/06/06. CHILK.SJ. Offico of the Secre- 
tary ol tho Comm sslon ip 4 001 7 320- 4G01 7 320 

6807070316 Comrrenl oppo 3 ; r.g proposod rulo 10CFF50 ro omorgoncy plonnlng A pro- 
parodnoss mqu.remonlft for nuc'onr power plonl fuol loadng A mtial low power opor* 
at ons. 

MORRlG.L A Allv-aWori Not Aesbned 06/06/06. CHILK.S J. Ollico ol iho Sacreiaty ol 
iho Comm ssion ip. 460 1 7.321-46017 321. 

6807070324 Commonl opposing proposed rulo 10CFR50 ro omorpency planning A pro* 
parodnoss roqu foments fo' nucloar power plant fuol loading A initial low power oper- 
ations 

MARSHALL.FR Affnafon Not Asslgnod 80/06/0(3. CHILK.S J. Office of lh« Secre- 
tory of tho Commiss on ip. 40017:322-46017:322 

8807070461 Comment opposing proposod rulo 10CFF50 ro omergoncy planning & pre- 
paredness requirements for nucloar power planl fuel loading A Iniilal low powor oper- 
a lions. 

flOBlTAlLLE.R. Alfiiation Noi Assigned 08/06/06. CHILK.S J OMlce of tho Secretary 
Of tho Commission ip. 46010:037-40010:037. 

0807070407 Commonl eppoa-ng proposod ru'o 10CFH5O re omorgency planning A pre- 
parednas9 requiromonis for nucloar powor plant fuol load ng A Inll-al fow powor opor* 
aions. 

GRANDONI.R , GRANDONI.N, Affihol on Noi Asslgnod 88/06/06 CHILK.S J. Offico 
of Iho Socrotary of the Cornrrlss-on. Ip 46018 056-46010:056. 

6907070490 Commo/4 opposing preposod rulo 10CFR50 ro omorgency planning A pre- 
paredness requ romonts for nucloar powor planl fuel loading A fn.tlal low power oper- 
ations 

0ROOKINGS.W.J. Afli lation Not Assigned 80/00/06 CHILK.S.J. Offico of the Secre- 
tary of the Commission ip 4601 0:054-460 1 8 054. 

9807120125 Comment opposing proposod rule 10CFR50 ro emorgoncy planning A pre- 
parodnoss roqjlromonts for nucloar powor plant luol loading A Iniilal low power oper- 
aliens. 

RECAST OFARO.D. Affil allon Not Aas'gnod. 08/C6/06. CHILK.S.J. Office of the Soc- 
rotary of tho Commission. Ip 40105:097*40105.097. 

6607120130 Comment opposing proposed re'e 10CFR59 rn omorgoncy planning A pre- 
paredness roqu romonts for nuctoar power plant fuel loadng A Iniii8f fow power oper- 
aliens. 

LAVERD1JRE.C. Affihailon Not A8S ? gr,od. 03/06/06. CHILK.SJ. Office of tho Secretary 
ol Iho Commission Ip 40105:008-46105:090 


8807120133 Comment opposing proposed ru'e 10CFR50 re emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & initial Igw power oper- 

BRlTTON.W E Affiliation Noi Assigned B8/06/08 CHILK.SJ Office of the Secretary 
of the Commlss on Ip 46105 089-46 105 099 

8807120156 Corrme.nl opposing proposed ru'e 10CFR50 ro emergency planning A pre- 
paredness raqt.vreme.'its for nudeer powe.' plant fueJ Joad'.np & jrWial low power oper- 
ations 

HOWARD. C.E. Aff iiai’on Not As^g-ied B6/06/06 CHiLK.SJ Office of the Secrotery 
of ihe Comm ssion Ip. 46105 106-46105 106 

0807120162 Comment opposing proposed ru'e 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & In'tial low (sower oper- 
at'd ns 

MCOANiEL.D Aff.i atio-n Not Ass goad 88/06/06 CHILK.S J. Office of the Secretary 
of the Comm ssion. ip. 461 05.108-461 05 108 

0007120174 Comment opposing proposed ru’e 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fual loading 6 in'lial low power opar* 

B ACTABLE .DM. Aff«i:ation Not Assigned 88/06/00. CHILK.SJ Office of iho Secre- 
tary of the Commission ip. 40105: 1 10 46105.1 10 

8807120179 Commonl opposing proposed rule 10CFR5Q re emerpency planning & pre- 
paid ne9S require meni9 for r.ucroar power plant fuol loading & Irvtlal low power oper- 
ations 

BROMFlELD.fl Alfi lation Nol Assigned 88/06/06. CH-LK.SJ Office of the Secretary 
Of lha Comm ssion. Ip 46105. 11 1-46105 1 1 1 


8807120475 Comment opposing proposed ru'e 10CFR50 ro emergency planning & pre- 
paredness roqu remonts lor nuclear power plant fuel loading & iniilal low powar ope'- 
ahons 

SMART. L P. Affiliation Not Assigned 88/06/06 CHILK.SJ. Office of iho Sectary ol 
the Commission. Ip 46105 134-46105 134 

8807120477 Comment opposing proposed ru'o 10CKR50 ro emergency p'annlng & pre- 
paredness requ Yemenis for nuclear power plant fuel loading A initial low power ope*- 

KENNY.R. A filial on Nol Ass! g nod 08 /C 6/ 00 CHILK.SJ Office of ihe Secreiary cf 
the Commission. Ip 46105 135-46105 135. 

8807120461 Comment oppos ng proposed rule 10CFR50 ro emorgoncy plann ng A pie- 
paredness requirements for nuclear power p'ani fuel loading & Initial low power oper- 
atone 

PERREAULT.f AffilaHon Not Assigned 88/06/06. CHILK.SJ. Office of the Secretay 
of the Commission, ip 46105:138-46105.136 

8807120492 Comment opposing proposed rulo 10CFA50 re emorgoncy plann ng A pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

BELANGER. B J. Affiliation Nol Assigned 80/06/06. CHILK.SJ. Office of iho Secre- 
tary of the Commission Ip 46105:140-46105:140 

8607120500 Comment opposing proposed rulo 10CFR50 ro emernoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations. 

HARM.S Aft hQtion Not Assigned 00/06/06. CHILK.SJ. Office of ihe Secretary cf the 
Commsslon Ip 46105 143-46105 143. 


8307120161 Comment opposng proposod rule 10CFR50 re emergency planning A pre- 
paredness requi '©rr.cn is for nuclear power p'ani fuel loading & in.il.a1 low power opor* 
aliens. 

MCNUITY.L Affiliation Nol Assigned 88/06/06 CHILK.S J Office of Ihe Secretary of 
iho Commisson. Ip. 46105 1 12-4 Bl05 112. 


6607120503 Comment opposing proposed rule 10CFR50 re emorgoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power ope-* 
oilons. 

ZUREK.K. Affil ation Nol Assigned 08/06/06. CHILK.S J. Office of Iho Secretary cl 
the Ccmmlss on ip 46105 144-46105 144. 


8807 1201 87 Comment opposing proposed rulo 10CFR50 re emergency planning A pre 
pnrednes9 requirements for nuclear power p'ani fuel loading A initial low power oper- 
ations 

EPSON, OV. Al Mellon Nol Ass gned 88/00/06 CHILK.S J Office of the Secretary of 
Ihe Com miss on. ip 46105.1 13-48105.1 13. 


0007120507 Comment opposing proposed rule 10CFR50 re emergency plannlrg & pre- 
paredness requirements for nuclear power plani fuel loading A initial low power open 
aliens 

BARTLETT ,C l Affi'lailon Not Ass gned 80/06/06 CHILK.SJ Offlco ol iho Secrotay 
of the Commiss’on Ip. 46105:145-46105:145. 


8807 120204 Comment oppo9.ng proposod rule 10CFR50 ro emergency plann'ng 8 pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
alone. 

EL KIN. S Affiliation Not Assigned 88/00/06. CHILK.SJ. Office of the Secretary ol the 
Comm ssion Ip. 46105:116-46105:116 


8807120509 Comment opposing proposod rulo 10CFR50 ro emergency planning A p'0- 
parednos9 rcqu remonis for nucloar power plenl fuol loadng A Iniilol low powor oper- 
ations 

MOOEflS.P. Affiliation Not Ass-gned 88/06/06. CHILK.SJ. Offico of the Secretary ol 
Iho Commission. Ip. 46105:146 46105:146. 


8B07 120205 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant luel loading A Initial fow power opor* 
al-ons. 

OEFANSKI.L M Affil allon Not Ass-go ed B0/06/0B. CHILK.S J. Office of ihe Secretary 
of Iho Commission. Ip 46105:1 1 7-48105: 1 1 7. 


8807120511 Comment oppos-ng proposod ru'e 10CFR50 ro emorgoncy planning A pre- 
paredness roquiromonis for nuclear power plant fuol loading A fn'-llfll low power oper- 
ations 

FLYNN.B D A1M-at-on Nol Assigned 88/00/06 CHILK.SJ Offico ol iho Secroiary cl 
the Commsslon. Ip. 46105 147-46105:147 


8007120214 Commonl opposing proposed rule 10CFR60 re emergency planning A pro- 
paredness requirements for nuclear powar plant fuel load ng A m.tlal low power oper- 
ations 

FREYSINGER.R.C. AfM allon Nol Assigned 88/06/06 CHILK.SJ. Offico ol ihe Sec- 
ret ary of the Commission ip 46105 119 46105 119 

0607120216 Comment opposing proposod ru'e 10CFR50 re emergency planning A pro* 
parodness requirements for nuclear power plant fuel loading A iniilal low power oper- 
ations 

REHLY-SULLIVAN Affil ation N 0 f Assigned 8B/06/06. CHILK.S J. Offico of the Secre- 
tary ol the Comm sslon Ip. 46105:120-46105:120 


8807120513 Commont opposmg proposod ru'o 10CFR5O ro emergency p'annlng A pro 
parednoss fequlromonl9 for nuclear powor plant fuol loading A in'tlal low power oper- 
ations 

LACEY, AC Affiliation Nol Agglgnod 88/06/06 CHILK.SJ. Olflco of the Sccrolfly o' 
Ihe Commission. Ip 4610514B-46105:140 

3807120514 Commonl opposing proposod tulo 10CFR50 ro omorgency planning A pro 
parednoss requirements for nuefoar powor plant fuol loading A Initial low powor oper- 
ations 

HICKS.R. Affiliation Not Assignor! 00/06/06. CHILK.SJ. Offico of iho Secretary of ihe 
Commission. Ip. 46105:1 49 46105: 149. 


8007120222 Common! opposing proposed rulo 10CFR50 re emergency plann'ng A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations. 

OECRISTOFARO.M. Atfitlat on Not Assigned. 80/06/06 CHILK.S.J Offico of the Sec- 
retary of Iho Commission, tp. 46105: 121-46 105:121. 


3007120523 Comment opposing proposod rulo 10CFR50 ro omergoncy plann ng A pre- 
paredness requ romonls for nuclear powor plant fuel loading A mllifll low powor oper- 
ations 

HOBSON, E. Affiliation Not Assigned QQ/00/06. CHILK.S.J. Offico of tho Secretary ol 
tho Comm.sslon. Ip. 46105 162-46105-152. 


0807120236 Comment opposing proposed rulo 10CFR50 re emergency planning A pro- 
parednoss requirements for nucloar powor plant fuel loading A Initial tow power oper- 
ations 

GALLANT^., GAILANT.N, GALLANT.C. Affiliation No! Assigned. 0B/O6/O6. 
CHILK.S.J. Office of the Secretary of tho Commission, ip 40105:123-46105:123 


8807120532 Comment opposing proposed rulo 10CFR50 ro emorgoncy planning A pro 
paredness requirements for nucloar power plani fuol loading A Iniilal low power open 
ations. 

MALIONIK.S.. MAUONIK.D.. MALIONIK.R. Aflihatlon Nol Assigned GB/O6/03 
CHfLK.S J. Offico of tho Secretary of the Commission ip. 40105: 1 5JH10TO5: 1 65 


8307120239 Commonl opposing proposod rule 10CFR50 re emergency planning A pre- 
paredness requirements for nucloar powor plant fuel loading A initial low power oper- 
ations. 

GALLANT, D. Alfi'latlon Not Assigned 88/00/06. CHILK.SJ. Office of the Secretary of 
lh.0 Com miss' on Ip. 46105.124-46105:124. 


8007100020 Comment opposing proposod rule 10CFR50 ro omergoncy planning A pro 
paredness requirements for nucloar powor plant fuol loading A fallal low powor oper- 
aiions. 

CLOSE.S.L Affi'lailon Nol Assigned 80/06/06 CHILK.S.J. Offico of tho Secretary ol 
tho Commission. Ip. 46191.054-46181:054. 


8807120244 Comment opposing proposed ru*o 10CFR50 re emergency planning A pre- 
paredness roquiromonis for nuclear power plant fuel loading A fallal low power oper- 
ations. 

ROSENE.M. Affil allon Not Assigned. 86/06/06. CHILK.SJ. Office of the Secretary of 
the Commission, ip. 40105:125-46105:125. 

8B07 120260 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
parodness requ'rements for nuclear power plani fuel loading A initial low power oper- 
ations. 

ROOO.S. Affr'iarton Not Assrgrjed. 60/O6/C6. CHfLK.S j. Office of the Secretary of Ihe 
Commission. 1 p. 4 6 1 05: 1 26-46 1 05: 1 2 6 

8607120463 Comment opposing proposed rule 10CFR50 re emergency p’anning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low powor oper- 
ations. 

EWERY.J. Affiliation Not Assigned. 88/06/06. CHILK.S.J. OfLce of tho Secretary of 
the Commission. 1 p. 40 105: 1 32-46 1 05: 1 32. 

0807120470 Comment opposing proposed rulo 10CFR50 re emergency planning A pro- 
paredness requirements for nuclear power plant fuel load ng A initial low power oper- 
ations. 

GOROON.T. Affilatlon Not Assigned. 88/06/06, CHILK.S.J. Office ol the Secretary of 
the Commlsslo n. 1 p. 40 1 05 : 1 33 -46 1 05:1 33 


8807200272 Comment opposing proposod rulo 10CFR60 ro omergoncy planning A po- 
paredness roquYements for nuclear powor plant fuel loading A Initial fow power opor 
etlons. 

HICKEY J K. Affi'lailon Not Assigned 88/06/06. CHILK.S.J. Offico of the Secretary c* 
the Comm'aslon. Ip. 46194.040-46104 040. 

8007200276 Commenl opposmg proposed rulo 10CFR50 ro emergency plann’ng S pro 
paredness roquiromonis for nuclear powor plant fuel load ng A initial low power oper- 
ations 

DANIALS.L.M. Affiliation Nol Assignod 66/00/06. CHILK.S J. Office of the Socretay 
of the Commission. Ip. 46194:042-46104.042. 

6607200264 Commenl opposing proposed ru'e 10CFR50 ro emorgoncy plann ng A pro- 
paredness requirements for nuclear power plani fuel loading A initial low power oper- 
ations 

HICKEY.R Affiliation Nol Assigned 06/06/00. CHILK.SJ. Office of the Secroiary d 
Iho Comm ssion. Ip. 46104:041-40194:041. 

6007280378 Comment opposing proposed rulo 10CFR50 re omergoncy planning A p c 
parednoss requ Yemenis for nucloar powor plant fuel loading A fnillal low power opr- 
aliens. 

JORDAN.H E. Affiliation Not Assigned. 00/06/08 CHILK.SJ. Offico ol the Settotaiy 
of tho Commission. Ip. 46263:129-46263:129. 
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8807010216 Commenl supporting proposed rufo 10CFF150 re emergency planning A 
p/cparednoss requirements lor nuclear power plant fuel loading & initial low power op 
era lions 

OONOVAN.J.L. Affiliation No! Assigned, 08/06/07, Docketing A Services Oranch ip 
45984321.45084 321. 

4807010483 Comment supporting proposed rule 10CFR50 re emergency plannng & 
pfoparedness requirements for nuclear power plant fuel loading & in.iial low power op- 
erat.ons 

CANNING, H.F. AIMiation Not Assigned 88/08/08. Office of tho Secreiary of lha Com- 
nsslon. ip. 45993:140.45903:149. 

6807010338 Comment opposrtg proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
etons. 

VAN DER HEIJDE- Affihalion Not Assigned. 80/08/10. Office of the Secretary of ihe 
Commission. Ip 45904 340 45904:340 

6807010423 Comment opposing proposed rufo 10CFR50 re emergency planning & pro- 
per etlnesa re quit amenta tot nuclear power plant fuel loading A Initial tow power oper- 
ations 

FISK.C Affiliation Noi Assigned 88/06/10. CHILK.S. Office of the Secreiary ol tho 
Commission. Ip. 45981:071-45981.071. 

8807010431 Comment oppos ? ng proposed rule 10CFR50 re emergency planning A pro- 
poredness requirements for nuclear power plant fuel loading A initial low power oper- 
alo ns. 

PARRIS, P. Affiliation Not Assigned. 88/00/10 Office of tho Secreiary of the Commis- 
sion Ip. 45984:360 45984:360 

6807010286 Commont opposing proposod rule 10CFR6O ro emergency planning A pre- 
paredness requlremonts for nuclear power plant fuel loading & Initial fow power oper- 
ations 

WAASTON.W., BREISETH.S., ALLEN, X-P. Affil.ai on Not Assigned 00/06/13. CHILK 
Office of the Secretary of tho Com mis son. ip 45909:223-45080 223. 

8807010393 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements tor nuclear powor plant fuol loading A initial low power oper- 
ations 

BROCK.M.T. Shalnos A McEachom BROCK, M.T. Hampton, NH 88/00/13, 
PARIER.W.C Ottlce ot tho Goncc at Counsel. Ip. 45980 .24 1-45909 241. 

0607010343 Commont opposing proposed rulo 10CFR5O ro emergency planning A pre- 
paredness requirements for nuctear powor plant fuel loading & Initial low power oper- 
ations. 

SANBORN.I.M. Atfriat:on Nol Asslgnod. 00/06/14 CHILK.S. Offico of the Socreiary 
Of tho Commission 3pp. 46984:323-45084;325. 

6807010425 Comment opposing proposod rulo 10CFR50 re emergency planning A pre- 
paredness requirement for nuclear power pfant fuel loading A initial low power oper- 
ations 

HAROEN.SM. Affiliation Not Assigned 8D/0B/ 14. CHILK.S.J Office of ihe Socreiary 
Of Ihe Commission. Ip. 45089. 1 78 45989. 1 78. 

8807070287 Comment opposing proposod rulo 10CFR50 ro emergency planning A pre- 
paredness requ'remonta for nucloar powor plant fuel loading A Initial fow powor oper- 
ations. 

OEWINIE.N.W. Afli’iation Not Assigned- 88/06/14 CHILK.S J. Office of tho Socrolary 
of the Commission Ip. 46017:310 46017:318. 

8807070482 Comment opposing proposod rule 10CFR50 ro emergency planning & pre- 
paredness requirements far nuclear power plant fuol loading A initial low power oper- 
ations. 

WILLIAMS, N. Affiliation Not Assigned. 80/06/14. CHILK.S J Office of the Socreiary of 
the Commission, ip. 46018.059-46018:050. 

8807200270 Commont opposing proposod rule 10CFR50 re emergency planning A pre- 
paredness requirements for nucloar power plant fuol loading A Initial low power oper- 
ations 

KflAMER.F Affiliation Not Assigned 08/06/14. CHILK.S J. Office of tho Secretary of 
Ihe Commission Ip. 46194:039-46194:039. 

9007 01 057 5 Comment opposing proposed rulo lOCffl&O re emergency planning A pm 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations. 

• Affixation Nol Assigned. 08/06/16- NRC ♦ No Detailed Affiliallon Given 2pp. 
45993:106 45993; 107. 

9807010173 Comment opposing proposod rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations. 

PERUSSE.C. Affiliation Not Assigned. 00/06/16. CHILK.S.J. Office of tho Secretary ot 
the Commission. Ip. 45984:316 45984:316. 

9607010421 Commont opposing proposed rule 10CFR60 re emergency planning A pre- 
paredness requirements for nuefear power plant fuel loading A initial low power oper- 
ations. 

MANN.MA. Affiliation Nol Assigned. 68/06/17. CHILK.S.J. Offico of the Secretary of 
the Commission, ip. 46989.180-45989:161. 

9907050320 Commenl supporting proposed rule 10CFR60 re emergency planning A 
preparedness requirements for nuefear power pfant fuel loading A initial low power op- 
erations. 

UP SON ,1. AHiliaVon Not Assigned. 88/06/17. Docketing A Services Branch. \p. 
45995.073-45995:073. 

8907010256 Comment supporting proposod rule lOCFflfiO re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations. 

8AMFORD.M.S. Affiliation Not Assigned. 88/06/20. Docketing & Services Branch, lp. 

d 1 9n.j4G.Q7Q 1 OH 


8607010612 Comment supporting proposod rule 10CFR50 ro cmorgency plannng A 
preparodness requirements for nucloar power p’ant fuel loading A intial low power op- 
erations. 

VINCENT.C . VlNCENT.S Affi lotion Not Asslgnod 00/06/20. Docketing & Services 
Branch Ip. 45993.082-45093 082. 

6807010726 Commont supporting proposed rule 10CFR50 re emergency plannng 8 
preparedness requTements for nucloar power plant fuel loading A in.t.ai low powor op- 
erations 

PALMER, A D. Affiliation Not Assigned. 88/00/20. Dockellny A Sorvfces Branch ip 
45994:043-45994 043. 

8807060661 Comment supporting proposed rule 10CFR50 ra omergoncy planning A 
preparedness requirements for nuclear power p'anl fuel loading A Initial low power op- 
erations. 

* Affiliation Nol Assignod 88/06/20. Docketing A Servicos Branch. 2pp. 46010235- 
46010.236. 

0BO7O 70335 Common! opposing proposed ru’o 10CFR50 ro omergency planning A pro 
patedness lequtiemenis lor nucloat power plant iueJ loadng A vn tial low power oper- 
ations. 

MARKEY.E J House of Rep 06/06/20. Z6CH.L.W, Commissioners. 2pp. 46017 320 
46017:327. 

8807010102 Commont supporting proposed rulo 10CFR50 re omergency plannng & 
preparedness requ remonts (or nuclear powor plant fuel loading A Imi al fow power op- 
erations. 

BARR, OP. Affiliation Nol Assigned. 8B/06/21 Docketing A Services Branch, ip 
45981:119-45961:116. 

8607010103 Comment supporting proposed oTo 10CFR50 re emergency planning A 
preparadnoss requirements for nuclear powor plan! fuol loading A initial low power op* 
eratlon9. 

SlLLOWAY.B E Affiliation Not Assigned 88/08/21 Docketing A Services Drench, ip 
45981:117-45001:117 

8607010489 Comment supporting proposod rule 10CFR50 ro emergency pfenning A 
preporodnoes requ remonts for nuc'oar power plant fuol loading A Inn al low power op- 
oratlons. 

MCGAUGHEY.M.E. Affiliation Nol Asslgnod 8B/06/21. Docketing A Servicos Branch, 
tp. 46093.147-45993:147. 

8807010572 Commenl supporting proposed rulo 10CFR50 ro emergency planning 6 
proparodnosa requirements for nuclear power plan! IugI loading A initial fow power op- 
erations. 

CONNOLLY, J.G. Affiliation Not Assigned Gfl/0-6/21 Dockotlng A Sorvlcos Branch. 
Ip. 45093:108-45093:108 

9607010581 Comment support ng proposed rufo 1OCFR50 ro emergency planning A 
preparedness requirements for nucloar power plant fuel loading A initial low power op- 
erations, 

HOLLO WAY ,J.L. AIM a lion Nol Assignor! 80 /OB/21. DockoVing & Servicos Branch. Ip. 
45993:104-46993:104, 

8807010692 Comment supporting proposod rulo 10CFR50 ro emergency planning A 
proper odness roqulro morns (or nuclear powor plant fuel load-ng & initial low powor 
operations Urgoa NRC to atop yielding to Ihose who would slop planl 
DAY.J. Affiliation Nol Asslgnod 88/00/21 Dockotmg A Services Dranch. Ip. 
46980:107-45903:107. 

9807010724 Comment supporting proposed rulo 10CFR60 re omergoncy plannng A 
prepare dnnsa requirements for nucloar powor plan! fuel leading A initial low power op 
orations, 

MCCARTY, M R. Affiliation Nol Assigned 00/06/21. Oockollng A Services Branch, ip 
46994:044-46994 044. 

9807050053 Comment supporting proposed rulo 10CFR60 re emergency planning A 
preparednees requirements for nuefear powor plant fuel loading A Init af low power op- 
eratlon3 

AQUI2AP.B. Affihalion Not As signed. 88/06/21. Docketing A Services Oranch. Ip. 
45995:220 45995:220. 

8-807050064 Comment supporting proposod rut© 10CFR50 to emergency planning A 
preparedness requirements lor nuclear powor planl fuel loading A initial low power op- 
erations 

CHENG, E. Affiliation Not Assigned B8/06/21. Docketing A Services Branch, ip. 
46995.226-45905:225. 

8807050068 Comment supporting proposed rufo 10CFR50 ro emergency plann'ng A 
preparedness requirements for nuclear power plant fuel loading A inhial low power op- 
erations. 

JOVE LLANOS. R. AffiLallon Nol Assigned. 88/00/21. Docketing A Services Branch, 
ip 45995:226-45995:226 

8607050071 Common! supporting proposod rulo 10CFR50 ro emergency planning A 
preparedness roquiremenis for nuclear powor planl fuel loading A Intial low power op- 
erations. 

CLOUTMAN.SJ. Affiliation Not Assigned. 8B/06/21. Docketing A Servicos Branch. 
Ip, 45995:228-45995-228. 

6807050101 Commenl supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuol loading A initial low power op- 
erations. 

GAGNE ,!A. Actuation Not Assigned. 88/06/21. Oockoting A Services Drench, ip 
45995:206-45995-206. 

8807050106 Comment supporting proposed rule 1GCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Iniiial low power op- 
erations. 

DUBOfS.B. Affiliation Not Assigned. 08/06/21. Docketing A Services Branch. Ip. 
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B8070S0203 Ccm-renr support n g proposed fu'e iCCf R50 re emergency p'annirig & 
preparedness requ le-r.ents fcr nuC r ear power plant fuGi loading & -n tial row power op- 


MAHAN v/F Aff. ia*on Not Assigned B8/06/21. Dock el ng A Services 8-anch ip 
4599? 106 45992 106 


8807050319 Comment supporting proposed ru e 10CFR50 re emergency pfan.nng & 
preparedness reqj rements tor nuc’oar power p'ant fuel loadxg & :n=tiai low power op* 
erat ons _ 

EPSON P B Affiaiion Not Assg r ed 88/06/21 Oockomg & Se rv.cos Bremen ip 
45S95 Q65-45S95 C66 


B 807050348 Comrrer.l supposing proposed rule 10CFR50 re emergency planning & 
preparedness requi'errenls lor nuclear power p’ant fuel foad.ng & in tial tow power op- 

LETOURNEAUX J Aff.latoi Not Assigned 88/06/21 Docket ng & Serve e$ firsnch 
Ip 45S95 137*45995 137 


B807050493 Comment support. **g proposed rule 10CFR50 re emergency p'annmg & 
preparedness requirements for nuclear power plan fuel leading & :n tial tow power op- 

MfWXEICN.vv T Aiitahoii Not Assigned 8B/06/21. NFtC ■ No Delated Atfuation 
Given 2pp 45999 260-45999 281. 

8807070002 Comment supporting proposed ru'a 10CFR50 re emergency p'annlng & 
preparedness reqj-rernen's for nue’ear power plant fuel loading & .ntial tow power op- 
erations 

WENTWORTH R ANiaiicn Noi Assgned 08/06/21 NRC No Ooia led Affi iailon 
Gven ip 46010 325 40010 325 


6807070027 Commenl supporting proposed ru'o 10CFR50 re emergency planning & 
preparednoss requirements for nue'ear power plani fuel load ng & nitiai low powor op 
orations 

ShER.R A Afflaicn Net Assigned 88/08/21 CHILK.S Office ol the Secretary ol ihe 
ComTissipn Ip 46010 31 7-46010 31 7 


8807070435 Comment supporting proposed rule 10CFR50 to emergency planning 4 
/nmi raments tor nuclear powor plant tuOl loading A Initial low nnwer 


WATTS JC Affhalion Not Assigned 88/06/21. Docketing & Services Stanch ip 
4601 7:286.46017: 280. 


8807070471 Comment supporting proposed rule 10CFR50 ro omorgency planning & 
preparedness raqu remenls tor nuclear power plant fuel loading & Initial low power op. 
ocslions. 

SMITH S.L. AffJjflUon Not Assigned 88/00/21. Dockoting A Sorvlces Branch >p 
46010 062-46018:062. 


8807070481 Comment supporting proposed ru'.Q 10CFR60 ro omorgoncy planning J 
preparedness requiromonls for nuclear power plant fuel loadng & Initial low power cp- 

GILBERT. J R Alfilatlon Not Assigned. 08/00/21. Dockol-ng A Sorvlcos Branch ip 

46010057-46018:057. 


8807120172 Comment supporting proposod rule 1OCFR60 ro omorgoncy planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operat ons Low power operation poses no threat to public satoty 
KYTEJfi Afj.haiion Not Assigned 88/00/21. 2ECH.LW Commissioners ip 
46105:109-46105:109. 


8807120211 Comment opposing proposed rule 10CFR5O ro omorgoncy planning & pr e . 
paredness requirements for nuclear power plant fuol loading & Initial low power oper 
at ions 

SMART.fi A. Affiliation Not Assigned 88/06/21. CHILK Olllce of the Socreiary ol lh$ 
Comm.ssfon. fp. 46105118-40105:118. 


8807010100 Comment opposing proposod rule IOCFR60 to omuigoncy plannng & pr*. 
paredne98 requiromonls for nuclear power plant fuol loading & Initial low power oper. 
atlons. 

D1ESING.P Affiliation Not A99lgnod 00/06/16. NRC - No Dolallod Atflailon Given 
2pp 45984.310-45984:311. 


6807070031 Comment support ng proposed ru'e 10CFR50 re emergency planning & 
preparedness requremenis for nuclear power plant fuel loading & initial low power op- 
era! ens 

TIERNEV.PA Affi anon Not Assgr-od B8/06/21 Oocheing A Services Branch Ip 
46010 318-46010 316 


8807010143 Comment supporting proposed rule t0CFR60 ro emorgorcy planning & 
preparedness requirements for nuclear power plant fuol loading & Imlial low power op- 
erations 

KOTKOWSKl.G A. Affiliation Not As9iQnod 00/00/22 Docketing & Services Branch 
Jp. 45981:112-46981:112 


8807070105 Coxmenl opposing proposed rule 10CFR50 re emergency planring & pre- 
peredness requirements for nuclear power plant luel load ng & n tial tow power oper- 
as ons 

DEKEONG. Haverh i. MA 00/06/21 CH'lK.SJ Oft.ca of the Secrotary of the Com- 
mSSiOn ip 46011 166-46011 186 

0807070118 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for rudoax power plant fuel load ng & in tial low power oper 
ai-cn* 

PELOSl.T A Haverhi i. MA 88/06/21. CHILK.S.J Office ol the Secretory ol the Com- 
mss Dm 2pp 46011 202-4601 1.203 


8807010163 Comment supporting proposed rule 10CFR50 ro omorgency planning 8 
preparedness requirements tor nucloar powor plant fuol load ng & Initial low powor op. 
e ration s. 

BRAMBILLA.S. Affiliation Not Assigned. 88/0 8/22 Dockot-ng & Services Branch ip 
46981:114-46961:114. 

8807010170 Comment supporting proposod rule 10CFR60 ro omorgoncy pV.nhg 4 
preparedness requirements tor nuctoar powor plant fuol loading & initial low powor op- 
erations 

GAUTHIER.E.P. Affiliation Not Assigned. 08/00/22. Docketing & Services Orench Ip 
46981:120-46901.120. 


8807070172 Common supporting proposed ru’e 10CFR50 re emergency ptomlag & 
preparednoss requirements for ruciea' powax plani fuel loading & initial tow power op- 
erations 

ST GERMA'.NE.fi Affiliation Not Assigned 88/08/21 Docketing & Services Branch 
?pp 46011.090 46011 091 


8807010177 Comment supporting proposed rulo 10CFR60 ro omoreoncy planning & 
preparedness requirements for nuclear powor plant fuol loading & initial low power op- 
erations 

BERTRAND.F.C. AfliHallon Not Assigned. 00/06/22. Dockoting A Sorvicas Branch 
ip 45901:121-45981:121. 


8807070181 Comment supporting proposed rule 10CFR50 re emergency planning A 
prepa'edness requirements for nuclear powor plant fuel loading 8 Imlial low power op- 
erations 

HARTMAN.P.J Attiialion Not Assigned 09/06/21 Docket-ng & Services Branch Ip 
4601 1 094-4601 1:094 


8807010187 Comment supporting proposod rulo 10CFR6O ro omoruoncy planning & 
preparedness roqulrsmonta for nuctoar power plant fuol loading A Initial tow power op- 
erations. 

BRADSHAW.G B Affiliation Not Assigned. 80/00/22 Dockoting A Services Branch 
ip. 45991:118-45001:110. 


88070 70264 Comment support. ng proposod rule 10CFR50 re emergency plann ng A 
prepa-edness requirements for nuclear power plani fuel loading & inmal low power op 
eranons 

PfliCE.S. Aft.iation Not Assigned 88/06/21 ZECH.l.W. Commissioners ip 
46017.300-46017.306. 


8807010202 Comment supporting proposod rulo t0CFR5O ro omorgoncy planmng 4 
preparedness requirements for nuclear powor plant fuol loading & Inlt al low power op- 
erations 

ST LAURENT.J. Affiliation Not Assigned 60/00/22. Oockotlng A Services Branch ip 
45981:116-45981:1 16. 


8807070255 Comment supporting proposed ru’e 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading & mi* al low power op- 
erations. 

LEAVITT, M E. Affliation Not Assigned. 88/06/21 Dockeing A Services Branch tp 
46024 356 46024 356. 

0807070 270 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requ’rements for nuclear power plant fuel loading A iniiial low power oper- 
ations 

STUCHINSK1.V.I. Three Mile Island Alert 88/06/21. CHIK.S.J. Office ot the Secre- 
tary of the Commission. Ip. 46017:312 46017 313 

8807070298 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel load ng A initial low power op- 
erations 

HYLAND.G. Atfiiiahon Not Assigned. 0B/O6/21. NRC ■ No Detailed Affiliation Given 
ip. 46010 357-46010.357. 

8807070303 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A infral tow power op- 
erations. 

MCGlNN.R J. Affiliation Not Assigned. 88/06/21. NRC • No Oeiai'od Affiliation Given 
?pp 46010.358 46010 359. 

8807070358 Comment supporting proposed rule 10CFR5Q re emergency plann’no A 
preparedness requirements for nuclear power plant fuel loading A mlt al low power od* 
erahons K 

RICHARDS.B M. Aff.hanon Not Assigned 89/06/21. Docketing & Services Branch, ip 


8807010208 Comment supporting proposed rule 10CFR50 to omcrgency plannng 4 
preparedness requirements for nuclear powor plant fuol loading A Imlial low power op- 
erations. 

GROSSO.C M. Affiliation Not Assigned. 80/06/22. Dockoting & Sorvlco9 Branch, ip. 
45970 115-45970:116. 

8807010217 Comment supporting proposod rule 10CFR50 re omorgoncy plann ng 4 
preparedness requirements for nuefear power plant fuol loading & In.tial low power op- 

OLSON.fi J Affiliation Not Assigned 88/06/22. Dockoting A Sorv.coa Branch tp 
45970.116-45979:1 16. 

8607010229 Comment supporting proposed rulo 10CFR5O ro omorgency planning & 
preparedness requirements for nuclear power plant fuel loading A Imlial low power op- 
erations. 

8EARDJ.N. Affiliation Not Assigned, 88/06/22. Dockoting A Services Branch tp. 
45979:117-46970:117. 

8807010241 Comment supporting proposed rufo 10CFR50 ro emergency p lannnqi 
preparedness requirements for nuclear power plant fuel loading A Iniiial low power op- 
erations. 

DREW.M.D. Affiliation Not Assigned. 80/06/22. Dockoting A Services Branch, ip 
45979:119-45979:119. 

8807010247 Comment supporting proposed ruta 10CFR5O ro cmorgencY pisnn' ng 4 
preparedness requirements for nuclear power plant fuel loading A inmal low power op- 
erations. 

FElGENRAUM J Affiliation KJor AcalnnnH cm/AA/OO nArLuimn A QarvittAS Branch 


0807010269 Comment 9upport.ng proposed rule 10CFR50 ro emergency plannng & 
preparedness requirements (or nuclear power plant fuol toad ng & -n.iiai low power op- 
erations 

WOODV.J.H Affillet-on Not Assigned 08/00/22 Dockeling & Services Branch 2pp 
45979 122*45979. 1 23. 

8807010278 Comment supporting proposod ru’o 10CFR50 ro emergency plannng 8 
preparedness requ.remnnts to.* nuclear powor plant fuol loading & in t«al low power op* 
eral.ons. 

NEAULT.P. Affiliation Not Ass'gnod 08/06/22. Docketing & Services Branch, ip 
45979 124-45979.124. 


8807010507 Common! supporting proposed rule I0CFR5O re emergency planning & 
preparedness requirements ter nuclear power plant fuel load ng A initial low powor cp 
0raiion9. 

CREIGHTON.P. Affiliation Not Ass;gnnd 00/06/22. Docketing & Sources Drench, ip 
45901 066*45901:066 

8607010508 Comment supporting proposod rule 10CFR50 ro emergency p'annlng & 
preparedness requirements (or nuclear powor p'ant fuel loading a miial low power op 
orations 

DAGOSTINO.P. Affiliation Not As9 ; gnod 88/06/22 Dockoimg & Services Branch, ip 
45993- 14 1*45993: 141 


8807010297 Comment supporting proposod rule 10CFR50 ro emergency plannng A 
preparedness requiromonl9 for nuclear power p’ant luol loading & In.t al low powor op* 
e rations. 

GOLDSTEIN.D.M Affiliation Nol Assigned. 08/06/22 Docketing & Sorvices Branch 
ip 45979.126 45979.126. 

8007010309 Comment supporting proposod rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant luol loading A <n:i al low powor op 
e rations. 

PILLSBURY.NA Afiriotlon Not Assigned 68/06/22 Docketing & Services Branch 
ip. 45981:100 45981:100. 

8907010314 Commont supporting proposod rulo 1DCFR50 ro omorgoncy plannng A 
preparedness requirements (or nucloar power plant tuol foad-ng A Imiial low power op- 
erations. 

MACDONALD, J A. Affiliation Not Assigned fifl/06/22. Docketing & Services Branch 
ip. 45981:099 45901:090 

8807010325 Comment support ng proposod rule 10CFR50 ro emergency p’ann'ng A 
preparedness requirements lor nucloar powor plant fuol load r.g A initial low power op- 
erations 

HUBBARD, L A. AffiHallon Not Assigned. 80/06/22 Dockoting A Somices Branch ip 
45981:096 46981 096 

6807010328 Commonl supporting proposod ru’o 10CFR50 ro emergency planning & 
preparedness requirements tor nucloar powor plnni fuel loading A mlial low power op 
orations 

JACOBSON, B. A. Affi'iaton Not Assigned B8/06/22 Dockoimg & Sorvlcos Branch 
Ip 45901 095*45981:095. 

8607010335 Common! supporting proposod rulo 10CFR50 ro omerooncy plannng A 
proparednoss requiremonls for nucloar powor p’ant fuel loading & initial low power op- 
erations 

BERTRAM, J.E. Affiliation Not Assigned 00/08/22 Dockoimg & Sorvlcos Branch ip 
45901 093*45901 093 

6607010344 Comment supporting proposod rulo 10CFR50 re emergency p’annng & 
proparodnoss roquiromonts for nucloar powor plant fuol londng A initial low power op- 
erations. 

PECK.SM. Atfiliotion Not Ass’gnod O0/C6/22. Dockullny A Sorvlco3 Branch Ip 
45901.091*45901 091. 

8807010347 Comment supporting proposod rulo 10CFR50 ro omorgoncy planning A 
proparodnoss requirements for nucloar powor plant tuol toad ng A Initial low power op* 
eratons 

TflINGALl GAGNE Afii'lnllon Not Assigned 08/00/22. Dockoimg A Sorvlcos Branch 
ip 45901 090 46081 000. 

8607010353 Commonl supporting proposed rulo 10CFR50 ro omorgoncy planning A 
proparodnoss requlromonis for nucloar powor plant fuol loading A iniilal low powor op- 
erations 

BEAVER.D.C. Affiliation Not Assigned. 00/06/22 Dockoiing A Sorvicos Branch 2pp. 
45981:005 45901008. 


6607010513 Commont support ng proposod rulo 10CFR5O re emergency planing & 
preparedness requirements tor nuclear power p*ani fuel loading A in toi low powor op 
eratons 

MCLEAN, J.N. Alfnat.on Not Assigned 80/06/22 Dockoimg A Servces Branch ip 
45901:108-45981180 

6607010517 Comment support-ng proposed rule 10CFR5O ro emergency plann ng A 
proparednoss reqjiromonts for nue'ear power p'am fuel loading A n lial low power op 
oral ons 

BRAMI.L J. Affilaion Not Assigned. 88/06/22. Dockoiing & Sorv.cos Branch, ip. 
45993: 121-45993:121. 

6607010618 Comment support.ng proposod rulo 10CFR5O re omorgoncy planning A 
preparedness requirements for njc f onr powor plani fuel loading A miliai low power op 
orations 

BROWN.B.E, Allihatlon Not Ass-gnod. 88/06/22. Docketing A Sorvices Branch ip 
45901: 187*45901 107. 

8007010628 Comment supporting proposed rut© 10CFR5O re emergency planning A 
preporedno.ss roqu foments for nuclear powor plant fuol load.ng A irflial low power op- 
q ratio ns . 

LEITHEAD.W C. Affiliation Not Ass gnorf 08/06/22. Oockot.ng A Services Branch ip 
45993:119*45993 119. 

8807010631 Commonl supporting proposed rulo I0CFR50 ro ©moryoncy plannng A 
preparedness requ- foments for nuclear power plant fuel loading A Inltal low powor op- 
erations 

SULLIVAN, M. Affil-otion Not Ass gned. 88/06/22. Docketing A Sorvices Branch ip. 
45981; 1 05*4598 1 : 165. 

8607010636 Commonl supporting p'oposod rulo 10CFR50 ro omo'fjoncy planning A 
proparednous roqulronwits for nuclear power plant fuel loaning S initial low powor op 
orations. 

FORDJ E Affiliation Noi Assigned 88/06/22. Docketing A Scrv.cos Branch ip 
45993 1 18-45093:116. 

6607010552 Comment supporting proposod rulo 10CFR5O ro omorgoncy planning & 
proparednoss requirements for nuclear powor plant tuol loading A mJtial low power op- 
erations. 

BICH.RC Affiliation Not Assgnod &8/0B/22 Docketing A Sorvicos Branch ip 
45993:113-45993.113. 

86070 10579 Comment supporting proposod rulo 10CFR5O ro emergency planning A 
proparednoss roqulromonls for nucloar powor plant luol loading A njtln’ low power op- 
erators 

MARTEL. R E, Affiliation Not Ass gnetl 08/00/22 Dockoiing A Sorv.cos Drench. Ip 
45993:105-45093 105. 

6807010593 Comment Supporting proposod ru*<> I0CFR6O ro orrorponcy planning & 
proparednoss requ rement9 for nuc’oar power plant fuol loading & initial low powor op- 
ofDtion9. 

PALUMBO, M.A. Affiliation Not Ass“gnod 08/06/22 Dockoting 8 Seivico9 Branch, ip. 
46993:102-45903 102. 


6807010397 Commonl support.ng proposed ru’o 10CFR50 ro emergency planning A 
proparednoss roqul'omonis for nucloar power plant fuol loading A imiial low power op- 
erations 

HALL.W.J. Affiliation Not Assigned 00/08/22 Dockoiing A Services Branch ip 
45981:070 45081:070. 


8607010598 Comment supporting proposed rulo 10CFR50 ro emergency plannng A 
proparodnoss roqulromenla for nucloar powor plant fuol loading A initial low power 
opera lions. Slrongly recommends Commission approval ol low power testing. 
ALDERETT1.JD Affiliation Not Assigned 80/06/2 2. Dockoting 8 So/vicos Branch ip. 
46984:350-45904:350. 


6807010403 Comment supporting proposod rulo 10CFR50 ro omorgoncy planning A 
preparedness requirements lor nucloar power plant tuol loading A in t : al low power op- 
erations. 

MCGONIGLE.D J Affiliation Not Assigned 60/08/22. Docketing & Sorvlcos Branch 
ip. 45981:077-46001:077. 

6607010407 Commonl supporting proposed rule 10CFR50 ro omorgoncy planning A 
preparedness requirements for nuc’oar power plant fuel load ng A Initial low powor op 
©rations. 

aOEDDINGHAUS.L. Atliliallon Not Assigned. 08/00/22 Oockoting A Sorvlcos Branch 
ip. 45981:076*45601:076. 

8607010412 Commont supporting proposed rulo 10CFR50 ro emergency planning A 
praparodness requirements for nuclear powor plant fuel loading A imiial low power op- 
erations. 

TAYLOR ,K.C. Affiliation Not Assigned. 00/08/22. Docketing & Servlcos Branch, ip. 
46981:074-45901:074. 


6807010605 Comment supporting proposed rule 10CFR5O ro emergency plannng A 
preparedness requ romonls for nuefoar power p’em tuol loading A initial fow powor 
operations. Supports licensing plant because power is noodod. 

LAROCHE A P Alfi latlon Not Assgnod 90/06/22. Oockoting 8 Sorvicos Branch ip. 
45904:349-45984:349. 

80070 10607 Comment supporting proposod rule 10CFR5O re emergency plannng & 
preparednoss requiremonl9 for nuclear powor p’ani tuol loading & in.t>al low power cp* 
orations. 

COX.R.R. Affixation Not Assigned. 06/00/22. Dockoiing A Services Branch, ip. 
45993084-45093:004. 

B607010B11 Comment supporting proposod ru’o- 10CFR5O ro emergency planning & 
preparedness requirements for nucloar power plnni fuol load no A Initial low powor 
ope re l ions Supports gelling plant on-Lne because Now England needs more power. 
LEONE P A Affiliation Not Assigned 68/06/22. Dockoting & Services Branch tp 
45984 348 45904:348. 


6607010499 Comment supporting proposod rule 1QCFR50 ro omorpency planning 8 
proparodnoss requirements for nucloar powor plant fuol loading A initial low powor op- 
eratons. 

TONER, j. A. AffiHallon Not Assigned. 88/06/22 Docketing A Sorvlcos Branch ip. 
469 B 1:009-4 598 1:069. 

6607010501 Comment supporting proposed rulo 10CFR50 ro emergency planning A 
preparedness requirements for nucloar powor p'nnt fuol load.ng A Initial tow power op- 
erations. 

FEERICK.M.S. Affiliation Not Assigned. 00/06/22. Dockoting 8 Servlcos Branch, tp. 
46981:068 4 5981:060. 


6607010616 Comment supporting proposod rule 10CFR5O ro emergency planning & 
preparedness requiremonls lor nucloar power plant fuel foadlng 8 in tial low powor op- 
erations. 

REEO.WH. Affiliation Not Assigned. 00/09/22. Docketing & Sorvlcos Branch, tp. 
45994:040 45904:040. 

6607010622 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuol load ng & in tial low powor op- 
erations. 

ROBINSON DA Affilieton Not Assigned 80/06/22 Docketing & Services Branch, ip. 
46994 039-45994:039. 


8607010505 Commonl supporting proposed rulo 10CFR50 re omorgoncy planning A 
preparedness requirements for nuclear powor plant fuol loading A initial low powor op- 
erations. 

VARGAS, J.M. Affiliation Not Assigned. 80/06/22. Oockoting 8 Services Branch, ip. 
45901:067-46981:067. 


6607010625 Comment supporting proposed rule 10CFR50 ro omorgoncy planning A 
proparodnoss requ’rements for nue’ear power p’ant fuol load ng & in l-al low power op- 
erations. 

MYERS G Affii akon Not Assigned 80/06/22. Oockoting A Servlcos Branch ip. 
45904:347*45984 347. 



80070 1DQ33 Comment support ng proposed rule 10CFR50 re emergency pianr.ng & 
preparedness requirements icr nuclear power p'a*'-! fuel loadng A rnitial low power 
operations Urges Comrrvsslon 10 proceed w/low power tostng of pla^t by approv.ng 
ru'o 

* Alt nation Hoi Assigned 88/06/22 Docket ng & Services Branch, tp. 45989.217- 
45089 217 

8807010637 Comment support.ng proposer! ru'e 10CFR50 re emergency planning A 
preparedness roq-j foments lor r.ucioar power plant fuel loading & Imt'at low power op- 
erations 

MARSH CR Atffcaton Not Assigned BB/06/22 Docketing & Services Branch Ip 
45993 29?- 45993 292 

8807010644 Comma nl supporting proposed rule 1OCFR50 re emergency planning & 
preparedness roquremenis for njclea* power plant fuel loading & ln£al low power op 
erat.ons 

BERGERON.RC Atfiation Hot Assgnad 86/06/2 2 Docket ng A Sorvlces Branch 
ip 4669 3 201-45993 201 

8607010646 Comment supporting proposed ru‘e 10CFRSO ra emergency plannmg & 
preparedness /equ-roinents lor nuclear pcwor plant fuel loadng A initial low power 
operatic ns Urges Comm ssion to proceed w/low power test ng of plant 
BRENNEN.J Afti‘ el .on Not Assigned 68/06/22. Docketing A Services Branch ip 
45989 215-45969:215. 

8007010649 Comment supporting proposed ru'e 10CFR50 re emorgoncy planning A 
preparednos 9 req j rerr.enis fo' nLClea' power plant fuel loading A In tial low power op- 
erations 

THURt-EH.K W. AHIia'on Not Assigned 88/08/22 Docking & Services Branch ip 

45993 200-45993 200. 

6607010654 Comment support-ng proposed ru'e 10CFR5Q re emerqoncy planning A 
preparedness roqj roments lor nccioa' powsr plant luol loadng A in. tial low power op 
orations 

HENDERSON.A.W. Allnaf-on Not Assgned. 80/06/22 Docketing 8 Serv.ce9 Branch 
ip. 45933 199 45993 199 

860 7010655 Comment support ng proposed ru'e TOCFR50 re emergency p'anning A 
ptoparodness leqL.remer'ts for nuclear power plant fuel loadng A init al low power 
cperalor.s Urges Commission to proceod w/low power testing ol plant. 

OSSING.M H Aff/ialion Not Assigned 86/08/2 2 Docketing A Sorvicos Branch. Ip. 
46989.214 45999 214 

0807910656 Corr.rro''t supporting proposed rule 10CFR50 re emergency planning ■& 
propamdnesu requirements for nircloa' power plant fuel loading A initial low power op- 
erations. 

WEYWOurH.J.P Alfijaton Net Assignod 68/08/22 Docketing A SetviCQ3 Branch, 
ip 45993 1G8 45993.190 

8007010881 Comment supporting proposed rule 10CFR50 re emergency planning A 
proparednoss requirements for nue’ear power plant fuel loading A In tial low power 
operai or.s Urges Commission to proceed w/low powor testing ot plant. 
SChREHGR.CH AMil-stion Not Assigned 88/C6/22 Docketing A Services Branch, 
ip 45909:21 3*45969:2 13 

8807010665 Comment supporting proposod rule 10CFR50 re emergency plannng A 
p'opa redress roqu'romonf9 for nuclear powor p r ant fuol loading A initial low powor op- 
oral oris 

KlL.G.F AM i at on Not Assigned 08/06/22. OocKoting A Sorvices Branch ip. 
45993:197*4 5933. 197 

8807010870 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedreas requmments for ruc'oar power plant fuel loading A Initial low power 
ope'ations lists raasons for support 

DAIEY.W.J. All I ai on Not Assignod 89/06/22 Docke'jrg A Services Branch. 2pp 
45909 200 45989 201. 

8807010675 Comment supporting proposed rule 10CFRS0 re emergency planning A 
prepa'odnoss require moms for nuclear powor plant fuel load ng A Infrol low power op- 
erations. 

FAULKINGHAM.C. Alfi'iaton Not Assigned 68/06/2?. Docketng A Services Branch, 
fp 45993 176-45993 176. 

8807010600 Comment supporiing proposed rulo 1CCFR50 re emergency plann ! ng A 
preparedness retirements for nuclear power p'anl fuel loading A Initial low power op- 
erations 

BJORN SON ,R AfUetlon Not Assigned 08/00/22 NRC ■ No Detailed Affiliation 
Giron, ip. 45993:175-45993:175. 

8007010605 Comment supporting proposed rule 10CFR50 ra emorgency planning A 
preparedness requirements (or nuclear power pfanl fuel loading A Initial low power 
oper aliens. Roque sis NRC to expeditiously favor proposed ru'e to help put plant on- 
lino 

MCCORMACK.R B. AfliMatlon Not Assigned. 98/06/22. Oocketing A Serv’ces Branch 
ip. 45980 198-45989- 19Q 

68-07010694 Comment supporting proposed ru'e 1OCFR50 re emergency planning A 
preparedness roquiromenis for nuc’oar power planl fuel load ng A Initial low power op- 
era ions. 

ABELY.O.J. Affiliation Not Assigned 68/00/22 Docketing A Services Branch ip 

45994 C67 46994 067. 

8807010696 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness roquirernonls for nuclear power plant fuel loading A Initial low power op- 
erations 

SCHMtTT.M.E Affiliation Not Assigned 88/06/2 2 Docketing A Servfces 8r a nch ip 
45994:066-45994:068. 

8807010700 Comment supporting proposed ru'e 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel load ng A Initial low power 
operations. Uro os Comm ssion to proceed w/fow power testing of plant. 

* Affiliation Not Ass ; gned 88/06/22. Docketing & Services Branch, ip 46989 196 
45989:106. 

8807010702 Comment supporting proposed rule 10CFRSO re emergency planning A 
preparedness requ r aments for nuclear power plant fuel loading A j/ifyai Jow power op- 
erations 

v/EGKS.O. Alf nation Not Ass gned. GB/06/22. Docketing A Services Branch. Ip 
45994 :06 5- 4 599 4: 065. 


8607010706 Comment supporting proposed rule 10CFHS0 re emorgency ptanr ng A 
preparedness requirements for nuclear power plant fuel load r.g & initial low powor op- 
erations. 

MCNAMARA, M D. Aff.liatlon Not Ass.gnod 88/06/22 Oockotng A Services Branch 
ip. 45994:062-45994 062 

8607010709 Comment supporting proposod rule 10CFR60 re emergoncy planning & 
preparedness requirements for nuclear power plant fuel loading A Initial low power 
operations Bel’oves p'ant desorvea to bo tested to run 

LAMIE.D.M, Alfihaton Not Assigned 88/06/22. Docketng A Services Branch ip 
45969 195-45909.195. 

8807010711 Comment supporting proposed rule 10CFR50 ro omorgoncy p'anning A 
preparedness requroments for nuclear power planl fuel loading & Intal low powo' 
operations Favors issuance of license to perform low powor tostmg for plant 
GOODRIDGE.R H Affi'iahon Not Assignod. 08/06/22. Oocketmg A Services Branch 
tp. 45969 194-45989:194 

8807010710 Comment supporting proposed rule 10CFR50 ro emergency planning A 
proparednoss requirements for nuclear power plant fuel loading A Initial low power 
■operations Boliovas subj rulo will clear up confusion. 

MlKOS.G.P. Affi’iatlon Not Assignod 88/06/22. Docketng A Sorv.cos Branch ip 
45989 192 460B9192 

8807010719 Commenl supporting proposed rulo 10CFR50 ro emergency plann.ng A 
preparedness requirements for nuclear power p’anl fuel loading A initial low power op- 
erations 

TILLEY.J.A Affiliation Nol Assignod 88/06/22. Docket-ng A Services Branch Ip 
45994:046-45994 046. 

8907010720 Comment supporting proposed rule 10CFRS0 ro emergency plannrg A 
preparedness requirements for nucloar powor plant fuol loadng A Initial low powo* 
operations Supports operation of plant. 

SAIESU.P. AIM ahon Not Assignod. 88/06/22 NRC • No Detailed Aflilailon Gvon 
ip 45989:191*45909:191. 

060701 0722 Co-mmeni supporting proposed ruJo 10CFR50 ro ome/poncy pJannhfl A 
preparedness roqulroments for nuclear powor plant fuel loading A Initial low powor op 
erat-ons. 

OESFOSSES.WJ Affiliation Not Assigned 88/06/22 Qlllco ol the Secretary ol the 
Commas’ on. Ip 45994.045-45994.045 

8807010723 Comment supporting proposod rule 10CFRS0 ro emergency p'a.nnlng A 
preparednoss requiromonl9 for nucloar power planl fuol loading A In.t-al low powor 
operations Doslros to see plant llcensod as soon as possible. 

LEWALIEN.J.T. Affixation Not Assigned 88/06/22. Dockollng A Services Branch, ip 
45989:190-45969:100. 

8807010725 Commenl support-ng proposed rulo 10CFR50 ro omorgoncy planning A 
preparedness requ foments for nuclear powor planl fuol loading A Initial low powor op 
orations. 

OSBON.D -M Affillailon Not Assignod 00/06/22 NRC * No Dolnlud Affi'iat-on Given, 
ip. 45989.180 45909:180. 

8607010727 Commonl supporting proposod rulo 10CFH50 ro omorgoncy plann.ng A 
preparednoss roquiremonls for nuclear powor plant fuol loading A initial low powor 
operations Supports ruing In ordor for planl to bo Icon&od for 5% low power losing 
MESSER.S. Affiliation Nol Assignod 88/06/22. NRC • No Doto.lod Afti'ial-on Gtvon 
Ip. 45989:100 45989:188 

8B07010729 Comment supporting proposod rulo 10CFR60 ro omoroorcy plane ng A 
preparedness requiroments for nucloar powor plant fuol load ng A Initial low powor ojv 
orations 

APPLEGATE, R. Alf.llalon Nol Assigned. 88/06/22. Docketing A Sonricos Bronch. ip. 
45994:042-45994:042. 

8807010730 Comment supporting proposed rule 10CFR50 re omorgoncy plannhg A 
proparednoss roqulremenls for nuclear power planl fuel loading A In.lial low power 
operations Hopes Commission adopts proposod clarification. 

CARUSO.S.N. AHhatlon Not Ass gned 88/06/22. Dockollng A Sorv.cos Branch. Ip 
45989:107-45989 187. 

8607010732 Comment supporting proposed rule 10CFR50 ro omergoncy planning 4 
preparedness requirements for nuclear powor plant fuol loodlng A In.tlat fow power op- 
erations. 

WILLSON, D. Affiliation Nol Assigned 86/08/22. Docketing A Services Branch, ip 
46994:041-45994:041. 

6 807010733 Comment supporting proposed rulo 1QCFH50 ro omorgoncy planting A 
preparedness requirements far nuclear power plant fuel loading A initial low power 
operal ons.Hopes NRC wiM roject obstructionist tactics A adopt proposed rulo 
WHITE.R.E. AfliMatlon Nol Assigned 88/06/22. Dockot.ng A Services Branch, ip 
46089 185 46969:105. 

8807050040 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant luol loading A Initial low power op- 
erations 

DOLLAR D,S. Affiliation Not Assigned. 88/06/22. Docketing A Services Branch, ip 
46999 301-45999:301. 

6807050062 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading A initial low powor op- 
erations. 

SUFFRIDGE,S.M. Affiliation Nol Assigned. 88/06/22. Dockollng A Sorvico 9 Branch 
ip. 45995:224-46995:224. 

8807060065 Comment supporting proposod rulo 10CFR60 ro emergency planning $ 
preparedness requirements for nuclear power pfant fuel loading A initial low powor op- 
erations. 

STARKEY.P.W. Affiliation Nol Assignod. 08/06/22. Docketing A Services Branch Ip. 
45099:302-45909:302. 

8807050076 Comment supporting proposed rule 10CFR50 re omorgoncy p'anrirg & 
preparednoss requirements tor nuclear power plant fuel loading A fn/tfaf fow power op- 
erations. 

TEFFT,J.G. Alf.liation Not Assorted. 88/06/2 2. Dockollng A Services Branch. Ip 
45905 229 45995*220. 
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08O7O6OOB2 Comment supporting proposed rule 10CFR50 ro omomency pfann ng A 
preparedness requiremenls for nuclear power plant fuel loading & initial low powor op- 
oral ons 

HfGGlNS.E. Affiliation Not Assigned. 09/06/22. Docketing & Services Branch, ip 
45995.231 -45995.231. 

8007050063 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requ foments for nuclear powor plant fuel loading & in.lial low power op- 
erations 

SWINTON.C.W. Affiliation Not Ass ; gnod 80/06/22 Docketing S Services Branch. Ip. 
45900 336 45999:336 

8007050097 Commeni supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & In'hal low power op- 
erations 

KENT.C. Affiliation Not Assigned. 00/06/22. NRC • No Detailed Alfihation Given ip 
45005 236 45995.236. 

0807050102 Commeni supporting proposod rule 10CFR50 re emergoncy planning & 
preparedness requiremenls for nuc-ear powor plant fuol loading & infral low power op- 
erations. 

FROLO.C Affi'lation Not Assigned 80/06/22. Docketing & Services Brooch ip. 
45995 207-45995:207. 

0807050107 Common! supporting proposod rule 10CFR50 re omamoncy planning & 
preparedness requ rements for nucloar powor plant fuel loading & initial low power op- 
erations. 

KINGSTON. G Affilailon Not Assigned. 08/06/22 Docketing & Services Branch ip 
45995 209-45995 209. 

0007050110 Comment supporting proposed ru'o 10CFR50 ro omorgency planning & 
P'eparedness requiremenls for nucloar power plant fuel loading & initial low power op- 
erations 

JENKINS.H.E. Affiliation Not Assignod. 80/06/22. Docketing & Services Branch ip 
45905 21145995 211. 

060705012? Comment supporting proposed rulo 10CFR50 re emergency p’antvng & 
preparedness requirements for nucloar powor plant fuel loading & m.ilal low powor op- 
ora lions 

* Al filiation Not Assignod 00/06/22 Dockeling & Sorvlcos Branch Ip 45095.205- 
45905 205. 

8807050128 Commeni supporting proposod rulo 10CFR60 re emergency planning & 
preparedness requirements for nucloar power plant fuol loading & initial low power op- 
erations 

GFHLIO.J Affiliation Not Assignod. 00/08/22. Dockoting & Sorvices Branch. Ip, 
45995 204-46095204. 

0807050147 Comment supporting proposod rule 10CFR60 re omomency planning & 
preparedness requirements for nuc'oar powor plont fuel loading & initial low powor op- 
erations. 

MADEJ.E.V Alfiliallon Not Assignod. 00/06/22 Docketing & Sorvlcos Drench Ip 
45995 180 46095 188. 

0307050149 Comment supporting proposod rulo 10CFR50 re emorgoncy planning a 
proparedno9S requirements for nucloar powor planl fuol loading & initial low powor op- 
Orel ons. 

• All Nation Not Assignod 00/06/22. Dockoiing & Sorvlcos Branch ip. 4 5095:1 BO- 
45995 109 

0007050150 Comment supporting proposed rulo 10CFRSQ re emorgoncy p’annng & 
preparedness t © quit omenta lor nucloar power plant fuol loading 5 Initial low power op* 
erevons. 

HILL.JW. Alfiliallon Not Assignod. 00/06/22 Dockoiing & Services Branch, ip 
45995:160-45995:190. 

0007050161 Commeni supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar powor plant fuel loading & initial low powor 
operations Believes util mu9t bo allowed to procood w/low power testing. 

P ATT Eft SON .0 J Affiliation Not Assignod 68/06/22. Docketing a Services Branch. 
Ip. 45995:161-45995:191. 

0007050166 Commeni supporting proposod rule 10CFR50 re emorgoncy planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op- 
erations. 

FREY.R. Affiliation Not Assigned. 08/06/22. Docketing & Services Branch, ip 
46000.166 46000:166. 

6307050169 Comment supporting proposod rule 10CFR50 re emergency plannng & 
preparedness requirements (or nuclear power plant fuel loading & initial low powor op- 
erations. 

KEUEHER.A.8. Alfiliallon Not Assigned. 08/06/22. Dockeling & Services Branch. 
2pp. 45995: 1 94 -45995: 195. 

6807050160 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requiremenls for nuclear powor plant fuel loading S. Initial low power op- 
erations. 

ROBERTSON.V.S. Affiliation Not Assignod. 80/06/22. Docketing & Services Branch. 
Ip. 45995:196.46995-190. 

8807060163 Commeni supporting proposed rule 10CFR50 re emergency planning 6 
preparedness requiremenls for nuclear power plant fuel loading & initial low power op- 
erations. 

8ICKNELL.L I Affiliation Nol Assigned. 80/06/22. Docketing a Services Branch. Ip. 
45995.19745995:197. 

8807050164 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

DOWNING.W.F. Affiliation Not Assigned 08/06/22. Docketing & Services Branch. Ip. 
45995:198-45995:198. 

8S07050166 Comment supporting proposed rule 10CFR5Q re emergency planning & 
oreearedness reaulremenlB for nuclear newer olant fuel loadina & Initial low power 


6607060168 Comment supporl'ng proposed ru’o 10CFR50 re emergency planning & 
preparedness requirements (or nuclear powor plant fuel loading & initial to w power op- 
erations. 

PESANESt.M.W Atfii-.&ticn Not Assigned G8/C6/22 Oockoting A Services Branch ip 
45905:199-45995 199 

8807050169 Comment supporting proposed rulo IOCFR50 re emergency plannng & 
preparedness roqu remenis for nuclear power plant fuel loading & in f-al low power op- 
erations 

STACK, E. Affiliation Not Assigned. 88/06/22. Docketing & Sorvicos Branch ip 
46995:200-45995.200. 

8807050173 Common! supporting proposod rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor p'ani fuel loadng & Init-al low power 
operations Supports elfort lo reduce m s understanding re util 
KENRICK.SA Affiliation Not Assigned 00/06/22 Dockoiing & Services Branch, ip 
45992.090 45992 090. 

0907050174 Comment supporting proposed rulo 1OCFR60 re emergency planning & 
preparedness requlrornonls lor nuclear powor plant fuol loading & initial low power op 
erations 

KILEY.G J. Alf laiion Not Assignod. 88/06/22. Docketing & Services Branch ip. 

45992.091- 45992091. 

0807050176 Comment supporting proposod ru’e 10CFR50 re emergency plannng & 
preparedness requirements for r.uc'ear power plant fuel loading & initial low power op- 
orations 

MORGAN. R. Affhation Not Assigned 00/00/22 Docketing & Services Branch ip 

45992.092- 45992 092 

6807050160 Comment supporting proposod rulo 10CFR50 ro emergoncy planning & 
preparedness requirements for nuclear powor pleat fuol loadng & initial low power 
operallon8.Planl should go online & prociuco power. 

SEYNfOUR.P.M. Affiliation Nol Ass good 00/06/22. Dockeling & Sorvlcos Branch, ip. 
46992.094-45992.094. 

8807050162 Comment supporting proposed rulo IGCFR50 ro emergency planrlng & 
preparodness requirements for nucloar power planl fuol loading & in, hat low power op- 
erations 

BOWER.A Affiliation Not Assignod. 88/00/22 Dockoiing & Sa#v.ces Branch Ip. 
46000:167-46000.167. 

0007050183 Common! supporting proposed rule 10CFR50 re omorgency p’onnhg a 
preparedness requirements lor ruclser powor plont fuel loading a inlhal low power 
opera tfons.Urges Commission to imp'omenl proposod clanflcat on 
KOTKOWSKkE J. Affi'lation Not Assignod 80/00/22 Dockeling a Sorvlcos Branch, 
ip. 45092:095-45992:695. 

0807050180 Comment supporting proposed rulo 10CFR50 ro omomency planning & 
preparedness requlromon(9 for nuclear powor plant fuol loadng a initial low power op- 
eration 8. 

OunAND.N. Affiliation Nol A9s'gned. 86/0G/22 Dockoiing a Sorvlcos Branch Ip 
46992:097-45902.007. 

8007060160 Comment supporting proposed rule 1OCFR60 ro emergency planning & 
preparedness requirements for nuclear powor planl fuol load-ng a initial low powor 
operations Urgo 9 NRC nol to bo persuoded by Irrosponsiblo groups a to approve ru J e 
TUTINAS.P J. Affiliation Not Assignod 88/08/22. Docketing a Services Branch, ip. 
46092:098-45992090. 

8007050191 Comment Supporting proposod rulo 1QCFR50 ro emergency p'annng a 
preparedness requirements tor nuclear power pi am tool loading & initial tow power op- 
erations. 

BONNER.E.F. Affil atiOn Not Assignod 89/06/22, Docketing a Sorvlcos Brench. Ip. 
45992.090-45902,090. 

0807050192 Comment supporting proposed rule 10CFR50 re emergency pfarnlng a 
preparedness roqu Irani ents for nuclear powo/ plant fuel Joad.ng a inflfal low power op- 
erations 

MCUAIN.D.G Affiliation Not Assignod 88/06/22 Dockeling & Services Branch ip. 
46992: 100-45992 100. 

8607060196 Comment supporting proposed rulo 10CFR50 ro emergency planning a 
preparodness requ'remenis for nuclear power planl fuol loading & inhal low powor op- 
erations. 

RICHARDSON.P. Affiliation Not Assignod. 06/06/22. Docketing a Services Branch 
Ip. 48000:160 46000:168. 

8807050199 Commonl supporting proposed rule 10CFR50 re emergency planning & 
preparodness requirements for nucloar power planl fuol loading a Initial low power 
operations. Encourago9 Commission to rule in favor of proposed rule expoditlous'y. 
BEF1GERON.R AffiMalion Nol Assigned- 88/06/22. Dockeling & Services Branch. Ip. 
45992 104-45992:104. 

6807050204 Comment supporting proposed rule 10CFR60 re emergency planning & 
preparodness requirements for nuclear power planl fuel loading a initial low powor 
operations Encourages Commission lo approve proposed rule change. 

JAMISON.R.C- Aff nation Not Assigned. 88/06/22. Docketing a Services Branch. Ip. 
46992:107-45992:107. 

8807050206 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparodness requirements for nuclear power plant fuel feeding a initial low power op- 
erations. 

• Affiliation Not Assignod. 00/06/2 2. Docketing & Services Branch, ip. 45992:109- 
45992109. 

0007050210 Comment supporting proposod ru'e 10CFR50 re emergency p'anning & 
preparedness requiremenls for nuclear power plant fuel loading a Initial low power op- 
erations. 

PERKINS, WJ. Afl.liation Not Assigned 88/06/22. Docketing a Services Branch. Ip. 
45992:111-45992:1 11. 

0007050225 Comment supporting proposed rule 10CFR50 to emergency planning & 
preparedness raqu’rernents for nuclear power planl fuel loading a Inhlal low power op- 



0BD7O5O229 Comment supporting proposed rulo IOCFR50 ro emergency p'annlng A 
prcparecness requ remento for nudear power ptonl fuel loading A initial low powor op* 
eiator-s . „ . _ . , 

DOBSON BA. A*f r iabon Not Ass-gned 88/06/22, Dockotng A Services Branch ip 
45992 122-45992 122 

8007050230 Convrent supporting proposed rt to 10CFR60 re e.r ergon cy planning & 
pepa'Odness roqui'CT.ents for nuclear power plant fuel loading & initial low power op* 
orations „ _ , 4 

KETChELS Alfna'.on Net Ass gned. 68/06/22. Docketing & Services Branch Ip. 

45992:123 45092:123. 

8807050240 Commonl support ng proposed rule 10CFR50 re emergency piannng £ 
preparedness requirements fer nuctoar power plant fuel loading & initial low power op* 

0fal Qp<J 

WELD D E Affnation Not Ass gned 88/C6/22 Oockellng & Services Branch Ip 
45992 129-45592 129 

8B07050247 ComTenl supporting proposed rulo 10CFR50 re emergency planning A 
prnpo'Qd”ess requ r omen is for rudear power plant fuel loading & initial low power op 
orations „ . _ . _ . . 

GAUTHIER.L AfUation. Nol Ass ; gned 86/06/22. Docketing & Serv.ces Branch ip. 

46992 132 45992 132 

8807050258 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness req.. remor.ts for r.uclear power plani fuel loading 8 initial low power op 

bSnC^HARD.L a Alfi iaton Nol Assigned 88/06/22 Docketing & Services Branch 
ip 45992:138 45992:136 

8607050261 Ccmrenl support-ng proposed rule tOCf R50 re emergency planning & 
pro pa '©dross lequrernonis <0' nuclear power plant fuel loao-ng & in tial low power op- 
erations 

lEEWlNG.A.A Atfi'iatioik Not Assigned 88/06/22 Dockei ng & Serv.ces Branch, ip 
45992 141*45992 U1 

8007050282 Commonl support ng proposed ru'o lOCfRSO re emergency planning & 
preparedness requrerrents lor nuclear power plant fuol load ng & initial low power op- 
erations ^ . , 

STRANGE R J AH Halcn Not Assigned. 68/06/22 Dockoi.ng 8 Sorv.ces Branch ip 
45992 142-45592.142 

8807050264 Comment support ng proposed rule 10CFR50 re emergency planning & 
P'oparodness requ foments for nuclear power plant tuel load-ng & Initial low powor op 
eratons . 

WALSH L A AfU alion Not Assigned 88/06/22 Docketing & Services Branch Ip 

45992:144-45932:144 

08O7O5O265 Comment supporting proposed rule 1DCFR50 re emergency planning 8 
prepa-ednoss requirements for nuclear power plani fuol loading & Initial low power op- 
ora lions 

WALLACE.C Ath'iation Not As9lgnod. 86/06/22 Dockotng & Services Branch ip 
45992 074-45992.0/4 

8807050267 Comment supporting proposed rule 10CFR50 re emergency planning & 
prnparedness requ remonts for nuctoar power plani fuel load ng A Initial low power op- 
erations 

HUTCHINS. C E Afn'iation Nol Assigned 08/06/22 Oockolng A Services Branch. Ip 
45992 075-45992 075 

6007050269 Commont support, ng proposed ru'o 10CFR50 re emergency planning A 
proparednoss requirements for nuctoar power plant fuel loading A In-Hal low power op- 
erations. 

MOODY.DE. Affiliation Not Assigned. 08/06/22. Dockei ng A Services Branch. Ip. 
45992 076-46992 076 

8807050295 Comment supporting proposed rulo 10CFR50 re emergency plann'ng A 
preparedness requ Yemenis for nuctoar power p'ant fuel load-ng A initial low power op 
orations. 

MATICKML Alfiiiat-on Not Assigned. 86/08/22. Docketing A Services Branch, ip 
45995 068-45995 068 

6007060298 Comment supporting proposed rule 10CFR50 re emergency p'annlng A 
preparedness requirements for nuctoar power plant fuel loading & initial low power op- 
erations 

EATON, L. Alfiiation Not Assigned 88/06/22. Docketing A Services Branch. Ip 
45995:069*45995 089. 

8807050302 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements lor nuclear power p'ant fuel load ng A In.tal low power op 
orations 

TAYLOR M M Affiliation Not Assigned 88/06/2 2. Docketing & Services Branch, ip 
45995 071-45905.071. 

6807050305 Comment supporting proposed ru’e 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations. 

ROWELL, D T. Affiliation Noi Assigned. B8/Q6/22. Dockeling A Services Branch. Ip. 
45992.086-45992:006. 

8607050308 Comment supporting proposed rule 10CFR60 re emergency p'annlng A 
preparednoss requirements for nuclear power plant fuel loading & initial low power op- 
erations 

COVILL.D.L Affiliation Not Assigned 88/06/22. Docketing A Services Branch, ip. 
4589208 7-15992 .08? 


8807050323 Common! supporting proposed rulo 10CFR50 ro emergency p'annng A 
preparedness requroments for nuclear power plant fuel loadng A initial low powor op 
orations 

GAYNE.JR Affiliation Noi Acs : gned. 88/08/22. Docketing A Services Branch, ip 
45995 075 45995 075. 

8BO7O50328 Comment supporting proposed rule 10CFR50 ie emornoncy plarr.ng A 
preparedness requirements for nuclear powor plant fuel loading A iml-al low pewer op 
orations 

PALAZ20.P.L Affixation Not Assigned 80/06/22. Docketing A Services Branch ip 
45995 103 45995103 

880705033? Comment supporting proposed ru'o 10CFR50 ro emergency piannng A 
preparedness requ Yemenis for nuclear powor p’ant fuel loadng A initial low power op- 
erations 

SlENKiEWiCZ.F Afliietion Not Assigned. 08/06/22. Docketing A Services Branch 
Ip 45995 105*45995:105. 

8607050339 Comment supporting proposed rulo 10CFR50 ro emergency ptonnng A 
preparedness requirements for nuclear powor plant fuel loading A initial low power op 
oral ons. 

NAY.JF. Affiliation Not Assigned 88/06/2 2 Docketing A Services Branch ip. 

4 5995: 106 -45995: 106 

0607060343 Comment supporting proposed rulo 10CFR50 ro omergoncy planning 8 
preparedness requ Yemenis for nuclear powor pfant fuel load ng A Imlial lew powo* op 
erahons. 

CURRY DE Alt nation Nol Assigned. 80/06/22. Dockolmg A Serv.cos Branch ip 
45995 135 45995:135. 

8607050346 Common! supporting proposed rule 10CFR50 ro omergoncy planrlrg 8 
preparedness requirements for nuclear powor plant fuel loading A initial low power op 
erat ons. 

ROBERTS.C w. Affriot-on Not Assigned 88/06/22 Docketing A Serv.cos Branch. Ip 
45995:136-45995 136 

0607060366 Comment supporting proposed rulo 10CFR50 ro omergoncy piannng A 
preparednoss requ remonta for nuctoar power plant fuol loading A Initial low power op 
araiions. 

D.PHOFIO.WA Afill-otlan Not Assigned. 88/00/22 Dockoling A Sorvlcos B'anch Ip 
45996:109 45996 139. 

8607050360 Comment supporting proposed rulo 10CFR60 ro emergency planning A 
preparedness requirements (or nuclear power plant lucl loading A Intiel low powor op- 
erat'ona. 

BOUSQUIN.K Affiliation Not Assigned 88/06/22. Docketing A Services Branch ip 
45995 140-45995:140. 

8807060369 Comment supporting proposed rufo 10CFR50 ro omornency planning A 
preparedness requ Yemenis for nuctoar power plani fuel loading A initial low powor op 
erotlons. 

MCNAMARA.W E Affiliation Not Assigned 80/06/22. Docketing A Services Branch 
Ip. 45995.141 -46095: 14 1 

8807050372 Commonl supporting proposod rulo 10CFR60 ro emergency planing & 
preparednoss requirements for nuctoar powor plant fuol loading A Imlial low power op- 
erations. 

LlPk/AN M. Affiliation Not Assigned 88/06/22 Docketing & Sorvices Broach ip 
45995:142-45005:142. 

8607050376 Comment supporting proposed ru!e 10CFn50 ro omergoncy planning A 

□ mredness requ Yemenis for nuctoar power plant fuol loading A initial low powor op- 
Ions. 

HAMS.R AfliNaiion Nol Assigned 8B/06/22. Dockoling A Sorvicou Branch, ip. 
45095:143*45995:143. 

8807050363 Commonl supporting proposed rulo 10CFR50 ro omorgoncy plerrtog & 
preparodness requirements for nuclear power plant fuol loading A Imlial low power op- 
erations. 

GURNEY.P.V Aflil.aiion Nol Assigned 88/06/22. Docketing A Sorvlcos Bronch. Ip. 
45995:1 73-45995173. 

8007050388 Comment supporting proposod ruto 10CFR50 ro omergoncy planmng A 
preparedness requ.remenla for nuefear power plani fuol loading A Initial low powor op- 
erations, 

• Affiliation Nol Assigned. 88/06/22. Dockoling A Sorvlcos Branch, ip. 45902:146* 
45992:145. 

8807050393 Commont supporting proposod rule 1QCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power op- 
erations. 

DE COSTA, E J. Affi'lation Nol Assigned. 88/08/22. Dockeling A Sorvico9 Branch, ip 
45992:166-46992:168. 

6007050398 Commonl supporting proposod rule 10CFR50 ro emergency planning A 
preparednoss requirements for nuctoar power plant fuel loading A initial low power op- 
era ho ns. 

HOWARO.S A. Afl.I.&ilon Not Assigned. 80/00/22. Docketing A Services Branch, ip 
45995.009*46995:009 

6607050400 Comment supporting proposed rulo 10CFR60 ro omorgoncy planning A 
preparedness requirements for nuclear powor plant fuel loading A initial low power op- 
erauons 

KILEY.M. Affiliation Not Assigned. 80/06/22. Docketing A Services Brandi, ip 
45995:010-45995 010. 


8807050316 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness roqd remonts for nuclear power p‘ant fuel loading A initial low power op* 
er at ions. 

ANDERSON.R.F, Alfilianon Not Assigned 60/00/22. Docketing A Services Branch 
tp. 45995 072-45995.072. 

8807050318 Comment supporting proposed rule 1OCFR50 re emergency planning A 
proparednoss requ-remems for nudear power plant fuel toad-ng A Initial low power op- 
eralons. 

DEVLAMINCK.T. Coalition for Reliable Energy 88/06/22. Dockeling A Services 
Branch. Ip 46995.005 45905 065. 


8807050403 CommenI supporting proposed rule 10CFR60 re emergency pla fining A 
preparedness requirements for nuclear power plant fuel load.ng A initial (ow power op- 
erations 

WORTH.S Affiliation Nol Assigned. 88/06/22. Docketing A Services Branch, lp 
45905:011-45995.011. 

8807050431 Comment supporting proposed rule 10CFR50 re omorgoncy piannng 4 
preparedness requirements for nuclear powor plant fuol loading A Initial low power op* 
erallons. 

KlRCHHOFF.S.A. Affiliation Not Assigned. 08/06/22. Docketing A Services Branch 
ip. 46000.044-46000:044. 



0907050442 Comment supporting proposed ru*o 1-0CFR50 r© emergency planning & 
P'Oparodness requirements tor nuclear power plant fuel loading A initial low power op* 
o 'alion s 

MOON.K.R. Affiliation Not Assigned. 08/00/22 Docketing A Services Branch 2pp 
45930 267 45999 268. 

0807050445 Common! supporting proposod rule 10CFR50 re omorgoncy plannmg A 
preparedness requirement a for nuclear power plant fuel load ng & mtial low power op- 
oral ons. 

SPADER, E A Affiliation Not Assigned 88/00/22 Docketing & Services Branch. 2pp, 

45999 269 45909:270 

8807050450 Comment support ng proposod rule 10CFR50 re emergency pfenning & 
preparedness roqu romonls lor nuc?oar power plant fuel foadmg A initial Ipw power op- 
oral ons. 

ALLEY.D. Affiliation Not Assigned 00/06/22 Docketing & Services Branch, ip 
45999.271-45999271. 

0607050453 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requ.remonls for nuclear power plant luoi loading A initial low power op- 
erations 

• Aflil alion Not Assigned 80/06/22 Dockoling A Sorv:coa Branch ip. 46000 051- 

46000 051. 

8007050466 Commonl supporting proposod ru'o 10CFR50 re emergency planning & 
preparedness requirements for nucloar powor plant fuel load-ng & in-t-al low powor op- 
erations 

HOULE.MJ. Affiliat-on Not Assigned. 88/06/22 Dockoling & Services Branch, ip. 
45999 272-45999.272 

8007050459 Commonl supporting proposod rule 10CFR50 re emergency planning & 
preparedness roqulromont9 for nucloar power plant fuel loading & Initial low power op- 
erat.ons. 

CAMPO.R G. Affiliation Nol Assigned 80/06/22. Docketmg A Services Branch ip. 
45999 273 45009.273. 

0007050460 Comment supporting proposed rule I0CFR50 ro emergency planning <1 
proparedness roquiromonts for nuclear power plant fuel loading & imiial low power op- 
craVons 

SOL LINGER, C A Affil alion Not Assigned 00/08/22 Docket-ng & Services Branch. 
Ip 46000 052-40000 052 

0607060464 Common! supporting proposod rule 10CFR5D re omorgoncy planning & 

K arednoss roquiromonls for nucloar power plant luol Eoadlng & Initial low powor op- 
ons. 

HOSPlDOn,J. Affiliation Nol Assigned 80/08/22. Dockoling & Services Branch Ip 
45900 274-45999:274. 

8007060486 Commonl supporting proposod rulo 10CFR50 re omorgoncy plgnn.ng & 
preparodno9S roqulromonls for nucloar power plant fuol loading a initial low powor op* 
orations. 

* Affil alion Not Assmnod 88/06/22. NRC * No Detailed Affiliation Given Ip. 
45009 276 45999:276 

0007050474 Comment suppohlng proposod rule 10CFR50 ro omorgoncy planning 8 
preparedness roqulromonls tor r.ucloar power ploni fuol loading A m.t-al low power op- 
orations 

ALLAN, D. Affiliation Nol Asegnod 08/00/22 Docketing & Servlcos Branch. Ip 
45939 270 45099 270. 

0807050463 Comment supporting proposod ruin 10CFR5O ro emornancy planning & 
proparedness roqulromonte tor nuclear powor plant fuol loading & Iniilal low power op- 
oralons 

FALMAN,P. AlfiliaFon Not Assigned 06/08/22. Dockoling & Services Branch 2pp. 
46990:277-45909.278 

0807060407 Common! supporting proposod rulo 10CFR6D ro emergency planning & 
preparedness roqulromonls for nuclear power plant fuol loading A initial low powor op- 
erations 

SHERRlCK.H. Affil alion Not Assignod 00/00/22 Docketing <4 Services Branch, ip 
40000.001-46000:001 

8007060409 Commonl supporting proposod 01*0 10CFR60 re emergency planning & 
preparedness roqulromonte for nucloar power plant fuol loading & initial low power op- 
erations. 

FRINK, M S. Affiliation Nol A 99 lgnod. 00/06/22 Dockoling & Services Branch, ip 
45999:279-45099:279. 

0907050409 Comment supporting proposod rulo I0CFR60 ro emergency planning & 
proparedness roqulromonfs for nuclear powor plant fuel loading & In-lial low power op- 
erallons. 

• AflJiallon Nol Assigned. BG/O0/22. Docketing & Servlcos Branch Ip, 46999:282* 
45999.282. 

8607050502 Comment supporting proposod rulo 10CFR60 ro emergency planning & 
praparednoss requirements for nuclear powor plant fuel loading & initial low power op- 
erations 

HARVEY.PJ. Affiliation Not Assignod 00/06/22 Oockoting A Services Branch. Ip. 
46000041*46000:041. 

0BO7O5O6O0 Commonl supporting proposed rulo 10CFR60 re omergency planning & 
preparedness requirements for nucloar powor plant fuel loading A initial low power op- 
erations. 

• Affiliation Not Assigned. 8B/O0/22. Dockoling & Services Branch, ip, 46999 304- 
46999.304. 

0807050509 Comment supporting proposod rule 10CFR60 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial Fow power op- 
erations. 

ASUS. Affiliation Nol Assigned 00/06/22. Docketing A Services Branch. Ip. 
46000:042-46000.042. 

8607050512 Commonl supporting proposod rufo 10CFR50 ro emergency planning A 
preparedness roqulromonls for nuclear power plant fuel loading & initial low power op- 
erations. 

WATSON, C. A. Affiliation Not Assignod 80/06/22 Docketing & Services Branch, ip 
45999.319-46999:319. 


8007050514 Comment supporting proposed rule 10CFR50 ro omorgoncy pluming 
preparedness requirements for nucloar power plant fuol loading & maiial low power o| 
©rat on9 

BURSONJ E Affiliation Not Assigned 88/06/22. Dockoling A Services Branch 1| 
46000:043-46000.043. 

8007060639 Comment supporting proposod rule 10CFR5O r© emergency pluming 
preparedness roqj.romonts for nucloar power plant luol loading & initial 'ow power c| 
erahons. 

DlNSMORE.J. Affiliation Not Assigned 80/06/22 Docketing A Sorvices Branch. 1| 
46000.939-46000:039. 

8907060500 Commonl support.ng proposed rule 10CFR50 r© emergency planning 
preparedness requirements for nuclear powor plant fuol loading & initial 'ow powor c| 
oration 3 . 

HATFiELO.K. Af f/iation Not Assmaod 88/06/22. Oocketir.g & Survcos Branch 1| 
46010 237-46010:237. 

0607060535 Comment Supporting proposed rule 10CFR5O re omorgoncy pluming 
preparedness roquhemonts for nucloar powor plant fuol loading & n Hal low power c| 
orations. 

CARLtNO.O W. Affiliation Not Asspnod 80/06/22. Oockoting & Scrvco9 Branch, ij 
46010:239 46010 239. 

0007060541 Comment supporting proposed rulo 10CFR50 ro omu'goncy pluming 
prepared noss requirements for nucloar power planf fuel loading & in tin) low powor of 
orations 

CURTIS, C.C. Alfiliatlpn Not Assignod 88/00/22. Docket ng A Services Branch i| 
46010:240-46010 240 

0007060546 Comment supporting proposod rule 10CFR50 re omor-pancy planning 
preparedness requirements for nuclear powor plant luol loading A i n >:-al low powor of 
orations. 

* Affiliation N 01 Assigned 68/06/22 NRC • No Detailed Affiliation Given \\ 
46010.241-40010241. 

8807060570 Commonl supporting proposed rulo 10CFR50 ro omorgoncy planning 
preparodnoss requirements for nucloar powor plant fuol loading & Ir ii-nl low powor o( 
erai< Ons. 

JOUBERT.BK. Affiliation Nol Assignod 88/08/22. Docketing A Services Branch. i| 
46010:233 46010.233. 

6B07060 5 90 Commonl supporting proposod rule 10CFR5O re omorgoncy planning 
preparodnoss roquiromont9 for nucloar power ploni fuel loading & Iniii.V low powor Of 
eralionu. 

KELSEY, B Affilia! on Nol Assigned 0B/OB/22. Docketng A Sorvlco9 Brunch. 1| 
46010:229-46010 229. 

0007060593 Comment supporting proposed rulo 10CFR60 ra ornerpency planning - 
preparedness requ remonls for nucloar powor p'anl fuof loading A in: Uni tow powor 0 ; 
eretlons. 

* Affiliation Not Assigned. 88/08/22. NRC - No Doiailod AM.Iaton Given If 
46010:220-46010 220 

0007060596 Commonl supporting proposed rule 10CFR50 ro omorgoncy plnrirlng 
preparodnoss roquiremonls lor nucloar powor plant luol loading A in Onl low power Of 
orations 

HAYDEN, R.F. Affil alion Not Assignod. 00/06/22. Docketing & Services Bronch. if 
46010:227-46010:227 

0007000605 Comment supporting proposed rulo 1OCFR50 ro emergency plann'ng 
preparodnoss requirements for nuclear powor plant fuel loading A iv.-al low power of 
orntlonQ. 

TARDIFF.S. Affiliation Not Assignod. 88/06/22. Dockoling A Sorvlco9 Branch !| 
40010:224-46010 224. 

000706 0 6 1 0 Comment supporting proposod rulo 10CFR50 ro emergency planting 
preparedness requimmonts tor nuclear powor plant fuol loading A India' low power of 
oratlona. 

GLASS.D.R Affi'lotlon Not Assigned 00/06/22. Docketing A Sorvicos Branch. 1| 
46010:221-46010221. 

8807066812 Comment support'ng proposed rule 10CFR50 ro omorgoncy planning 
preparedness roqu romonls for nue'ear powor plant fuel loading A initial low power 0 ; 
orations. 

LAMBERT, D C Affdiailon Not Assignod 08/06/22. Dockoting A Servlcos Branch. 2p j 
46010:219-46010 220. 

0807070001 Commoal supporting proposed rulo 10CFR50 ro omorgoncy planning 
preparedness requirements for nuclear powor p'anl fuel loading A in tlal low power of 
eralions 

LOGUE.R. Affiliation Not Assigned. 80/08/22. NRC • No Oeta.led Aftliaiion Given h| 
46010:327-46010:3 27 . 

8807070007 Commonl supporting proposed rule 10CFR&0 ro omorgoncy planning 
preparedness requirements for nuclear powor plant luol loading A Inn el low powor of 
©rations. 

TILTON, D.R. Affi'ialion Not Assigned. 88/06/22. Oockoting A Sorv.coa Branch. l| 
46010:320 46010 320. 

6007070021 Comment supporting proposed rulo 10CFR50 ro omorgoncy planning 
preparedness requirements for nuclear powor plant fuel loading A Initial low power o| 
orations 

WAR NOCK, J AffiLallon Nol Assignod. 08/OQ/22. NRC - No Dolalod Animation Qivoi 
3pp. 46017:207-46017:289. 

0607070023 Comment supporting proposed rulo 10CFR60 fo omorgoncy planning 
preparedness requirements for nuclear power plant fuel loading & In.tial low power 0 ; 
orations. 

CASH,W. Affiliation Nol Assigned. 88/06/22. Docketing & Services Branch. Ij 
46010:318-46010 318. 

0607070032 Comment supporting proposed rule 10CFR50 ro emergency planning 
preparedness requirements lor nuclear power plant fuel loading & Initial low powor 01 
erallone. 

COMITA.M. Affiliation Not Assignod. 88/06/22. Oockel-ng & Sorvicos Branch l| 
46017:20 1 -4601 7201. 


8807070036 Comment support.ng preposed rule 10CFR50 ro emergency plannng & 
preparedness requi'emems lor nuclear power plant fuel loading 8 initial low power op 

WHITER. Affi'iat-on Nol Assigned 86/06/ 22. Docket ng & Services Branch ip 
46010 31446010.314 

6507070037 Comment supporting proposed ru'e 10CFR6Q re emergency plannng & 
preparedness requ Yemenis for nuclear power plant fuel load ng & initial low power op 

HOUOE.K F Aff.i-ai.on Not Assigned 88/06/22 OH ce of the Secretary of ihe Com- 
mission. Ip- 4601 7; 292-4601 7 292. 

6807070043 Comment support ng proposed rule 10CFR50 re emergency plannng & 
preparedness requirements for nuclear power p'ant fuel load.ng & in hal low power op- 
erations. . _ „ 

SMITH JE. Aff.l alien Not Assigned 86/08/22 Oockotng 8 Services Branch ip 
46010 313 460IQ313. 


8607070152 Comment supporting proposed rule 10CFRS0 re emergency p'annng & 
preparedness requirements for nuclear power plant fuel loading 8 iritfat tow power o? 
©radons. 

LOGUE.K.A Aff.i.aton Not Assigned. 60/06/22. Docketing 8 Sorvlcos Branch ip 
4601 1:214-4601 1 214 

6B07070166 Comment supporting proposed rule 10CFR50 re emergency p'annng & 
preparedness requirements for nuclear power plent fuel loading & mit.al low power op- 
erators 

GARVEY JR Affiliation Not Assigned BB/06/22. Dockoung & Sorvlcos Branch 2pp. 
46011.086*4 6011.089 

8607070174 Comment supporting proposed rule 10CFR50 ro emergency plar.r rg 8 
preparedness requYemonts lor nuclear power planl fuel loading & In.tial low power op- 
erations 

DAROISE Alt nation Not Assigned. 60/06/22. Docketing & Services B'anch ip 
4601 f. 092-4 60 f 1:092 


8607070052 Comment supporting proposed rule 10CFR50 ro emergency p’annmg & 
preparedness roqurements for nuclear power plant fuel loading 8 let*, al low power op- 
©rations. 

ARSEN AUUT-PBTTl Aft.l-ation Not Assigned 86/06/22. Docvel ng 8 Servicos Branch 
ip 46017:293-46017 293 

B8O7O7OO0 1 Comment supporting proposed ru'e 10CFR50 ro emergency planning 8 
preparedness requirements for nuclear power planl fuel loading 8 inii at low power op- 
erations. „ 

MCMlCKLE.R H Affi'iation Not Assigned. 8B/0Q/22. Oockel.ng & Serv ces Branch 
2pp. 46010 311-46010 312 

8807070079 Comment supporting proposed rule 10CFR50 re emorgency planning & 
preparedness requirements for nuclear power plant fue’ foadng <5 n/tfal low power op 
era lions. 

SEITZ, K.W. Affliaton Not Assigned. 88/06/22 Dockoting & Services Branch ip 
46011:181*46011 181 


8807070178 Comment supporting proposed rule 10CFR50 ro emergency plonning & 
preparedness requirements for nuclear power plant fuol load.ng & initial low powor op 
era Hons 

TAP 21 A J AffJ ation Nol Assigned. 88/06/2 2. Docketing & Services Branch ip 
46011093-46011:093 

B807070184 Comment supporting proposed rule 10CFR60 ro emorgoncy pianVig & 
preparedness requirement for nuclear powor planl fuel loading 8 initial tow power op- 
erations 

PLA2ESKI P Afflation Not Assigned 06/06/22. Dockoting & Services Drench, ip. 
46011 095-46011:095 

8807070186 Comment supporting proposed rule 10CFR60 ro emergency ptann ng 8 
preparedness requl/omenis lor nude as power plan) fuel loading 8 in \>a\ lr>w power op 
orations 

ROGERS.D.P. Affiliation Nol Assigned 68/06/22. Dockotmg 8 Services Branch ip 
46017.300 46017:300. 


6807070064 Comment supporting proposed rule 10CFR50 re emorgoncy plann'ng & 
preparedness requirements for nucloar power plant fuel load ng 8 filial low power op 
oral ions 

O'SULLIVAN.C Affiliation Nol A9S>gned. B8/0B/22 Dockel ng 8 Services Branch Ip 
46011:162-4601 1:182 


8807070187 Commont supporting proposed rule 10CFR60 re emergency plannrg 8 
proparedness requirement lor nuclear power plant fuel 1oad ; ng & Initial lew power op 
orations 

PlETZAK.L.S Affiliation Nol Assigned 00/06/22 Docketing & Servxcs Branch, fp 
46011 096 46011 096 


8807070005 Corrmenl supporting proposed ru'.e 10CFR50 re emergancy plarn-ng 8 
preparedness requiremenis for nuclear power planl fuel loading 8 In tlal low powor op 
©rations. 

HENORIX.S AtfiHet'On Not Asalgnod. 89/06/22. Docketing & Sorvices Branch Ip. 
400 JO 307-46010 007 


8007070193 Common! supporting proposed rulo 10CFR50 ro emorgoncy planning & 
preparodr.oss requ remonls lor nuclear power planl fuel loading & initial low powe* op 
orations 

' Affi iaUon Nol Assigned 08/06/22 Docketing 8 Sorvices Branch ip. 46011097* 
46011.097 


8807070002 Comment supporting proposed rule 10CFR50 ro emorgoncy planning & 
preparedness requirements for nuclear power p^ant fuol loading & in-tlal low powor op 
orations 

KANN.G A. Affiliation Not Ass’gned 88/06/22 Dockoi.ng & Services Branch Ip 
46011.184-46011:184 


6007070198 Comment supporting proposed rule 10CFR50 ro emorgency plann ng & 
preparodness requ remonts for nucloar power planl fuel loading & init-al low power op- 
erations 

• Affil at on Not Assigned 68/06/22 NRC - No Dotailod AKi'laiion Qlvon. Ip 
46017:301-40017 301. 


8007070094 Comment supporting proposed rule 10CFR50 ro emergency plannng & 
preparedness requiremenis for nuclear powor plant fuel loading & In.tial low power op- 
erations 

WAECHTER.T.M Affil ation Not Assigned 8B/C6/22. Docketing & Sorvlcos Branch 
Ip. 46011:185-46011:185 

8807070098 Comment supporting proposed rule 10CFR50 ro emergency P’arrtng & 
preparedness requ'romenis for nuclear powor plant fuol loading 8 in Hal low power op- 
erations. 

WIDGER.J. A ft .lie Hon Not Assigned. 88/06/22 Docketing & Services Branch. Ip 
46011:107-4601 1:187 


0007070199 Common! supporting proposed rufe 10CFR60 ro emorgoncy pfenning A 
preparedness requiremenis for nuclear powor planl luol load-ng 8 Initial low powor op- 
eration s. 

AZZOPARDI.J.O. Affi'lallon Not Assigned. 66/06/22. Dockoting & Sorvxos B f aric h 
ip. 4601 1:090-4001 1:099. 

0807070201 Comment supporting proposed rule 10CFR50 ro omorgoncy p'onn'ng 8 
preparedness requlromonts lor nucloar power plant fuol loading 8 Initial low power op- 
erations. 

' Affiliation Not Ass'gned 68/06/22. Docketing & Servlcos Branch, ip. 46011.100- 
46011:100. 


8807070113 Comment opposing proposed ru’e 10CFR50 ro omergonev planning & pre- 
paredness requirements fer nuclear powor p'ant fuel load-ng & initial low power 
operatons.Commonts Ol Massachusetts Atly General JM Shannon oncl 
JON AS, 5. A. Massachusetts. Commonwealth of. 68/08/22 Docketing 8 Services 
Branch. I4pp 46011: 188*48011:201. 

8607070130 Comment supporting proposed rula 1DCFR50 re emorgency plannng 8 
preparodness raqu'rements lor nuclear powor plant fuel loading & In tial low power op- 
0 rations. 

OAM.S Affhation Not Assigned. 88/08/22. Docketing & Sorvices Branch, ip 
46017.295-46017:295. 


6907070209 Comment supporting proposed rulo 10CFR60 ro emorgency plann ng & 
preparodnoss requirements for nue'ear power plant fuol loading & Initial low power op 
orations. 

THOMA5.5 i. Afff./afroq Nol Ass good. Q8/06/22. Docketing & Sorv.cea Branch to 
46017:303-46017:303. 

8807070214 Commont supporting proposed rule 10CFR50 ro emergency plannng % 
preparedness requirements for nuclear powor planl fuel loading & In'llnl law power op- 
erations 

* AfIJIation Nol Assignod. 68/0B/22. Dockoimg 8 Sorvlcos Branch, ip. 46017:304.- 
46017:304. 


B807070135 Comment support ng proposed rulo 10CFR50 ro emorgency plann ng & 
preparodness requirements for nuclear power p'ant fuel loadmg & In tial low powor op- 
erations. 

* A Hi Hal' on Not Ass'gned. 86/06/22. Oocketir.g & Services Branch, ip 46011:207- 
46011:207. 

8907070138 Comment supporting proposed rule J0CFR5O re emorgoncy p'anmng & 
preparedness roqurements lor nuclear power p'ant (uel loading 8 inmal low power op- 
erators 

MANSE N,L. Affil ation Not Assigned 6B/06/22. Docketing 8 Services Branch, ip 
46011:200 46011:208. 

8607070146 Comment supporting proposed rule 10CFR50 re emorgency planning & 
preparedness requirements for nuclear powor plant fuel loading 8 Initial low powor op. 
orations. 

MORRISSEY,S.A. Affiliation Not Assigned. B6/06/22 Oocket ng & Services Branch 
2pp. 46011:211-46011:212. 

0607070147 Comment supporting proposed rule 10CFR50 re emergency planning & 
proparedness requirements for nuclear power p'anl fuol loading & initial low power op- 
erations. 

BROOKS,S.6 Affiliation Nol Assigned 88/06/23. Docketing & Services Branch, ip 
46017:297-46017:297. 

8807070160 Comment supporting proposed rule 1OCFR50 re emergency planning A 
preparedness requirements for nuclear power plant lue-l load ng 8 inmal low powor op- 
eralions. 

SESSLER.G.F, Affiliation Not Assigned. 86/06/22. Docketing & Services Branch Ip 
46011.213-46011:213. H 


8607070228 Comment supporting proposed rulo 10CFI150 ro emorgoncy plannng 8 
preparodnoss requ : remenls for nuclear powor planl fuol loading & Initial low power op- 
eravons. 

KlLCOYNE.M.R. Aff.laHon Not Assigned 68/06/22. Dockoting & Sorvlcos Branch ip. 
46017:305 46017:305. 

8807070238 Comment supporting proposed rule J0CFR5O re emorgoncy plannng & 
preparodness requirements lor nuclear power planl fuel loadmg & initial low power op- 
erations. 

YIN, MS. AIM-anon Nol Assigned 88/06/22. Docketing & Sorvices Branch. Ip 
46018:070-46018:078. 

8807070246 Comment supporting proposed rulo 10CFR50 ro emergency planning 8 
preparodness requirements lor nucloar power planl fuel loading & init-ol low powor op- 
erations 

CHAMPiGNEY.P.E. Affi’iation Nol Assigned. 08/06/22. Dockoting & Sorvlcos B'anch 
Ip. 46018:076-46018:076. 

8807070261 Comment supporting proposed rule 10CFR50 ro emorgoncy planning 0 
preparedness requirements for nuclear powor plant fuol loading & initial low powor op- 
erations. 

CASSIDY, T.C. Affljjaiior Not Assigned. BQ/08/22. Office of the Secretary of fho Com- 
mission. Ip. 46Ot0.O77-46Ol8.O77. 

8807070266 Commont supporting proposed rule 10CFR50 ro emergency p'anning A 
preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
erations. 

PERRY.A.J. Affiliation Not Assigned. 88/06/22. Dockollng & Sorvlcos Branch ip 
46016,079 46018:079. 



6007070274 Comment supposing proposed rule 1CCFR50 re emergency plan^.-g A 
proparorfnoss lOqu.remenls fer njclOQr power plant funl loading & in.hal low pcw6' op 
erot.ons 

ZOm.tA 0 Alfi'ialion Nol Assigned. 06/G6/22 NRC ■ No DulaieiJ A'Maiion Given 
ip 460 10.002 ■460 10 0fl2. 

■6007070278 Comment Support ng proposed ru’o 10CFR50 re omorgercy planning A 
p/oparodnoss roqu foments lor nuclear powo.' plant fuel loading & Initial low powo' op 
o.'aiions 

CALiCHON.L Affi'iat-on Not Assignod- 00/06/2 2 Dockolmg A Services Branch Ip 

46010 0B3-46018C63 

8007070289 Common! support ng prcpcsod ru'e 10CFR50 re emorcorcy plan^hg A 
p'eparodnoss roqu rorr.onts for n, clear power p’ant fuel loading A mit-al lew power op 
e rations 

OAViS.Dn Affiliation Not As3iynod 80/U6/22. Docketing A Sorvices Branch ip. 
46017 337-46017 337 

8007070295 Comment support.ng proposed rule 10CFR5O ro ©mcrgercy pfanrl'-g A 
p/eperodnoss requirements for nuclear power p ant luo* loading A fmhal low power op 
orations 

TtNEL.P L Aftnalion Nol Assignor! 00/08/22 Docket ng A Servicos Branch ip. 
46017.330-46017 338 

8007070301 Ccrnmonl support.ng proposed rulo 10CFR50 ro emergency planr'hg A 
preparednoss requirements fo' nucloar power plant fuel load ng A initial low powo' op- 
erations 

MURPHY.MC Aff nation Not Asso-nad 00/06/22. Dockoiiny & Services Branch ip 
46017 340-46017:340 

8007070306 Comment supporting proposed rulo 10CFR50 ro omorgoncy planning A 
preparodness requirements for nuclear power plant fuol loadng A initial tow powo' op 
era lions. 

ROJX.O P. Affiliation Nol Assigned 00/00/22. Docketing A Servicos Branch ip 
46017.341*46017 34\ 

8807070309 Comment supporting proposod rulo 10CFR50 ro omo-goncy piar.n ng A 
preparodnoss requirements lo* nucloar power plant fuol loadng A .nitia 1 tow power op- 
erations 

GAGNARR Affiliation Nol Assigned. 00/06/22 Docketing & Services Branch ip 

4601 1 077*4601 1.077. 

0807070319 Comment supporting proposod rulo 10CFR50 ro omorgoncy plQnn ng A 
preparodnoss roq.jlromenl9 for nucloar pewor planl fuel loadng A n.llai fow power op 
orations 

WAOLElGH.B. Aliriat-on Nol Assigned. 00/00/22 Dockot.ng A Services Branch 2pp 
46017.344-46017 345 

8807070327 Comment supporting proposod rulo 10CFR50 ro omorgoncy plann ng A 
preparedness roqjlromonta lor nucloar power planl fuol loadng A -nilia 1 tow power op 
o/o l ions 

FROLOJ R. Allilallon Not Assigned 00/06/22 Dockotmg A Services Branch ip 
46017:340 46017 340 

8807070328 Comment support ng proposed rulo 10CFR50 ro omorponcy plann ng A 
preparodnoss requirements for nucloar power ploni fuel loadng A .mlial fow powor op 
orations 

CARON.D A. Aflilatlon Nol Assignor) 00/00/22 Docketing & Sorvicoa Oranch ip 
46011001-46011 001 

8807070331 Comment supporting proposod rulo I0CFR50 ro omorgoncy plann ng A 
preparodnoss requirements lor nucloar power plant fuol loadng A millal tow powor op 
©rations 

WHITCOMB.C AfMlalion Not Ass good. 06/06/22 NRC • No Dotallod Affiliation 
Oven Ip 46017:347-46017:34 7 

8807070336 Commonl supporting proposed rulo 10CFR50 ro omo.'goncy plann ng A 
proparednoss roquiromonts lor nucloor powor plant fuol loading A initial low power op- 
erohons 

BUCHWAlO.S P Aff.liailon Not Assigned 60/00/22. Dockotmg A Servicos Branch 
ip. 46017 348 40017:340 

8807070337 Comment Supporting proposod rulo 10CFR50 ro omo/guncy plann ng A 
preparodnoss roquiromonts for nucloor power plant fuel loading A m.ilal low power op- 
erations. 

KOLONOSKI.D.E AfUiation Not Assigned 60/06/22. Docketing A Sorvices Branch 
Ip. 46018.004-46018.094 

6807070342 Comment supporting proposed rulo 10CFR60 ro omorgency plannmg A 

S aredness roquiromonts lor nucloor powor plnnl fuol toadmg A in.lial low power op- 
Ons 

JONES.R.E Affiliation Not Assigned. 00/06/22 Oockollng A Sorv.coa Branch Ip. 
46017:320-46017:320. 

8807070343 Commonl supporting proposod rulo 10CFR50 ro emergency p’annlng A 
preparodnoss roquiremonla (or nucloor powor planl fuol loading A ln:t'al low power op- 
erations. 

SCHRCIER.R.M AfMlalion Not Asslgnod. 00/06/22 NRC ♦ No Detai'ed Afll.ation 
Given. Ip. 46011:084-46011 084. 

8807070344 Commonl supporting proposod rulo 10CFR50 ro emergency planning A 
preparodnoss roquiromonts for nuefoor power plant fuol loading & initial low powor op- 
erations. 

DODGE.S.L Affiliation Not Asslgnod 80/06/22 Dockoting & Sorv.ces Branch, ip. 
46018.003-46010 093. 

8807070349 Commonl supporting proposed rulo 10CFRS0 ro omorgoncy plann ng A 
proparednoss roquiromonta for nuefoor powor plant fuol loading A initial low powor op 
©rations. 

MAILMOT.T. Affil ation Not Asslgnod. 00/06/22. Docketing A Sorvlcos Branch. 2pp 
46017 330*46017:331. 

6807070352 Commonl supporting proposed rulo lOCFRSO re emergency planmng A 
preparodnoss roquiromonts tor nucloar powor plant foot loading A initial tow power op 
©rations. 

U20TTE.R.G. Affi'iation Not Assigned 00/06/22. Docketing A Services Oranch ip 
46017.332-46017:332 


6BO707O354 Comment supporting proposed rule 1CCFR50 re emergency plonnng A 
preparodnoss roqui'ornonts for nuclear powor plant fuol load:ng & imtia 1 fow power op- 
erations 

CORMIERMC Aflihahon Not Assigned 80/06/22 Docketing A Sorvices Branch ip. 
46017.333*46017 333 

8007070355 Comment supporting proposed rule 10CFR5O ro omorgoncy p'anning A 
preparodness roaul/omenis for nuclear powor plant fue' ioadng A Inillal low power op- 
erations 

JULIAN.H.C. Alf.hat.on Nol Ass good 88/06/22 Docketing A Services Branch. 2pp 
46Q1 1 005 46011.006 

6007070367 Comment supporting proposed rulo 10CFR50 ro omorgoncy plann ng A 
preparedness roqui'oments tor nucloar powor planl fool foadng A Intel low powor op- 
erations 

RAFALOWSKI.J J AfMlalion Not Assigned 00/08/22. Docket ng A Sorvlcoa Branch. 
Ip 46O1C.C85 4BO10.OB5 

8807070361 Comront supponing proposed rule 16CFR50 re emergency planning A 
preparodnoss requl'emonls for nuclear powor plant fuel loading A Initial tow power op 
orations 

METEALF.E.T Afti lat on Not Ass - gnod 80/06/22 Dockotmg A Services Branch ip. 
46010 008 46018.080 

0807070363 Comr.eni supporting proposed rulo 10CFR60 ro emergoncy planning A 
preparodnoss roquiromonls for nue'ear power plant feel loading A Initial low powo' op 
orations 

OiGlACOf/O.R Affi ia:ion Not Assigned B0/O6/22. Dockot-ro A Sorvicos Branch, ip 
46010 007*46010 087 

0807070380 Commonl supporting proposed rule 10CFR50 ro emergency planning A 
preparodnoss roquiromonts for nuclear powor plant fuel loading A Initial low powor op- 
erations 

LUSSiER.R AfMalion Not Ass gnod 80/06/2 2 Dockot.ng A Sorv.ces Branch ip, 
46010 000-46010 090 

0807070301 Comrronl supporting proposed rule 10CFR50 re omorgoncy plann ng & 
propnradnoss roquiromonts for nuc'oar powor plant fuel load ng A Initial low power op- 
orations 

GODQOUT.n J Aftnalion Not Assignod 00/06/22. Dockotmg A Servicos Branch, ip. 
4031 7 360-4 6017 360 

0807070362 Commonl supporting proposod rule 10CFR50 re omorgoncy plannmg A 
proparednoss reqjiremonls for nuc'oar powor plant fuol load ng A inlol low power op- 
erahons. 

KEARNEY.J.J Edison Eloctrtc Inslliulo 00/00/22 CHILK,S. Office of tha Socroiary of 
iho Commission. 2pp. 4G01 0:00 1-46018 002. 

88070 70363 Commonl supporting proposod rulo 10CFR60 rn omorgoncy planning A 
preparodnoss roquroments for nuclear powor plant fuol loadng A in t<a> low power op- 
orations 

HINTON.W.U Affiliation Not Ass gnod 66/00/22. Docketing A Services Branch Ip. 
460 1 0.004-4 6010 004. 

88070 70307 Common! Supporting proposod rulo 10CFR50 ro omorgoncy planning A 
proparodnoss requ foments for nucloar powor plant fuol load ng A In kol low power op- 
erations 

PASCUCCl.C J. Affiliation Not Ass gnod 08/06/22. Docketing A Sendees Branch ip. 
40067:273-46067 273. 

8807070390 Commonl supporting proposod rulo 10CFR50 ro omorponcy planning A 
proparednoss requ foments for nucloar powor p’ent fuol load ng A amtial fow powor op- 
era t -ons 

ULREY.FI L Afhiation Nol Assigned. 08/06/22. Docketing A Sorvlcos Branch ip. 
4606 7 274-4 6G67. 2 74. 

8807070401 Commonl support ng proposod ru'e 10CFR50 ro emergency planning A 
proporodnofls roqu.ro men la for nucloar power planl fuo! loading A initial low power op 
oral ons. 

BECKLEY.B.P Affiliation Not Assigned. 0B/D6/22. Docketing A Services Branch, ip. 
46018.007 46010 097. 

88070 7 0 4 00 Comment supporting proposed rule 10CFR50 ro emergency planning A 
proparednoss roquiromonts for nuclea' powor plant fuel loading A initial low power op* 
orations 

PAULSEN.G E All-1 ation Not Asa-gr, ad 88/06/22 Dockollng A Sorvlcos Branch. 2pp. 
46018 090 4 6010 099. 

0807070413 Comment supporting proposed rulo 10CFR50 re emorgoncy planning A 
proparodness require mont9 tor nuclear powor planl fuel loading A initial low power op- 
erations 

FROST.RE. Affi'iation Nol Assigned. 68/06/22. Office ol tha Secretary of the Com- 
mission Ip. 46010 100-40010.100 

88070704 IB Common! supporting proposed rule 10CFR60 ro ©morgency planning A 
preparodnoss roquiromonts for nuclear powor plant fuol loading A Initial low power op- 
erations 

COUTURE.T.E. AH.llation Not Asslgnod. 00/06/22. Docketing A Services Branch, ip. 
46016 035-46010 035. 

8607070429 Comment supporting proposed rulo 10CFR50 ro emergoncy plann.ng & 
preparedness roqulremont9 lor nuclear powor planl fuol loading A inl»ol low power op- 
erations 

MUELLER.D R. Aff.liation Nol Assignod. 00/00/22. Docketing A Servicos Branch, ip. 
46016:072-4601B072. 

68070 70433 Comment opposing proposed rulo 10CFR50 re omorgoncy planning A pre- 
paredness roqx/iremontn for nucloar power plant fuot loading A Initial low power oper- 
ations. 

MOLLERF.. MOllER.C. Afl.llat on Not Assignod. 60/06/2 2. NRC • No Detailed A (fili- 
ation Given ip 460 10 070-4 60 18 €70 

6807070436 Commonl supporting proposed rule 10CFR60 re emergency planning A 
preparedness roquremonts for nuclear power plan! fuel toad.ng A tntllal low power op- 
erations 

HENRY.G.R. AfM.ation Not Assigned 60/06/22. NRC • No Detailed Affiliation Given, 
ip. 46010-102-46016:102. 



8007070440 Comment supporting proposed ru'd 10CFR50 to err.o'go'cy plan-i'-.g & 
preparedness roq», romon'a for rucloa' power pfanf fjef fcadng & ht&l fowp cwf?f op 
GraUo°s 

SE /MOUR M t Arf.l ahon Nol Assigned 68/06/22 Dockehng A Servcos Branch Ip 
46018 103*46018 103. 

0807070441 Commonl supporting proposed ru G 1CCFR50 re err,arqG''.cy p'anrr.g A 
preparedness requirements (o' nuc’ear power pianl fuel loadng & al io*v power op 
erat-cns. 

MOORE E M Aff iaiipn Mol Assigned 80/05/22 Cpckofmg & Serv ca$ Branch ip 
4601 8 C69 46018 069 

6607070445 Comment s-pporing proposed rule 1GCFR60 re emergency p'anaicg & 
prnparedncss roqj foments ter nuclear power p’ant fuel losing A ir.ll-e 1 low power op 
eralons 

NORACKt.JV/ AF :ie: on No: Assigned 88/06/2? isRC • No Doiai ed AH/iaiion 
Given ip 46010 104-4601 B 104. 

080707044 8 Comme*’! supporti-g proposed rule 10CFR50 ro emergency p'an-Kg A 
p*ep a redness recLiremorts for nuciea* power plant fuel ’oadny 3 initial low power op 
orations. 

SEYMOUR, 0 R. Alliiaticn Nol Assigned B8/06/22 Off.ce of t^e Secretary c? ihe 
Commjsscn Ip 46018 122-46018 122. 

8007070454 Comment support ng proposed ru e 1QCFR50 re emergency planning A 
prepaid ness roqu roment9 for nuclear power pianf 'jel lcad- r g A njfiaf fow power op 
orat-ons „ n _ „ w , 

COlERF. AMii at on Not Assigned 60/06/22 Oockelng & Services Branch ip 
46016:116*46018:116 

000707-0457 Comment supporting proposed fu!o 1CCFR50 re ornery oncy planning & 
preparedness requ.romonrs for r.uclear power p’ant tuo’ loadng A .n Hal low powor op 
erallons. 

HO DG DON .A D Aff.l-ation Nol Assigned 60/00/22. Docketing A Sorv.cos Branch Ip 
46016 C66-46016 CG6 

0007070460 Comment supporting proposed rule 10CFR50 ro emergency plen^-g & 
preparedness requirements !o: nuclear power plan? fuel load r.g & n’Hal low power cp 
©rations. „ 

MAKOWlCZ.M.J Affixation Not Assigned 83/08/22 Docketing & Servcos Branch 
ip 46010109 46018 109 

0807070462 Comment Support ng proposed ru'O 10CFRS0 re emergency planning & 
preparedness roqj foments fer nuclear power pianl fuol load r.g & mlifjl low power op 
eraiors. 

NICHOLS, WW AlMlancn Not Assigned D0/C6/22 Dockolirg & Services Branch. Ip 
46018 085*46018 005 

6807070463 Comment supporting proposed ru'o 10CFR50 re emergency planning & 
preparedness roqurorr.unts for nuclear power p'ant fuel load ng A nitiai low power op- 
o rations 

RYAN.P.L Aff hation Not Assigned 88/06/22. NRC - No Delailed AM hation Glvon 1 p 
46016 105 46016 105 

8807070465 Comment support ng proposed rule 10CFR50 re emergency planing A 
preparedness requirements lor nuclear power p'anl fuel load ng & mhal low power op- 
orations 

PRICE. K.E Aflilatfon Not Assgned 68/C6/22 Oockotirg & Servcos Branch ip 
46010 063*46010:063 

8807070486 Comment supporting proposed rule 1QCFR50 ro o.mo money plan-hg & 
preparedness roquirerrents tor nuclear power plaii f j al load ng & nfiial low power op- 
orations. 

' Afiil.&Kon Not Assigned 88/C6/2 2. Docket.ng A Servico9 Branch ip 46018.106* 
46016 106. 

8007070468 Comment supporting proposed rulo 1CCFR50 re emergency planning A 
preparedness requirements tor nuclear power plant fjel load ng & miiia* low powor op 
orations 

TOOLE.M F Aff Hal on Not Assigned B8/06/22 Dockeimg A Services Branch, ip 
46018 038-46018 030 

80O7O7O4B9 Common! support ng proposed rule 10CFR50 re emergency p'anmng A 
proparodnoss reqj.rements for nuclear power plant ijel load ng & iniTia' low powo' op- 
orat.ons. 

BENNETT .M A. AfilaFon Nol Assigned 08/06/22. Dockotng & Services Branch Ip 
46018065*46010 055 

6807070494 Comment supporting proposed ru'o 10CFR50 re omorgoncy plannng & 
preparedness requirements for nuctea' power plant fuel load ng 8 inliai low power op 
orations. 

SHEFPERD.J.K. Alfi'iatlon Not Assigned. 88/00/22. Docketing A Sorvicos Branch, ip. 
4601B 1 15 46010:1 15. 

8807070497 Comment supporting proposed ru'e 10CFR50 ro emo.'gency planning A 
pieparednoss requi-romenis tor nuclear powor plant fuel loading & in llal low powor op- 
erelions 

MARBLE, RE Alfi'ialion Nol Assignor! 88/06/2 2 Docketing A Services Branch ip 
46010 1 12*46018 1 12. 

8807070499 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power p'ant fuel loading A initial low power op- 
erations 

AUNE.JE. Affliction Not Ass-gned. 80/06/22. Dockeimg A Services Branch ip 
46010:1 10-40016:110. 

B0O7O7O5OO Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & in.tial low power op- 
erations 

MOHREALE.C. Affi'iahon Not Assigned. 88/08/2?. Docketing A Services Branch, ip 
46010:111-48018:111. 

8007070502 Common! supporting proposed rule 10CFR50 ro emergency plann.ng A 
preparedness requirements for nuclear power plant fuel loading A In Mq| fow powor op 
orations 

PARADIS. M G Affiliation Not Assigned 80/06/22. Docket ng A Serv.ces Branch, ip 
46018 113-46018 113 


6607070503 Comment support.ng proposed rule 10CFR50 ro omorgorcy pfanr.ng & 
p'epsrafnos s requ re/ronis /or nudoar power pianl fuel lOAd.ny A n-f al low power cip 
erahens 

RANO.T L Affiliation Not Assigned 80/06/22. Oockot.ng A Servcos Broken ip 
46016 114-46018 114 

6807070504 Comment supporting proposed rulo 10CFR50 re emergency ptfliv.cij A 
p-oparedness requremonts fer nuclear powor pianl fuel loading & in t:al low pewor r;> 
eral-cns. 

BODCH.DJ AUiiaicn Noi Assgned 88/06/22 Dockeimg 8 Servvcos Brnnzn pp,-> 
46018 117.46018 118 

6807070506 Ccmmonl supporting proposod rulo 10CFR50 re omorgorcy p a'M.,i.g ^ 
p'Oparndnass requ rem.enls lor nuclear powor plant fuel loading A in I al low pewor c:> 
eralicns. 

KOYE.DH Affiliation Not Assigned 80/CG/P2 Dockeimg A Sorvicns Branch ip 
46018 119-46018 119 

6B07070508 Commenl supporting proposod ru'o 10CFR50 ro emcrgorr:y p 'nr rny ^ 
p'eparo^ness roqu remonts for nuclear power pianl fuol loading & in-i ; al low po^or op 
oral.cns 

t # ANlFFV.F Affiiotlon Not Assigned 88/06/22 Dockoling A Sorv cos Flrarrh ip 
46010 120 46318120 

6807070510 Commenl supporting proposod ru'o 10CFR50 ro emergor.cy plar.i.mq & 
p/eparednoss requ rorrents for nuclear power pianl fuel toedmg A m.f«f fow po^iv r,» 
options. 

UECES.FIH Altihat cn Not Assigned 88/06/22 Dockoimg A Sorvicus Branch, ip 
460 1 8 121-40018:121 

0BO71 20137 Commonl opposing proposed ru'o 10CFRG0 ro emorgoncy p'annng A 
parodnoss roq^l'omenis for nuclear power plant fuel load ng A fniilni low powor rpc- 
alions 

HfLLSO.E. Afftfafon Mof Asamnecf 88/06/22. CN/LK.Sd OfUcn of Ihe Su./ofaiy c* 
the Commission ip. 46105 100-46105 100 

0807120149 Comment opposing proposod ru'o 10CFR50 ro omorgoncy p'orming A pnj 
parndnoss roq^iromonls for nuclear power p'ant fuel load no A initial low powc 
operators Easting safoty requirements olroady criminally iftrnodoa'O 
LODER.JE Alfi'lalion Not Ass gnod 00/00/22 CHILK.S J Otlico Of Iho Sncrolury c,l 
tho Commission 4pp 46105. 101-40105.105 

8807120169 Comment supporting proposod rulo 10CFR50 fO omergnney f)!tt'inr-g A 
preparedness roqu rerr.ents for nuclear powor plant firol loading & Iriltia 1 lew powor op 
orat-o-ns. 

GEAGHAN.DF Afhlialion Nol Assigned 08/00/22 Dockoi-ng & Sorvicus Brancli Ip 
46105 107-46105107. 

08O712O4B6 Commonl opposing proposod rulo 10 CFR &0 ro omorgoncy plann'ng A \ o 
parodness requirements for nucloar powor plant fuel loading A mihaf hw powor opi.». 
aliens. 

HUMPHnaY.GJ Sonofo. 80/00/22 CHILK.S J. OJflCG Of iho Sncrolnry ol iho Cr-r 
miss on 3pp 46105 137*46105:130. 

6007180002 Ccmmonl supporting proposod rulo 10CFR50 ro omorgoncy plain r.y A 
preparedness requirements for nucloar powor plant fuol loadng A initial low power op 
o:e*. on s 

WALTER.C.E. AffJiation Not Asslgnod 88/06/22. Dockoing A Snrv.ces Ornrtch ip 
46101O5B 46191:058. 

8807200262 Commonl supporting proposod rule 10CFR50 ro omorgoncy plarr.lng A 
proparodnoss rcquiromonls for nuclear powor plant fool loadng A inill.nl low 
oporatens Economic dovolopment will stagnato w/o facility 

TAYLOR. M A Afli'iation Not Assigned 88/06/22. Oockot.ng A Sorv.cos tfrar.ch ?p;> 
461 04.037*40 194.038. 

8007010562 Commonl supporting proposod rulo 10CFR50 ro omorgoncy pleiu.mg A 
proparodneas requirements for nuclear powor plant fuel loadng A ifm-al low po^ur c? 
orations 

HAWKES.C.L. Alf-kation Not Asslgnod 80/00/23 Dockoling A Sorvicns l!r«ri:h ip 
45093:1 10*45993. 1 10 

8007010604 Comment supporting proposod rule 10CFR50 ro omofQon.cy plnr.r.ir.g 4 
pro parndnoss roquiremonls for nucloar powor plant fuol loadng A i/vtiol low py*i>: op 
orallons. 

FRECHETTE.R Affiliallon Not Ass gnod 08/00/23. Dockoling A Sorvicos Rrm,cli ip 
45993.203-45903:203 

8807010689 Comment supporting proposed rule 10CFR50 ro omorgoncy pianvg 6 
proparodnoss reQu rorr.onls for nucloar powor plant fuol loadng A in-iial lo-Tv f>owor op 
eratlons. 

GLYNN.B M AIM atlon Not Assigned. 00/00/23. Office of the Socrotary ol tlio ^ 
mission ip 45994,068 45994.068. 

8607010706 Comment supporting proposed rulo 10CFH50 ro omorgoncy plann-ng A 
proparodnoss roqu’rsments for nuclear power plant fuol loadmg A in lial low flower up 
eraiion9. 

* AMiiat«on Not Assigned 08/00/23. Dockoling A Sorvicos Branch, ip 46991 004 
45904 064 

8807010715 Commonl supporting proposod rule 10CFR50 ro omorgoncy p'ar.nrrg A 
proparodnoss requirements for nuclear power plant fuel load-ng A in llal low power op- 
e/at-oas. 

* Aff liation Nol As 9 lQnod. SQ/06/23. Oockoling A Sorvicos Branch, ip. 46994 04/ 
45994:047. 

800701073} Commenl supporting proposed rule 10CFRS 0 ro omcrponcy p.'aru-^fi^ B 
preparedness requirements for nuclear power plant fuel loading A iniial low |>o*er op 
orations. 

OKEEFE.M. Affikat'On Nol Asslgnod. 88/06/23. Docketing A Serv.ces Branch Ip 
459B9 106-45989 186. 

8807010734 Comment supporting proposed rulo 1OCFR50 ro emorgoncy p'ar.n-rg A 
preparedness requirements for nuclear powor plant fuel loading A in.lial low po*or c-p- 
or aiions 

THOMPSON, T.M. Affiliation Nof A93 gned. 88/06/23. Docketing A Sorvicos B-d/Kh 
ip 45993.205 45993 295. 



8807050039 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Im’-el low pownr op* 
©rations. 

MCARTHUR, M.W., MCARTHUR.l G. Affiliation Nol Assigned. 00/06/23 Dockot.ng & 
Services Branch. Ip 45095.213 45995 213. 

8807050041 Comment supporting proposed rulo 10CFR60 ro emergency p’annng & 
preparedness requirements for nucfeer power p’ant fuel loading & Initial low power op- 
erations 

FINN’GAN.J. Affiliation Nol Assigned. 60/06/23. Docketing & Services Branch, ip 
46995-214-45995*214. 

8897050040 Comment supporting proposed ru'o 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & In t«a1 low power op 
orations. 

LEARY,P. Affiliation Nol Assigned. 06/06/23 Docketing & Services Branch ip 
46995:216 45995:216. 

8807050047 Comment supporting proposed rule 10CFR50 re emergency plannng 8 
preparedness requirements for nuclear power plant fuel loading & imval low powor op- 
erate ns 

RILEY.SM. Affiliation Not Assigned. 60/08/23. Docketing & Services Branch, ip 
45995 217-45995:217. 

8607050051 Comment supporting proposed rule 10CFR50 ro emorgoncy planning & 
preparedness requirements for nuefear power plant fuel loading & initial low power op 
stations. 

WORKMAN, M.K, AWleiion Not Assigned 68/06/23 Oockoting & Services Branch. 
Ip. 45995:218-45995:216 

8807050052 Comment supporting proposed ru!o 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel load ng A In tial low power op- 
erations. 

ASCANIO.R Affiliation Nol Assigned 80/00/23. Docketing & Servicos Branch ip 
45995 210 46995:219 

8807050054 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & In t>al low powor op- 
erations. 

SATTERFlElO.M. Affiliation Not Assigned 80/06/23. Oockoling & Sorvicns Branch 
Ip 46905-221-45095:221 

8807050056 Comment supporting proposod rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A imiial low powor op- 
erator 

BROWN, C Affiliation Nol Assigned 60/06/23 Dockotlng & Servicos Branch. Ip 
45995:222-45995 222. 

6807050060 Comment supporting proposed rulo I0CFR50 ro omemoncy plannng & 
preparedness requirements for nuclear powor plant luol loading A initial low power op- 
erations 

GlLBERTO.O.G. Affiliation Not Assigned 00/06/23 Docketing & Sorvicos Drench, ip. 
45995 223-45995:223. 

6807050069 Comment supporting proposod rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel load ng & Initial low powor op- 
erations 

GUILBERT.N.E Affiliation Nol Assigned. 00/06/23 Dockotlng A Services Branch ip. 
45995:227-46995:227. 

8807050079 Comment supporting proposed rulo 10CFR5D re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A [nmol low powor op- 
erations 

AIELLO.K.M. Affiliation Not Assigned. 68/06/23. Docketing & Sorvlcog Branch ip. 
45995:230-45995:230. 

8607060089 Comment supporting proposed rule 10CFR50 ro omorgoncy plann.ng A 
preparedness requirements tor nuclear powor plant fuel loading & Initial low power op- 
erations 

GERflISH.D.R. Affiliation Nol Assigned 88/0B/23. NRC - No Dotailod Alhlal-on 
Given Ip. 45905.233-45995:233. 

8807050093 Comment supporting proposed rule 10CFR5Q re emergency planning A 
preparedness requirements for nuclear powor plant fuel loading & lnt>al low power op- 
erations 

TARMY.E A. Affiliation Not Assigned. 00/06/23. Docketing & Servicos Branch ip. 
45995 235*4 5965*235. 

8807060095 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial low powor op- 
erations. 

HANLEY. M A. Affiliation Not Assigned 88/06/23. Docketing & Services Branch, ip. 
45999.330 45999:339. 

0007050106 Comment supporting proposed rufo 10CFR60 re emergency panning A 
preparedness requirements tor nucloar power plant fuel loading & initial low powor op- 
erations. 

* Affiliation Nol Assigned. 06/06/23. Docketing A Services Branch, ip. 45999:340- 
45909.340. 

9807050110 Comment supporting proposod rule 10CFR50 re emergency plann'ng A 
preparedness requirements for nuclear power plant fuel loading & initial low powor op- 
erates. 

HAM.H., HAM,S. Affiliation Not Assigned. 80/08/23. NRC ♦ No Detailed Affilation 
Given. IP. 46999:341*45099:341. 

8807060122 Comment supporting proposed rule 10CFR50 re emergency plann'ng & 
preparedness requirements for nuclear power plant fuel load-ng & initial low power op- 
erations. 

JAS1NSKI.M. Affiliation Not Assigned. 08/08/23. NRC - No Delsllod Affiliation Given 
Ip 45995 212-45905 212 

8607050132 Comment supporting proposed rule 10CFR50 ro emergency planning A 

S aredness requirements for nuclear power plant fuel loading & initial low power op* 
ons 

GA3NEPAIN.S J. Affiliation Nol Assigned. 88/06/23. Docketing & Servicos Branch 
Ip. 45906:203-45995:203. 


8807050140 Comment supporting proposed mlo 10CKR50 ro emergency planning A 
preparedness requirements for nue’ear power plant fuel foadmg 8 in't.gl low power op- 
erations 

TARDIF.L. All.hation Not Assigned 00/06/23. Docketing & Services Branch, ip 
45999:342-45999.342 

8807050160 Comment support ng proposod rule 10CFR50 ro emorpency planning & 
proparednoss requirements for nucloar power plant fuel load ng A in.t oi low powor op- 
erations. 

ENQDERG.B. Affi'iat on Not Assigned 80/06/23. NRC • No Detei'ed Affiliation Given 
tp. 45995:193 45995:193 

8607050177 Comment supporting proposed n/o 1OCFR50 ro emorgoncy p’anrung & 
preparedness roqu rernenls for nuclear powor p'anl fuel loadng & imiial low power op- 
erations. 

VINCENT.CJ. Affi'iat on Nol Ass gned. 89/06/23. Docketing 4 Services Branch ip 
45992:003 45992 093 

0807050 1 34 Comment supporting proposed rule 10CFRS0 ro emergency planning A 
preparedness reqjlremonts for nuclear power plant fuel loading & initial low power op- 
erations. 

WOOD.J.H. Affiliation Not Assigned 80/08/23. Dockoimg A Services Branch, ip 
45992:096 45992 096 

8807056193 Common! supporting proposed rulo 1GCFH50 ro emergency planning & 
preparorfnosg requirements let nuclear power plant fuel load ng & In Lai low power op- 
erations 

LORD.M Affiliation Not Ass gned 86/06/23. Docket ng & Sorv cos Branch, ip 
45992.101-45992 101 

6607050212 Comment supporting proposed rufe 10CFR50 ro emergency plarnng & 
preparedness requirements for nuclear power plant fuel loading A In'tal low power 
oporat ons.ll9ts reasons for support Asserts plant capacity could ehmnate concerns 
CASEY.T.J. Affiliation Not Assigned 0B/06/23 Docket ng & Servicos Branch, ip 
45992 1 13 45902 1 13. 

8807050218 Common! supponmg proposed rule 10CFR50 ro omergency planring & 
preparedness roqjiremontB fo/ nucloar powor plant fuel loading & Initial low powor op* 
eralions. 

DINEEN-TOMASlNt Alfiharon Not Assignod. 88/06/23. Dockot:ng A Servicos Branch. 
Ip 45992 114-45992 114. 

8807060217 Common! supporting proposed rulo 10CFR50 re ornorgoncy planning & 
propnrotlness requlromonls for nucloar power plant fuol lood-ng & Initial low powor op- 
orations. 

* AtMlailon Nol Ass good 03/06/23 Dockotlng A Sorvlces Branch Ip 46092.115- 
45092:115 

8007050248 Commonl supporting proposed rulo 10CFR50 ro omorgoncy plannng & 
propnredno99 roqu romont9 for nuc r ear powor plant fuol loading A in.tlal low powor op- 
erations. 

MELCHIORRE A A. Alli'lnilon Nol Assignor! GQ/OO/23 Dockotlng A Services Branch 
Ip. 45992. 133-45092 133 

8007050251 Commonl supporting proposod rule 10CFR50 ro omorguncy p'annlny & 
proparGcJnoss roqjiromonl9 for nuclear powor plant fuol loading & initial low powor op- 
oralions. 

GASS.WA AMi'latlon Nol Ass gnod. 88/06/23 Docketing & Sorvico9 Branch ip 
45092:135-45992.135. 

8607060259 Comment supporting proposed rulo 10CFR50 re omorgoncy planning & 
proparednoss requirements far nuclear powor plont fuel loadng & initial low power op* 
eralions. 

LAZ2ARA.A M Affiliation Not Assigned. BB/06/23. Docketing & Services Oranch. Ip 
45092:139-4 5992:139. 

0007050300 Commonl supporting proposed ru'o 1-0CFR50 to omorgoncy planning A 
proparednos9 requlromonls for nucloar powor p'ant luol loading A In.llal low powor op- 
erations. 

KUSELY.H.E. Affiliation Not Assignor!. 00/06/23 Docketing & Servicos Branch Ip. 
45995O7O-4 5905O7O 

6807060314 Comment supporting proposed rulo 10CFR50 ro omorgency plannng & 
proparednoss requirements for nuclear p-ower plant fuel loading A initial low power op- 
erations. 

' Aifi muon Not Assigned. BB/06/23. Docket'ng & Services Branch, tp. 45902.OB9* 
45992 069. 

800706032 1 Comment supporting proposed rule 1OCFR50 ro omorgoncy planning A 
preparodnoss requirements for nuclear powor plant luol load ng & in tial fow powor op- 
erations. 

WELLS. J.J. Affilation Not Assigned. 80/06/23. Dockot-ng & Sorvicns Branch. Ip 
45995 074-45995.074. 

0607050426 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparodnoss requirements for nuclear powor plant fuol loading A Initial low power op- 
erations. 

* Affiliation Not Ass'gnod. 80/06/23. NRC - No Dota-lod Affiliation Given ip. 
45995 013-45995.013. 

8807060428 Comment supporting proposed ru’e 10CFR50 ro omerponcy plannng & 
preparedness requirements lor nuclear power p’ant fuol loading & Initial tow power op- 
erations. 

LANE.R. Aflihallon Not Ass : gned 88/00/23. Docketing A Services Branch, tp 
46009 226-46009:226. 

8807050428 Comment supporting proposed rula 1OCFR50 ro emergency pfenning & 
preparodnoss requirements for nuclear powor plant fuel loading & initial low power op- 
erations. 

DINEEN.J. Alfiliation Not Assigned. 60/00/23. Oockelmg a Sorvicos Branch ip. 
45995:014.45995.014. 

B807050472 Comment supporting proposod rule 10CFR50 ro omergency planning A 
preparedness roqu ! remonts for nuclear powor plant fuol loading A initial low power op- 
erations 

CIANCU. Affiliation Nol Assigned 88/06/23. Office of the Secretary of the Commis- 
sion, 2pp. 45999:360-46999:361. 



8807050504 Comment support ng proposed rule 10CFR50 re emergency plain ng A 
preparedness requi foments for nuclear power plant fuel loadng & irit.al low power op- 
erations. 

• Affuat'on Not Assigned 80/08/23 Oockoting A Serv.ces Branch ip 45999:203- 
45999283. 

B8 070505 19 Comment supporting proposed ru'e 10CFR50 ro emergency plannng A 
preparednoss req , j.rGme'’.is for nuc'oar power plant fee! load r.g & ipjt al low power op- 
eretoni 

ST RICK LAN D,R G. Afl.l ation Not Assigned 80/06/23. Docketing & Services Branch 
f p. 4 WO 040-46000.040 

8807050523 Comrr.onl supporting proposed rule 10CFR50 re emergency plannng A 
preparedness requirements for nuclear power plant fuel loadng 8 initial low power op- 
erations 

WILSON, K. Affiliation Net Assgned. 68/06/23. Dockeing A Services Branch, ip 

46009 227-46009:227. 

BB07050S47 Comment gupporl ng proposed rule 10CFR50 re emergency planning A 
preparedness requ.rements for nuclear power plant fuel loadng & Iniiiai tow powor op- 
era! on$ 

BASS.S. Affiliation Not Assgr.ed 8B/OQ/23 Docketing A Services Branch, ip 
46000 038*46000 038. 

8807060531 Comment supportirg proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nudea' pewor plan! fuel loac.ng & initial tow power op- 
orations 

KEI2ER.R. Affil ation Not Assigned 68/06/23. Docketing A Services Branch. Ip 

46010 236-46010 236 

8807060556 Comment supposing proposed ru’e 10CFR60 re emergency planning A 
preparedness requ foments for nuc’oar power plant fuel (oad.ng A initial low power op- 
erations. 

• Alfi’iaucn Not Assigned 88/06/23 Dockei ng A Servces Branch Ip. 46010.234* 
46010:234 

8807060584 Comment support ng proposed ru'e 10CFR50 re emergency p'anmng A 
preparednoss reqj-remenls for nuclear power plant fuel loading A initial ( ow power op- 
erations 

NELSON.P.C. AfU.at:on Not Assigned. 88/06/23 NRC * No De'a lod Aff.llation Given, 
ip 46010:231*46010 231. 

8807060587 Comment supporting proposed rate lOCfRSO ro omorgency p'ann.ng A 
preparedness requrerr.enls for nuclear power p'ant fuel loading A initial low powor op- 
erator , 9 

LEVESQ'JE.N.T , LEVESQUE.C R Affiliation No! Assigned 80/06/23 Docketing A 
Sorvices Branch, ip 46010 230-46010 230. 

8807080800 Comment supporting proposed rule JDCFB50 ro emergency pJannng A 
preparedness roqu foments tor nue'ear power plant fuo! loading 8 iniiiai tow power op- 
erations 

GEHAKE.I.. AlfiliQ! gn Not Assigned 88/06/23 NRC * No Detailed Affi'lation Glvon 
Ip 46010 226-46010 226 

8807060604 Comment suppori.ng proposed rule 1OCFR50 ro emergency planning A 
preparednoss requirements for nuclear power plait fuel loading A Initial low power op- 
erations 

SAVAGE. RW. Affhaion Not Assigned 8B/O0/23 Oocketng & Sorvices Branch tp. 
40010 225*46010 226 

8807060007 ConrvnGnl supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for roc fear power p/ant tool foadfig A rnrf/af few power op- 
eration. 

CORTON.JE Affiliation Not Ass-goad. 80/C6/23 Dockobng & Services Branch Ip 
46010.223 46010 223 

8807060608 Comment supporting proposed ru'o IOCFR50 ro emorgcncy planning A 
preparedness requirements lor nuclear power plant fuel loading A Initial low power op- 
erations. 

BROTHEnTON.R Affil ation Not Assigned 08/06/23 Docketing A Services Branch, 
ip 400 10:222-400 10:222. 

8807070006 Comment support ng proposed rule 10CFR50 ro emergency planning A 
preparedness requirements fer nudea' power planl fuel loading & iniiiai low power op- 
erations 

f LAHARDY.C. Alf/lation Not Assigned 88/06/23. Docket ng & Services Branch, ip. 
46010 322*460t0 322. 

8807070014 Comment supporting proposed rule 10CFR50 ra emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
eraitofts. 

FLAHARDY.D. Att'l alien Not Assigned. 08/06/23. Dockeing & Services Branch, ip. 
46010 319-40010:310 

8807070062 Comment supporting proposed rule 10CFR50 re emergency p'annlng A 
preparedness requ remenl 9 for nuclear power plant fuel loading & im'-ai low power op- 
erations 

LENTZ.E S. Affiliation Not Assigned. 88/06/23. Docketing & Sorvices Branch ip 
46017.294-46017:294. 

8807070065 Comment support ng proposed rule 10CFR50 re emergency panning A 
preparednoss requirements for nuclear power plant fuel loading & mrt al low power op- 
erations. 

SfMQNSON.S.C. A ff if effort Not Assigned. 80/06/23. Docketing & Services Branch 
fp. 46010.310 46010.310. 

8807070068 Comment supporting proposed rule IOCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel foad ng & initial few power op- 
erations. 

MCCaBE.P.D. Affiatlem Not Assigned. 68/06/23 Dockeing & Services Branch to 
46010.309*460 1 0:309. V 

8807070082 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for mrc'oar power plant fuel loading A infi.al low power op- 
era! ions. 

HICKOK.RE. Affiliation Not Assigned 80/06/23. Dockeing & Services Branch ip 
46010:306 46010:308. 


8007070090 Comment supporting proposed ru'o 10CFR50 ro emorger.cy p'orrihg £ 
preparedness requ rements for nuclear power plant (gel loading & intial low powc' op- 
erations 

GOULD.G W. Affiliat.on Not Assigned 88/06/23. Docketing & Services Brorch tp 
46010 306-460 f 0 306 

8807070097 Commenl support, ng proposed ru'o 10CFR50 re emergency p'arn'tg £ 
preparedness roqu : romonts for nuclear power planl fuel loading & initial low power op- 
erations 

MCCARTHY,M.P. Affiliation Not Assigned. 80/06/23. Docketing A Services Sraac 
Ip. 460)0 305 460 JO 305 

8807070104 Comment supporting proposed rulo 10CFR50 ro omorgorcy plannng £ 
preparedness requirements for nuclear power planl fuel loading A initial low power o;- 
eraiions. 

SAMSTAG.S S. Affiialion Not Assigned. 80/06/23. Docketing A Serv.ces Branch ip 
46010304.46010.304 

8807070107 Comment supporting proposod rulo 10CFR50 ro emergency plannng j 
preparedness requirements for nucloar power planl fuol loading A initial low pewo.' c? 
eraiions 

WRIGHT.R.v. Affiliation Not Assigned 80/00/23. Dockotlng A Sorvco9 Branch ip 
46010:303-46010 303 

8007070112 Comment support'ng proposed rule 10CFR50 ro emergency plannng a 
preparedness requirements for nuclear power planl fuel loading A Initial low powc f op 
eraiions 

GARSKI.J.P Affi'iaiion Not Assigned 00/06/23 Dockot-ng A Services Branch ip 
460 1 0 : 3 02- 460 1 0 302. 

8007070115 Comment supporting proposod rulo 10CFR50 ro omorgency p'arrr.gA 
preparedness requirements for nuclear power planl fuol loading A Initial low powor op 
eraiions. 

• Alfilial.on Nol Assigned 08/00/23. Dockotlng A Serv.ces Branch ip. 46010 331 
46010.301, 

8007070122 Comment supporting proposed rule 10CFR60 ro omorgency p'or.r ng £ 
preparednoss requirements for nuclear power planl fuol loading A imhai low power op- 
erations 

PR ANT IS ,J P Affiliation Not Aseignod 80/00/23. Dockotlng A Sorv.co9 Branch ip 
46010 300-46010.300 

8607070124 Commenf supporting proposed rule I0CFR50 ra emergency pftir.r ng 6 
preparedness requirements for nuclear power plant fuol loading A initial low power cp- 
erations. 

FANNING ,R K. Affiliation Not Assigned 06/00/23. Dockotlng A Sorvices Branch ip. 
460 10.290*460 10.299 

880707CH41 Comment supporting proposed ruJo 10CFR50 ro om aponcy plowing A 
preparedness requirements for nuclear powor planl fuol loading A filial low power op- 
erations. 

JANSEN.D M. Affiliation Nol Assigned 08/00/23 Dockoling A Sorvices Bmnch tp 
46011:209-46011:209. 

0807070146 Comment supporting proposod rulo 10CFH50 ro omomnney pUmi’g £ 
preparednoss requirements for nuclear powor plant fuol loading A initial low power cp 
eralons. 

DESMOND.J.C. Affi'lation Not Assignod 08/00/23 Oockoting A Seivices Branch tp 
46011:210-46011:210 

0807070160 Comment supporting proposed rulo 1OCFR50 ro omomor.cy planing & 
preparedness naqufr'amanfg for riuc/oor power pfanf fuot /Parting A fnfifaf taw pow*’r op 
eraiions 

TILDEN.R C Atf.hotlon Not Ass’gnad. 08/00/23. Docketing A Services Breech, ip- 
46011:087*46011:007. 

0807070104 Commont supporting proposed rulo 10CFR50 ro emorger.cy plannng 8 
preparedness requirements lor nuclear power plant fuol loading A imjJaJ low po we* op- 
erations 

• Aff.llation Not Assigned 08/06/23. Docketing A Sorvices Branch. 2pp 46017:206- 
46017 299. 

8807070260 Comment supporting proposed rulo 10CFR50 re omorgor.cy flanr^ A 
prapatednesa requirements for nuclear power planl fuol toad.ng A imlial low powe' o*> 
erations. 

0RAMBILLA.M.A. Affiliation Not Assigned. 88/08/23. Docketing A So'v.ces Bra%h. 
ip. 46010:080 46010:060. 

8807070267 Comment supporting proposed rulo 10CFR50 re omorgency planrrg A 
preparedness requ rements for nuclear power planl fuel loading A Initial low poivgr op- 
era l/ons. 

BEASLEY, B. Affiliation Not Ass gned 88/06/23. NRC • No Dotailod Alfil.al on Gven 
Ip. 46024:365-46024:355. 

8607070289 Comment supporting proposed rulo 10CFR50 ro omorgency p’ar.ning 6 
preparedness requirements for nuclear powor plant fuol loading A Intial low power op- 
erations 

SLEMP.P.W. Affiliation Not Assigned. 80/00/23. NRC ♦ No Dotailod Affiliation G\o" 
Ip. 46018:001-46018.081. 

8807070305 Comment supporting proposod rule 10CFR50 ro emergency p'arnirij A 
preparedness requirements tor nuclear power plant fuol loading A inil-al low power 0 ? 
erations. 

CLEMENCE.J.B. Affiliation Not Assigned. 80/06/23. Docketing A Services Brarch. Ip 
46010:360-46010:360. 

6607070313 Comment supporting proposed rulo 10CFR60 ro emergency plann-ng 0 
preparedness requirements for nuclear powor pfant fuol loading A Initial low power op- 
erations. 

JAS/N$K/'G.l. Afmtlon Not Assigned. 6B/00/23. NRC * No Oefo.fod Affiliation Given 
Ip. 46017:342*46017:342. 

8607070316 Commenl supporting proposed rulo IQCFR50 ro omemoncy planning ft 
preparedness requirements for nuclear power plant fuel loading A initial tow power op 
aral'ons. 

PlNSfACE,R.P Affillalion Not Assigned BB/06/23 Dockoimg A Son/Jcr>9 Branch. Ip 
46011:070-46011:070. 



0807070321 Comment supporting proposod rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading A Initial low power op 
oral ens 

WALLACE D G. Afli'iation Not Assignor! 08/06/33. Docketing & Services Branch Ip 
4601 1.079*4601 1.070 


8807070516 Commoni oppos:ng proposed ru‘e 10CFR50 re emergency planning & pre- 
paredness requirements lor nuclear power p'am feel load ng & initial 'ow power oper- 
ations 

LORD.W S. Amesbury, MA. 88/06/23 CHILK.S J Office ol the Secreiary of Me Com 
mission ip 46018.124-46018 124 


6B07070325 Comment supporting proposed rulo 10CFR50 ro omorgency p’annng & 
preparedness requirements for nuc'oar power plant fuol loading A nliial tow power op- 
erations 

• Atfnalion Not Asslynod. 80/08/23 Dockoling & Services Branch ip 4601 1080- 
4601 1080 


6B07070S28 Comment supposing proposed rule 10CFR50 te emergency piannng & 
preparedness reqj rements for nuclear powe' plant fuel loadng & initial lew power op- 
erations 

JUrtGELON.E, JURGEION.L. JUFtGELON.J Aft.iatcn Not Assigned F8/06/23 
Docketing & Sen/.ces Branch Ip 46018.123 46018.123 


8007070326 Comment supporting proposod ru’o 10CFR50 ro orrorgor cy planning & 
preparedness roqu remonts for nuclear power plant tool londng A Inial low power op 
erations 

• AM l ation Not Ass ; ynod B0/06/23 Dockoling & Sorv.ros Branch ip 46024 053- 
46024 351. 


8807110259 Comment opposing proposed ru'e 10CFR50 re emergency plann-ng & pre- 
paredness requirements for nuclear power plant fuel loadng & initial low power 
operations Changes would significantly weaken level of publ c protection 
RICHARDSON. D E Employee’s Legal Project 08/06/23 NRC » No Oeia ’ed Attrition 
Given tOpp 46101 121-46101.130 


0807070338 Common! supporting proposod rulo 10CFH50 ro omorgoncy p’annng & 
proparodnoas requirements (or nucloar powor plant fuel loading A initial tow power op- 
erations 

STANLEY J A Alfi'iaiion Not Assignod 00/00/23. Docket ng & Sorv.ces Branch Ip. 
46011 083*40011003 


BB07120277 Comment opposng p-oposed rule 10CFR50 re emergency planning & pre- 
paredness requ Yemenis for r.uc'ear power plant fool loadng & mtial ‘o« power 
operations Proposal wil fatten util purses whre sacrificing pubi c wellare. 

WORSE. G Affi’ialion Not Ass-gned. 08/06/23 CHILK.S J Oltco of the Secretary of 
the Commission Ip 461D5 129-46105 129 


8B0707034B Comment supporting proposed rulo 10CFH50 ro emergency planning & 
preparedness roquromonls for nuc'oar power p'ant fuol loedmQ A inlt al low powor op- 
erations 

STORY.J. AfMielion Not Assorted 60/06/23 Dockoftng & Sorvlcos Branch ip 
460 18.009-460 10.080 

0007070360 Commont opposng proposod ru'o 1DCFR50 ro omorgoncy planring & pre- 
paredness roqu romnnls for nucloor powor plnnt fuol load ny A initial low power oper- 
ations ^ ^ 

RICCIO.J P Nucloar Information & Rosourco Sorvlco 88/06/23 CHILK.S Ollice Of 
iho Socrotory of Ihe Commlsson. 14pp. 46018.021-46016 034 

8807070371 Commoni eupporllng proposed lulo 10CFR50 ro omorgoncy p'ann ng & 
preparedness roqu romonls for nuclear powor plant fuol loading & initial low power op- 
orations „ , 

PORT.RD Affi'iQllon Not Assiynod. 08/00/23 Dockot ng & Services Branch Ip 
46018 001*40010.091 

8807070377 Common! supporting proposod rulo 10CFH50 ro omorgency planning A 
proparodnoss requirements for nucloar powor plorit fuul loading & iniiial low power op 
efBlon9. 

* AHillalion Nol Assigned 00/00/23 Oockotng A Services Branch ip 46017.359- 
46017 359 


8807070376 Commont opposing proposod rulo 10CFR50 ro omorgoncy planning & pre- 
paredness roqulromonls for nucloor powor plant fuol load ng A Imt-al low powor opor- 
alons 

KERRY.J Sonolo 80/00/23, ZECH.L Comm.ss Oners 2pp 46024 350 46024 351. 

8007070388 Commoni supporting proposed rule 10CFR50 ro onrcrQoncy planning & 
preparedness requirements for nucloar powor plant fuol loading A In.tol low powor op- 
era! ons 

EGELAND.C. Affiliation Not Aaslgnod 08/06/23. Off»co of Iho Socrolery of the Com 
miss'on ip 40018:005 40018.005. 

0807070395 Comment opposing proposod rule 10CFR50 ro omorgoncy planning A pre- 
paredness roquiromont9 for nucloor powor plonl fuol load ng A initial low power oper- 
ations 

FERSTER.AC. Harmon A Woiss CURRAN. D. Union of Concerned Scientists 
FERSTER.A C. Now England Cool.lion on Nucloar Pollution. 08/08/23 NRC • No Do- 
ts led Affiliation Given. 1 4pp 46010 006-48010 019. 

8807070405 Comment supporting proposod rulo 10CFR50 ro omorgency piannng A 
preparedness requirements for nucloor powor plant fuel load.ng A initial low powor op- 
era! ons 

CYR.P.R. Affiliation Not Assrenod 00/00/23. Docketing A Services Branch tp 
46018.095-46010:005. 

8807070410 Commont supporting proposod rulo 10CFR60 ro emergency planning A 
proparednoss loquiromonta for nucloar powor plonl fuel loading A In.t-al low powor op- 
erations 

CONWAY ,GR. AlMlat.on Not Assigned 80/06/23 Commissioners, tp. 46010 125 
46018:125 

B807070425 Comment supporting proposod rulo 10CFR50 re emorgoncy planning A 
p/eparodnoss requirements for nucloar powor pfant fuol loading A Initial low power op- 
oral.on9. 

BUNTlNG.A.n, Aff.llailon Nol Assigned. 08/06/23. Oockoung A Sorvlcos Branch 2pp 
46018 074-46010 075 


8607120495 Comment opposing proposed ru‘e 10CFR50 re emergency piannng A pro 
parodnes9 requirements for nuc'oar power p'ant fuel loadng A m.nai ow pewe- oper 
at ons 

GORRIE.P. Affiliation Not Assigned. 68/06/23 CHILK.S J Office of ino Secretary of 
the Commissmn tp 46105 141 46105 141 

8807070126 Comment opposng proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requ rements for nuclear power plant fuel loading A initial lew power oper- 
ations 

MOUGHANJ.F Otizeris W.lhm the Ton Mia RaduS 00/06/24 CHILK.S J 01f.ee of 
me Secretary of me Ccrr.m ssicn. 3pp. 46011 204-4601 1 206 

8BQ7070329 Comment opposing proposed rule 1CCFR50 re omorgency piannng A pre 
paredness requirements for nuclear power p'ant fuel load ng A m.tia’ tow power opor- 
afons 

WlLLIS.P M Atl.lalion Not Assured 8B/06/24 CHILK.S J. Otfce o! the Secrotary of 
Ihe Commlsson 3pp 46017 323-46017.325 

0807060550 Commont supporting proposed rule 10CFR50 ro emergency pla'mr.g A 
proparednoss reQu rements for nuc’oar oower plant fuel load ng A initial low power op- 
erations. 

SCHREMPF.D.A Afli’iation Nol Assigned RB/00/25 Dockelmy A Sen/icos Branch 
ip 46010.242-46010 242 

8B07 120283 Comment supporting proposod rule 10CFR50 re emergency piannng A 
preparedness reqjiremonls for n-jelear power plant fuel loading A init-al low power op- 
era' ons 

MADEA.R W Affiliation Nol Assigned 89/06/28 Dockelmg A Serv.css Branch Ip 
46105.130-46105 130. 

8807120490 Comment oppos ng proposed rule 10CFR50 re emergency planning A pro 
parodnoss requirements for nuclear power plant fuel loading A initial low power oper- 
ations . _ 

MATHEWS.R., MATHEWS. B. Affi'ialion Not Assigned 00/07/01. Cocke* ng A Serv- 
ices Branch, ip, 46105:142-46105:142. 

8807 1800 18 Comment oppos ng proposed ru'e 10CFR50 ro emergency plarnng A pre- 
parodness roqu remonts for nuclear power plant fuol load ng A m.iial low power oper- 
ations 

BLANCHARD.B J. Aflillation Net Assigned 0B/O7/O6 CHILK.SJ. Oltce ol the Socre- 
tary of tho Conwsslon Ip 40191:055-46191 055. 

8607180016 Comment opposing proposed rule 10CFR50 re omorgoncy p’ann ng & pre- 
paredness requirements for nuclea' power p’ant fuol loading A initial low power oper- 
ations. 

MACFARLANE,W.A. Affiiiat-on Not Assigned 88/07/11. NRC ♦ No Dotaled Affil-at.on 
Given. Ip 46191.056-46101 056. 


L Financial Information 


8806300374 Forwards 1987 annual repts lor |o nl owners of plant 
THOMAS. G.S. Public Sarvico Co of Now Hampshire 90/06/23. Documonl Control 
Branch (Document Control Desk). 34pp. 46015:107-46016 214. 

-8806300380 "Northeast Ulil 1987 Annual Ropt*’ 

ELLIS.W.B. Northeast LJtililiOS 87/12/31. 56pp 46015 141-46015:196 


8807070444 Commont supporting proposod rule 10CFR50 ro emergency piannng A 
proparodnoss loqu.romonta for nuefoar powor plonl fuol loading A Initial low power op- 
erations 

* Affiliation Nol Assigned 00/00/23 Oockotng A Sorvicos Branch Ip 46010 068- 
46010:068. 


-6606300381 "Un’ted Illuminating 1987 Annual Repl*’ 

EOWARDS.G W United lllunvnating Co. 87/12/31. 69pp. 46015:197-46015 267. 


-0606300305 ‘ Eastern Util Assoc 1987 Annual Ropi " 

EICHORN.J F. Eastern Util.tias Associates. 87/12/31. 54pp. 46015 268*46015:321 


8807070451 Commoni supporting proposed rule IOCFR50 re emergency planning A 
preparedness requirements for nuclear powor plani fuol loading A ln*8l low power op- 
erations 

* National Association of Manufacturers ’ Commorco. Dept of 08/06/23. ZECH.L. W. 
NRC - No Detailed Affiliation Gwen Ip. 46018 067-46010 067. 

8807070476 Commont supporting proposod rulo 10CFR50 re emergency planning & 
preparedness requ remonts for nuefeer power plant fuel load ng A initial low power op- 
erations 

KERSHOW.W.V. AlliHalion Not Assigned. 88/00/23. Oocketmg A Services Branch, ip 
46010.080-40018:060 


-0806300366 "New England Electric Sys 1987 Annual Rept " 

GOKJT HUNTINGTON, S. New England Electric System. 87/12/31. 44pp 

46015:322-46016:004. 

-8806300387 "Commonwealth Energy Sys 198? Annual Repl ” 

SIEGFRIED R E , ANOERSON.G E. Commonwealth Energy Syslem 87/12/31. 136pp. 
46016 005-46016:143 

-0006300395 "Taunton Munlc-pal Lighting Plan! 1987 Annual Repl " 

* Taunion Municipal Lighting Pfant. 87/12/31. 20pp 46016 144-46016 164. 


“6606300402 "Massachjsots Mjnicipa* Whclftsa'e E'cclric Co 1 9B7 Annual Ropl" 
LEARY.GC.. Mi/nRAY.N G Massachusetts K7\jnct?at Wholesale Co Q7/I2/31. 49pp. 
46016:165-46016:214. 

6807200072 Comm ssion notification * Forwards prsss release issued to Nodheasl Utils 
md cdtir.g :rat util v/ill be advene mg sufficient funds lor plant prcjectCort'cat© ol Svc 
also end 

DIGMAN.T.G. Pubic Serve© Co of Now Hampshi'© *380 6733 00/07/14 6pp 
46193 354-46193 359. 

6607290056 NRC Stall rospens© lo Comm<9S.on order of 880714 * Airy general waver 
potiten should h© domed & ALA 0 695 vacated Suppo.Thg docur.eniotion & Certifi- 
cato of Svc orcl 

BERR/.GA Assistent Genera' Counsel lo' Hearings *398 6793 08/07/22 Corrms 
sioners 10pp. 40254 145-40254.163 


Q. Inspection reports. IE Bulletins & correspondence 

0608130166 NRC Inlo Notice 88 039. "LaSalle Un.l 2 Loss of Rec rculaiion Pumps W/ 
Power Oscillation Event ” Svc I st end 

RQSSl.CE. Divis-on ol Operational Events Assessmonl (Post 070411) 08/06/15 
Consolidated Edison Co of Nov/ York. Inc 1 10pp. 45976. 1 56 45978 206 

0006160340 NRC Inlo Notice 08*040, ’Examne/s Handbook lor Dsvclopng Operaio* 
l icensing Exams “ NUREG/BH 012? & svc list end. 

ROSSl.C E. D.v.sbn of Operational Events Assessment (Post 070411). 68/08/22 
Consol dated Edison Co. of New York. Inc 237pp. 46240.325*46241 201. 

0806170033 NRC into Nctce 86 041, “Physical P/oiedicn Weaknesses Identified 
Throjgh Regulatory Effectiveness Reviews." Svc Tsl oncl 

nOSSI.C E Division ol Op oral one I Evenis Assessment (Post 870411) 88/06/22 
Ccnso idaied Edison Co of New York. Inc I22pp 45979:034-45978.155 

BB06 170291 NRC Bu.'oim 86 008. * Thermal Stro9ses in Pip.ng Connected to RCS." Svc 
f.sf oncl 

ROSSl.C E D.vlsion ol Operational Evenis Assessment (Post 870411) 88/06/22 
Consoidaied Edison Co of New York. Inc Il6pp 46019:037-46019:152 

8006210030 NRC Ic'o Nolice 60 044, "Mechanical Binding of Spring Ro'oase Devico in 
Was Inchon 90 Typo DS-41G Circuit Groako/s “ Svc list © n cl 
ROSSl.C E Division of Oporalio ,, ai Events Assessment (Post 870411) 89/06/24 
Consolidated Edison Co of Now York, Inc Il2pp 46019 153*46019 2B5 

6800240139 Suppl 1 to NRC Bui elm 88 0C&. "Thornrai Sirossos In Pipang Co n nectod to 
RCS.” Svc i si ©hcl. 

ROSSi.C.E 0 vis'on of Oporat-onal Evens Assossmeni (Post 870411) 08/06/24 
Conscl dated Ed son Co ol New York. Inc. 1l4pp 46019 26B 46020 Olfl 

0800300347 NRC Inlo Notice 88-045. • Problems In Prole ctrvo Raley & C.fcuit Breaker 
Coordination " Svc list oncl 

ROSSl.C E. Division ol Operational Evenis Assessment iPost 870411) 08/07/07. 
Conso tdatoO Edison Co of New York. Inc. U>4pp 48242. 103*46242 21? 

89070B0006 NRC info Nolle© 00 046. “Llcensoo Ropl cf Dofoctiva Rofuibishod Crcu.t 
Breakers ’ Svc 1st encl 

ROSSI.C.E Div-slon of Operational Events Assessment (Post 870411) 08/07/08 
Consol dated Edison Co. of Ngw York. Inc. 107pp. 46231.281 46232 027. 

SB07 130291 NRC inlo Nol.ce 06*048, "licensee Ropi of Doioci vo Ro'utb.shod Valves “ 
Svc list ©ncl. 

ROSSI.C.E Division ol Opora t onal Events Assessment (Posl 870411) 0B/O7/12 
Consolidated Ed-son Co of Now York. Inc 103pp. 46242 006 46242; 108 

0607080366 NRC Info Not-co 00*047. “S'ower-Than Expected Rod-Drop Timas 1 ’ Svc 
list ©ncl 

RQSSl.CE. D vision ol Operational Events Assessment (Posl 870411) G0/07/14. 
Consol dated Ed-son Co. of Now York. Inc i03pp 462*10 222*46 240: 3 24. 

B8 07 120550 NRC Info Not*co 08-049. “Warkmg.Handiing.Controi.Stcrage & Desiruciio/i 
of Safeguards Info.” Svc list encl 

ROSSl.C E. Drv.g ; on of Operational Events Assessment (Posl 670411) 88/07/18 
C<msol:datad Edison Co. of Now York, Inc. 103pp. 46241:263 4624? 005 

S80712OB53 NRC Info Notice 89-060, “Effect ol C-rciM Breaker Capacitance on Avail- 
ed bty of Emergency Power:’ Svc fist oncl 

ROSSI.C.E Division of Operational Events Assessment (Posl 870411) 88/07/18 
Consol.dated Edison Co of New York, Inc 1 19pp. 46257:258 46256.016 

0807260030 Forwards response to request for addl info re IE Bul'ein 05 003, "Motor* 
Operated Volvo Common Mode Faljres During Plant Transients Duo lo Improper 
Switch Setl.ngs.'' Stated sya data base w.fl not be used as |usl-flcetlon 
THOMAS.GS Public Service Co. ol New Hampshire 80/07/16 Documonl Control 
Branch (Document Control Desk). 0pp. 46268 252-46260:260 

0807100101 NRC Info Notico 00-051. “Failures of MSiVs.” Svc list encl 

o. ' * ment (Post 870411). 88/07/21 

257.088 46257:206. 
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BB0721 0295 Transcript ot 800719 nearing leiocon in Bolhesda.MD ro oils. to emcrgorcy 
p'atv'.ng Pp M. 206* 14,201 

* Atomic Salety and Llconsng Board Par.ol 80/07/19 I8pp 46233 033 46233 06C 


U Congressional/Execulive Correspondence 


0807130410 Rospords to 880525 Itr urg ng NRC to dolay Seabrook fow power opor 
ation until emergency p'an.nng & l.nancal Qualification issuos resolved 
2ECH.LW Comm ssonera. 80/07/01 HUMPHREY.GJ Sonato 3pp 46172.001 
46172C04 

— 8007130423 Urges NRC not to saddle Seabrook w/addi costs assoc-aiod w/ 'cw 
power operation tnM significant lssu09 re emergency plonnng & tinanc-a' qua' lea 
l.ons of owners resolved. 

HUMPHREY.GJ Sonaio 86/05/25 2ECH.IW. Comnvs^oners ip. 40172 004 
46172 004 


DOCKET SO 446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT I 


A. Appiicatlon/construcllon stage documents & correspondence 


0006200131 Forwards proposed marked up changes lo NRC 90cond draft Tech 
Spec9.ref eciing ui l Tech spec review program. 

COUNSIL.WG. TU Electric (formerly Toxas Uii'ihos Gonorating Co ). QB/06/23. Docu 
moni Control Branch (Documonl Control Dosk) 500pp 45902 265-45004.1 1 1 . 

8607070125 C'arihos "sign.ficant safoiy-rolatod" as usnd in Comancho Peak Rosponso 
Team colociive slgniLconce repi.por C Gnme9 request Phrase Indicates thal uti' has 
roBB.onab '0 assurance that noms can perform safoiy-rolatod fundlons 
CCUNSll.W.G TU Electric (formerly Texas Utilihos Gonerallng Co). 06/06/24. Oocu 
mtnl Cor.uol Branch (Document Control Desk) ip. 46125 210 46125 2W. 

8607070362 Responds lo Generic Llr B0 05. Boric Ac d Corrosion ol Carbon S r oo1 Ro 
ACID' Pressuro Qoundflry ConrponOnlS In PWR F J lanls ” 

COUNSIL.WG TU Electric (lormorly Texas Utlitios Genoroling Co). 00/00/24. Docu 
meat Conlrol Branch (Document Control Dosk). 4pp 46124:343-40124 340 

0007060500 Forwards doscupllon of changes lo FSAR Amond 72 
CCUNSlL.w G . WOODLAN.D R. Tu Eloclric (formorly Toxas Uhliiios Generating Co) 
00/07/01 Documont Control Branch (Documonl Conlrol Do 9 k) 12pp. -16007:321 
46067:332. 

8007060510 Forwards rev to FSAR, Section 3 60 to determination of (ol cono shape for 
jots discharging from high onoroy p.po breaks 

COUNSll.W.G . WOODLAN.D R TU Electric (formerly Toxa9 Utilltlos Geno.-ating Co) 
08/07/01 Document Control Branch (Document Control Dosk). 3pp. 46114 251 
46114 255. 

0007160234 Discusses cornplohon ol NRC action Homs ro application of loak-befoto 
break methodology lo branch Imes.por 000415 roquosi.Dala Input & rosuila for pros* 
Bunzor nozzle safe end wold location & rolalod documentation oncl. 

WALKER.ft D. TU Electric (formorly Toxas Ulilllios Gonorating Co) 60/07/00. Docu- 
ment Comrof Branch (Gocumom Conlrol 0e9kJ. 1 fpp 46204 00 f 40204 Oil 

0807190222 Rov 15 to "Indopandoni Asso 99 ment Program Ceblo Tray Support Ons-gn 
Review issuos List " W/8807O9 Itr 

WiLDAMS.NH CYGNA Energy Services. 00/07/00 COUNSIL.W G. 1U Electric (I y. 
morly Toxas UliiJlies Gonorelmg Co) 192pp 462 16 171*46217:031. 

8007130464 Generic Llr 8B*n to oT llconsoea of oporailng roaciors & ho'dqrs of CPs to 
NRC potion on radiailon ombrilliomenl of reactor vossol motl 9 & Impact on plar.l 
oparations Svc li&l & Rev 2 lo Reg Guido 1.09 oncl. 

MIRAGLIA.F J. Assoclaie Director for Pro|octa (Post 07041 1) 00/07/12. Conso* daltKl 
Edison Co of Now York, fnc. 5lpp 40257:207*46267:257. 

8007200204 Notification of 800716 mooilng w/ulil In Arlington, TX to discuss app’icat’o 

G ordons of util agreement lo withdraw from licensing hearing, per R Walker loqjos: 
/ARNICK.RF. Ofc of Special Projocts 08/07/12 GRIMES.C.l Ofc of Special 
Projects. 4 pp 46239 345-40239.340. 


F. Security, medical, emergency & fire protection plane 

0007000034 Forwards insp Repts 50*445/80 39 & 80*440/80-33 on 880504* 0607 No 
violations or deviations noted . 

WARNICK.R F. Ofc of Special Projects. 68/06/24. COUNSIL.W G. TU Electric (ler* 
morly Texas Utihies Goneratmg Co.). 5pp 46130:202*46130:201. 

-8607060039 Insp Repts 50*445/88-39 & 50*446/08*33 on 680504*0607 No violators 
or deviations noted Major areas inapoctod: applicant action on previous Insp 
lindinga.p/eoporational rotesting prooram.mgt meeting planl tours & fire protection. 
eiTTEn.SO. SINGH, A, BURRIS, S.P. Ofc ol Special Projects. 00/06/24 1 &pp 
40139 267-46139 201. 

0807190319 Forwards Insp Repts 50*445/80-43 & 50 -U9/8B.39 on 8006 f3 10 to vio- 
lations or doviations noted. 

WARNICK.R. F. Ofc of Special Prolecls. 00/07/11. COUNSIL.WG. TU Electric (fy- 
merly Texas Utilities Gonorating Co). 4pp 46204:327-46204 332. 

-8607190320 Insp Repts 60-445/BM3 & 50-446/00*39 on 0GO6I3-16NO violations « 
deviations nolod Major areas inspected: security plan & procedure 9 . tost A maml pro- 
gram & personnel access conlrol. Details withheld (ref 10CFR 73.21). 

CAlDWtLL.R A., EVERETT, R J. Region 4. Ofc of the Director. 88/07/09. 2pp 
46204:33 1*46204 -332. 

8807250155 Forwards Insp Repts 50*445/08*40 & 50 44 6/88*36 on 880606 0706 HO 
v o’aibns or deviations noted 

WARNICK.R F. Ofc of Special Proiecla. 80/07/15. COUNSIL.W G. TU Electric for* 
morly Texas Uti, ties Generating Co). 5pp. 46285:131-46285 146 


-BBO725O104 I"SP Rfcpts 50 445/00 -10 ft 50 446/00-36 on 000608 0?06 No viO'Blws 
0 / Uov.ahons noted Major areas inspected appicant actions on IE b-Jlotms.gencj'al 
plant -nsp, fro p'Oventlon/crotocl'on & QA convo's & admin stralion. 

PH.LLiPS.HS, LIVERMORE.H H Ofc of Special Pro|ncts C8/07/15 1 1 pp 

46205 136 46285 146 


0. Adjudicatory correspondence 

0607060079 Forwards draft pages from Ofc of Inspector & Aud.ior Ropt 86-10, "Ailcga 
tic ns of Misconduct by Region IV Mgt Re Comanche Peak Sloam E ferine Station." 

g or attached lislW/o oncIsRelalod correspondence 
OnDENlCK.B.M A& 9 ; slant General Counsel lor Hearings 0309 663? 00/09/23 
ROtSMAN A Z Ro-sman. A Z 3pp 45006 337.45990 330 

8807060040 Exp/essos opposlt-on to I'consoe request for extension of CP co/np'ohcn 
date fer u.mt throe CP eppl cation dockets urgod to bo consol dated for a:i manors 
s nco underlying Issue Identical to a" 

ROISMAN.A ?. Citizens Association for Sound Energy. ROISMAN.A Z Cohon, Mlstom 
ft Hausfold 0308 6635. 88/00/29 Document Control Branch (Dou.monl Conircl 
Desk) 3pp. 45096.032 45996 034. 

8607110104 Forwards joint simulation ft jont motion for dismissal & exhibits for f I ng n 
rocoedirq 

C“MUTZ.TA TU Eteclrlc (lormoriy Texas UliThes Generating Co) SCHMUTZJ A. 
Nowman ft Hodzmgor Z/380 6675 88/07/Ot. JUUAN.E uockoiing & So'vlces 
Branch Ip 46034; 181 -46067 093 

-8807110119 Jcml motion for dsmissai of proceedings* Pertios request lhai Boa*d 
accept 080630 joint stipulation of parties ft admit Into ev.dontary record of 
roceed nadocur.onts partioa agreed to lender for admission into proceedings 
LUS.J, GARDE. BP Olizens Association lor Sound Energy GARDE, BP Garde, 
B P 69/07/01 Atomc Safely and Licensing Board Panel 4pp 46034; 182-46034 105 

-0607110134 Jont stipulation.* Stipulation ro w.lhdravval of Content ons 2 & 5 8 dismis- 
sal of proceedings sub) to flsiod conditons & agreements Supporting documentation & 
Certificate of Svc oncl 

ELLIS J Cilizons Association for Sound Energy COUNSll ,W G TU Electric (formerly 
To*ns Utilii os Gonoraling Co) * Off.co of the Gonorol Counse' 80/07/01 i i.780pp 
46034 106 46087 093 

0007140091 Memorandum & ordQf (terminal ng proceedings sul), to cordilicn).* Joint 
atipuiatcn for dismissal of procoodings filed by el' parties cn 880701 accepted & pa» 

1 os droctod 10 attond prohoorlng conforonco on 0807 13. Served on 000706 
BLOCH. P B Atomic Safety andllconslng Board Panel. //38f) 6694 09/07/05 Office 
o? Iho Geuural Counsel ?pp 461 17.200 401 17 299 

8607110035 Forwards listed plead hgs n add. lion to notco of appoaranco ol MD 
Kohn.SM Kohn & DK Colaplrdo on behalf of J Doo 

KOHN.M D Kohn 6 Associates //380 6052 00/07/06 GIOCH.P B Atomic Safoty 
an:i Licensing Board Pan.ol ip 4 6033 209 46033 221 

-0607110039 Notice ol intent to file motion requesting substitution or pad os or In tutor- 
natvo noiico of Intent to li'o motion (or intervention * PoMlon.o; requests that proceed 
ira net bo dismissed until petitioner motion rev oked. 

KOHN.M D Kohn 6 Associates 08/07/00 Alomic Safety end llcons'ng Board Panel 
2pp. 46033.210 48033 21 1 

-8007110042 Mot. on to proceed 69 J Doo ' Petitioner moves Hoard to procood as j 
Doo m proceeding for l-stod reasons 

KCHN.M D Kohn & Associates 80/07/00. Atomic Sofoty nnd Licencing Board Pano* 
3pp. 46033 212-40933 214 

-6807110050 Mollo'i tu moke public all sotllomont agreements onacted by parties * f to- 
quests that pendng public agroemom or jonl stipulation submitted on Q80701 not be 
epprovod 8 all othor ogreomonts bo provided Certdicalo of Svc oncl 
KOhN.M D Kobn A A9soclat09 88/07/06 Atomic Safety and Licensing Board Panel. 
7pp 46033 215 46033.221. 

8007140030 Forwards motion for permission to withdraw ploadir.gs w/o prejudice & w/ 
leave io h'o substitute ploadlngs wilh'n 4B h 

KOHN.M O Kobn & Associates //300 6692. 08/07/06 BLOCH. P B Atomc Safoty 
and Licensing Boa'd Panol. Ip. 461 17:279*461 17:284. 

-8007140056 Motion lor permission to withdraw p'oadmgs w/o prejudice & w/toove to 
Mo substitute pleadings within 40 h * w / Certificate of Svc 

KOHN.M O. Kohn 6 Associates 88/07/06 Atomic Safoty anti Licensing Board Panel 
5pp 46117:280*46117.264. 

0807140032 Forwards substitute plead.ngs of potlhonor J Doo. 

KOHN.M D Kohn ft Associates ft 300 6691 88/07/07. BLOCH, PB. Atomic Safety 
and l icons ng Board Panol. ip. 46117:264-40117 270 

-8B07 140035 Notice of intonl lo Mo motion requesting substitution of paH'OS cr in alter* 
nai.vo notice ol intent to file motion for Intervention r Requests that proceodmg not bo 
dismissed or compromised until petitioner motion rovlewod- 

KOHN.M.D Kohn 6 Associates. 88/07/07. Atomic Safoty and Licensing Board Panel 
?pp 46117:265 46117:206 

-8007140047 Motion lo proceed os j Doe.* Petdlonor roqjeste to procood as J Doo 
dee to fear of harassmenUntimldotion or terminal on based on M ngs of proceedings. 
KOHN.M.O. Kohn ft Associates 00/07/07. Atomic Safoty and Licons r.g Board Panel 
3pp 40117 267*46117.269. 

-3607140064 Motion to make public all seltlomenl agreements enaclud by parties * Re- 
quests that Jo.nt atipu’allon submitted on or about 000701 not bo approved 6 petition- 
er bo granted 30 days to rovlow all agreements. W/Cort if icato of Svc. 

KOHN.M.O. Kohn ft Associates. 00/07/07. Atomic Safety and Licensing Board Panel 
9pp. 46117:270-48117 278. 

8007140027 Forwards motions to intervene ft for &ua sponto filed on behalf of Cit zons 
for Fair Ut.l Regulation ft Ind.vldua! residents 

COLAFINTO.D.K. Citizens for Fair utility Rogulatlon. COLAPJNTO.DK Kohn ft Associ- 
ates #388 6693 80/07/00. BLOCu.P. Atomic Safety and Ltconsing Board Panel, ip 
46117.239 46117:248 


-0007140033 C'hzSrtS for Far U?-J D CQutal&n motion to intervene ft tor Sun sponto 
re'let.* Petitioner requests that or settlement agreements ro ,0 m simulation be or- 
clored publ.cly ro’oasecJ & thai 800713 hearing bo continued for 60 days 
COlAPINTO.dk. Ctizens for Fair UHty Regulation COLAPINTO.OK Kohn ft Associ- 
ates. 88/07/08 Atomic Safety and Llcorv>ir.g 8oord Pare* 3pp 48 1 17 240 
46117:242 

-000714004 f tndvtfijai residents rrrotten to tni erveno & tor Sua sponro r e'.'ot * Lrsfod 
pot-tioners roquosi rehol that an settlement agreements ro jo ni alipUafion bo ptb'icly 
ro'oasert ft 880713 hearing be extended W/Cert.< cate of Svc 

COLAPINTO.OK Kohn & Associates B0/O7/OA Atomic Safety and L-censing Board 
Panel. 6pp 461 17 243-461 17 240 

8007150031 Clanf.os relevant issues ra<sod in LC C'a f k F1B07C8 Hr ro recent til r.gs by J 
Ooe.W/supportihg /nfo ft Certificate of Svc. 

KCHN.M D Kohn ft Associates #306 6704 00/07/ 10. DLOCH.PB Atomic Saloiy 
and L-cens-ng Board Panel Opp. 46180:341*46189:340. 

8807150032 Second group of individual residents motion for loavo to intervene ft motion 
tor sue sponio to! of * floquosls thai ah settlement agmenients ro jont simulation bo 
orderod publicly ro'easod W/Cenihcale of Svc. 

KOHN.M.O Kohn ft Associates #300 670H 00/07/11. Alorr.lc Safely and Liconsng 
Board Panol. 7pp 40189 334*46109 340 

8807150067 Not-Cn cf withdrawal w/o projudiCO * Withdraws J Doo os poiontial mtorvo 
nor in proceedings W/Certif cale of Svc. 

KOHN.M D. KQHN.S M . COLAPINTO.D K Kohn ft Asaoc-ates #300 6705 80/07/ 

11 4pp. 461B93D8 46100.311 

B0Q71SOO65 Greater Fort Worth Ste.-ra Club motion to* loavo to miorvor.o ft motion lo- 
sua sponto rol.et * Requests ihal ro’ief for l stod liens he granted sua sponto to ad 
dros9 comp'ex saloty rolaied issuos W/Conificate ol Svc. 

KOHN.M D Kohn ft Associates #368 6707. 80/07/1 1 Atomic Safoty and Licensing 
Boa'd Panel 6pp 46189 302-461 B9 307. 

8807150014 Fo'wards suppl lilhg of rosponao of applicant io motions to stay.to inur- 
vone ft lor sua spo".lo ral el filed by various podios 

EDGAR, G L TU Electric (formerly Toxa9 IJM has Gonoratng Co) EDGAR.G L 
Newman ft Hoiizingor #388 6703 68/07/12 JJLIAN.E Oocko'-inq & Serv cos 
Branch Ip 4Q1D9:357-4610O 016 

-60071600(8 Fcrwa'ds rosponso of applicant to motion to stay.to intervene ft for sua 
Bponlo ro!iof Mod try various parties 

SCHMUTZJ.A TU F.loclrlc (fOrmoily Toxos Ut 1 1* os Gonorftting Co ) SCHMUTZ.T.A 
Newman & Hcltiinger. 00/07/12 OLOCH.P fl , JORDAN.WH . MCCOLLCM.K A 
Alonvc Safoty ard Licensing Board Panel. Ip 46189 056 46109 358 

-0807160024 Rosponso ol appicant to motions to stey.io mtorveno ft for sua sponto 
rehol filed by various potit oners* Papor9 filed by polilionors shou'd bo rqjoclod ft 
doniod & diarrlssal of proceocfhgs bo corrplolod.w/Cortificrtto 0* Svc 
NEWMAN .JR TU EIocInc (fornmrly Toxas Uli'lflos Gonoraimg Co) NEWMAN. J R 
Newman ft HoUzmyor. 86/07/12 Aiom.lc Safety and l.icons.ng Board Pnr.o!. iB-p 
46100 359-46100 016 

8007150064 Forwa'da correct Exhbil 6 b *v re app Icanl 880720 pubic moot-ng to par 
ilea Joint atpulaton h'ed cn 080701 W/ CorMit«io of Svc 

SCHMUTZ.T.A TU Eloclrlc {formerly Toxas Ut Idles Generating Co) SCHMUTZ.T A. 
Newman ft Holtzmger. //300 6710. 08/07/12. JUUAN.E Dockonng ft Servlcos 
□ranch 340pp 4G 19 1 001*46191:012 

QQ07200064 NoNce ol withdrawal * W.thdrnwal 09 atiye of record for petitioners Cilizors 
tor Fair UM Rogylat on.Drootu; Fn/l Worlli Siwra Dub S Catiancho Pooh Olizons 
Audit noted, search (or replacement counsel unsuccosslul. 

KOHN.M.D.. KOHN.SM , COLAPlNTO.D K Kohn ft Associates #300 0712 88/07/ 

12 ip. 46194 GDI-46194 005 

*-8807200063 Motion for potiNonors to eppoar pro so ' Petitioners request lo appoo' 
betoro Board at 0BO713 hearing in ordor to p/osem orgumonts in support of petiion 
o/s motions ft tor stay ol procood nqs.W/CctUhceto ol Svc 

KOHN.M D Kohn ft Associates 80/07/12 Atomic Saloiy and Ucens.ng Board Panel 
4pp. 40104:002-46104 005 

BB07 160034 Comancho Peak Cilizons Audit motion for slay ft motion for aua sponte 
relief. * Roquosta i:mo lo roviow concerns of J Uoo ft for rtj'iol for Isiod items In erdor 
io act as Inlorvenor n proceeding W/Cortiflcato of Svc 

KOHN.M D. Kahn ft Associafo$ #36Q 6700 &9/07/13. Aforrfc Safety end Ltoerisf/tg 
Board Panol. 6pp 461 09 312*40109 31 7. 

8807200065 Memorandum ft order (diami99lnq proceedings) * Documents that part es in 
jont stipulation agreed to lender admitted lo record at 8007 1 3 prehear ng 
conference Served cn 000715. 

BLOCH.P .0. Atom'c Safety nnd Licensing Board Panel #300 6711 88/07/13 OMco 
of tho Gonoraf Counsel Gfpp 46192: 1 70-46(92 257. 


1. Financial information 


B806300353 Forwards 1987 armuaf repls (cr Texas Utils Co.Brazos Electric Power Coop 
A Texas Mun'Ctpai Powor Agency 

COUNSIL.W.G . MARSHALL. J.S TU Electric (lormoriy Texas UliTl os Gonoretmg Co ). 
80/06/22. Document Conirol Branch (Document Control Desk), ip 46016:218- 
46016 354. 

•*8806300350 Texas UU Co 1967 Annual Repi " 

FARRlNGTON.J Texas Util.hos Co. 07/12/31. 44pp. 40016-21 9-460 16 280 

-8806300360 "Brazos Electric Powor Cooperative Inc 1067 Annual Rcpl " 
PARKER.W.Q Brezos Efectr.c Power Cooperative. Inc. 87/12/31 40pp. 46018 281* 
46016:322. 


-8606300364 "Toxas Munictoal Power Agency 19S7 Annual Rept.” 

TATE.M. Texas Munlc'pal Power Agency. 87/12/31. Slpp 46016:323 46010-354. 



K. Utility Final Safety Analysis Report (FSAR) & amends 

BB07 280333 Forwards Amend 71 to FSAR for Comanche Peak Steam Electee 
Sta tio n. R e 'a t e d -corr o spo nde n c e 

SMITH. M A. TU Elaciric (formerly Texas Uti'iilas General ng Co) #2B3 6451 80/06/ 
27. STtPHENS.C.n.. STEPHENS.C R. Oockot.ng & Services Branch 300pp 
46256 001-46257 C85 

$807050066 Amend 72 lo FSAR for Comanche Peak Sleam Electric Station W/ 880701 
Itr 

COUNSIL.W.G Tu Electric (formerly Texas U rules Generating Co.) 68/07/01 
444pp 46029 148 46030 231 


8807060321 Revises date of full compliance for notice of violation. Horns E 8 C from 
fnsp Ropts 50*445/86*03 & 60*446/86 02 Completion of aclion fo' HVAC resched- 
uled due to reduced level of Unit 2 activities. 

COUNSIL.W.G., WOODLAN.D R. TU Electric (formerly Texas Ut.lites Generating Co). 
88/07/01. Document Control Branch (Document Control Desk), ip 46116 115 
46116:1 15. 

8807060331 Responds lo NRC 8B0520 Hr re violations noted In Insp Ropts 50 445/00 
32 & 50-446/88-28 Corrective actions porsonnol reminded of neod to fully document 
engineering |ustificalions when disposH.cn.r.g nonconformance rept9 
COUNSIL.W.G.. WOODLAN.D R. TU Electric (formerly Texas Ut.lit-os Ger.orating Co). 
88/07/01 Oocument Conirol Branch (Document Control Desk) 4pp. 46116:316 
46115:319. 


O. Inspecilon reports, IE Bulletins 4 correspondence 

8007150169 Ack receipt of 860531 Hr in response lo violates nolod in lnsp Ropl9 50* 
445/08*17 & 00-446/68- 14. NRC behoves citation valid 89 staled & agrees w/ui.l cor- 
rective echo ns.h eluding more definitive requ foments for traveler content 
WARN'CK.R F Otc of Special Projects. 88/06/08. COUNSlL.WG TU Electric (for- 
merly Texas UtiV es General ng Co ) 5pp. 46185 127-461 85-131. 

6806130168 NRC info Notice 83-039. “laSal’e uml 2 Loss of Recirculation Pumps W/ 
Power Osc.llat on Evenl “ Svc l.st end. 

ROSSI. CF. O. vision of Operational Events Assessment (Post 870411) 88/06/15. 
Conso'rdated Ed son Co of New York. Inc 1 I0pp 45978*156 45078-280 

6806160340 NRC info Notice 88-040. ‘ Examners Handbook for Developing Operator 
Ucensng Exams” NUREG/BR-0122 & svc i si er.cl. 

ROSSI.CE Division of Operationa 1 Events Assessment (Post 870411) 88/06/22. 
Consolidated Ed.son Co of Now York. Inc 237pp 46240:325 46241:201. 

8806170033 NRC Info Notice 88 041. -Physical Protoclion Weaknesses Ident.rod 
Through Regu-alory Effectiveness Roview3" Svc list oncl 

ROSSI.CE Div.s.cn of Operations' Events Assessment (Post 070411) 88/06/22 
Consol dated Eciscn Co cf Now York, Inc 1 22pp. 45978 034 45970 155 

8806170291 NRC Bu‘lel n 6B 008. “Thermal Stresses in Piping Connected to RCS " Svc 
list oncl. 

ROSSI.CE. Oivision of Operational Events Assessment (Post 870411) 80/06/22 
Conso'idatod Edison Co of Now York. Inc. H6pp 46019 037-4601 G.i 52. 

8807010091 Forwards revised response to NRC 070911 notice of daviat.on, item E as 
noied .n lnsp Ropt 50-445/60*07.CorractivG actions Procecfuro CP-OAP 16 t 
rovlsed.inchidng block on NCR form ldonU*ytng evaluations per 10CFR50 55(e). 
COUNSlL.W G TU Electric Itormetiy Texas Unt'.'os General ng Co.) 9D/05/22 Dccu* 
ment Cortroi Orar.cb (Documoni Control Desk) 4pp. 46018 310 46016 322 

8807080151 Ack receipt of 090020 itr Informing NRC of steps taken to correct violations 
noted n lnsp Repls 50-445/88-27 & 50-446/08*23. 

WARNICK.R F. 6fc ol special Pro|ect9 88/06/23 COUNSlL.WG TU Electro (for 
rnerly Texas Uhl ties Generating Co) 5pp 46136 142*46130 146 

88071 10546 Forwards lnsp Ropls 50 445/68*24 & 50-446/00 21 on 080306- 0603 & 
nol ce of vioiai on 

GRlME.Ci. Ole of Special Pro, acts. 88/06/23. COUNSlL.W G TU Electric (formerly 
Toxas Util (io s Gone-ai ng Co). 5pp 46082 093-46CB2 111. 

-8807110549 Noi ce of violation from insp on 88030C-OG03 Vision noied lock of pro 
ceduros ihat ccuid objectively domonsirato conirol of conversion ol documentation 
content ol p ping (component) data packages to isomeinc draw.ngs 
GR1MES.C1 Ole of Special Presets 88/06/23. 3pp 4GO82,ogB-46O02:1OO. 

“8607110652 lnsp Repls 50-445/88 24 & 50*446/80 21 on 680308 0603 Violations 
ro tod .Major areas Inspector! previously Idenuod ASME Code insp fmdngs £ a'lega* 
hon s re QAJ QC proQ'am & i mpienw Melon 

WILLIAk/S.C-C.. GRIMES.C.I. Ofc of Special Projects 08/06/23 llpp. 46082:101- 
46092.111. 

8808210038 NRC Info Notice 68-044. ‘ Mechanical Binding of Spring Release Device In 
Wo si mg house Typo DS-416 Circuit Breakers ." Svc list oncl 

ROSSI.CE Division of Oporalonal Events A$sos 9 menl (Peal 870411) 66/06/24 
Conso'idafed Edison Co Of Now York. Inc. H3pp 46019 153*46019 265. 

8806240139 Suppl 1 to NRC Bviaiin 88*008. “Thermal Stresses in Piping Connected lo 
RCS.*’ Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post B70411) 88/0G/24 
Consolidated Edison Co of Now York. Inc. 1l4pp 46010 266-46020018. 

8807050649 Provides addl into lo revised response lo NRC Ur re v.o'ations noted in 
Insp Rept 50-445/B6-26 £ 50*440/86-22 por NRC B80527 request 
COUNSIL.W.G, TU Electric (formerly Texas Untes Generating Co) 86/06/24. Docu- 
moni Control Branch (Documoni Conirol Desk). 4pp. 46073:31b 46073:3 1 8 

B807080009 Forwards Insp Repls 50*445/66-37 & 50 446/88-35 on B90504-0607 No 
violations or deviations noted. 

WAR NICK. R.F. Ofc of Special Projects. 88/06/24. COUNSIL.W.G. TU Eiechic (for- 
merly Texas Utilities Generating Co.). 0pp. 46139.293 46130 314 


8807070458 Ack reco pi of 600620 Itr informing NRC of slops lakon to correct v.claicns 
noted in Insp Roots 50-445/08*20 S 50-446/88*17 

WARNICK.R F Ole of Special Prolocls. B8/07/01. COUNSIL.W.G Tu Electric (lor* 
rrierly Toxas Utilities General ng Co.) 6pp. 46124.300*46124:313. 

8806300347 NRC Info Notes 08 045. “Problems in Proleclive Roioy 8 D'cuii Breaker 
Coordination. " Svc Lai enci. 

ROSSI.CE Division of Operational Evonis Assessment (Post B704ii) 68/07/07. 
Consol.datod Edison Co Of Now York. Inc. 104pp. 4B242.i09 46242.2l 2 

8807140297 Ack receipt of 86070 1 Hr informing NRC of slops taken to corroct violations 
noted In lA 9 p Ropts 60 445/88*32 & 50 446/88-20 

WARN/CK.R.F. Ofc of Special Projects. 88/07/07. COuNSfL.WG Tu Efocfnc (for- 
merly Toxas Util-tios Genefaiing Co.) 5pp. 46176 31 7-46176 32 1 

8007080006 NRC info Notice 88-046, “Licensee Rept of Dolnciive Refurbished Circui 
Breakers " Svc list oncl 

ROSSI.CE Divlson ol Operational Events Assossmom (Post 070-1 11). 06/07/C6. 
Consolidated Edison Co. of Now York, Inc. I07pp 4G231 281 -4G232 027 

B807180278 Forwards response lo NRC Bulletin 80-004. "Polonlial Safely* Re'alod 
Pump Loss." Sys w/pump & piping sy9 configurations thol do noi precludo punip-’o* 
pump interaction during miniflow operation hstod 

COUNS'L.W G TU Electric (formerly Texas UtiMlos Gonoratng Co ) 00/07/08 Docu- 
moni Control Qranch (Documont Control Oosk) 5pp 40194 278 46194 202 

8807180052 Rosponds lo NRC Rullotin 88 003. “Inadonuato Latcti ErK)figemoni in UFA 
Type lalchng Relays Mfg by GE “ Uso of HFA relays In Class lb applications noi 
used al facil tv. 

COUNSIL.W.G. TU Eloctrlc ((ormorly Texas UtiMlos Gonnratmg Co.) 08/07/11. Oocu 
ment Control Branch (Dotumeni Conirol Dosk). 3pp. 46213 225 46213 227 

8607190319 Forwards Insp Ropts 50*445/80 43 S SO 440/00*30 On 8BC013 16NO vlo 
lations or deviot-ons noloij 

WARNICK.R F Ofc of Special Prolocls 80/07/11 COUNSlL.W G TU Eleclr.c (lo'- 
morly Texes Ulutle9 Gonoraling Co ). 4pp 46204:327*40204:332. 

”0807190320 Insp Roots 50*445/00*43 & 50 440/80-39 on B80G13-16NO v;olaton9 or 
devfahons r.oied Motor areas Inspected socurliy plan & nfOcedu'es.tQst & rna nf pro- 
oram & porsonnol accoss control Potato withhold (rot 10CFR 73.21) 

CALDWELL, R A., EVERETT. R J Rog on 4. Ofo ol tho Director. 00/07/00 2pp 
46204:331-40204:332. 

8807120291 NRC info Not co 80 040. “Llcenseo Rept of Dofnctivo Rofurbshod Valvos" 
Svc ti-sl oncl. 

ftOSSl.C E. Division of Operational Events Assessment (Post 870111). 88/07/12 
Consolidated Edison Co of New York. Inc. I03pp 46242.000 46242 100. 

B 807060366 NRC info Not. co 80 047. “Slowor-Than-Expoclod Red-Drop Times" Svc 
list cncl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 00/07/14 
Consolidated Edison Co. of Now York, Inc. 10 3pp 46240.222-46240.324 

8607250101 Forwards Insp Repls 50*445/00 45 & 60*440/00 41 on 000608 O7C0 No 
violations or deviations noled. 

WARNICK.R.F. Ofc ol Spec : al Projects 00/07/16 COUNSll.W.G. TU Electric (for* 
marly Toxas Utlhtios Generating Co.). 5pp 46269 191*40209 200. 

“8807260125 lnsp Rents 60 445/88-45 £ 60-446/00-41 on B0060B 0700 No viclailons 
or deviations noted Major areas inspected actions on provloua m9p findingp.tcl'owup 
on vlolallons/cfoviatlons, followup on 10CFR50. 55(e) ropts & gonoral plant lours 
WAGNER.P.C., LIVERMQRE.HH Ofc of Special Projocts 80/07/14 I3pp 
46269:196-40269 200. 

0007260140 Forwards Jnsp Repls 50*445/00-42 & 50 440/00-39 on flQQGQii O?08 No 
violations or deviations noted. 

WARNICK.R F. Ofc of Special Projects. 00/07/15. COUNSlL.WG. TU Electric (for- 
merly Texas Utilities Generating Co ). 6pp. 46265 045 46255.059. 

“8807250145 Insp Repls 60 445/88*42 A 5O-440/OB-3B on 000008 070 B. No violai.a*l 9 
or donations nolod unresolvod Hem noted ro field verification mothod Major areas 
inspected issue* specific action plans £ cab'o £ flexible conduit slack 
RUNYAN.MF., LIVERMORE Ofc of Special Projects. OB/07/ 15. 10pp. 46255050* 
46265.058. 


-8807080014 Insp Rents 60-445/80-37 & 50-448/88-35 on 880504-0607 No violations 
or deviations noted M.a.or area9 inspected: app ,s cant actions on previous insp 
fm ding s. follow up on violation 3 /deviations .general plant areas £ mol meeting 
LIVERMORE. H H Ofc of Special Projects. 08/C6/24. I6pp 48139;29B*46130 314 


8697259156 Forwards lnsp Repts 50-445/88-40 & 60*446/00*36 on 000600 0700 No 
violations or deviations noted 

WARNICK.R.F. Ofo of Special Projects 88/07/16 COUNSJL.W.G TU EJec^c (few. 
merly Texas UMilles Generating Co ). 5pp. 46285:131 40285 146 


8807000034 Forwards Insp Repls 50-445/88*39 £ 50 446/60*33 on 080504* 0607 No 
vio-lat'ons or deviations noted. 


WARn;CK.R F. Ofc of Spoc al Projects. 88/00/24. COUNSIL.W.G TU Flactrlc (for- 
merly Texas Uflilles Generating CO ). 5pp. 46139 262-46139 281 


“8807080039 lnsp Repls £0-445/88-30 & 50*446/88-33 on B80504-0607.No vio’atlont 
or deviations noied.Ma^r areas inspected: app'lcant acLon on previous ins: 


nndin^s.preopemnonaU 0lc g[| ) r R 9 H P^ *^9 ' m ee fl n g ’plan tjours & fire protection. 


bitter.r.d., 

46139 267-46139:281. 


5P. Ofc ol Special Projects. 80/08/24. I8pp 


-8807250164 Insp Repls 60-445/08 40 £ 60*446/88*38 on 000608 0?06 No violations 
or deviations noied.Majcr areas Inspected applicant actions on IE bullol!n 9 .gonora , 
plant lnsp. firo prevontlon/protoct'on £ QA controls £ administration. 

PHILLIPS.H.S., LIVERMORE.H.H, Ofc of Special Proiocta. 80/07/15 llpp 
46285: 136-46265: M6. ' 

8807250194 Forwards Insp Repts 60*445/88*41 & 50 446/80*37 on 000600 07C6 No 
violations or deviations noted 

WARNICK.R. F. Ofc of Special Projects. 88/07/16. COUNSlL.W G. TU Electric (for- 
merly Texas Utilities Generallng Co ). 6pp. 46273.054*46273:067. 
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-8807250203 Safety Insp ReplS 50 445/00*41 & 50 446/88 37 on 080608- 07C6.No 
v olai cns. deviations or unresolved iiem9 noted Major a f eas inspected appl cam ac- 
tons on p'ovious ln9p findings. 10CFR 50 55le) def ckincies & FSAR Arrenrl 71 
HALE.CJ., LIVERMORE.HH Ofc of Spec-al Projocls 00/07/15 9pp 46273 059 
46273:067 

8807120550 NRC Into Nonco 00 040. “Marking. Handing, Control, Storage S O&alruciion 
of Satogja'ds Info." Svr. list encl 

FtOSSl.C.E. Division ca Oncraiionaf Events Assessment (Post 070411) 00/07/18 
Consolidated Ed son Co of Now York. Inc 103pp 46241 263-46242 005 

6007120553 NRC Info Notice eu 050, Effect of Circuit Broakor CapacHonco on Aval 
abiily of Emergency Power ” Svc : sl encl. 

ROSSl.Ce Civisori of Operational Evonls Assossmonl (Post 070411) 08/07/10 
Consul dated Edison Co 01 New York, Inc. 1 1 9pp 4G25? 250-46258 016 

8607250210 Ack receipt of 000024 hr inform rg NRC of slops taken to correct vio'at ens 
r.oiod m !nsp ReplS 00 445/U6 26 & 50 446/86-22. 

WARNCKR.F Ofc of SpGC-al Prolecls 80/07/18. COUNSll.W.G TU Electric (for- 
mo.-ly Texas Ut lit os Generating Co ) 5pp 46259:252-46259.256 

6007100101 NRC Info Notice 68 051. “Failures of MSlVs " Svc !i9l encl. 
nossi.ce Division of Opomlicnai Events Assossmoni (P 091 B70411) 88/07/21 
Consolidated Edison Co of Now York. Ire 1 2 1 pp 46257 0B6-46257 206 


S. Reportable occurrences, LERs & related correspondence 

08070)0078 Iniorm A final Dofclor^y Rop* CP 00-07 for Units 2 A f. respectively re 
svc water sys loakaco Initially reported on 86041 1 Final correctivo actions listed bo ng 
mplamonled to resol vo sub| del ciency 

COUNSIL.W.G. TU Fdoctrlc (forrr.e'ly To*as UMities Gonoraling Co ) 80/06/22 Docu- 
moni Control Branch (Document Control Do9k). 3pp 46018 323-40018 325 

6607010127 Final Dolicloncy Ropt CP-03 00 ro control valve b/ackots. (n't-al'y roported 
on 630423 01/ w/H top'aco bractio'.H in use as snuit/Or aiiachmeni points on safety 
related Fisher control vn'.vos 

COLNSU..W.G. TU Electric (fomr.oMy Toxos Ul-liiioa Gonoraling Co.) 88/08/22 Docu 
mer.t Ccnlro'. Branch (Documonl Conlrol Desk) 4pp 48008 077-46008 080 

8807060420 Supplnmonlal Doficloncy Ropi CP 05 027 re 66 8mic Catogory l 
bldgs Inltla'iy reported on 851217 Dohns removal A actual widening of gap Corroctive 
act <m for Uni) f curonlfy s chedu'od to' completion by flQIOO) & lor Unit 2 by 
DOOtOl. 

COVJNS'L.WG . WOODl.AN.D R 1U Elocinc (formerly Toxas Utf'itlas Generating Co.). 
88/06/20 Docurr.ont Control Branch (Gocurnoni Control Desk) ip 401 10 007* 
401 10007 

8807060419 Supplomonlal Doficloncy Ropt CP-05-49 ro unevoluated fuid trangiont In 
9ieem suppW Jmo tor torbrno Onvun aux ilary toodwaier pump [1DAVP] Initially ropoiiorl 
on 651220 TDAFP vvi'.l bo toslod w/rovisnd piping conllguralton. 

DECK.J W TU Elocinc (formerly Toxas Uhl tios Generating Co ) 08/06/29 Document 
Control Branch (Document Control Desk). 2pp 40100.357-461 09:358 

8007060254 Submits Supplemental Dollclor.cy Repi CP-86-54 ro design & Inslal'alion ol 
conircl room Colling In, liol.y roporlod On 8(11003 Structural mods roguirod complotod 
wJ exception ol open insp Issues & lighting com toff s ipporls ovaluaied 
COUNSll.W.G . WOOULAN.O Ft TU Electric (formoily Toxas UM.lios Gonoraling Co) 
88/07/01. Document Control Branch (Oocument Conlrol Dogk) ip 46103350 
46103 350. 

B 8070Q02&2 Final Deiicloncy Ropt CP-06-10 ro oloctncal ponotrallon assemblies. Initially 
roporied on 000404 Ropt submitted to provide status of corrective actions Physical 
consl activities comp'elo tor UnJi l. 

COUNSll.W.G., WOODLAN.D R T() Electric (formerly Toxas Util t os Generating Co.) 
89/07/01. Oocument Control Branch (Oocument Control Dosk). ip 46007:320- 
460B7.320 

8807060530 Supplemental Deficiency Ropt CP-06 83 re separation barrier mall (SQM) 
on power cabios & power racoways.ln.lially reported on 8/0C05 Procedure ECC-10 07 
rev'sed lo conlrol fuluro SBM msiaJlof ons 

COUNSIL.W.G . WOODLAN.O R. TU Electric (formerly Texas UtilUa Generating Co.) 
68/07/01. Documonl Conlrol Branch (Oocument Control Dosk) ip 46114:252- 
461 14.252. 

6807180238 Supplemental OofdGncy Rept CP- 06* 19 ro Instrumentation 
ms ^lotions. ln;tlBlly reported on 800 1 29 Completion date for corrective oct.ons Bpocl- 
lied In TXX-BB14G revised to 081215 

COUNSIL.W.G . WALKER, R.D TU Elocinc (formerly Toxas UM.H05 Generating Co). 
68/07/00. Documonl Control Branch (Document Control Dosk). ip. 46203.224- 
46203:224. 

6807190274 Interim Doficloncy Ropt CP 86 48 re adequacy of nonconformance rept 
dispositions. Initially roportod on 0606 16. Review Indicates nonconformance rept depo- 
sition program be revised Next ropt oxpeefod by 081012, 

COUNSII.WG. TU Elocinc (formerly Texas UtiMlos Generating Co). 80/07/13. Docu- 
ment Conlrol Branch (Document Control Dosk) 3pp. 46215 203 46215 205. 


T. Hearing transcripts on non-antlfrust mailers 


6607180363 Forwards iranscripi of 000623 meeting between ufif.CASE & J Ooyio re 
corrective actions program. 

MALLOY, M. Ofc ol Spoclal Projects 88/07/07 Ofc of Special Projects, 4pp 
46198.127-46198:206. 


-88071B0366 Transcript of 800623 public mooting w/util,CASE & J Doyle re upper lat- 
eral feslre-nl & HVAC. 

* TU Efeciric (farmerfy Texas UMifios Generating Co ). 88/06/23. 152pp. 46108.133* 
46198 286. 
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A. Appiication/conalrucllon stage documents & correspondence 

0807070126 Clarifies "s gn Leant safely related" as used m Co.mar.cho Peak Response 
Team collective sign.licanco repl.po' C Gnmos roquoslPhraso indicates that uM hae 
reasonable assurance that items con nodo-m safoiy-reiafod functions 
COUNSll,WG TU Eleclrc (formerly Texas Ut It os Geno.'atmg Co ) 08/06/24. Docu- 
monl Conircl Branch (Document Control Oosk). ip. 46125 210 46125 210. 

0607070362 Responds 10 Generic Itr 08-05. “Boric Add Corro3 0n of Carbon Steel Re 
aefor Pressure Bcu'rlary Ccmponopis n PWR P.anls." 

COUNStl.W G TU Electric (forrr.orly Texas Uh iiios Ger.oratmg Co). 88/06/24. Docu- 
ment Control Branch |Documenl Conircl Dosk). 4pp. 4&1 24 343 4612046 

8807000500 Forwards description of changes to FSAR Amend 72 
COUNSll.W.G , WOODLAN.D.FV TU Electro (formerly Texas Utilhos Generating Co.) 
60/07/01. Dcicumant Control Branch (Oocument ConW Dosk) i2pp. 46C07 321- 
46087:332 

000706(1518 Forwa'ds rev 10 FSAR.SecLon 3.6B re dotorrmnat on of jot cone shape fo/ 
lots oischaroing from high enemy pipe brooks. 

COUNSll.W.G , WOO JLAN.D.n Tu Elucinc (formerly Toxas Unities Gonoraii''.g Co ). 
08/0//Q1. Document Coni'ol Branch (Document Control Oosk) 3pp 461 14 253- 
46114:255. 

8007130454 Genorc lir CO* 11 to all llconboes of operating reactors & holders ol CP9 ra 
NRC position on racJ>at-on ombnUlorr.ent of roaoior vessel mats & mpaci on plant 
operations Svc I st & Rav 2 to Reg Gu do 1 9H unci 

MlRAGUA.F J Associate Di'octor for Projects (Post 670411). 88/07/12 Consol dated 
Ed-son Co Of New York. Inc 5tpp 46257:207-46257.257. 

BB072Q0204 Notd-caton of 000715 moetng w/utl in Arllnolon.TX to discuss applcab'e 

G odlons ol util agreement to withdraw from I corising heanng.po.' R Walker requost 
/ARNICK.RF. Ofc of Special Projects 80/07/12 GRlMES.Ci Ofc of Special 
Projocls. 4 pp 46239 345*48239.318 


F. Security, medical, emergency 1 fire protection plena 

BB07080034 Forwards Insp Ropls 60 -1-15/00-39 & 50-446/88-33 o.n 080504- 0607 No 
v oiaiion9 0; doviaLons noied. 

WARNICK.RF. Ofc of Spec al Pro ccts 88/06/24 COUNSIL.W.G. TU EloctnC (lor- 
rr.eriy Texas Util t os Gonoraling Co ) 5pp 40139 262-46139 2dt. 

-8807000039 Insp Ropls 60 445/08-39 & 50 446/00-33 on 060504-0607 No vid'miona 
or dovlations ncro-dMalor aruas nspoctod opp’icant action on previous <nsp 
findings preopo'oiional retesting program ,rngt rnonlmg ptont lours & lire protection 
BITTER, S D Ofc of Spoclal Projacts 08/03/24. 1 Spp 46130:267-40130.201 

6807190319 Forwards Insp Ropls 50 4-15/00-43 & 50-446/00*39 on 080813-16 No vio 
laiions or dovlailor.s nolod 

WARNICK.RF Ofc of Special Projects. 00/07/1 1. COUNS1L.WG TU Electric (for- 
merly Texas UMilius Genoratng Co.) 4pp. 46204:327-40204 332 

-8807190320 Insp Ropls 50-445/60-43 A 60 440/00 39 On 000013-10 No v.olatons or 
dovlallons noted Major areas mspoctod. socunty plan A procodi.ro9.iost & front pro 
gram A persor.nGl access conlrol. Detoi'a w.thhold (rof 10CFF173 21) 

CALDWELL. Ft A Region 4. Ofc Of the Director 80/O7/OB. 2pp 40204 331 46204 332 

8807250165 Forwards Insp Ropls 50-4 45/88-40 A 50-416/06 36 on 000608 0706. No 
violations or deviations notod 

WARNlCK.Rf. Ofc Of Spoclal ProlOClS 88/07/15. COUNSIL.W.G. TU ElOClriC (lor- 
morly Toxas Uiiliiios Gereraimg Co). 5pp. 48205: 131-46205 146 

-8807260164 Insp Repis 50-445/68-40 & 50-446/UB-36 on 6B0608 0706NO vlo’ations 
or doviallons noted Major aroas inspeciod: opplicenl 8Ctlon9 on IE bulloilns.gonerel 
lent insp. fire provonr-on/prolnct on & OA controls & administration 
HILLIPS.H S Ole Of Special Project. 88/07/15. 1 1pp. 46205.130-46285:140 


G Adjudicatory correspondence 

8607080079 Forwards draft pages from Ofc Of Inspector A Auditor Rnpi 88 10. "AHoga- 
lions of Misconduct by Region IV Mgt Ro Comancho Peak Stoam Eloctr c Stat-on." 
□or allachod Mst W/o ends Re'atOd correspondence 

BORDENlCK.B.M Assistant General Counsel for Roarings. #308 6032. 00/06/23. 
ROlSMAN.A Z. Rolsman, A Z 3pp 45998.337-45096 339. 

8807110104 Forwards Joint stipulation & Joint motion for dismissal & oxhibils for fi'ing In 
proceoding 

SCHMUTzJ.A. Tu Eloctrlc (formorly Texas UtiHtles Generating Co). SCHMUTZ.T A 
Nowmen & HolU.nger. #380 0675. 00/07/01. JULIAN, E. Dockot.ng & Sorvlcos 
Branch Ip. 46034:101-46067.093. 

-88071 10119 Joml moiion for d«sm ssal of proceedings.* Parties request that Board 
accept 860630 joint stipulation of parlies & admit into evidentiary record of 
procoedingdocumonts parties agrood to tonder for admission into procead-nga 
ELLIS, J. GARDE.B.P. Citi/ens Assoctotlon lor Sound Energy. GARDE. B P. Garde. 
BP. 66/07/01. Atomic Safety and Licensing Board Panel 4pp 40034:182 40034 185. 

-68071 10134 Jo nt stipulation * Stipulation re withdrawal of Contentions 2 & 5 8 dismis- 
sal of proceedings subj to listed conditions & ag r oe in enl a. Supporting documentation & 
Cortificofe of Svc encl. 

ELLIS, J Citizens Association for Sound Energy. COUNSIL.W.G. TU Etoctnc (formorly 
Texas UMltlos Gonoraling Co) * Offico of the General Counsel 08/07/01 1 1, 708pp. 
46034:166-46067 093. 

8007140091 Memorandum 8 order Ciorminaimg proceed ngs subj lo condition) • Joint 
stipulation for dismissal ol proceed nos filed by all parlios on 080701 accepted & par- 


216 DOCKETED ITEMS 


8007110036 Forwards IslGd p'oacirgs h addto'i te nolIcQ of appearance ol MD 

Kohn SM Kohn & CK Coinp nto on behalf cl J Ooe 

KOHN.M.D Kchn & Assoc ales *3e6 6652. 88/07/06 BLOCH.P B Atomic Safely 
ard Lteans.ng Beard Panel Ip 46033 209 46033 221 

-88071 1003d Net ce ol inieni to 'io mouen requesting subsltu'-cn ol parlies or m a‘.!e'* 
native r.o: co of intent to No rrct.cn for iniervoni on T Pein.oner requests that proceed 
■ng r.ci do (J sm ssert uni I pobl.cno' rnoi.cn reviewed 

KOnN.M.O. Kom & Associates 66/07/06 A'omc Salety and licensing Board Pane.. 
2pp *16023 210-46003 211 

-8007110042 Moiion to proceed as J Ooo * Petitioner moves Board to proceed as J 
Dee >n procoocihg for ‘islod reasons _ 

KOHN.M D Korn & Associates 68/07/06 Aiomc Satei? and Ucensi-g Board Panel 
3pp 46033 212-46033 214 

-0BO7 110050 Wono.n to make publ c ai settlement agreements enacted by parties * Ro 
quosls tnst pond ng pub'c agmerreni <r pint supuiaton sjbTiited on 080701 noi be 
approved & all oiher agreements bo provided Certificate of Svc enct 
KCHN M D Kchn A Associates 8B/07/06 Atom c Safety and Dcens.ng Beard Hanoi 
7pp 46033 215 46033 221 

0807140038 Fow&rCS rroiion for permisson io withd'aw p'eadirgs w/o prG,udipe A w/ 
loavo to 1 lo substitute pleadings wiih n 46 h. 

KOHN.MD Kohn & Associates. ^380 6692 89/07/C6 DLCwH.P.D. Aiom c Safety 
and Lice ^S’ng Board Pan o' ip 461 17 279 461 17 2Q4. 

-8807140056 Motion for porrrlss on to wthdraw p'eadngs w/o p'o|udico A w/leave to 
tro 6'jbsi tufa ptoani-gs w.tnln 48 h * W/ Cert* cato of Svc 

KOHN.MO Kchn A Associates 88/07/06 Atoxic Sa'aty and Licensing Board Panel. 
5pp. 4 61 17.280-461 17 284 

8807 140832 Forwards subsl.tulo plead ngs ol pei.iioner J Doo. 

KOHN.MD Kchn A Associates 430B 6601 89/07/07 BLOCH.P D. Aiomic Safely 
nr.d Licensing Roa*d Par.ol Ip 46117 264-40117 270 


-8807140035 Not.ce cf h'ont io fi‘e motion roquesl.nq subsi tjtlon of panics or m alter- 
native noi.ee ol intent lo fre motion fo' nlerveni on. r Roqi.osIs ihnt proceed ng r.oi be 
dismissed o' compram sod unti pol.t one: motion renewed 

KOHN.MD Kohn A Associates 80/07/07 Atom's Safety and Hcons ng Boa'd Panel 
2pp 46117:265*46117:266. 

-8007140047 Motion to proceed as J Doo’ Pehtioner requests to proceed as J Doo 
d.jo to lea* of hatessmenl.int m.daiton or term nation baso<J on I ’mgs of proceedings. 
KOHN MD Kohn & Associates 86/07/07 Atomic Safoty ar.d Licensing Board Panel. 
3pp 46117:207-46117 269 

-8007140054 Motion lo make pub'ic all soUlomom agreements enacled by parties ’ Re- 
qtesis that io nl silpulaton submitted on cr about 8B07O1 not bo approved & petiilon* 
er no granted 30 days to review all ag'eemcr.ts W/Cortificaio of Svc 
KOHN.MO. Kohn & Associates 8B/O7/07 Atomic Safoty and Hcons ng Ooa'd Panel. 
%>p 46117 270*46117:278. 

6007140027 Forwards mot-ons lo mlo/vorp A for sua sponle f.led on boha'f of Ozena 
for Fa r Uli' Requ'alten A lnd;v dual residents. _ , 

COLAPINTO.D.K. Citizens for Fal* Util cy Hogjlalio-n COLAPiNTO.D.K. Kohn A Associ- 
ates fr398 6693 80/07/OB BlOCH.P Atomic Saloty and Llcongmy Board Panel, ip. 
46117:239-46117.248 


-0807140033 C.tuens for Fa r Util Rcy-j'aion motion io mervene & for sua sponle 
reief.* Peiitioner request ihat ail selitemem ag'eomonls re |oiTt situation bo or- 
dered puhl.ciy released & thai 860713 hear.ng bo continued for 60 days 
COLAPINTO.D.K Oilmens for Feu Ulil.ty Regu’al.on COLAP-NTO.D K Kohn A Associ- 
ates 80/07/00 7\iomic Salety ar.d Llcer-ang Board Panel 2pp. 46\ 17:240* 
40117:242. 


-8807160024 Response of applicant to motions to stay. to mtervono & for sue sponle 
relief filed by various pet.t.oners,* Papers Mod by pot>i loners should do rejected 8 
donlod A d sm ssal of proceedings be completod.W/Cortificete of Svc. 

NEiiVMANJR TU Eloctf.o (formerly Texa9 Uti'itlos Geno/almg Co). NEWMAN.JR 
Newman & Holt 2 mger 88/07/12. Atomic Saloty and Liconsng Board Panel. I8pp 
461B& 359 46^90,016 


0807150054 Forwards correct Exhib t O.bsv re applicant 080729 public meelng to par. 
t es Jo'nt stipulation fi'ed on 000701 W/ Certificate of Svc 

SCHVUT2 T A TU flfoctric (formerly Texas Ut.lillos Qeneraiinn Co ). SCHMUT2.T A 
Newman & Hoilzngor /7388 6710. 8B/07/12. JULPAN.E. Docketing & Server* 
Branch 3*l0pp -16191 001*46191.012 

8007200054 Notice ol withdrawal ’ Withdrawal as attys of record lor petitlone/e Citizens 
for Fal' Util Rogulalion.Greaier Fort Worth Sierra Club & Comanche PoaK Cozens 
Audit notod search for replacement counsel unsuccessful 

KCHNM.D. KOMN.SM.. COLAPINTO.D K. Kohn & Associates 4/388 6712. 68/07/ 
12 Ip’ 48194:001*46194 005 


—8007200063 Motion to: petitioners to appear pro se.* Petitioners request io appea* 
baler e Board ai 880713 hearing in order io present arguments in support of pel lion 
e'S mol ons & for stay ol procooding9.W/Certdlcale of Svc. 

KOHN.MD Kohn & Associates 88/07/12 Atomic Safety and Ucens-ng 8oard Panel 
4pp 46194 002*46104 005. 

0807150034 Comanche Peak Citizens Audit motion for slay & motion lor sua spomo 
rel of.* Requosts time to review concerns of J Doo & tor rol of for listed items In c»der 
lo act as Imorvenor in pfocooding.W/CertiUcato of Svc. 

KOHN.M D. Kohn & Associates 0300 6706. 80/07/13. Aiomlc Safely and Uconsmg 
Board Panel. 6pp 46180.312-40109:317 


8007200065 Memorandum & order (dismissing proceedings) * Documents that parties .n 
Joint stipulation agreed lo tender fldm.uod to record at 080713 prehoarirg 
conlorenco Served on 000715. ^ ^ _ 

BLOCH P B Atomic Safety and Licensing Board Panel. 0388 6711 00/07/13. OILco 
of the General Counsel 01 pp 46192:170-46192:257. 


I. Financial Information 


0806300353 Forwards 1987 annual repl9 lor Texas Utils Co.Prazo9 Electric Power Coop 
& Texas Mun cipal Power Agency 

COUNSIL.W.G . MARSHALL. J.S. TU Electric (formerly Texps Utilities Generating Co) 
00/06/22. Documonl Control Branch (Document Control Doak) Ip 46016 210 
46010:35*4. 


-6806300368 -‘Toxas Ut.l Co 1907 Annual Repf 
f ARRINGTON .-J. Texas Utilities Co 07/12/31 44pp 46016:219-46016:280. 


■6006300360 “Brazos Electric Power CooperaKvo Inc 1087 Annual nopi.'“ 

PARKE n.W.G. Brazos Erociric Power Cooperalivo, Inc 07/12/31. 40pp 40016201- 
46016 322. 


K. Utility Final Safety Analyala Report (FSAFt) & amends 


0607200333 Forwards Amend 71 to FSAR for Comanche Peak Sloam Electric 


Siation.Rclalod corraspondonco. 

SMITH, M.A. TU Electric (formerly Texas Uhl.llGS Gonoratmi 
27. STEPHENS.Cn. STEPHENS.CR. Dockollng & I 
46256 001-46257.085 


Co ), ff 208 0451- 00705/ 
Jorvlcoa Branch 3DCpp 


B60705005B Amend 72 to FSAR for Comanche Peak Stoom Electric Station W/ 060701 

COUNSIL.W G. TU Electric ilormehy Texas Utilities GonotahnQ Co.y B6/O7/0V 
444pp. 4e029. 140 46030 231. 


-8607140041 Individual res donta motion to intervene & lor sua aponte ro'iof.’ Listed 
pel.tioners requool rolief lhal all settlemont agreements ro Jo nl stipulalon bo pub’icly 
ral^asod 6 860713 hearing bo extended W/Cortificaio of Svc 
COLAPiNTO t DK Kohn S Associates 68/07/08 Afonre Salety and licensing Board 
Panel 6pp 46117:243-461 17:240 

6607160031 Clanfios ro'evant issues raised In LC Cla-k 080708 Hr re roconi Mmgs by J 
Doo W/ supporting into & Certificate ol Svc. 

KOHN.MD. Kohn £ Associates 0388 6704. 68/07/10 BLOCH.P B Aiomlc Safoty 
and L'C onsmg Board Panel. 9pp. 46109:341*46169:349. 

6807 150032 Second group of Indrv dual resldenis motion (or leave to -ntervone 8 mohon 
(or sua sponle ro'iel.’ Requests that ell sott'ement agreements ro Jo ni stipulation be 
orderedpub'iclyreleasodW/CertilcatoolSvc. 

KOHN.MD. Kohn S Associates. 0308 0708. 89/07/11 Atomc Salety ar.d Llconsing 
Board Panel. 7pp. 46189 334.46109 340. 

6-807150067 Notice Of w/hdrawal w/o prejudice * Wilhdraws J Ooe as potoniial Interve- 
nor In proceedings W/Cort.ficate of Svc 

KOHN.m.D.. KOMN.SM. COLAPINTO.D.K. Kohn & Associates #386 6705 88/07/ 
11 4pp 46109 008 46109 311. 

6007 \ 5066 5 GteaVet Fort Worth Sena Cub motlcn lor leave lo intervene & motion (or 
s-ja sponle relief * Requests ihat relief for fisted items be grantod sua aponte lo ad- 
dress comp' ex safety-routed issue s.W/Cortil cate ol Svc 

KOHN.M.D. Kohn & Associates #388 6707. 88/07/M. Atomic Salety and Licensing 
Board Panel. 0pp. 46189 302 46189.307. 

8807150014 Forwards suppl filing ol response of eppl-cent io motions to stay.to inter- 
vane & for sua sponto re lef filed by vanou9 part- os. 

EDGAR.G L. TU Electric (formerly Texas Utilities General ng Co). EDGAR.G.L, 
Newman & HolUinger. 0308 6703 00/07/12. JUL1AN.E. Dockot ng A Services 
Branch, ip. 46189 357*46190:016 

-6607150018 Forvvard9 response of applicant lo motion lo slay.to Intervene & lor sua 
soorue ro'ief Med by various parties. 


O. inspection reports. IE Bulletins & correspondence 

6607150169 Ack reco pt of 000531 Itr In response lo violations noted In fnsp Ropta 60* 
445/88-17 & 50 446/00* 14.NRC believes citation valid as aiaied & agross w/ull cor- 
recbve aciona.lndud hg more detail'. vo reou rements tot uavetec contoru 
WARNICK.R.F Ofc of Spoclal Projects 68/06/00 COUNSIL.W.G. TU Eloclrlo (for- 
merly Texas Utilities Generating Co.) 6pp. 40185:127-46185:131. 

6606 130168 NRC Info Notice 88 030. "LaSalle Unll 2 Loss of Recirculation Pumps W / 
Power Osc.Kation Event. " Svc list encl. ^ ^ „ 

ROSSI.C.E. Division ol Operational Evenls Assessment (Poal B70411). 80/06/15. 
Conso’ldated Edison Co or New York. Inc. 110pp. 46978:166 45970 206. 

8606100340 NRC info Nonce 68*040. "Examiners Handbook lor Develop ng Operaiv 
Licensing Exam9 ” NUREG/Bn-0122 & svc list encl 

ROSSI.C.E. Division ol Operational Evenls Assessment (Posl 870411). B0/O0/22. 
Conso'ldQfed Edison Co. of New York, Inc. 237pp. 46240:325*48241:201. 

8606170033 NRC Info Noilce 00*041. "Physical Protection Weaknesses IdonU.od 
Through Regulatory Effectiveness Reviews. ^Svc list encl. 

ROSSI.C.E. Division of Operational Evenls Assessment (Po9t 870411) 60/00/22. 
Consolidated Edison Co o-f New York, Inc. 122pp. 45978.034- 4697G. 155 

8806170291 NRC Buifetm 0B-OOQ, "Thermal Stresses in Piping Connoctod lo RCS" Svc 
list encl- 

ROSSI.C.E. Orvlsion of Operational Events Assessmenl (Posl 870411). 88/00/22. 
Consolidated Edison Co. of New York. Inc. 1 16pp. 46010:037-48019:162. 

8807010091 Forwards revised response to NRC 070011 notice of deviation, item E as 
noted in Insp Ropt 50-445/86-07-Correclive actions Procedure CP-OAP-10.1 
revlsed.includmg block on NCR form identifying evaluations per lOCFR60.55(o) 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 00/00/22. Docu- 
ment Control Branch (Document Control Desk). 4pp. 46018:319*46018 322. 

8607080151 Ack receipt of 800020 Ur inform'no NRC of slops taken to correct violations 



-0807110549 Notce o' violation from msp on ftflO.TOfl 0633 Vio'ation noted f ack c' p*0 
coduros lhal could objociivo'y demonstrate control of conversion o' dccurr.enta' cn 
content of p ping (component) dale packages to isometric drawings 
GRIMES.C.I Ofc of Spocial Pro.ocls 88/06/23 3pp 46002 098 46002 ICO 

-6607 1 10552 ?nsp Reply 50 445/80-24 & 50 440/00-21 on 00O3C8 0003 Viclat ons 
noted Ma,0' areas inspected prev ously Identified ASME Codo insp fndmgs A a’loga* 
tiOis ro OA/QC program A implementation 

WLLIAVS.CC. GHlMES.C I. Ofc of Special Projecls 08/06/23 llpp 46082 101- 
46002 1 1 1 

6806210036 NRC Inlo Notice 88 044. Mocharical Binding of Spring Roloaso Dovice n 
W&siinghouso Typo OS 4tG Circuit Breakers " Svc list oncl 

ROSSI.C E Division ol Operational Events Assessment (f > 0&t 870411) 00/05/24 
Ccnso' dated Ed son Co. of New York. Inc I13pp 46019 153 46019 265 

8806240139 Suppl 1 to NHC Duitefn 00 008. "Thermal Slressos In P-p ny Connected to 
RCS * Svc J-sJ oncl 

ROSSI.C E Divis.on of Operational Events Assessment (Post 870411) 00/06/24 
Consol dated Fd.son Co Of Now York. Ir.c. 1 14pp. 46019.266 46020 018 

0607050549 Provides addl info to revised response to NHC Hr re violations noted :n 
Irsp Root 50 445/06 26 A 50-446/86*22 per NHC 0Q0527 request 
COUNSlL.WG TU Elocir C (formerly Toxas Uli’itos Generating Co ) 00/06/24. Docu- 
n.enl Control Branch (Dccumont Control Desk) 4pp 46073 315 46073 318 

8607080009 Forwards insp Repts 5 0 445/00-37 & 50 446/09-35 On 000504 GOO? No 
relations or riavlfliions noiod 

WARNICKR.F O'C Of Spocol Prolocls 00/06/24 COUNS'L.WG TU Electro (te'* 
morly T exas UM lios Gor.eraiing Co ) 6pp. 46 1 39 293-46 139 314. 

-6907060014 Insp RoptS 50-4 45/80-37 A 50*446/00-35 on 000504 0G07 No vlo’ahons 
or dev niions noted Main: aroos -nspocted opp'icant actions un previous map 
1 ncTngs.foiowup on vio'ntions/ deviations, goner at plant aroas A rngl mooring 
LIVFRWCRE.H H Ofc Of Special Pro.ocls 08/06/24 I6pp 46l39 200-40130:314. 

8607080034 Forwards Insp Ropls 50 445/00 30 A 50 44 6/00 33 on 000504 C607 No 
violat ons or deviations noted 

WARN;CKRF Ofc of Spodal Protects 88/06/24 COUNSIL.W G TU Eloctr-c (ter 
r.erly Texas Ut.'ihea Generating Co) 5pp 46139 262 46139:281 

“8807080039 Insp RoptS 50 445/80 39 A 50 446/09 33 on 800504 C6Q7 No v-Clalons 
C' deviations noted Ma|cr amas Inspociod opp'icant oclion on prev ous msp 
f.r.d ngs proepor atonal retesting proyrana.mgl meet r.g plant tours & f.re protect cn. 
BiTTFR.SD. SINGH, A , UURRlS.SP. Ofc of Special PiojoctR 88/C6/24 15pp. 

46139 267-46139 201 

8007080321 Rov.sos date of full compliance for notice ol violation, Item9 ESC from 
‘nsp Bepls 50 445/06 03 A 50 446/86 02 Completion of nction tor HVAC resched- 
uled duo to roriuced level of Unit 2 actw.noa. 

COUNSIL.W G.. WOOD. AN.O R. TU Eloctric (formerly Texas Ull’llios Gonotetmg Co). 
09/07/01. Document Control Branch (Documont Control DosV) Ip 48110:115- 
46f »0.f 15 

8887060331 Responds 10 NHC 0UO52O Itr ru violations noted n Insp Repts 50 445/60- 
32 A 50 446/00 2ft Corroctivo actions personnel reminded of need lo fully document 
engineering justifications whon dispasitionmg nonconformance ropls 
COUNSIL.W G , WOODl.AN.D R. TU FJoctric (fcrm.oriy Texas Ulutios Gonarat ng Co ). 
08/07/01 Documont Control Branch (Document Control Dosk) 4pp 46115:316* 
46115.319. 

8307070450 Ack receipt of 080620 ftr informing NRC of slops inkon lo corrocf v.ofaions 
noted fn Insp Ropls 50 445/ftO 20 A 5O-446/0B-1 7 

WAHNICK.RF Ofc of Special Projects 08/07/01 COUNSlL.WG TU Electee (for- 
merly Texas Utilities Gnr-oralmg Co). 6pp 46124 300-40124:313 

0006300347 NRC Info Notice 80 046. "Problom9 In Prolect.vo Relay A C rcuit Bmakor 
Coordinat.on. , ‘ Svc list oncl. 

ROSSI.C F D.vision of Oporailonal Events Asso9smonl (Post 070411) ftft/07/07. 
Consol dated Edison Co of Now York. Inc. I04pp 40242 109 46242 2i2. 

6807140297 Ack rocopl of 800701 lu Inlorrnr.g NnC of stops takon to correct violations 
noted In Insp Roots 50 445/00 32 A 50*446/80-28 

WARNlCK.R F Ofc of Special Protects 00/07/07 COUNSlL.WG TU Electric (for- 
merly Texas Uti'itioa Gonoratlr-g Co) 6pp 46176.317-40176 321 

8807090008 NRC Info Notice 00*046. ‘'Licensee Ropl of Ootoctwo Refurbished C rcut 
Breakers ” Svc list end. 

ROSSJ.C.E Drvbfon of CporoUonal Events Assessment (Posl 070411) 88/07/00 
Consolidated Ed son Co. of Now York. Inc 107pp 46231 261*46232 027 

B807 180278 Forwards rosponso lo NRC Bulletin 88 004. -Polenllal Safely* Related 
Pump Los 9 ” Sys w/pump & piping ays configurations that do not procUdo pump-to* 
pump Interaction during miniflnw operation listed 

COUNSlL.W G TU Eloctric (formerly Texas UW.llos Gonorailng Co.) 00/07/08 Docu 
monl Control Branch (Documont Control Dosk). 6pp 45194:278 46194 202 

8007180052 Responds (o NRC Butotm 68 003, “(nadoquafe Latch Errgagemani in HFA 
Typo Latch ng Relays Mfg by GE " Use of HFA relays in C'ass iff applcal ons not 
used al facility. 

COUNSlL.W G TU Electric (formerly Toxas Utilities Generating Co) 80/07/n. Docu* 
rr.onl Control Branch (Oocumonl Control Dosk). 3pp. 46213 225-46213. 227. 

8097190319 Forwards Insp Ropts 50 445/60-43 A 50*446/06-39 on 880613-16 No vio- 
lations or deviations noted. 

WAflNICK.RF. Ofc of Special Projects 88/07/11. COUNSlL.WG. TU Eloctric (for- 
merly Texas Utilities Generating Co.) 4pp 46204-327-46204 332. 

-8807190320 Insp ReptS 50 445/00-43 A 50 448/88 39 on 880613*16 No violations or 
deviations noted Major areas inspected: security plan A proced urns, test A malnl pro* 
gram A personnel access conlroi Deialls withhold (ref 10CFP73 21). 

CALDWELL.R.A . EVERETT, R.J. Region 4. Ofc Of the Director. 80/07/00 2pp. 
48204.331 46204 332 


0807000366 NRC info Ncl ce 80 047. “Slower-Then Expected Rod Drop T mes " Svc 
hsi end 

ROSSI.C E Division ol Ono.-aiional Events Assossmont (Post 670411) 09/07/14 
Consolidated Edison Co of Now York. Inc. I03pp 46240 222-46240 324. 

8807250101 Forwards tnsp ftopis 60 445/88-45 S 60 446/06 41 on 030600 0706 No 
violations or deviations r.oied 

WARNICK.HF. Ofc of Specal Pro.ecls. 80/07/15 COUNSIL.W G. TU Elaclrc (for- 
merly Texas UN ’ 08 Generating Co ) 5pp. 46269:101-46260 20fl 

-0007250 125 insp nopls 50 445/88 45 A 50 446/00 41 on 80C608 0706 No vio'at-ons 
or deviations noiod Ma cr areas Inspected eel or.s on previous insp f«rding9.(ci'cwvp 
on v olat ons/dov.ations. fo/owup on 10CFR50 55(o) repls A general p*am lo^rs 
WAGNER.PC, LlVEHMCnF.H.H OlC OJ Special Projects 8D/07/t4. I3pp 
46269.1 96-46269 20B. 


00O72SOt4O Fo-wards frr.p Repls 50 445/00-42 & 50 446/68 3ft on 600600 07C6 No 
violations or deviai ops noierf 

WARNICk.RF OlC Ol Spocol Projects 88/0//15 COUNSlL.WG. TU Eloclnc (for- 
merly Toxas Utilities Gnno'mmg Co) 5pp. 46255 045-46255 059 

-0807250145 insp Repts 50 445/80 42 & 50-446/6B-3B on 0006(16-0706 No viol&lions 
or deviations noted Unreso'vod item noted ro field vonlicailcn molhod Major areas 
inspoctecLl&sue spocifJc action plans A cahlo A flox bln condjit 9lack. 
nuNYAN.VF. LJVERWORE Ofc ot Special Propels 8B'07/)5 JOpp 4625.5 050- 
40255 059 

QB07250155 Forwards Insp Ropts 50 445/00-40 A 50*440/03 36 on 000603 0700 No 
vio’atrcns o: deviations noted 

WAHNICK.R.F. CfC Of Spocia' Projects 88/07/15 COUNSIL.W.G. TU Elocirlc (for- 
mo*ly Texas Uti’illes Generating Co) 5pp 46265 131*46285 146. 

-6807250164 Insp Hoois 50 445/08*40 & 50-446/68-36 on D0 0600 0700 No v^Jai;ons 
or doviotions noted Wajof areas inspected, applcant actions on IE bullot ns.genoral 
plant msp. Lro prnvonlion/proteclio'i A QA controls A admin slrat cn. 

PHILLIPS.HB.. LIVEnMCflE.H H. Ofc of Speoal PfC|0ClS 88/07/15 llpp 
46285-130 46285.140 

8807250194 Forwo'ds Insp Rupts 50 -145/80*41 & 50 440/80*37 on 660600 0706 No 
violation^ or dov-ations notad 

WARNICK.R F etc ol Special Proiocts 00/07/15. COUNSlL.W G. TU Electric (for- 
mori/ Toxas Ul/ities Genaraii'-.g Co.) 5pp 46273.054-46273 007 

-0007250203 Safety Insp Ropls 50-445/68 4 1 & 50-446/00 37 on 680600 0706 No 
violancns.doviatons cr unresolved plums notud. Major amns inspected applicant ac 
lions on prov.ous hsp lir,<Jiiigs.iO-CFR5f)55(e) dolicioncios A FSAH Amond 71 
HAIF.CJ. LIVERMORE.H H Ofc of Spoc ol Projects BB/07/16. Opp 46273.050* 
46273 057. 

8807120550 NRC info Not co 00 049. "Mflrking.Handi r'g.Conlrol.Slomn® & Daslructlon 
o! Safeguards info ’ Svc I st oncl 

ROSSI.C E O.vislon ol Operational Events A9903snfiont (Post B70411) 08/07/10. 
Consolidated Edison Co. of Now Yo'k, Inc 103pp 46241 263 40242 005 

6007120553 NRC Info Noilco 88*050, “F.ffoct of Circuit Broakor Capoc-ionco on Avnl- 
abi'ity of Emergency Power Svc 1st «”cl 

ROSSI.C E D.vision of Operational Events Assossmont (P09t 070411) 03/07/10 
Consol dated Edison Co of New York, Inc 1 fflpp 46257:250-46250:016 

8607250210 Ack recopt of 000624 Hr informing NRC ol stops taken lo correct violations 
noiod in insp Ropts 50*445/06 20 A 50 440/0B 22 

WARNiCK.n F OlC Ol Spoc-al Proiocta. 00/07/10 COUNSIL.W.G. TU Elocirlc (for- 
morly Toxos Uhl ties Gunaroting Co). 5pp 40259 252 48259 256 

8807100101 NRC Info NdI.co 88 051 . "Fnruros of MSIVs " Svc 1st oncl. 

ROSSI.C E Division of Oporolcna' Events Asses9rr.on( (Post C704 nj 38/07/21. 
Conso'iuated Edison Co of Now York. Ir.c 1 2 Ipp 46257.0B6-46257 206 


S. Reportable occurrences, LERs A related correapondence 

8007010078 Inierim & final Deficiency Ropl Cp-86 07 for Units 2 & 1, respectively re 
svc water 9 ys leakana.lnilmily roportod on 06041 l.F.nal corroctivo actions 'isiect being 
implemented to resolvo subj dofic oncy 

COUNSIL.W.G. TU Electrc (foimerly Toxas Uli'itlo9 Generating Co.) 88/06/22. Docu- 
mont Control Branch (Document Control Dosk) 3pp. 46018 323*4001 0 325 

0807010127 Final Do'lcloncy Ropl CP-B3-00 re control valve brackets In ta'ly reported 
on 830423. Util will replace bracket tn usq as snubber aiiachmonf points on safety* 
related Fisher control valves. 

COUNSIL.W G TU Eloctr.c (formerly Texas Uli'itios General ng Co ). 80/00/22 Docu* 
mani Control Branch (Oocumem Control Oosk). 4pp. 46006.077-46 008.080. 

8807060420 Supp'enr.cntal Deficiency Rept CP 85-027 re seismic Category l 
bldgs initially roportod on 8512 1 7. Debris removal & actual widening of gap. Corrective 
achons (or Unit \ currently scheduled for complabon by 001001 A for Uml 2 by 
9C0101. 

COUNSIL.W.G.. WCODLAN.D.R TU Elocirlc (formerly Texas UniiLlos Gonorailng Co ). 
88/06/28, Document Control Branch (Document Conlroi De9k). ip. 461 10.007- 
48110.007. 

8807060419 Supplemental Dof.cloncy Rept CP 05-49 ro unova'uated fluid transient in 
steam supply lino for turb ne dnvon auxiliary feedwater pump (TDAFP). Initially roperied 
on 851220 i U AFP wl-l bo tested w/revisod piping configuration. 

QECK.J.W TU F.foclric (formerly Texas UIFities Gonorailng Co ). 68/00/29. Document 
Control Branch (Document Conlroi Desk). 2pp. 46109 357-40109.350. 



0807060254 Submits Supplemental Dohoe^cy Rept CP-86 54 re des gn & retaliation of 
control room ce-i ng initially roportod on 66 1003 Structural mods required completed 
w/exceptlon of open nsp -ssues & light ng conduit supports evaluated 
COUNSIL.W G . WOODLAN.0 R TU E'eclnc (formerly Tovas Uhi ties Generating Co ) 
83/07/01. Document Ccmro! Branch (Document Control Desk) ip 46103 350 
46103 350. 

8607060282 Final Defic ency Flopi CP-80- 10 re electrical penetration essemb' ©s initially 
reported on 800404 Rept submitted to provdo status of corrective actors Physical 
const activities comp'ote lor lint \ 

COUNSIL.WG . WOODLAN.D R. TU Electric (formerly Texas U: lu-es Generating Co ) 
88/07/01 Document Control Branch (OoCumont Control Dogk} Ip 46087:320* 

46087 320. 

6807060530 Supp'emeniai Deficiency Rept CP 86*63 re separation barrier mall (SQM) 
on power cables & power raceways. in tiaily reported on 870605 Procedure ECC-10 07 
revised to control future S8M msta'iations. 

COUNS'L.W G.. WOODLAN.D R TU Electric (lormerly Texas Util ties Goneratirg Co). 
88/07/01 Document Control Branch (Documont Control Desk) ip 46114:252- 

46114 252. 

6807180238 Supplement ai Deficiency Rept CP 86-19 re instrumentation 

JnstaJtations.Jmj a'ly reported on 080)29 Ccmpte) on date lor correct ve actions speci- 
fied n TXX 80148 revised to 6812 15 

COUNSIL.W G . WALKER.R O. TU Electric (formerly Texas Ull.bos General ng Co ). 
88/07/08 Document Control Branch (Documont Coniroi 0o$k) tp 48203 224- 

46203 224. 

8807190274 Interim Oef.cloncy Rept CP 86 48 adequacy cf nonconformance rept 
dispositions Initially reported on 660616 Review ndicates nonconformance rept depo- 
sition program bo rev. sod Naxi rapt expected by 8B1012. 

COUNSiLW.G. 7U Etectec (termerty fe*as UrUros Gono'afrrrg Co ). 08/0?/ 13 Docu- 
mont Control Branch (Document Control Desk) 3pp. 46215 283 46215 285 


T. Hearing transcripts on non-anlltrual matters 

8807180363 Forwa f d9 transcript of 880623 meotmg boiween ul I.CASE & J Doyie ra 
corrective actions program 

MALLOY.M. Ofc oJ Special Prcjocla 88/07/07. Ofc of Spocial Pro.ocis 4pp. 
46168:127 46198 266 

-8807180366 Transcnpt ol 8BOG20 public moot ng w/uti'.CASE & J Doyle ro uppor lat- 
era 1 restraint & HVAC 

* TU Electric (formerly Texas Ut lilies Generating Co). 60/06/23. I52pp 46196 133- 
46198:280 

6807200336 Transcnpl ol 880713 hearing n Oa las.TX Pp 25 187 25.295 
' Atomic Safety and L:censng Board Panel 88/07/13 J 1 D pp 46207 215-46207 326. 


DOCKET 8TN-50-4B4 BYRON STATION, UNIT I 


8807180179 Fo'wards Rev 4 to. "ATWS M.lyaticn Sys Spec-fic Oosgn for Byron/Brad- 
wood Stations " 

CHRZANOWSKI.R. Commonwealth Ed.son Co 0B/O7/O6 MURLEY.T E. Offica of Nu- 
clear Reactor Regulator. Oirecior (Posl 87041 1). 29pp 46195 063-46 195.091 

-80O71BO221 Rov 4 to, “ATWS M-llgaticn Sys Specif c Design for Byron/ Brad wood 
Statons’ 

* Sargent & Lundy. Ire. 88/05/31 27pp 46195 065-46195 091 

6807120100 ForVi’fi'ds Rev 61 changes lo OA program Top cal Rept CE-1-A did 
860707 Rev made to rofloci organmallon changes, lo provide addl ornar.i/otion posi- 
i on description & .dontif.cation lo change commitment to ANSI/ASME NQA-i 
MORGAN.vV Commonwealth Ed son Co 08/07/07 Documont Control Branch (Oocu- 
menl Coniroi Desk) ip 46 >56.040-46156 07b 

-8807190205 Rov 51 to flcenseo OA Program Top cel Rept CE-l -A 
SH EWSKI.WJ Commonwoatlh Edison Co CE l-A R5l. 80/07/07 25pp 46158C51- 
46150 075. 

8807210063 Appication for amends lo Licenses NPF-37.NPK 66.NPF-72 & NPF*77.re- 
mov'ng f xod Fxv limits in Tech Spec 4 2 2 2 e. Fqo paid. 

CHRZANOWSK1.R Commonwealth Ed son Co 80/07/11. MURLEY.T.E Document 
Control Branch (Document Cnntro 1 Desk) 2pp 46235 121-46235.130 

“88072MJ069 Proposed Tech Specs. remov ng fixed Fxy tirr.ity in Spec 4 2?2o & sub- 
stituting requirement to submii Fxy irrvts to NRC 

• Commcnwealih Edison Co 88/07/1 i Bpp 46235.124-46235.130 

0807130454 Generic Lir BB-11 to sil Iconsoos ol operating reactors & holdor9 cf CPs re 
NRC position on radiation embntllomont of reactor vessel mails & impact on plant 
operations Svc fsi & Rov 2 to Reg Guide f.90 onef. 

MIRAGLIA.F.J Associate D rector for Pro)ocl9 (Post 870411) 80/07/12 Ccnsclcfa‘Qd 
Ed son Co. Of New York, Inc 51 PP 46257 237 46257.257 


O. Inspection reports, IE Bulletins & correspondence 


6806130168 NRC into Not.ce 88 039. "LaSo.'e Ur-it 2 Loss ol Recirculation Pumps W/ 
Power Oso'farrort Event ." Svc frsf oncl 

ROSStiCE Division ol Operational Events Assessment (Post 870411) 88/06/15 
Congo'idalcd Edi$on Co. Of Now York. Inc. HUpp 45976:156-45978 266. 

8008160340 NRC Info Nolice 0B-040, "Exam.nors Handbook tor Dovoloping Oporafw 
liccnsha F^ams” NUREG/BR-0122 8 9vc 1st encl 

ROSSi.CTe. Division of Operational Evenls Assessment (Post R70411). 88/06/22 
Consol dated Ed son Co of Now York. Inc 237pp 46240.325 4624 1 201. 

8006170033 NRC Info Nolico Q8 041. "Physical Protection Wonknossos Mur.til Oil 
Through Rogulaiory Ellectivonoss Reviews ” Svc list op.cl 

ROSST.CE. Div.son ol Operational Evoni9 Assossmont (Posl 670411) 08/06/22. 
Consol dated Ed.son Co of Now York, tnc 122pp 45970 034 45078.155. 


F. Security, medical, emergency 6 lire protection plana. 

8807190337 Forwards Rov 25 lo security p'an.Er.cl wnhhled (ref 10C r R73 21) 

BUSS, HE Commonwealth Edson Co 08/07/1 4 Documa.'il ConlrcT Branch (Docu- 
mortl Control Desk) Ip. 46215:341*40215:341 


P. Operating license atage documents A correspondence 

6807120376 Forwards request for addl info ro 880302 roquosl for arr.ond to Tech Spoc 
that would reduce containment lonUon dosign stiesses Response requosted w,thln 60 
days 

OlSHAN.L. Pro.ect O.rectorate 111*2 88/06/22. BUSS.H Ccmmonwoallh Ed son Co. 
6pp. 46112 001*46112006. 


800617029 1 NRC Bullotin BQ 008. "Thermal Stresses in Piping Connoclotl to RCS.’ Svc 
list oncl. 

ROSSl.CE. Division of Operational Events Assessment (Post 070411) 86/00/22 
Consolidated Edison Co cf New York, Inc. f 16pp. 46010 037-46010: 152 

8006210036 NRC info No! co 80 044. "Mochanical Blnd ng ol Spring Reloaso Dovlco h 
Westir.ghojse Type DS-416 Circuit Breakers " Svc list oncl. 

ROSSI .C E. Division of Oporotional Evont9 Asso99moni (Post 070411). 06/00/24. 
Consolidated Edison Co. ol Now York. Inc. 1l3pp 46019:153-46010 265 

8006240139 Suppl 1 lo NRC Bullotin B0-OO0, "Ihormal Slros$o9 In Piping Connoctod 10 
RCS " Svc tisl oncl 

ROSSl.C E. Division of OporaLonal Events Assessment {P09I 070411). 00/00/24 
Consolidated Edison Co ot New York, Inc 1 14pp 46019.260 46020:010 


8807130290 Application for emends lo Licenses NPF-37 & NPF 66, revising Tech Spec 
acton statement re ultimate heat s nk.Feo paid 

AINGER.K.A Commonwealth Ed.son Co 08/G8/22. MURLEY.T.E Olfice ol Nuclear 
Roacior Regulation, Dlrecior (Posl 070411). 2pp 48170 274-461 ?o 270 

-0307130292 Proposed Tech Specs, reusing action statement m u ftmafo heat aink 
• Commonwealth Edison Co 60/06/22 4pp. 46 1 70:27 6 4 6 1 70 2 79. 

0807010160 Con' rms 88C616 plane re 680710 meeting w/uti! at Region III ole lo dis- 
cuss several enolnoonng Issues assoc aled w/ plants. 

GREENMAN.E G Rea on 3, Ole of the Director 68/06/24. REF.DC Commonwealth 
Edison Co. 2pp 46009:058 -4600B.059. 

8807110368 Forwards request tor add- Info lo deiermlne II eiecir cal ch&tribution sya 
meefa GOC- 1 7. Question results from licensee response to 871007 loss ol offs-te 
power event. Response within 30 day9 of receipt of Hr requested. 

OLSHAN.L. Projeci D.rectorala MI-2. 8B/06/27 BLISS, H Commonwealth Ed-son Co 
6pp 46100: 108-46100.1 12. 


8807130001 Forwards Amends 19 to Licenses NFF-37 a NPF-66 4 safety 
evaluation. Amends change Tech Specs to reduce composition of onsite nucloer 
safely group from four to three members. 

OLSHAN.LN^ Projeci Directorate MI-2. 68/07/01. BLISS.H E Commonwealth EcHon 
Co. 3pp. 461 69: 209-46 1 68 2 1 9. 


-8807130002 Amends 19 to Licenses NPF -37 & NPF-66, changna Tech Specs to 

reduce com position of onsite nuclear sal''* — 

NORRHOLM.L J. Project O.rectorate III -2 


reduce composition of onsite nuclear safety group from four to th^©^*^^ 
11-2. 60/07/01 6pp. 46169 212-46169:217. 


-6807130004 Safety evaluation supporting Amends 19 to Licenses NPF-37 & NPF-6t 
4 Office of Nucloar Reactor flegu’aton, D.iector (Post 8704 nj 88/07/01 2 di 
46169.216-46169 219. ' ' 


8807120 1H Provldos supplomental rosponso to NRC Bullotin 06-001 re Wosilnghouso 
Sorie9 DS circuit breakers Three reactor trip breakers fating lo moot acceptance cnle 
ria in baltatfn listed 

MORGAN, WE Commonwealth Edison Co 08/06/27. DAVIS.A.O Rogon 3, Ofc of 
the Director. 2pp. 46i4i:3Gl-46l41:362. 

8806300347 NRC Into Notlco 88-045, "Problems In Protective Relay & Crcuit Breaker 
Cooidi nation.” Svc list encl. 

ROSSI.CE. Divison ol Operational Evema Assessmenl (Posl 670411) 08/07/07. 
Consolidated Ed.son Co of New York. Inc. I04pp 46242:109 4Q242 212. 

6007080006 NRC Info Notice 88-046, 'liconaeo Ropt of Dofocllvo Rolurb-Shod Circuil 
Br0akera, ,, Svc list end, 

ROSSI, C.E. Division ol OporaUonal Events AasossmenJ (Post 070411). 89/07/09 
Consol'datod Ed son Co. of New York, Inc. 107pp. 40231:281-40232.027. 

6807260015 Informs that addl Info submitted ro IE Bulletin 85*003, "Motor-Opo/ated 
Valve Common Mode Failures During Plant Translonls Duo to Impropor Switch Set- 
tings, M now acceptable. 

GREENMAN.EG Ron on 3. Ofc of Iho Director. 08/07/08. REEDC Commonwealth 
Edison Co. 2pp 40273:102-46273:183. 

8807200196 Responds to NRC Bulletin 88-004 re potontiel for doedhoadng of on© Of 
more pumps in safety related sys & potential for inadoquato mmllow capacty. 
MORGAN ,W E. Commonwealth Edison Co. 08/07/11. Documont Control Crerch 
(Documenl Control Desk) 30pp. 46228:182*46228:21 1 

6807120291 NRC Info Notlco 0B 04B, ■’Llcensoo Rept of Dofocllvo Rofurblshod Valves " 
Svc tisl encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/07/12. 
Consofidaiod Edison Co. of Now York, Inc. J03pp 40242006*40242:100 


6807190004 Notice of consideration of lasuanco of amends lo Licenses NPF-37 & NPF- 
66 a proposed NSHC determination A opportunity for hearing Amends revise action 
slat ament re UHS to state that provisions of Spec 3 04 do not aoolv 
OLSHAN.L N. Project Directorate 111-2. 89/07/01 Bpp 4 6209- 2 59- 40209 266 


8607060366 NRC Info Notice 88-047, "Sfowor-Th an- Expected Rod-Droo Times*' Svc 
list oncl. 

ROSSf.C.E, DMsion of Operational Events Assossmont (Post 070411) 88/07/14 
Conso'ldaiod Edison Co. of New York. Inc. I03pp 46240 222 46240.324. 
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BB07120550 NRC Inlo Not co 08-049. "Mnrkir.o.Hnndl ng.ifenUol.Storago & Destruction 
o 1 Safeguards info " Svc 1 &1 o;icI 

ROSSI.u E Division of Onomi'Onnl Evonls Assessment (Post G70411). 88/07/16 
Consolidated t'cJ-son Co. of Now York, Inc. I03pp 4 624 1:203-46242.005 

MO? f 20553 NRC Info NoUv 08 050. "Eltoci <>J Ocu4 Broakor Capacitance on Ava l- 
at lily of Emorgoncy Power” Svc l.&t oncl 

n0SS l ,CE D.v.9'Oh of Oporuhonnl Evonls Assessment (Post 870411) 80/07 / iq 
C onsolidated Edison Co. of Now York. Inc. 1 10pp. 40257 258*48260 018 

8807180101 NRC Info Nolico 08 051. "FoiVros of MSlVs " Svc list oncl. 

ROSSI.CE Dwis'on of Opomujnnl Evonls Assessment (Post 070411). 00/07/21 
Conso'idatod Edison Co. of Now York. Inc 12 1pp. 46267:006 40267 206 


R. Periodic oporotlng ropoite ^ related correspondence 

8807060084 Monthly oporailng rople for Apr 1000 lor Byron Simian Units 1 & 2W/ 
£00510 Hr 

SPITZFM.OJ. PLENlGWlC/.R Commonwealth Ed son Co 60/04/30 l4pp 
46134 006 46104.100 


V. Operator Examinations 

8807120095 Forwards drall Hov fi 1o ES (>01, '’Administration of NRC RcquAl Lcat-cn 
Proa'am Evaluations ” W/o oncl. 

WRIGHT, GC Region 3. Ofc of Urn D.ruclor. 80/00/23 CMERNlCK.AJ. Common- 
wealth ErJJson Co ip 46148 352-40t4f) 362 


DOCKET 8TN 60-466 DYRON STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8807190337 Forwards Rov 26 lo fjocunly p fori. Enel wrfhhfod (rof 10CFH7J.21). 

DliSS.H E Commonwealth Edison Co 86/07/14. Documont Control Branch {Docu 
menl Conlrol Dosk) Ip. 40216.34 1-40215.341 . 


P. Operating llconso stage documonta & correspondence 

0807120376 rofwtinj9 request for odd! tnfo ro 800302 request lor amend lo Tech Spoc 
that wuu'd rodneo conlolnmoii! lundon dnalgn almesos nosponso requested williln 60 
days 

OLSMAN.L Projou Directorate HI-2 68/08/22. 0L1SS.H Commonwealth Edison Co 
Opp 40112 001*40112 000 

8007130200 Appl.cat.on lor amends lo Uconsos NPP-3/ & NPF-GC.rovIslny Tocli Spec 
action sleiuinont ra ultimate hoal sink Pou paid 

AlNGEM,K A Commonwealth Erl son Co 66/00/22 MUHlEY.T E OUJce of Nuclear 
Rnactor rtooulftlion. Director (Post 070411) 2pp. 40170 274*40170 270 

-8007130292 Propo&od Tocli Snera.rovis ny ncllon sintomunl ro ultimate heat sink 

* Commonweal III EdJson Co 00/00/22 4 pp 461 70 270 46170 279 

0007010160 Confirms 880CIO plans ro 060718 mooting w/ulll at Region 111 ofc lo d.s 
cuss sove/al engineering issues associated w / plonls. 

GRECNMAN.E G Region 3, Ofc of the Droclor 60/00/24 BEED.C Common wealth 
Edison Co 2pp. 4GOOO .058 46000 050. 

0807110360 Forwards roquust for nddl info lo Uolormino if olocmcol d.stnbulion sy9 
mool9 GDC* l / Quoaljpf) rosuJIe I tom hcvnsoo rosponse fo 07 1007 Joss ol offsite 
power ovunl Response withn 30 doya of rocolpl of Itr roquoatod. 

OLSMAN.L. Pro |ocl D.roclornle 111*2. 66/00/27. OUSS.ll Commonwealth Edison Co 
6pp 46100 106-40100 112. 

8807130001 Forwards Amends 10 lo Llcensos NPF-3/ & NPF.Q0 & safety 
ova'uaiion Amonds change Toch Specs to roduco composition ol onsite nucloar 
safely g'oup porn four tolhroo memt>ora. 

OlSHAN.L N P/ofoci D-rocloralo 1112 80/07/01. BUSS. HE Common wosJih Ed, son 
Co 3pp. 46100 200-40160.210. 

-0007130002 Amonds 10 lo Licenses NPF.37 & NPF-66.chang ng Tech Specs to 
reduce composition of onsito nucloar safe tv group from four lo if i too mombOfB 
NORRHQLM.L J ProJOCl Diroctoralo 111*2 08/07/01. 6pp 40169.212*40169.217. 

-00O713OQO4 Sofoty evaluation aujjporiing Amonds 10 lo Licenses NPK-37 & NPF 66 

* Offrco ol Nuclear Reactor Regulation, Diroctor (Post 0704 1 1). 80/07/01 2pp 
401G9 218 46100:210 

8007 100004 Nolico of consideration ol issuance of amends to licenses NPF-37 8 NPF* 
68 & proposod NSMC dolorm/natron 8 opportunity lor hoaring. Amonds rovlse action 
aieiemom ro UHS to stato if mi provisions ol Spoc 3 0.4 do noi apply. 

OLSMAN.L N Pro|oct D.rocloralo 111*2 00/07/6 1. 8pp 46200:250 46209 266. 

0007100179 Forwards Rov 4 fo. "A7WS Mdfgofion Sys Spooihc Design for Byron/BraJd- 
wood Stations *' 

CunZANOWSKl.R. Commonwoolth Edison Co. 00/07/06 MUniEYJ.E. Office of Nu- 
clear Rooctor Mogulotion, Director (Post D70411). 20pp. 40195.063 40195:091 

-8807180221 Rov 4 lo. “ATWS Mitigation Sys Specific Design for Byron/ Braidwood 
Siaiions" 

* Sorgent & Lundy. Inc. 88/05/31. 27pp 40105 085*46105 091. 

8007120100 Forwards Flov 61 chengos lo QA program Topical Ropl CE*l*A did 
80070 7.F1ov made to rolloct orgoni /alien changos.to provide oddl organi/alion posi- 
tion doscrlpllon & Idonlihcalion lo change commitment lo AN31/ASME NOA-1 
MORGAN. W. Commonwoefffi Edison Co. fia/07/07. Document ConUoi Branch (Docu 
menl Conlrol Desk), ip. 46156.049*40158 076 

*’8807100206 Rov 61 lo liconsoo QA Program Topical Ropt CE*l*A 


8807210063 Application f 0 r amends to Licenses NPF-37.NPF 66.NPP.72 & NPr-77.ro- 
moving fixed Fxy f mils in Tech spec 4 2 2 2 e. Fee pa d 

CHRZANOWSKI.R. Commonwea'.lh Edison Co 08/07/11. MURLEY.T.E Document 
Control Branch (Document Conlrol Desk) 2pp. 46235 121 46235 130. 

-8807210069 Proposed Tech Specs. removing fixed Fxy i:mi9 in Spec 4.2.2 2.0 & sub- 
stitutlng requirement lo submit Fxv limits to NRC 
' Commonwoa'th Edison Co 60/07/ it 0pp 46235 1 24 46235.130 

8007130454 Genonc Hr 0B-11 to all Lcensoes of cperaiT.g reactors & holders ol CPs ro 
NRC posii.on cn radahon embnttlemont of reactor vessel mails A impact on plant 
opmat-ons.Svc Hsl & Rov 2 to Reg Guide 1 90 enct. 

MlRAGLiA.F j Associate D rector for Projects (Po3t 87041 1). 88/07/ 12. Consol dalod 
Ed son Co Ol New York. In:. 5lpp 48257 207-40257 257 

8607250336 Reqjesi9 lhal 880622 amend applicat.on re UHS be processed under 
emergency provisions of 10CFR50 9la(5) for OL NPF-68 Requesi based on dis- 
cussed 880714 b'eaker event 

LENTINE.F G Commonwealth Ed son Co 88/07/14 MURLEY.T.E. Office ol Nuclear 
Roactor Regulation, Director (Post 8704 ti). 3pp. 46255.243*46255 245. 


O InspecMan reports, IE Bulletins & correspondence 

0606 1 30 f 08 NRC info Nocco 88 030. "LeSai'e Unit 2 Loss of Recl'cufation Pumps W/ 
Powor Oscl lailon Event “ Svc list encl 

ROSSI.C E Division ol Cpefat'onai Evems Assessment (Post 070411). 0B/CG/15 
Consolidated Ed son Co of New York, Inc llOpp 45978 158 45970 266. 

8B06 160340 NRC Into N'ot'CO 86-040. “Exam.norB Handbook for Develop ng Operator 
Licensing Exams ” NuREG/QR-0122 & svc list end. 

ROSSI, CE Divis on ol Operational Events Assessment (Post 870411). 88/00/22 
Consofidatod Ed-son Co of New York. fnc. 237pp 46240.325-46241 201 

B0O017OO33 NRC Info Notice 08 041, "PhyB^al Protection Weaknossos Identified 
Through Regulatory Effectiveness nov.ows ” Svc list encl 

ROSSI.C E. Div,9ion of Oporaiionai Events Assessmoni (Post 870411). Q8/06/22. 
Conso’idaiod Edison Co of New York, Inc I22pp 45978 034*45978 155. 

BB061 70291 NRC Bulletin 00-008, "Thermal Stresses in Piping Connected 10 RCS “ Svc 
list end 

ROSSI.C 6 D, vision qI Oporor-onal Evonls Assessment (Posi 870411) 80/08/22. 
Consol dated Edison Co of Now York, Inc. 1 16pp 46010.037-46010-152 

0B06210036 NRC Info Not«ce 88*044. "Mechan cai Binding of Spring Release Dev.ce In 
Wostlnghouso Typo DS-410 Orcuil Breakers " Svc l.st oncl 

ROSSI.C E. Division of Operational Events Assessment (Post 670411). 66/C8/24. 
Consolidated Ed son Co of New York. Inc. 113pp 46019.153 46019.265 

8806240139 Suppl 1 to NRC Bullet n 00 008, “Thermal SUos8G9 in Piping Connected lo 
RCS," Svc list oncl. 

ROSSLC E. Division of Oporailcnat Events Assossmenl (Post 870411). 8B/06/24 
Consolidated Ed.son Co of Now York, Inc. 114pp 46019.260 46020 010 

08071201 14 Provides supplemental ro9pcngo 10 NRC Burelm 00 001 re Wesl.nghouso 
So/)os DS cFcuii breakers Throe reader trip breakors fading to meet accepJanco crite- 
ria In bulletin haled 

MORGAN.WE Commonwealth Ed-son Co B0/O6/27 DAVtS.A B Rog on 3. 01c of 
the D.roctor 2pp 40141 351-40141 352. 

6006300347 NRC Info Not-co 80 045, “Problems in Protective Relay & Circuit Breaker 
Coordination. " Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 0B/O7/Q7. 
Consolidated Ed son Co of Now York. Jnc. I04pp 46242. 109*46242:212. 

6607060006 NRC info Not-co 80-046, "Licensee Ropl of Defective RofurblshoU Circuit 
Breakers.” 5vc list encl. 

ROSSf.C.E. Division of Operational Events Assessmoni (Post 0704 n). 0O/O7/OO. 
Consolidated Edison Co of Now York. Inc. I07pp 46231:281*46232.027 

8667260015 Informs that addl Info submitted re IE Bulletin 85 003. “Moior-Opereiod 
Valve Common Modo Failures During Plant Tranvents Due to Improper Switch Sot- 
tings,'* now acceptable. 

GfTEENMAN.E G. Reg.on 3, Ofc of the Director. 88/07/08. REED.C. Commonwealth 
Edison Co. 2pp 46273-182*46273:103. 

8607200196 Responds to NRC Bu'leim 00-004 ro potentral for deadheading of ono or 
more pumps in safety related ays & petenilal for Inadequate m'ntlow capocrty. 
MORGAN.W E Commonwealth Ed son Co 08/07/ 11 Document Control Branch 
(Document Control OosM 30pp. 40220: t 02- 46228 2 f f. 

8607 120291 NRC info Notice 68 04B. ‘ Licensee Rept of Defective Refurbished Valves” 
Svc list oncl. 

ROSSi.CE. Division of Operational Events Assessment (Post 87041 f). 88/07/12. 
Consolidated Edison Co. of New York, Inc. 103pp. 46242 006 46242: 108 

6607080366 NRC info Notice 08 047, "Slower- Than -Exported Rod-Drop Times" Svc 
list oncl. 

ROSSI.CE. Division of Operational Evenl9 Assessment (Post 870411) 80/07/14. 
Consolidated Edison Co. of Now York, Inc 103pp 46240:222-48240 324. 

0007 120560 NRC Info Notice 68 040, "Marking, Hand'ing.Control.Slorage & Destruction 
of Safeguards Info.*’ Svc List oncl. 

ROSSI.C. E. Division of Operational Events Assessment (Posi 07O411) 88/07/18. 
Consolidated Edison Co of Now York, Inc. 103pp. 46241:203*46242 005 

6607120653 NRC into Notice 66-050. "Effect of Circuit Breaker Capacitance on Avail- 
ability of Emergency Power " Svc list encl. 

ROSSI.CE. Division ol Operalional Events Assessment (Post 870411) 00/07/10 
Consolidated Edison Co of Now York, Inc. 119pp. 46257 258-46250:016 

6607180101 NRC Info Nollce 06-051, "Failures of MSIVs." Svc list encl. 

Di^cCl C P niu.cin/*i nl Hrinral nrval Punntfi AQCoafimonl fPnQt P7fldln / Oi 


R. Periodic operating reports & related correspondence 

8307060084 Monlh'y cperat.ng repis for Apr 1988 ter Byrcn Staiion Units 1 & 2W/ 
680510 Hr 

SFlTZtB 0 J . PLEN'EWlCZR Ccmmcnweath Ed.son Co 08/04/30 14pp. 

46134 036 46134 t08 


S. Reportable occurrences, LEfls A related correspondence 


BB07010160 Confirms 880616 plans re 880716 mooting w/uli'. at Keaton m 0 , c 
cuss several engneonng issues associated w/ plenis J os 

GREENMAN.E G. Region 3. Otc of iho Director. 80/06/24 MEED C Com'nc.rw« a 
9nn rfftnnP nsn.dfinnQ nsQ urwe31 -' 


8807110368 Forwards request for addl info to dotormino if electrical dsinturon < e 
meets GOC-t?Quesiion results from licensee rospo.nse to 67iC07 j 0 ,s 9 of Iff* t 
power event Response w.lhln 30 days of focolpl of itr requested * e 

OLSHAN.l Project Directorate Hl-2 BB/06/27 BLiSS.H Common wealth Eci^m rv 
5pp. 46100:108-46100:112 SC " U 


6836300205 LER 88-006 CO cn 8906Q2,reaclor trp dje to control rod drop caused by 
-nreffr.rieni comporer.i tear© m rod dive sys No root cause determ ned Ail degraded 
tuS63 ider,* tied n rod drive power cab neis & replaced W/8BC621 Ur 
BR.N2LEO PlEN.EV/lCZH Ccmmonweallh Ed son Co 8B/C6/2 1 5pp 46009.031- 
46009 035 


8807120273 Informs that Allegation Rill BB-A 009 re availability of Ga procedure <■> 
contraclor employees cfosed 0 

GREENMAN.E.G. Rogon 3. Ofc of the Director 80/07/05 REEDC Corfm^^vK 
Edison Co 2pp 46143 285-46143:295. 


8807080213 LER 88 007-C0on 88060 3. ope: a tor could not open preheater bypass va’vo 
10 steam ger.eralcr C Caused by valve to ere ir.ifto.ng feedwater flow d sturbance A’l 
i censnd operators requ red to read LER W/8&0630 Ur 

BR NDLE D . Fl&IYEWiCZ.R Commonwealth Ed son Co 0B/C6/3O. 4pp 46140.023- 
46140 026 

8807140226 LER 67-012-01 on 870730,dosel generator fa.led to reach rated speed 
* th n reqj.'ed t me I m.t On 070731. d osel generator 2B inpped Cn turbocharger lhru9l 
bear.ng la l.ro. Caused by normal wear Turbocharger replaced W/880706 Hr. 

JOYCE.!, PlENEWtCZR Cormcnweath Ed son Co. 88/07/06. 5pp 46178.273- 
46178277 


V. Operator Examinations 

8807120095 Fc'warda cJraM Rev 5 to ES601, ' Administration of NRC Requalification 
Program Evaluations " VV/o enc 1 

IVRfGHT.G C Reg on 3. Ofc cf the D.reztor 68/06/23 CHEHN.CK.AJ Common- 
wealth Ed.son Co tp 46140.352 46140 352 


-*6807120366 Submits addl info re conlractor & util Insirumonl lochn C lan wcrK on OA 
manual & w or A request program w 

HUNSAOER, S C. Commonwealth Edison Co 00/00/21 OAViS.A fj Ron on 3 nv n 
the Director. 2pp. 46143 292*40143:293. y 1 w c Cl 

-8807120371 Discussos onsite investigation into ollogoiions ro AvaiabJ.fy of Oa c*o'e 
dures fo contractor emp'oyoes No ev.donco idonliiiod jhai opp/opnatn procedures rnr 
avaitab'o to contractor technicians. 

HUNSADER.S.C Commonwealth Edison Co. 08/06/28. DAVIS, A B Roacn 3 rr- ^ 
the Director. 2pp 46143 294 40143:295. u ‘ “ 0l 

88071 B0 179 Forwards Rev 4 to, "ATWS Mitigation Syfi Specific Dosian lor Byro a/B'jh*. 
wood Stations " 

CHRZANOWSKt.R Corrmonwoallh Erfrson Co. 00/07/06 MUF1LEY t E OfhCe cf N 
clear Reactor Regulation. OHoctor (Post 87041 1) 2Bpp 46195 063-461 95 C91. 

“6607180221 Rev 4 to, “ATWS Mitigation Sy9 Spocfic Design tor Byron/ Bravoed 
Stations " 

• Sargent $ Lundy. Inc. 88/05/31. 27pp. 46195 065 40105 001 


OOCKET STN-50-456 BRAlOWOOD STATION, UNIT 1 


E. NRC Safely Evaluation Report (SER), supple & correspondence 

8807060097 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BRAIDWOOD STATlCN.UNlTS l AND 2 Docket Nos 50-456 And 50-45 7.(Common 
w&a'th tdiSCn CompanyJ 

* C vis on cf Reactor Pro;ects • HUV.V & Special Projecis (Post 870411). NUREG- 
IC02S06 66/00/30 29pp 46002 339-40003 007 


F. Security, medical emergency & fire protection plana 

8606290477 Rev 10 to Emergency Plan Implementing Procedure BWZP 600-2. “Station 
Emp’oyeo List." 

WiNrflEY.D. Commonwea'th Edison Co 00/06/10 19pp. 45997 003-45097.021. 

8807060172 Rev sed emergency plan imple.r.oniing proceduras.includ-ng Rev 4 to 
BwZP 100-H. “Operalonal Support Ctr (OSC) Supervisor Implementing Procedure” & 
Rev 5 to Bwi?P 500 4. “Opcretioral Support Ctr Inventory ” 

’ Corrmcnweailh EoisonCo 68/06/15 49pp 46116 048 46116 096 

8807060258 Rev 5 to Emergency Plan Implement no Procedure Bw 2P 500-5, Tecfin:- 
cal Support Or Inventory 1 & Rev 8 to BwZP 5D0-5A1. “App A Technical Support Ctr 
I nv on 107 Check' 1 si ” 

WINFREY, O Corrmonwoallh Edison Co B8/06/21 7pp 46117.335-46117:341. 

8807060325 Forwards Safeguards insp Repis 50 456/88 10 & 50 457/86 18 on 
860606*21 No v.olations nolod Er.ci w.ihheld (/el 10CFR73 21) 

MALLETT.8 S Region 3. Ofc of ihp D.rector BB/06/29 REED.C Commonwealth 
EdiSonCo. 3pp 40115:156 40115 159 

“0807060326 Partially wilhhe'd fnsp Ropts 50 456/00 16 & 50 457/88 18 on 800606-10 
& 0614 21 No Y.Qi3bons noted Major areas inspected mgt effecf.veness security orga 
nization & program aud t. records 8 repis & phys cal barrets 
MADEDA.Tj, DROUIN.B, CREED.JR Region 3, Ofc of Iha Director 08/06/28 Id 
461 15 159 46115 159 M 


8807120100 Fcrwa'ds Rov 51 changes 10 OA program Topical Rupt CE-i a ci> 
800707 Rev made 10 reflect organization chanyos.lo pmvido addl o-gamzaticn oos" 
lion description 4 identdealktn to change cammiimont to ANSt/ASME r;OA-i 
MORGAN.W Corr.monwaalth Edison Co 08/07/07 Documonl Conirol Branch (Cocu- 
mant Control Desk). Ip 46156 048 46156 075. 

“B607 190205 Rov 51 to hcenseo OA Prog'am Topical Ropl CE-1A 
SHEWSKIWJ Commonweailh EdsonCo CE-1-A R5J 08/07/07 25tp 46I54C5/ 


8807210063 Application for amond9 to llconsoa NPF-37.NPF-66.NPF 72 & NF>F*77ro 
moving fixed Fxy limits in Tech Spec 4.2 2.2.0. Poo paid. 

CHRZANOwSKI.R, Commonwealth Edison Co 08/07/11 MUKlEY.TE Occumo*i 
Control Branch (Document Control Desk) 2pp 46235; 1 2 1 46235 130 

“8807210069 Proposed Toch Speca/omovlnn fixed Fxy limits In Spec 4 222 0 & s t 
slituilng requirement to submit Fxy Emils lo NRC 
■ Commonwealth Ed son Co. 06/07/11. Bpp. 46235 1 24 40235: 130 

6607130454 Gonaric Ur 88-1 1 to all I consoos of oporaling reactors & holders of CPs ro 
NflC pos ; tion on rad ation embnntomenl of reactor vossol malls & -mpact on plan! 
operaliona Svc l-sl & Rev 2 to Reg Guide 1.09 one! 

MIRAGLIA.F.J. Associate Director for Projocis (Post 070411) 00/07/12 Con^o' dated 
Edson Co. 0/ New York. Joe 5lpp 48257-207 -4Q257 257. 


Q. Inspection reporta, IE Bulletins 4 correspondence 

8806130168 NRC Info Notice 86 039, “USa'fo Unit 2 Lo&a of Roc:rcufat on Pumps W/ 
Power Oscillation Evont.* 1 Svc list oncl. 

ROSSl.CE. Division of Operational Evonla A&sossmont (Post 070411) 8B/GG/1S 
Congo’idaled Edison Co of New York, Inc 1 lOpp 45070:156 45970 266. 

8806160340 NRC Jnfo Nolle© 88 040, "Examiners Handbook /or Developing Opener 
Licensing Exams - NUREG /QH-0 122 & svc list oncl 

ROSSl.CE Division ol Operational Events Assossmoni (Post 870411). 8B/C6/22 
Conso'ldaiod Edison Co. of New York. Inc 237pp. 46240. 325*4024 1 201. 


0807120064 Forwards Safeguards Ir.sp Repl9 50 456/88-20 & 50-457/08-20 on 
6806 20. Violations noted Notice of v.olation wii bo provided under separate corre- 
spondence 

NORELIUS.CE Region 3. Ole ol the D.roctor 88/07/01. REEDC Commonwealth 
Edison Co. ?pp 46154 215-46154 217 

-6807120070 Partially withheld PhySCaJ Secur.fy Jnsp Reprs 50-456/06-20 & 50-457/ 
88 20 on 080620 (rel 1OCFR2.70O) Violations noted Major araas 
inspected compensatory measures & access control & incident invoivina inaitent.v&- 
ness of security olf.C0f8 s 

lp A 46?54 ?17-40154^i , 7 R ’ MAlLETr ’ es Re 9 | O n 3 - 0!c o [ [ he Director 68/07/01 


P, Operating license stage document# & correspondence 


8806170033 NRC Info Notice 00 041, "Physicol Protection WoaKnosso9 Icieiti'ied 
Thrcuoh Regulatory Effectiveness Roviows.” Svc lisi oncl. 

ROSSIC.6. Dwis on of Operational Evoma A8903smonl (Post 67041 1) 60/06/2? 
Consolidated Edison Co. of New York. Inc. 122pp 45978:034-45970 155 

8606 1 70291 NRC Bulletin 08-000, “Thermal Slroseos In P.plnn Connocled to RCS ” Svc 
Jrsf encf u 

ROSSI.C.E Division of Operational Events A8sos9monl (Post 070411) 86/00/2? 
Consol-dated Edison Co of New York, fnc I10pp 46010.037*46010 152 

0BOfl29O o1 9 Forwards Safety Insp Replfi 50-456/B8 1? & 50-457/BB-17 on 080524-26 
8 053 j -0602 & notice of Woteiion, 

SHAFEfl.WD. Region 3, Ofc of the Direcior. 08/06/22. HEKO.C Corr.rrorwoa :h 
Edison Co. 2pp. 45987.243-45907:254. 


e80705 0 5l7Forward3 AEOD Techncal Rev.ow Repi T809, "Blocked Thimblo Tubes 
onccSS OefeUdr. for con aider ai-on due to recent events at Braidwood Unit 
ROSENTHAL.J E Reactor Ope rat on s Analyss 8ranch 60/06/23 BERLINGER C 1 
Generic Communications Branch 2pp 45998 060 45996 066 1 


-8806290027 Notice of violation from insp on 600524-26 $ 0531-0602 Violatons 
noted .germanium delectors used to tiomonelrato compliance w/Toch Specs impsopet 
. 8 ,i n S Uncertified rad oactivo source 9. 

oHAFtR.W.D Region 3. Ofc of the Director. 80/00/22 Ip 45907 245*45987:245. 


8 A 0 ™ 5 . 0 “ 8 AE P° Technical Review Rept T809. “BlocVed Thimble Tube 

Stock Incore Detector Events where recovery of Wk de’ecMr ^ ^ 

ble lubes led to personnel hazard.d scussed & J ° 9 9 oi lh 1 

Reactor Operations Analysis Branch. 88/08/23 ROSENTHAL jf p 
actor Operations Analys s Branch ip 45998082 45998.062 b L J E R 


-M070MS50 Technical Review Rept 1609, • Blocked Th mb'e Tubes/Sluch Incore Oe- 
45 SoM«MbX 66 * Evalua,,on Ope-elional Data, □, rector. 88/06/15. 4pp. 


-^6290033 lns P Rsp's 50-456/80-17 & 60-457/80-17 on 080524-26 & 0531 -0602 No 
deviations noted.viofation noted Major areas m9pectod plant chomisi/y 
organuat'on.mgt conlrols.QA & confirmatory mcasu^emente lor plant radiocher ca' 
analyses. 

iSSiSSM 0 " B ,99^ NEGRA ‘ FI • SCHUMACHER.M.C. Rogton 3. Ofc of the Oiroctor 
88/06/21. 9pp, 45907:24B-45907:264. 

m 5 m NotiCe 68-044, “Machanlcal Olndinn of Spr.na Roloaso Oovice r 
Wesiinghouse Type DS-4 1 6 Circuit Breakors.- Svc l.si oncl. 
rSS’S:. ^*2i sl0f ' J? Operational Events Assessment (Post 8704 ID 88/06/2 4 
Lonsoiidated Edison Co. of New York, Inc 1 13pp. 46019: 153-4601 9 265 



ROSS' .C F. Division of OiHirnliona* Event© A‘i<ui*i r .fnonl (Post ft/onn) HH/OG/24 
Ccnsoh'JslofJ Eififion Co of Now Yo*k. Inc 1 Mjip 4(1019 ?Mf> *10020.010 


€. NRC Safety Evaluollon Report (SER), auppls A correspondence 


0007120114 RiovkJos uupplnmontnl ro‘.|;uhMi lo NRG ISulHm fin (JO I rt* Wuslmghousn 
Series DS circuit bhmkoit, Timm ruiiclor 1r*p lirnnktiro fm'ing to muni nccuptunco coin 
ri.l In tsulliit n linlacJ. 

MORGAN.W I: Ckintmonwonllli Iflison Cn. fl»/0(i/27 DAVIS All RoiiIom 3 Ole of 
110 OK'Ctcir. 2|«P 40 Ml I«i 1*4(11 41 IIW 

880706037$ Confirms $00/ Hi oiihmuirmnt r.onfrmmcn In Ufon IIIIyn.lL lo dlRcubt li- 
atorc(J 9 t»1 flfHHinly guiinl (nni1«ntivnnn*iM 

GRECMAN.I: <» fVnon 3, Oh: of II w l).M«;|nr. HM/Oft/PIl MlFD.C Common* onllh 
Ed sen Co ?pp . 40iin?iW 4dio:i jmih 

$807060326 1'orwnfclM liafugimuln Inmi llopt'i fif) 4MI/ft|Mfl & MM 5 7/(10 1ft nn 
nOUGCO 2 1. No vio'alions noiod I n< i withhold (ml lOU f|/:j 21) 

WALLEH.Hf* I lug on 3. Oli. of llm Omutcr HM/(!M/;’li Hi | DC Common wealth 
Edison Co :ipj> 40 IK* 1f*« 401 if* 1f*U 

-8007060326 PhMlnlly willi'mM Insp Muptn Ml 45(1/(10 -ill A r .O V.//H1MU on HHOUO0-1O 
$ 001 4*21. No vlo'nimno noiod Wu|:sr nin.r, inspoi lodmgt ulfhclivuiiijas.Micimty ofyu 
ndiitnn ft program mnil.roMHiln ft riipls ft jihysu n 1 Imrtlori. 

MADLDA.T J . DJKMJIN.H . CIU I l>. J M Mug on II, Ok: ol Iho Uirmluf ft[)/C(i/2fl ip 
40115 IHMllllfi KjO 


6807120064 I urwiUilit Safngii.mhi ln:iii Hupl-i 
800620 VluliiliohN noted Nulu i* of vnlmimi wi'l 
GDCndcmco 

NORFUUS.O I M union II, Ole i»l tlm (limlor 
L : d son Co 2p;» 4(1151 210 4HK.4 21/ 


WMhti/fm ?l> ft M)45//H0?O on 
I'" prov iIih] i.ndir snjmmlo covu 

H0/O//O1 MELD, (I Common wufl !h 


8607080087 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
RF1AIDWOOD STATION.UNITS 1 AND 2Dockoi Nos 50 45G And 50-457 (Common 
wouflh EPaon Company) 

* Oivia-on ot Reactor Projects • IIMV.V & SpoclQ' Projects (Post 070411) NUREG- 
1002 S00 00/06/30 29pp 40002 338 46003 007 


F. Security, medical, emergency & fire protection plans 


8808200477 Rov 10 to Emergency P.a'i Irrp'Gmnnt.ng Procodure BW^P 6C0-2, "Stavon 
Emp'oyoe List ” 

WINFREY .0 Commonwodfin Ed son Co. 88/06/10. 1 9pp. 45907 003-45907 02 V 

GB0700017? Hovisiid cnr.eraoncy pan implementing procodj'Os.incLdng FTev 4 lo 
Uw2P 100-11, "Operational Suppo'l Clr (OSC) Supervisor Implementing Procedure*" & 
Rov 5 lo 8w?P 500 4, “Oporaiional Support Cu Inventory ” 

* CommonwoBlth Edison Co. 88/C0/ 1 5 49pp 461 16 040*461 16 096 

8007060258 Rov 5 to Emergency Plan Implementing Procodure Dw2P 500 5, * TecV.fi ♦ 
cal Support Cu Invon'cry" & Rov 0 to DwZP 503 5A1, "App A Technical Support Cn 
tr.vuntcry Chcck'ist ” 

WINmtY.O CommnnwoaHh Edison Co 00/06/21 7pp 4611 7.335-46U7.D4 1 

880708032$ Torwarda SofeguQrdS Insp Repl9 50 466/08-10 & 53 457/QC 10 on 
003600 2 1 No violations noted Enel w.lhnehl (rof lOCFn 73.21) 

MALLETT.QS noglon 3, Ofc of t'-.e Diroclor. 09/06/29. RcED.C. Comrronwon.th 
Edison Co 3pp. 481 15 156 46l 15 159. 


-6807120070 Mnilia'ly ivillilmlil • nl Sun.nly ln*.|i Hepln 50 456/80 ?0 ft 50 457/ 

00 20 on IM0H20 (ref HH.I M2 7UO) Vlnlnlmns unleil Mnjnr arena 
n?p<n4f«J cumjinnsntnfy ineiiMiriir. ft nriwi » onlml A ir ■< iiiunl ■rvL’Jvirg jn«Hfiv4/ye 
noss of aiicuniy ulln err. 

MAUL DA. T J , (-fit f I),JII , MAI H IIJiK Mug mi :i. ()fi, nl Mm OmiclU 1 . 66/02/0 1 
Ip 40164 21 / 4(»ir,4 21/ 

0806300347 NM(‘ fnlu Nnlir n 01MMV * IVr»1ilu:ns in I’rntiu livn Mulrty ft f, nu.it tlrenko' 
C(>o‘<l iiailcn *’ Svi l.*.i rm I 

MOSSI.C1 nl ()|H.fii1lmi,il I vunln Arir.n'i'ifr.nn1 (I'uM O/lltll) J1H/0//0/. 

ConSoLtkili 1 '! I ilfiun Cn nf Now Yurk, Inc HM|i|> 46242 HM 46242 212 

0807000000 NIU; Inin Nutu.n MO (MO, "llr un'iun Mepl of (U'lm.livu fU-liirlii'.ifroil (‘iru.ll 

1 Ire Akers ” Svr llnl tn-i I 

ROSSI c; l. DivisKin of Onoiiitiumil t vuul'i A (I'mt 0/0411) 00/07/09 

(kJrsu'uJrtluil 1 1 Uric hi Cn uf Nnw York, fm l(17f>p 4M23I 201 4M232 027 


-8007060326 Partially withhold Insp RoplS 50-456/08 10 ft 50 457/0B* 18 on 000836 10 
8 0014 21 No vio'alions nolodMojcr areas mspocted mgt effeciivanoss.socunty o-gn 
n ration «& program oucf.t. records ft repfs ft physical barr.or 9 . 

MAOEDA.t.J Roy cn 3. Ole of the C.rocio/ 00/06 /2ft Ip 461 15 1 59 461 15 159 

0007120084 Forwards Safeguards Insp Ropts 50-456/08-20 8 50-457/06 21) o:i 
(J00020.Vialai:ons noiod Notico of violation will bo p/ov.Und under sopamto corro 
sponUerice 

NOHELIUS.CE Rogiori 3, Ole ol tno Diroclor. 80/07/01 RE6D.C. ComnionwHa'd' 
Edison Co 2pp. 40154.215 46164 21 7. 

-0807120070 PuMiQlly w thho'd Phys'CAl Socur4y Insp Repls 50 456/90*20 ft 50 457/ 
Oft 20 on 603020 (rel 10CFR2.700} Vio'atkins noiod Mo|or a»oos 
inspoctod.compor'saiorY moaauros 8 rccoss control ft mcidont Involving Innltonti/o 
no9s of aocunty officors 

MAOEDA.T j Reg on 3, Ofc of tho Director. 00/07/01. Ip. 46154 21*/ 40154 217 


$807200106 Mimpmnls in NMD linllnini On (ii)4 rc> pulunli.il fn* rl-nui 1* (i.uimg ol one o; 
mere nwriiji:* In anfoiy lo'.ilud avii ft nutnniul Ini viiuluiiii.iln mnlluw < njwiuly 
MOflllAN.W t ('nninioiiwuiilln I rlsnn Cn fN1/0//11 Oucninimt Cuntrol Hrancti 
(Uocumunt Ccmlml Dui.k) :iO|*p 46220 102 4M220 21 1 

0007210212 Accnnlii 11(10502 riisiuinr.u In (100.121 fnguirit for nd' II mlo r« runponsu lo 
Ac! nil Item n of l( llullnlm H'j (jI) I, “Mnior Opnmltvl Vnlvu Coin'imii Muiln Fa.lums 
Di.rirnj (Muni TrniiSiunbi Dun to Imjifupur Swit:1\ Sull-ngu ” 

GMEI NMAN.I (i Muylun 3, Oir uf tlui Dlim lur llil/O// 1 1 Mi l DC (‘ornmonwcm'lh 
Ed con Co ?pp 4(i2:i4 i/4 4ii:*:m l/f* 

8807120201 NMD Into Nullm MU O-lll. "t l< unnuit Mupl uf Dnfnrtivti Mufurti stied Valvus ’ 
5vc 1 9t tint I. 

nQSSJ.C.I.. oi t)imtiW:ntnl t vunln Aunounitmnl O’oul ft/04 f J) £1.0/07/12 

Ccnsol dated Ed. sun (To of N«w Yurk, ln< ICKlpj* 4(1242 Wit i 4624 Z 10 ft 

8607060360 NflC Inin Nut’i.n nil 0*1 7. "S'uwur- flmn (-xprclnil FloiJ Drop TimnfV ijvc 
l:Sl uncf 

HOSSI.Ci: Ikvimnn of Ofitwniiuniil (vunln Aiisnanfmint (f J onl 870411) 0U/O7/14 
Conso'idau.il I tlluon Cn cif New York. In r. 1f>:t|ip. 40240 222 41)240 32-1 

0007120550 NM(; Info Nulnu niMMli. "Marking I fnnd lmj.( ‘oolrnl.Slcrarju A Dmitiecllon 
ol Salon. Mr du Irdo ” ‘)vc IidI run I 

nOSHl.C E Divlalrjn of Oimr iKKjmiiI I vunl'i Assessment (fVvit 0704 11) (10/07/ 1ft 
Consul (fated Fd son Cu of Now York, lee Ki:ipj> 4(1241 2M'l 411242 005 

6807120553 NMC Into Nolxe oft DM), "( tfuel ol (Iru.ll llrnnknr Cnpauiancii on Aval* 
ah lily ol Ernorgoncy Mower '* five (.Si end 

ROSSI, (IF. l)ivi6:on of Onuiai uniil Events Anseysnmul (Musi 0/0411) 00/07/10 
Conso'klalml Edinon Co of Nnw Yuik, Inc 1 1 lijif* 4625/ 268 40256 016 

6807180101 NMC Info Notco Ull 01*1. ‘Tarufoo nl MSIVh F» vc Int encl 
nossi.c.t;. Division ol Opurntlonnl livtmls Assussmunl (Musi 07041 1) 00/07/21 
ConSOhiatniJ Edison Co of New York. Inr 121[>|) 4025/ 000 46257 200 


R. Periodic operating reports ft rotated correepondenco 

8807070593 Monllily opvjQting rnpts for May 1000 lor Urn.dwood Ur-iia 1 S 2.W/00C01O 

PETEMSON.M.W., OUFMlO.n F Commonwepllli Edison Co 80/05/31 20pp 
40124 273 46124 202 


8. Reportable occurrences, LERa ft related correspondence 

6807110462 LEM ft0 013 00 on (100609.610100 diom sl mfornipd ihot lour rolcaso lank 
sairples mlss.ng (Inubod t»y programmatic cJoliaoncy Samples w.ll bu kopi la locked 

felorago cnbmol W/(mu/0i Ur 

CRONIN.JD, OUERJO.RE Com>wn»ofHllt Eihaon Cv 00/00/30 4pp 46138.350 
40130.359 


P. Operating llconee alage documents ft correspondence 


00OB3OO34O Controls 000030 mooing w/ubl in Mog^on III ofc 10 discuss stariup tolling 
po'formnncu at comploilon of 60% power 1091 . per 600620 lolcon 
□REENMAN.E.Ci Rng:on 3. Ofc ol tho Olroclor. 00/06/23 REFD.C Conimonwontih 
Edison Co 2pp. 45097. 190-45997 109. 

6807010160 ConDma 003610 plans ro 060710 mauling w/uiil fll Rogon III ofc to d.9 
cuss snvofAl enyi'’.norlng issues ossacialod w / planis 

GREENMAN.E 0 Rvclon 3. Ole of the D.roctor 00/OB/24. REED.C Commonwiiiillh 
Ed son Co 2pp 40009 056 46009 059 

BBO7MO380 Forwards rpqiiosl fpr addi Info to dofe/mno if uJoclnCfl' d^lrTjuton ays 
mnola GDC* 17 Quosllon rosulta from liconseo rosponao lo 071007 loss of o(f$i!o 
power ovont Roaponso w.thin 30 days of roco pt ol Hr ronuostod 
OLSMAN.L Pro,oct 0.rocioreto III 2 00/06/27 DLlSS.Ll Commo.-.woollh Ed.son Co 
6pp 4D100.1C0 40100.112. 

0007120273 Informa lhal Al'ogaiion Rill*B0*A 009 ro availBb l'ty of OA procoduros lu 
contractor omp'oyooa r ‘osod 

GREENMAN.fc.G Renlon 3, Ofc of tho Director 0B/O7/O5. REED,C. Commonwealth 
Edison Co 2pp. *16143 285-46143 295 

-8807120365 Subm ta ©ddl Info ro coniractor ft ut'l instrument teclirlclnn work on OA 
manual 8 work ronuosi program 

HUNSADEn.SC uomm on wo aim Edison Co. 00/00/21. DAVIS. A. 0 Rogkrn 3, Ofc of 
thoDroctor 2pp 46143:292 46143 203. 

• -0007 120371 Oiscusses onsite investigation inio aiiogouans to Bvalfnblity ol OA proce- 
dures to contactor omployoos No ovidonco Idont/ od ihot appropnoto procodures not 
evai'ablu lo contracior lochnicians 

HUNSADEn.S C Commonwealth Edison Co. 68/06/20 DAVIS.A Q. Region 3, Ofc of 
Iho Diroclor. 2pp. 46143 294-40143 205 

0007180179 Forwards Rev 4 to. "ATWS Millgailon Sys Specific Design for Dyron/Brald- 
wood Siailorfs ” 

CHRZANOWSKI.R. Commonwoa'th Ed.son Co O0/O7/O6. MURLEY.T C Olticu of Nu- 
clear Reactor Regulation, Diroclor (Posl 070411). 20pp. 46105 063*46195.091 

-8807100221 Rov 4 to, “ATWS Mitigation Sys Specific Design tor Gy/on/ Bra.dwocd 
Stations.” 

’ Sargent ft Lundy. Inc. BQ/05/31. 27pp 46195 065 46195.091. 

8807120100 Forwards Rov 51 changos to QA program Top:cal Ropt CE-1-A rt!d 
0OO7O7.Rov modo lo roflocl orgam/alion changos.to provido adcil organisation posi- 
tion description ft Idonlillcation to change comm.lmonl to ANSI/ASM6 NOA- 1. 
MORGAN.w Commonwealth Edison Co. 80/07/07. Document Contro! Bronch (Oocu 
monl Control Dosk). Ip 46166.040-40156:075. 

“6007190205 Rov 51 to Iconsoe QA Program Topical Ropt CE-1A 
SHEWSKI.W J. Commonwoalth Ed son Co. CE-1-A R51. 08/07/07. 25pp. 40156 051* 
46156.075. 


0807210063 App-cat.on ty amends to Licenses NPF37.NPF-66.NPF-72 & NPF-77.re- 
mcvx.g fixed Fkv l n*.is m Tech Spec 4 2.2 2 e Fee pad 

CHflZAfiOVxSKi.fl Commonwealth Eciscn Co 80/07/1 1 MURLEY.T E. Document 
Control Branch (Document Ccntrcl Desk) 2pp 46235 121-46235 130 


-88072 10060 Proposed Toch SpeC9. re moving fixed Fry l.mits n Spec 4 2 2.2 e & sub* 
si V ng rpq: rerr.ent lo sutm I F*y I mts to NBC 
* Ccmmcnweallh Ed son Co 88/07/11. 6pp 46235 124 46235 130. 

0807130454 Genenc Hr 88*1 1 to a'l licensees of operating reaciors A holders of CPs re 
NRC pos ton on rad aton embrittle me ni ol reactor vessel mails & impact on p'am 
ope*ator.s SvC lisi A Rev 2 to Rog Guide 1 99 encl 

MiRAGUA.F J Associate Drecio' for Proects (Post 870411). 88/07/12. Consolidated 
Ed.SOhCo Cf New York. Ir.c 5ipp 4625/ 207-46257 257 


O. Inspection reports. IE Bulletins & correspondence 

8606130168 NRC Info Not-co 88 039. "LaSa le Un.t 2 loss of Recirctlat.cn Pumps W/ 
Power Osc ration Event " SvC l-St end. 

ROSSI.CE. Gv.son oi Operational Events Assessment (Pos) 0704 n> 88/06/15 
Cor sol dated Ed son Co of New York. Inc 1 lOpp 45978 156 45978 266. 

8806160340 NRC info Notice 88 040. Examners Handbook for Develop ng Operator 
Licensing Exams " NllREG/BR 0122 8 SvC list end 

ROSSI.CE Div.scn of Operational Events Assessment (Post 870411) 60/06/22. 
Consol dated Edison Co. of New York. Inc 237pp 46240 325-46241 20 1 

8606170033 NRC tr'o Nonce 88 041, ' Physical Protection Weaknesses identified 
Through Regj’aiory Effectiveness Reviews “ SvC list encl 

ROSSI.CE Oiv.scn of Operational Events Assessment (Post 870411) 80/00/22 
Cor.so’idated Ed.scn Co of New York. Inc I22pp 45978 034 45978 155 

8B061 70291 NRC Bu'ieln B9 008. ■■T^e.'rr.a , Stresses in Pip ng Connected to RCS " Svc 
lisi end 

ROSSI.CE Orv.scn of Operet-cnai Ever.‘s Assessment (Post 870411). 88/06/22 
Conso’ dated Edison Co of New York. Inc H6pp 460 1 9 037-46019 152. 

8806290019 Forwards Safety tnsp Rep’s 50 456/88-17 & 50-457/88-17 on 060524-26 
A 053 1 0602 & not co of violat on 

SHAFER. WO Region 3. Ofc of ihe D-rector 88/06/22 REED.C Commonwealth 
Ed.son CP 2pp 45987 243 45987 254 

-8806290027 Nonce of viclaton from msp on 880524-26 & 0531 0602 Violations 
noted germanium detected used to demonstrate compliance w/Tech Specs improper- 
ly ca'.br usmg noncortfiGd rad oactive sources 

SHAFER, W D Reg on 3. Cfc of the Di-ector 8B/06/22 Ip 45987 245 45987.245 

-8806290033 Insp Repts 50-456/88 17 A 50 457/86-17 on B80524-26 & 0531-0602 No 
deviations noted Vioia'-on noted Wa;or areas inspected. p'ant chemstry 
organ:?ai on.mgt conlrols.OA & conVmalory measu roman is for plant radiochemical 
anaUscs. 

JAnUSKA a G . BOCANEGRA.R . SCHUMACHER.M C Reg on 3. Cfc o! the O rector 
08/06/21 9pp. 45987 246-45987 254 

8806210038 NRC Info Notice 80-044. "Meehan cal 8 nd ng cf Spring Re ! oase Device in 
Wes’-nghouse Type DS 416 Orcu.l Breake-s " Svc l.sl orcl 
ROSSI.C E Oiwson of Operational Events Assessment (Posl B 704 11). 60/06/24 
Consol dated Ed son Co of New York. Inc 1l3pp 46019 153-46019 265. 

8806240139 Suppl 1 to NRC Bui elm 88-009. "Thermal Stresses In Pip ng Conceded to 
RCS " Svc LSI end. 

ROSSI.CE DiviS'ort of Operational Events Assessment (Post 8704 H) 88/06/24 
Conso' dated Ed son Co. of New York. Inc 1 14pp. 46019 266-46020 018 

8807120114 Prov.des supp'ementai response to NRC Bulein 88-001 re West nghouse 
Series DS crcu.i breskers Three reactor dip breakers tail ng to moot acceptance crite- 
ria In bui'etn listed. 

MORGAN.WE. Commonwealih Ed.son Co 88/06/27 DAVIS A B Region 3, Ofc of 
the Director 2pp 46141:351-46141:352 

0807060378 Confirms 880710 enforcement conleronce :n Glen ENyn.IL to d SCuSS In* 
stancescfsecuntyguardinatientivenesa 

GREEMAN.E G Region 3, Ofc of the Director 88/06/28. REED.C Commonwealih 
Edison Co 2pp 46103 267-46103 268 

6807060325 Forwards Safeguards Insp Repts 50-456/B8-1B A 50-457/88*18 on 
880606-21 No violation* noted Encl withheld (ref 10CFR73 21) 

MAILETT.BS Region 3. Ofc of the 0;rector 86/06/29 REED.C Commonwealth 
Edsor, Co 3pp 46115 156-46115 159 

-8807060326 Penally withheld Insp Repts 50-456/88*18 8 50-457/8B-1B on 800606 10 
& 0614 21 No v.claiions noted Ma|or areas inspected mgt effectiveness.securlty orga- 
nization & program aud.t.records A repia A phys cal barriers 
MAOEOA.tj DROtiiN.B.. CREED.3 R Region 3. Ofc of the Director. 88/06/28. ip 
46115 159 46115:159 


8607120064 Forwards Safeguards Insp Repts 50 456/88-20 A 60 457/80-20 on 
880620 Violations noted Notice of violation will be provided under separate corre- 
spondence 

Sfon'K ?I?S?S?5$ 5 SV£ D “ eC ' 0 ' 88/07/0, REE °- C Co*™™-'* 

nes^o^ecuMty^olficoi? measur0S 8 accass convo1 & fncidoni involving matieniiva- 
R) AI 46 15^21 7-46 R f54 217° ' MAUETT0S 3 - 0f c ° f ' hQ Director 88/07/01. 

88 S 8 JLn" C sXu^r 88 ° 45 ’ ' P,0b;e ' , ’ S ,n P,0l6c,lva Rela > 4 C ‘™" s ““> k « 

? Divlsioo ol Operational Events Assessment (Post 8704 U) 88/07/07 
Consolidated Edison Co. of New York. Inc. I04pp 46242.109-46242:212 

8 *Br? 8 K^- Svfl.itena 0 '' 08 68 0,18, llC8nSa9 fl8pl 01 Oo'ecHve Relurblshed Circuit 

ROSSI.C E. Drvlslon of Operational Events Assessment (Post 87041 n RR/n7/nfl 
Consol rdatod Ed.son Co. of New York. Inc I07pp 46231 28 1-4 6232 027 00/07/08 


660720019 6 Responds to NRC dulteln 83 004 m potential tor deadheadng of one n, 
mo/epurnp9 In safety related svs A potent at for inadequate minllow capacity 
MORGAN.WE Commonwealth Ed son Co 88/07/ ti Document Control tw> 
(Document Control Desk) 30pp 48228: 102-48228 211. 


8807210212 Accepts 860502 response lo 880321 roquost tor oddl info fe re spec so u* 
Action item o of IE Bulletin 85 003. ’Molo'-Oporalod Valve Common Mode f&lW* 
Ourmg Plant Transients DuO to Improper Sw.tch Sottmgs ” 

GREENV.AN.EG Region 3. Ofc Ol tho Di/octor 08/07/ 11 REED.C Commcrwea^ 
Ed son Co 2pp. 46234:174 46234:175. 


0607120291 NRC Info Notice 88 040, "Uconseo Ropl of Dofoctivo Rofub.shod Val.ei • 
Svc list encl 

ROSSI.CE. D. vision of Operational Events Assessment (Poet 8704 it) 88/07/u 
Consolidated Edison Co. of Now York, he i03pp 46242 006-46242.106 


BB07080366 NRC Info Notice 88 047, "Slcwor-l han Exported Rod Orop Times’ Svc 
list encl. 

ROSSI.CE. Division of Oporat o.nal Events Assessment (Posl 070411) 08/07 / m 
C onsol dated Ed.son Co Of Now York. Inc I03pp 46240 222-40240 324 


0BO712O55O NRC Info Notice 08 049 "Ma'klng.Handl r.g.Control.Storago & Desiructpn 
of Safeguards Info." Svc list encl 

ROSSI.CE. Division of Oporalional Evonts Assossniont (Post 070411) 88/07/18 
Consolidated Edison Co of Now York. Ir.c I03pp 46241 263*46242.005 


8007120563 NRC Info Notre 88*050. "Effocl ol Circuit Breaker Capac/taoco on Av&l- 
ability of Emergency Power." Svc lisi or.cl 

ROSSI.CE Division of Oporalional Evonts Assessmom (Post 870411) 88/07/18 
Consolidated Edi90.n Co. of Now York. Inc 1 19pp 46257 258-46258 0i 6 


9807100101 NRC info Nolice 08 051. "Fa-Ures of MSlVa " Svc list one: 

ROSSI.CE. (Division of Oporalional Evonts Assessment (Post 870411) B8/Q7/?i 
Cons olfde ted Edison Co of Now York, Inc 121pp 40257 OQG 4625 7 206 


R. Periodic operating reports A related correspondence 


8807070593 Monthly operating ropls for May 1008 for Grnldwood Unis 1 & 2 W/86C610 
ffr. 

PETERSON.M W.. QUEFUO.R F, Commonwoolifi Edison Co 69/05/31. 2Coo 
46124 273 46124:292 


S. Reportable occurrencoa, LERs A related correspondence 

8807060527 L6R 88 009-00 on 0QO53O.monual roactor tnp duo to Inoperable rod ocnicl 
sya.Causod by failure of miscollonoous oloclnc room fMEM) vonliloiion fan TomocKa-y 
cool ng tans Installed In MER W/080623 Itr. 

WIEGAND.C M , QUERIO.R E. Commonwoallh Ldson Co. 00/06/14 4pp 461C9 226- 
46109 229. 

0607060261 LER 80 OtO 00 on 68053 l.documoninilon tor performance of Survo an;e 
2BWOS 6 2 2.2-1 unit dc bus tro ; n opumbllity woukly fjurvo.llanuo could not be 
located. Caused by personnel error Soarch conductud A tivonl rovlowod W/000627 :r 
ROBISON.D L . QUERIO.R. E CommonwonHh Edison Co t)0/O6/?3 4pp 46074W,- 
46074.060. 

6807 120309 LER 08 01 1-00 on 080607, roaclor sfiutdown upon rocont of noti'icafiO^ 
that onviron qualification documonls lor molor opomtor on RMR Isolation vatve 
2SIB809B could not bo lound Motor rep!oco().W/080/06 Hr 
ZAPINSKI.S M-. QUERIO.R E Commonwonllh Ed son Co 08/00/30. 4pp 46148.CD7 
4614B1DD 


V. Operator Examinations 

6607120299 Forwards draft Rov 6 lo ES GOl, “Adni r.lstrailon of NRC nequaliVabo' 1 
Program Evaluallons " 

WRIGHT.G C. Region 3. Ofc of the OirodOr. 80/00/23. MCGEE. B Commcnwaa':h 
Edison Co. Ip. 48149,001-40149:340 

-8607120299 Draft Rov 5 to ES 601, "Admlnlalrulion of NRC Roqua'llication Pxogran 
Evafuations. 1 ' 

* NRC • No Dele lad Affiliation Given. 08/10/01. 347pp 40140 OO2-4B149 O40. 


DOCKET 50*468 RIVER BEND STATION, UNIT 1 


F. Security, medical, emergency A fire prolectfon plans 

68071200Q1 Forwards response to violations notod in Insp Repl GO-450/06 09 redo:ec 
tlon aids.bullot rosi9tanl slrucluto A compensatory m.oo9uros Encl withhold ('«' 
WCFn?3.2l}. 

DEDDENSJ.C. Gulf States Util H09 Co. 08/07/06 Documonl Control Branch (Docj 
mant Control Desk). 2pp 40148 342-46148:343 

8807130289 Forwards FEMA ovaluntion of planl prompt olcrl A notification sy9 conv^ 
inj lhai roqu rement8 satlsfied.par NURbG 0054 /FEMA- HEP* 1. Rov 1 A FEMA REP- 

CALLAN.L J. Region 4. Ofc of Iho D rector. 08/07/06. DEDDENS.J C. Gu't Stales UH 
Itles Co, 2pp. 46167:001*46107.242. 

8807100341 Forwards Insp Ropt 60 45Q/0Q- 1 5 on 0006l3-17.No violations or devi 
at .on s noted. 

CALLAN.L.J, Region 4, Ofc ol the Dlrocior. 08/07/08 DEDDENS.J C. Gull Slates U*J 
Kies Co 2pp. 402) 4.006-462 J 4.014. 

-8807190343 Insp Rept 50*450/88*16 on 800613-1 7.No vlo'ations or dovia^s 
0fea& Irispectedfire protocilon/ provantlon program A i m piemen tafion 
SINGH, A. Region 4, Ole of the Director. 08/07/00. 7pp. 46214.008 46214 014 



H. General correspondence 

G-607 1 103SQ D.scusses stops iftkon by ‘(Consoo lo co-recl conditions at plant ra prompt 
notf.cdt'on sys & potential lo.* roioaso of contaminated water from condensate stor- 
age tank in response to 8B0523 it' forwarding SM Irving itr 

STELlO.V Cfc Ol the Executive D rector tor Opomtons 88/06/27 BREAUX.J. 
Senate 6pp -16100 113 -16100 123 

-0807110400 Requests mvesligal on ol SM Irvng comments & lo provide ropt re rocenl 
hcclon:s at facHy involving iradvertont aclivaton of prompt not 4 cat on sy& & break 
n tank containing sodium hypochlorite 

BREAUX.J Senate 80/05/23 MURlFY.T Olfico ol Nucear Roacicr Regulation, D|. 
rector </ > csl 8/041 1). 2pp 40100.119 -16100:123 


P. Operating license stage documents A corroapondence 

0807010023 Application for amend to L conso NPF ^.rovls-ng Tech Spec 6 84 d duo lo 
foposed changes lo asiatir clam control program Foe pa d 

CEDDENS.J.C Gu'f Slates Utillios Co. Gfi/06/21. Oocumoni Control Branch (Docu- 
ment Control Desk) 8pp 460 1 7 04 1 4601 7 C49 

-8807010624 Proposod Tech Spec 6.0 4 U re ns-atc c : nm control p-eguam 

* Gu 4 Sia'es Unities Co. 89/06/21 ip 46017 049 46017 049. 

0807050344 Application for amond io License NPF-47 1 faci , itating removal of organiza- 
tion chans from Tech Spec Socton 6 0 per Ger.onc Ur GO 06 Foo pa'd 
DEDDENSJC Gulf Stales UMilies Co 88/06/21 Document Control Bronch (Docu* 
mart Control Desk). 7pp 46025.0// 46026 090 

-0807050349 Proposed Tech Spec Socibn 6 0 removing organizational chart per Ge- 
netic L!' 68-06 

* Gulf StaiGu tlM.llos Co 06/06/21. 7pp 4Q025 004 46025 090 

08071 10244 Forwards safely ovaluQlon accepting roviow Of Gonnr.c Hr 63-28 re on*lno 
fur.ctiona 1 leslmg ol diverse trip features for p-anl 

PAULSON, W A. Projocl Cirociorafo IV. 0Q/CG/23. DEDOENSJC Gulf Stales U1 U-os 
Co 3pp 46100 335 461C0 339. 

-BB0? 110249 Sofoiy ovoluaton accopling Gonoric l.ir 83 28 ro roaclor tnp sys relabiity 
sys functional testing 

’ Odico of Nuclear Roaclor Regulation Diroctor (Post 07041 1) 66/06/23 2pp. 
461CD 338 46100.3J9 

6807110210 Forwards Amend 25 to License NPF-47 & saloty ova’ualro.o Amend In- 
creases alowab ‘0 drywoll lomp to 1-45 F 8 aroa lomn for main stoam lunne! to 135 F. 
FAULSON.W A Pro.oct Diroctorato IV 60/06/20. DEDDENSJC Guil States Uhlii.as 
Co 3pp 46141.172-46141:100 

-0807110212 Amend 25 to l conso NPF -47.incfoasr.il allowable drywol lomp to 145 F 
& eroa temp lor main sioam tur.noi lo 135 F 

CAL VO.J A. Projocl Directorate IV. 00/06/20 / pp 46141:175-4614 1:181. 

-8007160090 Saloty evaluation supporting Amend 25 10 l Iconso NPF 4 7 

* 0 \* cs Ol Nucloai Roacior Regulator, D.rocior (Post 07Q411) 06/00/29 3pp 
46141 182-46141.104 

-8807110221 Supp'emonlal safoty evaluation supporting Amond 24 lo License NPF 47 

* Of l:CO of Nuclear RoaclOr Regulalion, Dirocior (Posl 870411) 60/06/29 2pp. 
46141105 46141.106 

0867150142 Advises that First update lo repi ro prog'oss of nouiron flux mcn.iorhg wll 
bo provided by 000930 

GOOKER.JE Gulf Stalos Ullilioa Co 60/07/08 Document Control Bronch (Docu- 
ment Conirol Desk) ip 46186 357-46106 357 

0807130454 Ger.o'ic Lb 60-1 1 to all I'consoos of operating reactors & holders of CPs ro 
NFIC pos t on on radiation ombriniuinonl ol roaclor vossol mails & impact on plant 
operations Svc I at & Rov 2 to Rog Guido 1 90 end. 

M RAGUA.F J AssoC'ale OifQClor for Propels (Pu9t 870411) 88/07/12 Conso'idfllod 
Ed son Co. Of Now York, Inc 5lpp 4625/ 207 46257 257 

8807190142 Forwards safoty ovaboton accepting util rosponso to Generic Ltr^ 03*28, 
'Raqufod Actions Based on Gonoric Imp'icailons of Salem ATWS Evonis.“ Items 
3 1. 1,3 1 2,3 2.1 & 3 2.2 ro post-mo nt testing of sofoiy related components 
PAULSON, W.A Projocl Drocioralo IV 88/07/12 UtDDENS.J.C Gull States Uli illGS 
Co 3pp 40214 001 46214 005 

-8807190146 Safoty evaluation supporting util 040803 & 070922 responses lo Generic 
Ltr 63-28.ltoms 3. 1.1,3 1. 2,3.2. 1 & 322 ro post malnt to3tng of a'l safety- related com- 
ponents 

* Office of Nuclear Roaclor Regulnlion. Dkocior (Posl 070411). 88/07/12. ?pp 
46214.004 46214.005. 


O. Inspection reports, IE Bulletins & correspondence 

8808130188 NRC info Notice 88 039. "LaSalle Unit 2 Loss ol floci/cii'at.on Pumps W/ 
Power Osci'laiion Evenl " Svc list end 

ROSSI.CE- 0iv.9lon of Operational Events Assessmont (Posl 870411) 88/06/16 
Consol dalod Edison Co Ol Now York. Inc 110pp 45970 156 45970.286. 

8306160340 NRC Info Nohco 80-040. ‘•Examiners Handbook for Developing Operator 
Liconsing Exams ” NUREG/Bn-0122 & svc list oncl. 

ROSSI.CE. Divlson of Operational Events Assessment (Posl 870411). 80/06/22 
Ccnsol -daiod Edison Co of New York, lnc 237pp. 4 62 4 0.32 5*462 A V.20V 

BB06170033 NRC info Nohco 80*041, “Physical Protection Weaknesses Identified 
Through Regulatory Effectiveness Reviews " Svc list oncl. 

RQSSI.C.E Division ol Oporal'ona! Events Assessment (Posl 870411). 88/06/22 
Conso'idated Edison Co. of Now York. Inc. 122pp. 45970 034-45978:155. 

8806170291 NRC BuTeim 80-008. “Thormol Siressos in Pip-ng Connected to RCS." Svc 
1st oncl. 

ROSSI.CE Division of Opnratlonal Events Assessment (Posl 8 70411). 88/06/22 
Con 30 ^ 8 led Edison Co Of New York, Inc. 1 16pp 4601 9.037*46010.1 52 


8006210038 NRC Info Notice 08 044, “MeChorica' B«'.Ury of Sp-ing Ro’easo Device n 
W09hnghousu Typo DS 416 Circuil Breakers " Svc l si or.cl 

ROSSI.CE LJv.son of Operal onal Events Asbessnont (Pobl 670411) 9B/C6/?4 
Consolldaiod Ed son Co. of Now York. <nc i i3pn 460 1 9 iW 4GJi<j ?c r > 

8806240139 Suppl 1 to NRC Bjlotn B8-O90 ’Thermal Siressos n P png Connexion b 
RCS." Svc list end 

ROSSI. OF.. Cwiscn of Operauonal Events Assessment (Post fl/0;n) 9fVCfi/?4 
Consolidated Ed.son Co. of New Yo'k Inc 1 14pp -1601 D 266 46020.010 

8807070080 Ack roco pi Of 8B060I Ur nfo'iHing NRC of s*ops token to correct vioaiuus 
noted in Insp Rept 50 468/86 08 

CAILAN.L J. Reg on 4. 0 4 c o' the Directo'. 00/06/26 DLDDLNS J.C Gull Sintos U* I 
itiOSCo. 2pp 46125 228-46125 229 

0007120081 Forwards rosponso to v o’akons no'ed In Insp Ropt 53 4 50/80 G9 ru dotoc 
non a ods. b ul lot ro distant strucluro A compen&niu'Y moasuros Ercl w.lhhfMi (ml 
10CFR73 21) 

DEODENS.J C Gull Slates Uh .i.Os Co BD/0//06 Dacun-ent Conlrn Branch (Docu 
ment Control Desk) ?pp. 46148 342 46 149 34? 

B0O63OQ347 NRC Inlo Notice B9-0-15. ‘’Proboms in Piotuclivo Ro'ay 8 C rcu l Uroakt-r 
Coord nation “ Svc Sisi end 

ROSSI.CE Division of Opo/aicnal Evenis Assessment (Posl 870411) 08/07/0? 
Conso’idated Ed-SOn Co. of Now York, Ire 104pp -1624^ 109 46242 ^12 

0007130200 Forwards responso lo NRC Dul’e* n 06 004 * Poleniial Saloty Helated 
Pump Loss *’ Rov.ow ol plum records revoalud ro nsiance ol ncrroctivo mal'il d«.o lo 
ump oxcoas.vo wear aitr-buiftb'o to lo-w flow operation Ad davd oncl 
OOKER.J E. Gulf States UtiMie^ Co 00/07/07 (Jjcurr.enl Conlrcl Branch (Docu 
mont Conirol Dosk). 5pp 461G4 C50 46164 0G2 

0807080006 NRC Into Noiico 06-046. “L’censoe Rcpi cf Dofect ve Rolurt.if.ucd C*rcjl 
Bre ak*2 r s ’ Svc list oriel 

ROSSI.CE Ovsen o' Operolior.fl' Fvonts Assossirori (Post 070411) 8B/07/08 
Consol dalod ErJson Co ol Now Ycrv. Inc I07pp 4C2.11 28146232 927 

0807190341 Fci words Insp Repl 59 460/ 88 15 cn 880610-1/ No vio’aiions cr dov 
ation9 noted 

CALLAN.L J Roy on 4. Ole of the Director. 08,O7/Ct> DFDDFNS.JC. Gull Stoics Uh‘ 
mosCo. 2pp 46214 006 46214.014 

-8007190343 Insp Hept 50 4 58/B9 15 on 8900l2-l7.No violations Cf dov.akcns 
noted Ma.or areas inspected h*o protoclcn/ p.'ovor r bu proQ'am & i rplnn cnlanor 
S'NGH.A Rogion 4,01c of the Oirottor 80/07/C6 7p;>. 46214 008-46214 014 

8807210120 Responds lo woblions noted m ; n&P Ropi 50 45.0/08 10 on 883-1 H 
15 Correct vo act ons aciivo radiation work perm ts (RWP) rev owr»d/uqn rod Su'vOy 
updates ensu'od & Temporary Change Nolicu 06 C417 wnllon to /uplaco rovibod 
RWP forms 

OEDDENS.J C. Gulf Slaios Utilities Co 88/07/11 Docunoni Conlrcl Branch (Docu 
mont Conirol Dosk). 6pp 46233.3 4 2 4 6233 347. 

8007120291 NRC Info NobC.o 85-048. “btcensoo Rcpl ol Oofoclivo Rot jrosl’od VaUCS" 
Svc list oncl 

ROSSI.CE O.v.son of Operatio n al F.vonts Assossnerd (Posl 870411) BQ/Q7/I2 
Consol dalod Ed son Co of Now Yo'k. Inc 103PP 46242 0013-46242.100 

8807080380 NRC Info Noiico 00 047, ‘ Slpwor-Than-Fkpociod Red Drop Tnios" Svc 
Hi oncl. 

ROSSI.CE. D.v.son of Onuralio' , 8i Lvonta Assessment (Post 9/0411) OB/07/14 
Consol dalod Ed sou Co of Now Yo’k. Inc. I03PP 46240 222-4G240 324 

8807120550 NRC info Notice 88-040, ‘Mark'r.g.Hand 1 ng.Contrpi.S’o'ago & Do:»truction 
of Safeguards Inlo ” Svc lisl oncl. 

ROSSI.C E D.vison of Oporetiona 1 CvOr>ia Assessment (Post 970411) 80/07/10 
Consolldaiod Ed.son Co ol New York. Inc. 103PP 46241.263-4624? 0C5 

0007120563 NRC rmo Not CO 88 060, “Gffocl ol Circu 1 B'onkor Capac«tanco on Avo-* 
abMity of Emergency Powor .” Svc list oriel 

ROSSI.CE Division ol Oporaticnal EvGnla Assessment (Posl 870411). 08/07/18 
Consolidated Edison Co. ol Now York, Inc 1 1 9PP 4025/. 258 4C266 010 

00071 00 1D1 NRC info Notice 08 051. Foturos ct MSIVs.” Svc Dsi or, cl 
ROSSI.CE Division ol Oporat.onai Evauia Assossmnnt (Posl 070411) 80/07/21. 
Consolidated Edison Co of Now York, Inc I2ipp. 48257 006-40257 206. 


S. Reportable occurrences, LERs & related correspondence 

8607010050 LER 06 001 -01 on 060101 .unit scrarrmod from 19% power cn low reactor 
walor level as ro&ult ol isolalicns on both low prossuro feodwator heater 
atdnos. Probably caused by flashing -n level irunsmiltor pots.W/86C624 Itr 
ENGLAND.LA, BOOKER.JE. Gu'f SlOlOs Uli’diOS Co DO/OB/24. 4pp 46017 139- 
46017:142. 

8807060144 Special repl on 880531 6 OGOl.dosel generators iB & 1A ulunhliod as 
being above Tech Spec 3/47.0 limn of 104 P Cause not yol deiornur.od Salory-n-lat- 
ed eouipment susceptible lo thermal agng moclmn.sms ropioced 
BOOKER J E Gulf Slates Unimes Co BB/06/24. Oocumoni Conirol Branch (Docu- 
ment Control Desk) 3pp 46103 1 51*46103:153. 

6BQ7180110 LER 08-011-01 on 0OO5O3,torqun arm key on contain-xoct isolation vaivo 
fell out of keyway .rendering valve noperahie.Cou9od by failure io recognzo as lounrl 
condition of valve. Koy replaced W/090708 Itr 

ENGLAND.L A.. BOOKER, J.E. Gulf States Ut l - ©s Co 60/07/00. 5pp 40195 045- 
46195 049. 

8807250102 Special ropl on BB0324,lernfj n north onj ol mein steam tunnel rose abevo 
Tech Spec llm.i during surveiilanco test On 000029, NRC issued Amend 25 to License 
NPF-47,ral9lng limit for north ond ol tunnel to 135F 

BOOKER.J E Gulf Slates Utilities Co 00/07/11 Document Control Branch {Oocu- 
menl Conirol Oosk). ?pp 46255 1 64 46255 165 



DOCKET 50-460 WPPSS NUCLEAR PROJECT. UNIT 1 


A. AppHcatlon/construction stage documents & correspondence 

8807080146 Advises ihai uti 1 de'orrmg responses to NRC uuei-ns & generic itrs sr-co 
project placed cn oxtended const de'ay. 

SORENSEN.GC Washington Pub'c Power Supply System 88/G6/27. Document 
Conlro' Branch (Oocurreni Conirol Oesk) 2pp 46130 257-46139 258 

8807130454 Generic Hr 88 1 1 to all .iconsees of operating reactors A holders of CPs re 
NRC position on radiation er.br. ulement of reactor vessel mails A .mpact on plant 
operations Svc list & Rev 2 to Reg Guide 1 99 onci 

MIRAGHA.F.J. Assoc ale CreciO.' for Pro.ects IPosI 870411) 88/07/12 Consoldatod 
Ed son Co. cf New Yo'k. Inc 51 pp. 46257 207 46257 25? 


G. Adjudicatory correspondence 

8807110010 Submits 19th quarterly status repl re const acliv.t es.por 831014 momoran 
dum A order No sgm'cani safety related ccnst act-v.t-os performed djrmg Second 
Quarter 1988 Charge in level of activity ret anticipated W/o staled repl 
REYNOLDS NS Was^i-gton Pub'ic Power Supply System REYNOLOS.N.S Bishop. 
Cook. Pu/ccl- A Reynolds #388 6673 88/07/01 BLOCH.P.B , HARBO'JR.J., 
BRIGMT.GO Atoric safety and Licensing Board Panel ip 46033 231*46033 231 


Q. Inspection reports, IE Bulletins & correspondence 


8807190114 Responds lo G00405 roquust for arldl Info ro actions lakon o* coniem&'ai^ 
to Improve rotlab l.ly of so.sirlc mslrurnontollun & of nlonl omthquaio procedures 
SPANGENBFRG.F. Wnols Power Co. 80/O//1O Document Control Branr.h r/w„ 
merit Conlro' Desk) 5pp 40208 31 1-46208 315. 

8807210106 Appl cation for amond to Liconso NPF-l>2.fOvhlng Tocfi Spocs 3 04 4 03 A 
4 0 4 & Tech Spoc Basus 3.0 & 4 0 A dolotmy Toch Spocs Mnlomonis w.-ich pro^e.i? 
ly lako oxcepkon to Spec 3. 04. Poo paid. 

HALL.D P. linos Power Co. 08/0// 1 1 Documunl Conirol Branch (Documont Ccn*mi 
Desk). 8pp. 46230.002-40238 050 

-8807210115 Proposod loch Spocs 3 0 4.4 0.3.4 0 4 A loch Spoc Casus Secion 30 i 
4.0. 

* lino s Power Co. 80/07/1 1. 43pp 46238 008 46238 050 


0807130454 Generic Lb 88 1 1 10 all Icorttous ol oprualng reactors A hcMo'ft of CPsr& 
NRC position on rod at on ombnlllcmoni of runnier voysol metis A mpsci on p'am 
operations 9vc (fsr A Row 2 fo Rug Gr/.xio f t)l) onci 

MIRAGLlA.r.J. Aosocloio D. rue lor fo' PfO-OCta (Post 0/04 M) 88/07/12 Conso'datM 
Ed-son Co. of Now York. Inc 51pp. 4025 >:20 7- 4025 7.25 7 


Q. Inspection reports, IE Bulletins A correspondence 

6008130168 NRC Info Not.co 88 039. "LaS/HIo Ur-JI 2 lorift of Rorrcu'allon f\ m ps w 
Powor Oscil at-on Event " Svc l si onci 

ROSSl.C E Division ol Operational Evnnlr, Assossmunl (Posl 870411} 88/06/15 
Conso'idatod Edison Co of Now York. Inc. 1 tOpp 450/6 150 46970 268 


8807080148 Advises that util deterrng responses to NRC 6 j lei ns A generic Mrs snee 
projecl p'aced on extended ccnst delay 

SORENSEN.G C Washington Pubic Power Supply System 00/06/27 Oocumonl 
Control Branch (Document Control Desk) 2pp 46139 257 461 39:258 


DOCKET SO 481 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8807190178 Requests that uti! inMto appropriate investigation & tako appropriate 
action re alegation concerning iTpact ol secu'.ty supervisory tumovo.' rates at 
faci’ity Results of review to bo lorwa'ded to NRC witMn 45 day9.Encl withhold 
NORELIUS.CE. Roglon 3. Ofc of the D rector 08/07/05 GERSTNER.W C III nois 
Power Co. 2pp. 46214 039 46214 040 

6607200372 Ack receipt of 860321 Hr responding to NRC al ogat-on re maccuralo 
records provided by urlon for unescorted accoss lira submitted lo labor union duo to 
contusion about administrative app ication procedures 

NORELIUS.CE Region 3, Ofc of the Drecfor. 88/07/11. GERSINEH.WC lll-no 9 
Power Co 2pp 46229 257-46220 260 

-8807200374 Responds to NRC 880204 Hr on allegations ro -naccurato work history 
records 

SPANGEN9ERG.F. Illinois Power Co 68/03/21 DAViS A 8 Flog on 3. Ole of Ihe D, 
rector. 2pp 46229:259 46229:260. 

8807190327 Forwa'ds Change 8b to phys-cat aocuMy p’an Change located on Pago 3 5 
of Chapter 3 Change wiihho'd (rel 1QCFR73 21) 

SPANGENSERG.k ll'ne.s Power Co. 88/07/13 Documont Control Branch (Docu- 
ment Control Desk) Ip 46220 029 46220 029 


H. General correspondence 

8807010131 Comment supporting proposed ru'o 10CFR50 re leak tofore break (LOB) 
techr-o'ogy Believes that exlens on of LBB technology to performance roqulromonls 
for emergency core cootir.g sy9 appropnaie 

HAIL, OP. l.lnos Powor Co 80/06/07. OLLK.SJ Office ol the Secretary of the 
Commission. Ip 45993 074 4 5993.074. 


P. Operating license stage documents & correspondence 


8007130050 Forwards notice of consideration cf issuance of amond lo License NPF-62 
A opportunity lor hearing re proposed Tech Spec change for mam steam Ime 
radiation, high full power background rad ation levels A associated ir.p golpoints 
STEVENS.JA Project Directorate 111*2. 88/06/21 SPANGENBERG F. Illinois Power 
Co. 3pp 46169 179*46169:186 

-8807 130055 Notice of consderalon of issuance of amend lo License NPF 82 A pro* 
posed NSHC de terminal ion A opportune for heading Amend changes Tech Spocs ro 
main steam l.ne radiation A high fu'l power background rad ation levels. 

NORRHOLM.L J. Project Directorate ll!-2. 88/06/2 J. 5pp 46189. 182*48 J 69 106. 

8807120049 Requests that ul.l review end allegations re radial on protection program A 
submit results of review A disposition within 45 days of Hr date Enel wlthhe'd (rof 
10CFR2. 790). 

NORELIUS.CE. Region 3. Ofc of the O.rector. 86/07/01. GERSTNER.W.C. Jlllno s 
Power Co 2pp 48 1 54:2 1 3 46 1 54 2 1 4. 


8007180056 Forwards util Q80706 Ifr to Minos EPA.reque9l.ng variance lo NPDES 
permit. In accordance w/ Section 3.2 of environ pro lection plan 
SPANGENBERG.F I'.lnois Power Co. 88/07/06. Document Conirol Branch (Docu- 
ment Control Desk). 1 7 p p 46194:299 46194 315. ' 

8007130275 Forwards nolice of consideration of issuance ol amond lo License NPF-62 
A opportunity for hearing re 880205 request lo revise Tech Specs in order lo remove 
KT 'Sowing containment monitoring A process sampling sys 
!?2p E p S ,e J ,69«Tf a ,fer a,G " l? 8S '° 4? SPANGErjDERCJ.r ll'mol? Powe, 


-6807130376 Nolice ol consipsfeion o! issuance, o, emend to License NPF-62 « i 
portumly lor hearing ro 880205 request ,0 change Tech Spocs In order lo remove 
u ! ?°o ? 9 “ moln ' rem morr'lonng I process 8ampl.no sys 
NORRHOLM.L J Pro|ecl Directorate III 2. 66/06/08 6pp 46169 246-48169 251 


8808160340 NRC Info Notco 08-040, ’‘Exnmnnrft Handbook fur Oovolop.ng Cpc'a'c' 
Licensing Exams." NUREG/OR 0122 A avc fiat onci 

ROSSI.C E Division ol Operational Lvonis Assessment (Post 070411) 88/C0/2? 
Consolidated Edison Co of Now Yurk. Inc. 237pp. 40240 325-4624 12U1 

8806170033 NRC Into Notco 08 041, ‘ I’hyRlcnl P/otocton Weaknussos IdO-Y.'ed 
Through Rogu'atcry Effectiveness floviows ” Svc Hal or.cl 

ROSSI.C £ Division of Oprniional Emile Aenoasn-onl (Post 07O411) 80/06/2? 
Consol dnlod Edison Co Of Now York, Inc 122pp 45076 034-45076 155 

0006170291 NRC Oullolm 68 006. "RiornMl Strnasns fn Piping Connociu l to RCS - ’ Sv: 
list Gncl. 

ROSSI.C G Uivlson ol Oporakonnl Evonta Aosuasmonl (f\>sl 870411). 08/00/22 
Consol datod Ed-son Co. of Now York. Inc IIQpp 40010 03/-40019. 152 

8006280132 Ack rocoipt of 880601 Hr informing NRC of elope inkon lo correct var>lal ora 
noioiJ in Insp Ropl 60 461/66- I0.lasun9 ufonilf.ed w.H Iju cons'durod h co n Junctiomv/ 
responso to natico of violation A proposod Imposllion of civil ponnlty. 

MILLEH.M J Roglon 3. Ofc Of tho (Voclor 8l\/06/22. GP.HS7NFin.WC Hlmo.s Powe' 
Co. 2pp. 45905 344-45005 346 

— 88062B0163 MospomJs to NRC 600420 Hr ru violalons nolutj Inap Ropl 60 401/6B 
10 Usia clanlicoiiona to accurately roftocl ulM potHt-on on lasunn discussed ol 88033! 
onforcomonl conforonco. 

HALL.O.P Illinois Powor Co 06/00/01. DAVIS.A 0 Mugion 3, Ofc ol U10 Uroclor. 3pp 
45985:340-45005 348. 

8806210038 NRC Info Noticu 06 044, Mnclioncnl (lindng nf Spring Ro'oaso Dovco " 
Woailnghouso Typo DS-416 Drcu-1 Bfo;lkorft. ,, Svc list «*ncl. 

ROSSI. C.E Division of Oporailorml Evonia Asnosumant (f J osl 870411). 0D/03/24 
Consolldolod Edison Co 01 Now York. Inc. 11 3pp. 46010.163 46010.265 

58002-10 139 Sunpf f fo NRC Guifoffn 00 000. ‘Tfiarnutf SfrnsfiOrt fn Piping Corir.dcteJ fo 
RCS.” Svc list onci 

ROSSI.C E Division ol Operational Uvunla Assossmunl (Pool 6/0411) 80/08/24 
Consolidated Edison Co ol Now Yurk, Inc. 1 14pp. 40010 200 40020 016 

8807060694 Rosponds to NRC 8B0G01 r.olico of violalion and nmposod .rrpostlon o' 
civil penalty in amount ol $?6.000.Corroc1ivo nchons lokun wolkdown A rowerk of all 
bull spheos in high humldily moos corrplulod on B/i 1 Ui 

HALL.D P nmols Power Co. 00/06/^0. LIE BERMAN J Ofc ol Enforcement (Post 
070413). 15pp. 40103:240-40103 254 

0808300347 NRC Info Noilco 00 046. “Problems in Protoctivo Rulny A Orcu-1 Oroakor 
Coordination." Svc Ii9t and. 

ROSSI.C E Division of Oporolionql Events Assessment (f'ost 070411). 06/07/07 
Consolidated Edison Co. of Now York, fnc. 104pp. 46242. 100*40242 212 

8807000000 NRC info Notlco 0Q 040, "Llconauo Ropl of Dofocllvu Rolurbished Circu.l 
Broakors " Svc list onck 

ROSSI.C E Dwls'on of Operotonal Evontn Assessment (Post 070411). 86/07/C3 
Consolidatod Edison Co. of Now Yofk. Inc 107pp. 4023 1 28 1 -40232 027 

0807120291 NRC Info Notlco 08 040, “Llconsoo Ropt of Dotoctivn flofuib.shod Valves.* 
Svc JrsJ end. 

ROSSI.C E. Divlson of Oporotonnl Evonte Assoo&menl (Post 070411). 88/07/1? 
Consolidated Edison Co. of Now York. Inc. 103pp. 40242 000-40242 108 

8807260071 Responds 10 NRC Bulloiln 00-004, "Polonllal Safoiy-Rnlutod Pump L09S ’ 
HALL, D P. Illinois Powor Co. 00/07/12 Docurnonl Conirol Branch (Oocumonl Ccntrcl 
Do&k) 12pp. 40254:347-46254:350. 

8807060366 NRC Info Noilco 08 047, "Slowor-Thpn E*noc10d Rod Drop Tim09 “‘ Svc 
list encl. 

ROSSI.C E. Division of Operational Events Assossmont (Post 870411) 80/07/14. 
Consol dalod Ed son Co. of Now York. Inc. 103pp 46240:222-40240.324. 

8807260002 Responds lo Suppfs 1 A 2 lo NRC OuKotin 87-002. "Fesionor losing lo 
Determine Conformanco w/Appticablo Mail Spocs." Rosponso lo Horn 1 coma r-ed 4 
onci list 10 9afeiy*rolalod vondor addross list 

HALL.D P. Iil-nols Powor Co. 68/07/14. Document Conirof Branch (Cocumont Conha- 

Desk). 12pp. 46285 1 13*46205:124 

0807120650 NRC Info Notlco 00 049, ‘ Mafk'ng.Handl’nn Control Slorago A Dostrudon 
of Safeguards Info." Svc list onci. 

ROSSI.C E. Division ol Operational Evonls Assossmonl (Post 070411) 00/07/18 
Consol dated Edison Co. of New York, Jnc. 103pp. 46241:263-48242.005. 



8807160101 NRC Info Notice 00*051, "Failures of MSlVs.' 1 Svc list end 
ROSSl.CE Division of Operational Events Assessment (Post 87041 1 ) qb/ 07/21 
Ccnso'idatod Edison Co or Now York, Inc I2lpp 46257.086*46257.206 


S. Reportable occurrences, LERa & related correspondence 


6806290162 LEfl 00 016 00 on 89051 Secondary containment Intognty v-o'alod Caused 
by fail j re (o rocognrzo toco Won A extent of penetration seat repar Personnel coun- 
seled A proper document for dotormir.ing boundary Identified. W/080629 lir 
SCHAUEn.R.F., SPANGENBERG.F. Illinois Power Co 08/06/17 6pn 45954 248 
45954 253. 

0607010049 PNO Ml flO'057 on n80623,throo workers roceived burns while working on 
radwaste evaporator. resulting in skin con la mm at ton (loss than lO.QOO dpm7i00 
cm2) Onsite radiation specialist reviewing acc-dantNowe mod a inlormea 
GREGER.L H . SHAFEH.W. Region 3. Ofc of tho Orector 08/06/23 ip 46017 281* 
46017 201. 

8807080071 Forwards ulil 000617 Ur U-601213 forwarding LER 08 01 6 00. LU previous- 
ly submitted w/o dale. 

WEAVER, JD H'inois Power Co 00/06/30 MCKNIGHT.J C. NRC ■ No Deiared AMP 
si on G von. Ip 40134; 104*46134 100. 

-0807000078 Forwards LER 00 016 00 ro failure to rocognlro location & extern ol pen- 
etral on seat repa r results in violation or secondary containment Integrity 
SPANGENBERG.F Illinois Power Co 00/06/17 Documonl Control Branch (Docu- 
ment Control Oosk). Ip. 40134:105*48134100 


V. Operator Examinations 


6807120271 Forwards draft Rov 6 io ES G01. “Adm nlstratlon of NRC Requalificat on 
Program Evaluations " W/o oncl 

WRToHT.GC Rogton 3. Ofc of Dio Dlroctor. 80/00/23 WYA 77 t R. Wmjts Power Co 
ip 40140:353-46148 353 


DOCKET STN50-47Q CESSAR SYSTEM 00 


A. Appllcotlon/conslructlon atago documents & correspondence 


0007120374 Summary of 08051 D mooting w/C E In Rockvillo.MD ro human factors pro* 
gram in conlrol room <lG9.nn for CESSAH-DC Sys 00 -t Viowgraphs end 
VISSING.G S Division of Reactor Projocts * III, IV, V & Special Pro.ocis (Po9t 870411) 
88/06/20 Division of Reactor Prujocls - Ill.lV.V & Special Protects (Post 070411) 
fJ2pp. 48 113:170 40 113; 200 

8807110304 Forwards request for addl info ro atoam generator tuba rupture analysis for 
SYSTEM 00 & auxhary prossunzor apray sys Issuo. 

ViSS'NG.G S Standardization & Non Power Reactor Project Directorate 00/06/22 
SCHERER.A E Combustion Englnoorlng. Inc. 4pp 46002 O44-460B2 047 

6607120716 Forwards roquosl tor addl Info ro Amend B of Chapters 4 & 6 of CESSAR* 
DC, Sys 00 4 .transmitted by 000411 Ur Rocoipt of info wllh-n 00 days of Ur date re- 
quested. 

VISSING.G.S Standardization & Non-Power Ronctor Project Directorate. 08/06/28 
SCHERER.A E Combust.on r.ng naor;ng, Inc. 4pp. 46120:200 46120:203. 

0807120720 Roquo9ls add' i oio ro Amond D of Cftnpiors 5 A 9 of C£S SAR-DC.Sys 
80+ for review completion 

VISSING.G S Standardization A Non-Powor Roacior Pro|oct Directorate 88/06/28 
SCHERER.A E. Combusilon Englnoorlng. Inc. 6pp 461 13 356*461 13 360. 

8807140271 Forwards ro9ponso to NRC 080316 request for addl Info re CESSAR* 
DC.Chapter 10. "Plant Sys Branch.” 

SCHERER.AE. Combusbon Engfneorfng. fnc 60/06/30 ViSSlNG,G $ Standard rze* 
tion & Non Power Reactor Project Directorate 42pp. 46185 043*461 05 082 

8607140007 Summary of 000628 maeilng w/C-E In Rockvilie.MD re OA program plan 
for CESSAR-DC Sy9 80 r-.requost for addl Info ro review of Chapter 17 of Amend 12 
& ong'neefing plans for revising OA program plan Attendance list end. 

VISSING.G S. Standard-Gallon A Non-Power Reactor Project Directorate 88/07/01. 
Standardization A Non-Powor Reactor Pro|ect Directorate 19pp. 40104:083* 
46184:081. 

8807 160268 Forwards “Ftow Distribution A Tubo Vlbration Evaluation of Sy9 80 Steam 
Generator Tube Lano/Economlzor Corner Region." In support of C*E 870910 request 
ItlS* ® ,oam generator tubo vibration Issue bo closed 

SCHERER, A.E Combustion Engineering, Inc. 00/07/01. VlSSlNG,G Standardization 
& Non-Power Reactor Project O.roctorato 2pp. 46182 092-46102 181 

“8007100001 "Flow Distribution & Tube VibraHomEvaluatlon of Sys 80 Steam Genera- 
tor Tube Lane/Economfzer Corner Region.’' 

Combustion Engineering. Inc. 08/07/01 86pp 46102 094-40102:181. 


K. Utility Pinal Safety Analysis Report (FSAR) & amends 

0007120188 Forwards Amend C to CESSAR-DC (design certification). Chapters 5,6 A 
i9£utemary of significance of rovs also encl. 

SCHERER. A.E. Combustion Engineering. Inc. 80/06/30. MIRAGUA.F.J. Associate Di- 
rector for Projects (Posi 0704 Jl) J )pp. 46167: J 96*46 15B 031. 

“8807120199 Amend C to CESSAR-DC. 

Combustion Engineering, Inc. 08/00/30. 185pp. 40157:207-46160:031 . 


BB07010227 Forwards SAl.P Bcato Rept 50 482/08-14 <cr 070301883331 for 
p'anc $AlP Category l rabngs in secu'ty & Ue protects noteb 1 © A reflect olfect.ve 
mat involvement in areas 

MARTIN.R D Region 4. Ole of i*e Di'ocior 86/06/23 WITHERS B D Well Creek Nu- 
clear Operat.ng Co*o 3pp 45993 26B 45993 311 

-8B07010253 SALP Rept 50 482/88 14 t C r 870301-880331 
* Region 4, 01c ollho Director 80/05/23 41pp 45S93 271-45993 31 1 

8007120471 Forwards Rov 24 io radolDg:cal emergency response plan A revs to rado 
looical emergency response plan implementing procedures 

WITHERS. 9 D Welt Creek N-dear Operating Corp 08/07/07 Documer.1 Control 
Branch (Documeni Control Desk) ip 46150 001-46150 340 

— B8Q7 120479 Rev 24 to “Wed Creek General no S tation PadCoccaf Fme'eenrv Ro 
Sponse Plan ” ‘ * 

WiTHERS.B D.. ANDREWS ft . MOlES K J Wolf Creek NuCtea* Cperaimq Co*p 88/ 
06/30 330pp 46160 002-46150 339 

“8807120510 Rav.sod emergency plan implementing p'Ocecures. including Rev 8 to 
EPP 01-4.3. 'Rad clog cal Emergency Response Plan 'mplemenhng Procedure Fmor 
gorcy Operation Fac % Activation/ A Rev 5 to EPP 01-9 T, "Exposure Contra ’ <S " 
Won Creek Nuclear Oporat ng CO'P 60/06/13 70pp 46150 340 46150 340 

000721 0141 Advisos ihat cena n pod'Ons ol Revs 11 & 12 to physical/ secu'ity/contn* 
gency/tra ring plans acceptab'e Corrected p'an pages roqjosrod to bo resubmitted to 
mania n plan continuity Encl vuihhe'd tre 4 10CFR73 2i) 

CAL LAN. I J Hegcn4.0 < cOf iheDrectcr 08/07/1 1. WITHERS.B D Wo 11 Creek Nu 

clear Operat rg Ccrp ?pp 46237 034-46237 005 


Q, Adjudicatory correspondence 

08O722QQ36 Advises that time lor Commission to review Orecior’s Decision B0 06 ex- 
pired A doclson became tna' agency acito.n on 8B3620 Served cn 8807 i i 
CHILK.SJ Office ol the Secretary of tho Co.nmlsson P368 6757 8B/06/29 
STEPHENS, S . EYE.R N-.,clea'' Awareness Network Ip 46195 350 46195.356 


P. Operating license stage documents & correspondence 

8807050025 Applica^on fo' amord to Llcenso NPF*42.rev.s ng Tech Spec 3 4 9 1, Fig 
ures 3 4*2,3 4*3 & 3 .4*4 re pressuro/temp Lm.is RCS.Fee pa d 
QAILEy.J A v/clt Creek Nudes' Operating Corp 88/06/20. Document Control Branch 
(Document Control Desk). iPpp 4C025 240-46025 262 

-0807050026 Proposed Tech Spec 3 4 g i re pressu.'e/torrp im ts RCS 
’ WoU Creek Nuclear Operating CO'p 80/06/20 1 ipp 46025 252 46025 262 

0607050027 Applicaion tor amend to Uconse N PF ■ 4 2,re vising Tech Spec 3 2 3. Figure 
3.2*3.T8ble 2 2-1 A correspordr.g bases io reflect revised RCS temp moasu/omont 
uncerta-nlles Fee pa d 

BAILEY.J-A Wo f Creok Nuclear Operatng Ccrp 00/06/24 Dccum.eni Conircl Branch 
(Documern Control Desk) I8pp 46020 263-46020 307 

“8B07050029 Propo3Gd Tech Specs ro react.v.ly control 9ys 

• Wolf Creek NuCoer Ope/aung Corp 80/06/24 27pp 46020 201*46020 307 

8607070132 Forwards respon&o to NRC BBD524 request fer addl info re steam ger.era 
lor tube rupture analys s for faci ity Info provided for present analysis s nrviar to info in 
updated SAR.Tablo 15.6-4 to allow independent assessment 

W/THERS.SD. NEISES.GJ WoU Creek Nuclear Operating Corp. BB/OG/29 Docu- 
ment Ccnlrol Branch (Oocument Control Desk) 9pp 46123.079-46123 087. 

6807070183 Forwards Rebel Requesi PR*ii from mserv.ee lasting program requre- 
ments for fuel pool coolant p^mps 

WiTHERS.B D Wolf Crook Nuclear Operaing Corp 00/06/29 Document Control 
Branch (Oocumem Control Desk) 4pp. 46136 357*46136 360 

8807180222 App'icakon for amend to License NPF-42. revising Tech Spec 34 0 re RCS 
specific actrvity.Fee paid 

WITHERS.B O Wolf Creek Nuc'ear Operating Corp 88/07/06 Oocument Conircl 
Branch (Document Control Desk) 8pp 40203 210-46203 223 

“6B07180223 Proposed Tech Spec 3 4 8 ro RCS specific activity 

• Wolf Creek Nuclear Oporatmg Corp 88/07/C6 6pp 46203 218 46203 223 

80O71BO239 Applica' on for amend to License NPF*42.revis:ng Tech Specs re ESFAS 
Inslrumentation.Feo paid 

WITHERS.B D Wolf Creek Nuclear Operat-ng Corp 00/07/06. Document Control 
Branch (Document Control 0e9k). 9pp 46180 260 46i 68.271, 

“8807100240 Proposed Tech Specs re ESFAS instrumentation. 

• Wolf Creek Nuclear Operat.ng Corp. 00/07/06. 3pp. 46188 269-46108 271 

6607130454 Generic Ltr 60- ii to all licensees of operating reactors & holders of CPs ro 
NRC position on radial on embrittlement of reactor vessel mails & impact on plant 
operations Svc list A Rev 2 to Reg Guido 1 99 encl 

M/RAGLW.F J Associate Direcio.’ for Prolecis ( Post 07041 ij. 83/07/12 Con sol dated 
Edison Co. of Now York, Inc 51pp. 4Q257;207*4625?.257. 


O. Inspection reports, IE Bulletins A correspondence 

8806130 108 NRC Into Notice 08*039, "LaSa.Ie Unit 2 Loss of Recirculation Pumps W/ 
Power Osciltei.on Eveni ” Svc list encl 

ROSSI.C.E. D.vision ol Operational Events Assossmeni (Post 870411) 00/06/ 16 
Consolidated Edison Co o< New York, Inc. i lOpp 45978.156 45978 266. 



6806160340 NRC In'o Noico 88 0*10. "E>amners Hard&ock for Cteve'oprg Operator 
Licensing Exams ' NUREG/BR-0122 A $vc I si cr-cl 

ROSS’ CE D vis 0^ ol Operational Evenis Assessment (Posl 870411) 80/06/22 
Cense aa'efl Edison Co O' New York. Inc 237pp 46240 325 46241 201 


6606170033 NRC info Notice 88 041. "Physcal Prcteenon Weaknesses identified 
Through Recb'ato.'Y Effectiveness Reviews " Sire i st enci 

RCSSI.CE Ovs.cn of Operational Events Assessment {Post 870411) 88/06/2? 
Conscl daiod Ed son Co of New Yo*k. ,’rc I22pp 45970 034 45978 1 55 


0806170291 NRC Bulem 89 008, Thermal Siresses m P.png Connected 10 RCS " Svc 
•'Si enc> 

ROSSi.CE D.vison of Opc'a'-onal Even's Assessment (Post B704H) 88/06 (22 
Ccr.sc/ dau-d Ecscn Co ci New York. Inc HEpp 46019 037*460 13 152 


6606290150 Responds to NRC Bj’etm 83*003 "ineducuete Laich Engagement in hFA* 
Type Latch ng Relays V'g by GE " No laich ng typo relays <n use at p'anl.per uti 
search 

WITHERS.B O Wo' Creek Nuclear Opening Co/p. 80/06/22 Document Control 
Branch lOocumen* Contrcl Oesk). 2pp 45973 345 45973 348 


6607010227 Forwards SALP Board Repl 50*482/68*14 for 87030 V880331 tor 
plant SALP Category i re’-ngs n security & f<ro proiocton notable & relieci otfeciive 
met invcNeme"! .n areas 

WART N R O Reg on 4, Cfc of the Drector 66/06/23 WITHERS 3D Wolf Crook Nu 
e’ear Operating Corp 3pp 45993 26b 45993 31 1 


-6807010253 SALP Pept 50 482/88 14 for 670301 B8Q331 
4 Rog-Cd 4. Ofc Of fho Orector 08/C6/23 4 ip p 45993 27145993 31 1 


6806210038 NRC (n’o Notice 83 044. ' Meccan -ca' Binding of Sp' ng Release Device -n 
Wesinghcuse Type OS 416 Circuit Breakers ” SvC list end 

ROSSi CE Qrvision of Operational Evenis Assessment (Posl 870411) 88/06/24 
Ccnso'idaled Edison Co of New York. Inc 1 13pp. 460 1 9 153*46019 265 


8006240139 Suppl 1 la NRC Bui elm 88-008. "Tnerma’ Stresses <n P.p ng Connected 10 
RCS " Svc Lsi erci 

ROSSl.C E Divsicn of Operat-onal Evenis Assessment {Post 870411) 69/06/24 
Consc’.laied Edson Cd of New Yc'k. fre H4pp 46019 266 46020 018 


0806300347 NRC Info Nct.ce 80 045. “Prob'ems in Pro’ective floiay & C-rciM Breaker 
Coo td nation ” Svc list end 

ROSSl.C E Division o 1 Opera* onal Events Assessrr.oni (Posl B70411) 80/07/0? 
Conso' dated Ed.scn Co of New York. fr.c I04pp 4624? 109 46242 212. 

8607080006 NRC In'o No'ce 98 046. "Licensee Rept of Defective ReVrblShed Circu t 
Breakers ” Svc I si end 

ROSSl.C E Drv.s cn of Operational Everts Assessment (Pcsi 870411) 08/07/09 
Consolidated Edison Co of New York. Inc 107pp 46231 281*48232 027 

8807120676 Responds 10 NRC Bu'loin 88 004. “Potential Safety Related Pump LOSS.” 
for fac-hty Eve'uaiion of Ingorso l-Rano pumps wl< bo ccmp'oted & 6upp" ed to NRC by 
881001 

WITHERS.B D Well Creek NuCear Operatng Corp 8B/07/08 Documerl Conlrcl 
Branch (Doormeni Ccnt'Ol Desk) 23pp 46154 170 46154 198 

8807 190318 Ack toce pi ot util 680515 lo mlotm ng NRC ol steps taken to conocl viola- 
tions noiOd m Insp Repl 50 482/86*15 

CALLAN.L J Region 4. Ofc of ihe D recto/ 88/07/09 WITHERS.B D Well Crook N j- 
C lea* Operating Corp epp 46215 112 46215 113 

B807200009 Responds to NRC 680310 iir re vo'ations noted in Insp Rept 50 482/80* 
17 Corrective act ons temporary procedure change fo roqu re aud bio chock of each 
Charnel oach shfi incorporated mto surveil'ance procedure on 630415 
BAILEYJ A Wolf Creek Nuclear Operating Corp 88/07/11 Document Ccmrol Branch 
(Document Co r.'rol DesM ?pp 46221 120 46221 126 

8807120291 NRC Info Notice 88 040. “Licensee Rept ol Defective Refurbished Valves" 
Svc i st end. 

ROSSl.C E Div.son of Operational Events Assessment (Po$l 870411) 88707/12 
Co ns o' id afed Edison Co of New Yo/k. tnc I03pp 46242 006 45242 tOB 

6807200290 Conf.rms anangoment for meeting scheduled for 860720 to discuS9 SALP 
for period MaM987 * War 1980 

CALLAN.L J. Reg’on 4. Ofc of ihe Dreclor 88/07/12 WITHERS.B D Wof Creok Nu- 
clear Cporat ng Corp 2pp. 46229 288*46229 291. 

-0007200295 Nctice Ol sign f«canl licensee meeting On 8B0720 in Burl nofo.n KS 'O d 9* 
cuss SALP assessment for Mar 1907 • Mar 1988 

CHAM3ERLAIN.0 Region 4. Ofc of th9 Direclo' 88/07/12. Reg'on 4 Ofc of the Di- 
rector. 2pp 46229 290-46229 291 


6807 080 166 NRC Info NO^CO 66*047. ' Slower Tban.F.Jipeclod Pod Drop Times " Svc 
iisi enci. 

ROSSi.CE Oivlslon of Operational Evenis Assessment (Post 070411) 80/07/14 
Conso’idaled Ed son Co of New York, fnc. 103pp 46240 222 46240 324 


8007120550 NRC Info Nci ce SB-049. "Majkirg Hand.ing.Cor.Vol Slorage & Oestruclio 
cf Safeguards Info - Svc list oncl ’ a uewueno 

ROSSi.CE Dvision of Operat.onal Evenis Assessment (Posl B70411) 88/07/ 1£ 
Consol dated Edison Co of Now York. Inc 103pp. 46241 263-46242 005 


88071205S3 NRC fnlo Not co 88-050. "Effect of Circu I Breaker Capacitance on Avai 
ab I'ty of Emergency Power ” Svc fisi enef. 

ROSSi CE Drvis : on of Operational Evar.ts Assessment (Post B70411) 88/07/n 
Conso idaiod Ed son Co ol New York. Inc. 1 19pp 48257 258 4825B 016. 

8007180101 NRC Info NoVco 88*051. "Fa lures of MSlVs " Svc list end 
ROSSi.CE. DM slon 0 l Oporationai Evenis Assessment (Posl 870411) 88/07/2 
Consol dated Edison Co. of New York, tnc, t2tpp. 46257:086 46257 2C8 


R. Periodic operating reports & related correspondence 

08 88O7?4 I? M ° mhly ° pera1 ’ n9 fepl f0f Juno 1908 ,0f Wo!J Creek Generating Stat on W/ 
4620CMD0?' 46200^007^ ^ ^ ° Wolf C,eek NuCl0af OfiataUn g Corp. 88/06/30. 7pp 


S. Reportable occurrences, LERe & rotated correspondence 

8800290288 LER 07 048 01 on $710I4.1 i*« r<?porlod In ES C swiichgoar room & w ~j, ef 
in contact w/energlzod part of Train U snfoiy* related ESF bua Caused by fan ie cl 
o’octrician lo follow mahl proCod^ro.P'Otodirro otnancoi) W/880624 Mr 
WILLIAMS MG.. WITHERS.B.D. wolf Creok Nucloo' Opnrfjling Corp 83/06/24 I2pa 
45987 255 45987 266 

8007150074 LER 00 000*00 on BOCfilG.ccrilrol room vt-iillaton isolalicn s-inal 
occurred Caused by b-okon choiru aiiy sunsihvo pnpor mpo usod io doloct 
ch'orro Paper tape replaced W/QQ0705 hr 

WULlAMS.MG , WITHERS, 0 D Wolf Creon N;iClort' Operating Co-p. R8/07/05 epp 
46181 328 46101333 


V. Operator Examinations 

8007010227 Forwards SALP Board fiopl 50 482/011* H fo-' 070301-680331 'or 
plant SALP Category I ratings in socuiily & firo prolocilon r.oiablo & rofout of'od/ve 
mgt involvement n areas. 

MARTIN, R D Reg on 4. Ofc of tho Uroclo'. 00/00/23 WiTHEMS.R D Wolf Crook fw 
dear Cperaim.g Corp 3pp 45993 2G0 45993 3 1 1 

-8807010253 SALP Popl 50 482/00 14 fo' 070301-380:131 
’ Region 4. CMC Of Iho DifOCtor 00/06/23 4lpp 4 5093.271-4 0093 11 1 


DOCKET STN-50 483 CALLAWAY PLANT, UNIT 1 


F. Security, medical, emergency & tiro prolocilon pinna 


8807060129 Forwards Ssfogjarda Insp Ropl 50 403/00 13 on U80525 No v.o‘aKT.5 
noted 

MALLETT.B S Region 3. Ole Ol Iho Oaoctor 00/00/17 SCHNLLl .D F Ur.lon ElocfN: 
Co 2pp 4611 5 08B 461 16 003 

-B0O7O6O13B fn&p Ropl 50 4B3/06 U on 000526 A Ingnhons noi subs I am 'a ted Major 
areas inspected ailogaiion ro abn'rant liehnvior by ruimud mdivifuai w/urescorfed 
access to piam. 

PiRTLE.G l . CREED JR Rogion 3. Ofc of Iho Direclo.* 00/00/ Ifi 4pp 40115 OSG- 
46115 093 

68070B0372 Forwards Amend 30 lo Llcon&o NPF-30 A safely Ova’uation Am&rd 
changos Paragraph 2 E of liconso to roquim compliance w/rmiondnd physical socurly 
plan 

ALEXION.T W Projoci Drociorato HI 3 80/00/21 SCMNELL.O F Union Eloclrc Co 
3pp 46376333 40676 340 

“BB07080373 Amend 30 to Llconsn NPF 3O,ct'nn(Jin0 parayrnph 2 F of llcor.so lore 
pul *e comp lanco w/omondod phys cal sncur ily p’an. 

PERKINS.K E Project Di'nciO'fllO III 3 00/00/21 2pp -10076 330 40070 337. 

“8&07QB0374 Setnty ov&'uotlon 6i,ippoilin^ Amomi 36 to t tconso NPF *33 
* OMico of Nucioar Reactor Rogu'iii-on. Director (Post 070411) 08/08/21 3p? 
46076 338 46076.340. 


P. Operating license slago documents A correspondence 

B807010B77 Forwards responso 10 QB0510 roguost for addl inlu ro wl;Ju rango gas rfCS- 
itor conconvatton d.sp'ay \iartw\co. 

SCHNELL.DF Union ETfoCtr.c Co BG/0Q/2I Documnnl Conirol Branch (Oocumeni 
Control Desk) 6pp. 4600B 164-46000.166 

6B07080372 Forwards Amend 30 lo Liconau NPK-30 & safety evaluation Amend 
changes Paragraph 2.E of Lcunso to roquiro complianco w/amondod physical secuf-iy 
plan. 

ALEXlON.TW, ProiQd Directorate 1113. 00/00/21 SCHNLLL.D F Un on Electric Co 
3pp. 46076 333-46070 340 

-68070B0373 Amend 35 to liconso NPf*30.chonQlnQ pa'ogreph 2 E of I cense to re 

3 ui*e comp'ianco w/amor.dod physical security plan 
ERKINS, K.E Projoci Diroctorato 111*3. 08/00/21 2pp 40076:338 40076 337. 

**8807080374 Safoty evaluahon support-ng Amond 30 lo Liconso NPF-30. 

* Off-ce of Nuclear Reactor Regulation, Dirocior (Post 070411). 80/06/21 3PP 
46076:330*46076 340 

6806290284 Comments on use of commercial plant pudo'monce Ind.catom Ide.nli'ied 
AEOD 880427 Itr Concom expro9sod ro va’idity of indications which havo small Indus- 
iry averages & definition used for safely sys ocumtion 

RANDOLPH.G L Union Efoctric Co 80/C6/23. Document Control Branch (Oocurrorl 
Control Desk). 3pp 45908 001-45900 003 

6807110245 Application for amond io L'co.nse NPF-30,rofleciin(] organ-zation charges 
to bo ohoctlvo on 680701 Fee paid. 

SCHNELL.DF. Union Eleclric Co 00/00/26 Documoni Control Branch (Document 
Control Desk), 4pp, 46141:158-46141:171. 

“8807110248 Proposod Tech Specs ro onsite & ollsito orgenlzation. nucioar safe^ 
rev.ew boe*d A organizational responsibilities 
’ Union Electric Co. 89/08/20 lOpp. 46141:102-46141:171. 

8807210156 Adv sos thai Q80512 roaponso to Geiron.c Ur 06*03, ‘ Steam B nd.ng o 1 
Auxiliary Feedwater Pumps," sat'Sfaclory 

ALEXfOiN.T.W. Project Oroctorale 111*3 00/07/00. SCHNELL.DF. Union Electr-C Co 

2pp. 46235.015 4B236:0 16. 

Generic Llr CB*1 1 to ell l.censees of operating reactors & holders of CPs/s 
NRC position on rad ation ombritilemont of roacior vessel malls A impact on piart 
§ V F ^ ^ 10 n eg Gu do 1.90 oncl . 

MIR AQUA. F j. Associate D rector for Pro.octs (Post 870411) 00/07/12. Consol-daWf 
Edison Co ol New York. Inc. 6lpp 46257.207-46257 257. 


68072804 1 8 Informs of issue re potential increase in calculated radoact.ve re'oases to 
environ fo'lowing poslulatod ovonts & of liconsoe evaluation of accdont dose ca'cu'a- 
tons lo determ'ne extent lo which subj issue oppl cs to plant 
SCHNELL.D F. Unton Electric Co 00/07/15 Document Contro! Branch (Document 
Contro' DasK). 6pp. 46336: 135-46306 140 ' 


Q. Inspection reports, (E Bui/effrta & corroapondence 

8806130186 NRC Info Nollco 80-039. TaSailo Unit ? Loss of Roc reflation Pumps W/ 
POAOf Oscillation Evonl.’’ Svc list oncl 

ROSSI.CE. Division of Operational Evontq Assessment (Post 070411). 8D/C8/15 
Consot dated Edison Co. of Now York. fnc ffCpp. 45976:156-15970 266. 

6807050036 Advises that no QE latching typo MPA roloys instated n Class IE apclica 
lor.s at ptont.por NRC Gullolln 00 003. ‘Inodcquato Latch Engagement n HFA Type 
Latch ng Relays Mlg by GE." 

SCH.NEU.D F Union tloclnc Co 88/06/ 1 7. DAVfS.A 8. Hog on 3. Otc of the Oroc- 
tor. 3pp 46025:214-46025 2 16. 

8807060129 Forwards Safeguards Insp Hepl 50 403/08-13 on 08C525 No vio'ations 
noted 

f.'ALLETT.B S. Region 3. Ofc of tho OlrociOf 00/06/17. SCHMELL.D F Un nn B'ecirr 
Co 2pp. 461 15:080-46115:093. 

-0007060136 Insp Ropt 50 403/80-13 on 080625 Ai ogaiions not subsionhatod Major 
areas Inepoctodallogat on re aborrani bohovior by named indvidual w/unoscorlod 
access lo plant. 

PIRTLE.G L , CREED.J.R. Rogion 3, Cfc of tho 0.roctor. 00/00/ 1 6 4pp 40115 090- 
46115 093 

6606160340 NRC Info Notico 00-040, ' Examiners Handbook for Dove'opinn Operator 
Licensing Exams." NUREG/BR-0 122 & avc list oncl 

flOSSf.CE D;viaio/J of Operational Events Assessment (Post 0704 r 1J GQ/OG/22 
Consolidated Edison Co. of New York. inc 23?pp 40240.325 46241.201 

8806170033 NRC Info Nollco 06 041, "Physlca 1 Protection Woaknosses Ideni.'.od 
Through Regulatory Effoctivoness Rov-owg *’ Svc -isl orcl 

ROSSI.CE Division of Operational Events Assessment (Posl 0704 11) 80/06/2? 
Consolidated Ed son Co of Now York, Inc I22pp 45970:034 459/6 155 

0606170291 NRC Bulletin 00-000, "Thormal Stresses In Pijjmg Connectort to RCS ’’ Svc 
list end 

ROSSI.CE Division of Operational Cvonis Asstmmoul (Post 670411) 66/06/22 
Consofidatod Ecfi9on Co. or Now York. Inc 1 1 Bpp 460 1U 037-46010.152 

8906210038 NRC Into Notice 00 044. ‘ Mochanicol Bndmg of Spring Release Devco in 
We9! nghouso Typo DS-416 Circuit Breakers " Svc list oncl 

ROSSI.CE. DiviSton of Onorallonnl Events Assessment (Post 070411) 80/06/24 
Consolidator) Edison Co. of Now York, frre I f 3pp 460 TO 153-46010 265 

6806240139 Suppl 1 to NRC Bu<fotin 60000. ‘ Tnormal Strossos in P.ping Connected to 
RCS." Svc list oncl. 

ROSSI.C.E. Division of Oporat-onal Fvonls Assossmunl (Post 870411) 83/00/24 
Consolidated Edison Co of Now York, |nr 1 i4p/> 48019 266 46D20 016 

0006300347 NRC Info Notico 00 045, "Prohlnms In Protoctwo Re'ay & Circuit BreaVor 
Coordination,*' Svc list oncl. 

ROSSI.CE. Division of Operatlonel Events Assessment (Post 070411) 00/07/D? 
Consol-dated Edison Co. of Now York, fnc i04pj) 46242 109 4G242 212 

8807GB0008 NRC Info Nollco 00 040, "Lrconsoo Ropt of Dofocllvo Refurbished Circu.t 
Breakers." Svc list encl. 

ROSSI.CE. Division of Operational Evonls Asso&smont (Posl 0704 1 1). 8B/Q7/0B. 
Conso'ldatod Edison Co. of Now York, inc. 10/pp 40231 201-40232 02 7 

6607160191 Responds lo NRC Oullolln 00 004, "Potonliol Satoiy Rotated Pump loss 
Due lo Pump Min Flow Interactions or Inodcquaioly Si/od Mm Pump Flow Linos.’' 
Visual Insp of rmpollora for damago duo lo cavitation wl'l be porformod 
SCHNELL.O.F. Union Electric Co 00/07/Qb Document Control Branch (Document 
Control Desk) 6pp. 48100: JJ 7*46180 122 

8807120291 NRC Info Notice 00-040, "Liconsuo Rani ol Defoctivo Refurbished Valves." 
Svc l st encl. 

ROSSf.C.E. Division of Operational Evonta Assossmont (Po9t 070411). 68/07/12. 
Consolidated Edison Co. of Now York, inc l03pp 40242 000 46242: 100 

6607080366 NRC Into Notico 08-04 7, "Slowor-f han-Exoeciod Rod Drop Times." Svc 

l'5t end. 

ROSSI, C.E. Division ol Operational Events Assessment (Posl 070411). 89/07/14 
Consolidalod Edison Co. of Now York, inc I03pp 46240:222 46240.324 

8807120550 NRC Info Notico 80 040. "Marking, Handing, Control. Storage & Destructon 
of Safeguards Info " Svc list oncl 

ROSSI, C.E. Division of Oporallonal Events Assessment (Post 0704 11) 00/07/16 
consolidated Edison Co. of Now York, Inc I03pp 4624 1 263 46242 005 

M07120B53 NRC Info Notico 08 050, "Effect of Circul Oreakor Copacltanco on Avail- 
Emergency Power.*’ Svc Hsl oncl. 

HOSSI.C.E. Division ol Operational Events Asso9smeni (Po9l 870411) 90/07/10. 
Consolidated Edison Co. ol Now York, Inc llOpp 40257.250-40259:016. 

88 £ NIKIS' NRC info Notice 60-051. "Falluros of MSI Vs " Svc list oncl 
nOSSI.C.E Division of Operational Events Assossmont (Post 870411) 80/07/21 
Consolidated EdOon Co. of Now York, inc 121pp. 46257 006*46257:206. 


S Reportable occurrences, LERs & related correspondence 

Special Rept 80-O2:on 80O6l3,approx 13.000 gallons ol NaOCl. 12 45 pH 
spilled at cooling water chemical conirol sy9 bldg. On 0QO6t7.socond spill 
Caused by open drain valve. PVC p-plng to be replaced w/stronger p’plng 
? . Unton Metric Co. 08/07/08 Documont Control Branch (Document 

Control Desk). 5pp. 461 78:260 461 70 272 


V. Operator Examinations 

8807120082 Forwards draft Rev 5 to ES 601, ‘ Ad rr mi strati on of NRC ReqjaMicaton 
P/ocram Evaluations * W/o enci. 

WRIGHT.GC Region 3. OfC of the D rector 08/06/23 NETERERD Unon Electric 
Co. Ip 46149.351*46149 351. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

8807080109 Ack receipi of 880331 Itr & payment of Civ-1 penalty in amount Ol 
S50.000.per 080309 nolce of vio'at.on Comments ro den.ai of throe vloiancns 
e ^Jl feventl0n of recurrence not adequately addressed Enc' w.‘hho!d (rel 
10CFR73 21) 

LIE8FRMAN.J. Ofc O' Enforcement (Post B70413) 08/06/20 GCL03ERG J M Hous 
ion Llght.ng & Power Co 3pp 401 10.029 40110 031 

B807 110233 Revised emergency plan Imp'ementmg procod jres.nc’ud.ng Rov 3 lo 
<?tPP0l -ZA-OOO3. "Emergency W. ficat-on." Rev 5 to 0EPP01 2A 0007. "Accouni 
abi'itv/Evacuat ons" & Rev 1 io 0EPP01 2A 0018, "Emergency Operations Ctr ” W/ 
890701 Ur. 

MCBURNETT.M A. Houston Ughl-ng & Power Co 80/07/01 144pp 46130 160- 


BB07 190287 Forwards Insp Repts 50 498/80-37 & 50 499/88 37 Cn 8B0523* 27.Vo a- 
tiong noted Noii'.cation of enlorcoment action will be forwarded cr.dor separate 
cover Actions taken re previous insp findings examined & d scussed n rept Paragraph 

CALLAN.LJ Region 4. Ofc Ol the Director 88/07/13 GOLDBERG J H. Hous'on 
Ugh! ng & Power Co 3pp 46214 015-46214 019 

-8807190288 Partially wiihheirj insp Repts 50-498/88 37 & 50 499/68-37 on 880523-27 
(ref 10CFR73 2i) viofatlons nofed Major areas inspecied physical security 
programs, including lock & key control & physical proteciicn of safeguards Info 
EAflNEST.A e . E'/EnETT.H.J. fleg on 4. Ofc of the CVecio^ 80/06/29 2pp 
46214 010-46214 016. 

8807220309 Forwards Rev 8 to safeguards contngency plan Rev w.lhhe'd (rel 
10CFR73.21). 

MC0URNET7.MA Houston lighting a Power Co 00/07/18 Documenl Contro! 
Branch (Documom Control Desk) 2pp 48250 294-46250 295 


G. Adjudicatory correspondence 


6807220020 Informs that time provided by NRC regulation within which Com mi 93- on 
may act to review CMeclor’a Decision 88 09 expired & became final agency act-on on 
B80712.Servod on 800719 

CHILK.S J Offce ol the Secretary of the Commission 0368 6755 68/07/1$ 
DUGELBY.B Eadh First!. FlynN.C. Gray Panihe/s 0AKER.L A Lone T too Covic-l 
Ip. 46195:302-46195 302. 


I. Financial Information 


88071 104B1 Forwards annual r«nancial repts for 1987. 

MCBURNETT.M.A Houston Lighting & Power Co 88/06/30 Document Control 
Branch (Documenl Control Desk) 2pp 46137 099 46)38:150. 

-8807110486 "Hoesfo/J industries Inc. 1987 Annual fispi “ 

JORDAN. D D Houston Industries. Inc 87/12/31. 285pp 46137:101*46138 025 

-88Q71 10490 "Central Power & Light Co. Annual Rept 1987." 

SHOCKLEY.T V Central Power & bght Co 87/12/31 01pp 461 3B.026-461 38.106. 

-8807110493 "Gty Pubic Svc 1906 87 Annuel Rept ■ FY ended 870131." 

BIGGS.G San Antonio City Pubic Service Board 87/12/31 52pp 4613B107- 
46130:150. 


J. Insurance & indemnity Information 


8807120256 Forwards Endorsements 2 8 8 to MAELU Policies M.W-100 & MF*i30.re- 
spoclively & Endorsements 2 & 13 to NELtA Polcles NW-199 & NF*307.respectrveiy 
MCBURNETT.MA Housion lighting & Power Co 88/06/28 Document Control 
Branch (Document Conirol Desk). 39pp. 46155.015-46155 054 


P. Operating license stage documents & correspondence 


8806300048 Requests thet city of AustmJX bo added to documont conirol list In order 
to receive documents re Amend 10 to applicat on for CPs & OLs matter 
MuNTZlNG.L.M, Ooub. Muntimg & Glasgow (formerly Doub & Munu.ng). 
MUNTZING.LM Austin, TX. 80/06/21. DICK.G, Project Directorate IV. Ip- 459BB356* 
45gBB:356. 

8806290122 Forwards evaluation of adequacy of plant hardware & operating staff per- 
formance to determ ne plant readiness to continue power in excess of 50% of rated 
power. Facility has been operaled. tested & maintained in acceptable manner. 
GOLDBERG.J.H, Houston Lighting & Power Co. 68/06/22. Document Control Branch 
(Oocumont Control Desk). 152pp. 45974:122-45974:273 

6806300099 Discusses 080602 meetng w/NRC re use ol PR A techniques to justify ex* 
tend-ng allowed ouiaae limes for certain safety- refated sys Fol’owup meeting will be 
scheduled for Fan 1988 Viewgraphs end 

eAff.EY.JN. Houston Lfghfrng a Power Co. 88/06/22. Document Conirol Branch 
(Documenl Control Desk) 28pp 45988:215-45988 242. 




9307060466 Apci '■alien 1o f aoitno lo litonso tlPf •76,cP& , 'g’-t'o JocP Spocs ® 
SSti'g cS S o»iil« organ 79100 charts hem adm nclulw. com.cl 

VAUGK'r.G E F Hoution L ghimg S Power Co 66-00/22 Oocument Comrol Branch 
(Docu.xe.Tl Conirol Desk) 5pp 46103 290 46103.301 

-8007060460 Proposed Tech Specs 6 2.re.rov.ng offs io S ons fe organi?aticn charts 
tfOTT» admrtsirat.vO comm' tecoiuomams - 

* Houston Lighling & Powo.' Co 88/06/22 ?pe 46103 2d 5 46103.301. 

3807180341 Not 4 cation O 80071 1 mooting w/uir' & Bochlel n Rockvilo.MD 10 discuss 
u:l request lo expand spoM luel pool capacity 

DlC-<6F Pro! eel Drectorate IV. 88/07/CB MUFUEY.T . SN EZEK.J . ROE.J NRC * 
No Deia fed AM I anon Given 4pp. 46204 234 46204 237 

3807130454 Generic: Llr 00-11 to sMcensces ol operating reactors & of CPb to 

NRC position on radiaton errbMtemenr of roaclcr vessel mails A impact cn plant 

ffiffiSKf? K&5E Oireclc? tarfKjOcl* ft 81MI II 68/07/12 Consoi.da.od 
Ed son Co. of Now York. Inc 5lpp 4625/ 207 46257 257 


O. Inspection re ports, IE Bulletins & correspondence 

3803130160 NRC Info Nonce GO 039. "LaSalle Ur.il 2 loss cf Rocl'culallon Pumps W/ 
Power Osci'ianon Evem ’ Svc I si onci . JO _, *>***>1 flOMni. 

ROSSl.C E (Division of Oporanonal Evonis Assessment (Posi &/0411) vvtvvnj 
Consolidated Edison Co of Now Ycrk. Inc 1 10pp 45976 156 45970 266 

3807060109 Ack recept of 880331 Iti & payment of civ I penally in amount of 
$50,000,per 680309 noiico of violat cn Comments ro den a 1 of three vioaiions 
er.ci Pro’/enl'on of rocurrenco noi adequately add'Ossed End wilhhe.U (rot 
10-CFR73 2 1 ) 

UEBERv*AN,J Ole ol Er.loicomerA (Post 870413) 88/O0/2Q. GOlPSERG.J.H Hous 
ton Light ng & Power Co 3pp 46110 029 40110.031 

63031C0340 NRC fn'o Nol'CO 89 040. "ExAmnfirs HardDCOk for Developing Operator 
ucons ng E xam3 ' NUREG /Bft 0 1 22 & sve li9i encl 

ROSSI.C.E Division of Operat.ona' Everts Assessment (Post Q7G411) 88/06/22 
Consol dated Edison Co ofNow Yo'k, Inc 237pp. 46240 325-16241 201 

0606170033 NRC Info Notice 03 0-4 1 . '‘Physical Protection Weaknesses identified 
Th-ough Pogj’atory Effectiveness Rov:owS.” Svc I9l encf „ 

ROSSlC.E C.v j,‘cn of Operational Events Assessment (Pest 870411} 00/06/2? 
Consu 'idalcd Ed son Co of New York. Inc 122pp 4 59 70:034-45976 155 


0606170291 NRC Bu lel.n 08 008, "Thermal Sirossos n P.png Conncclod lo RCS.' SvC 
list oncl 

ROSSI CE Division ol Cpoi&foonal Event* Assessment (Post &704U). 88/08/22 
Conso: dated Edison Co of Now York, fnc- H6pp 46019 037-46010 152 


0806210030 NnC info Noiico 06 044, "Wochan cal Bind ng ol Spr ng HoIoqso D0v:co in 
Woslinghouse Typo OS 416 Circuit Breakers" Svc list oncl 

ROSSl.C E. Divison of Operational Events Assessment (Post 070411). OB/06/24 
Consoidated Ed son Co. of New York. Ire H3pp 46019 163 46019:265 


8806240139 Suppl 1 to NRC Bullotn 88 0GB. “Thurmal S'ressos m Piplrg Conrtectod to 
RCS." Svc list oncl. 

ROSSl.C E. D.v.sicn of Operational Events Assessment (Posi 870411} 68/06/24 
Consclid aled E disco Co of Now York . tec 1 l 4pp -160 19 260-46020010 


0806300222 Ack reco pt of 860415 & 0531 Urs inform no NRC of sieps taken to corroct 
violal ona noted in fnsp Reels 50 4G8/8Q 07 & 50-499788 07. 

C ALLAN. I J Region 4, Ofc ol tho D rector QB/0B/24 GOLDBERG ,J It. Houston 
lighting A Power Co 2pp 46006 329-460C6 330. 

0007070067 Forwards Insp Ropls 50-490/80-32 & 50 493/88 32 on 8B05l6-20No v.o- 
lotions or deviations noted 

CALLAN.L J Region 4. OfC of Iho Director 8B/06/2? GOLOBERG.J.H Houston 
Lighting & Power Co 2pp. 46123 030 48123.038. 

-8007070071 insp Roots 50 490/08-32 & 50-499/88-32 on 08051B 20.No violations or 
dov/ailons noted. Major areas inspected licensee water chomstry A radiochornistry 
programs & post -ace Went samp! ng sys 

NICHOLAS, X.G., BAER.R.E Region a. Q(c of the (Director. 88/06/20 7pp. 46123Q32- 
46123.033. 


0607070365 Ack receipt ol 88040B Hr Inform ng NRC of steps taken lo corroct violQllons 
noted in insp Rept 50 496/80 09 NRC ur. dot stands that exception withdrawn 3 re- 
vised response wU tie issued re Violation 498/0809-06 

CALLAN.L J Region 4. Ofc of the Director 88/06/20 GOLD3EHG.J J. Houston Light- 
ing & Power Co. 3pp 46125:211-46125 213 

8007070657 Forwa/ds Exam Rapt 50 498/OL-88 01 admln'sterod on 880516 23 Sixteen 
eppl cants passed exams. {Deficiencies noted ro compl-anco to request lor preparation 
of oxam mails 

CALLAN.L J. Region 4. Ofc of the Direclor. 08/06/30. GOLDBERG. J R Houston 
LlghVng & Power Co. 2pp 46146.001-46146061. 

-80O7Q7O50O Exam Rept 60 490/01*80 01 on 680516-23 Exam rosu'.ts ie ol 17 candi- 
dates passed exam & issued appropriate hcenso. 

WCCROFIY.S L.. PELLET. J.L. Region 4, Ofc of iho Direclor. 80/06/27 59pp. 
46 1 46:003 46146061. 


8007070449 Forwards Jnsp Repts 50-490/00*31 & 50 409/86-31 on 800502-06 & IB- 
20 No vlolahons or deviations noted. 

CALLAN.L J. Region 4. Ofc of the Director 08/07/01 GOLDBERG JH Houston 
Lighting & Power Co. 4pp 46123 088-46123.105. 

-8807070453 Insp Repts 50 498/08-31 & 50-499/88-31 on 880502-00 & 16-20. No vio- 
lations of deviations noted Ma[or areas inspected: licensed operator train! na 0 nanii- 
censed staff training. 

PICK.G A. VICKPEY.R.B. GAGLIARDO.J.E Reg'on 4, Ofc ol tho Direclor. 00/06/30 
14pp 46123:092-46123:105. 


8007110506 Requests addl info to address Hated commema on Action Item E of IE Bul- 
letin 05 003. Including exclusion of motor* op era led valvos, 

CALIAN.L.J. Region 4. Ofc ol the Director. 86/07/01. GOlDBERG J H Houston 
Ugmtng & Power Co. 3pp. 481 85.036- 461 BS 037 


8006300347 NRC Info Notco 00 045. IVob'unW In PrOlrjchvn Malay 6 LVcut R-oak., 
Cocramotion ” Svc list oncl 

ROSSI CE D.vls on ot Oiiomllorial Lvonls AH',0‘i&rnc‘nt (Po'-Lt 0/041 1) 08/07/07 
Consolidated Edison Co Of Now York, Inc I04pp 40242 1U0 40242:212 

8907080006 NRC Info Noiico 08 04G. "Licunsi'n R<*pl of Dofoctivo nofirliished Circu- 
Breakors." Svc list cncl 

HOSSICE Division of Opornfoimi hvonlr. Asnossmonl (Post 070-111) 88/07/08 


0007190326 Discusses Inap Repla 60 4UH/08 1 1 & f.lMtm/HM*JM on B 904 05 0 SO? & 
torwOKls uot-co of vipialon 

CALLAfJ.L.J Rogton 4, Ole of fhu D.ructi:f RH/07/00 GDI IDBL'ItG.J It HCjy.$n 
Lighting & Powor Co 3pp 46200 1 53* 46208 1 fill 

•■8807190329 Noiico pi v.oln1«m from rtyp ori 1101)21 1 11311 8. 0405 0502 ViOlfiTCTS 
notod-Tmln A POMV stuck epon not noted ;is imluro uf corrtict.vo act cm in chrcm ajji 
cal lost log as roqjirnd by r , rpccnk;ro if , El , 04-/A ooni 
• WrnacJ Ofc QflhO Director 08/07/08 :lpp 46206 15O4O2U0 1f,8. 


8807200022 Forwards Insp Noptn 50 406/66 30 /i f>0 40IJ/66 30 on 0805160617 A 
noiico of vio'af'On 

CALLAN.L J Rogton 4, Ole ol Ihu Dm i lci IUW07/WI C»OLOlW,UG,Jll Houston 
Lrgfd ng & Powur Co 4pf> 40221 10/ -16221 1 tU 


-0807200023 Nollcn of vtolalioo frorn insp cm 000510 061 / VmW-on nqb d ud<1y t.jrrcni 
msp on 070417 of Sloam Gonumlor (- funmf nijnconfunu.incn that w;n noi d<'ullj-j 
on noncomlormanco font & rusolvmt prior lu proopnratiiwial lusting 
* Region 4. Ofc of tfio Direclor. ah/ 07/(HI ip 40221.1 M 40221.11 1 


-“8807200026 insp Ropls 50 400/ U0 30 & M» 4»m/H« :Ml on 600510 0617. ViOlei.ons 
noted Wa.or proas Inspoctod uroservicu n-.p of components & component s.ipfwvls 
GILBERT, L 0 . MCNEHl ,W M . (1 ARNES J Motion 4. Dfc gl tho Urecicr 80/07/05 
Qpp 46221:112*46221:110 

8807210062 Provides si/pplumanlnl rusponsu In vlotribous noUnI In Insp Ropls 50-405/ 
89 07 & 60 400/68 0? Corroclivo aciinns liictuiiLirt rpm'ily ol piodiiLllnn wi-'.ib ve.-i \q6 
to bo adoqunto bnsorf on lisUtd Info 

GOlOBERG.J I f Houoton Ligfillng & I'cwer Co 60/07/06 rincuntont Control Branch 
(Documont Conlral Ousk] 0pp 40234 034 4623-1 0-12 


8807120291 NHC Into Noiico 66-048, “l Icuusoo Itopl of Mnfactivo HufurhishniJ Va'vcs ’ 
Svc l'9t oncl, 

ROSSl.C E. D.vislon ol Oporo1lon.il Lvonls Avni‘„*.nnml 1V/0411). 88/07M2 

ConsoicJnlad Ed9on Co Of Now York. Inc 103|>p 46242,006 46242.106 


6807190270 Responds to NHC Bulletin 66 004. "Pouiiitinl ‘inloly floloied f’ump toss ’ 
Long term rel nbl'ily of centrifugal charting pumps under review A vn'l bo criir.ploiod 
by 880930 

GOLDBERG. J.H Hooalon LlQlilinfl & fWrr Co 66/0//!? l),>cnri:nnt (.onliol Hra.ch 
tDocumonl Conirol Desk) 13pp. 40204 314 46264 ‘.l?U 

8807190287 Forwards leap Ropls 60 406/66 :\f A 50 4f)l)/fl0*:i7 on 1100523- 27-V.o‘v 
Lons nolod Ndlllicnllon of onforcompnt acton wilt l:« lo/wardnd under sop.iMlO 
covor Acl-ons tnkon ro proviou9 rnsjr finding') oxamlnt-d & iliscuasr-d -rr mpl Purngrr-ph 
2 

CALl-ANLJ Region 4. Ofc ul iho DPortor IHl/O// i:i (K>LfDBUfUi.J.H Hdus'cn 
Lighting & Powe* Co 3pp 40214 <H 5 40214 OH) 

“0007190280 Panially wllfitio!d fnsp Ropls 50 *4(N1/(HI 37 & 00 41)H/flU 3/ on 86052J 2/ 
(fOt 10CFn?3 21). Violations r.otod Mn.o 1 areas ln«poi:loil playA-i:nl seemly 

lock & key conirol & physcnl protection ol safeguards mfo 
VERETT.lt J Roglon 4. Ofc of Iho Daoetor. 80/06/23 ?pp 


8007000360 NRC Info Noiico 60 047. "Slowe' ThnrvKxpucInd Morl-Droj) U*no9 “ Sk 

ROSSI. C.E. Division of Operational Cvonio AesiWjniant (Posi 070411) 08/07/14 
Consol dotoU Edison Co of Now York, Inc. 103pp 4G?40 222-40240 3?4. 


pf0gram9.Lnciirdmn 
EARNEST.A 0 , L 1 
46214 010-40214.0 


6B07 120550 NRC Info Noiico 00 040, "Mmking.Hnnd incj.Comrol.Storoon & Dosln-Ckon 
ot Saloguauta Info" Svc \%\ oncl 

ROSSl.CE Division ol Oporatiorml Evonts Asoussmonl (Posi 6/0411). 86/0//I8. 
Consolldalod Edison Co. of Now York, Inc lll.lpp 402-1 1 263 40242.005 

0007120553 NRC Info Notlco 80 050. "Effoct of Circw.l Urnakor Capncitunco cn Ava^ 
ability of Emorgoncy Powor.” Svc list oncl ™ n 

ROSSl.CE Owision of Oporaiional Evonis Assessment (f'osl 0/04*1} 00/07/ 1 u 
Consolidated Edison Co. o( Now Yo<k, Uvc. 1 lllpp 40267.250*46250 01 0 


8807100101 NRC info Nohco 00 051. "Failures oi MSIVs " Svc l.st oncl nnyrt7J ,. 
ROSSl.CE Division of Oporaiional Evonfs Assossmonl (Posi 670411). 88/07/21. 
Consol dated Ed-son Co of Now York. Inc. I2ipp. 40267.080*40257:200. 


8 Rtporlable occurrepcss, LGRs k related coaoepondencc 

8806300146 Summery of Operating Poactors Evonis Mooting 00-24 on 060614 Two sig- 
nificant evonis WonUllOd lor wipul 10 NRC portot maned Indicator program No ovens 
&uggo9tod for long-term followup List oi altondens unci . _ 

LANNING.W, Events Assossmonl Branch. 80/06/17. ROSSl.CE OlV'Slon of Opo.- 
ational Events As90Ssmont(Posl B70411) I6pp 45070 18R 45070 202 

8007060438 LER 80 025*01 on 800323.ESF acumtron of control room vont Iflhon sy9 10 
recirculation mode occur rod. Caused by ociuot'on of control room vonn'aiion rad ason 
monitor. Continued su/vol'lanco t09tmg wi i bo dono W/000024 Hr. . 

AYALA.C A. ( VAUGHN.G.E. Houston Light ng & Power Co. 00/00/24 5pp 46109 31B 
46100:322. 

0807060424 Final dobcloncy ropi id VoiUrak iransmittors Initially loporled on 06080* Re 
actor protection setpoints curronily in uso consrdorod conservative & no hflm*a c 
changes requ red . h 

GOLOBERG.J H. Houston Lighting & Powor Co 0(3/06/20 Document Control Ura n c 
(Document Conirol Desk). 7pp. 46116:309 461 10 315 



6607190097 Final special ropl on OBOGie.nonva'ld failure occurred wh!o performs, g 
oc 0 rab.'iiy surveillance testing ol standby d:osol generator 13 Caused by spurious ac 
ij 9 l on of ovorcurrent relay Roloys replaced w/relays w/timo delays 
VAUGHN GE Houston Lighting A Power Co. 88/07/01 Document Control Drench 
(DocuTOnt Control Dosk). 4 pp. 46206 260 46206:272. 


6607160165 IER 60-036 00 on O0OOO7.unmonitorotl roloase of 1.504 gal cns of liquid 
effluent occu'rod Caused hy personnel error. no9ponsiblo indviduai ccunso'cd & inci- 
dent reviewed w/ others Involved w/rad:oaclivo offluonts W/080705 Mr 
AYALA.C A.. VAUGHN.G E. Houston Lighting A Power Co. 68/07/05 ?pp 46170 285 
40170 291. 


8607200385 LER 86 037 00,on 800G00.la.luro of 400 voft breaker to automatic ally close 
dje io m'g defect occurred. Insp porformod on 23 400 volt class IE load ctr breakers 
which auiomn^caily closo after C SF load soqunncof.W/00071 1 Ur. 

AYALA.C A.. VAIJGHN.G.G Houston Lighting A Power Co 08/07/11 7pp 46240 119- 
46240. 125 


0607210073 LER 80 027 01 :on 080420.USO of Improper sool mall in steam generator 
FORVs occurred. Caused by Pnul-Monroo spec ol improper hydraulc cyl.nder seal part 
n order to subsiippl;er.Documenlallon for soal corrociod.W/80071 1 Itr 
AYALA.C A . VAUGHN.G E. Houston Ughlmg A Powor Co. 80/07/11 7pp 46233 2B3- 
46233 289. ’ 


0007250435 LER 80 030 00 on 860613. failure to porform surveillance losiing of inlermo- 
c ate rergo nucloar instrumentation prior to ontermg Mode 2 discovered Caused by m- 
adeq ialo survoil'ance program Modo chango rept roviewed W/660713 Ur. 

AYALA.C A . VAUGHN, G E. HoiisUm Lighting & Powor Co. 68/07/13 Rpp 4G276 340- 
46276 353 


V. Operator Examinations 

6807070453 Insp Ropls 60 490/86-31 A 60-4Q9/8Q-31 On 860502 08 A 10 20 No vo'a* 
», C i.s or dev.nlions noted Major orons mspoclod: licensed oporaior Uoinng A nonli 
consod slalf training 

p;CK,G A.. VICKREY.R 0.. GAGLIAHOO.J.E. Region 4, Ofc of the Direclcr 60/06/33 
1 4pp’ 46 1 23.092-4 0 1 23: 1 05 

6807070557 Forwards Lxam Ropl 50 496/OL-08 01 adrrrnlalerod on 000516-23 Sixteen 
applicants passnd oxams Doficionclos notod ro compliance to roquost for prcparai on 
of exam molls. 

CALL AN, l. J Rog.on 4. Ofc of tho Diroctor. 60/06/30 GOLDBERG.J H. Houston 
Light, ng & Power Co 2pp. 46 146.001 -46 14G.061 

-0807070560 Exom Rept 60 498/OL-60 01 on 000516-23 Exam rosuils 16 of 17 candi- 
dates passed exam A lS9uod appropriate liconso. 

MCCflORY.S L., PEU.ET.J.L. Hoglon 4. Ofc of Iho Diroctor. 80/06/27 50pp 
46146 003-46146 001. 

8807070449 Forwarda Insp Ropls 50 490/60 31 & 50 490/00-31 On 000502 06 A 16 
20 No vlo'ailono or dewailons noted 

CALLAN.LJ- noglon 4. Ofc of the Dlrocior. 00/07/01 GOLDDERG.J.H Houston 
Lighting A Powor Co. 4pp. 46123 006-46123:105. 


DOCKET STN-60 499 SOUTH TEXAS PROJECT, UNIT 2 


A. Applfcatton/constructlon stage documents A correspondence 

8806300048 Roquosls that cily ol Aust n.TX be added to document control 1 st m eider 
to reco vo documents ro Amond 10 lo application for CPs A OLs manor 
MJNT2ING.L M. Doub. Muntzing & Glasgow {formerly Ooub A Muntzmg) 
MUNT2ING l. M Austin. TX 00/06/21. OlCK.G. Projoct Dirocroralo IV Ip 45980 356 
459B9 356 


8807110233 Rev.sed emergency plan implement ng procedu'Os.mcljd n g Rev 3 10 
0EPP01-ZA 0003. Emergency Notihcat-cn." Rev 5 lo CEPP 01 ZA-CC07. “Account- 
abi’ity/Evacuations " A Rev 1 lo OEPPOl ?A 0018. ‘ Emergency Operations Cir " W/ 
090701 Ur 

MCBURNETT.MA Houston Lighting 8 Power Co 00/07/01. 144pp 4613B 160 
48 S 38 303 

8B07190287 Forwards Insp Repts 50 49B/09 37 A 50-499/60 37 on 883523 2?V.cla- 
lions nolod Nolihcaf cn of en'orcomenl act on wi * be fo'wardod under separate 
cover Actions taken ro previous insp fndngs examned A d.scusscd >n repi Parag'aph 
2 

CALLAN.LJ Region 4. Ole of the C.rector. 60/07/13 GOLD8ERG J H Houston 
Light ng A Power Co 3pp 46214 015 46214 019 

“8807190260 Parl-aly withheld Insp Repts 50 498/08 37 0 50 499/B8 37 on 880523 27 
{rot 10CFR73 21) Vio' aliens noted Ma.ot areas inspected physical secu' ty 

programs.hclud ng lock A key control A physical prolactin ol safeguards info 
EARNEST.A8 Regcn 4. OfC Cf the D.rectcr 00/06/29 2pp 46214 010 46214 019 

8807220309 Forwards Rev 8 lo safeguards ccnimgorcy plan Rev wilh^e’d (ro! 
10CFR73 21). 

MCBURNETT.MA Houston L-ghting A Power Co. 88/07/10 Document Control 
Branch (Document Ccnlrcl Desk) 2pp 46250 294 46250 295 


I. Financial Information 


80071 104B1 Forwards annual f.nar.cai repts to: 1087. 

MCBURNETT.MA Houston light ng A Power Co BB/06/30 Document Control 
Branch (Document Control Desk) 2pp 46137 099 46139.150 

-88071 10486 “Houston Industries Inc, 1987 Annual Ropl " 

JORDAN. DO Houston Industries. Ire 07/12/31 285pp. 46137.101 46130.025. 

-0807110490 “Central Powor A Light Co Annual Ropt 1 967 “ 

SHOCKLEY,! V Central Power A Light Co 87/12/31 fllpp 46130 026 46130.106. 

~B8D7 1 10493 “City PubTc Svc 1966 8? Annual Rept • FY endod 070131 " 

BlGGS.G San Antonio City Pvtkc Sorv.ce Board 07/12/31. 52pp 46130 107- 
46130 150 


J. Insurance & Indemnity Information 

8007 120256 Forwards Endorsements 2 A 0 lo MAEllf Po'icles MW-100 A MF-i30.re 
spectlvely A Endorsements 2 A 13 IO NELIA Po'icies NW-199 A NF-307,respectively. 
MCBURNETT.MA Houston Uchlmg A Power Co 86/06/20 Document Control 
Branch (Document Control Desk) 39pp 46155 015 46155 054 


Q. Inspection reports, IE Bulletins A correspondence 

0006130166 NRC Info Nonce 68 039, “LaSalle Ur.il 2 LOSS ol Roc.rcu'atcn Pumps W/ 
Power OscUat on Event ” Svc l st enc 1 

ROSS', C E D.vs'on of Oporaional Evanls Assessment (Post 870411) 08/06/15 
Consolidated Ed son Co of New York, Inc HOpp 45970 156 45970 266 

0007060109 Ack receipt Ol 000331 Ur A payment of Civ I penalty >n amount of 
$50,000 .per 88Q309 notice Qf vio'alion Commont9 ro denial ol three violations 
encl Prevent on ol recurrence not adequately addressed Ercl wiihheld (ref 
I0CFR73.21) 

LIEBERMAN.J OfC Of Enforcemonl (Post 070413). 00/06/20 GOLD8ERG.J H Hous- 
ton Lighting A Powor Co. 3pp 401 10 029-46110 031. 


0006300099 Discusses 860G02 mooting w/NRC ro uso of PRA tochniquos lo justify ex- 
tend ng allowod ovjtago tlmos for coMaln satoty- relatod sys Fol owup mooling will bo 
scheduled for Fall 1 900 Vlowgraphs one) 

BAILEY.J.N. Houston Ughtlng & Power Co 60/06/22. Documont Control Branch 
(Document Control D09k). 20pp. 45060.215*46906:242. 

8807060466 Application (or amond lo Liconso NPF-78, changing Toch Specs 62 1 A 
62.doletng onsilo A offsite organizalion charts from administrative control 
rooulromonlsFoo paid. 

VAUGHN.G. L ; Houston Lighting & Powor Co 00/06/22. Documont Control Branch 
(Documonl Control Dosk). 5pp. 401O3 29O-401O3 301. 


-8807060488 Proposod Toch Specs 0.2,romoving offsite A onsito organization charts 
from administrative control requirements. 

• Houston Lighting A Power Co. 60/00/22. 7pp. 40103:205-46103 301. 

8607120212 Forwards rovisod annotatod FSAR rovs ro radiological consequonces of 
locked rotor accident. , 

BAILEY.J.N. Houston Lighting A Powor Co. 00/07/08 Oocumonl Control Drench 
(Documonl Control Dosk). 6pp. 46 136:226-46 135:231. 


B6071B0341 Notification of 860711 mooling w/ulil A Bechtel in Rockvi'lo.MD to discuss 
util roquost to expand sponl fuo! pool capacity. ___ . „ ir>/ s 

DICK.G.F. Proloct Diroclorato IV. 80/07/00. MURLEY.T., SNIEZEK.J., ROE.J. NRC ♦ 
No Detailed Affiliation Given. 4pp. 40204:234-46204:237. 

8807130454 Genoric Ltr Ofl-1 1 to all liconsoos of operating roactors A holdera ol CPs re 
NRC position on radiation embrittlement of reactor vessel metis A impacl on plant 

operations Svc ll9l A Rev 2 lo Rog Guido 1 .69 encl. _ . 

MIRAGLIA.F J. Associate Diroctor for Projects (Post 670411). 08/07/12. Con90lioaled 
Edison Co. of Now York, Inc. 61pp. 46257 207-46257:267. 


F. Security, medical, emergency & fire protection plans 

8807060109 Ack receipt of 860331 Ur A payment of civil penalty m amount of 
550 ,000. per 680309 notico of violation Comments ro denial of ,hf0 ° 
encl Prevention ol recurrence not adequately addrossed.Encl withheld ( o 
10CFR73.21). « , 

UEBERMAN.J. Ole ol EntorcoTnem (Post 870413). 66/06/20. GOLOBERG.J H. Hous- 
ton Lighting A Power Co. 3pp. 461 10.029-461 10.031. 


8B08 180340 NRC info Notco BB-040. ‘Examiners Handbook for Deve'opmg Operator 
Ucons ng Exams " NUREG/BR 0122 A svc fist encl. 

ROSSI.C E. Division ol Operational Events Assessment (Po9l 070411) 88/06/22. 
Consolidated Edison Co of Now York, Inc 237pp 46240 325 46241 201. 


6808170033 NRC info Notice 88*041, “Physical Protection Weaknesses Identif.od 
Through Regulatory Effect vonass Roviews “ Svc list encl. 

ROSSI CE Divls‘on of Operational Events Assessment (Post 670411} 09/06/22 
Consolidated Edison Co of New York, Inc. 122pp 45976.034 45978 1 55. 


8806170291 NRC BuLet.n 88-008. “Thermal Stresses In P.plng Connoctdd lo RCS ” Svc 
I-St encl 

ROSSI.C E. DiviS’On of Operat-onal Evo.nls Assessment (Po9t 870411) 88/06/22. 
Consolidaled Ed son Co. of New York, Inc 1l6pp 46019.037-46019 152 


8006210038 NRC Info Nollco 80-044. "Mochamcal Binding ol Spring Roloaso Dev ce In 
Wesnnohousa Type DS-416 Circuit Breakers *' Svc list encl 

ROSSI.C E Divs on of Operational Events Assessment (Post 870411) 80/06/24. 
Consolidated Ed-son Co. oi New York. Inc 1 13pp. 46010. 1 53*46019 265. 


8006240139 Suppl 1 to NRC Dul'otm 88-008, “Thermal Stresses in Piping Connected to 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 88/06/24. 
Con 90 l dated Edison Co. otNew York. Inc 1 14pp 46019 266-46020.018 


8B06300222 Ack receipt ol 880415 A 0531 Mrs informing NRC of steps taken to correct 
violat ons noted In Insp Renta 50-498/88-07 A 50 499/88-07 

CAlLAN L.J Region 4. Ofc of tho Director. 88/06/24. GOLD9ERG.J.H. Houston 
Lighting A Power Co. 2pp. 46006 329-46006 330. 


0607070007 Forwafds fnsp Repts 50-498/88-32 A 50-499/00*32 on 000516-20 No vio- 
lations or deviations noted _ 

CALLAN, L.J Region 4, Ofc of the Director. 80/06/27 GOLDBERG, J H. Houston 
Lighting A Powor Co. 2pp. 46123.O3O-46123O30. 


■8B0707007 1 Insp Repts 50 49B/88-32 A 50 499/88-32 on 000516-20 No v.olalions or 
deviations noied Major areas ‘nspectod. I censee water chemistry A red ochorr.lslry 
□roarams A Dost-acc^ant sampjng sys 

NlCHOLAS.Je.. BAER. R E. Region 4, Ofc of the Direcior. 08/06/20. 7pp 46123 032- 
46123 030.' 



6007060359 Responds to NRC 660607 llf re violations noted In :nsp Repi 50 490/88 
24 Corrective action Umi 2 areas listed in Attachment 1 inspected by QC to verify 
edge guards si i: In place per SSP-27. 

GOLDBERG.J.H. Houston Lighting A Power Co. 08706729 Document Control Branch 
{Document Control De9k). 5pp 46115 178-481 15 182. 

6007070449 Forwards fasp Ftepts 50*490/86-31 & 50-499/89-31 on 880502*06 A IB- 
20 No violations or deviations noted 

CALLAN.L.J. Region 4. Ole ol the Director 06/07/01. GOLDBERG, JH Hojslon 
Llghtirg A Power Co 4p p 46123 068-40123:105 

-6007070453 Insp Rept* 60-496/08 3 1 8 50 499/80 31 cn 800502-06 A 16-20 No vio- 
lations or dev.&llons noted Major areas inspected licensed operator training & nonV 
censed staff tram ng. 

PICK C.A . VICKflEY.n 0 . GaGliaRDO.J.E Region 4, Ofc ol the D rector. 88/06/30 
I4pp! 46123 C92 46123.105. 

88071 10500 Requests addl info lo address Isted comments on Action item E of IE Bui 
letm 8 6 -003 including exclusion©! motor operated valves 

CAL LAN. L J Region 4, Ofc of the Oireclor. B6/07/01. GOLDBERG.J.H Houston 
U-ghl nQ A Power Co 3pp 46185:035*46165:037 

0006309347 NRC info Notice 06 045. “Problems In Protective Relay A Circuit Breaker 
Coo'dinailon ” Svc list end. 

ROSS'.CE. Divison of Oporatlonal Events Assessment (Post 070411). 88/07/07 
Con so id sled Edison Co. of New York, Inc I04pp 46242 109 -46242.212. 

8807080006 NRC fnfo Notice 08*046. “Ueensoo Rept ol Delectlva Refub.shed Circut 
Breakers " Svc ’ist end 

ROSSI.CE Division of Oporationsl Events Assessment (Posl 870411). 88/07/08 
Con sc Mated Edison Co. of New York. Inc. I07pp 4623 12B1 *46232 027 

8B07 190325 Discusses M8p Rep'S 50-498/60-11 & 50*499/60*24 on 880405*0502 & 
forwards notice ol vlo’ailon 

CALLAN.L J Region 4, Oto of Ihe Director 88/07/08 GOLDBERG, JH. Houston 
Lighting & Power Co 3pp 46208:153*46208:15B 

8807200022 Forwards Inflp Repl9 50*498/80-36 A 50-499/88-36 on 800516 0617 A 
notice of violation. 

CALLAN.L J Region 4, Ofc of the Droctor 60/07/08 GOLDBERG, J H Houston 
Lighting & Power Co 4p? 46221:107*46221:119 

-8007200023 Not ce of violation from Insp cn 800516*0617 .Violation noted eddy current 
“n9p cn 870417 of Steam Generator C found nonconlo 'franco thal was not Identified 
on noncomformanc© rept & resolved pror to preoperat onal testing, 

• Reg on 4. Ofc of the Director. 00/07/00. Ip. 46221:111*46221:111. 

“8007200025 Insp Rapls 50-490/80*36 & 60 409/86*36 on 660516*0617. Violations 
noted Mator e'oes I n spec! ©dp re service Insp of components A component suppons 
GILBERT.L D , MCNEfLL.WM., 8ARNES.I Reg on 4. Ofc of the Oireclor. 80/07/05 
6pp. 40221:112-46221.119 

B0O72 10062 Prov.des supplemental response lo v.olstions noted In Insp Ropl9 50 496/ 
BB-07 A 50-499/88*07 Corrective adions: technical quol.tyof production wolds veriTed 
to be adequate based on listed hfo 

GOLDBERG.J.H Houston Lighting A Power Co 80/07/08 Document Control Branch 
(Documoni Control Desk) 9pp 46234 034-46234 042. 

66 072 100GB Responds to NRC 8BCE07 Hi re Vfo'alon 8824*01 In In9p Rept 50-499/88* 
24. No correcl.ve actions token duo to util in comp'lanca w/exlsling site procedures as 
d scussod 

GOLDBERG, J H. Houston Lighting A Power Co 88/07/08 Document Control Branch 
(Document Control Desk). 5pp 46235 260 46235 264. 

6007250412 Forwards Rev 1 to preserv.ee Insp program Rel ol Request RR ENG-02, ,de- 
letir.q appi cal on to Unit 2. 

BAILEY.J.N. Houston Light ng & Power Co 88/07/ 11. Document Control Branch 
(Document Control Oesk). 4pp. 46265 225 46255 228. 

8007120261 NRC fnfo Nolco 86-048, “Licensee Rept of Defective Refurbished Valves " 
Svc I st cncl. 

ROSSI.C E. Oi vis Ion of Oporallonal Evonls Assessment (Posl 070411) 88/07/12. 
Conwy* dated Ediaon Co of New York. Inc I03pp 462-42 QQ6 46242 1 00. 

0007190270 Responds to NRC Bulletin 88-004, ‘•Potential Safely Related Pump Loss' 1 
Long-term reli&biuy of centrifugal charging pumps under review A w;ll bo completed 
by 860930. 

GOLDBERG, J H Houston tighilng A Power Co. B8/07/I2. Document Control Branch 
(Document Control Desk) 13pp. 46204:3 14 46204 326 

0607210106 Responds to NRC 880607 Hr re Violation 6624.03 in Insp Rept 50-499/08* 
24 .Corrective act one: discrepant conditions In isolation valve cubicles Inina ted 
GOLDBERG.J.H. Houston Lighting A Power Co, 08/07/12. Document Control Branch 
(Oocument Control Oosk). 4pp. 46236 050*46236:053. 

6807190287 Forwards Insp Hepts 50*499/89 37 A 50-499/88*37 on 880523* 27.Vlo!a- 
lions noted. Notification pi onforcemont action wi'l be forwarded under separate 
cover . Ac!. ons taken ro previous insp findings examined A discussed in repl Paragraph 
2 . 

CALLAN.L J Region 4, Ofc of the D rector 88/07/13. GOLD BERG JH Houston 
Lighting A Power Co. 3pp. 46214:015-46214:019 

“0897190288 PartlaLv wllhhe’d Insp Repie 60*498/89*37 A 60-409/86*37 on 889523*27 
(ref 10CFR73.2f).Vioiations noted.Mejor aroos Inspected: physical security 

proa ram s, in eluding lock 8 key control & physical protection of safeguards Info. 
EARNEST, A. B., EVERETT, RJ. Region 4, Ofc of Ihe Director. 08/00/29 2pp. 
46214:018*46214:010. 

3807080360 NRC Info Notice 83-047, “Slower -Than-Expecled Rod-Drop limes " Svc 
l st one! 

ROSSI.ee. Division of Operational Evonls Assessment (Post 870411) 08/07/14 
Consolidated Edison Co of New York, Inc. 103pp. 46240 222-46240:324. 

0607120550 NRC Info Notice 00-049. ‘ ‘ Mar k Ing, Ha ndlng, Control, Storage A Destruction 
of Safeguards info." Svc Ha 1 end. 

ROSSI.C E. Division of Operational Evonls Assessmeni (Post 870411). 88/07/10. 
Consolidated Edison Co of New York, Inc. I03pp 46241:263-48242:005. 


8607120553 NRC Info Notice 00-050. ‘Elfect of Circuit Breaker Capacitance on Aval* 
ab l.ty of Emergency Power." Svc l st one! 

ROSSI.CE Oiv.&ion of Operational Events Assessment {Post 070411). 80/0?/ 16. 
Consol dated Ed son Co. of Now York, Inc. 1 19pp. 46257 258-46250 016. 

6607180101 NRC info Notice 88 051. “Fa lures of MSlVs" Svc list end 
ROSSI.CE Division of Operational Events Assessment (Posl 070411) 80/07/21. 
Consol dated Ed.son Co. or New York, Inc. 121pp. 46257.006 46257 206 


S. Reportable occurrences, LERs A related correspondence 

6607060424 Final deficiency rapt re Vehtrek transmitters Initially reported on 860301 Re 
aclor p/otecllon setpoints currently in use considered conservative A no hatowam 
changes roqu.red. 

GOLDBERG. J H Houston Light ng A Power Co 80/06/29. Document ConLrol 0'anci 
(Document Control Desk) ?pp 46118 309 40110:315 


V. Operator Examfnallons 

0607070449 Forwards fnsp Repts 50*498/88-31 A 50 499/80*31 on 8&0502 08 A 16 
20 No v.oletions or deviations noted. 

CALLAN.IJ Region 4. Ofc of the Director 00/07/01 GOLDBERG.J.H. Motion 
Lighting A Power Co 4pp 46123 088-40123:105 

-B0O7O7O4S3 Insp Repts 50*408/88*31 A 50-499/88*31 on 800502*06 & 16 20. No vio- 
lations or deviations noted Major areas inspected licensed operator training A non!- 
censed staff training 

PlCK.GA Region 4. Ole ol Ihe Director 88/06/30. 1 4pp. 46123 092*46123:105. 


OOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction atage documents A correspondence 

B&0706047B NDtilic&Von ol 0BO7O7 meeting w/ util in Rockvilto.toO to dscuas pi&fcab is 
tic so sm-c haierd ana'ysls submitted by 880229 Itr. Mooting room changed 
VlSSlNG.G S Slsndard.2atlon & Non-Power Reactor Project Directorate). 80/08/89 
RU0ENSTEIN.L S Standardization A Non-Power Reactor Project Dlroctorflto. ip 
46003 019 48003:010 

66071 90 16B Forwards response to Questions 230 1 A 230.2 re resolution ol key keens 
Ing issues concern ng quosllons on Ca9Cfldla Subduckon Zono 
SORENSEN.GC Washington Public Power Supply System. 88/08/30. Documoni 
Control Branch (Document Control Desk) 2pp 40214:067-40215 046. 

“8807190194 "Ground Motion Simulations for Thrust Earthquakes Beneath Wosiorn 
Washington" 

DAY.S.M. S Cubed SSS-R.87.0QO1 00/02/29. 119pp. 46214:009-46214:190 

-8007100196 “CascadiO Subduct on Zone Evaluation of Earthquake Polonl al ‘mplca 
lions lo Washington Nuctoar Ptanl 3 " 

* Washington Public Powor Supply System 86/08/30 20Dpp 402 H:lBl-462\6.04ft> 

8807130454 Generic Ltr 68 1 1 to all licensees ol operating reactors A holders of CPs re 
NRC position on radiation embritliomont of reactor vessol malls A impact on plar: 
operallons.Svc list A Rev 2 to Reg Guido 1.99 end. 

MlRAGUA.F.J. Associate Director for Projects (Posl 870411) 80/07/12. Con&ollda'ed 
Edison Co. Ol New York, Inc 51 pp 46257:207-48267:257. 


Q. Inspection reports, IE Bulletins A correspondence 

8806130168 NRC Info Natlco 88 039. “LaSalle Unit 2 Loss of Recirculation Pumps W/ 
Power Osci'lallon Event. " Svc hsl oncl. 

ROSSI, C.E. DMs'on of Operational Evonls Assessment (Posl 0704 it). G0/O0/16 
Consolidated Edison Co of Now York, Inc. 1 10pp. 45978:150-45978 266. 

8607010061 Defers responses to NRC bulletins A flenorlc Itrs unless NRC spoci'icasy 
requests thal util respond for fa&lity.UW will reply to oufsiaridlng bulletins A gencnc 
llrs lhat require response following resumption of consi 

SORENSEN.G.C Wasli-nglon Publ.c Power Supply System 88/09/17. Documer! 
Control Branch (Document Control Dosk). 2pp. 46020:240*40020 241. 

8806160340 NRC Info Nohco 88 040. “Examiners Handbook for Develop ng Oporator 
Ltcensing Exams " NUnCG/BR*0i22 A svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 80/00/22. 
Con&o'ldaled Edison Co. ol New York, Inc. 237pp. 46240.325-46241:201 . 

8000170033 NRC Info Nolico B0O41, •‘Physical Protection Weaknesses Idoriiif.cd 
Through Regulatory Effectiveness Reviews ” Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 0B/C6/2?. 
Consol dated Edison Co. of New York, Inc. 122pp. 45978.034*45970:165. 

8806170291 NRC Bulletin 88*000, “Thermal Stresses In Piping Connociod lo RCS"Svc 
flat encl 

ROSSI.CE. Division of Operational Events Assessment (Post 970411). 80/06/22. 
Consolidated Ed.son Co. of New York, Inc. 1 16pp 46019.037*46019:162. 

6808210036 NRC Info Notice 68-044, “Mochan cal Binding of Spring Refoaso Dovce n 
Wesimghouso Type OS-416 CircuJ Breakers. “ Svc list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 970411). 00/06/24. 
Consolidated Edison Co. of New York, fnc. 1 13pp. 46019:163*46019.265. 

8B06240139 Suppl 1 to NRC Bulteiin 88 008, "Thermal Stresses In Piping Connociod to 
RCS.” Svc list encl. 

ROSSI.CE. Divison of Operational Events Assessment (Post 070411}. 80/06/24. 
Consolidated Edlso-n Co. of New York, fnc. 1 14pp. 46019:266-46020.010. 

8806300347 NRC Info Nolle© 88*045. "Problems In Protective Relay A Circuit Breaker 
Coordination." Svc list encl. 

ROSSI.C E. Dtvlston of Operational Events Assessment (Post 970411). 00/07/0/. 
Ccnsol.dated Edison Co. of New York, fnc. I04pp 46242: 109*46242:21 2 



Svclstoncl 

ROSSi.CE Division of Operational Events Assessment (Post 0704 M). 88/07/12 
Consol dated Edison Co o( Now York. Inc. 103pp 46242 006*46242 108. 

0807080366 NRC into Notice 06-047. "S'ower- Than- Expected Rod Drop Times,” Svc 
si end. 

ROSSI, CE Dlv.sion ol Operational Events Assessment (Post 070411). 00/07/14 
Conso' dated Edison Co of Now York, tnc 103pp. 46240 222-46240 324 

0607120550 NRC Info Not co 08 049. "Marking. Handling.ControLStorago & Des'ructlon 
d Safeguards Info.” Svc 1st end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411). 80/07/10. 
Conso idalori Edison Co. of New York, Inc. 103pp. 46241:203 46242 005 

0807120553 NRC info Notice 80 050. "Effect of Cucu.t Breaker Capacitance on Aveii- 
ab.i ty of Emergency Power.*’ Svc list encl. 

ROSS.CE. Oivison ol Oporat-onal Evonts Assessment (Post 07041 1) 86/07/ 18 
Consc.'fdafed EdVscn Co or Now York. fnc. f 10pp. 46257.255 46258 016. 

8807100101 NRC Info Notice 08 051. ‘‘Failuros of MSIVs " Svc list encl. 

ROSSi.CE Divlson of Opomtonal Evonis Assessment (Post 070411) 80/07/21 
Consclidaiod Ed.son Co. Of Now York, Inc. I2lpp 46257:006-46257 206 


DOCKET STN-50-518 HARTSVILLE NUCLEAR PLANT, UNIT 1 


O. Inepectlon reports, IE Bulletins & correspondence 

8307140071 Responds to NRC Bullot:n 87-002.Suppls 1 A 2. "Fastener Tost ng to De 
lermne Conformonco W/Apnl.cablo Specs .'* Roquosls danliceton of bu'lelm to pro 
vide necessary Info A extension to 090130 to provide propor rosponso 
GRiDLEY.R. Tonnessoo Va'loy Authority 08/07/06 Document Control Branch (Docu- 
menl Control Desk) 3pp 46104 148 46184 148 


DOCKET STN-60-519 HARTSVILLE NUCLEAR PLANT, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 

6607140071 no&ponds to NRC Bullet n 87 002.Suppls i & 2, "Fosionor Tostlng lo De- 
termine Conformance W/Apn'icable Specs " Requests clorif.calion ol bulletin to pro* 
vido nocos60ry Info 8 extension to 090130 loprovido propor responso 
GRIDLEY.R Tennessoo Valloy Authonly. 08/07/08 Documoni Control Branch (Docu- 
ment Conlrol Oesk), 3pp. 46184 146-46104:140. 


DOCKET STN-60 520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


O. Inepectlon reports, IE Bulletins & correspondence 

00O714OO7I Responds to NRC Bulletin 07 0O2,Suppls 1 A 2. "Fastonor Tostlng to Da 
term no Conformance W/Appllcablo Spocs.” Roquosls clarification of bulletin lo pro- 
vide necessary info A extension lo 090130 to provide propor response 
GRIDLEY.R Tonno9SOQ Valloy Authority 08/07/06 Documoni Control Branch (Docu- 
ment Control Dosk) 3pp 40104:146 46104:148 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


O. Inspection reports, IE Bulletins & correspondence 

8B0714OO71 Rosponds to NRC Bullot.n 07-002,Suppls 1 & ?, ’’Fasionor Teailng to Oo 
(ermfne Conformance W/Appf cable Specs." Requests clarification of bulletin to pro- 
vide nocossary Into & extension to 090130 lo provido propor rosponso. 

GRIOLEY.R. Tonnessoo Valloy Authority. 80/07/06 Document Control Branch (Docu- 
menl Control De9k) 3pp 46104-146 46104:148 


DOCKET STN-50-520 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

880719-0140 Forwards In&p Ropls 60-528/88- 14,50-529/80-1 6 & 50-530/QB-14 on 
800417 0521. No violations or deviot ons noted 

PATE.R.J. Rogion 5. Ofc of Iho Director. 0B/O6/29 VAN 8RUNT.E E. Arizona NuC'ear 
Power Project (formerly Arizona Public Service Co }. 2pp 46205:1 10-46205:134. 

-0907190153 ReplS 50 5 20/00-14,50-520/00-15 & 50-530/08 14 on 8804 f 7- 
052l.No violations or dovlatlons noted Major areas Inspectod previously Ideniifed 
Hems .review ol pianl activities & planl tours. 

POUCH, T., RICHARDS, S. Region 5. Ofc of the Director. 88/06/29. 15pp. 46205: 120- 
46205:134. 

8607200047 Forwards Insp Reels 50-628/88-16.50-529/80-17 & 50-630/80-18 on 
800606- 10. No violations or deviations noted. 

SCARANO.flA. Reg on 5. Ofc of the Director 88/07/01. VAN BRUNT.E E. Arizona 
Nuclear Powor Prolocl (lormorly Arizona Public Service Co.) 2pp. 46222066- 
46222:073. 

-8807200049 Insp Roots 50-520/00- 16,50-529/88-1 7 & 6O-53O/0B-16 on 88 0606- 
10. No violations noted. Major areas inspected: emergency preparedness oxorcise. 
BROWN, G. A. Region 5. Ole of the Oirocto r 00/06/30. 6pp. 46222 060-46222.073. 

8807210109 Rev 5 lo Emergency Plan Implementing Procedure EPIP-16, "Proiecilvs 
Action Guidolinus.” W/08O7Q6 Itr. 

QGUREK.A.G., BARSUK ,T.S. Arizona Nuclear Power Projocl (formerly Arizona Public 
Service Co ). 80/07/00. 41pp. 46235:077-48235:1 16. 


G. Adjudicatory correspondence 

8000290227 Oenios 860716 pot. ! on ro discrimination by licensee agansl certain em- 
ployees by requiring subj employeos lo polygraph testing a9 means of dsccuragma 
reporting unsafe condt ons at fac.i ty.oxcepl requost to havo notices posted W/encf 
LIEQEPMAN.J. Ofc of Enforcomont (Posl 870413) 0288 6522 8U/C6/15 GUSH.BS. 
MCKAY, L . SCOTT, M L Coalition for Responsible Energy Education tp. 4626! 322- 
46202 022. 

—000720039 1 Submits pehlion per 10CFR2. 205. requesting Impos.tim o' civil or oiner 
act on under tcCFRSO. 7(c)(2) based on uiil ellogody seTocung pfant wo.*kors lo poly- 
raph exams to idonhfy source of info leakorl to media 

COTT.M . MCKAY.L.. BUSH.B S. Coal tion for Responsible Energy Educal.On 06/ 
06/16. Olu ol Inspect on A ErVorcoment. Diroctor (820201-070413) 45pp 4626 1 339- 
46262 022 

0807220026 Advises that limo fo' Ccmmssion to rov ew Occasion 88 00 oxprocl A deci 
s.on became f.nal agency action on 699711 Served on 0BO719 
CHILK.SJ. Oifico of iho Socretary ol the Commssion //388 6756. 80/07/15 
BUSH.B S. MCKAY.l , SCOlT.M.L Coalmen lor Responsible Energy Education ip 
46195 357-46195:357. 


I. Financial information 


6007260168 Discusses sain A leaseback transactions by Public Svc Co ol Now 
Mox-co.per 870403 A 0330 Ur9. Listed executed docu men tolion reflecting amends A 
boneMoal assignments oncl. 

OUINTANA.R L. Kelnhar A McLood 88/07/14 MlRAGLiA.F J Otf.co o< Nuclear Re- 
actor Rogu’ation. Director (Post 87041 1). 154pp 4626B 316 46209:110. 


J. Insurance A indemnity Information 


8807050032 Forwards Endorgomont 29 lo MAElU Po’icy MF-116 8 Endorsement 3Q to 
NEUA Policy NF-2G5 

VAN BRUNT.EE Arizona Nuc'nar Power Projocl (formerly Arizona Pub’ic Sorvico 
Co). 89/06/15. OM;c© of Nucloar Reactor Rogu’aion, Director (Post 870411). 1 9pp 
46025:221-46025 230. 

0807160166 Forwards Endorsement 43 lo NELIA Po’icy NF-266.Endorsemon1 25 to 
MAELU Policy MF-1 lO.Endcrsnmont 3 lo- NELIA Pchcy NW 160 A MAELU Polrcy 
MW-86 A Endorsomonte 4 u> NELIA Policy N 114 A MAELU Po'cy M-114 
VAN BRUNT.EE Arizona Nuclear Power Pro,oct (formerly Arizona Pubic Servce 
Co ) 88/07/01 Office of Nuclear Reactor Regulation, Diroctor (Post 87041 1). i5pp 
46100 102-40180 116. 


P. Operating license stage document A correspondence 


0807050382 Advi9G9 that Iconsoo 000609 Justification tor cont nuod opurotion ro rocont 
auxilary foodwalor pump dogradaiion ovonl acceptable liconsoo w,ll perform corroc* 
tive malm whan replacemenl parts received. 

DAVIS.M.J Project D focLoralo V. 00/06/23 niCHARDS.S. Rogion 5. Ofc ol iho O.- 
recior. Ip 46091 202-15991.202. 


8B071 10076 Advises that C-E Q8010B repl of fuol survelllanco tosl rosults previously 
Bubmittod to NRC 89 nonpropriotary Info, should bo cons dored propnoiary. 

DAVIS.M.J Projecl □ rectoraio V. 00/06/24 LANHAM.MJ Documoni Control Branch 
(Document Conlrol Dosk). 2pp 48140 360*46140.381 

8607960469 Forwards responses lo NRC 880223 roquesi to.' addl Info re Goner c Ltr 
B8 06. "Roactor Coolant Pump Trip Strategy. ” To trip first sol of foactor coolani 
pumps.conaarvatively high pro9SUf8 soipolnt usod 

VAN BRUNT.E E Arizona Nucloa' Powor Projoct (lormorly Arizona Pub'ic Sorvico 
Co). 80/06/27. Documem Control Branch (Oocument Control Desk). i3pp. 
46116:316 46116:328 

8007070322 Recommends closooul ol EAB Long-Term Fol'owup Itom 07*157 on reac- 
tor coolant pump shaft cracking al ptant.Modifiod shafts Installed A v.bratlon momlor- 
Ino programs In place. 

DaVIS.mj Project Diroctorate V 80/06/28. LANNING.W. Evonis Assassmont 
Branch 2pp 46136 205-40136.286. 

8807120444 Forwards add info re 800316 proposed Tech Specs change ro Surveil 
lance Requirement 4.5.2 h for LPSI subsya tom. Info responds to ECCS analysis as 
sumptions. 

VAN BRUNT.EE Arizona Nuclear Power Projocl {formorjy Arizona Public Service 
Co ). 88/07/00 Document Control Branch (Documoni Control Dosk). 4pp 46148:140- 
46146:161. 

8807130464 Generic Ltr 96-1 1 lo ah l.consees of opera ling roaciors A holders ol CPs ro 
NBC position on racfiallon ombrilfement of reactor vossol metis A impact on plani 
oporai-ons.Svc list A Rev 2 to Reg Guido 1 99 encl. 

MIRAGLIA.FJ. Associate Diroctor for Prolocls (Post 670411). 88/07/12. Consolidated 
Edison Co. of New York, Inc 51pp. 46257:207-46257:257. 


O. Inspection reports, IE Bulletins & correspondence 


8806130166 NRC Info Notice 80-039, "LaSalle Unit 2 Los9 of Rocircuiaton Pumps W/ 
Power Osclllal.on Event." Svc (fst encl 

ROSSI.C E Divlson ol Operalional Evonts Assessment (Post 870411). GU/00/15 
Consolidated Ed son Co of New York, Inc. 1 10pp. 45970:156-45976:266. 



B8070&Cm Fo-waids Mlg tcs? Repls 6Q-520/8& 21 .50-529/08-21 A 50-530/08 20 on 
8BQ502 Concern over njrnber of events whch rotioct poorly on performance ol plant 
expressed ^ . 

mARTN.j 0 Recicn 5. Ofc of ihe D.'ec’or. 80/06/21. VAN BRUNT.J 0 Auzoca Nj 
oloa' Power Project (forrrorly Arizona PLblc Service Co ) 2pp. 46026 339 46026 354 

-0807050119 Moema Ropts 50-52a/aB-2l.5Q 529/89-21 & 50-530/89 21 cn 

800502. Licensee portcrmanco net in-proved at antepated rate A fjtu'e dec-ina in 
overall performance predicted Ma;or areas nspecled.’icer.seo event rep 1 3 & previous 
issues 

RlCHAROS.SA. Reg-on 5. O'c Of the D.-edCr. 68/09/17. 14pp 46026341- 
46026 354 

6606160340 NRC info Notico 88 040. "Exam nets Handbook fer Developing Operator 
Licensing Evarr.s " NUREG/BH 0i 22 8 sve I si end 

ROSS'.CE Divison ot Operational Evenis Assess: rent (Posl 6704U) 88/0&/22 
Ccnso .dated Ed. son Co o* New York. kc. 237pp. 46240:325-46241 201 

0606170033 NRC 'nfo Notico 88 041. ‘Physical Protacion Weaknesses idontifiad 
Ttvougn Rogj'atcrv Effect veness Rov.gws” Svc I si oncl. 

ROSST.C.E Djv.s:on ol Cpera'onal Evenis Assessment (Pcsl 070411). 80/06 '22 
Conso' dated Ed sen Co nr New Yo.'i*, Inc 122pp. 45978.034 45970 155. 

0800170291 NRC Btl'et n 68 008, Thermal Sirosses in P.plng Connected to RCS." Svc 
i st end. 

ROSSI, C.E. C.v.sicn cf Ope'at.onai Events Assossmeni (Post 870411), OB/0 0/22 
Conso' dated Ed son Co of New York. Inc 1l6pp 460 1 9 037-46019 152. 

0607110260 Advises thol 8801CB submittal ro fee? survo Lance tosi rosu'ts should be 
considered exempt from public dscios^ro, par 880603 reqjosi. Document wit-hold 
from Cubic d.sclosuro. per 10CFR2 7S0(o)(5). 

KNlGHTON.GW. Project D.roctorato V. 88/06/23 VAN BRUNT.EE Arizona Nuclear 
Power Prcjecl (formerly Arizona Pub'ic Serves Co) 6pp. 46101:009-46101.013 

8000210030 NRC *nfo Notice 08 04 4. ’ Mochan cal Qmdng ol Sprhg Roleaso Oovico in 
Westng^ojse Typo DS-416 Circuit Breakers " Svc hat oncl 

ROSSI. C.E Orison of Operatorai Evems Assessment (Posl 870411). 68/00/24 
Consc'idatad Ed sen Co of New York. Inc 113pp 46019 153 46019 265 

0008240139 Sup pi 1 lo NRC Bullet n 88-008, “Thermal Sirossos in P.png Connected lo 
RCS." Svc list end. 

ROSSI.CE C.v.sion of Operational Evenis Assossmen (Post 070411). 88/06/24 
Const) :da ted Ed son Co of New York, Inc 114pp. 46019 266 -16020 010 

0007190140 Forwards Ir.Sp Repls 50-528/00 14,50-529/88-1 5 6 50 530/06-14 on 
880417 0521. No violations Or dev>allms roiod 

PATE R J Region 5. Ofc of tho UrOCfor 88/06/29 VAN 8nUNT.E E Arizona Nuclear 
POAor Project (f-ormorly Arizona Pub'ic SorvCO Co 1 2pp. 46205 1 10-46205 134 

-3007190153 Insp Repts 50 520/68-14.50 529/80-15 6 50-630/08 14 on 080417 
0521 No violations or do/iahcns noted Major areas nspocted;proviousfy idonUied 
Hem9. review of plant aclivil 03 & plant lours 

POUCH,!.. BAU..J . FIOREIU.G Region 5. Ofc of Iho Diroctor Q0/OG/29 i5pp 
46205 120 46205 134 

8807200047 Forwards Insp Ropls 50-520/80 16,50 529/B3-1 7 A 50 530/88-16 on 
8B0606 10 No violations 0 / deviations noted. 

SCARANO.RA Region 5, Cfc of the D roefor 80/07/01 VAN BRUNT, E E Arizona 
Nuclear PowO' Project (formerly Arizona Pubic Service Co). 2pp. 40222 066- 
46222.073 

-8007200049 Insp Ropls 50 528/08-16.50 529/60 17 & 50 530/09-16 on 080606- 
10 No tfDlai ons roiod Major areas nspec'od emergency preparedness exorcise 
EROWN.GA, FISKRF Region 5. Ofc of the Di/ectov 89/06/30 6pp. 46222 060- 
46222:073 

8007200200 Forwards Insp Ropls 50-528/86-13.50 529/0B- 1 4 & 50 530/08-13 on 
880516-27 & not:C* ol violation 

SCARANO.RA Region 5, Ole of the Oireciov flQ/07/OI. VAN BRUNT.EE Arizona 
Njcfear Power Project (formerly Arizona Public Sonnco Co). 2pp 46222.004- 
46222:112. 

-0807200202 Noi’ce of violaton from Insp on 8B0516 27 Violation noted: radoacilve 
noble fisson product gases veniod w/o prior ava'caTon 0 redwflste Shipments 8B- 
RW-21 & 23 arrived av disposal s to w/ loose cha n fosbairrts 

SCARANO.R A. Region 5. Ofc of the Droctor. 60/07/01. 2pp. 46222 .080-46222 0B7. 

—8007200205 Insp Repls 50-528/63 13.50-529/86-14 & £0-530/88-13 on 000518- 
27.Viol9tion9 roted.Major areas Inspected acifons on previous findings.rediBllon pro 
tection 8, rr.gl .external & imernal control & tours. 

NORTH.H.S., CILLiS.M, CICOTTE.GR. Regon 5. Ofc of the Director 88/07/01. 
25pp 46222 088 40222.11 2 

8800300347 NRC info Notice 88*045. "Problems In Protective Relay & Circuit Breakor 
Coordination.” Svc list enct 

ROSSI.CE OlviS’on of Operational Events Assessment (Post 870411). 80/07/07. 
Ccnso'idated Eaison Co. of New York. Inc. 104pp. 46242.109-46242:212. 

8807000006 NRC info Notice 88 046, "licensee Rept of Defaclivo Refurbished Circuit 
Breakers." Svc 11 si one) 

ROSSI.CE Division of Ope ral oral Evonls Assessment (Post 670411). 80/07/00. 
Conso 'id 9 ted Edison Co. of New York. ir.c. W7pp 46231:201*48232.027 

8807210055 Responds to NRC BuNoim 80-004 re potenl al loss of safety-routed pump 9 
duo ft> deficiencies m mn ffow recirculation design for pomps Con'guration ofll9te-d 
pump A piping sys does not precludo stated inleracfions 

VAN BRUNT.E.t. Adiona Nucleet Povres Piojecl (formerly Arizona Public Service 
Co.). 8 8/0 7 /0B. Document Con Pol 8ranch (Document Control Desk) 1 2p p 
46237:223 -46237:234. 

8807140209 Forwards response to NRC 860610 Hr re violations noted in fnsp Ropt 50* 
523/8B- 15. Response withhold (ref 10CFR73 21) 

KARNEfl.DB Arizona Nuclear Power Pro.oci (lormo.-Jy Ar.zona Public Servico Co). 
88/07/11. Document Control Branch (Document Consol Do 9 k). ip 46178-049 
461 7B 040. 

8807120291 NRC Info Notice 8B 040. "L'cehsee Rep! of Defective Refurbished Valves 
Svc list encl 

ROSSI.C E. Oivl6 on of Operational Evenis Assessment (Post 870411). 88/07/12. 
Consol daled Edison Co. of New York, Inc I03pp 46242.006-4624 2 108. 


0007060366 NRC inTo Notice 88 047. "Slower-Then Expecied Rod-Drop T.mgs. ' Svc 
l si oncl 

ROSSI.CE. Division of Operational Events Assessmont (Post 070411). 86/07/U 
Consolidated Ed son Co. of New York, Inc, 103pp. 46240 222- 46240.324. 

0607120550 NRC Info Notice 08-049. "Marklng.Hendling.Control.Stcrage & Dostrucfo'' 
of Safoguard 9 fnfo.” Svc fist encl 

ROSSf.CE. Division of Operational Evenis Assessment (Post 8704 H). B8/07/1B 
Con 90 tidaied Edison Co. of New York. Inc. I03pp 46241:263-46242.005 

0607120653 NRC Info Notice 88-050. "Effect of Circuit Breaker Capac.ience cn Aval 
abi'ity of Emergency Power " SvC fist encl. 

ROSSI.CE. Division of Operational Events Assessment (Posl 070411). 88/07/10 
Consolidated Edison Co. of Now York. fnc. 1 19pp. 46257.268 46250 016 

8807180101 NRC Info Notice 88 051. "Failures of MSlVs." Svc list encl. 

ROSSI.C E. Division of Operational Events Assessmonl (P091 670411 ). 8B/07/21. 
Consol daiod Edison Co. of New York, Inc. 12lpp 40257 086-46257:206 


R. Periodic operating reports A related correspondence 

8607060382 Annual repl ol changes for CY87. 

VAN BRUNT E E Arizona Nuclear Power Project (formorty Arizona Public Serves 
Co). 88/06/27. Document Control Branch (Oocumeni Conlrol Dosk) 64pp. 
49115 325-46116:0 27. 

0607160306 Forwards biweekly notice of applicaton 9 & amends to OLs mvofwng 
NSHC.dtd 080015 W/o encl. 

* Office of Nuclear Reactor Regulation. Director (Post 870411) 08/07/11 
KARNER.D0 Arizona Nuclear Power Project (formerly Arizona Poblc Serv.ce Co) 
4pp 46205 270-46205:273. 


S. Reportable occurrences, LERb & related correspondence 

8808290116 Suppl t lo Special Rept l-SR-8B*003 on 8803D4.va'id tai'uro of emer- 
gency diesel generator occurrad.Engineering evaluation Initiated lo daiermlre roci 
cause of improper breaker operation & corrective action to provent recu/renco 
HAYNES.J G Arizona Nucloar Power Project (formerly Arizona Puhlic Service Co) 
89/08/22. Documanf Control Branch (Document Conlrol Dosk) 3pp. 45984*219- 
45984221 

8007060304 LER 80-01 7 -00 on 880520.bOlh 09 SGnllQl chlllors d scoverad 
inoperable Caused by cogn.tive personnel error. Administrative guidance for conl/ol A 
instahation of warning labels wi'l be dovolopod.W/fl6D820 Hr. 

SHRIVER.T.D . HAYNES.J.G Arizona Nuclear Power Project (formerly Arizona Putkc 
Service Co ). 60 / 06 / 28 , 8pp. 40103:279 46103:286. 

8B07 190051 PNO-V-08-O4 i on flOOTOQ.fire In auxiliary imnsformer causod leas o? bo:h 
13 kV buses that energize nonsafety-relaied loads Caused by imnsformor oil sprayed 
during reenergizing bus SO-2 Fire ext : ngui9hed 

RICHARDS.S , POL ICH,T. Reg on 6. Ofc of Ihe Director. 8B/07/06. Ip 46206 390- 
4620Q300. 

6Q0T 120662 LER 68 QIS-QV.on BBQSU.reactor trip occurred as consol o’-Gm©n( assem- 
blies inserted following attempt lo start up reactor .Caused by noncon serve live opera- 
tor performance during startup .Logkeeping practices Improved W/0BD7O7 lb. 
SHRIVER.T.D., HAYNbS.J G. Arizona Nuclear Power Projecl (formorJy Arizona Pub'c 
Service Co ) 88/07/07. I9pp 46145:206-40145:224 

8007150100 PNO-V-08-O4 lA:on 880706,umt auxiliary transformer failod A caugHI l Q 
while prodding power \o both ue'ns ol norwltel house loads One socuoty guard suf- 
fered smoke Inhaiallon & treated licensee restored powor & plani cooldown condol- 
ed. 

RICHARDS, S , POUCH, T. Region 5. Ofc ol the Director. 08/07/07. 2pp 46186:349* 
46186 350. 

8607180242 Special Rept 1-SR-88-005:flre occurred in auxiliary transformer rosu : l ng <n 
loss of nof\class IE ac power Fire exllnqulshed & notification of unusuel svcnl 
terminated When bua energized.second lire started. Plant remained stable 
HAYNES.J.G. Arizona Nuclear Power Projecl (formerly Arizona Pub’ic Service Co). 
88/07/11. Document Control Branch (Document Control Desk). 2pp. 46203359- 
46203:360. 

8607210046 LER 84-OOI-OO'on 64 1231 .fire -rated assemblies nol previously Included in 
(ire Impairment procedure lound .Caused by cognitive personnel error.CemponsaM)<y 
lire watches Initialed upon Identification W/880714 Itr. 

SHRIVER.T.D.. HAYNbS.J G. Arizona Nuclear Power Project (formerly Arizona Pubic 
Service Co ). 88/07/14. 6pp. 46237:303-46237:308. 
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F. Security, medical, emergency & fire protection plane 


8807100140 Forwards Insp Repts 50-528/B8- 14,60-529/00- 16 & 50-530/08-14 on 
8004 17-0521. No violations or deviations noted 

PATE.R.J. Region 6. Ofc of Ihe Director. 88/06/29. VAN BRUNT.E E. Arizona Nue'oar 
Power Project (formerly Arizona Public Service Co.). 2pp. 46205:1 10-46205:134. 

"0007 190183 insp Repts 50-528/80- 14,60-529/80-15 & 60-630/88-14 on -60041 7- 
0521. No violations or deviations noled. Major areas inspect ed.provlously Idepltfed 
Items, review of plant activities & plant tours. 

POLICHJ., RICHARDS.S. Region 6, Ofo of the Director. 80/06/29. 16pp. 46205:120- 
46205:134. 

8007200047 Forwards Insp Reptfi 5O 628/88-16.6O.529/e0-l7 & 50-530/88-10 on 
880606- 1 O.N 0 violations or deviations noted. 

SCARANO.R A. Region 6, Ofc of the Oirector. 80/07/01. VAN BRUNT. E E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.) 2pp. 46222068* 
46222:073 
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-6607200049 Insp Rcpls 50 528/86- 16.50 529/60- 1 7 8. 50-510/80 16 on 000506 
10 No violations notod.Maior areas nspected emorgercy preparedness exercise 
BROWN.G A Region 5. 01c of tho D.rocior 08/06/30. Gpp 46222 060 48222 073 

8007210109 Rev 5 1o Emergency Plan Implement ng Prcceduro EPiP 15. "ProtoclivQ 
Action Guidelines " W/080700 Itf 

OGUREK.AG , GARSUK.T S Arzona Nuclear Power Project (formerly Arizona Pubic 
Service Co.) 0B/O7/C6 4ipp 46235 077-46235 U6 


G. Adjudicatory correspondence 

BB06290227 Denies 060716 petition ro dscr-m nation tiy l.consoe against certain om- 
picyoos by requiring subj employees lo polygraph tost ng as moans of discouraging 
recoiling unsafo condiiorig at faciliy.oxcopi request io have noiicos pos'e-d W/b.-cI 
LEBERMAN.J. Ofc of Enforcement (Post 070413) #208 6522. BB/06/15 BUSH 0 S . 
MCKAY.L.. SCOTT, Ml Coahton fur Rosponsiblo Fnorgy Educat-an Ip 46261:322 
46262 022 

-0807200391 Submits poiil on.por 10CFR? 206.roquost«rQ imposition of civil or other 
action under 10CFR50 7(c)(2) based on ul I al'ogudly So.ociing p'ant workers to poly 
graph exams in identify sou'co of nfo leaked to media 

SCOTr.M.. MCKAY.L . OUSH.D-S Coaht-on for Responsible Energy Education 60/ 
06/16. Ofc of Inspection A Enfcrcon-ont. Dreclor (820201 670413) 45pp 46261 333 
46262.022 

8807220025 Advises that lug for Commisson to review Oocision 8B C8 oxpirocf & doci 
Sion bocarr.e final agency action on 0007 1 1 Servnd on 000719 
CHfLK,S J Office of fho Secretary of tho COTmss'OO #380 0 756 Gfl/07/15 
BUSH.BS., MCKAY.L. SCO TT. M l CoaUion for Responsible Energy Education ip 
46195 357-46195 357 


I. Financial information 

B8072601B8 Discusses sale & loasobock transactions by Pubi.c Svc Co of Now, 
Mexico per 870403 & 0330 Mrs L.stml oxeculod documental on rolloctmg ainonds & 
honefic-al assignments cr.cl 

QUINT ANA. R L Kelohar & McLeod 08/07/14 MlRAGUA.F J Olfico of Nuclear Ro- 
actor Reg u’a bon. D rector (Post 070411) 154pp 46260 3 16 46269 1 16 


J. Inauranco A Indemnity Information 

0607050032 Forwards Endorsement 20 to MAEI.IJ Pcl.cy MF-i 18 & Endo'somonl 38 lo 
NELIA PolcyNF 266 

VAN RRUNT.E.E Arizona Ni.cloar Powor Projoci (formerly Arizona Public Son/ic© 
Co.). 86/06/15 Office of Nuclear Ruado/ Rogj'ahon. Oiroctcr (Post 870411) itfpp 
46025:221-46025 239 

8807160156 Forwa'ds Endorsement 43 to NF.LIA Policy NF.2GO.Endorsoment 25 lo 
MAELU Po’lcy MF HO.Fndorsomont 3 to NELIA Pol-cy NW- 160 A MAELU PoiCy 
MW-8G & Er. doraumonls 4 to NELIA Po>.cy N-i 14 A MAELU PoTcy M-N4 
VAN BRUNT, E.E Arizona Nuclear Powor Project (formorly Anzona Public Service 
Co ). 80/07/01 Oflice ol Nucloar Reactor Rogu'nticn. D.r©ctor (Posl 07041 1) I5pp 
46100:102*40186 116. 


P. Operating license stage documents & correspondence 

6BQ7CS03Q2 Advises that llconsoo 000609 Justification for continued operation ro recent 
auxiliary foedwater pump doymJallon event acceptable Licensee w.l perform covoc- 
I, vo meint when replacement parts received 

DAViS.M J Pro.ec t D.rocio'ato V 08/06/23. RlCHARDS.S Rog cn 5. Ofc of tho Di- 
rector ip 45901 202*45901 282 

8807060469 Forwards rosponsos lo NRC 880223 request for addi info ro Genorc Ltr 
86-06, ’’Roactor Cooionl Pump Tup Strategy 1 ' To trip first sot of roacior coolant 
pump s .conservatively h'gh pressure sotpoml used 

VAN BRUNT.EE Arizona Nuclear Power Pro.ect (formerly Anzona Pubic Service 
Co.). 08/06/27. Documonl Control Branch (Document Control Desk). 13pp. 
461 16.316-46116 320. 

8607070322 Recommends closocui of EAR Long-Term Followup Horn 07-157 on reac 
tor coolant pump shall cracking at plant Modiiod shafts Installed & v brotion monitor- 
ing programs in placo 

DAViS.M J Projoci Directorate V. 08/00/20. LANNING.W. Events Aflsoss.moni 
Branch. 2pp. 46136 285 461 36 206 

8807120444 Forwards addl info ro 000316 proposed Tech Specs change ro Sirvoil- 
fanco Requirement 4.5.2.h tor LPSl subsystem Info responds (O ECCS analysis as- 
sumptions 

VAN BRUNT.E E. Arizona Nuclear Power Pro|ecl (formerly Arizona Public Semico 
Co ). 80/07/06 Document Control Branch (Document Control Desk) 4pp. 46146.149- 
46146.151. 

6607130454 Gonerlc Lir 00-1 1 to Ail liconsoos of operating roaclors & holdor9 of CPs to 
NRC position on rad.atlon ombritllomont of roactor vessel metis & Impact on plant 
operations Svc list & Rev 2 to Rog Gu de t 99 oncl. 

MIRAGLlA.F.J. Associate Director for Projects (Po9l 07041 1). 80/07/12. Consolidated 
Ed 900 Co. Of Now York. Inc. 5tpp 46257 207-46257:257. 


O. Inspection reports, IE Buffo fins & correspondence 

8606130166 NRC Info Notice 00-039. "LaSallo Unit 2 Los9 of Recirculation Pumps W/ 
Powor Oscillation Event 11 Svc tist end 

ROSSf.CE. Division of Operational Events Assessment (Post 070411) 88/00/15 
Consolldalod Edison Co. of New York. Inc 1 lOpp- 45970 166*45970 266. 


— B807O5O1 19 Mealing Ropls 50 52B/6B 21.50-529/08 2 1 & 50 530/08-21 on 

88C502 Liconseo performance not mprovod ai nnt.cipatod rale & future doc’ino In 
overel performance P'edicted.MalO' areas inspected I cgcsob ovonl ropts & previous 
-ssuos 

RiCHAROS.S.A Region 5. Cfc Ol Iho O rector. BB/OG/17 14pp 46026 341- 
46026 354 

8806160340 NRC Info Nolico 00 040, ’ Exam ners Handbook for Ocve’oplng Operator 
Licensing Exams ' NUREG/8R-0122 & svc I st oncl 

ROSSI.CE. Div-son of Oporatonal Evdn:9 Assessment (Post 870411) 0R/O6/22. 
Consol dflled EdSon Co of New Yo-k. Inc 237pp 46240 325-4624 1 201. 

BB06 170033 NRC info Notco 89 041. ‘’Physical Protection Weaknesses Identified 
Through Regulatory Effectiveness Reviews 1 Svc Eisl oncl 

ROSSI CE D.vision of Opcraboral Events Assessment (Posl 870411) 80/00/22. 
Cor*SO idatori Erfi^cn Co of Now Ycrfc, Inc. t?2pp 4 5070 034-45976 T55 

0 BOB 170291 NRC 6ullo‘n 08 008, '’Thermal Slrossos In P.plng Conn.ocled to F1CS “ Svc 
list oncl. 

ROSSI.CE Division ol Cnoralional Events Assessment (Post 970411) 08/06/22 
Consol dated Ed^on Co of Now York, lr.c 1 iFpp 46019 037 460 19 152 

08OB21OO3B NRC Info Noiico 80-044. Mechanical Bndng of Rprng Release Device h 
Wesi nghouso Typo DS-416 Circuit Break 6 rs " Svc list oncl 

ROSSi.CE Divscn of Oporaio-na' Events Assessment (Post 6/0411). 08/06/24 
Consolidated Ed.son Co of Now York, Inc. 1 13p;). 46019 153-4601 9.205 

BB06240 139 Suppl 1 lo NRC Bu. otln 98 008. ’ Thormal Sirossos In P.png Connected to 
RCS “ Svc JiaJ ©■vrJ. 

ROSSi.CE D.vision ol Cporational Events Assessment (Posi 070411) Bft/06/24 
Consolidated Edison Co c i Now York. Inc. 1 14pp. 46010 200 40020 010 

6807190136 forwards Insp Repl 50 529/0R-1B on 9B0523 0610 No violakcns noted 
PA7G.R J Rog on 5, O'c of the D rector 69/06/20 VAN BRUNT, E E Arizona Nuclear 
Power Pro,oct (formerly Arizona Pub! c Sorv ce Co- ) 2pp 462 1C 163-46216 1 70 

-0807190137 Insp Ropl 50 520/06-10 on 000523 06 10 No violations noied. Major 
aroos Inspected acbv.ti ©3 ro “os loff Typo A contal-monl Intograiod leak raio test in- 
cii-ding reviow of procedures & roccrds A hlon^iows w/personnol. 

CLARK.C , niCHARDS.S Region 5. Ofc of Iho Doctor 9B/06/29 6pp 46216 165 
46218:170. 

6807190140 Forwards Insp RcplS 5O-52O/C0M, 50-529/89 15 & 50 530/00-14 cn 
800417 0521 No violations or dov-ohons noted 

PATE.H J Reg cn 5, Ofc Of lhe> D.rector, 80/C6/29 VAN BRlJNT.E E Anzona Nucloar 
Power Projoci {formorly Arizona Publ C Sorv c© Co ) 2pp 4G205 1 1 8 40205:1 34 

-BB07 190153 Insp Ropts 50 520/00 1 4.50 520/90-15 & 50-630/ 0B 14 cn BB0417- 
0521. No violations or dyv.obnns noted Major arons I n spe c tod. pro vlou sly idem. hod 
doms.rov.ew of plant aclivitioa R rdnnl CO.irs 

POLICH.T., BAI.L.J, FIORELLLG. Region 5. Ofc Of tho Onctor OQ/06/29 15pp 
46205:120 4G2G5 134. 

8007200047 Forwards Insp RopiS 50-528/00 tC.50 520/8B 1 7 & 50 530/00 16 cn 
Q806CIMO No v-Cj'atlons O' duv-alions noiod. 

SCAHANO.RA Rog on 5. Ofc of iho Ui'oetor. 60/07/01 VAN BRUNT.EE*. Arizona 
Nuclear Power PicjGCl (formody Ar^ona Public Sorv.co Cu.)- 2pp 46222066* 
40222:073 

“8807200049 Insp Rents 50-520/03 16.50-520/00- 17 A 50 530/06 16 on OBO6O0 
10 No v olabons r.o’ed Major areas inspected: om urgency preparedness oxorclso. 
BnOWN.G A, FISH.RF hogion 5, Ofc of tho Diroclor 00/06/30 6pp. 46222060* 
46222.073 

9B07200200 Forwards Insp Ropts 50-520/00- 1 3.50 529/80*1 4 & 50 530/88*13 on 
880516-27 A noheo ol v:olatign 

SCARANO.R A Region 5, Ofc of tho Direclor 00/07/01. VAN BRUNT.E E. Arizona 
Nucloar Power Pio.oct (formerly Arizona Public Sorv.co Co.) 2pp. 40222 0Q4 
46222 M2. 

-8607200202 Notice of volahon Pom Insp on 9805 16-27. Violailon noted, radoactivo 
noble fission product gasos vontod w/o prior oval.iolion & radwasle Shpments 80- 
RW-21 A 23 errivod at disposal s'to w/loese cha n restraints 

SCARANO.R A. nog on 5. Ole of tho O.roclor 80/07/01. 2pp. 46222 080-46222.087 

-8807200205 Insp Ropts 50 623/OB- 1 3.50-529/0B-14 A 50 530/80-13 On 0BO516- 
27. Violet ons noiod Malor areas Inspocied.acllons on provlou9 find ngs. radiation pro- 
tection & mgt.extornal s Intomel control & Icurn 

NORTH, H.S , CILLIS.M . CICOTiE.GH Region 5. Ofc of Iho Oiroctor. 88/07/01. 
26pp. 40222.088 46222 112. 

0806300347 NRC Info Notico 86 045, Problom9 in Protectlvo Relay & Circuit Breakor 
Coordination *’ Svc list oncl 

ROSSI.CE. D.viscn ol Operational Events Asaossmont (Post 870411) 90/07/07 
Consolldalod Ed.son Co of Now York. Inc. 104pp 46242. 100 46242 212. 

8807080006 NRC Info Notico flQ-046, 'Licensee Rept ol Delocliv© Rofu'bshod Circuit 
Breakers 11 Svc fisi oncl 

ROSSI.C E. D,vislon ol Operational Events Assessment (Posl 070411). 88/07/08. 
Consolidated Edison Co. of Now York. Inc. 107pp. 46231:281-46232.027. 

0807210056 Responds lo NRC Ruflnlm OB 004 ro potential 'OSS of safety related pumps 
duo lo rioficlonc as in min flew rocirculahon des'gn for pumps. Configuration of listed 
pump & p.plng sys does not preclude stated Interactions 

VAN BRUNT.t' E Arizona Nuclear Power Projoci (formorly Arizona Public Service 
Co.). 88/07/00 Document Control Branch (Document Control Desk). 12pp. 
46237:223-46237 234. 

6807120291 NRC Info Notico BB-048, '’Licensee Rcpt of Defective Refurbished Valvo9." 
Svc list encl. 




6007120550 NRC mio Nai-ce 66 049. "Mark ng.Handl ng Conl/oLS'ctege & Deslruchon 
c' fateg^jras Inrc " Svc l-s* end 

nOSS'.C t C.v s jn c' Op^dt'Onai Evenis Assessment iPosr 070411) 08/07/18 
Ccr.sc 1 ■1'5*od EtlstnCo of New York inc I03pp 46241 263 46242 005 


8007120553 NRC tete No*co 68-050. "Eftecl of CrCui Breaker Capaciience on Avail* 
db it 1 , c‘ Emergency Po*er ' Svc vst end 

ROSS'.CE D.-.:Cn oi Operahosal Evenis Assessment {Post 6704 r f j 60/07/18 
Ccr.s" dal' <1 Ec.son Co c* No* York Me 1l9pp 46257 250 46258 016 


800? f 50 f 50 Forwards Under somoni 4 3 lo NCLJA Po'rCy NF ;>66.entt:rserner‘ x . 
WAELU Po'iCy MF-1 l6.Endorsomon1 3 10 NELIA Policy NW- 160 & MAEli’i £-'° 
MW-86 & Endorsements 4 to NEUA Po'icv N-i m & MAE LI J Policy Mi 14 CK/ 
VAN BRUNT.E E Arizona Nudoar Power Projoct (formerly Arizona Publ- Se-v- 
Co) 80/07/01 Office cf Nuclear Roaclor Dogutenon. D-rt-cior (Post 0704 ,7^ 
46180 102 46188 116 ’ 


P. Operating license stage documents & correspondence 


8807180101 NRC Info Noi-ce 88 C51. "Fa'ures Of MSiVs ” Svclst end. 

ROSS'CE Diviscn oi Opotei o r al Evenis Assessmer.l (Post 070411) 80/07/21. 
Consc (teied Edscn Co of New York. Inc I21pp 46257 086 46257:206 


R. Periodic operating reports & related correspondence 

8807060382 Ar-'ual rept of charges fd CY67 
VAfj BRUNT. EE Anzo'3 Nuclear Power Pro.eci (formerly Arizona Pubic Service 
Co ) 65/06/27 Document Ccnirci Branch (Document Control Desk) 64pp 

46115J25 461 16027 

8007190306 Fcrw/rds biweekly no'ce of appi cations & amends to OLs involvng 
NSHC.did 630515 W/o end 

• Ot?ce of Nuclear Reactor Regjai-cn. Directcr (Post 870411) 86/07/11 

KASn^HOB Arizona Njc’ear Power Pro,ect (forrr.e*iy Arizona Public Serv.ce Co) 
4pp -1C206 270 46205 2?3 


S Reportable occurrences, LERs & related correspondence 

8806290126 LER QBOM OOon 8G0522.deconianr.nat.on worker rece.ved 2 607 rem 
who 1 © body dose lo ntjht leg result no n cumu'ai.ve whcie body exposure for quarier 
Of 3 2C9 rem Caused by mcompteie doccniam nation W/080622 Hr. 

SHRivFR.TD. HAYNES JG Anzcna NuCloar Power Propel (formerly Arizona Pub'iC 
S csiceCo) BbM>f22 J 0pp 45994 203 45964 2f 2 


8007050382 Advisns that licensor 08060P justification lor cont nuod opo.'a'te-i re feceftl 
Q-J»i':ary feedwater p-rrp dogmdnton evoni nccopinb‘0 Liconsoo w.ll perform co-re? 
Lve mamt when ropiacomenl pons rucuivod 

DAViS M.J Projoci Diroctoraio V 80/06/23 HICHAHDS.S Ron on 5 Otc m rh* n. 
rector, ip 45991.282 45901 282 U 

8007000469 Forwards responses lo NRC 060223 rorjuosi lor uddl hlo re Gcr.e'c L- 
86 06, Reactor Coo'ont Pump Trip Strategy " To trip fr&i sul oi reactor cocV- 
purrps conservatively tvgh prossufO soipo ni usnd 

VAN BRUNT. F E Anzona Nuclear Power Projoci (formerly Arizona Pubic Serw* 
Co) 88/06/27 Document Contro' Branch (Docutioni Control Dusk) iv 
46116 316 40116 328 * 

6607070322 Recommends dosoout Of EAQ Long-Term Followup Item 07-157 cn reac- 
tor coo'anl pump shah crack r.g at plant Modified chaffs Installed & vb'aion mesty 
irg proa'arrs in place 

DAVIS.MJ, Prolocl Diroctorntn V. nn/C(‘,/28 LANNING.W. Evonts Asse^mMi 
Branch 2pp 46136 285 40136 286 

8607130046 Forwards Suppl 1 to "Palo Vordo Nurloor Gonoraiing Stalicn U.-.i 3 S'ertjp 
Repl,” covering oport itoms at iirro of eta'iup rept siihmiss'on Suppl 2011^9551030^ 
& core ope-ating lim.1 support sys von* rations will ho submitted tiy 861006 
VAN 8RUNT.E.E Anzona Nuclear Power Projoci (formorly Anzona Pub'c Serves 
Co) 88/07/01. Oocumont Control Ororch (Dori.moni T-ontrcl Dosk) ip 46i?o?&2. 
46170 295 


8007060410 LEFl 68-010 01 cn 8BC4 1 5.e‘lcwab*e surveii’ance lest (ST) interval for plant 
veci sys rr.cn. tors (PVSM) exceeded Caused by personnel error Appropnaia ST on 
PVSM con*pieied A '.e'rr.mcldgy in ST 75ST-9ZZ07 changed W/P80627 Hr 
S^R VEH TD, HAYNES.JG Arizona Nuclear Power Projoci (formerly Arizona Public 
Serv.ce Co) 98/06/27 6pp 46102 176 46102 181 


OOCKET STN-5Q-53G PALO VERDE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & (Ire protection plans 

0807190140 Fc-rwa'ds Msp RepfS 50 528/88 J4.50-529/88 1 5 4 50-530/88- U an 
6804 1 7 0521 No vola: o r s or dev .a! ons noted 

PATE.RJ Reg on 5. Ole of the D.reclor 68/06/29 VAN BRUNT.E E Arizona Njclear 
Power Project (forme'iy Arizona Put'ic Soatico Co) 2pp 46205 .1 18-462G5: 134. 

“8807190153 Insp Repis 60 526/88-14.50 529/8B-15 & 50 530/8B 14 on B80417- 
0521 No v.o’abons cr deviaf ons noted Major areas inspected previously ident.fied 
■te'hs.revew 0 t p’ani activilios 8 c'ant lours 

POLlCH.T Reg on 5. Oic cf the Director 88/06/29. I5pp 46205 120-46205: 134 

0007200047 Forwards Insp Repis SO-S20/8B-16.5O S29/B8 1 7 6 50-530/B8-16 on 
BG0606- 10 No v.olat ons cr doviat-ons noted. 

SCARANO.RA Reg cn 5. Ofc oi the O.recior B8/07/01. VAN BRUNT £.£. Arizona 
Nuctear Power Projoci (formerly Arizona Put’ic Service Co) 2pp 46222C6B- 


-8807200049 Insp Repts 50-528/80- 16.60- 529/88 17 & 50-530708-16 on 880606- 
10 No v.c'ahons noted Major areas inspected emergency preparedness exercise 
OROVVN.G A Reg on 5, Ofc of Ihe D roc'or 68/06/30 6pp 46222 06B-46222 073 

6007210109 Rev 5 to Emorgoncy Flan Implemenl-ng Procedure EPIP-15 "ProiectivQ 
Aciicn Gu delmes ” W/680706 Hr. 

OG0REK.AG at 8ARS\JK.T S Arizona Nuclear Power Pr 0f ect (formerly Arizona Pub'ic 
Serv.coCo) 86/07/08 4tpp 46235077-46235 116 


G. Adjudicatory correspondence 

8006290227 Oer.ies 860716 pomion re discriminai on by licensee aga-nst certain cm- 
p'oyees by reau-ring subj or.p'oyees to polygraph lasting as means of discount) no 
report.no unsafe condtions at fdc<lity,@xcepl request 10 have noices DOsiodW/encf 

y a 1 . Er 5 P fcemen ! (Po3< * 704 ' 3 > ftm 0522 ee/oi/is bush bs 

46262 022 SCOrF,Ml Coa, tlon fof Responsib'e Energy Educaiion Ip. 46261:322- 

-'8007200391 Subm.is poiilion.per 1OCFR2 206. requesting imposilon oi civil or other 
aa.on under J0CFR50 7(c)(2/ based on uM af egedfy sefecing plant workers to poly- 
graph exams to idcnt.fy source of hfo leaked lo media w 1 

SCOTT.M . MCKAY.L , BUSH.B S Coal.tion for Respons-ble Eneroy Educaticn 86/ 
46262 022 ° nSPeC1 ' 0n & Enfo,Cem «h1, D-recior (82020l-870413) 9 45pp 46261:339- 

0007220025 Advises lhai time lor Commission lo revtew Decision 88-08 expired & docl- 
s.on became f^ia' agency action cn 890/n. Served on 660719 P 

BUSH R S MCkIy 0 / l orn S A Cf M ,hQ , Co 5' T,i5sion ^ 308 6700 88/07/15. 

SC0TT - ML Coal1 " 0 '' ,0 ' R esPDM«e Energy Etfucaion. Ip. 


J. Insurance & Indemnlly information 

a TurPoi.cy NF-m ntf0,S0m ° nl “ MAELU P ° l ' Cy MF -’ 16 4 Endcr&emenl 38 I, 
VAN BRUNT. E.E. Anzona Nuclear Power Protect (formedv Arizona p < lWi - 
J6025 8 22N46025 O 239° 01 Nud ° af ReaCl0/ Re 9 ulati0n * Direclor (Post 0704 I lf I9pp 


“8B07130106 Suppl 1 lo "Palo Vordo Nuclear Gemmating Slation Uml 3 Startup Re^r 

* Arizona Nuclear Powc-r Pro.oct (formody Arizona Put)'iC Service Co ) 88/07/31 'tec 
46170 293 46170.295 

0607120444 Forwards addl Info ro 8t301in proposed Tech Spues change ra Survfc 
farree Roquremonl 4 5?fr to f LRSf sufjnysfum fnfo rtiapomis to CCCS e^alyss at 
sumpliona 

VAN BRUNT.EE Arizona N-jcloar Power Project (formerly Anzona Pubic Serv>ca 
Co ) 88/07/08 Docurr.oni Conlro* Branch (Poomiont Controf Dosk) 4pp 40149 H9 
46148.151. 

0007220300 Forwards Amond 9 lo l. censo NPF-/4 A safety ovaLmfion Amord ro vises 
Figuro 3.f-f of Tech Spec 3/4 f.1.3 to fncronse f.egnlivo inocJorafor temp cooNtcie's' 
lim I from -30 pcm/F lo -35 pcm/F 

DAVIS.M J Project D.rocioralo V 88/07/08 VAN RRUNT.C.E. Arizona Nuc'ear Po^e^ 
Project (formerly Anzona Public Service Co ) -Ipp 46240 330 4G?49 348. 

-8807220302 Amend 9 to L:conf>0 NPF 74,mv sng Figure 3 l-i of Toch Spec 3/4.1 13 
to incroase nogaiivo modoralo' lump coufliriont I ml from -30 pcm/F to 35 pcm/F 
KNIGHTON, G.W. Projoci aroctorole V. 0U/0//0H. 4pp. 40240 343 40249 3-16 

-8007220305 Saloty ovaluot-on supporting Amond 0 lo L.conso NPF-74. 

• Olhco oi Nuclear Roaclor Ftegulnllon, Uircclor (P08l 070411) OB/07/05 2pz 
46249 347-46249.340 

8007130454 Generic Ltr 80 1 1 to a I Hconsoos of operpt ng roactora & holdors of CPs re 
NRC position on rod-ation embriltlernunt of roaclor vossoi matla & impact on pV.I 
operations Svc hsi & Rev 2 to Hog Guido 1.0U end 

MiRAGLiA.F j Assoc oto Diroctcr icr Projects (Post 87041 ij 00/07/12 Conso r -dai«J 
Edison Co. ol New York. Inc 6lpj> 46207 P07-40257 257. 


Q. Inepecllon report a, IE Bulletins & correspondence 

0000130160 NRC tnfo Nollco 08 030, "LaSa’lo Unit 2 l oss of Roc-rculaLon Pumps W/ 
Power Osciltetion Evont " Svc list unci 

ROSSl.CE. Division of Oporoioral Evont 9 Asaossmonl (Post 070411). 0B/O6/15 
Consol.datod Edison Co of Now York, Inc t I0pp 45078 1 56 -459 70 266. 

g807 ? 5(3f y Forwards Mtg Insp Ropls 50-626/ 60 -2 1,50 520/86*21 & 50-530/80-20 or 
880502 Concom ovor number of ovonls whch rofloct poorly on perlormarco cf r a^l 
expro9sad. 

MARTIN, J 8. Region 5. Ofc ol the D-roctor 60/00/21. VAN BRUNT.J Q Arizona Kj- 
clear Power Project (formorly Anzcna Public Sorvico Co). 2pp. 46028 339 46026354 

-eBO/OSOI 1 ® Moot-ng Ropls 50 520/06-2 1,50-520/06*21 & 50-530/88 21 on 

880502 Ucon900 porfcrmanco not improved at anilcipntod rulo S fufuro decline n 
ovora'l performance prodiciod Major mons inspociod.l consoo ovonl ropl9 & fvoYov-s 
issues 

HARDS. S A Region 5, Ofc of Iho Diroctor 06/06/17. 14 pp. 46026341 


8606160340 NRC fnfo Not Co 06 040, ‘ Examiners Hondbook for DovOlop'np Ope'aiy 
nSl E T 9 ” NURRG/BR-0122 & svc list encf 

ROSSI.C E D.vis'on of Oporailonal Evont 9 Assessment (Post 870411) 86/06/22 
Consol-dated Edison Co, of Now York. Inc. 237pp. 46240 325-46241:201. 

0800170033 NRC Info Not<co 66 041 "Physical Protection Woaknosses Iden’.'^l 
Effoctivoness Roviows " Svc list end. 

ROSSI.C E. Division of Operational Evenjs Aasossmtxot (Poal 870411) 88/00/22 
Consol dated Edison Co. of Now York, Inc. I22pp 45978.034 45D78. 155. 


6608170291 NRC Bulletin 88-008, "Thermal Slrossos in Piping Connected to RCS 1 ’^c 
list end. 9 

ROSSI.C. E. Division of Operational Evonis Assossmeni (Post 070411). 88/00/^ 
Consol dated Ed-son Co. of New York. Inc. 1 16pp 46019.037-46019 152. 



DOCKETED ITEMS 235 


6605210036 NRC Info Nollco 80-04-1. “Mechanical Binding of Spring Reioaso (Device ir 
Westinghouse Type DS 410 Circuit Broakers " Svc list encl. 

fiOSS/.C E Division of Operational Evonis Assessment (Post 0?04in 80/06/24 
Consol deled Edison Co. of Now York. Inc, 1 i3pp 46010:153 46010 265 


8606240139 Suppl 1 lo NBC Gultefn 80 000. “Thermal Strossos In Pip, no Connected to 
RCS.” Svc l st encl 

ROSSI.CE. Division of Operational Events Assessment (Post 87041 1 ) 88/08/24 
Consol dated Edison Co. of Now York. Inc. 1 14pp. 46019:266 46020018 


A. Appllcatfon/constructlon stage documents & correspondence 


war ljur,ar,t ' op-ii io ai. licensees ol cperatr.g reacters & holders of CP 9 re 
NHO posdion on rad ation err.hr inierrent ol reactor vesse! mails & mpact on plant 
?fo fa Ji 0r1s Svc llSt & Rev 2 ro r °9 Gu d0 1 &9 end 

MIRAGUA.FJ. Associate Drector fer Pro;ect 3 (Post 870411} 88/07/12 Ccnso'idalod 
Ed.son Co Of New York. Ir.c 5lpp 46257 20/-46257 257 


0607190148 Forwards Insp Ftepis 50-528/88. 14.60-529/80- 15 & 50-530/68-14 on 
88041 7-0521 No violations or dGv.ations noted, 

PATE.tt J Region 5. Ofc ol Iho D rector. 88/06/29. VAN BRUNT, E.E Arizona Njclear 
Power Project (lormoriy Arizona Pub'lc Service Co.} 2pp. 46205 1 18-46205:134 

-0007190153 Insp Repts 50-520/88- 14.50-529/80-15 & 50-530/00 14 on 880417- 
0521 No vlolallons or deviations notod Major arose Inspoctod previously Identified 
irerrs.rewow of plant activities & plant tours. 

POLICM.T.. BAU.J.. FIORELU.G. Region 5, Ofc of Iho D, rector 00/06/29 15dd 
46205 120 46205:134 

6807200047 Forwards Insp Roots 60*528/80- 16.50-520/88-1 7 & 50-530/88-16 on 
68C606-i0.No violations or dovinilons noiod. 

SCARANO.RA fToglon 5. Ofc of tho Dlroclor. 08/07/01. VAN BRUNT, E E Arizona 
Nuctear Power Project (formerly Arizona Public Sorvico Co) 2pp 46222 066- 
46222 073 

-6807200049 Insp Ropls 60-528/08-16.50 520/88-17 & 50-530/08- 16 on 880600- 
10 . No violations notod. Major areas Inspoctod emergency preparedness exercise 
BROWN.G A., FISH.B.F. Roglon 0, Ofc of tho D.roctor. 88/06/30 6pp 46222 008- 
46222073. 


B8Q720Q200 Forwards fnsp Ffupta 50 528/68- f3.50-529/06-14 & 50-530/06 13 on 
880516*27 & notico of violalon 

SCARANO.R A Roy on 5. Ofc of tho Director 00/07/01 VAN BRUNT.E E Arizona 
Nuclear Powor Projocl {forrnorly Arizona Public Son/lco Co) 2pp 46222 084* 
46222 112 


DOCKET STN-50-663 PHIPPS BEND NUCLEAR STATION, UNIT 1 


Q Inspection reporls, IE Bulletins A correspondence 

8007140071 Responds to NRC Bullet.n B/^.Supp's 1 & 2. Fastener Test-ng to De- 
termine Conformance W/Apnicab'e Specs ’’ Requests c'anhcaion ci bu'ionn to pro • 
^ de ^ ,e ce9S8y iVo 8 extension to 890130 to prov.de proper response 
GRIDLEY.R Tennessee Valley Authority 88/07/C&. Document Comroi B*a r .ch (Docu- 
ment Control Desk) 3pp 46184 146*46184 140 


DOCKET STN-60-654 PHIPPS BEND NUCLEAR STATION, UNIT 2 


O. Inspection reports, IE Bulletins & correspondence 

8807140071 Responds to NRC Bullet n 87-002.Supp‘s 1 & 2. ' Fastener Testing lo De 
term’ne Conformance W/Applcab‘e Specs ' 1 Requests clarification c f bciiem to p'o- 
vide necessary Info & extension to 890130 to prov de proper response 
GRIDLEY.H Tennessee Valley Authoniy 88/07/C6. Document Comroi erarch (Docu- 
ment Control Desk) 3pp. 46194 1 46-46184 1 48 


DOCKET STN-60 5S6 YELLOW CREEK NUCLEAR PLANT, UNIT 1 


-8807200205 Insp Ropt9 50 520/88 13,50 620/80-14 & 50-530/00 13 on 8B0516- 
27 Vio'alions notod Major oroas Inspected acllons on provious fin<Jing 9 ,radialion pro 
lection & mgt.oxiornai A Internal conlrol & lours. 

NORTH, H S , CILL1S.M., ClCOTTE.G R Roglon 6, Ofc of tho Director 00/07/01. 
25pp 46222 080-40222:112. 

8806300347 NRC Into Not.co 80-045, “Probtems in Protoctwo Rolay & Circuit Breaker 
Coordination. 1 * Svc 1 91 oncl. 

ROSSI.CE. Division ol Operational Evonis Assossmonl (Po9t 870411) 88/07/07 
CcnsoJdalod Ethson Co of Now York. inc. 104pp. 46242:109 46242:212 

8807080006 NRC Info Nollco 00 040. “Liconsoo Ropt of Doloclive Rolurb: 9 hod C>rcuit 
Breakers ” Svc llsl oncl. 

ROSSI.CE Division ol Operational Evonis Assossmonl (Posl 870411), 88/07/0B 
Consolidated Edison Co of Now York. Inc. 107pp. 46231:281-40232 027 

8807210055 Responds to NHC Otjl'otin 80 004 ro potential loss ol sal oty-rolo tod pumps 
due to defictencl09 in min flow roclrculotion doslgn for pumps Configuration of listed 
pump & piping ays doos nol procludo siaiod mierncuons 

VAN BRUNT, E E*. Arizona Nucloar Powor Pro|oct (formerly Arizona Pubic Service 
Co). 80/07/08 Oocumont Conlrol Branch (Document Control Dosk} I2pp 
46237-223*46237:234. 

8807120291 NRC Info Notice 00-040, “Liconsoo Ropt of Doioctivo Refurbished Va'vas." 
Svc one). 

ROSSI.CE. Division of Oporational Evonis Assossmonl (Po9l 070411). 88/07/12 
Consolidated Edison Co. of Now York, Inc. 103pp. 46242.006-40242: 108. 

6007080366 NRC Info Nollco 88 047. “Slowor-Than-Expectod Rod-Drop Times " Svc 
list and. 

ROSSI.CE. Division of Operational Evonis Asso&sment (Post 070411). 88/07/14. 
Consolidated Edison Co. of Now York. Inc. 103pp. 46240 222-46240.324. 

8807120660 NRC Info Notico 88 040, “Marking. Handling, Control, Storage & Destruction 
of Safeguards fnlo.” Svc l-st oncl. 

ROSSi, C.E Division of Oporational Events Assossmonl (Posl 070411). 88/07/18 
Consolidated Edison Co. of Now York, Inc. 103pp. 40241:263 48242,005. 

8807120663 NRC Info Notico 88 050. “Effoci of Circuit Breakor Capaciiance on Aval* 
Emergency Power." Svc f(9( oncl 

ROSSI.CE. Division of Oporational Events Assessment (Post 870411). 88/07/18 
Consolidated Edison Co. of Now York. Inc 1 19pp. 40257:258-46260:016. 

NRC ln, ° Nol * co 00 051, "Faifuros of MSIV9." Svc list encl 
ROSSI.C E. Division of Oporational Events Assossmonl (Posl 870411). 88/07/21 
Consol dated Edison Co. Ol Now York, Inc. 121pp. 46257:008-46257:206. 


R. Periodic operating reports A related correspondence 
Annua! ropl of changos for CY87 

VAN BRUNT.E. E. Arizona Nucloar Powor Project (formerly Arizona Public Service 
Co.). 08/06/27. Document Conlrol Branch (Document Control Desk). 64pp. 
46115:325*40116:027. 

forwards biweokly nollco of applications & amends to OLs Involving 
NSHC.dtd 66061 5. W/o oncl. 

i-v 01 Nuc5oaf Roaclor Regulallon. Director (Post 870411}. 88/07/1 1 
whner.O B Arizona Nucloar Power Project (formerly Arizona Public Service Co). 
4pp. 40205:270-46205:273. 


O. Inspection reports, IE Bulletins & correspondence 


0807140071 Responds to NRC Buiiei.n 87-002.Supp!s i & 2. 1 Fastener Testing lo Oo 
termlno Conformance W/Applcabte Specs 11 Requests clarification or bJletn to pro- 
vide necessary info & extension to 890130 to provide proper response 
GRIOLEY.R. Tennessee Val Gy Authority 88/07/06 Document Control Branch (Docu 
ment Conlrol Desk) 3pp. 46104:146*40184 14B 


DOCKET STN 60-587 YELLOW CREEK NUCLEAR PUNT, UNIT 2 


Q inspection reports, IE Bulletins A correspondence 


6807140071 Responds to NRC Buletn B7-0Q2.Supp!s 1 & 2. “Fastener Tesimg lo De- 
termine Conformance w/App'icablo Spocs 11 Requests clanficahon of belief n to pro 
vide necessary info & extension lo 890130 lo prov do proper response 
GRIDLEY.R. Tennessee Vetey Aulhonly 00/07/06 Documoni Conlrol Branch (Docu- 
ment Control Dfi9k). 3pp. 46104:146 46184: 1 48 


DOCKET 50-801 RESAR SP/90 


A. Appiicatlon/conotructlon stage documents & correspondence 


8807120828 Forwards status reps on std plant design tochncal reviews 
RU8ENSTEIN.L S Siandarcfizat on & Non-Power Reactor Project Orectorate 88/07/ 
01. SHAO.L Division of Engineering 6 Systems Technology (Post 8704 1 1) 
PARTLOW.J DiViSOn of Reactor Inspection & Safeguards (Post 870411) CONGEL.F 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 14 pp 
46148:054 46148 067. 


8807180323 Forwards Wesimghouse responses to Questions 210.25 ♦ 72 In review of 
Westinghouse Advanced PWR RESAR-SP/90 prokrr.lnary design approval & apphea* 
lion for withholding. Responses withheld (ref 10CFR2 790) 

JOHNSON, W.J. Wesimghouse Eloctnc Corp. 88/07/06 RUBENSTElN.L Standardiza- 
tion & Non Power Reaclor Project Directorate. 2pp 46194 1 1 2-46194.1 14. 

-86071803S3 Requests that Westinghouse response to Questions 210 25 ■ 72 ro review 
ol Westinghouse Advanced PWR hESAR SP/90 prolmlnary design approval be w.lh* 
held (ref 10CFR2.790). 

WlESEMANN.R A Wesimghouse Electric Corp. 88/07/06 RUBENSTElN.L Standard- 
ization 8 Non-Power Reactor Project Directorate, ip. 46194.1 14-46194 1 14 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8607 130205 Forwards Addendum 10 lo WAPWR n€SAR-SP/90 PDA re Westinghouse 
response to outstanding SEB questions. Affidavit lor withholding addendum (ref 
10CFR2.790) encl. 

JOHNSON, W.J. Westinohouse Electric Corp 08/06/23 RUBENSTElN.L. Standards 
tlon A Non-Power Reactor Project Directorate 2pp 46166 01 1*46166:014. 

-6807130207 Request withhold.ng ol Addendum 10 to WAPWR RESAR-SP-00 PDA re 
Wesimghouse response to NRC ouistand.ng SEB questions from public disclosure (rel 
10CFR2.790). 

WIESEMANN.R.A Weslrnghousa Electric Corp 80/06/23. RUBENSTElN.L Standard 
ization & Non-Power Reactor Project Directorate, ip. 46166 013*46166.01 4. 


Q Inspection reports, IE Bulletins A correspondence 


6807180231 Pe:pcn^ to NRC Be03?4 hr ro vo'aior.s noted <n insp reft on 
6BQ3P4 t'o'fec' »o actons -mmed ate check ci review dales on a I procedures & isi 

BAUEflVl Te*a$ Unv^ol Austin, TX 68/04/22 CALLAN.LJ. Associate D rector 
fcr Prefers |Posi 070411} 1 3pp 46156 352 46198 344 


8007190350 FcrwdS Insp Kept 50 602/08 03 cn 680616 17 No violalicns o: d6vi- 

CALLANL J Regon 4, Ofc C' the D.recior 00/07/11 KLEIN DE. Texas Univ cf. 
A.,s‘n TX 2pP 46203 166-462C6 170 


-8607190351 irsp Kept 50 602/08 03 cn eeG6l6*l7.No violations Cf Nations 
nc’cJMa.cr areas inspected $h cld wai concrete p'acement fo' nuclear or.gnee. g 
:each r.g lab 

JOHNSON.C F . IRELAND. R E Reg On 
452Ch 168 46209 170 


Ofc cf the D rector. 88/07/05 3pp 


DOCKET 50-603 ALCHEMIC CENTRIFUGE ENRICHMENT PLANT 


O. Adjudicatory correspondence 


8807060090 Forwards NRC 880621 11/ to applcani reqi.est.rg add info re Slate Of TN 
ccnccT-s *o* nfo 

ROHDES CK O M Assisiani Gone. -a- Counsel for Hearings #388 6633. 68/06/23 
MAHGULiES.MB PARIS.OH, LUE0KE.EA Atomic Safety and licensing Board 
Pare! 2p? 45936 357 45936 359 


8007110012 Order (sofng ime & p'ace cf special prehearing conference).’ SpeC-al 
p-ehearing con'o/enco scheduled to begin on 880721 m Knoxv.l e.TN 8 wll continue 
lo b'lo a r.g da/ -1 necessary Served cn 8e0701 

MARGL- FSMB Alom c Safety and Licensnq Boa'd Panel #388 6650 80/05/30 
A l Cherrca' Isoicpe Enrichrrer.1. Inc Ip 46033 230 46033 230 


8807290063 Ad.ises ihat State ol TN wrl forgo appearar.co al 8B0721 prehearing con 
ference m Knoxvi le.TN based on concerns ahead / or n process of being addressed 
PEAH:GFN.MD Tennessee. Slab Cf #3B8 6769 88/07/18 MARGULIES.M 0 
Atom i Safety and L cens-ng Board Panel 2pp 46253 263 46253 264 

8807290030 Special prehear ng conference order* Discusses ASL8 rulings from 
800721 special prehearing conference Served on B8Q727. 

MARGULIES.M B Atcm c Sa'ely and Lrcens ng Boa'd Pane! #306 6804 8B/07/26. 
Olfico ol thy General Counsel 3pp 46254 104 46254 .106 


8807290219 Forwards appl cam B9D720 Itr respond ng to NRC 683621 reqjest for add! 
mfo 

BCRDENICK.BM Assistant General Counsel for Hearngs #368 6820 88/07/27. 
MARGULESMB, PARIS O H , LUEBKE.EA Atomic Safety and Licensing Board 
Panel 3pp 46259 159 46258 161 


H. General correspondence 

B0O716Q157 Advises of changes lo A'ChemiE Board of D:rectors.per 8006 18 annual 
Stockholders moet ng 

SMEtSER.J H A'l Chemcal isotope Enr.chment. Inc 68/07/08 THOMPSON.H L. 
Cf’ce cf Nuclear Material Sa'ety 8 Safeguards.Di'eclor. 3pp. 46188 243-4618B 245 


H. General correspondence 

8807180157 Advises of changes fo AlChemlE Boa'd of D.reclors.por 880618 ar/^i 
stockho’dors meeting. 

SM-LSER J H AH Chemical Isofopo Ennchmonl. Inc 80/07/08 THOMFSO\hl 
O ff, co of Nuclear Malorlal Safoty & Safeguards.Oirector. 3pp. 4G188 243-46186 ?4$ 

DOCKET STN-50-605 GE ADVANCED BWR OESIGN 


A. Applicatlon/eonstructlon sloge documents & correspondence 

8807120628 Forwards status rept on etd plant design loehn cal rov.ews. 
RUBENSTEIN.L S. Standardisation & Non-ltewor Roaclor Projocl D.rocicrate 68/07/ 
01 SHAQ L D.vlslon of Engncormg & Systems Technology (Post 8704M) 
PART LOW J D.vision of Roacter inspect on & Safeguards (Posl 870411) CON3 Elf 
D ivision ol R&diahon Protection i Emeigoncy Ptopatodnoss (Posl 670411) upp 
40148 054 46148.067. 

8007120634 Fo'words tequosl for addl info ro GE oppheation for certfication of ad- 
vanced BWR design Rosponsos requested by 880015. 

SCALETTl.DC Standard^Ai-on & Non-Powor Reacior Project Directorate 80/07/07 
GAY.JS. General Eloclric Co. 20pp. 46 154 203-48154:314. 


K. Ullllty Final Safoty Analysis Report (FSAR) & amends 

8807050003 Forwards Amend 2 lo Chapters 7-9.11-14 & 17 of SSAR for Advance 
BWR per NRC 870007 Advanced QWR Licensing Rovinw Basos 
GAVJS Geroral Eloclric Co 06/06/20. HUQENSTEIN.L Standardiraton & Non 
Power Reactor Pro.ocl D.recio/Blo 1.208pp 4G02 1.04 7- 46024 254 

'•8B07050004 Amend 2 to GE Advanced BWR SSAR 

* Gonoral Eloctfic Co 08/06/29 CB4pp 40022 001-46024:254. 

••8807050006 Cnaptor 7. *’lnstrumonlation & Conlrol Sys." of Amond 2 10 GE Ad, axed 
BWR SSAR. 

’ Gonoral Eloclric CO 88/00/29 304pp. 46022 092-46023:125 

-8807050006 Chapter 8, "Electee Powor,” of Amond 2 lo GE Advanced BWR SSAR 

* Genera' E'ociric Co 00/06/20 63pp. 40023 12C 48023:106, 

-8807050007 Chapter 0, “Auxfla'y Sys.” ol Amend 2 to GE Advanced BWR SSAR 

* General Electric Co 08/06/29 138pp. 46023:167-46023 324 

“8807050008 Chapter tt. "Radwosto Mgl," of Amond 2 to GE Advanced BWR SSAR 

* General Eloclric Co 80/00/20. 40pp. 46023.325 46024 013 

-8807050009 Chapter 12, “Rad-ation Protection,” of Amond 2 to GE Advanced BAH 
SSAR. 

* General Electric Co 00/06/29. 74pp 46024:014-46024 004 

-8807060010 Chapter 13. "Conduct of Operations," of Amond 2 to GE Advanced BAH 
SSAR 

* General Electric Co. 80/06/20 14pp 46024:005 40024:108 

-8807050011 Chapter 14, "in, Hal Tost ProgronC ol Amond 2 to GE Advanced BA'fl 
SSAR. 

* General Eloclric Co 00/00/29. 74pp 46024; 100 46024:162. 


OOCKET 60-604 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A. Appilcalton/constructlon stage documents & correspondence 

8807120381 Responds lo 880609 request for record of docsion re AlChemlE request 
fo/ exempion from I0CFR50. 10(c) requi'err.ems for CP for erect.on ol temporary stor- 
age feci-.ty Documer.telion provided 

CL ARK, A T Fuel Cycle Safety Branch. BB/06/30 DREY.L. Affi’iation Not Ass-gnod. 
2pp 46111 327-46111 335 


-8B07050013 Chapter 17, "OA, , ‘ of Amond 2 to GE Advancod DWR SSAR 

* General Eloclric Co 08/06/20 1 1pp 46024:103-46024:103 

-0807050014 Chapter 20. "Quoslion & Rosponso Guido," of Amond 2 lo GE Advanced 
BWR SSAR 

* General Etectrlc Co 8O/OG/20. 62pp. 46024:194-46024:264 

B8071402B3 Forwards Flguro3 7.6-1 & 7.0-2 of Amond 2 10 GE Advanced BA8 
SSAR.FIgure9 wllhheld. 

GAY.JS, General Eloclric Co 08/07/06. RUDENSTEIN.L. Siandard'zatlon a So-i- 
Power Roaclor Project Dracloroto. ip. 46176:300-46176:300. 


Q. Adjudicatory correspondence 


8807060090 Forwards NRC 080621 Itr to applicant requesting addl Into re Slate of TN 
concerns.for info 

BORDENSCK.B M As s Slam General Counsel for Heannas #388 6633. 88/06/23 
MARGULIES.M B , PARIS.OH, LUEBKE.E.A Atomic Safety and Licensing Board 
Panel 3pp 45996 357-45996.359. 


8807110012 Order (setting ime 6 place of apodal prehearing conference).’ Special 
probe ar.ng conference schedu’ed to beam on 880721 In Knoxviile.TN & w.il continue 
to following day d necossaiy Served on 880701 

MARGUUES.M.B Atomic Safety and Ucer,stf.g Boate Panel #380 6050. 80/00/30 
All Chemical Isolope Enrichment, Inc. ip 46033 230 46033 230 


8807290063 Adv.ses that State ol TN will forgo appearance al 880721 prehearing con- 
fe/ence in Knoxvi'le.TN based on concerns a'roady or In process of being addressed 
PEARJGEN.MD Tennessee. Slate of. #388 6769 88/07/ IB MARGULlES M B 
Atomic Safety and Licensing Board Panel. 2pp 46253 283-46253 264 


8807290030 Special prehearing coherence oroer ’ Discusses ASLB ruline9 from 
880721 special prehear, ng conference Served on 880727 

MARGULIES.M B. Atomic Safety and Licens ng Board Panel. #380 6804 08/07/26 
Office of ihe General Counsel 3pp. 46254: 104-46254; 106. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP., CANQOA PARK, CA 


8806200179 Forwards Safety Insp Ropl 70-0025/88-02 on 880516-19.0601 6 07 4 
noiico of violation. . 

MONTGOMERY, J.L. Region 6, Ole of the Direcior. 80/08/23. GIBBS.DC. Rockwfl- 
International Corp. 2pp 45972:327-45972 343. 


“8808280180 Notice of violation from fnsp on 080510-10 A 0601-07. ViOlflM 
noted lailuro to meet training roquroment9 por License Condition 24 & work com* 
ed In hoi colls w/o completing requited restricted access oroa perm-t. 
MONTGOMERY.J.L Region 5, Ofc of the Director. 88/00/23. 2pp. 459723/6- 
45972330. 


-8808280102 Insp Rept 70-0025/88-02 on 0QO5I0-10 A 060 1-07 -Viol a Ho ns noted Wyx 
areas inspectod mgt organization & controls, Iralnlng A relralnlr.g.cntca i 
safeiy.operatlons review, transporlfltion rad'ation protecilon & environ programs. 
BROCK.B.L , PRENDERGAST.K., THOMAS.R.D. Region 5, Ofc of the Direcior. w 
00/23. 13pp 45972:331-45072:343. 


8807290219 Forwards applicant 080720 Itr responding lo NRC 800621 request lo/ addl 

imo 

^ Assistant General Counsel for Hearings #386 6820 68/07/27 
^r4a1 5 B e:.S»'js. LUEBKE EA A, °" IC ^ - Ucenslng °6oafd 


8807220226 Responds to violations noted In Insp ol License SNM-21 on j 
19 Correciive actions prehm nary draft radiological contingency plan bo ng rovioww 


irain ng program being developed to Include plan requirements. D t 

EY.M E Rockwell Internalional Corp. 88/07/14. Document Coniroi c *• 


(Document Conlrol Desk). 4pp. 46249:282-46249:285. 



Q807110456 Forwards summary of differences between average 8 rroasurod va’ues for 
specked -toms which Naval Nuclear Fuel Oiv requested oxomplion for on 083314. per 
Temporary License Cor.d.han TC(MCAA) 2 

QOYO.CC Babcock & Wilcox Co 88/05/1 1. MCALPiNE.E J Region 2 Ofc of ir.e Di- 
rector. 3pp 46 1 00 1 72-46 1 00 1 74. 

8806300031 Forwards proprietary Insp Ropt 70 0027/00.17 on 000523 28 No vio’aMons 
01 cfov at ens noted ftept withhold (ref tOCFR2.790(dj & 10CFR73 21) 

CUNE.WE Rogon 2. Ofc of iho Olrector 88/06/15 TETRAULTRE Babcock & 
Wi'COx Co. 2pp 46006 331-46006 333 

—B8 0630 0033 Partally withhold Insp Rept 70 0027/08-17 on 880523*28 (rol 
lOCFfl2 760(d) & lOCFR73 2i)No v.oiahons or deviations r.otodMa|or areas 
nspocted measurements & followup on previous insp findings. 

BATES.J W , MCALPINE.E J Rogon 2. Ofc of Iho Di/eclof 88/06/15 Ip 46006 333- 
46008 333 

8807130074 Forwards Insp Ropi 70 0027/08-11 on 880502 06 & noico of v.olation 
COLLINS. D M Region 2. Ole of Hie O.roctor 00/06/22 TETRAULT.RE Babcock & 
Wi'COx Co. 2pp. 46164 257-46164.274. 

-8807130077 Not Co of v.olation from insp on 800002 06. Violation nolod. from 0BO1O1* 
OSOO.onsife wa9io treatment facilty operated 6 maintained w/o approved procedjras 
& on 880503.proceduros unavaiiab'o lo evaluate potential rad olog co) hazards 
COLLINS.DM. Rug-on 2. Ofc Of Iho Diroctcr. 00/06/22 2pp. 46104.259 46164 260 

-8607130079 insp Ropt 70 0027/86-11 on B8O5O2C0.Vlolat-ons noted Major e'oos 
rspoctod radiaiion protoclion siatf organization & tram-ng, radioactive contain nai on 
coni'ol .internal exposu'e eva’uations & radwasto mgi 

KU20.GQ. COLLINS.TB. HORSEY.C M Region 2, Ofc of the Drector 00/06/22 
1 4pp 46164 261-46164 274. 

8807250099 Responds to NRC 060622 lt< ro volat ons noied in Insp Ropl 70-0027/BB 

i k 

TETRAULT.RE Babcock & Wilcox Co. 86/07/18. Documont Control Branch (Docu- 
menl Conhol Desk) 3pp 46276 339-46276 341 


DOCKET 70*0113 PENNSYLVANIA STATE UNIV., UNIVERSITY PARK. PA 

8807070140 Forwards Safeguards Insp flopts 60-005/80 02 & 70 0113/80-01 on 
000503 06. No violations noted Step9 lokon to correct vio’alions brought to ulil alien 
tion in NRC 050027 Jir also verified 

BELLAMY, R R. Region 1. Ofc Of the Director 80/06/28 HOSLtR.C L Pennsylvan o 
State Umv . University Park. PA. 2pp 46125 258 46125 26B 

-8807070143 Moll Control. Accounting & Physical Socurily Insp Ropis 50-005/88 02 & 
70-0113/86 01 on 880503-06 Major areas fnspoclod organization & oporation.sh pplrg 
& receiving storage & .ntornal controla.hvontory & record & ropls. 

DELLA RATTA.A, KElMlG.R.R. Region i. Ofc ol the Director. RB/08/20. 7pp. 
4 6 T 25 260 40 f 25 266 


DOCKET 70*0136 BABCOCK & WILCOX CO.. APOLLO. PA 

8807130111 Forwards Safeguards Insp Repls 70 0135/80 02 & 70 O364/0B-O2 on 
880524-27 & notice of v.olation, 

BELLAMYS R Region i, Ofc of Iho Director 00/08/27, COLEMAN.W l. Babcock 4 
Wilcox Co. 2pp 46164 216 40164 221 

-8807 130 116 Partla’ly withhold nollce of violation ro insp on QB0524-27 (rof 
1OCFR2 70O) 

•Region l.otc Of Ihe Director. 88/06/27. Ip. 40 164:218 46164 210. 

-B8C71301 16 Partially w.thheld Nuctoar Mall Control Accounting A Physical Security 
Insp Repls 70 0135/88-02 & 70 0364/88 02 (ref 1 DCFR2. 700). Violations noted Mo.or 
areas inspected: inventory, rocords & repls & physical protection measures 
DELLA RATTA.A Region 1. Ofc of Iho Diroclor 08/06/21. 3pp. 46164:210- 
40164 221 


DOCKET 70.0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 

8807130 198 Forwards Rov 05 ro FNMCP Section 7Subj rev withhold (ref 
10CFR2.790(d)).Fee pa-d 

HENSLCY.KD. Nuclear Fuel Services, fnc. (subs, of Golly Ol Co) B0/O4/28. 
BRACH.W.E. Office of Nucfoar Material Safety & Safeguards. Dreclor. 2pp. 
48172 189 40172 100. 

6807120434 Forwards Rev 80 to FNMCP Section ?0,por 10CFR70 32(c). Enel wilhhold 
(rol 10CFR2. 790(d)). 

HENSLEY.K O. Nuclear Fuol Services, Inc. (subs of Getty O I Co ) 00/04/29 
GRACE.JN. Region 2. Otc of iho Director 2pp 481 10356-46 f to 357. 

6B07130061 Forwards rosuhmilial of proposed changes to llconsoo FNMCP.Secticn 
7 .including changes lo Paragraph 7.7.5 per D Joy suggestions during 080509-10 
telcon w/C Drown Enel withhold (ref 1 0CFR2.790) 

HENSLEY.K D. Nuclear Fuel Serv.ce9, Inc. (subs of Getty Ol Co ). 00/05/13. 
BRACff.WE. Office of Nuclear Material safely & Safaguards.Direclor 2pp. 
46122:043-46122044. 

0006300 138 Forwards Insp Repl 70-0143/00-15 on 880426*29,0509*13 & 23-27.No vio- 
lations or deviations nolod. 

CLINE, W.E. Reg o.i 2, Ofc of the Director. 88/06/15 LONG, J. A. Nuclear Fuel Serv- 
ices. Inc (subs, of Getty Oil Co.) 2pp. 46996 276-45995 283. 

-8806300140 In9p Rept 70 0143/88-15 on 880426 0527.No violations or dovlakons 
noted Major areas inspeclod. facility operations, malm & mods, nuclear chtica'ity 
safely.rad allon protect ion, radwasto mgt & mail coni rol & accounting 
LEEJ.D. Region 2, Ofc of the Director. 68/08/14 8pp. 45965:278-46995:203. 

8007140116 Recommends that contents of NFS proposal be incorporated into 
license per 880029 telcon. 

HAWKINS.D.S Tennessee, Stale of. 08/06/29. SOONG.S. NRC - No Detai’od AlfM- 
atfon GVen. 2pp. 46 184 003-46 184.084 


d'uuuu -u ULI3H3U oinrvi i^*_nuvir»vu payyjj uiiLi 

KNIGHT.B.E Nuclear Fuel Services. Inc (subs ol Gotty oi Co) 88/07/01 
ROUSE.L.C. Fuol Cycle Safely Rrarch 21pp. 46194:332-46104 353 


DOCKET 70-0270 MISSOURI, UNIV. OF, COLUMBIA. MO 


8807250017 Forwards Mail Ccntrcl & Accounting insp Ropls 50-123/88 02 & 70 0270 / 
08 02 on 800027-29 No v.o>atons nolod 

MALLETT.B.S Region 3. Ofc Of Iho Director 83/07/14 WARNERD M.sscu'i, Un.v 
Of. Rolla. MO 2pp 46299 068-46299:070. 

— BB072500 19 Partially withho'd Mall Co-V.ro' & Accounliruj Insp flepts 50-123/88 02 A 
70 0270/00-02 on 890627 23 (rel 10CFH2 790). No viofat.ons noted Major areas 
inspected mat! conirol 6. accounting • reactors 

CHRISTOFFER.G , CREFD.J.R Rogon 3 Otc of tho Director 88/07/14 ip 
40299 070-46299 070 


DOCKET 70-0304 BABCOCK & WILCOX CO., APOLLO, PA 

B8071 10469 Informs ol inteniion not to coniruo plans for dovo'opmoni ol commercial 
lncino:a1ion portion ol vol reduct on sve tadlly (VfiSF) Super compactor po-ton of 
VRSF previously approved by EPA will operate 

CULBERSON. D G nabcock & WiTco* Co 88/C6/15 MASLANY.T, Environmental Pro* 
lecion Agency 3pp 46100.176 46)03 177. 

B807130111 Forwards Safeguards Insp noplQ 70-0I35/B8 02 & 70 0304/68 02 on 
800524-27 6 notice of vlo'aflon 

GELLAMY.R.R. Roglon 1. Ofc Of Iho Director. 06/06/2/ COLE-MAN.Wt Babcock & 
Wilcox Co 2pp 46164 216-461C4 221 

”8807130115 Partially wilhhold nollco of v olat on ro insp on 860524-27 (rel 
10CFR2 700). 

* Region i, Ofc ol the Drector 0B/O6/27. ip. 461 64:210-46164 218 

-B807 1301 16 Partially wilhho’d Njcloar Mail Conirol Accounting a Physical Security 
insp Repls 70 0135/B8-02 & 70-0364/68 02 [rol 10CFR2. 790) Violations noiod.MaJor 
aroas inspected inventory. rocords & repig A physical protoct on measures. 

OE(.Ly\ RATTA.A. Rogon T, Ofc of (ho Director 00/03/21 3pp. 46TG4 2fO- 
46164 221 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC.. UNCASVILLE, CT 

8807130218 Conlirmft 080211 lo'co.n w/NRC to gu:danco on molai9 & oxplo^ivus doloc- 
lors & X-ray units Understands lhat Reg Guido 5.7 being updQlcd which wi'i rosuli In 
oddi guidance for inalallelcn & uso ol slIjj deloclorg & X roy unjis. 

GtGLfOTTI.n J Undod Nuclear Corp (subs of UNC Rosourcos, Inc) 66/02/10 
DRACH.W llcens-ng Branch 2pp 46166 J4S-461D6: J49 

8807130200 Clarifies two itomg SLbm»1tcd ro chengo to physical protechon plan per 
NRC 90331 1 request All hand-canlod ob|eci9 will also bo sebj lo msp by electronic 
apparatus 

GlGLtOTTI.R J. Unilod Nuclear Corp (subs ol UNC Ro30ltco 9. Inc) 80/05/18. 
BRACH.E.W Licensing Branch 2pp 46170 020-401 70 029 

6806290471 Rosponds to NRC 880518 Mr ro vlolehons nolod In In9p Rept 70-037 1/8B- 
03 Train ng plan wil be rewulton In o'im/iato ambiguous langungrr coninbui.ng to mis- 
understand ng & submit rosullnnt rov fo NRC by 80 1231. 

KAUFMAN.N.C. Umfod Nbcfear Corp. (subs of UNC Roaources, fnc J- Gf7/C6/80. 
RUSSELL.W T. nogion 1, Ofc of tfio U.roclor 5pp. 45984:280 45904 284 

8607120284 Issue* Amond 13 to L'cense SNM-36Q.authorizing labricat-on & storage of 
new naval reactor component 

ROUSE.L.C. Fuol Cycle Safety Branch 63/06/27 GREGG. R. UNC Roscurcos. Inc 
Ip. 401 13:353-40113 355 

-6807120294 SER ro 'iconsoo 8B0I11 appl.cat on for Drro/'.d to License SNM-360.au- 
ihorizlng fabrication & alorago of now component Approval roenmmondod 
BIOINGER.G.H.. SWIFT.JJ Fuol Cycle Safety Branch 00/08/27. ip 46113 354- 
46113.354. 

—6807 120266 Not-f os lhal noilfier environ assossmont nor ElS warranted ro l.consoo 
8801 11 applicat on for amend lo License SNM-368 lo aulhorlzo fabrication & storago 
of now naval roacior compononl. 

ROUSE.L.C. Fuel Cycle Safety Branch. 88/06/27 Fuel Cyclo Safoty Branch, ip 
46113:355 46113:355. 

8B072 10307 Responds to NRC 880613 Hr ro v.'olat ons noted In Insp Ropt 70-0371/88- 
02 on 800210-0310 Corrective actions llconsoo has laid out broad plan lo assess rad<- 
alJor> projection program. Civi J penalty payment one l 

KAUFMAN, N C. United Nuclear Corp (subs of UNC Rosourcos. Inc). 00/07/12. Ctc 
of Enforcement (Post 070413). 15pp. 46234 001*46234 016. 


DOCKET 70-0734 GA TECHNOLOGIES, INC , SAN DIEGO, CA 

6807060542 Ack rocoipl of 000422 Itr Irensmltling change to shuldown fflCil.ty physical 
protoclion plan did May 1905 & advises Chat page change encl acceptable for inclu- 
sion loplan por l0CFR70.32.Encl w.thhold per 1OCFR2.7D0. 

MONTGOMERY.JL Region 5. Ofc of the D.roctor. 80/00/30. ASMUSSEN.K.E. Gen- 
eral Alomics (formerly GA Technologlos, Inc./Goneral Atomic Co), ip. 40115:124- 
46115:124. 


DOCKET 70*0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

8807120530 Confirms 800621 agreement w/G Comfort ro use of TLD neutron albodo 
dos molars at poiontial critical. 1y acc dent locations to fu'fill posl-accidoni doso deter- 
mlnat on equipment requirements of llconso SNM-960.App A.Secfion 8 6. 
CUNNJNGHAM.G E. General Electric Co. 88/06/22. ROUSE. L C. Fuol Cycle Safoty 
Branch. 2pp. 46113:351 46113 352. 


DOCKET 70-0820 UNC RECOVER* SYSTEMS. WOOD RIVER JUNCTION. Rl 


8807060459 Forwards Salary Insp Repi 70 0820/60 01 on 860S24 No violation noied 
BEllAMY.fi. FI. Region i, Ofc ol the D.reclo/ 88/06/27. VELASQUEZJ R UNC Ro 
COVGry Systems 2pp. 46100 347-46109 353 

-0807060526 Insp Rapt 70-0820/68-01 on 860524 No violations noted Major areas 
inspected: si aius of laci! ty decommissioning. 

Rcmu, PASClAK.W fiafitan \. Ofc ol mo O.iecicr. Q0/O6/22 5pp 48109 349- 
46109:353. 


DOCKET 70-0824 BABCOCK 6 WILCOX CO., LYNCHBURG, VA 

8807120167 Forwards 680617 "integrity ol Waste Storage/’ providng adni ir.fo for 
Amend 4 lo License SNM-778 ro expecled Mo fi mechanical strength of storage 
con lain era Containers w.ll bo used to ho*d waste stored in temporary storage facility 
OLSEN, A F. Babcock 6 Wilco* Co. 68/06/20 SOONG.A. Fuel CyCo Safety Branch 
ip 46113 307-46113 318. 

-8807120167 "inlognty cf Waste Storage.” 

HAYfsER.GO, FRYE.Cfl Babcock & WiIcok Co. 60/06/17 Upp 461 13 300* 
46113 318. 

8807130060 Forwards eo'iocfed Insp Repl 70-0824/68 03 Incorroctly rispatched under 
Oocket 70 27 as Insp Rapt 70-0027/88 03. 

COLLiNS.DM, Region 2, Otc -ol iha D rector. D8/08/30. TRENT ,L.K. Babcock & 
Wilcox Co Ip 46169 180 46169 196. 

-8007130113 Forwards Insp Repl 70 0824/B603 on 860516-18 No vio'ailons or davi 
alions noted 

COLLINS.DM Region 2, Ofc of ir.o Di'ector. 00/06/30. TRENT.LX Babcock & 
Wilcox Co 2pp 46169.190 46169 106 

-8807130118 In9p Repl 70-0824/68 03 on 693516*10 No viola! ons or dovioticns 
noted Major areas Inspected I quid & gaseous offluonls.radiologicol onvircn monitor ng 
S confirmatory measurements 

MARSTON.R.R.. BERMUDE2.H . KAHIE.J.B Roglcn 2. Ofc of the Director. 08/00/ 
30. 5pp. 40169:192-46169 196 

8807190659 Recommends llnd ng cf no Blor.ifcem impact ro B&W 871208. 860333 & 
0620 app icat ons for amond to Uconso SNM-770, ajthonzing const & uso of tempo- 
rary storage feclitv wilhin existing rosirlcted aroa for slorago of hoi cell waste 
LAROCHE.G. SWlFT.JJ. Fuel Gyclo Safety Branch 80/07/08 3pp 46203 207- 
46209 212- 

-BG07 190064 Ending of no significant mpaci ro app 1 cations- for amend to Llconse 
SNM-770.aulhonzing const & use of temporary gto'age fac-lity.in resiriciod area, for 
slorago of hoi cell waste. 

ROUSE J. C. Fuel Cycle Safety Branch 00/07/00. 3pp 48209.210 46209.212. 

8807220290 Environ as*9S9men1 for 67 1206 apptication for amor.d to UcensG SNM-770 
re temporary storage faclTty Finding ol no s gn. fleam impact fer proposod amend rec 
ommonded per 10CFR51 31. 

I-AROCHE.G , SWIFT, JJ. Fuol Cycle Sa'ety Branch 88/07/08 3pp 46260 225- 
46250 227. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 

8807120554 Requests add! into re bas s lor p/oposed exemption from I0CFR2O 202(c) 
r cqu Ir a me nl s o n monilo red i n d vid u al 3 

PENNIMGTON.W.S. Fuol Cycle Safety Branch 68/06/24 RYAN.R M Rensselaer 
Polytechnic Inalilulo, Troy. NY. Ip 46112:347*461 12.347. 


DOCKET 70-0925 KERR-MCGEE NUCLEAR CORP.. OKLAHOMA CITY, OK 

6807120242 Forwards revised epp'lcal on lor amend lo License SNM 928 re onsilo d.s- 
position of coniam'nated so I at fa-ci ily. 

STAUTERJ.C. Sequoyah Fools Corp Isubs ol Kerr-McGoo Nuclear Corp) 93/06/29. 
ROUSE.L.C Division of Fuel Cycle. Medial, Academic & Commercial Use Safety 
670413-670728. 2pp. 40146:225-46145:267. 

—8807120249 Appl cation for amend to License SNM-92fl.pormiHing onsite d sposilion of 
contam naied soft al facil-ry. 

• Sequoyah Fuole Corp. (subs. of Korr-McGoo Nuclear Corp) 88/06/30 41pp. 
46146 227-46145:267. 


OOCKET 70-1100 COMBUSTION ENGINEERING, INC , WINDSOR, CT 

8607130262 FN 0*1*88-009: on 600630, fuel fabrication facl ily employees wool on 
sir ike. Fuol fabrication facility In process of shutting down for holiday 
weekend .Contingency plans re site security implemented & no addi bargain sossions 
schedu’od. 

ROTH.J , BELLAMY.R. flog on 1. Ole ol the Director. 86/07/01. Ip. 46172:067- 
40172.087. 

0807130398 Requests acfdl into In support of 800120 application to amend License 
SNM-1067 lo permit processing ol U, enriched to S%.ln U-235 isoiopo. 

BIOINGER.G.H. Division of Industrial & Medical Nuclear Safety (Posl 670729). 80/07/ 
07. MCGILL, PL. Combustion Engineering. Inc. 5pp 46109 220-46 169 224 

6007210346 Responds lo NRC 860600 llr ro vio’elions noiod In insp Ropt 70- 1 1 00/08- 
03 Corrective actionsxfrums labeled es to estimated U-235 content & enrichment 
limits A roview conducted of all secured mass timited containers fn use 
MCGlLL.P.L. Combustion Engineering. Inc. 88/07/00 RUSSELL.W.T. Reg on t. Ofc 
ol the Director 10pp. 40235:267-46235:275 


OOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

8807110256 Forwards Amend 15 to License SNM -109 7 .authorizing dry conversion of U 
hexai.'uoride lo U oxide & safety evaluation 

ROUSE, L.C. Fuol Cycle Safely Branch 88/06/27. WlNSLOWTP General Electric 
Co Ip 46101.001*46101:007. 


-8607110260 Amend 15 lo License SNM >097 lor GE, authorizing use ol 5C 003 Vg*, U- 
235 enriched to 6% U 235.0 35 kg U-235 enriched In U-235.500 kg U-235 ovncLc-d lo 
15% U *23 5.20 g Pu at oxist-ng faci'itios In W.invngion.NC 

ROUSE, L.C Division ol InduSlnal & Medical Nucloar Saloly (Post 070729) 08/C6/?r 
ip 46101:002-46101.002 

-8807110317 SER supporting 890516 amend application.authonzrg corvorsion lo 
U02.. 

BlGAlGER.GH. SWIFT ,JJ Fuel Cycle Safely Branch 80/06/27 3pp. iftlOi.fti. 
46101 005 

-8007110324 Discusses cotegoncal exclusion for 880516 amend request Use cl n*/r 
dry conversion process will have insignificant environ impact A pubic hoa'ih 8 sa'cy 
wll not be endangered 

ROUSE, LC Fuel Cycle Safety Branch 88/06/27 General Elaclr.c Co ?pp 
46101.006-46101. 007. 

6807220040 Roquoais that encl ana'ys.s of samples identified >n insp 70-1 1 13/88-02 :i 
680222-26 be withheld (rot 1QCFR2.7BO) Analysis Wantities 'icensod SNM ma*.l c"li* 
acleristlcs. 

WINSLOW, TP General Efectric Co 08/06/30 DATES.JW. Region 2. Ole ot 1*0 !> 
rector. Ip 46249 236-46249 236. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, 9C 


8807190232 Forwards Insp nepl 70*1151/08 08 on 800523*27 No violation o' de-.v 
alions noted. 

CLINE .Vtf E. Region 2. Otc ol the O, rector 88/06/29. l.OCH.E P Weshrghousa Doc 
trie Corp 2pp 46209:213 46209 215 

-0807190235 Partially withheld Insp Ropt 70 1151/08 03 on 080523 27 (ref 
1OCFR2 70-O & 73 21) No violations or deviations noiocf.Ma|or aeas 

inspected measuromenl9. 

SEYMOUR, D A . MCALPINE.E.J. Region 2. Ole ol ihe D.recior. 88/06/29 ip 
48209.215-46209 215, 

0807130226 Forwards rev updating FNMCP Rev withhold (rof lCCFn?.700(d|) 
NARDl.A.J Wostinghouso Electric Corp 08/07/01 STOV1RJP. Region 2. 0‘r ol Ifro 
0 rector. Ip 46186 020*40160 028 

0807130228 Fcrward9 rov updot-ng physical security p'an.Rev witf.lis'd (ref 
10CFR2 .790(d)). 

NAROl.AJ. WQStinghouso Eloctrc Corp 08/07/01 STOHRJ.P. Region 2. O'c of Ifo 
Director, 1 p. 401 72 066-46 1 72.066. 

8807140287 Discussos cetegoncel exclusion for rovlsorJ rarholog ~ol con:hg<r<cy 
plan Noiihor environ assossme.nl nor environ Impact 9tatomont wa*raniod *of ?'o 
posod ecti-on. 

ROUSE, L C Fuol Cycle Safety Branch 08/07/00 Fuol Cyclo Sofoly Blanch ?pp 
46213 223 -4 62 13 224 

8807250390 Ack rece-pl of 880701 Hr which transmuted Rov 12 to pi ly&ica^ see jr.~y 
plan Changes cons siont W/10CFR70 32(e) & acceptable 

CLINE.W.E. Region 2, Ofc of iho Director 80/07/14 LOCM.E P Wuslmgtmisa t cc 
trie Corp 2pp 46273:309-40273:310 


DOCKET 70-1201 BABCOCK A WILCOX CO., LYNCHBURG. VA 


8807190Q4O Requests approval of end Uconso oxempuons & mods.duo lo shui d^nol 
fuel fabrication activities during aummor as tosuH of roactor reload schoduloFeo 
WATTERS. J.P Babcock A W.lcox Co. 08/05/31. ROUSE. LC Fuol Cycle So*©* 
Branch 5pp. 46217 04 1-46217 045 

8806290029 Forwards Insp Ropt 70-1201/88-06 on 080510-20. No violations <y devi- 
ations noiod. 

COLLINS. D M Region 2. Ofc of the Otroclor 08/06/16 ALTQ.R A Babcock & 

Co. 2pp. 4 5974:305-459 7 4.312 

-8806290031 Insp Repl 70*1201/08 06 on 800518 20. No vlo'aticns or rlcvi4i«or.» 
noied Major areas Inspectedd quid gasoous radwasto.onviron monitoring & co rtanto- 
ry measurenriGnts. 

MARSTON.R., BERMUDEZ.H., KAHLE.J.B. Region 2. Ofc of tha D rector. 68/C6.U5 
0pp 45974:307-45974:312 

8807140149 Rovisod application for amond lo Liconso SNM-1 168 lo accommodate lor. 
porary shutdown in fuel fabrication activities In Summer 1980 Attachment 1 ol 6C053* 
application modified. 

WATTERS. J.P. Babcock & W.lcox Co 88/06/29. ROUSE, L.C Fuel Cycle Sa'&Y 
Branch. 5pp 46172:356-46172 360 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

8807120427 Requosls approval ol end revised page to FNMCP.rotioctng diango n 
quantity of mall wh ch may bo mea9urod for accounting purposes undo/ ceria 'CAi-t* 
cenditions Fae sent under sopatalo cover Pago wUhtiiDfo (rel KXiFn2 700(d)). 
SCHNE1DER.R.A Advanced Nuclear Fuels Corp. (formerly Exxon Nucleai Co, Iac I 
68/05/09. BRACH.E W. Llconsng Branch. Ip 46110:358*40110.358 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 


8807220307 Application for amend to License SNM-l405,roquosling storage or '/ ol ra- 
dioactive metis listed. 

MASCHKA.P.R. International Resoarch & Technology Corp. BG/CS 1 ^. 
PENNINGTON, W.S. Fuel Cycle Safety Branch. 3pp. 46250:220-46250 230 

8607190008 Forwards Amend 5, renewing Liconso SNM- 1405 & SER Amend extends * 
cense exp-ration date to 081231. 

ROUSE, L C. Fuel Cycle Safety Branch. 80/07/08. MASCHKA.P.R. IRT Ccrp ip 
40209:267-46209 272. 



-B&07 190011 Amerd 5 lo LlCGnse S-NM-1405 for IRT Corp. oxter, d-ng expraiion dole to 

ee i 23i 

ROUSE.LC Civ.slcn of Industrial 8 Medical Nuclear Safety (Post 070729). GB/07/08 
2pp. 46203 269-4G2C9 269 

-8807190014 SER supporting Amerd 5 10 L'censo SNM- 1405 
FENNINGTCN.W.S. SWIFT. J J Fuol Cyc'O Safety Branch 06/O7/C8 3pp 
46209:270 46209 272 


DOCKET 70*2470 TRANSNUCLEAR, INC., FALLS CHURCH, VA 

8607070108 'n'orms that route Pom Norfolk loll Term nal.Norto'k.VA to DCE Savannah 
River Plant for spool reactor fuel transport, requested for NRC approval In 871002 
tr.approved through 081231 per 10CFR73 37 undor L'CensO lSNM-1099 W/ond 
MACbONALD.CE Transportot on Branch 88/06/10 MANGUSU Transncc'oar, Inc 
lOpp 46011 26G 4601 1 275 


DOCKET 70 3056 GEORGIA POWER CO , WAYNESBORO, GA 

8607080026 D'scussos environ assessmonl of Icnnso applicatcn to recoive now 
fun* Envi'Onmenlal impacts associated w/row fuo! storage at plant expected to be 
ms gnficam No eftluems. liquid or o rborno will be roloasod 

HORN.M Fuel Cyc-e Safety Oranch 88/05/26 Fuel Cycle Safoty Branch 4pp 
46134:103-46134 196 

8607210027 Tcrwards SEN supporting oncl Licenso SNM 1901. authoriz-r.g 
raceipl.possessicmnsp A storage of U enriched In U-235 fuel assemblies Amend 3 to 
‘ndemnity Agreemom 0 I07,findr.g of no sgnif-cani mpact & environ assessment 
also oncl 

ROUSE.LC FuOl Cyc'e Safety Branch 88/07/13 HAIRSTON.WG Goorgrfl Pow O' 
Co 3pp 46237 244 46237.267 

-8007210032 License SNM.l98l.for Georgia Power Co.authonzmg recoipl. possession 
A use of U contamod <n U-235 fuel assombl.os 

ROUSE.LC Divison of Industrial & Med cal Nuclear Safety (Post 070720) 80/07/13. 
Ip 46237 247-46237 247 

-8007210039 SER supporting 0R0122 applicaton for hcenso lo rocolvo. possess & 
store omrrad ated rucloar fuol aasumbl.os A associated rndtoactivo m.atis 
MCCAUGHEY.D. Fuel Cydo Safoty Branch 68/07/13. 8pp. 46237 240 4623 7:255 

-8007210048 Unexecuted Amend 3 to Indemnity Agreement B- 107. revising Item 3 98 
l 9iod 

THOMAS.CO Policy Oovolopmoni & Tochncal Support Branch (Post 07041 1) 89/ 
07/13. 2pp 46237 256 40237.257 

-8807210053 Notice of consideration of Issuanco of SNM & Ending ot ro sSgmficnni 
impact re authorial on to roce-vo. possess, inspocl A store SNM in form ol unlriatfial 
ed fuel Bsaemb*io9 

RCUSE.LC FuolCycIo Safoty Branch. 80/05/26 Gpp 40237:268 10237:263. 

-8807210080 Environ assessment supporting 800122 application for licenso to 
roce VC.POS90S9 A 91 ore SNM. in form of unlrrnd atod fuol ossomb'ios 
HCRN.M Fuel Cyclo Safety Branch. 00/05/26 4pp 46237:264-40237 287 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71*0210 GULF NUCLEAR, INC. 


6607200301 Adv.ses lhat QA Approval 0210 torm naiad. per 000520 requosl 
MACDONALD.C E Transporlal.an Branch 00/07/13 HOPCnAFT.C P Gulf Nuclear, 
Inc Ip 46220.357 40220 357 


DOCKET 71*0479 SOUTH CAROLINA ELECTRIC A GAS CO 


66072 102B1 Requests that point ol contact lor NRC registered users list bo changed lo 
OS Bradham at stated atfd'oss 

BRADHAM.O.S South Carol na Electee & Gas Co 06/07/01 MACDONALD.CE 
NRC ■ No Detailed Alf Nation Given. 2pp 46233 1 7 1 46233 1 72. 


DOCKET 71-0498 GEARHART-OWEN INDUSTRIES 


6607200339 Forwards OA program approval tor radoactwo mall package: 049B,Rev 2 
MACDONALD.C E Transportation Branch. 88/07/13. CAYWOOD.l. Gearhart Indu9- 
trios. Inc ip. 46221:208 46221:209 

-6807200343 OA program approval for rad oaciivo mail package 0408, Rev 2 
MACDONALO.C.E Transportation Branch. 88/07/13. Ip 46221:209-46221:209. 


DOCKET 71*0042 RTS TECHNOLOGY, INC. 

6607200306 Forwards request for add mlo ro 860503 application requesting approval ol 
amend lo OA program 

MACDONALO.C.E. Transportallon Branch. 88/07/13. MUNRO.J.J. RTS Technology. 
Inc. 2pp. 46222.150-46222 151. 


DOCKET 71*0666 MICHIGAN STATE UNIV., EAST LANSING, Ml 

6807080215 Application lor OA program approval for radioactive mall 
packoge.0655. Program will be implemented during defuo'ing & transports! on ot fuel 
from reactor using Cintichem BMM cask 

WILKINSON.R.E. Mchigan State Univ.. East Lansing, Ml. 00/06/16, Office of Nuclear 
Materia i Safety & Safeguards, Director, ip. 46140.001 40140.022. 


—8807000224 CA program for Mchigan State Unv Dv ol Engine a 'i-.g Rosearch 
WLKINSON.B.W MiTCHEIL,MW. GALONSKY.A Michigan State Univ. East Lan- 
S-ng. Ml. 68/06/15 22pp 46140 00? 4614C C22 


DOCKET 71-0656 PROFESSIONAL WELDING ASSOCIATES 


6607220269 Fo'we'ds QA prog'am A associated documents for review 
KUNE.H P Professional wo'cing Associates !nc. 06/07/00 Cff-co of Nuclear Mated 
at Salary & Safegjflrda.Di'OCtor 2pp 46254 237 46254:284. 

-88072 20270 Requests registration as user of Model 2T.USA/9O56/B0 & C-i.USA/ 
9036/ B0 .under terms of Cart h cate of Compliances 9356 & G036, respectively. Issued 
lo Source Production & Fqu.pmem Co 

Kt.lN£,R P Profess onal We'd nq Associates, ire. 06/07/06 MACDONALO.C.E. Offico 
of Nuclear Material Safety & Safeguards. DiroctO'. ip 46254 239-46254:230. 

-B BO 7 2 20290 “QA Procedure “ 

4 Professional we'o ng Associates. Inc 06/06/09 5ipp. 46254.240 46264:284 


DOCKET 71-300? MOOEL: NR-10, NIPPON NUCLEAR FUEL DEVELOPMENT CO . 
LTD. 


6607200197 Forwards request for adot info re 860216 A 0901 requests lor rovinw of 
Model NR-10 packace. 

MACDONALD.CE Transportation Branch 88/07/15. WANGLER.M.E. Transpoiai on. 
Dopl. of 2pp. 46226 222 46229 223 


OOCKET 71-3003 MODEL TN-1, TRANSNUKLEAR GMBH 


8007010008 Forwards documents re reva'-rlarion of German Package Approval 0/4004/ 
B{UJF lor TN 1 packagn por BB0506 request to DOT 

MCLAUGHLIN.J. Trar'snuc’eaL Inc. 88/06/16 MACDONALD.CE Transportation 
Branch 20pp 4 5991 207-45991 227 

0807120373 Forwards documents in response to QB050B request fo' addl iqfo re rovail* 
dai on of Gorman packayo App'oval D/4004 /B(U>F lor TNI rackago 
WANGLER.ME Transportai on, Dopt of 8Q/OQ/17. MACDONALD.CE Transporta- 
tion Branch. I0pp 46111 342-40111360 


DOCKET 71-4968 MODEL: RA-2, RA-3, RA*J, GENERAL ELECTRIC CO. 

0807070 506 Requests registrar on os user ol Package USA/4066/AF to forward fuel 
rods lo Nall Nuclear Corp n State of CA Requests verification that OA pol-cy In 
agroomom w/iCCFR7i Subpa^t H nol requ-rnd s-nen Stalu ol NM 19 agroemem elate 
DAVIDSON. D R. Jnmar Systems. 06/06/07 MACDONALD.C E. NRC ■ No Dotfl-lod 
AMl-alion Given 2pp 4fii id i is 461 19.1 16 


OOCKET 71*5552 MOOEL: GAS CYLINDER FIFE IMPACT SHIELD, ENERGY, OEPT. 


0807070530 Applicat on for ronowa 1 of Ceridicale of Compliance 5552 for Models OGO 
13 through 3 7 Operating history & brial btatus ol package IstoU 
MAUCK.CJ Energy. Dopi of 0G/C6/2O MACDONALD.C E Transportation Branch 
2pp. 46119 107-46119:100 


DOCKET 71-5957 MODEL: BMM, BATTELLE COLUMBUS LABORATORY 

0807000215 Apphcahon lor QA program approval tor rarfiOGClivo matt 
package 0065 Program wi I bo Implemeniod du'lng dofuelmg A transportollon of fuol 
Irom roaclor usmg C-nt chem BMl-1 cask 

WlLKINSON.R E Mich gan State Univ . East Lon9inq, Mi 08/06/16 Offico of Nuclear 
Malarial Saloty & Safeguards.Di'aclor. ip 46140.001-46140 022 

-8007 06 0224 QA program for Michigan Slate Univ Div of Engineering Research 
WILKIN SON. B.W. . MITCHELL. M W . GALONSKY.A. Michigan Stale Univ.. East Lan- 
sing, Ml 08/06/15 22 pp 46140:002-461 40 022 

6007060427 Advises ol Iconsoo intont to UI 1 II 20 Cintichem, Inc UMI-t shipping cask per 
10CFR70 12. 

WILKINSON.B W Mich gan Sialo Un.v . East Lansing. Mi. 88/06/17 Offico of Nuclear 
Material Safety & Safoguards.Direclor. 2pp 45991 294 45991:205. 


DOCKET 71*5680 MODEL: GE-600, GENERAL ELECTRIC CO. 


0007160029 Requests reg.slfahon ns user of GE Model 000 
FISHER. T. Radiaton Sterilizers, Inc 08/07/05. MACDONALD.C E. Office of Nuclaar 
Material Safety & Safoguards.Dlroclor. 2pp 46205 1 16-46205 1 1 7. 


OOCKET 71-6574 MODEL: HN-200, WE STI NGHOUSE-HITT MAN NUCLEAR, INC 


00O7HO529 Notification of regstrafon es user of Certificates of Compl.ance 6574 & 
9208. 

MACDONALD.CE. Tran 9 pcriatlon Branch 60/06/28 TORRES.J L. Energy, Depl. of. 
ip 46080 292 46000.292 


DOCKET 71*6613 MODEL: 702, TECH/OPS, INC. 


6007110262 Advises lhat reg<stration ol each locai.on separately es user of shipping 
package not necessary. Records indicate that recipient already registered lor packages 
ref m 880520 Hr. 

MACDONALD.CE Transportation Branch. 08/06/28 ROUGHAN.C. Amoreham Corp 
ip. 46111 242-46111 242 



DOCKET 71-8677 MODEL: LP-12. ENERGY. DEPT. OF 


18038$ Sumvs .rte re unauir cured design charges on LR 60 & uf l a ^ h , 0 "^ 
SeUngchlP Sol LP 12 CorWs A. L P 50 COnia-rerB w*1 bo taOoW** «*« 

Vg^'IsTl" "EX'- oSTCJwOW.e MACDCNAIO.C E TiMPOHM. 3/anch 
3pp 45203 307-46203 310 


DOCKET 71*6678 MODEL: LP-SO, ENERGY, DEPT. OF 

8807180285 Sotm.ts info r© unajlhcr.2Sd dcsgn charges of LP 50 & 

A6i j ng on LP-50 $ i P t2 centaurs A I IP 50 comeire/s wi i be rad ographed bo.cro 
h | no *3 determine i! tnauihcnzed *e‘ds used 

TORRES JL. Encgy. Dept Of 88/02/10 MACDCNALD.CC Transpcria cn Bran w h 
jpp 46203 307 46203 310 

0807190018 Provides delated rept of irc-dani at Savan-ah P , e r Plant on 871 re 
use o< vscte & we'd^g techn que not authored by S«R to PaJ*agng SARP 0 5 J 

74* 1 24*5Corxectrve ac* O'ts ‘iSted irc'jd ng insp program r.itiuticn 

MAUCK.CJ Energy. Dept 01 83/06/13 MACDCNAL0.C E D.v.Ste-1 Of Safeguards & 
Trar.spcrtaton (Pest 87C413) 4pp 46216 159 46216.162 


OOCKET 71-8717 MODEL 6717-8, GAMMA INDUSTRIES, INC. 


80071 30206 Requests regstea 1 on as user cl NRC Ce/ti # caies ol Conrpiance 

BRUTON JP.N Sowo:,o Tes 1 ng Serv-ce. Ire 68/06/27 f/CRRtS.J Glynn C.O u/’ty, 
GA 2pp 461 72 124 46172 125 


B807 110262 Advises teal reg.sfrar.on Cf each location separately as user o sh-ppirg 
package not necessary Flecords indicate mat r©c p ent fil'eady registered for packages 
rel in 880620 in . 

MACOONALD.C E Transportation 8'anch 68/06/23 ROUGHA.J.C Amersham Corp. 
Ip 46111 242 46111 242 


8807100041 Requesis registrar on as use' d Mode s Caniu7 SA & S, IR 
100 660.680 770. ? 7 1. 865. IR- 50,2 T.C-1 & C- 10 

WATSON S N CTl. Ire (formerly A'eska We'dirq Center) 88/06/29. 
MACOONALD.C E Office cf Njc-oar Mater al Safety & sategua/dsOireciO' 3pp 
46217.240 46217 242 


DOCKET 71-9006 MODEL: Al SOO SU, TECH/OPS, INC 

8807110262 Adv.ses that regst/aton o 4 each location separately a9 user ol sapping 
package noi necessary Records md-ca’e mai reap em a'ready registered for packages 
ref m 880520 te 

MACOONALD.Ce Transports on Branch 69/06/28 ROUGHAN.C Amef&ham Co'p 
lp -16111.242-461 II 242 


DOCKET 71*9007 MODEL 520, TECH/OPS. INC. 


8807110262 Atfvses Ihat reg-slralon of each location separately as use/ of $h.ppng 
package not necessa/y Records mdcate mat rec.p;ent aheady reg steted lor packages 
rel in 680520 Iff 

MACOONALD.CE Transportal 9n Branch 88/06/28 RCUGHAN.C Amersham Corp. 
lp 46111 242-46111.242 


DOCKET 71-9010 MODEL NLI-1/2, NUCLEAR ASSURANCE CORP. 

8807080069 Advises that addi mod to NLI-i/2 cask prepared Mod strongmens l-boam 
that provides clearance between floor oi container & impact i miiers Approval lo return 
Sena 1 Number NU 5462-4 to avc wilt bo requested at later daieVV/erd 
VIEBROCK.JM Nuclear Assurance Corp 08/06/20 MACDCNALD.C E Transporta- 
tion Branch 25pp 46076 205-46076 220 


OOCKET 71-9019 MOOEL BU-7, GENERAL ELECTRIC CO. 


8807130232 Application for rev 10 Certificate of CompUnco 901 B to reflect mass I mils 
contained in Rev 13 io cort.ficate Fee pad 

WINSLOW.T P General Electric Co 8B/06/20 MACOONALD.C E NRC * No Detailed 
Mfcl anon Gwon. 12pp 46166332-46166348. 

-8807130234 Forwards payment for 680620 licensing request re change to Certficate 
ol Compliance 9019 

FOlECK.R H. General Efeclnc Co 88/06/23 JACKSON.G License Fee Management 
Branch lp 46166 344-46166 349 


DOCKET 71-9021 MODEL 760, TECH/OPS, INC. 

8807110262 Ad vises \hai registration oi each location separately as user ol shipp ng 
package not necessary Records indicate that reopent already registered for packages 
ref in 880520 Hr. 

MACOONALD.CE. Transportation Branch 86/06/28 ROUGHANC Ame/sham Corp 
Ip 46111 242*46111 242 


DOCKET 71-9027 MODEL 741 & 74 IE, TECH/OPS, INC. 


6807110262 Advises thal registration of each location separately as user of slipping 
package rvoi necessary Records indicate that recipient already registered ter pack ao as 
rel in 860620 It/. w 

MACOONALD.C E Transportation Branch 88/06/28 ROUGHAN.C Amersham Corn 
lp. 46111.242*46111:242. 


DOCKET 71*9028 MODEL: 684 & 684E, TECH/OPS, INC 


8807110262 Adv.sos thal registration of oach local On sopa'fitely as user of 
package not necessary Roco/d3 md cate thal rocip ont already reg ste/od for 

MACcfo.NALDC E. Transportation B/anch 80/06/28 ROUGHAN.C. Amer^a-rfo* 
lp 46111 242 46111242 


DOCKET 71-9629 MODEL: 676 & Q76E, TECH/OPS. INC. 

8507010039 Net Nation ol reg9troion as user ol Coertificato ol Corpiar/e 
fiftC603 xea est 

MACDONALDCE TranspO/ta1 l on Branch 80/06/23 MARUDAS.D M 
Co Ip Atm363 45969 360 

8807110262 Advises thal regislraiion of oach locat'On separately bs user cl 
package not r.ecessa'y.Roco/ds md cato thal loop oni attoarty teg steted ‘o/ pa:ii 3 ri 
rnf In B8052O Hr ^ 

MACQCNALD.C E Transportaiion Branch 80/06/28. ROUGHAN.C Amo-sha.r 
lp. 46111.242-46111:242 


OOCKET 71-9032 MODEL: 650, TECH/OPS, INC. 

8807130430 Roq-esie rogisirahon as user of Modol 650 source changGr IS' shpf .\ 

WALT^R.AE HaY'y. D«pl of B6/Q6/17 OUiCQ Of Njctear Material 5at^ f & 
Sateguards.D.reclor, 2pp 46172 176-40172 177. 

8807080302 Notif caiidn of regiairahon as user ol Co/lil. catos of Comp 1 , anco i 
9l07.pe/ 10CFR71.12 

MACDONALDCE Transporta* oh Branch 00/06/20 HAT2IS.C Genera' Dyna-.-.i 
Corp. lp 46076 230 46076 230 

8B07 110282 Aiw.SGS ihat iB9.shaton of oath locafon tepatetely as user ot 
package not necessary Rocords mdicato lhal mclplenl already regisie'ed 

tof m 800520 It/- 4 A 

MACDONALO C.E Transportation Branch. 0D/O6/28. ROJGHAN.C Amc^ta-iCor; 
lp 46111:242*46111 242 


DOCKET 71-9033 MODEL 660 & 66QE, TECH/OPS. INC. 


8807110262 Advisus that rogsfraton of oach locohon separately as use' o* pp 
packaqo not necessary Records indicate ihat reelp oni olroody regislo'ed lor 
rel In 880520 Itr 4 A A t . 

MACDONAID.C E Transportation Branch. 00/06/20 ROUGHAN.C Amars^arr Cor; 
tp 4611 1.242*4611 1.242 


8807190041 Requesis reg s'rohon as user of Models Ceniury SA 
100.660.680.770.77I.B65.IR50.2-T.C-1 &C-10 

WATSON. S N CTl. fnc (formerly Ateskn Woldmg Center) 
MACDONALDCE Ofiico ol Nucfofir Malor-al Safoty & Safoguards.D 
46217:240 46217 242 


& S. i? 
Ba/06'rr 

df-Or 3pf 


DOCKET 71-9035 MODEL: 680 & 600E, TECH/OPS, INC. 


8807110282 Advlsos that registration of oach location separately as user ol S'-PF-S 
package noi necossary Records Ind.cate that rocplont already registered fq.'paiM^ 
tel In QQ0520 Hi _ . 

MACDONALD.C E Transportation Branch 08/00/20 ROUGHAN.C Amershan Corp 
lp. 4611 1:242-461 11:242. 


8807190041 Roquosie rogistratiori as user ol Mode’s Coniury SA & S. 
100.660,680.770.771 ,065 JR *50 ,2*T.C*1 & C-10 ^ t 

WATSON.S N CTl, Inc. (formerly Alaska Wold.no Center) 68 Aj* J 

MACDONAID.C E Office of Nuclear Material Safety & Salogjards.Direcior 
46217.240 46217 242 


DOCKET 71*9036 MODEL: C-1, SOURCE PRODUCTION h EQUIPMENT CO , INC 


8807130206 Requests iogist»bHon as usot of NRC CorWicatos of Comp a 
9056.9036 & 6717. A rAi _ 

BRUTON, J P.N Sowego Testing Sorvice. fnc 00/06/27. MORRlS.J Glynn LCv- 7 
GA 2pp. 46172 124-46172:125. 

8807110262 Adv.sos lhal reg straiten ot each location separately as user 
package not necessary Records Ind.cato that roclplonl already registered io/ pat-- j 
ref m 880520 Itr _ . Ka - rjv0 

MACOOHALO.C-E. Tianspcrtbtten Qt&nch. QB/06/20. ROUGHAN.C Amersham 
lp. 46111 242-46111 242. 

8807110534 Notification ol regislraiion as user ot Certificates o\ Comp'.iar.cs 9036 i 
6050 

WACOONALO.C E. Transportation Branch 08/06/20. MORRIS.J Bayou Teste'S. 
lp 46100:198-46100:190. 

8807190041 Ftequ 
100.660.660.770,; 

WATSON.S.N, 

MACOONALD.CE 
46217:240 46217:242 


ests rentsuaton as usar ot Models Century » 

771 .065.fn-5O.2 T.C-1 & C-10. „ , 0 «/r* 

CTl, Inc (formerly Alaska Welding Center). 

: Office of Nuctear Material Saloty & Sateguatds.OwecWf 


8807200263 Requesis withdrawal of coriif calo ol compl-ance 
app'icat-ons Revised applications will be resubmitted 
DlCHARRV.RO Source Production & Equipment Co. foe 
MACOONALD.CE Transportation Branch. 2pp 46222 1 13-40222.1 14. 


aT«rv: 

66/07/^ 


8807190362 Advises that revtew ol 800718 application re Models C*l & S 
lernrlnated.per 880706 request. _ c rra p*v 

MACDONAID.C. E. Transportation Branch 80/07/15 OlCHARRY.R .0. Source 
duction & Equipment Co., tnc. tp. 46213:360-46210.360 



DOCKET 71*9039 MODEL 715, TECH/OPS, INC 


DOCKET 71*9102 MODEL: NP1-20WC-6, NEUTRON PRODUCTS, INC. 


9807110262 Advises thai rogstraton of each location separately as user of sh-ppng 
package noi nocossary Records nd cato (Mat rec pienl already reg sterod for packages 
ref <n 680520 ftr 

MACDONALD.C E Transponaiicn Branch. 80/O6/?ft. ROlJGHAN.C. Amcrsham Ccrp. 
ip. <161 11.242-4611 1.242 

8807210126 Request registrar. on as user of icch/Ops Model 715 for Cortil.caifl of 
Comp’ianco 9039 

Q'LL.KS World Technical So'vlcos, Inc 88/07/11 MACDONALD.C E Office of Nu 
claa' Material Safety & Safeguerds,D<rocio' 2pp 402.14-149 46234 150 


DOCKET 71*9053 MODEL: 683, TECH/OPS, INC. 

8907110262 Advises that roglskalon of each locaiion separator as use: ol shppng 
package r.ot nocossar/ Records .nd:coio thai roop unt already registered for packages 
rof in 060520 Itr 

MACDONALD.C E Transportation Branch. 00/Of>/?8 ROUGHAN.C Arnoniham Ccrp 
ip 46111.242-46111.242 


DOCKET 71*9056 MODEL: SPEC 2*T, SOURCE PRODUCTION A EQUIPMENT CO. 


8807130206 Rcquesis registry on as user of NRC Certificates of Compliance 
0050.9036 & 6717 

ORUTON.J P N Soweyo To9ling Service. Inc. 00/06/27 MORRIS J. Glynn Ccjnly. 
GA 2pp. 46172 124-4617? 125. 

88Q7U0262 Advises thai rr?g ; sfret on Ot each iocaban separator as USQ( Ot shipping 
package not necessary Records :ndicoin that recipient already registered ter packages 
ref .n BQ0S20 Itr 

MACDONALD.C E. Transportation Branch 88/06/28. ROUGHAN.C. Amorshom Corp 
Ip. 46111 242*46111 242 

8807110534 Notificaton of registration as U 90 .' ol Ccrt.licalos of Cornpiance 0036 & 
9056 

MACDONALD.C.E Transportation Branch (18/06/20 MORRIS J Bayou Testers. Inc 
Ip 46 f 00. 100 46100 W8. 

BB07190041 Requests rogstraton as usor of Modols Century SA A S. IR* 
100.660.680.770.77 1. 865.^*50.2*7 .C-1 & C-10. 

WATSON, SN. CTI. fnc. (formerly Alaska Wold.r.g Onlor) 00/06/20 
MACDONALD.C.E Of lico ol Nuclear MalO'dl Safety & Su1oguarcfs.n.ruCtnr 3pp 
<162 1 7 240 462 1 7 242 

88072002B3 Ruquosls withdrawal ol COrMicnlo Ol conrplanco amend 
appficafions.Revrsocf appfreaffens vu f do rosohmittod 

CICHARRY.R D. Source Production & Eqjipmonl Co. Ire 86/07/06 

MACtX3NALD.CE Transportation Branch. ?pp 46222.1 1 3 40222:1 14. 

8G 07 190302 Advises ihai reviow of 80071ft appleal-on ro Modo'9 C l & SPEC 2-T 
lerminaled.por 0BO7OQ request 

MACDONALD.C E. Transportation Branch 00/07/15 DICHARRY R D Source Pro 
duction & Equpmont Co .Inc ip 40213 360 4 6213 360 


DOCKET 71*9073 MODEL: 0H*142 SERIES. NUCLEAR PACKAGING, INC. 

0807190039 Requests oxtomlon to BQ1015 for submittal of consolidated applcai on fer 
renewal of Certificate ol Cornpiance 0073, duo io workload 

ANTONUCCl.GJ LN Techno!ogog Corp {fo/morty London NuCoar Svcs, 'r.c ) 86/ 
07/01. MACDONALD.C E. Transportation Branch. 2pp 46217 230 46217 239 

0807200258 NoMles that documents support r.g 000216 ruquOSl for ronowal ol respec- 
tive certificates of comp‘ianco & stamped proprietary /copyrighted may bo plecod in 
POR. 

BETOW.R C IN Technolog'Os Corp (formerly London Nucloar Svcs. Inc). 80/07/01 
MACDONALD.C E Olfico of Nuclear Material Safety & Sateguntds.DIrocior 3pp 
46241:208 46241 262 

**8807250054 Nootihes that proprloiary Oraw.rg E-94 14-M-3204, supporting 0BG224 ro- 
quo9t for ronowal ol Certificate of Compl anco 9073,may ho placod in PDR 
BETOW.fl. LN Technologies Corp. (formerly London Nuc!oer SvC9, Inc) 08/07/01 
GOROON.C Transportation Branch ip 46241 2i0 4624 1 210 

•*8807250062 Forwards Rev F to Procedure WM013, ’ Gamma Scann ng of Lead 
Shield ng for LN Typo Cask9," per Williams requosl 

FRAZER, W.H LN Technologies Corp (formerly London Nuclear Svcs. Inc) 87/07/ 
29. MACDONALD.C.E Transportation Branch 2pp 4024121146241:254. 

-8607250073 Rev H lo Procoduro WM oil. "Soap Bubb'e Loak Test LN Technologies 
Corp Typo A Shipp ; na Cask " Copyrighted. 

FRAZER.W., BUSH.R, MOONEr.J. IN Technologies Corp (Icrmorly London Nuclear 
Svcs. Inc.). 86/11/25- 7pp. 46241 265 46241:261. 

—8007250078 Appl cation for rov lo Certificate Of Cornpiance 9073 for Model NUS- 
50.rellocfing change in company name resulting from London Nucloar Svcs 860930 
purchase of all NUS Proce99 Svcs Corp oul9tand.ng stock Foe paid. 

FRAZER.W. H. LN Technologies Corp. (formerly London Nucloar Svcs. Inc). 87/06/ 
61. MACDONALD.C E Transportation Branch. Ip. 46241 262 46241 262 


DOCKET 71*9086 MODEL: HN-100, SERIES 1, HlTTMAN NUCLEAR & 
DEVELOPMENT 

8807070564 Forwards Rov 4 to STO-R-02 000, “SAR for HN- 100-1 Radwasto Shipping 
Cask . " & responses to NRC 660610 Ur for review re hconsoo 030226 epplicaton for 
renewal of Certificate of Compliance 9086. 

ROY.B A. Hillman Nucloar 6 Development Ccrp. (subs of Hitlman Corp.) 88/C0/23 
MACDONALD.C E. NRC ♦ No Detailed AttMUon G von. 3pp 4Gi25 1 20-46 f 25: MG. 

-0807070568 Rev 4 to “SAR for HN- 190*1 Radwaste Shipping Cask STD-R-02 0C6,Ref 
10CFR71 Type 'A' Packaging Rogu'ations 

* H.ttman Nuclear & Development Corp. (9ubs of Jlittman Corp ), STD-R-02-C06 H04 
80/00/22. 14pp. 46125 133-46125:146 


8807190296 Flequesis addl iVo re 880430 appicatlcn requesting renewal of Cortil.ca’o 
ot Corrp’ , ance 9102 ir.ctudrg eng neor.rg d -awing ol 20WC ove-pack. 
MACDONALO.CE Transportation Branch. 80/07/ 13 TURKAN S.M M Noulrcn Prod 
ucts. Inc 2pp. 46205 2Q 3 46205:264 


DOCKET 71*9103 MODEL; NLI-6502, NUCLEAR ASSURANCE CORP. 

8007200361 Forwards Rov 0 to Operating Procedure UNlT-NI 1-040. ' NAC Cask Rue- 
orrmonded Opcrelng Instructions *’ 

DANHSE.FL Nuclear Assurance Corp. H6/07/0 5 MACDOHM D.C L’. NRC * No He 
in led Alli'iatlon G.ven ip 46221 222 46221 234. 

**8807200362 Rov 0 lo Procedure UN|T*NLI-040. UAC Cask Rocomn’-ondod 
Instructions ” 

BERTHUNE.W J , LO.K, TANAKA J Nuc'oar Assj-arxo Coq>. 86/C5/09. I2pp 
40221 223 46221:234 


OOCKET 71*9107 MODEL: 77t, TECH/OPS, (WC. 

0807080302 Notificahcn of registration as uf>o** o‘ Cort ficatns of Compliarru 9032 A 
9107. per 10CFR71.12 

MACDONALOCE Transportation Dfa-'.ch. C8/C6/20 HATZISC Gunoral Dyrnmics 
Ccrp ip 48076 2 3 0 4 6076:230 

88071 10262 Advisos that roglstraiion ol oach location sopamtely as user ol f.hippiry 
pockago noi necessary Records Indcafo that reopen: avoady icg siorud for perkages 
ref m 800520 IK 

MACDONALD CE TranspO'taLcn Branch B6/0o/?0 ROJGHAN,<; Amor sham Corp 
ip 46111 242 46111 242 

8007190041 Floquosls lOfllSt'Ol-ot as User Ot Modols Conlury SA & S, lR* 
lOD.C60.680.770.771.ft65.IR-50.2-T.C-1 8 C-10. 

WATSON. S.N CTI, Inc. (formerly A'aska Woldirg Cnnlor) 88/C6/20. 
MACDONALD.C.E Office ol Nucloar Male. rial Snfoty & Saloguards.Dirocicr 3f>p 
46212:240-48217 242. 


DOCKET 71*9108 MODEL: CNS 6*75, CHEM-NUCLEAR SYSTEMS, INC. 

8807110522 Advises lhat application for ronowal of Certlicaio ol Compliance 01C8 fer 
Model CNS 6 75 w/oxpl'ation daio of 080030 should ho submitted al loaei 33 days 
prior to oxn roiicn daio. 

MACDONALD.C E. Transportation Branch 88/08/26 KtNINER.S (Jhom Nucloar Sys 
lams, Inc ip 461 11:243*4611 1 243 


DOCKET 71*9110 MODEL: MX IC-100, MAGNAFLUX CORP. 

8807110262 Advscs tlial rogislrafion of oa::h location separately as iiuo.' ol shaping 
package rot r.ecossaty Rocords indicate that rocipiorit alroady reg stored lor packagoq 
rot In 8B0520 llr. 

MACfX5NALD.CE. TransporlaUan Hrancti QD^OG/pfl ROUGHAN.C Arnoralum Cpt{>, 
ip 46111 242 461 11:24 2. 


DOCKET 71*9120 MODEL: TM*12, TRANSNUCLEAR, INC 

880720 025B NoMies that documenls supporting G 002 10 re(;uo9i lor ronowal ol respec- 
tive cortif.caios of compl a n cu & atnmpod proprietery/cop/rlghiod may bn plocod .n 
PDR 

BETOW.H C. LN Tuchno'og os Ccrp. (Icrmorly London Nuclear Svcs, Ir.c) 0B/O7/O1. 
MACDONALD.C E. Olfico cf Nuclear Material Saluly 8 Snfogunrds.D.roctC' 3pp 
4G241:20B-46241 262- 


DOCKET 71--9126 MODEL: 20, 20A, 50. 60A, GAMMA INDUSTRIES, INC. 

88071 10262 Advises that rog slrailon ol oech location soparntoly ns usor of shipping 
package no( necossa'y.Recor-ds hd cafo that rcc.ptonf a frond/ roq.storucf tor pack egos 
rof lh 000520 llr. 

MACOONALO, CE Transport? on Branch 80/06/20. ROUGHAN.C. Amorsi'am Co'p. 
Ip 46111:242-461 1 1:24?. 


DOCKET 71-9127 MODEL: 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC 

8807) 10262 Adv.ses lhal rogist/ohon of oarh bealron noparoteiy as usur of shipping 
package rot nocossary. Records Indlcalo lhat reclp.oni piruady rtig'siorort fer packagoq 
rof In 800520 Ur 

MACDONALD.C E Transportation Branch. GB/00/28. ROUGHAN.C, Amursham Corp 
Ip 461 1 1.242-4B1 1 1:242 


DOCKET 71*9128 MObEL: C-B, GAMMA INDUSTRIES, INC. 

88071 10262 Advlsos ihai rogispafion of oach fccatfon soparato'y as usot of shipp r.g 
package nol necessary. Rocord9 indicate that rocipknt aTroady ro^lslorort ter packages 
rof In 080520 Itr 

MACDONALD.C.E. Transportation Branch. 88/06/20. ROUGHAN.C. Amorshom Ccrp 
ip 461 11-242-46111:242. 


DOCKET 71*9133 MODEL: C-10, GAMMA INDUSTRIES, INC. 


8807110262 Advises that rogi9traiicn ot oach locaiion soparaloly as user ol shipping 
package not necessary. Records indicate that recipient already rostered lor packages 
rof In 880520 Ur. 

MACDONALD.C.E. Transportation Branch. 88/00/28. ROUGHAN.C. Amo/sham Com 
Ip 4611 1:242*461 11:242. 


DOCKET 71*9135 MODEL: CENTURY S & SA. GAMMA INDUSTRIES, INC. 


DOCKET 71-9149 MODEL: 910, TECH/OPS. INC. 


6807110262 Adv.ses ihai registration o? oach location separately as user ol shipping 
package noi necessary Rocords indicate ihai tecip'ent a’ready registered lor packages 
ret Ip 680520 Itr 

MACDONALD.C.E. Transportation Brerch 09/06/28 ROUGHAN.C Amorsham Co'p 
ip. 46111 242 461 1 1242 

6807 190041 Requests regstraiicn 09 usor of MocJos Ceniury SA & S. Ifl* 
100.660,880.770,77 1 .8GS,IR- 50.2-T.C* 1 & C 10 

WATSON.S.N. CTI. Inc (former^ Ategka We‘d ng Center) 66/06/23- 
MACDCNALD.CE Offca o' Nuclear Maier-al Saleh/ & Safeguards.D recto' 3pp. 
4621 7 240-46217:242. 


DOCKET 71*9137 MODEL: 820. TECH/OPS, INC. 

6807110262 Advises that registrar on of oach locai-on separate 1 / as user of shppng 
package noi r.ocossary Records indicate that rocipieni already rogislared for packages 
ref In 080520 IU 

MACOONALD.C.E. Transportat on B/anch 80/06/28. ROUGHAN.C Amersham Corp 
ip 46111 242-4611 1 242. 


DOCKET 71*9141 MODEL: $00. TECH /OPS. INC. 

8007110262 Advises that registration ol oach location separately as user of shipping 
package noi necessary Record9 indcale thai roc-ip ent a'ready registered for packages 
ref in 680520 Itr. 

MACDONALD.C.E Transportation Branch 80/06/28 ROUGHAN.C Amersham Corp 
ip 461 1 1.242-461 1 1242 


DOCKET 71*9143 MODEL: $20, TECH/OPS, INC. 


9807116262 Advises that registration cf each location separably as user of shpptng 
package noi necessary Records indicate that recip ent aroady registered for packages 
rat in 860520 Itr 

MACOONALO.C.E Transportation Branch BEJ/06/28 ROUGHAN.C Amersharn Corp 
Ip 4611 1.242*4611 1242 


8807110262 Advises that regislrat on of oach location separately as user ol s-^f'pii'vg 
package not necessary Records ind'eale ihat rocip onl already rog stored for 
rdf n 6B0520 Itr 

MACDONALD C.E. Transportation Branch. 08/06/28 HCUGHAN.C. Amersham Coo 
ip. 46111:242 46111 242 


DOCKET 71*9151 MOOEL: HN100 SERIES 3, WEST l NGHO US 6* HITT MAN 
NUCLEAR 

8807200256 Noulies that documents supporting 880216 request for renewal ol icipec- 
trva certificates of comp’iance & stamped proprlotery/copynghicd may bo p'a:<d m 
PDR 

BETOW.R.C LN Technolog es Corp (formerly London Nucloar Svcs, Inc). 80/O ? /3l 
MACDONALD, C E Office ol Nuclear Malorial Safety A Sateguards.L) >oc:e' 3pp 
46241 208-4624 1:262 


DOCKET 71-9154 MODEL: 858, TECH/OPS. INC. 

8807110262 Advises that roglstraticn of oach location soparaioly as usor oi shipp/^ 
package noi necessary Records ind-caio that rocipiont alroacty rog stored ter packages 
ref In 680520 hr. 

MACDONALD C E. Transportation Branch 08/06/28 ROUGHAN.C Amershan Co'p 
ip. 46111 242-4811V242 


DOCKET 71*9150 MODEL: |R*50, INDUSTRIAL NUCLEAR CO. 


6607110262 Advises that registration of oach location separately a 9 -use' cl sKp-'-fi 
package not necessary Records md.cato that roc piont already rog stored fer pscka^cs 
ref h BQ0520 Itr. 

MACDONALD CE Transportation Branch. 00 /0G/2B ROUGHAN.C Arr.erattem Coq; 
ip 461 11 242-4611 1:242 

0807190041 Requests registration a 9 user of Models Century SA A S ft 
1 00.660.600,7 70, 7 7 1 ,065.lM-5O.?«T ( C- 1 & C-10. 

WAT SON .SN CTI. Inc (formerly Alaska Welding Cantor) 66 ':■*/?& 
MACD-ONALD.C E Office of Nuclear Matorial Safety & SafoyjmtKD.rocicr 3pp 
46217:240*46217.242. 


DOCKET 71*9145 MOOEL: NUPAC 50-1. SL, NUCLEAR PACKAGING, INC. 

8007220175 Appl-calton fer rev to Certificate of Complgnce 9145. changing listed 
model .drawing & procedures pre'-x numbers & company name to LN Technologies 
Corp duo to morcor.Foe paid. W/one overs ze drawing 

FRAZER.W H in Technologies Corp (formerly London Nuclear Svcs. Inc.) 87/08/ 
OL MACDONALD, CE Offica of Nuclear Material Safety & Safaguerds.D. rector. Ip 
46231 053-46231:005. 


-0807220102 Rev B to "Operating Proccduro for Type A Sqmos 50 Casks " 

* LN Technologies Corp (termer ly London Nuclear Sncs., 'no) 67/05/26. I6pp 
40231 062-46231:070. 

-0807220166 Rev B to ‘ Ma nt & insp Procedure for Type A, Senes 50 Casks." 

• LN Technologies Corp (formerly London Nuclear Svcs. Inc) 87/05/27. I4pp 
46231 060*46231,095. 

0807200258 Notifies thdl document supporting B80216 reqjosl for renewal of respec- 
tive oerUicates ol complance & stamped prop relay/ copyrighted may be pteced in 
PDR 

0ETOW.RC. LN Technologies Corp (formerly London Nuclear Svcs. me.). 88/07/01. 
MACOONALO.C.E. Office of Nuclear Matoral Safety & Safeguards.Oireclor 3pp 
46241-200-40241 262- 

-B807250062 Forwards Rev F to Procedure WM-013, “Gamma Scanning of lead 
Shielding for LN Type Casks." per Williams request 

FRAZER, W.H LN technologies Corp. (formerly London Nuclear $vc 9 . Inc). 67/0 71 
20 . MACDOMAl O.C € T r ansporteiten B ranch 2pp 462 4 v.2 1 V462 4 V.2 64 

-8807250079 Application for rev to Certificate of Compliance 9073 for Model NUS- 
50. rejecting change In company name resubng from London Nuclear Svcs 860930 
purchase of a‘l NUS Process Svcs Corp outstanding slock Fee pa d 
FRAZER.W.H, LN Technologies Corp. (formerly London Nuclear Svcs. Inc) 07/06/ 
01. MACDONALD.CE Transportation Branch Ip. 46241:262*46241:262. 


DOCKET 71*9147 MOOEL: 950, TECH/OPS, INC. 


8007110262 AOvisos that roglsliavon ol oach focal.on separately as user ol shlppng 
package not necessary. Records Indicate lhal rec-plent already reg stored for packages 
ref in 000520 lir 

MACOONALO.C.E. Transportation Branch. 88/06/20. ROUGHAN.C. Amersham Corp 
ip. 46111:242-46111 242 


DOCKET 71*9140 MODEL: 770, TECH/OPS, INC. 


8807110262 Advises that regl9tral : on of each location separately as U 90 f of shipping 
package not necessary. Re cords fnd.cate that recip enl a’ready registered for packagos 
rel in 800520 1U. 

MACOONALO.C.E. Transportation Branch. 08/06/28 ROUGHAN.C. Amersham Corp 

Ip 461 1 1242 461 1 1242 r 

8007190041 Requests reg!9irakon as user of Models Century SA & S. IR. 
1 00 660 . 600.770. 7 7 1 .a 66 .rR- 50 . 2 -T.C- 1 & C- 1 0. 

WATSON.S.N. CTI. Inc. (formerly Alaska Welding Center). 68/00/29 
MACOONALD.C.E. Office of Nuclear Material Safety & Sefogjards.D.recter. 3pp’ 
4821 7:240*462 1 7:242. 


DOCKET 71-91 67 MODEL 1R-100, INDUSTRIAL NUCLEAR CO. 


0007110202 Advises that registration of oach location soparaioly as use' cf 6hPp>S 
package noi nocessary.Records Indicato that roclplonl alroady roglsln'od fc-' packafif 3 
reffn 000520 Itr. 

MACDONALD.C.E. Trans portal- on Branch B8/06/20 nOUGHAN.C Arrcrshft-n Cmp 
ip 46111:242-40111:242, 

8807190041 Roquosts registration os usor of Models Century SA A S, ft* 
100 . 660 . 680 . 770 . 77 1 . 865 .fn 50 , 2 *T.C* 1 & C-10 

WATSON.SN CTI. Inc. (formerly Alaska Woldmn Cunlor) 68/08^9 
MACOONALD.C.E Offico of Nucloar Material Safely & SQfeQuords.Drecio'. jpp 
40217:240-46217:242 


DOCKET 71-9169 MODEL: NUPAC 14/190L, MAH, NUCLEAR PACKAGING. Ih'C. 

0007220652 Applcation for ranewel of Corilficale of Compliances 9159. 
91 76.9 177.917B & 9179 for listed modofs W/two ovorsl/o draw ng9 
BETOW.R. LN Technoloates Corp. (formerly London Nuctear Svcs. Inc.). 08/C2/1B. 
MACDONALD.C E Office of Nuclear Matorial Saloty & Safeguards.Dirocior. 3f? 
46220 129-46220:302. 

-B807220062 Rev C to "Operai ng Procedure for Type A Series l| Casks ” 

HlPSHER.W , MOTL.G P , MILLbR.T, LN Tochnologlos Corp (formerly London N^do* 
ar Svcs, Inc ). 65/05/06. 64pp. 46220:164-40220 220 

**8607226067 Rev B to “Malnt & insp Procedure for Type A.Sorlos fl Ca9k.“ 

REGAN.E . MAYEft.R .. VOIT.R. LN Tochnologlos Corp. (formerly London 
SVCS. fnc ). 04/12/17. 44pp. 46220:229 40220:272. 

-*8807220071 Rev A to “Soap Bubble Leak Tost LN Teclmofogtes Typo A Sok 9 II 
Shipping Casks.” 

’ LN Technologies Corp (formerly London Nucloar Svcs. Inc ). 06/01/25 2Gpp 
46220,273-46220:302. 

6807200250 Notifies that documenls supporting 880216 request for renewal ol rcsp«- 
live certificates of compliance & stamped proprietary /copyrighted may bo placed tr 
PDR. 

8ETTOW.R.C. LN Technologies Corp. (formerly London Nuclear Svcfl. Inc ). 60/07/01 
MACOONALD.C.E. Office of Nuc’ear Matorial Safety & Safeguards. D.'otlor 3pp 
46241:208-46241:262 


DOCKET 71*9160 MOOEL: 20-VS A 40-VS, GULF NUCLEAR, INC. 

0807110262 Advises lhal registration of each localion soparaioly aa user cf s^PP-^ 
package noi neces9ary.Records Indicato that recipient alroody registered for packers 
ref in 8B0520 Itr. 

MACDONALD.C.E. Transportation Branch 80/06/28 ROUGHAN.C. Amorsham Co»p 
Ip. 461 11:242*461 11:242. 


DOCKET 71*9165 MODEL 855, TECH/OPS, INC. 

6807110202 Advises lhat registration of oach location soparaioly as usor of shlpp«ng 
package noi necessary .Records indicate lhat tociolenl already registered fo' pacVagaa 
rat (n 800520 Ur. 

MACDONALD.C.E. Transportation Branch. 80/C0/20. ROUGHAN.C. Amersham Cor 
Ip 46111:242 40111:242. 



DOCKETED ITEMS 243 


OOC KET 71-9168 MODEL: CNS SMB, CHEM-HUCLEAR SYSTEMS INC. 

8807280139 Requests fegsUaiion as user ol Models CNS-8-123B & HN 215H sh pp ng 
casks 

LEONARDO D. long Igland Lighting Co 80/07/07 MACDONALD, C E. Transporta! on 
Branch 2pp. 46229 243 40229 244. 


OOCKET 71-9176 MODEL: NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC. 


88 97 220052 Applcalion for renewal of Certificate gf Compliances 9169, 
0176.0177.9176 & 9179 for listed models W/two ovorsize drawngs 
BETOW.R LN Technologies Corp. {formerly London Nucloar Svcs. Inc) 66/02/16 
AWCDO.NAf.D_CE Offco of Nuclear Malenaf Safofy A Safeguard* Director Opp 
46220 129 46220:302 


DOCKET 71-9177 MODEL: NUPAC 10/140, NUCLEAR PACKAGING, INC. 

8897220052 Application for renewal of Certificate of Comp'ianccs 9159. 
9 J 76,9 J 77,91 7 9 & 91 79 lor fisted models VV/Iwo ovorave drawings. 

9ETOW.R. LN Technolog'os Corp. (formorly London Nuc'oar Svcs. Inc.) 68/02/ 16. 
MACOONALD.C.E. Onico of Nuclear Material Safety & Saloguards.Diroclor 3pp. 
46220 129*46220 302 


DOCKET 71-9170 MOOEL: NUPAC 7/100, NUCLEAR PACKAGING, INC. 

8897220052 Application for ronowal of Certificate of Compl.ancas 9159. 
9176.0177.9170 & 9179 for listed modol9.W/two oversize drawings 
BETOw.R. LN Technologies Corp. (formorly London Nuclear Svcs. Inc). 80/02/16 
MACDONALD.C.E Ollico of Nucloar Material Safoty & Safogua'ds.D.reclO'. 3pp 
46220 129 46220 302. 


DOCKET 71-9179 MODEL: NUPAC 6/100L A 6/100H. NUCLEAR PACKAGING, INC. 

0807220052 Appl.cailon for ronowal ol Certificate of Oomp'iancos 9159, 
9176.9177.91 70 & 0179 for listed models W/two ovor Size draw ng9. 

BETOW.R LN Technologies Corp. (formerly London Nuclea' Svcs, Inc) 60/02/16. 
MACOONALD.C.E Olf.co of Nuclear Material Safety & Sateguards.DirocLor 3pp 
46220 129 40220 302. 


DOCKET 71-9100 MODEL: 600-SU-OP, AUTOMATION INDUSTRIES, INC. 

6807110262 Advises that registration ol each location soparatoly as user of shipping 
package not necessary Rocords indicate lhal recip.onl alroady reg storod for packagers 
rof in 880520 Itr. 

MACDONALD.C E Transportation Branch 00/06/26 ROUGHAN.C Amo.-sham Corp 
Ip. 461 11:242 461 1 1 242. 


DOCKET 71-9182 MODEL: HUSMAN IRRADIATOR, AGRICULTURE. OEPT. OF 

G607210131 Forwards Certificate of Compliance 9i02,Rev 1 for Husman irradator sh p 

S ng package 

ACOONALD.C.E Transportation Branch 00/07/15. JARRETT.R D. Agriculture. 
Oopt . ol, 1 p. 40232 1 43 46232 1 46. 

-8897210134 Cortif ealo of Compliance 91 02,Hov l.for Husman irradator 
MACDONALO.C E Transportation Branch 00/07/15 3pp 46232:144*46232 146 


DOCKET 71-9106 MODEL: OP- 100, INDUSTRIAL NUCLEAR CO. 

6697110262 Advisos ihat registration of oach location separately os user of ehpping 
package not necessary. Records Indicate dial recipient already registered for packages 
rof In 060520 Itr. 

MACDONALD.C E. Transportation Branch. 80/06/28 ROUGHAN.C Amersham Corp 
ip 40 f J 1:242-461 1 7.242. 


DOCKET 71*9187 MODEL: 865, TECH/OPS, INC. 

B807M0262 Adv.SQ9 that registration of each location separately as user of shlpp ng 
package not necessary. Records Indcaio that recipient already registered fer packages 
tel in 880520 Hr. 

MACOONALD.C.E Transportation Branch. 88/06/28. ROUGHAN.C Amersham Corp 
ip. 46111:242*40111:242. 

8807190041 Requests registration as user ol Models Century SA & S, IR* 
100.660.680,770.771 .BeS.fR.SO^ T.C-l & C-tO 

WATSON.S.N. CTl, Inc. (formerly Alaska Wolding Center) 0G/O6/29. 
MACOONALD.C.E Office of Nuctear Material Safety & Safeguards.O.rector 3pp 
46217.240 46217:242. 


DOCKET 7U9208 MODEL: NUPAC 1 0-U2, NUCLEAR PACKAGING* INC. 


8007050326 Requests rostral cn as use/ of NuPac Model 10-142. 

HESS.J E. Gonoral Put)lc Utlti-es Corp GPU Sarv.cn Co r p 88/C6/21. 
MACDONALD.C F. Trensporiaton Branch 2pp. 4 5991:263-45901 264. 

8807110529 Notilicallon of rey, straiten as use/ of Certificatos of Comp'iancu 65/4 & 
82QQ 

MACDONALD.C E. Transportation Branch 88/C6/26 TORRES. J L Energy, Dept, of 
Ip. 46080:292-46080 292 


DOCKET 71*9210 MODEL: NUS 10-135, NUS CORP. 

0007220376 Forwards ronprop'iotary Rev 0 1o "SAH for LN Techno fog os t0 135 Cask 
to 10CFR71 Packagr.g Requiron-ionls'* & proprietary draw.ngs Drawings wiihheld (ref 
10CFR2.790) 

MCCQY.S.B LN Technologies Corp. (formerly London Nucloar Svcs, Inc) 67/04/30 
MACOONALO.CE Transport on Certification Branch 5pp. 46210:326-4621 1 21 \ 

-8807220383 Nonprcprioiary Rev B to SAR for LN TochrclOg Q$ 10-135 Cask to 
10CFR? f Packaging Fioqv rcmunls.” 

* LN Techno'ogea Corp. (formorly London Nuclear Svcs. Ire). * Engineer ng Dosign 
& losing Corp 07/04/30. 250pp 46210:33 1 -462 1 1 21 1 


DOCKET 7 1-92 IB MODEL: TRUPACT-11, ENERGY, DEPT. OF 

88071 fOffi? Summary of 800209 creeling w/NUPAC,DOE.Sa''.dia NM’Ertv.tcn Evalua- 
I on Group & Wost nghouse In Rockv.lle.MD ro Mode! TRUPACT li package 
ODERGAARDEN.R. Transportat on Drench 8G/05/C6. Transpoi tat on Branch 2pp 
4614 1:325-46141 326 

8807080169 Forwards into on TRUPACT*|I & tentative) tost ry p'Og/am al SANL.pnr 
60C621 mooting 

OUINN.GJ Nucloar Packan .ng, Inc BB/OB/27. CHAPELL.R NRC * No Doiared Aff,|i- 
atlon Given. I6pp 46131 127-48131. 146. 


DOCKET 71-9222 MODEL: HN-215H, WESTINGHOUSE HITTMAN NUCLEAR, INC. 

8807060083 Roq-jost9 registration a9 user of H.itman Nucloar Modo! HN 215H radioac- 
Jivo malls shipp ng cask 

ZUPKO.J. Public Service Electric & Gn9 Co of Now Jorsov. 88/08/2 2 
MACOONALD.C.E Office of Nuclear Mntorial Salety & SetoguardsDireclor. 2pp 
46134:197-46134:108. 

8807200139 Roquesls roglstrahon us usor of Models CNS 8-120D & HN-215H shipping 

LEONARD.J.D Long Island Lighiing Co. 86/07/07. MACDONALD.C E Transportation 
Branch. 2pp 46229 243 46220 244. 

8807200203 Roqjosts rog'glrailon as u^er of Wostmghouso Model HN 215H. 
OlEDERICH.G J. Commonwealth Edison Co 80/07/07 MACOONALD.CE Transspor* 
telon Branch 2 pp 46220 254-46229 256 


DOCKET 71-9225 MOOEL: NAC-LWT, NUCLEAR ASSURANCE CORP. 

8007 1 10109 Forwards SAR for legal wo Qhl iruck cask Drop tests poiformod ot ORNL 
demonstrating structural strength oi doslgn completed Rosu'ts wii bo Incorporated in 
future* SAR rev 

WELLS.A.H Nudoar Assurance Corp. 88/06/19 MACDONALO.C E Division of Safe- 
guards & Transportation (Post 070413) 2pp. 46100:264*46100 265 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72*0004 DUKE POWER CO., 50*269 

88071 10306 Forwards questions re onv.ron rept lor ISFSI did 880331. Qjostions will bo 
discussed during upcoming silo v^rt on 060/14 

ROBERTS.J.P. Fuel Cyclo Snfoty Branch 68/08/24 TUCKCR.H.O. Duko Power Co 
6pp. 46082:051*46002.055. 

6807130404 Forwards not-co of consideration of issuance of maLls licenso & amends to 
OLs & opporunity for hearlnq Amends would modify Toch Specs to allow uso of multi* 
element spenl fuel dry sh o?d 0 d can stors.per 080331 request 

ROUSE.L.C. Fuel Cycle Safoty Branch MATTHEWS.D B. Projocl Directorate II 3 80/ 
06/30 TUCKER, H.B. Duko Power Co. ?pp. 46166:223*46166:230. 

-8807130409 Nol.ce of consideration of issuance of malls I cense lor storage ol soonl 
fuel & amends to Licenses DPR*38,DPR*47 & DPR-55 Amond would revise Toch 
Specs to a'low use of mu'ti- elemonl spent fuel dry shielded con store. 

ROUSE.L.C. Fuel Cycle Safety Branch 80/06/30 6pp. 46106 225*46166.230. 



NONDOCKETED ITEMS 


tOCFR COMMISSION MEETING RECORDS 

8907010073 Transcript of 80C621 bnofir.g In Bolh.esda.MD re proposed ru‘e on Ninos S 
lor di.fy Pp 1-70. 

1 Ccm'T.iSSiCnors 08/06/21 85pp. 45989 271-45909 3SS 

6007010432 Stall roquremonls memo ro 800002 hriohng In Rockw.liO.M0 cn master 
p'a.n for -ntograting all severe accident issues Commission req-josied EDO to esiab 
Sh Seripr Severe Accident RqvIgw Group lo rov.ew dQclS:on mak.ng criteria. 
CrflLK.SJ Offico of (ho Secretary of fho Commission. M800602 88/06/24 
STELLO.V Ofc of lho Executive Director (or Operations 2pp 45991. 228-45991 220 

0807050409 Transcript of TVA 800621 briefing in Bothosda.MO re ell roorganizai on & 
p'ant status 

* Com t.iss 1 o.nofS BB/06/21 Olpp 45998.070 45998 103 

8B07060563 Staff requirements memo ro Boston Edison Co 0B06C6 brief ng In 
rtockvife.WO on sloths of pfani Zech cauiionotl feensoo ihai fransn.on from shulttown 
aci.v.lies to operational performance requires close attention by rr.gt & personnel 
CHILK.S J. Docketing & Sen/lcos Branch M880609. 08/06/24 STELLO.V Ofc of the 
Exocul.vo D rector fer Operations 2pp 46003 000 40003 009 

8807080047 Transcript of 800629 aflirmation/discuss;on & vole In Rockvi'te.MD Pp 1-3. 

* Co i nrr is* oners 80/06/20 7pp 46139315 40139:321 

8607060186 franserpt Of Inrtiaf brief r.g by ACRS on Nuctoar Waste h Rockv f o.MO Pp 
i -29 Re'ated mlo enci. 

* Commissioners 80/06/29 56pp 46126 193 40126.240. 

8807090245 Staff roqu-'romonir, memo ro 880609 Lnof.ng In RockviTe.MD re 9totug of 
plenl Licensoo cautioned to continue close mcnitonng of reactor eporoter overtime 6 
encouraged to cont-nuo omphaa-s on degreed operator program initiatives 
CHlK.SJ Office ol tho Secretary ol the Commission MQ80609 80/06/24. 

STELLO.V. Ofc of (be Exocut.vo Director for Operations 2pp 460 70 3 54 48076 355. 

8897120146 Staff requirements memo ro 880620 brief ng on Tech Spoc rovs in 
Rockvi.lo.MD Commission roquustod that staff obtain Industry comm tmonl fo f early 
(ransm ((at of proposod STS 

CHLK.SJ Offico of tho SocroW'y of tho Commission M0BO62OD B0/O7/O6 

STELl.O.V 01c of tho Execulivo D rector (or Operations 2pp 46140.215-46148 210. 

8307120462 Staff requirements momo re Comrn.ss'On bhofir.g on 060616 in 

Rockvlie.MD ro advanced LWRs 

CHILK.S J Offico o« Ihe Socrolary of the Commission MO 006 16 00/06/33. NRC - No 
Dola-'ed All liation G;von. 2po 46 1 1 1 25 1 461 11 :252 

0007120063 Trar'scr i*t of Commi9son 880627 public mooting In Rockv.ro.MD lor brief- 
ing cn proposed rule on oady silo pormits std rfos^n cortificotlon & combined I con90S 
for nuclear powor reactors Pp 1-34 Rotated info end 
' Commiss-onor9 B0/C6/27 *5pp 40121:124-40121 . 160 

8807120710 Staff roqu foments momo re Commission GQC021 briofir.g on TVA roorgan! 
ration & status of plants 

CHILK.S J Offico ol lho Secmlary of tho Commission M98O021A 86/09/29 

STELLO.V. OlC Ol lho Executive Director for Operations Ip 46120 103 46120 1B3 

8807130172 Staff requl'omonts momo ro Commission 680629 oMirvnat-on/ discussicn & 
vole In Rockvifte.MO on SECY 80-103 remanding coaxial coble issuo 
CHILK.S J. Office ol tho Socrolary Ol the Commission M880629B 80/07/07. 

PARLER.W.C. Offico Ol lho Gonoral Course) ip 461 B4 222 46164:222. 

8007140311 Transcript ol 860705 brloimg .n Rockviflo.MO ro accounlabi.ity of ratfoac 
l-vo mad usod by Hconsue9 Pp l-5l.V;owgraphs encl 

* Commissioners 00/07/05 60pp 46176:247-46178:315 

0007150020 Staff requremonts memo ro 880727 briefing In Rockviflo.MO on proposed 
ru'o on early s.te pormits.std des'gn cortlf.catlon & combined i.censes for nuclear 
power ro actors. 

CHILK.S J Oll.ce ol thu Socrolary of the Cornmiss.on M80O627 88/07/12 

PARLER.W.C. Office of fho Gunural Counsel STELLO.V Ofc ol tho Exocut-v© D rec- 
tor lor Operations, ip 46104:276 40184.278. 

8607160044 Transcript of 800706 brloimg In Rockv.llo.MD ro EEO program Pp 1-50 Sup 
porting documentation encl. 

Comml9s oners. 88/07/06 60pp. 40103 150-46163:226. 

8007210021 Transcr-pt ol 800715 brloimg in Rockv.ile.MO on mailers of common Inter- 
est botwoon NRC A EPA .n regulation of radiological hazards Pp 1-30. 

‘ Commiss-oners. 88/07/15 64pp 40238 227-46238 290 

8807210028 Transcript ol 000714 bnolma In Rockvllle.MD ra final rule on 
IOCFR5O.40.ECCS acceptance criteria (App K) Pp i-60. 

* Commissioners 88/07/M. 05pp. 40237 026-40237.110 

0807210038 Transcript o( Commission 800713 periodic briefing In Rockville, MD ro oper- 
ating reactors & fuel faci‘i(.qs. Pp 1 -09 Supporting documentation enct 

* Comm. ssi oners 88/07/13 105pp. 40234 248-40234 352. 

8807210060 Transcript of 80O7M alfirmotion/dscuss'on & vote in Rockv.llo.MD Pp 1- 
S Supporting documentation encl. 

■ Comm sslonor 9 . 88/07/14 Opp. 46236 095 46236. 103. 

0007260012 Transcript ol 080712 INPO annual briefing in Flockvi'le.MD. Pp 1 -48 Sup 
porting documeniat.on end. 

* Commi ssioners. 08/07/12 70pp. 462 74:323*462 76.033. 


ACRS AOVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8007110517 Summary ol ACRS 338th meeting on 800602-04 In Wash‘ngion.DC re eaiiy 
site permits. sid des-gn certification. NRC research on heat transfer & flu'd t/anspon & 
priority ranking lor group of generic Issues 

kERR.W. ACRS • Advisory Comm bee on Reactor Safeguards. 88/00/17 2ECH.L.W 
Commissioners. 4pp 46110 315-40110 310 


0BO7 110523 Summary of ACRS 337lh mealing on 88G505 07 in Washing ion. DC re pro- 
posed po’izy afare-renl on prof conduct ol plant operators & pfopoaoJ gonortc Ur ro 
Nlv dua< pie hi exams 

KERR.W ACRS ♦ Adv.sory Commitoo on Reactor Safeguards. 8Q/O5/10. ZECH.L.W 
Ccmrriss'cnors 4pp, 46100 103-46100.1 B6. 

0807110527 Summary of 080531 ACRS Subcomm Tide on Occupatlcnal A Er.vron Pro 
toction Sys meeting’ in Washngtcn.OC io rov.ew proposed revs to 10CER20. ’Std9 lor 
Protection Agahst Rad stion •* 

'ACRS * Advisory Commrtlce on Reactor Sale guards. 38/06/ 20 ACRS • Adv.sc ry 
Cor-miltee on Reactor Sa'oguards. 1 tpp. 461Q0. IB7.40100 197. 

B0O71 10540 D scussns summary of ACRS 336lh moelirg in Wash-ngtor^DC on 080407- 
09 & presents dams proposed fer consideration djrmg ACRS 630505 07 mooting 
KERR.W. ACRS • Advisory Ccmm Uo© cn Reader Safeguards £8/04/ 19. ZECH.L.W 
Com.m'sslor.ers. -tpp 46100 207-46100 210 

8007T 10544 Summary of ACRS Subc<jmmi(feo on Motet Components 800526 meot-ng 
In Washington, DC to rov.ew Own reactor pressure vessel inservice n 9 p 
progrom.qua'ily ol fasteners used in njdoer plants & or os oa/ corrosion of pipes 

* ACRS • Adv.so ry Committee on Roacior Safeguards 86/00/20 ACRS - Advisory 
Comm. tfco cn Reactor Safeguards <0pp 46100.2 1 1-461 00 220 

6607110548 Summary of ACRS Rogonai Programs Subcomm.uoo Q80524 mooting in 
Atlanta, GA to roview aci.v.Los under contro' ol NF1C Region II Ofc 

* ACRS ♦ Advisory C'ommfttoo on Reactor Safeguards 80/00/22. ACflS • Advisory 
Commmon on Floaclor Soteguards 40pp 40100 22 1 46100 260 

6807120324 Summary of 336th ACRS rnee* ng on 680407-09 In Washlngton,DC. Apps 
& rolated info nncL 

' ACRS • Advisory Cammilco on Reactor Safeguards 88/07/01. ACRS * Advisory 
Cornmlttoe on Roacior Safeguards. 46pp 46i 12 270-461 12 322 

8807120333 App lo summary ol 335lh ACRS mant'ng on 800310 12 in 
Wash ngion.DC Ro’ctad documenlailon oncl 

* ACRS ■ Advisory Comm, i toe on Roncior Safeguards 88/07/01 ACRS ■ Advisory 
Comrrliloo on Reader Saioguards. &3pp 46112 226 49112:270. 

8807120330 Summary ol ACRS Subcommlteo on Auxlary Sys 000309 moeling h 
Wash.naton.DC 

' ACRS Advisory Committee on Poeclor Safeguards. 0Q/O3/16 ACRS ■ Advscry 
Comm-tteo on Roacior Sofog^a'cts 05pp 461 12 120-46112:21 1. 

8007120348 Summary of ACRS Subcomm deo on Reliability Assurance (Valvos) 
0DO3O7-O0 moelm^s m Washir.gion,DC 

4 ACRS ■ At1v,30ry Corrur.ltioe on Roacior Safeguards 00/04 /Q7 ACRS ■ Advisory 
Comm itouon Roacior Safeguards. iBpp. 461 12.099-401 1 2.1 16 

0807120352 Summary of ACRS Subcommittee on Waste Mgl 880121-22 meetings <n 
W ashing ion. OC 

’ ACRS Adv.sory Commitiao on Reactor Safeguards 00/02/ 1? ACRS • Advisory 
CommiitQD on Roacior Safeguards 27pp. 46112:072-40112 099 

0807120357 Summary of ACRS Subcorr.milteo on Wasln M.gt 971016 16 meetng in 
W 09 h|nnton.OC 

' ACRS - Advisory Comm ttoo cn Reaclor Safeguards 87/11/12. ACRS ■ Advisory 
CominiJton on Reactor Safeguards COpp 461 J2 01 1-401 12,071. 

BQ07 120363 Expresses concern that 80052? mooting of ACRS Thormal Hydraukc Pho- 
homona Subcomm lion led to mcor.cljs'vo rosu'l on quost.on of accepiabl'ity of Wos- 
hnofiouse UHf ovafuaho.') modo) Another meeting wi’l be reqeved 
PLESSET.MS Ca'ilornla Insliiute of Technology. Pasadena, CA 00/OQ/O7. 
QOEHNERT.P ACRS ♦ Adv.sory Committee on Roacior Safeguards. Ip 46112:010- 
46112.010. 

0807120377 Comments on 060527 Thermal Hydraul C9 Subcorr.mlltuo moetng Wos- 
inghouso approach does not make S'gmncanl use of best estmato analysis but In- 
stead makoa vaguo orgumonls about suporbound censorvatlve oquivalonco ol 95 9 o 
probabi'tly 

SCHROCK.V.E Califomls. Univ. ol. Barkeloy. CA. 03/06/01. WARD.D ACRS - Advi- 
sory Commhioo on Roacior Safeguards. Ip. 491 11. 341-461 1 1 341. 

0607120386 Com.rienta on NRC roviow Of DOE COSCP In ffou of Offending ne*( sub 
corrnnltloo mooting. 

KRAUSKOPF.K B Stanford Unly.. Stanford, CA 08/04/20. MERRILL, OS. ACRS * Ad- 
vlsory Comm, no o on Roacior Safeguards, ip 46111:328-46111:320. 

8007120390 Tabulates questions B&W elected not to answer on 080504 
REED.GA ACRS - Adv.sory Committee on Roacior Safeguards 09/05/04 WYLIE.C. 
ACRS • Advisory Committee on Reactor Safeguards. 2pp. 461 1 1:324-461 1 1:325. 

8807120410 Summary of ACRS Subcommittee on Waste Mgt 880420 mooting in 
Washinaton.DC. 

* ACRS - Advisory Committee on Reactor Safeguards 00/05/20. ACRS • Advisory 
Committee on Roacior Saiogja'da. 36pp 461 10:310-46 MO 365 

8007120420 Summary of ACRS Subcommittee! on Wasto Mpl 000317 mooting te 
WashmQion.DC re nuclear waste mgl research & low level & nigh level waste List of 
sttendoo9 & rolaiod info oncl 

4 ACRS - Adv.sory Committee on Roacior Safeguards CB/03/30. ACRS - Advisory 
Committee on Reactor Safeguards 40pp 461 14:1 13 461 1 4: 158. 

8807120424 Summary of ACRS Subcommittee on Motel Components 000316 meeting 
In Charlotte.NC re EPRI/Wositnghouso Ownors Group program on nondestructive 
exam of cast sta.nteaa steel. Related info encl. 

4 ACRS - Adv.sory Committee on Roacior Safeguards 99/04/27 ACRS - Advisory 
Committee on Reactor Safeguards Hpp 46114:159*40114:169. 

0807120420 Summary ot ACRS Thermal Hydraulic Phenomena SubcommHtoa 000419 
meeting re drab models & correlations documenl for RELAP-5/MOD 2 thermal hy- 
draul.c code. Related Info oncl 

* ACRS - Advisory Committee on Reader Safeguards. 00/05/03 ACRS • Advisory 
Comm ;itoc on Reactor Safeguards. 40pp. 46114:170-46114:209. 
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6607120435 D-SCuSSes 870922 23 rreetrn of DOE Nevada Ope'ahons Cfc w / NRC re 
se-srr c/iectcn : s’ra'eqos to* Yucca Mcuma n s:e n Nevada & fo*wa*ds ma, l P re 
seated Cunnq meet ng W/o enci _ . 

TRIFUNACMD Severn Ca'torna Un * of. Los Angelos. CA 07/03/28. 
MERRll.O ACRS Advisory Ccn.Ttiee on Roactc' Safeguards Ip 46113326 
461 13326 


8607120443 Ack recepi of mri/os 0 ( ACRS Svbccrrm t!ee on Waste Mgl meet'-g & 

suggests revs ol remarks author made d-j-'i'Q meoi«ng . , 

KWAOSKOPF.K 0 Sianfcrd Urv . Sianfcrd CA 87/09/28 MERRILL.OS ACRS « Ad- 
v.sory Comm Moo on Reader Safeguatos 3pp 461 1 1 256-461 1 1 257. 


8607120517 Provides random commems on subjs covered m 870219 20 
moe’.ng Strong' / urges nil rreef-^gs ol regulators & suggests adding hydrologisl 
knowtodeeab'e abc-t model ng gre-nd wa’er movement lo rosier. 

KRAUSKOPF.K 0 Sianfo-oU-v . Sia-^ord. CA 07/02/21 MERRILL O ACRS - Adv.- 
scry Committee Cn Reactor Sa'egjards 2pp 461 13 343 46113 344 


8807120539 Summary of ACRS Tre:rra' Hyd'BJic Phenomena Subcomm tteo 800420 
21 meetngs n Idaho Fa’S’D re review o* Inal version of proposed rev lo ECCS role 
(10CFR50 46 A App K) A lo held working 'eve: session to develop d.tofl Hr 
* ACRS - Ad.isory Comm fee cn Reactor Safeguards 69/04/25 ACRS ■ Advisoy 
Corrm ttee on Reactor Safeguards 34pp 46M4 001 461 14 034 


8807120559 S-.mmary c* ACRS Subcormnee cn Severe Acddenis 880426 meeing in 
Washngton.DC re proposed ger.erc Hr tor irdr.idjal plant exams *hich are pan of 
mptomematon plan for Severe Accideni Pol Cy Statemeni 

* ACRS • Atfv.sory Com.rttee cn Reactor Safeguards 88/05/04 ACRS * Advisory 
ComT.mee on Reactc' Safeguards 35pp 461 13 073 46' 13 105 


8607 120571 S jm-ngry ol ACRS Subcommittee on Gerenc iferr.s 883427 rr.ee‘ng in 
Wash nnton.DC re iSAP ll A irtegrabon of re atod gener.c i9Sues 
' ACRS • Adr.scry Committee cm Reactor Safeguards e8/05/24. ACRS ■ Advisoy 
Corrm.ttoe on Reactor Safeguards 25pp 46113 030 46113 054 


8807120586 Summary ol ACRS Hunan Factors Subcommittee 850427 rrofl'.ng h 
Was^ingtcn.OC re nd-Stry views on pro 1 conduct Ol nuctoa' power p'ant 
ope raid's. proposed NRC po icy siaierr.e r t on conduct ol operators A cogml.ve environ 

sirrL'ator 

' ACRS • Advisory Com*n HeO Cn Reactc' Safeguards. 88/05/25 ACRS ■ Advso.y 
Ccmmiitee cn Reactor Safeguards iGpp 46113 135 46113 147 


8607120624 Discusses 8WR Mark l ccntanmert performance workshop cn 8B0224 20 
n Baltixore.MO Need to close severe accident issue expressed 
CATTCN.i ACRS ■ Advisory Commttee on Reactor Satoyuards B8/03/15 
R.OUSTON.D ACRS Adv.sory Committee cn Roaclc' Safeguards 5pp 46121 068* 
4612107 2 


8807210331 Transcripl of ACRS Subcommittee on Severn Accidoms 603713 
Wast'irgtor.DC ro ’niogrelion Plan lor Closum of Acc.diml Issues Pp 1 -235 A 
documentaiion end ' w ppor/ 9 

* ACRS ■ Advso'Y Committee on Reader Safeguards. 00/07/ 13 3 c 0po 40j;, 

46224 1R7 “’*** 

8807210338 Transcript of ACRS .I.IOlh gniwnl mcotny 0 ,n 8B07is 
Wesf irglOn DC Pp 1 70 427 Flelakid documontohon oncl. 3 / 

* ACRS - Adv sc'y Comm ’too on Ronclor Safeguards 00/07/15 352po 

46223 221 ^ 

8807250034 Responds lo ACRS ropl on NHC com-nents ro consultation draft t- ar k-. 
ectonzaton plan for Yucca Mo-ruoio r»ito ■ t- a. 

STELLO.V Oto Of ine Exeo/.vo UruclOf lor Ccorohons 00/06/15 FRALFy at 
ACRS - Adv sory Comrrdfco o.n Ttoador Saft'gir.Ws 2pP 462/3 CG0. 40373 

-8806060078 Forwards list of requests rnadu at 317th ACHS moeirg 0n ea(m 
07, based on discussions ro methods for rrprovod implomontot cn & fo'towup cl ACF5 

recommendations v 

FRAlEY.RF ACRS • Advisory CommiUoo cn Reactor Safeguards Q8/D"//i5 
STELLO.V OlC Of IhO Fvocutivo Di'oclor lor Opuralions 7pp 4G2/3 008-462731^ 

-8005230033 Concu'S w/Rov ? to Roy Gu rfn 1 1 00. ‘So srnlc Qual.' calion of E . 
Mechanical Equpmon? For NuCloar Powor Rlanls.” dur:ni| 000505 07 337h ACA* 
meeting. 

KERR W ACRS ♦ Advisory Ccmm.itoo on Ronuo' Srdoyuards 00/05/10 STEnnv 
Comm.gs-cnors Ip. 402/3 129 462711 120. ^ 


ADVCM NRC ADVISORY COMMITTEE 

6607060405 Transcript of Advisory Committoo on Nucloar Wasto 80062? 
mooting. morn ng se9Son,m Wasf-irnton.DC Pp 1 U4 Supporting documontat on erd 

* Advisory Cnmm.ttoo on Nucloar Wastu mi/O0/?7 140pp 46101 300 46102 C0S 

0007060409 Transcnpl of Advisory Coirnillou on N.irloar Wnsio 000627 meeii'v: » 
Wash ngion.DCPp 05-100 

* Advisory Ccrrmitton on Nucloar Wnsio 0B/Ofi/27 105pp 46106 108-46103 212 

0607120267 T ransr:fpt cf Advscry Con riiillou on Nuc’rmr Wnsto C00620 jy 5 j 
moolmg m Wosh'nglon.DC Pp 101-34 l.Snpporl ng docuirumtalion oncl 

* Advisory ComrmitOfj on Nucloar Wasio. S 0fl/OG/?U 3/bpp. 46 151:001-46152 O'S 

0807120525 Transcrpi of Adv.sory Comm Uuu cn N.u luar Wnsfo 000620 firsi gane'al 
mooting l.n Wash nglon.DC Pp 517*600 Support rg docunionlalion orcl. 

* Advisory Cornn.iltoo on N.-ctofl' Wnsio. 06/00/ 23. 03pp 40 166. 167-46156 250 


8807120874 Forwards repi on ACRS subcorrmttee meaing on 690223-24 In 
Buitir.g’iam.CA re status ol long term se.sm c Cfog'am al plant. 

SCAVUZZO.R J Scavu770, RJ 88/04/ 19 SiESS.C P ACRS ■ Advisory Ccmmiiteo 
on Reactor Safeguards ip 46121 \74-46i2i 177 


8007130030 Transcript of Advisory ComimUuo cn Nurlunr Wnslo 0QO620 firs* gem 
mcGhnq In Was/r njion.DC Pp 3 ( Jit 5 i<J 

* Advisory Commllloo cn Nuclear Wnr.lo 00/06/20. ll>?pp 401/U 039 46170260 


-8607120695 Comments cn ACRS Subcommittee on Diafo Canyon moating on 
883223 24 in Bu'fing^am.CA re status of tor.g term seisrr c program of plant 
SCAVUZZO.R J. Scavu/70. R J 88/03/31 3pp 46121 175 48121:177 

8807t20690 Comments on siru;tural eng neer.ng moetirgMa;or p'og'ess made towards 
resolution ol sesm:c ppng prob'em Exper.menlal daia convncmg re resi9lanco cf 
ppi'-g 10 fai'cro under severe simulated selsrc loads 

BUSH.SH Batiei’e Memorial fr.snuto. Pac-fic Nonhwesl Laboratory 80/04/1 1 
IGNE.E G ACRS • Advisory Ccmm 'ioe on Reactor Safeauatos ip 46121 104- 

iAl 91 IQ/ 0 


8807120701 Responds 10 questions posed during Jjl 198? meeting h Las 
Vegas.NV Results of PRA wetid be mo/e rr<ea o ng'ess than ugjgi 
MATtK.JC Afflation Nol Assigned 88/02/20 MERRILI.O ACRS ■ Advisory Comr.li 
tee cn Reactor Safeguards 7pp 46121 195 46121 201. 


B807120711 Co.Tmen*9 on DOE comments on O list GTP & d'afl rosponses to ques- 
bons generated ai Ju 1 meeting Sect on on geochom siry of v.iai interest Geochom ca* 
work Oxceedng'y well done 

KRAUSKOPF.K B Stanford Unv . Stanford. CA 67/12/00. MERRllL.O S ACRS - Ad 
vrsory Committee on Reactor Saleguards ip 40121 202 46121 202 


6007120718 Com.monis on several issues rased ai meeting Reasonable l-st of tests that 
should bo performed on proposed waste forms marfo In presentations on low 'ov&J 
wasto torm program 

KRAUSKOPF.K B Stanford Unh/.. Stanford. CA 87/10/19. MOELLER OW ACRS - 
Advisory Committoo cn Reactor Safeguards 2pp 46120 204-46120 205.' 


8807120721 Summiiry 0 1 ACRS Subcomuttoo on Structural Engineering 860330 meo 

• n ^.ro^ U V Ari C .’Il!% ,C V° EPn ' / ^ ,RC P]P :r -9 & fling dynamic refabil.ty prograr 

ACRS Advisory Commutes cn Reactor safeguards 88/04/19 ACRS ♦ Advisoi 
Comm flee on Reactor Safeguards 14pp 46120 206-46120 219 


6607130091 Convr.enls on proposed ru'u 00 storngo of spunl r‘u..!onr tool n casks ai 
nucloor povsof roocior wins illsciisnod *tl Advisory Committee on Nuc ear Was'a 
QD0627 29 mootings 

MCGLLER.OW Advisory Commiloo on N.ir.loar Wnaln. 00/07/01 ZECHLW Cc^ 
rriss oners Ip 40160 19/-4G160 197 

8807130130 Surrmo'i/os 0UOG27 29 muohrijis m nutilion bo.ng dovolopod by DOE to 
ostobSsh Dcc-dom d09t> yudelme n incmoo ler hgh lovul ra^asra 
repository Voto09 proposori tiy DOF should \:u romfraioU to srtfoly goa 9 u'ov&lopetf 
fer nucloar power p’nnls. 

MOELLER. DW Adv.sory Commtloo on Nucloar Wasto 00/07/01 ZECH.LW Co/'- 
misgicnors 2pp 461/0 040 401/0 049 

8007130270 Transcript of Adv.scry Comn-.:11on on Nuc’fjn' Wostn 88C626 Irsl Qc"e'al 
mooting h Woshinuton.DC P;» 34? 300 

" Advisory CorrmiiFoo on Nucloar Wnslo 00/C6/20 S0p;> 40172 005 40172 085 


COMMISSION NRC COMMISSIONERS 

8703060130 Hoqjosts ell (Jduumnnls & rcco'ds rn proposed rule on omorgorej pi* 
r.ng rogulaicns whcM would po-rnd NRC lo Issun full powor Cl n siluatiors wto'e 
state & local govts have nol submillnd urnargnricy plans 

MARKCY.EJ Houso of Rop. Fhoruy & Commorco. 07/02/06 ZECH.LW. Corns 
sloners 2pp 46O70.2O3-46O76 ?04 

8807070370 Comment opposing proposed fulo 10CFR50 ru omorgency plann:-.g6 ^ 
parednoss roqulon-.onta fo f ru clear powor fj'aot tool fondir.g & initial low power cp*' 
ationg. 

KERRY, j Sonato. 53Fni0435 01577. Q0/C0/23 ZECII.L. Comm ss-or.er9 2p? 
46024 350 46024 351 


TnSite 01 1 ns trum eniation & Control Sys Subcomm tiee 680324 meal 
n Washi glo.n DC .0 review ARC ana y5 s & Study to limit scope Of USI A-47 ‘ Safi 
, m P^II ori \ ^ Ccnbol Sys." A lo exam na validity ol 1 miing process 
ACRS * Advisory Committee on Reactor Safeguards 88/03/31 ACRS 
Committee on Reactor Safegua.tos Bpp. 46120 220 46120 227 


890356 moating 


8807120725 Summary of Human Factors Subcomm nee 
. lX n l lf0 ? ,DC fe Hunr,an Facl( >to Research Program P. 0 n 
ACRS • Advisory Comma tee on Reactor Safeguards. 88/04/27 ACRS • Addfl/N 

Commifteo on Reactor Satoguards 22pp 46120.2*28 46120249 9C 

6B07130448 Summary of 880504 meeting of ACRS Subcomm-troa nr. w<,ct a , 
Wash ngion.DC to review S fliscusson ol ce.teni 8 wS T^clbZ r, rt » '^2, 

TiL^°iy^v c,>nca!nconc ^ 0 de mir 

ACRS • Advisory Committee on Reactor Safeguards 88/05/20 ACRS Artvi«n 

Corn mate 0 on Reactor Safeguards. 16pp 46122 061-46122 078 S ^ 


88071 10239 Wookly hfo ropl for wk ending 000624. 
ntHM.T.A Ofc of tho Exuculivo U roctor for Oporotionr, 00/00/ 2H. 20pp. 46100 33 7 
46100Q34 

8B ?m^ 335 Responds fo 000613 Ilf ro 1007 amends to Nucloar Wasto PolcyAcl cl 
1982 & NRC plans fer implomoniinQ four liconsing cundilions mposod ty W- 
52S1!? on |lcenso ,0f mor-liorod rolrlovaUlo sicrago focilily 
ZECH.LW. Commlssoners. 00/06/00 SIMPSON A K Sonato. Environment & Pi W 
Worka. >p 48099 35 8 -46 090 357. 

-8807110343 Requests lo bo informed of whai stops, if any.Ccmm sslon intonds -0 
to ensuro ifi&t 'icenslng condii.ons can bo Imposod in oppropnalo monner ro smeiciJ 
Nucloar Waste Po icy Aci ol 19Q2. 

SIMPSON. A K Senaio. Environment & Public Works D0/O5/13. ZECH.LW Cor.T* 
s oners ip 46009.357*46009 357. 


‘TwroTK'S m 01 ACnS 339 ' h ^ m06tin Q *> 8807 M 

46233?30 AdVlSt>,V Co,1,,m ' !,69 on ReSc;o ' Safeguards 88/07/14 80pp 48233051- 


8807110368 Responds to 000524 Hr oxpfosslnn concorn ro remarks made by ^ 
commissionors concerning rnsemption of opuralions at plenf Commission has 
on P lanr fes, bd Biogtophy of each Commission mombor orcl 
ZECH.LW. Commlss:oners. 08/06/21. MUIRHEAD.D M Citizens Urging Respond 

Energy 6pp 46100 099-46100.107 



-8807110375 Requests info on comm sslonors.lnclud ry qua’il cat ans, Igrms in ofc & 
a*' .a'.ions w/nucioar industry Now Yorker 880321 article on Issuo o! GE Mark I con- 
lammonl ore' 

M'JIFIHEAO.D W , OTT.M C CMl 2 ens Urgng Rospohsble Energy 90/05/24. 
/ECU l 2 CorrnvssnnDrS 3pp 46100 105 46100 107 

B807 110401 Responds to roclplant itr wnich criticizes commonts author made after lour- 
n-g p'ant n lato Apr 1988 Recogmzos that number of issues must be addressed 
nefo'o comrrissionbrs make decision on resumed operai>on of plant. 

CARR, KM Corr.miSS'Gners 80/C6/17 MUIRHEAD.D M Citizens Lfrginq Respon^blo 
Energy 2pp 46G90 350 46099 350 

9607 120 1 39 Disccssos response to Ccmmrssone? Rogers 8BO520 memo to Chairman 
Zcch ro agency schedule for Yucca Mounts n Hilo cha<aclodzaiion plan approval & 
l cons no 

THOMPSON, H L Otlico of Nuc’oor Mator-fll Safety & Safeguerds.D-rector 80/07/06 
REHM.T A Ofc of the Fxoculivo Di'octor for Oporailons 2pp 46163 335 46153 340 

-6807120153 Expresses concerns re apparoni number of substantive agency ncitvitiea 
thai must be accomplished if current DOE pro,oct decision srhedjle miiesionos fo-r 
Yucca MouniAin site characterization plan approval & licensing are to be met 
RCGERS.K.C Commissioners. 60/05/26 2ECH.L-W. Commas onors. 2pp 
46153 337-46153 340 

98071 2655 1 Informs Comm-ss on of options that staff is cons dering for d.scusslcn ai 
68071 113 werksnep on proposed rulemaking for mainl of nuclear power plant & pro 
v do draft ru o for preferred option lor Commission consideration 
STELLO.V Ofc of lho Executive D rector forOporatons 00/06/27. ZECH, ROBERTS. 
CARR Commissioners 19pp. 46113 01 1 461 13:029 

9-607120563 Adv&os that request fo enforce subpoenas issued fo if uM employees 
submlied to US Just-ce Oopi on HU0520 Enforcemonl request not yot Mod w/court 
ZECH.L W Comm ssloners 08/C6/1O SHARP, P HouSO ol Rop.. Enorgy & Com- 
mtr'ce Ip 461 13 106 461 13.106 

0607120578 Responds to 800510 request for l20*day extension of comment period for 
proposed ru'e 1CCFR50 re emergercy planning roqu remonls for fuel load ng & low 
owor operation Commoni ponod extended by 45 days. 

ECtu. W Commissioners. 00/06/ 10. MAAVROULES.N Houso of Rop. Ip. 
46113CU1-461 13002. 

-9007120584 Ronuosts 120 day extension of commoni ponod for proposed ru'e 
10CFR50 ro nuclear p'ant fuel loadng & fow power oporation 
MAVHCUuES.N Houso of Hop G0/O5/f6 ZECK.l W Corr.mls s ; onors. Ip 
46111002-46113 002 

8837 1304 IB Responds lo 080525 Ilf urgng NRC to delay Seabrook low power opor- 
aiion toll oniorgcncy plannny & imannal qvjaliflcailon Issues rosolvod 
2GCH.LW Comm ss loners 00/07/01. HUMPHREY.G J. Senalo. 3pp. 46172 001- 
4b J 77 004 

-0007130423 Urges NRC not lo saddle Soabrook w/oddl costs associated w/ low 
power operation untl significant Issues ro emergency plannng & financial qualifies- 
l O-is of owners roso'vod 

MJMPHRF-Y.GJ Senalo 08/05/25. ZECH.L W. Commissioners. Ip. 40172 004. 
4&l?2 004. 

9007160000 weakly Info rapt lo.' wk end ng 600701 
RFHM.T A Ofc ol the F.xocutivo Director for Opora1lorv8 09/07/OB 30pp 46104 289- 
46101 310. 

6807160139 Final responso lo FOIA roquosl for d ocum on ts. Forwards App B documents 
App £9 documents also ava.labio in PDR Certain App H documents part'd' ly or com 
plololy with ho* d (rol FOiA Exemptions 5 & 6) 

GRIMSLEY.D NRC - No Dotailed Aff.llaton Glvon 00/06/29 F.LLlS.K Gannett Nows 
Service. Wasnngion, DC 5pp 45527. 169*45527 31 1 

-0007180161 Advises of apponlrriom to Nail Assoc of Regulatory Util Comm ssion in 
event J Assets line not roappointed Noxt mooting will be hold In Son FrancIsco.CA on 
870720-23 Related .nfo oncl 

3RACFCRD.PA Natonal Assoclaiion of Regu'atory Ulil ty Commissioners. 07/03/16 
ZECH.L W. Com ml 9 s onors l Opp 4652 7; 1 02- 45 52 7:2U 1 . 

“0BO716O169 Partm'ly deloted trio rept of 070010-13 visit to Laguna Vordo Nuclear Sta- 
ton nua' Veracruz, Mexico Reiatod info oncl. 

CARR KM Com-rrrssronera. 07/00/ f0 ZECH, ROBERTS. BERNTHAL Commission • 
o-a 24 pp 45527:203 45527:2 20. 

-■88071 B0 196 Ack roco.pt of invitation lo address Ninety-Ninth Annual Convent on & 
Regulatory Sympos.um of Natl Assoc ol Regulatory Ulil Corrvnisstenors In New 
Orleana.IA on 871 1 16 Invitation decLnod due to previous conrmtnnenl. 

ZECH.L W Comm-ssiorers 07/09/03. BRADFORD,P.A Now York, State of. ip 
45527 271-4552/ 2/1. 

-0807100198 Notifies that 871116-19 Ninety-Ninth Annual Convenllon & Regulatory 
Symposium wi i bo hold in Now Orloan 9 ,LA Rotated info oncl. 

BRADFORD.P.A National Association of Regulator Utilty Comm'ssionors 07/08/06 
ZECH.L W. Corrm.sslonors. 15pp. 45527 272-45527:286 

-B0O7 180203 Summary of 800217-19 NEA workshop on public info during nuclear 
err.org on cl os Workshop dovoted to improving western publ c affairs activities & cooreji- 
ret on during nuclear or radiological omorgoncos. 

DENTON.HR Otlice of Govo/nmontal & Public Affars (Post 87011 3) 08/04/10. 
ZECH. ROBERTS. BERNTHAL Com m'ssl oners. Ilpp 45527 287-45627 297. 

-0807180210 Trip rept of 680307-10 vlfl't to Vionna.Austrla to represent NRC in first 
meoi.ng of nev/fy constituted Nucfoar Safety Stds Advisory Group. 

OENTON.H.R. Olhce of Govornmontal S Pub'lc Affairs iPost 870413). 88/03/16 
ZECH Commissioners. 9pp. 45527 296-45527:306. 

-8007180215 Discusses IAEA symposium on severe accidents in nuclear power plants 
hetf in Sorrento, llaly, including d-lterences fn empha9fs bolweon US & European 
severe accident approaches 

OENTON.H.R. Office of Governmental & Public Affairs (Po9t 070413) 0B/O3/3O. 
ZECH. ROBERTS. BERNTHAL Commissioners. 3pp. 45527:307-45527.309. 

“0607180210 Trb rnpl of 880331 visit to ANS headquartere at Invitation of Cho'rman of 
CommUco on Inti Activities. 

QENTON.HR. Office of Govornmonlol & Public Affe.rn (Post 870413). 08/04/04 
ZFCH. ROBERTS. BERNTHAL Commissioners 2pp. 45527.310-45527-311- 


8007100286 Weekly info ropt for wk ending 8B07C8 
RFHM.T.A Ofc ol the Execulivo D reclcr lor Operatons. 88/07/13 26pp 46200 170 
46209.203 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8607910013 Nolilicabon of contract oxocubon.Mod 2.10 'Technlca 1 Assisianco \n Devel- 
op ng & implemonihg Programs & Procedures for Reactors Requiring Space' lisp 
Resources Comractor Ebasco Svcs.lnc 

HAGEY,H. Divis-on of Conffects & Proporty Managemom (Post 800515) FIW O 1781 
NFIC 03 87-1 19. 06/06/15. QAJWA S.S. pSlannlng, Pronrom & Manegemenl Suppod 
Branch {Po9t 07041 1). PULSiPhER. K NRC • No Detailed Alfiiation Given ip 
45975:354-45975 355. 

-0807010016 Mod 2. providing Incremental lu''.di i '.g.io 'Technical Assisionce in Deve'op- 
mg & Impfemoiting Programs & Procedures for Reactors Requ-rng Special fnsp Re- 
sources " 

* Ebaeco Services. Inc. (subs ol Enserch Coro). EDGE WORTH,! 5 J Division of Ccn- 
tracts (070413 800514) FIN 0 1781 NRC03-B7-1 19, 88/06/15 Ip 45975 355- 

45975 355 

88070 to f f 5 NoMical'On of odnvact execution Mod 7,to “Tec tor.lcat Assrafance for 
Vendor & Contractor tnsps " Controclor SMC O Oonr.ell & Assoc. Inc. 

VELEZ.P Coniract Adminl9iration Branch FIN B-0727. NRC 05-86- 166. 80/06/17, 
BAJWA.S.S Planing, Program & Management Support Branch (Po9l 870411). 
WEST.S NRC • No Detailed AHIialon Given Ip 45969.356-45089:350. 

“50070 fOiflf Mod 7 .deotyiigatina 100,000.00 ot FY88 tvnds.to ’‘Tochncei Assrsiance 
lor Vendor & Contractor Insps. 

EDGEWORTH, P J. SCM O'Dorne.l & Associaies, tr.c (formerly O'Donnell & Associ- 
ates. Inc) SELZ.A. Divls’on of Contracts (870413 880514) FIN B 87 27 NRC-05 86* 
166 86/06/17. 2pp. 45909 357-45909 350 

9 607010274 NoiiUaton of contract QxQCubon.tooc) D.lo "Indopo'uia.v Assessment & 
Analysis. ” ConiracionFrankl n Research Ctr. 

HAGEY.H. Contract Admmsuaton Branch FiN D-210B. NRC-05-Q0-166. 88/06/15 
RICHARDSON, S Ofc ol Special Projocts BAJWA.S S. Plonniig- Pieorem & Manage 
ment Support Branch (Posi 870411) WEST.S Olf-co of Nuclear Reactor Rogulaion, 
D reclor (Post 87041 1). Ip 4 5901 C06-4 5981:003 

“0BO70 10289 Mod fl.eddlng adol O'c ot Special Project Jur.da.to "Independent Assess- 
rr.onl & Anaiya-s.” 

' Calspon Corp (subs. Arvin Indusb os/ Franklin Research Corner). EDGEWORTH, P.J 
Divis on of Contracts & Property Management (Post BQ0515) FIN D-2108. NRC 05 66- 
16B. 08/06/15 2pp. 45901 007 -45981.000. 

6607 01 03 1 1 NoWicabon ol contract oxocutlon.Mod 13.10 "Program la Support Cporatpr 
Licensing Actvities ” Contractor. Sonalyslejnc 

E3ELL.S Offlco of Administrat on 8 Rosourcos Management, Director (Post 870413). 
FIN D- 1332 NRC 03 68*054 86/05/31. BAJWA.S S Plonn ng. Program & Manage- 
ment Support Branch (Post 870411). PljLS'PHER.K NRC - No Detailed AM lialion 
Givon. Ip. 45 90 1.Q04 *4 5961:005. 

—8B070 10331 Mod 13,add-ng names to Soctton H,1. "Koy Person no I,” to ‘’Program lo 
Support Oporato.* Llcens : ng ActivJiog.” 

FETERSEN.L R Sonniysi9, Inc HAGAN.T.F. Division ol Contacts & Properly Mon* 
agomont (Post 000515). FiN D t332. NRC-03 -06-054. 80/05/31. Ip 45961.005- 
45961.005 

6807050007 Notillcaiion of contract execution, Mod i.to "Oporation & Maim of Nucloar 
Documonla Sys INUDOCS) '’ Contractor SBA Subcontfaclor.Siatistica.lnc 
FlEENOR.CM Contract Negotiation Branch- 1. FIN D-1B74. NnC-39-86-21 1 B8/06/ 
Ol. scorr.ns. Divis on Ol informet-en Support Services (Post 8704)3). 
COLUNS.M.D NRC • No Doia led ATM ot.on G:vcn. ip. 45991:236 45901 .236 

6807050178 Notification ol gram oxocuborv "Topical Mooting on TMl 2 Accident Mails 
Behavior S Plant Recovery Technology Washington. DC 80103 M 104,” awarded to 
American Nuclear Soc. 

DEMARCO.O, KNOX.6. Division of Contracts & Property Managomont (Posl 680515). 
FIN G-U38. NRC-04 08*140 88/06/23 GUSTAVE.H P. Program Management. Policy 
Development & Analysis Staff (Post C704I3J. VAN HOUTON.R. NRC ♦ No Oofatrod 
Affiliation Given. Ip. 40003:062*46003.064. 

“8007050200 Grant: “Top cal Mcol no on TMI*2 Accident Molls Behavior & Plant Ro 
Covory Technology Washlngton.DC 881031*1104." e worded to American Nuclear So* 
cioly 

GAflONER.M American Nuctoar Society. THOMPSON ,R.D. D. vision of Con vac fa & 
Property Management (Post 860515) FIN G-1I0B. NRC-O4-06-MB. 88/06/23. 2pp. 
46003:063-46003.064 

B0O7O6O33O Notification ot coniract execution, Mod I.to "Shuttle Bus Svc" 
Contr actor Amer can Coach Lines. Inc 

MEEHAN, 0 NRC * No Deified AlHatlon Given Ft N D *2328 NRC-39~GB<187. 88/06/ 
07. HALMAN.EJ. Division ol Contracts & Property Managomont (Posl 880516). 
QUEEN. D. NRC- No Dolaled Affiliation Glvon. ip 46091 265 45991:266 

-6B0705033B Mod l.doobligat-ng funds due to termination of contract for delault by 
080601 Itr, to "Shuttle Bus Svc. 

' American Coach lines HAGAN.T.F O, vision ot Conlracls & Property Management 
(Posl 880516) FIN D-2326. NRC-39 80-187. 88/06/07. ip. 45991:266-45091:286. 

8607050350 Notif.calion ol contreci oxecution.Mod i.io “Equipmont .n Support ol video 
T elec on loro ncing Pilot Program.*’ Con tractor Con copl Communicai one. Inc. 
PLYNN.MJ. Contract Negotiation Branch 1 FIN B-8155. NnC-39 80-ieO 80/05/31. 
AMENTA. J Of/ce of AdmJn'sJ/alron & Resources Manaflomenl, Di/ortor (Posl 
670413). KlRK.t NRC ♦ No Dolailed Affiliation Givon. ip 45991 .279 45001:281. 

~B8 07050355 Mod l .authoring pjrchaao of IMAGE 30 PC boards. Audi opl ex enhance- 
ment boards & associated mainl coverage, to “Equipment in Support of Video Tele- 
conferencing Piloi Program." 

HAYNES.L.S Concept Communicaiions, Inc WIGG1NS.E J. Division of Conirscls A 
Property Management (Post 800516). FIN 0*8165 NRC*39*88-tB0 86/05/31. 2pp. 
45991:200-45901:281. 


0807060490 Nct-fM* 0" cf CO rvac* e^cjitn Purchase Modena & Arc I'o-v Equ«P 
r\cnt. aA3fd«.d to Ur.vcrtal Daia S*s _ . D .,, 

SMITH PA O'f.co cf Adr.r st/a'Cn A Pesci.rces Man«cm<?::T Credo (^os. 
6704 13j FIND 1883 NRC 09 68 20? 6a'G6'24 EySt MON lT G P Div.S pn 0. Com 
p-jic' A rc:e:».T:Tp-j' ca’ons Services | F-ost 6 ? t4l3j uROWNEll.BD TclKC'rm’J 1 
ca'io r s Eia' " h ip 4601 1 21 7 4601 1 262 


-0807060507 Contract Prthase MoJcn->= 4 Ar C “ary Eqj,"mo<'t. awarded 1o Un ver- 
bal Data S»s A „ 

MARTIN R n Urive-sal Data Sjs’emi SMiTH.PA D.v,*«n of Contracts & P<o f >eny 
Managcrrerl (Posi 690515) F.N D 1863 (,‘00 33 63 307 08/06/24 4Spp 

JEOII 318 4G01 1 26? 


0607060492 Noifca’.on ol coni/aci execution Mod 21 j mierieaf Grar-hcs Worksia- 
ion ' Ccnira:io' -r'erleaMnc k 

HAGEY.H Dvscn of Ccnlracb A Properly Manage-Tenl (Pcsl 680515} NhO JJ b/- 
?43 88/06/ ?3 GO MSLE Y D D.*s on of Freedom o' V'C'ma* ^ & Pub! canons Sorv 
•ces (Post 680615) THOT THOMPSON NRC No Oe'a’ed AfUatcn G-.'O" ip 
4601 1 263 4601 1 265 


-8607080097 Mod B.modfymn complolon schedule fo' Task ? under SocMnri, 

• S'oam Genomicr S Sloam Cro Ovorl.ll Issuos." ’ L , 

6AKER.LJ Small Gi.S:r.0S9 Ac'mn strat-on. YBARRCNOO.l J Scon‘<v» ir, 
WiGGlNS.EJ D. vision of Contacts (870413 880514). FIN D-1766 NRC 04 WrA 
89/05/09 ?pp 46138 161 48136 102 " 5 - 


8007080066 Nohfical:on of ccnfracl oxocuton.Mcd l.lo ‘'Loaso/Pu'chase o' pij 
NSSS PWn Simjlaicr ” Coniracior.Powor Safety Inil. 

BELLS D.vson of Contracts & Proporty Mononornont (Posi 880515} Fi‘j npi?r 
NRC 26 80 316. 00/06/29 SPESSARD.R L. Div.sTcn ol Oporat-onal A&%essme-,i ,f „ 
0704)3) SHOWE.S Techntal Train ng Center Ip 46133 320 46133 330 


-0507000077 Mad Vmrtcr.drg do’vvor^ dole tot s mutator & to accopi as ccnsjevv 
Iie.-ns :isted in cont'BCtCi eflC525 ilr.lo “Lensn/Pufchoso of HAW NSSS PWR $. r jj 
lor ” 

lEEOE Power Safoty Jriiernaiiovaf MAC) AN. T F Division of Contracts A Pto^r 
Managemoni (Posi 860515) FIND-2177. NRC 26 80 316 80/CG/29 2 PP 
46133 310 


•8807070072 Mod p$'0d of pcrfcurarce p'Ov drg to' partial 

paymenl/f-ducri.j p'.ce of ccn'racl & pruning add irflf'.i.'ig *o NRC emp’oyecs.lo 
• Mitorbal Graphics Wo'kstaLon 

NEWBY CT fn’er ea'.lnc EDGEWORTH Pj Div.s On cf Cortracis (870413 800514) 
NRC-33 87-243 08/00/23 2pp 46011264-46011 265 


6007080106 Not 'cation of conlracl oxocutlon.Mod 11 .to "Commorcial Facias 'M-# 
One wv.iio FSM Norm ’’Contracts Parsons Rimckoiholt Warn; Svca 
PAGE.M Contraci Adminislrnf on Urnnch FIN D 244U. NRC-10-87-171 85/07/‘i 
HALMAN.E.L D.v.s:on of Contracis & Property Management (Post 8305 ‘V 
ROLHNS.CL NRC • No Dotal'od Affil-alion Given tp. 40139.200 46130 292 


8807060582 f.'oV.cdl’Cn cf cootrecl exc-CL* on, Mod 3.to ' ' me; leaf Graph rs tVorKslfl- 
ton " Conirac'or inier'eaf.lnc 

HAGEY.H D.v.scn of Contracts & Property Maragemem (Post 85C515) FIN D 1096 
UPC 33 67 2 A3 66/06/26 GO MSLEY.Q Divsicn ot FteC'Jox.cf IntOfmation A Peb‘i- 
cat^ors Servces iPosi 600515) THOT- THOMPSON NRC No Oetaled AM'iahon 
Given Ip 46003 023 46003 024 


-0807080113 Mod 1 Uncorporalrg tilovnlor ma m svcti.to ' Commercial Fac -ticsMcu 1 
Cne Wh.to FI nt North " ' 

WILSON, J R Parsons Grinckorfioff Con9lruct on Sorvicos. Ire. HAGAN. T F Dmsc.ic' 
CcnHacls S Property Manogomonl (Post 060515) FIN D-2440 NRC -10 07-171 53/ 
07/01 2pp 46139 291 46130 202 


-8807060586 Mod 3correcing radvedert omss^on ol accojrtrg daia <n Block 12 of 
Mod 2. to “Inier’eaf Graphics WO'* station " 

* C’torieai. ***c EDGE’WCRThpj Divison ol Contracts & Prcporty Managorer.i 
(Post 8B05I5) FIND 109G NRC 33 07*243 08/06/28 Ip 46003 024.46C03 024 

0607070109 Dscusses Lul'etn s'a’uS databases Extens-on tnti 881030 roqjestod to 
search for some required repts n msp ft es 

DEAN.RS Para mole;, Inc NRC 05 fiS 157 02. 68/06/23 BERLINGER.Ch Geco'.c 
Ccmmun call or.s Branch 2pp 46 i?4 271 46124 272 

0807070606 Noi'cPt'Cn of contract etnCu'Cn Mod B.ro ’’Development of NRC Reac'or 
Operator Licensi-g Exam Specs ’’ CcrMracior Pro'ess onal Exam Svc 
BELL.S NRC • NO Doia ‘ed AlfJaion Grven FIN D 1315 NRC 03 85 052 00/06/20 
BAJWA.S Program S Mar.agemer\t Support (Ppst 07C4U). 

PULS PHER.K NRC • No Oeta ’ed A'H anon G^en Ip 46019 033 46019.036. 

-8807070607 Mod S.re'.isng ind 'ect rates.qrovdng mcroaso for overrun <5 changes & 
defays. ncroas ng ce: I'a & obligated amounts & extending por.od of pcr'ormance. 10 
Development of NRC Reactor Operalor Licensing Exam Specs.” 

' PfOfess-onai Exarr.mai'cn Service EDGEWCRiHP J NPC « No Dota led Alfratoi 
Given FIND 1316 NRC03B5052 88/06/20 3pp 46019 034 46019 036 

0807080022 Not.fical on ol CCnt'act execution. Mod 15. to ADP Sy8 Dovolopmonl “ 
ContractOr SyS Automat on Corp 

BELL.S Office of Adm nistrat on & Resources Management. O.rectcr (Posi 070413) 
FIN B B166 NRC-37 07 224 00/06/29 EYSYMCNTT.G P Drvision ol Computor & 
Telecommunications Services (Post 070413). SULLiVAN.J. NRC ■ No Detaled Alfih 
ation Given ip 46)34 2G5 46134 206 


-8807080028 Mod I5,prcv.d ng hcremonta! fund ng.io ’ ADP Sys Devobpmem " 

‘ System Automat Corp EOGEY/CRTh.P J. Dr^;sicn Cl Comtaas 1870413- 
8B0514) FIN B 0166. NRC 33 87-224. 60/06/29. Ip 46134 206 46134 206 


8807080031 No’Jicaiion of gram exocut on.Mod ?,io Pan a> Support of Goo'oQ.ca' So- 
onc©9 Board.” Contractor NAS 


DOHSEY.M Contract Admimstrat on Branch FIN G-1054 NRC-G 04 83 007 00/06/ 
21. FOREffANO.W Office of Nuc'ear Rogj'aiory ResoarCh, Orocior (Posi 660720) 
2URFLUEH.E NRC • No Oeia 'ed AK. iaion Given, ip 46139 322-46139 323 


-8807080037 Mod 7.exiendma period of performarce.prov dng funds & Incorporal ina 
grantee proposal.io Part a 1 Support of Geoiog cal Seances Board ” 

SMITH, P.M National Academy of Sciences HAGAN.T F Division of Contracts & 
Property Management (Post 860515) FIN G 1054 NRC-G 04 03 00? 89/06/21 ip 
46139 323 46139 323. 


8007000121 Notificfll’O-n of contract oxOuulion.MoU Mo "Mainl A Sys Suppci br Poq 
BRS Software ’ Contractor Zonor Corn 

KNO^.F OM co of Adm nlslrat on & noQOurcos Monayomont. DtocIoi (Posi 07C413 
FIN U-1212. NRC-33-87-2 18 80/05/10 EYSYMON fT.G F J . SllELBURNEEC MRC' 
No Dara led Afh’iat on Given ip 46139.348 4Q13U 340 


-8007000127 Med 1 .Cfiarxj r:g project ollicor.lo ' Maini A Sys Supporl for PCR S.^S 
So'twaro." 

* Zona' Ccrp WIGGINS.E J. Divls-gn Of Conlracla & Property Managemenl (Fes; 
060515) FIN 0 121? NRC-33 67-21!) 00/05/10 ip 40130 340 46130 349 

6007060139 Notfcntion of conlracl oxecuilon.Mod 20.1O ’’Ccort/inni on of Fodcra /State 
Rad-allon Conirol AChvilios A Aas.Sfnnco in Solving Dadiet on Contro' Prob’eTs’ 
Contractor. HHS.FDA 

KNOX.E Ollico of Administration A Resources Mnnogomoni. Orocb' (Posi 87041ji 
NRC 06 76 247 00/07/05 KAMMCFtER.C, Stoio. Local & Indian Tr.bo Programs ■? 
46105 029 46105 030 


-8007080149 Mod 20.dosignai!rg now prolocl olfScor.to “Coonjhat.on ol Federal/ Sta'e 
Rad alion Co.mrol Aclivilios 8 Asslslanco In Solving Radiation Conirol Problems " 

* food A Dn,u Adm nlstrallon EDGEWORTH.P3 D.vi^lon of Contracta A Property 
Managorr.en! (Post 093515) NDC Ob-70-247 08/07/05. ip 40 105 030 461 85 03C 

8807080160 Noiifiqat on Of contract oxocolion.Mo:1 G.to “Soalng of Boroholos & S-.a'is 
-n Sail." Contracior Unlv of AiMonu 

DORSEY.M Off co ol Adm mstroiion 8 RofcOu.'COS Mannnomonl. Dirocbr (Fosi 
870413). NRC 04 86-113. 00/06/2/ GUSTAVE.R. Program Management. Pc cy % 
volopment A Analysis Stall (Post 0/0410) PHILIP.J NRC • No Detailed AH'-a'ci 
Given Ip 46139 216-46109 220 

-8B0 7080 172 Mod Q.rovla ng Socton C doscnphon/spocs/woik stalomoni. 10 "Sea "ig 
ol Boreholes A Shatis in SaM ” 

WHEELER.J J. Afl/ona. Unlv. of. Tucson. AZ HAGAN, I f. D.vislon ol Corl f 6c!S S 
Property Managomont (Posi 0B0515). NRC 04 00-1 13 Q0/O6/27. 4pp. 4613321? 


B807080194 NolilicaVion ol conlracl oxecuiion ' Appl.colion ot Optical Disk Tec y *io , 'b 
flV." awarded 1o Ofkand Co;p 

FUNN.M J Contract Negotiation BroncfM. FIN D-1001 NRC-39 00-243 80/04/04 
SCOTT.R.S Division ol Tnformoilon Supporl Sorvlcos (P09t 670413). PAULSEN.G 
NRC • No Data lod AlMlallon G.van Ip 46077: 147 46077 264 


8807080035 Noifical'On of conVaci e*eculOn,Mod 8,to "fnll Pip'ng Iniaority Rosearch 
Program." Contractor BMI. * 7 

Oeta led Allii.alon Gven FIN D-165B. NRC-04 86-106 BB/06/21 

?ri5i A nT S a 25? Si nY f P fl i Search. D rector (Post 060720) 

5CHM DT.H A. NRC • No Data 'ed Af/ikaticn G*ven. ip 461 34: 120 46134 123. 

-8807080042 Mod B.chang.ng s'aiemenl of work to pro v.do lor transfer A transport of 
centnfugai pump as govt furn.shed equipment fo "Inti P.pSng iniegnty Research Pro- 

Ieweluh M Batteiie Memorial Institute. CoUmbus Laborator es HAGAN T F D vi. 

iM 1 m/2> C 3pp SiSTawSSna lp04 ’ Baos ' 51 Fw ««*«• 

No,,f,c | Lon of contract execution. Mod 29.io "Technical Assistance lor Fa- 
^c°*% u VX Sp 2^ a ' Ass ' slanC0 “ C^^ctor Pa'ameter.fnc 

Deia.led Affiliation Given. FfN D 2101 NflC-05 B6-15R nn/n7/ 
05. RICHAROSON S.D Ofc of Special Projects CORELY DJ NRC - No Dora led Af- 
filiation Given Ip. 46136048 46136 049 0 9ta m Ar 

iund ' n 3- 10 xm-^ » wm 

msisifIn <PB- 

" S,sam G6TO^8,0, 4 s,80m 
nN&i76° l NR&O^73M a W0WOT S Sij|?Av|'n^™M, a m'ML^. lPol,87, ? , 1 ^ 

Developmenl 8 Anah-s.s Staff (Post 8704 13) SHAUKAT S 
a lion Given, ip. 46136.160 46136.162 ^maukat.s.k. NRC - No Deia.led Affi'f. 


-0807080197 Contraci "Appl.caton of Opllcar Disk Technology." awarded 10 O'ka'nJ 
Corp. 

CMn.D.l. Orkand Corp. HAGAN.T F Division ol Conirncts (870413 8B051 4) fn& 
1901. NRC-39-00-243 00/04/04. 11 7pp. 46077:140 46077:204 

8007080198 Nohlicaiion ol conlracl oxoculion. ’’Local Svc for Roglon III," awarded to 
ll'inols Goil Tofophono Co 

DORSEY.M. Ofl.co of Administration & Roaourcos Managomom. Di'ocl?/ i 0 ®' 
870413). NRCGO-O0-207. 80/07/01. ROY.GW. Region 3, Ole of Iho O'ec!0< 
BRlTZ.P NRC * No Doleilod Afh'iai on Given. Ip 40126:249*48120 273. 


*•8007000212 Conlracl; "Local Svc for Region III." awarded fo mmols Doll To’PphcN 
Ce. 

CHILORESS.C lll.noid Boll Telephone Co WIGGINS E Dw.sion cf Contracts A Prop 
erty M.anagomont (F > ost 800515). NRC-30 00-287 08/07/01. 24pp 461x6 


6807080241 Notification of coniract oxocoUoo.Mod S.to "Toqh.nlcal Asslsiance for 
Design Rov.ewa of High Level Wasto Geologic Roposltorloa " Contracior. Itasca Coe- 
suiting Group, Inc 

JWOX E nrc . No Do1ailed Affiliation Given NRC-02-85 002. 88/06733 
S«K2r 5 s/- L .- Pro 9 (flm Managomont. Policy Oove'opmenf A Analyse SwJ 

TANlOUS.N.S. NRC - No Dota lod AHihaiion Given. Ip. 48140076 
46140 078. 


-8807000259 Mod S.designating now protect oKvcot \o "Tocbnlcai Assistance lor Desgrr 
PnfJ2S*°U Hi « h Lovo1 ^ a8t0 G oo | O0'c Repos- lories ” . Ua1 

I IASCA Consulilng Group. Inc. HAGAN.T F Drvblon of Con1ract9 A Propenym« T 
agemoni (Post 8B0515) NRC-02-85 002. 80/08/30 2pp 46140 077-46140 070. 


HAGEY H Contract Admirisirabcn branch. NRC- 10 B6 230. 88/06/ 23 SCOTT.R S 
Cv'son d* lnforma:.on S_ppnn Sg'vicgs (Post 870413) CHEN.F NRC • No Dote led 
All at on G.ven Ip 46 100 260 46)09 267 

•♦8807 1101 SO Mod 2.cnangiri9 bol.vury address for NRC Region I o'c.to 'ASME 1080 
Ho ‘e' & °re«Svi'o Vessel Corio “ 

* American Society ol Mechanical Engineers EDGEWOniH.P J division of ConiractH 
& Property Management (Post 0005 IS) NRC- 10-66-236 60/06/23. ip 46100 267 
•16)00 267 

8307ffCT6t Nonf.cabon of contract n«ecuiiCn,Mod 4.io On Ca'f Maml ol NRG Coot 
pjter Penpnera 1 Equipment “ Contractor General Sciont.lic Corp. 

VEiEZ.^ Oflice of Atlrr.-rnstrat'On & Hof.ci.rrQS Management. U.roclcr (Post 87C413) 
F|N 0 8174 NHC 33-86 282 B6/06/2t. EYSYMONfTGP O/.Si0;i Of Ccmp„fu. & 
Teloooir.n.uri caiicr-s So*vicos (Post 6/0413). JOHN SON. C NRC ■ No Delated Alii', 
alcn Given Ip 46100 263 46100 270 

-8807110175 Mod 4.a;1;1rg equipment & new NRG Iccahon.to “On-Gai* Ma-nt ol NRC 
Corp^tor Peripheral Equpir.ort " 

COSGRQVE.W.A Gc se.'af Sciontrf c Cjrp EOGEVVOrtTH.P J Oiv s on of Contracts 3 
Prcporiy Management (Post 08C5'5) FIN D8174 NHC 33-06-262 08/06/21 ?pp 
46 ICO 269 46100 270 

0837110240 Mod l.hc'oasng ameuni otl.qaiod.lO ' Operation 8 Manl ol NUDOCS " 
EILIS.D Small Business Admn.shnton UOSE.D D. S*aisiica. Ire HAQAN.T F U.v 
sjon of Cortiracis 8 Property Manage-teM (Post 8905 J5) FfN O f 674. NRC 39 89- 
211 86/05/01 lllpp 46001 143 46081253. 

88071 I0J 16 Nof frcafro‘> of contract o*ccui<on Rcgu>atory Process. ’ awatdod (o Reg./- 
letory Grctep.lnc 

NEARSt-.SO Coniracl Negotiation Branch 2 NRC 39 00 365 6Q/CG/24 

GCLDMAN.P Ofc of Pe/sontw) (Post 6704 J3>. 8ASS-N.C NRC No Dolled AM- 
aibn Given Ip 461)1006 46111 181 

-86071 10323 Contract nGQ-Jaloty Process. “ awardod JO Wogufafory G/ct/p 
ncCENOCCK.A Rogulalory Group. ir.c SMITH.PA C,v.9lsn of Contracts & Properly 
Management (Post 860515) NRC 38 88 365 80/06/24 I55pp 46111:007. 

4611) 101 

8607120252 Corrected notification ol contract exOCulion.Mod 7.to "Audiov-sjai 
Lqu pmom. Purchase & JnstaUaJcn at One wine FJini North” Contractor; Me'ylend 
Sotr.d indjstriQS.lnc 

PAGE.M. Contraci Admimstral on Branch FlN D-2465 NRC-lO 07-21 1 80/06/06 
GRlMSLEY.D. Div-sion of Froedom of Informal on & Publication So-v-cos |Posi 
R 605 15) LiNOSAY.H NRC • No Dola-lnd Aff.liaiicn Given ip 461 13 323 46 n 3 325. 

-8807120266 Corroded Mod 7,outhori/.ng inslellftlion of oquprnonl -n Ccmrr.issioncra 
Cc'iloronco Room & oxlending contract comploton dates io 'AudiovisLa 1 
Ecu prnont. Purchase & Installation at Ono While Flint North." 

* Maryland Sojnd IndjStr.Gs, Inn. HAGAN, T F O.vis'on of Conlrods & Property Man 
ecemonl (Post 080515). FlN D 2465 NRC- 10 87-211 80/C6/06 2pp 46113 324 
-16113325 

6807120316 Notification of contract oxocul on.Mcd 20.1O ‘Fuel CyCfo Uconyng Ass’SI 
anco ” Ccntracier Scionce Applicet ons ‘nil Corp 

MEEHAN. B Divison of Contracts & Property MananOfnont (Post 8605 16) FIN D- 
1063 0 NRC 02 07 004. 86/06/29 tENEYCK.E O Clf co Of Nudoru Mnlorlal Safety 
& Sa'oguards.Oiroctcr LOYSEN.P. NRC * No Detailed Affuatcn G've.n Ip 
46140 145 46146 147 

-0607120320 Mod 20, adding ncrorr.onlal fjidr.g to, 'TuOl Cyclo Llconsng Ass : si 
anco " 

‘ Sclonco Applcetons Imo/natlcnai Corp (formerly Sciorte Appl catena, Inc.) 
EDGEWORTH, Pj O.vision of Contract & Property ManAgomunl (Post 88C51S) F-N 
D- 1083-0 NRC-02-87 004. 88/06/29. 2pp 4614O.H6-4Q140 147 

0807120336 Notification of contraci exocut on.Mod l9.io “Fuol Cyc'o Ucons'ng Assist- 
ance " Contractor Scinnce Applicot.ons Inil Corp 

MEEHAN.B Contract Administration Branch FfN 0-1082-8 NRC- 02 07-004 80/C6/ 
2D TENEYCK.E O Program Managomoni. Policy Development & Analysis Staff (Post 
B70413). LOYSEN.P, NRC ♦ No Dota-lert AfhlOhon Given Ip. 40148 192 46140 201 

-0807120340 Mod l9.dohn.llz.ng Task Order 14 & adding Incremental fund ng.to "Fgal 
Cycle Ucons ng Ags-sianco " 

ROOEHAN.T.j Sconce App'icahona frwo'nationaf Corp (formerly Sconce A ppf c fi- 
lers, Inc ) HAGAN, T F. OiviRon ol Contracts & Propo-'ty Managomoni (Post 6BG5t5) 
r^N D- 1082-8. NRC-02-87 004 88/06/29 9pp 46140:193-46140 201 

BB07 120350 Notification ot contract execution, Mod 15, to "Structure 1 integrity of IWR 
Boundary Compononts ♦ II " Contrapto: Mails Enainoorlng Assoc. Inc 
BrEL.S Contract Adm/nrsfrahon Branch FfN B-8903 KRC 04-84- 102 88/06/24. 
FOREHAND.W Program Management. Po'icy Dovolopmont & Analysis Stall (Post 
670413). T ADO A DA. A NRC • No Cete.'od Aft.latlon G.ven. ip 46156 274-401 56 278 

-8807120353 Mod l5.provlding contnuod mate! ol dote under Task 2 & extend ng 
period of performance to 08O&28,to "Structural Integrity of LWR Boundary Compo 
naira ♦ ff " 

LOSS.F J. Materials Engineering Associates. Inc HAGAN, T F. Dv.sten of Contracts & 
Proparty Management (Post 800515) FIN 8-6900 NRC-04 B4-102 06/00/24 4pp 
40156 275-40156 278 

8607120521 Notification ol contract oxecuhon.Mod 5,to "Microcomputer.” 
Contra cfoi Govl TDchnotegy Svcs.Jnc 

VELEZ. P Contract AdminTsUalicn Branch NRC-33-87*252. 08/C6/2Q SCOTT, S D.vi- 
son ol Computer & Tolccomrr.umcat.ons Services (Post 870413). GIANQIS.C NRC ♦ 
No Dotaited Affiliation Given ip. 40 1 13 345-461 13 350 

-0007120580 Mod S.providing Incremental fund-ng. modifying Soct on B.1 & decroas ng 
cei'ihg amount.lo "Microcomputer " 

WiLLrAMS.G.W. Governmeni Techro'ogy Serv.ces, Inc EDGEWOFtTH.P.J. O.vision ol 
Contracts & Property Management (Posi 800515) NRC-33*07.252. 08/06/20 5pp 
46113 346-46113 350. 


FLEENOR.CM. Contract NegC'ahon B*«m=h-1 FlN D 1 763 NRC 03-00 027 00/07/ 
05 3AJWA.S S P.arn-n.-j Program A Management Supped Branch (Post 87041 1) 
PUISIPHFH.K NRC ♦ No Delated Ahialio' 1 Given ip 46156 076 46156 1 15 

-0607120666 Ccntract NHC Reacto* Operator Fxorrner Tra nng Conference. " awa»d- 
od io Tabes Holei 

□RAKE H Tabas Hold WIGGINS E J. D.v s ; on ol Conirocis & Propody Managomoni 
(Post 800515) FfN 0-1/03 NRC-03 08 0?7. Ge/OS'29. 39pp 4G156 07/ 46f 56 1 1 5 

BB07120G97 Not f cation ot contact GKeculicn.Moa V* in ‘•Conventional Sys Develop- 
rnerTf " Conrrncfor \\aiti f eth.lr.c 

VELEZ P. Contract Adrrn str&ncn Branch. FIN U-1403. NnC-33-R6.2G3. BB/C0/O9 
EYBYMONTT.GP C.vision o' Compulor & Te^com-nu^ca: ers Services (Post 
B704J3) DOJ.LECK A NRC • No Dulled or> C7ive') )p 46 1 56 303 40 > 56 304 

-&0O712O696 Med M.COr/ud r.y tola 1 ob igatnd an-.OLrt as shown in Mod 12 io “Con 
vp-)? ona l Sys DoveJoprnt*“.t " 

’ Mattiiocn. Ire EDGEWORTH, PJ Divis cn of Contracis A Proporty Management 
(Post 880515) FlN B 1403 N ; iC-33-8G-2flJ 0&/O6/O9. Ip 4G 1 56 304-46156 304. 

80O712O7OS CcrrecioJ notfeal-on of ccni'act exocMticn.Nlod 7,to ‘Audio v.sual 
Equp me it Purchase & Irsteltetion ar Whle Flnl North” Conttector;MarylanJ Sound 
Industries Inc 

PAGE M. ConUact Noqot-anon Bra^ch-2 FIN U-2465. NHC-10 87-211 80/06/86 
GR.MSLEY.D Division ol Freedom of Information & Publ cahcns Sorvicos iPost 
880515) LINDSAY.n NRO No Dulalod Al1ha f on G.vun. Ip 46)55:109 4G1 55. 108 

0007130184 Notifrai on cf contract axocu: on. Mad 26 to " technical Asstetanco for Fa- 
c i tics Requiring Spscal Ass stance ' Ccnlrector Paraniorer.'.nc, 

MEEHAN.B Ccnt/acl Aden msiralion Branch FIN D 2l0l NHC 05-66-156 80/06/00 
R.CHARDSON.SD Ole ol Special Projoct^ COHLEY.D.J NRC ■ No Data led Afidi- 
at-on Given Ip 40170 026 4b 1 70 027 

-CS07130104 Mod 26,piovidrg mcrenonlnl lunding.to ' Techmca 1 Ass 9tanco for Facili- 
ties Requi'.r.g Spec el Assistance ' 

' Parnmoter. fnj EDGEWORTH, P J Dvtr>ien of Contracfs 5 Propody Managerrerf 
tPost 6 BO 5 16) FIND 2101 NRC.05-06-156 B6/0G/08. Ip 4G170 027 4fvi?o.027. 

BBO?t302W Nofrficatfq.'i cf confroct exocjVcn.Mod 4,to "BiVR Wuc/ear Engmeorrrg 
Course " Contractor GE 

HAGCY.H Contract AdTristrolcn Branch FIN B 076B. NRC 05 66 161 88/05/31 
JCRDAN.E Ofhco lor Ann'ysia A Evaluation ot Oporat Oi/>l Data. Dr.-ecJcr Ip 
4Q166 1 50 46189 152. 

-8D07 130222 Mod 4,exo/c1s : /ifl sreend of tcu* ophpns lUider conJ/pcl.ro ‘ BWH Nuclnar 
Er-.g fioer r.Q Course.” 

HENDRlCKS.C General Eloclnc Co FlN R-8758 NFtC 05-66 161 68/05/31 2pp. 
40166 151-46166 152 

BB07130285 NoHicatOh ol cont'acl oxccul.on Mod 103o ‘ Oay'odcd Piping Program • 
Pnaso II ” Conirocicr.BMI. 

HAGEY.H Ccntract Acm nisirotion Branch. NRC 04 B4-103 B9/06/24 GUSTAVE ,R 
Prog 1 am Managoment. Policy Cevulcpmeni & Analpte Stoll (P 091 070413} 
MAYFIELD, M. NRC ■ No Dotai'od A ff, l alien Givhn. Ip 46172 0B9 401 72:091 

-0807130294 Mod ift.oxtendiny coTp'otion dato lor a.\ QMorls po'forrnod under con 
iracl up to Mod 15 through 080930 at no oddl coal to “Degraded P.pmg Program * 
Pnaso li “ 

SEWEU.H.M Uaite.io Momo-iai inst»iulo Columbus Lnboraicnos EDGEWORTH, PJ 
D.vlS'on of Conirocis S Propody Management (Post G90515) NRC 04 84-103 80/06/ 
24. 2pp. 46 1 72050 46 f 72 031 

0007130300 Noiikcahon ol coniracl exacntion.Mod 19.lt> “DugrBttetl Pip ng Program - 
Pfiaso ff ’ Conhacto-'.DMI 

HAGEY.H Conlrsci Admin slralion Branch FiN U 0134 NRC-04 84-103 68/00/24 
GUSTAVb.n Pfon'am Manauon.oiil. Po Icy Dovelopmonl & Analysis S 10 M (Post 
870413} MAYFJLtD.M NHC ■ No D^ioldd AUlaUon Gvdrt. Ip 46 164.0 J6 
40161 021 

—05071303 14 Mod J9.increos pq con/aci cotng & obligated amotnJs to aJow conJ/ac- 
tor to compiole e>penr.ent under Seel on C,lo “Degradod Piping Program ■ Phase 11 ." 
SEWELL.fi M. Batlo'io Memorial Inat.fute^ Columbus Laboratories. EDGEWORTH,P J 
Oivislon ol Conuacte & Propo'ty Maraqemenl (Post 090515) FlN B 6134 NRC-04 04- 
103 06/06/24 5pp 46164 017-46164 021. 

8BQ7130374 Notification of contact o/ocullon.Mort t.lo Fabrication 8 Instol'allon of 
Ccnlorenco Tab'o & Four Vidoo Cab-nols In Comm 155 . onors Hearing Room.Wnile Fl nt 
North " Coniraclor Production Houso.mc. 

PAGE.M Coniracl A(l/r.lr.islratlcn Branch NRC-39 BO-232 86/05/16. SPRINGER, M L. 
Ofc of Consolidation (Post 070413). PLEASANT, E NHC - No Data led AMr.lotion 
Givon Ip. 40106 145-46166 147 

-880713037 7 Mod 1 .extending coniraci until 800531. to "Fabncaiion & Insta'lalion of 
Conference Tab'o & Four Cabhots in Comm.sslor.ora Moarln^ Room.Wh4o Flint 
North " 

0URT.O T. Proctecf on Mouso, (nc. WfGGfNS.E J NRC - (Vo Dote fed Affi'iakon G.ven. 
00/05/16 2pp 46106:146 40166 147. 

8807 f 50 157 Nof/caf.o<s of cooperate agroomonr.Mcd ».ro "Mamt fi Operation of 
LPOR" Contraclor:TH Midd'oton L'b’ary, Louisana State Un.v. 

SMITH, P. Property & Procurement Branch FlN D 24I0 NRC- IQ 07-337. 80/07/12 
GR/M-SLEY.DH. Ofhco of Ad m-nfs frai.cn & Resources Marfago/nonf, D.recfor {Post 
B70413). SOUDER.J. NRC No Doteited Affiliation Glvon ip. 46183:340.40103:359 

-8307 1501 S3 Med i.&^londj^g p&nod ol podcrmanco to. “Ma/ni A Opdrahon ol LPDR '* 
PiKE.R V/. LQoisiana Slate Ur.iv . Baion Rou-go. LA. SMITH.P. Divls'on ol Contacts 8 
Property Mananomnnl (Post 680515) FlN D-241B. NRC- 1 0-07-337. 00/07/12 19pp 
46133 341-46103 359. 

00071 00 132 Noiifcailoo ol contract execul.on.Mod 6,to ‘‘ Operation of CNWRA • 
FFROC “ Coniraclor SWRI 

MACC.MH. Contract Administration Branch FIN D-1035-0 NRC-02-B8 005. 00/06/ 
29 FUNCHES.J.L Program Management. PoHcy Devolcpmeni & Analys e Staff (Post 
870411) BUNTING.J. NRC - No Dolalod Affi'iption Given tp 4020 2 347-4620 2 340 


-86071 80 13B Mod 8 .increasing contact amount 6 rembursabte coats, to "Operation of 
CNWRA • FFRDC " Cont/ector.SWftl 

* South wesi R aae arch testiUrte. MACE.M H Division of Co reacts & Property Manage 
men? {Pest 86051 S) FIN D-1035-6 NRC-02 88 005. 36/06/29 2pp 46202 340- 
46202:349 

8807160145 Notification of contract execui on.Mod 7,to “Operation oi CNWRA 
FFRDC.'* Contractor.StVRI. 

MACE.M Con Ira cl Administration Branch NRC-G2-6S 005 68/06/2? FUNCHES.J L. 
Program Management. Policy Oeve'oprnent & Analysis Staff (Post 670413). 
BUNTING. J O. NRC * No Detailed Aff.l ation Given tp 46203:330-46203 348 

*•8607180150 Mod 7,provid:ng Incremenlal fund ng 8 rov.smg award lee pfan.to "Oper- 
ation of CNWRA - FfflOC “ 

PRjEGEL.FLE Southwest Research Yist.tute. MACE.M H Division oi Contrecls & 
Property Management (Posl B80515). NRC 02 69-005 08/06/27 19pp 40203 331- 
46203.248 

6807180162 Notification of contract execut on.Mod l.to "Special red Tochncal Tran:ng 
In PWR Train ng “ ContractonReaource Technical Svcs.Vc. 

VELEZ.P. Contract Administration Branch FIN 8-9796 NFlC-26 07-4 17 08/07/01. 
SPESSARD.R.t Divison of Operational Assessment (Posl 870413). SHOWE.SK 
NRC ♦ No Dela ted Aft li&uon Gw an Ip 46203 .323 46203324 

-8607 180188 Mod 1 .providing incromonia* lu^d-ng & amount obligated, to “Specialued 
Technical Train ng In PWR Tram ng “ 

* Resource Technical Services. Inc EOGEWORTH.P.J. Division of Con'racis A Prop- 
erty Management (Posl 680515). FIN B B798 NRC-20-67-417 88/07/01 ip. 

46203 324-46203 324. 

6807160279 Notification of contraci exoculion ■'Ocerancn & Maim of Into TechncHogy 
Svcs Training Lab" awarded to USOA Grad tale School 

MEARSE.S D Contract Negotiator* Branch 2 NRC-38-68-364 8B/06/17. 

GOLOMANP.J Ofc of Personnel (Post 870413) MiTCHUM.B NRC - No Detailed At 
filiation Given Ip 46197 235 46196:126 

“8807160289 Contract. “Operahon & Malm of Info Technotogy Svcs Tranfng Lab." 
awarded io USDA Graduate School. 

POOLE ,G.R. Agitcuttuie, OepL oi. Graduate School. Washington, DC SM1TK.P.A. Oi- 
vision of Ccniracls & Property Management {Posl 880515) NRC-30-88-364, 88/06/ 
17. 300pp 46197:236 46198.126 

88071863 IS Notification of contract execution, Mod l4.lo Program to Support Operator 
Licensing Aeiiyilos." Contra c’or. Sonatysts.lnc 

BEll.S. Contract Administration Branch. FIN D 1332 NRC-03 BQ 054. 88/07/06 
BAJWA.S.S. Planning, Program & Management Support Branch (Post 070411). 
PUlSiPHER.K. NRC - No Deta-lod Affiliation Gwen Ip 46200 039-46200 040 

“6807160319 Mod 1 4. providing incremental funding to. ' Program to Support Operator 
Licensing Activities." 

* Sonalysts, Inc. HAGAN.T f Division of Contracts & Pro pony Management (Post 
8B051B). FIN D-1332. NRC 03-86 054. 68/07/00. Ip. 46?OO:O4O-402OO;O4O. 

6807160359 Noiifcaiton of contract execution. Mod 5.to 'Human Skill B'dg Tralnng 
Course " Coni rBClorSB A Subconi rector /Space Qual.fied Sys Corp 
VELEZ.P Contract Adm nishetlon Branch. NRC-10-B7-208. 88/06/16 GOLDMAN.P J 
Ofc of Personnel (Post 670413). Ip. 46199 356-46199 359 

“6607180374 Mod 6, corroding contract coi'lng on Mod 4 & otngalng funds.lo "Human 
Skill Bldg Training Course " 

* Small Business Administration IVDRY.B.J. Space Qualfied Systems Corp. 
WlGGlNS.E J DM;9 : on oi Contracts A Property Management (Post 860515) NRC- 10- 
87-200 08/06/16 3pp 46109.357-40199 359 

8807180377 Notification of contraci execution, Mod 7.to “Support Svcs for Evaluates of 
Severe Accident Phenomena." Ccniractor: BMl. 

HAGEY.H Contraci Administration Branch FIN 0-1595. NRC-04 87-066 80/07/03 
GlISTAVE.R. Program Management. Policy Development S Analyst Sialf {Posl 
870413). WALKER, T. NRC * No Detailed Affiiation Given ip. 46200:269-4B200:2?0 

“B807I80360 Mod 7,add.ng incremental tends, to "Support Svcs lor Evaluation of 
Severe Accident Phenomena *' 

* Bettel'o Memorial (ns mute. Cotembus Laboratories EDGEWORTH.P.J. Division of 
Contracts & Property Management (Post 0BO515). FIN D 1595. NRC-04-87-060 88/ 
07/05. Ip. 46200:270*46200 270. 

8807200142 Notification of contraci execution .Mod l3.to "Tochn-cal Assistance Jn Sup- 
port of NRC Licensing Activities." Contractor Science Appl, cations Inti Corp 
FIELOS.J.A, NRC - No Oeiai'od Atfiiallon G-ven FIN D-1776 NRC-03-87-029 86/07/ 
14. BAJWA.S.S.. WEST.S Office of Nuclear Reactor Regulation, Direclor (Posl 
070411). LOIS.E. Office of Nuclear Regulatory Research. Dlrectcr (Post 860720) ip 
46229:224-40229:227. 

-1807200147 Mod iS.chang ng accounting A appropriation daia urder Mod 9 for FJN D- 
2078 & providing addl fundirg.lo “Technical Assistance in Support of NRC Llcens no 
Activities.*’ 

* Science Applications International Corp. (formerly Science App'icat.cns, Inc). 
EDGEWORTH.P.J. Division ot Conlracts & Property Management (Post 680515) Fifi 
0-1770. NRC- 03-0 7-02 9. 06/07/11. 3pp. 46229:225-40220:227. 

8807200161 Notification of contract execul'on: "Data Entry Support Svcs for Region I " 
awarded to S8 A/ Wilson Howitt A Assoc.toc 

FLYNN, M.J, Contract Negotiation Branch-1. FIN C-1015. NRC-28-6B-270 00/96/30 
MCOSCAR.J J. Reg'en 1, Ofo ol the Oiroctor. MARTINSON, P. NRC • No Detailed Af- 
f, nation Given. Ip. 46240:011-46240 076 

-8807206 167 Contract: “Date Entry Support Svc9 for Region I," awarded to SBA/ 
Wilson Hewdt & Assoc.lnc. 

COLLINS, L.S. Small Business Adm nis (ration. * Wilson Hew.tt A Associates Inc 
WIGGINS, E J. NRC ♦ No Detailed Affiiation Grvon. FIN C- 10 1 5. NRC-28-80-270 86/ 
06/30. 59pp. 46240:012*46240:076 

8807210072 Notification of contract execution, Mod d l.to "Technical Assistance in Sup- 
port ol NRC Reactor licensing Act'on • Program ?." Coniractor.Frankl n Research Ctr. 
FIELDS.J A Office of Admin alrat*on & Re sources Management, Director (Post 
870413). NRC-03-8 1*130. 88/07/12. BAJWA.S S OHce of Nuclear Reactor ReoiHa- 
llon. Director (Post 070411) WEST.S NRC - No Data led Atf.-lation Gfvenlp 
46237:206-40237:289 K 


“88072 10093 Mod 4 l.incorporai'rig award fee earned (or 13th evaluation ponod.tc 
"Technical Assistance in Support of NRC Reactor Llcons ngAci-on ♦ Program 2 " 

* Ca'span Corp [subs. Ar/.n industriea/Frankln Research Cenler) EDGEWCPTHP J 
Division of Contracts & Property Management (Post 080515) NRC-03 8 1-130. 68/07/ 
12. 3pp 46237 267 46237 289 

0807210000 Not-licaHon of conlraci Oxecution.Mod O.lo "CporaUcm ol CNWRA - 
FFRDC" Conkaclor.SWRl 

MACE.M H. Office of Admir.istralion & Rosourcos Manacemont, Di»ec:c* 'Pcsi 
070413) NRC-02-88-005 68/07/05 FUNCHES.J L Program Mnnngomonl. Po>cy en- 
velopment & Analysis Staff (Posl 870413) 8UNTING.J NRC • No DGte'cd Al*la!<y 
Given Ip 46235.017-46235 019 

-86072 10094 Mod 9.provid ng Incremental fund.ng.to "Oporat-on of CNWRA - FFFDC.' 

* Southwest Research institute. MACE.M H D.vison of Conuocis A Property Ma'iage- 
mont {Post 080515). NRC-02-88 005 8Q/07/05. 2pp 46235 018-46235 010 

6807210158 Notif.cat-on of contract exocut on.Mod 5. to "Oporofing neeclor Pla.r Spe- 
cific Rovlows ’’ Ccnlracior S0A. S'-bCOniraclor Viki.ng Sys. Inti 

HAGEY.H. ConU8Cl Aomristraiion Branch. FIN D-1762 NRC-03 87-02B. 0807/05 
BAJWA.S.S Plannr.g Program & Management Support Branch (t'osl 970H1} 
POSLUSNY.C NRC - No Detal'ed Atf.l atipn Given. Ip *16236 069 46236 09? 

-8807210161 Mod 5.increaslng contract co.ling amount & providing Incrom^-Va' '..xng 
to. "Operairg Reactor P'ant Specific Rov.ows " 

STEWART. R Sma'l Bus ness Admin sirat on. SALLfJA.J Viklnu Systems iniarna:onai 
EDGEWORTH. P J Division of Contracls (670413-080514). FIN D-1762 NRC 0387- 
028 06/07/05. 3pp. 46236 090 4623G.092 

0007210193 Nolificalio.n of coniract BxecuiiOn.MoU 7. to "Assossmenl cf NMSS Assur- 
ance Regulalion Framowork " Contractor iCF.Inc 

KNOX.E NRC - No Delated AfMiaiion Given NHC 02-07-002. e3/fi?;30. 

PUNCHES. J.L. Prooram Manogomom. Policy Development & Analysis Staff {Post 
070413) BYKOSKUm NRC No Dotai'ori Aff.hoilon G-von. Ip. 40P34354 
46234 360 

-80072 10195 Mod 7jedOfming scopo of work lor Tnsk 4 0.10 "Assossmont o* NMSS 
Financial Assuranco Rogu’ation Framowork " 

RUSSO, JO ICF, Inc HAGAN.T F Oiv-alon of Contracia A Properly Mana;prKr-t 
[Posl 800515). NRC-02 07 -002 00/07/08 6pp 46234 355 40234 360 

8807210263 Notification of contract execution, Mod 42,to "Tochnlcal Ass slance in Stp- 
pert of NRC Reactor Licensing Aclion ■ P/oyram 2 " Contracior:Frarklln RosoarchCl*. 
FIELDS, J A NRC * No Dotalted Affiliation Givon NRC-03 0 1-130 88/37/12 

CAJWA.S.S Office ol Nucloar Reactor Rogu'aiion. Director (Post B704U). WFST.S 
NRC ■ No Deialled Affiliation Givon Ip 46234 134 46234:137 

-8807210266 Mod 42.lncorporatng award too earned lor 14th ova'uation pcno*Jto 
"Technical Assistance In Support of NRC Rooctor licensing Act on - Program 2“ 

' Calspan Corp [suha Arvln Industnoa/Frarkl n Rasoarch Contor) EOGEWCRTt^P J 
Divis on of Contracts & Property Monogomont (Post 080515). NRC O3-01-13O 69^:?/ 
12. 3pp 46234:135 46234:137. 

6807220006 Notification of contraci execution. Mod l.to "On Ca'i Ma nt for N^.C Mcic 
computers A Re'ated Equipment " Contractor Automation Mgt Consultants. Inc 
KNOX.E NRC • No Dotai'od Alfi'mt on Givon NRC-30 00-170 H6/0//I4 

EYSYMONTT.G Division ot Computot 8 Tolocommunlcol oris Servico9 (Posl 070413V 
OLIVER, 0 NRC • No Oelaifed Affiliation Given. Ip 4G249: 158-46249 160 

-8007220067 Mod 1, adding items to 1st or equlpmom to bo malnia.norUo 'OnCa’l 
Maint tor NRC M crocomputers & Rolatod Fquipmont " 

POSTELLE.PN Auiomatic Managomom Consultants. Inc. HAGAN.T F Div.slO" cl 
Contracts A Property Management [Poat 000515). NRC-39 0B-170 83/07/M ?pp 
40240 169 46249.100. 

8807220095 NoM>cat on of contract exocutten.Mod 6, to "Ciiarloston EorthQuai'G Bo* 
search Prog f am " Contractor Law Fnvlron.inc 

DORSEY.M, Contract Admlnlatrat on Branch. NRC 04 85-112. 00/07/01 GUSTAVE n. 
Program Mananemont. Po'icy Dovolopmonl A Analysis Sloff (Post 070413;. 
ZURFlUEK.E NRC • No Detailed Affil.allon Givon Ip. 40249 : 106 46240:205 

-6007220107 Mod 6.providing novaton agroomont.to "Charloston Earlhquakrt Roso^'ch 
Proaram." 

0ROWN.R.S Law Eng-neenr.g Testing Co HAGAN.T F. D.vislon of Con'racts & Prop- 
erty Management [Post 080515). NRC-04-85-112. 00/07/01 0pp. 46249.197- 
46249 205. 


8907250148 Notification of grant execution: "Seismic Study of Soli DyAOmcs at Gemer 
Va'ley.CA." Contractor Univ of California Sania Barbara 

BAZfN.J. Contract Negotiation Bfanch-2. FJN G-1130 NRC-04 60 146. 66/07/14 
GUSTAVE, R. Program Management. Policy Development & Analysis Slab iP;s*. 
870413). MURPHY.A. NRC ♦ No Detailed Affiliation Givon. ip. 46276 330-462 763 19 

-0807260163 Gtant, "Seismic Study of So I Dynamics al Garner Valley. CA." Awarded to 
Unjvof California Sania Barbara 

MACMILLAN.S California, Univ. of. SanlQ Barbara, CA. SMITH, P. A. Divison of Con- 
tract A Property Management (Post 080516). FIN G-1136. NRC-04-89 146 88/:?/ 
14 2pp. 46276:337-46276 338 


FOfA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


0806270149 First partial response to FOfA roquost for documents Forwards Apes B & 
C documents.Oocumenis ava-lable in PDR.App A documents also available 
PDR.Apps D through G documents withhold [ref FOIA Exemption 5) Roloasab'e pot- 
Hen end 

GRIMSLEY.D H. 0 -vision o( Rules & Records (070413-G&05U). 68/06/15. BOLEY.K 
Public Citizen’s Crtt-cal Mass Energy Project 24pp. 40990:200-45096 350. 

8807070604 Final response lo FOlA request for documents. informs that App C docu- 
ment withheld (ref FOIA Exemption 5). 

GRIMSLEY.DH Division of Ru’es & Records (870413-800514) 68/06/23. 

CONNOR, L. Doc -Search Associates 3pp. 46019.029-46010:032. 



8607150199 Pariial response lo FO!A requG9l for documents Fo-we'ds App K & L 
documents S..b| documents also avaiiablo in POR App L documents port-o ly wlhho!d 
|rof Eabrrp 1 On 6 & 7) 

GRIMSI.EYO.H Div.sion of Rules & Records (070413*880514) 06/06733. HUGE M 
noQOvin. Hugo & Lonzner 4pp 45527 312-45527:333 

-860715021 1 Part'ally withhe'd pacVago of info re process ol i9Su ng .instructor corl-'.ca- 
l cns & inspector raced ficaimr.s. 

HODGSONS Aff l-mon Noi A«is:gned B3/09/13 14pp 45527.320-45527 303 

6807150201 Update to FOiA request for documents re internal &/or o* 1 orn 9 l corre- 
sponderco/conmun caticns lo 6 from NRC & H Myers during 1064- 1907 
CONNOn.L Doc Search Associates 88/01/21 GRIMSLEY.O H NRC ■ No Dele 'ed 
A1V atm Given 2pp 46183 095-46153 096. 

0607150204 Fmo' response lo FOIA request for documents Forwards App O Cocumenis 
& documents to he placed In PDR App A documonts already avelablo in POR. 
GRIMSLEY.DH D vis on of Rules & Records (8704 13 060514) 88/06/24 

CONNOR. L Doc -Search Associates 4pp 46153.097-46153.205 

“5907150214 Forwards afiidavi'9 of JA Olshmski.RH Vofmor & O Eisenhui because of 
potential mpact on any royulotory o' enforcement acton ro plant 
BAUSER.D.B Shaw. Pittman. Polls & Trowbrldgo 87/11/23 ZECH.L W.. 
BEHNTHAl .F M . ROBERTS.! M Commiss:onors 3pp 40153 101-46153 103. 

-9807I50225 Affidavit c* D Eisenhui re plant carrphanco w/NRC ru'os. 

ElSENHUT.D NUS Corp 07/11/17 5pp 46153 104-46153 106 

“8607150231 Atf.davii of JA OlShnski ro nuclear safely review slofl perceptions ol App 
B co'rp'iar.co 

(XSHINSKI.JA Nuclear Energy Consuitanls. Inc. 87/11/n 7pp 46153.103- 
-ffi f 53 1 15 

“8807150239 Affidavit ol Hh Vo'mor re nuclear safety roviow stall perceptions of App 
Q compliance ai p‘an1 

VOLLVER.RH TENEnA Corp (subs of TERA Corp). 87/11/17. 9pp 46153 lie- 
46153 124 

-8807150241 Forwards package lor H Myers 
AXClRAO.J NRC No Oeiai'od Afliiaiion Glvon. 07/11/30 NRC * No Detailed AIM- 
ation G.ven ip. 40153 125-46153 125. 

“8607150246 Fo'wfl'ds H Myors comment on Insp Repls 50 327/87-31 & 50-328/07- 
31 

COMBS. T. NRC * No Oolallod Alli'iafion G.ven 80/01/06 QENTON.H NF1C • No Do 
laded Affi ial-on Given 3pp 46153:126 40153 135. 

-6607150253 Forwards quest ons from majority stall of Hojsq Interior Committee for 
review A 8[>p:ont>aie act on 

bRADBURNE.J.C Conyressonai Aftars. 80/01/11. EBNETER.S Ofc of Spoc-a 1 
Prolecls 70pp 46153 130-46153.205 

-6007160214 Forwards alhdav-ls of JA OlshlnsHRH Vo'.'mor & D Eisonhul bocause o! 
polont al -mpacl on any ronuiolory o« onfo'comont act on ro plum. 

BA USER D fj Shaw. Pittman. Pods & Trowbrfdgo 07/T1/23 ZECH.L W, 
OERNTHAL.F M . ROBEHTS.T.M Commiss oners. 3pp 48153 101-46153. 103 

“0007150226 Aff davit of D Eisonhut ro plant compl-anco w / NRC rulos 
EISENHUT.O NUS Corp 07/11/17 5pp 46153 104 40153 108 

-00.07150231 Affidavit ol JA O'shnskl ro nuclear safely review staff percoplions of App 
B ccmp'iancu 

O'. SHiNSKl.j a Nurdea' Energy Consultants. Inc. 07/11/11 7pp 40153 109 
46153 115 

“8907160239 AfUtevii of RH VoJmer rc nuclei Safety review staff pc/coplons of App 
B coinp'ianco at plant 

VClLMER.RH, TENERA Corp (subs of TERA Corp.)- 87/11/17. 9pp 46153:110 
40153 124 

“8807150241 Forwards package fO' H Myers 
AXEL RAD. J NRC ■ No Ootaifod Affif-afion GrvO/i 67/f f/30. NRC ■ No Ootei'Qd AtiCl- 
a lion Given ip 46153 125 46153 125 

“0807160246 Foiwords H Myors comment on Insp Ropls 50-327/07-31 & 50-320/87- 
31 

COMBS. T NRC • No Dotalod Affilalion Given 80/01 /06 DENTON.H NRC • No De 
tai o:J A(N-Qt:on Given 3pp. 46153:120 48153.135. 

-0807150253 Korwn'd9 qjoslmns from ma.onty staff of House Iniorior Corrm tlee fer 
roviow & appronvaio acllon 

BRADUURNE.JC Congressional Affairs. OO/Oi/U. EBNETER.S. Ofc of Special 
Projects 70pp 46153 136 46153 205 

8807160202 FCIA roqjost for documonts re chemical or any typo of contamination on 
propo‘t'09 located on Wost Conlral Ave, Maywood.Nj. 

PONCE.l.. Atf.haiion Noi Ass gued. 88/05/10. NRC • No Detailed Atfihatlon GWon ip 
46135 338 46135 330 

8807150264 Responds to 660526 lir.roquost ng clanflcallon Q9 to Intendod us© cf FOIA 
request 

PONCE.l. Affi'iaimn Not Assigned. 88/05/31 NRC ♦ No Detailed Affiliation G.ven ip 
46135 337-46135 337. 

8607150209 Final rosponso lo FOIA request for documents Search of porlmnnl iilos in- 
d eales that NRC not m pos 9 oss ; on of documonts subl to request 
GRIMSLEY.DH O.vision of Ruios & Records (870413-800514). 08/00/24 PONCE.L. 
All, l alion Not Assigned ip. 46135 336-46135.336. 

8807150292 FOIA requesi for documents ro AEC/NRC meetings held poor to Jan 1973. 
DALY.LA Cal.forr.la, Stale of. Pufcl.c Util ties Commission 88/03/10 NRC * No De- 
lated Alf nation G.ven. 2pp 46153:001-46153:002 

9807150296 Final response to FOIA request for documoni9.Forwards App A 
documenls Sub| documionts also ava iablo In POR.Adctl records being addressed in 
FOtA-88 I 56 .frtsfrucfr. 7 ns for odfe n ; ng records from PDR also er.cl. 

GRIMSLEY.DH O.vision of Rules & Records (870413-880514). 00/06/20. DALY, L A. 
Ca'iforma. State of. Puh'ic UHitlos Commission. 2pp. 40153 003 46153:094 


“0807150299 Forwards PG&E reque9i ler pro'im : nary site roviow hvolving s>img cf com- 
pany proposed nje'ear power plant al s.le near Diablo.Canyon.CA & requests draft 
rapt ofprel-n'inary rovow by early Nov 1900 

CASE.t G. Alcm’c Energy Comnp.ss.on 66/10/07 LEMMON. 0.M intenor. Oept of. 
Goo'ogical Survey 26pp 46153 005 46153.020. 

“8007150303 Forwards two colored photog'aphs that should bo Inserted In App 3 of 
PG&G rept forwd'dod by 601007 Itr.W/o onct 

CASE, E G Atcmc Energy Commission, 66/10/12 LEMMON, D W Interior. Dept of, 
Gao'ogicai Survey ip 46153 029 46153 020. 

“8007150305 Forwards Vols I & ll of PSAR filed by PGRE lor proposed consl & op©'- 
atlon of p f essu'i 2 od water nucloar reactor at Oiabio Canyon site In San Luis Obi9po 
Cojhty.CA & requests ropt of review by 6704 15 W/o encl ♦ 

CASE.E G Afomc Energy Comm fssio 3 67/02/06 LEMMOW.O M fnferfor, Dopt of. 
Geclog cal Suniey Ip. 46153 030-40153.031. 

“8007160003 Forwards Amends 1 & 2 to PGfiE i cense appHcaiio n conslst.nn ol Fi.’st & 
Socond Supple to PSAR fo r proposed Diablo- Canyon nuclear reactor & addl technical 
InlQ roquesled by Commission W/o oncl 

BOYD.R S Atomic Enorgy C-om miss on 67/07/31. LEMMON. D M Interior. Dept of. 
Geological Survey. Ip. 46153.032-40153:032 

“0807180005 Forwards th rd guppl lo PSAR for nuclear reactor proposed by PG&E lo 
construct & oporeto at Diablo Canyon ebe.coniA ryng eddl lecWcai data answering 
Commission questions w/o er;cf. 

BOYD.FtS Atom c Energy Comm. sslon 67/08/1 1 LEMMON.OM. interior. Oept of. 
Geological Sun/oy ip 46153 033-4Q153 036 

“0007180000 FowardS Amerd 5 lo PG&E facility Iconse applealon, oonlaln-ng Fourth 
Suppl lo PSAR ip' proposed nuclear plan at Diablo Canyon silo W/o encl. 

BOYD.R S Atom c Energy Ccmnr.lsslon 67/10/25 LEMMON, D M. Interior, Depl. of, 
Geo’ogical S-jrvoy. Ip 46153 037-461S3.D37. 

“8007180008 Supp 9 671025 ;:r re nucloar plant PG-&E 671214 |tr lonwardlng revised 
page 2 lo Amend 5 to application fo* liconse oncl W/o encl 

BOYD.R S Atom c Eooj-gy Commission 68/01/23 LEMMON. D M Inferior, Depl of. 
Go olog^a 1 Survey, ip 46153 030-46153 038 

“60Q718OO12 Forwards Div of Roacior Licensing 080123 aafoty ev©‘ nation re proposed 
nucloar p'antltSGS comments atiachod as App D to rept W/o oncl 
BOYD.R S Atorp.c Enorgy Commission 00/02/07. WALDnON.H.N Intohor, Depl of. 
Geofog cat Survey 2pp 46153.030 461 53.039. 

“8007480024 "Pro'irrlnory Situ Repl Diablo Canyon, Son Luis Ob.spo County. CA." W/ 
ono Oversea drowirg 

* Poc.llc Gos 4 E'ocinc Co 66/09/3D 27pp 46153:040-46153 066 

“0007100036 “Dablo Canyon Ntcloar Plant Slto Prol mnaiy Geologic In vest- gal on" 
W/3 oversize draw ngs 

MICHEL I.M. Pac-ficGns & Elect f c Co 0F)/0l/25 26pp 46163 069-46163 093. 

“0807180086 Forwards 600123 saloly evaluat on ro fecll ty.W/o oncl 
GOYO.R S Atomic Enoruy Comm/ss on 68/02/0?. LEMMONS.O.M intorloe. Depl of, 
Gooioglcal Survey Ip. 40153.094-40153:094. 

0007180011 FOIA raquosi fO' exact copy of FY budgol for FY00 & FY8G lor Adrr.mlstra- 
live Rosourcos Mot of NRC 

PERKINS.J R Mo> ma Cbfp QB/05/24 ROBINSON NRC - No Doiailod Affria‘*on 
G.von Ip 4 5527 343- 4552 

8007180018 Final FOiA rosponso lo roquesl for doc uroonls. Estimates conlolned In NRC 
five yr plan did 1903 avoi‘at>lo in FDR Documonts hsiod In App A completely wilhho'd 
(ref FOIA Ewfimp! on 5) 

GRfVfSLEY.D. NRC ■ No Dcla.IoO AUltiation Qivon. 80/00/22. PERKJNS.J.n. Maxima 
Corp. 3pp. 45527 344-45527.340 

88071 B0 026 Appoa's den al ol FQiA requo9t for TE Murloy 660428 rnerno to fiH Vol:- 
mer ro revlsocl savor ity levels for App R enforcomenls 

JONES.CR AM, i ation Not Assigned 88/05/03. Ofc of the Execute Director for Op- 
erations 2pp 45527349-45527:357 

8607160031 Responds lo appoa 1 ro dompl ol FOIA request for documents. Witnf’eld 
info contains hfo which corslllulos advico.opin on & recommendations of staff on re- 
vised sevority love'9 for App R enforcemeni.bocumonis withheld (ref FOiA Exemption 
6 ). 

STELLO.V. Ofc of Iho F.xocutlve Piroclor for Operations 00/06/22 JONES.CR Affill- 
ar on Not Assig^od. ?pp 45527.347-46527 340 

8007180030 FOiA roQuast tor ‘1st of addresses of nuclear power p'anls In US. 
CliniSTEN,F Affillat on Not Ass-gnod. 08/06/07. NRC - No Ootellod Atllllallon Given, 
ip. 45527:350-45527.358 

0807180041 Final response lo FOIA request for docum ante. Document Haled in App A 
rriomielned among PDR f-los. 

GRIMSLEY.D.H. NRC - No Deta.lsd AlMlat-on Given. 86/06/24. CHRISTEN.F. Affili- 
ation Not Ass gned 2pp 45527:359 45527:360. 

0007180055 FOIA request for waiver of search & first 100 pages of copying costs as 
news media organlzai-on 

FELTON.J.M Nucloar licensing Reports. 00/06/06. GRIMSLEY.D.H. NRC ♦ No De- 
lated Atti'iahon G-von. Ip 40163 206-461 53:200. 

0807180069 Final response to FOIA request for documents Forwards agency records 
subl lo request 

GRIMSLEY.DH. NRC • No Deta led Affiiiotign Given. 60/06/27. FELTON.J.M. Nucloar 
Licensing Reports, ip 46153:207-46153:264. 

-00071 80064 ‘Ongoing RES Hulemakina Activities. " 

‘ NRC - No Dotallod Affiliation Given. 00/00/06. 77pp. 46153:208-40153:284. 

8007160074 FQlA request lo f records that provide listing of each & ovary nuclea' power 
pient outage for nvory commercial nuclear reactor In US.lnclud ng date. facility, cause S 
molhod of each outage. 

BOLEY.K Public Citizen’s Critical Mass Energy Projoct. 66/00/11. GRIMSIEY.D NRC 

• No Dota.locj Alfi iabon Given 2pp. 45527:340-45527:341. ♦ 
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9807 IB 00 7 7 F0;A request fcr full fee waiver of any p.'ccessmg.search or dLp:cat*on 
cosls incurred by MAC In fUMing atfaciod FO.'A roqjesi. 

BOLEV.K Ptfc'ic Ci: zen s Cr.:-C8) Mess Energy Prc.eci B8/C6M1. GRi\*SLEY,D. NRC 
• No Dots 'Gd Aff, 'ration Given 3pp. 45 5? 7.337 -15527 333. 

8907160084 F.nei response to FO'A reqjesl fcr docurreriis NUREG 0200. Licensed 
Opording Roado- Stales Surrma-y Hept 1 contains r/o on nuclear power p'am reac- 
tor outages Oaia for Way ISflfl expected first wk o! Jj 1 1988 
GRIMSLFY.D NRC • NO DeLVecf Albatron Given 80/06/20 BOLEY.K Public Cti 
len s Cm* cal Mass Energy Project Ip 45527:342-45527 342 

0007180093 FCIA request tor agency records & info re Irsp Rapis 50 334/88- 16 8 50 
A 1 2/98 1 1 did 880517. 

BAUMAN. L. Government AccounlaN ty Project 88/C6/O0. NRC • No Delated Affi’i- 
etion Given 2pp 45527 335-40527:336 

8007 180104 Finn' response lo fO.'A roqjasi fcr doarrenis. Stall locaied ro records 
otho» than irsp roc: located h PGR 

GRiMSLEY.D NRC • No Oetai'od Affrat.sn G.ven. 88/06/20 flAUMAN.t Govern- 
ment Accouniab. ny Pro, eel. Ip 45527:334 45527 334 

80O?\8OtO9 FQ<A request (or t steel documents re FSAR ame.n-J 
GENTiLE.C.A. Princeton Unv.. Pnncetcn. NJ 86/06/03 NRC ♦ No Detailed Affi at.o-n 
Given Ip 46135:359 46135 359 

6607 160113 Ftra 1 response ».o FOIA req jest to' documents F on* a 'ds two computer 
prntceta responding io Hems 1-3 of request No agency records ’ocated lor Item 4 of 
request W/o end 

GRIMSIEY.O NRC - No Deta-'ed Afl iiancn Given 80/06/28. GENTiLE.C a. Prmceton 
Ur.iv, Pnncoion. NJ. ip 46135 359-46135 358. 

8607160 1 19 F02A request for documents ro communicat-ons io 8 from Houston Police 
dept criminal intelligence d.v or summaries about pubi'C 
oemonslintions.piolesis.ta i es.gatt* Citings & any cy.net poll cal events Related Into 
enci 

BFRNSTEiN.A Housion Chronicle. 68/05/31 NRC No Cera-'ed AfMlattan Given 
■tpp 46135 353 46135 356 

9807 180 120 F.nal response lo FOIA request for dOCunreniS.Agnr.cy records sub] to re- 
tina 91 end.W/o end 

GRiMSLEY.O NRC • No Dalai od Alt Natron Given 80/06/23 BF.RNS1EIN.A Houston 
Chroncta Ip. 46135 357-46135 357 

0997100139 Final response to FOIA request fcr documents Forwards App B documenta 
App D docurronts also avai'ablo m PDR.Certa n App B documents partial. >' or com- 
pile! y w.tnheld (rof FOIA Exemptions 5 & 6) 

GRIWSLEY.D. NRC ■ No Detailed Aff lianon G.von 68/06/29. ELLfS.K Garnett Nows 
Service Washington. OC 5pp 45527 159-45527:311 

'-980718014 4 Summary of 070624 m&etng w/oVs i.n Sa*i Francisco.CA re Corn mss tan 
eci vitlos nssociatod w/liccnsing of h gh \ivol waste repository & NARUC summer 
mom ng. 

LARKiNS.J.T. NRC - No Oatal'ed Altil af-On Given. 87/C6/30 DENTON.H NRC • No 
Ooteitad Altiiation Given. 26pp 45527.165-45527 191 

—080710015 1 Advises ol appcfnimor.t to Natl Assoc o' Fegu'alorv Ul-l Comm ssion l n 
evoni J Assolstno not roappomtcd.Next meeting will bo held in San Francisco.CA on 
070720 23. Related ;nto one l 

BRADFOFIO.P.A Nat'cnai Association ol Reg'j'alory Ul lily Commissioners 87/03/10 
ZECH.L W. Commiss oners lOp;>. 45527:192 45527 201 

-B8071B0154 Requests comments on ercl draft Mexico rapt 
FELGATE.G NRC - No Datai'ed Aff.l-ahon Given. 87/00/25. DENTON, H, 
MENDERSON.K. NRC ■ No Oetauod Alfi'talon GrvOn. Ip 45527 202-45527 202 

-8807 180159 Pari ally deleted trip fopl cf 870810*13 vis.i to Laguna Verde Nuclear Sta- 
tion near Veracruz, Mex-co Ro'ated info end. 

CARR.KM. Corrmsslcners 87/09/10. ZECH. ROBERTS. BEF1NTHAL Commsslon- 
ore 24pp 45527 203-45527 226 

-B6071B0164 Forwards for info. trip repl on Chairman v»« t io Peeples Ropubfic ol China. 
UEE.J 0 NRC * No Detolod Affliabon Given 07/10/22 t}ENrON,H . SHAWM. 
BURKE.K, NRC - No Deta tad AlWattan Gven. \p 45527 227-45527.227. 

-8007180170 Documents info contained in cables reporting Charman trip id 
C hina Details of events listed Related Into ercl. 

LEE.J.D NRC • Mo Deta tad AlUabcr. Gwen. &7/1D/15. NRC • No Detailed AtViai on 
G^ren 13pp 45527.228 45527:240 

-8007180178 Informs of top.c to to dscussed at 870929 1 032 Inti conferonse Demon 
requesied to attend pte -session bhellng rr.o&ting 30 rr nules fcotore session 
THOMAS.O. International Atomic Energy Agency. 87/07/16 DENTON NRC - No De- 
tailed Affiliation Given. t3pp. 45527 241-45527 253. 

-88071801&9 Expresses appreciation lor accept nq invitation to speak on 871116 on 
topic entitled “America Nucfear Option Can It Bo Revived,” as pan of Ninety-ninth 
Annual Convention & Regulatory Symposium in New Odeans.LA 
RODGERS. P. National Association of Regu'atory Util.ty Commissioners 87/09/00. 
DENTON.HR. OUice of Nuclear Reactor Regulation, Dvoclor (Post 87041 17po 
46527:254-45527 270. 

-9907100196 Ack receipt of invitalon lo address Mnaty-Nmlh Annual Convention A 
Regulatory Symposium of Nall Assoc ol Regulatory Utl Commissioners in Naw 
Orleans. LA on 8/1116. invilal on dacl<ned duo to previous comm tmeni. 

ZECH.I. W. Comm.ssionors. 87/09/03. BRADFORD.P.A New York. State Of lo 
45527.271-45527:271. 

-0007100190 Notifies (hat 871116-19 Ninety-Nn‘h Annual Convention & Regulatory 
Symposium will bo bold in Now Or leans, LA Related -nfo enef. 

BRADFORD.P.A Nalonal Association of Poqu 'atony Utility Commissioners 87/00/06 
ZECH.L W. Commiasionors I5pp 45527:272-45527.206. 

-6807190203 Summary of 600217-19 NEA workshop on public mio dunng nuclear 
emorgencios. Works hop dovoiod to improving western pub: c affairs acbv^ea & cootdi- 
notion during nuclear or radiological omergoncies. 

DENTON. H R Offico of Governmental s Pub'ic Affairs (Post 870413) 88/04/19 
ZECH. ROBERTS, QERNTHAL Ccmmss oners. 11pp. 45527 287-45527:297. 


-8807160210 Trip rept of 863307*10 v.sit to Vienna.AuStna lo rop.-osoil MIC r f«rn 
mootino of now!/ constiuled Nuclear Safety Slds Advisory Group. 

DENTON.HR. OU.ce of Govainmemal A Pub'ta Altars fPcst 670413). ;-3-'„yfc 
2ECH Comm ssione/9 9pp. 45527.298*45527 306 

-8807180215 Oiscussos IAEA symposium on severe accidonta In rur’en* por.-:: ;!riH 
held In Sorrenio.lialy.incbdng dillerences in orrphasis between US A Eu-cp-ran 
severe accident approaches 

DENTON ,H.R. Office of Govornmontal & Public Affairs (Post 0704 i3j 03 
2ECH, ROBERTS. DERNTHAL Commissioners 3pp 45627.337-45527.333 

-8007100218 Tr.p root of 880331 v.sit to ANS hoadquoriors at nv. 'alien ol O: r\n o' 
Commiiteeon Inti Aciiv.iies 

OENTON.H.n. Office of Govornmontal A Public Alfairs (Post B/lMIJ) 00,:i Ci 
ZECH, ROBERTS. BERNTHAl Commissioners. 2p p 45527 3 10 4552? 3 H 

0807190099 Final response to FOfA request for dccurronts forwa-ds /,jv» c 
documents App C documents also avaiiab'o in PDR.App D docurno.^s pa.*iia / with 
held & App E documents wilhho'd In onlifoty (rot FOIA Exompnon 5) 

GniMSLEY.DH NRC ■ No Data tad Affil.ahon G,von 80/06/30 BRCMPERGhP. 
fihaliori Not Assigned. 5pp 40109 024 46199.043 

-0007190110 Forwards draft staff paper address r.g issues raised in Marin H-*'vNw>s 
(or review S corrments. Paper paiiially dolotod. 

‘ NRC - No Detailed Affiliation Gwen. 87/09/16. OANGART.D. HROWfMi (M“ rjq 
Deta -led AfM ai'on Givea 5pp 46199 032-46199 041 

-0007190141 Panlalfy wilhherd commont 6 on draft SECY paper ro U rec<M<y 
issues. Behoves legislative romedy.purBuod beforo problem ox sta orGfu'Hb’j 
MARTIN. R O. Region 4 . Qfc ot the 0 «oc»ot 97/00/17 THOf/PSONHR Cf ;c 5 
Nuc'ear Malarial Safoty & Safoguards.Oirector. 2pp 46199.042 46190 043 

0007190100 Final response lo FOfA roquent for documents Forwards C 
tiocumer.is.Apps D & nor.axampl portion of App F avatafcta in PDR App [If i,*li 
he’d (rof FOIA Exomplion 5). 

GRIMSLEY.D.H. NRC • No Oota tad Aftil.alion G ven. 80/06/30 HlRD.CC P. tp . *. 
Hamilton & Sheet? 7pp. 46100 024.46180 036. 

-8807190170 Discusses Ace Federal Reporting protest ogar.st proposed cc-.:ra-:i 
award to Heritage Reporting Corp 

KIDD.D G NRC * No Dolailod Affiliation Given 07/00/14 NRC ♦ No tJota/c: a- 
align Givon. ip 46180 032-46180.032. 

-8007 190 17S Recommends contract re Monographic roport-ng svea fcr NHC boo*'. J 
ed 10 Ann Ro l y Assoc. 

FJTTLC.J Atomic Safely and Licensing Appoal Panel 07/07/10 HAGAN, T Lc.v-a;: 
Negotiation 0ranch-1. Ip 46180:033-46180 033 

“0807190184 Rocommonds that Hentago Floporilng Ccrp bo awarded ccrirectrc s'“i 
onraphlc roportmg sves for NRC headquanera oles. except Commissi D no; cf,> 
rrni.C.J Atomic Safety and Licensing Appoal Panof 07/OR/Q6 HAGAN, T I vy.nI 
Negotiaton Branch-1, ip 40180034-46180.034. 

“8807190197 PaniaL'y deleted memo Informing of review comp 'oh on of mv la: :n 
bids |IFB> for stenographic reporting sves & provides comrnonls ihat shrwnccony 
for revs.Attachod IFB comments withhold. 

HASSELL.O f . Offico of the General Counsel 07/06/05 FLEENOR.C Coruici r.c- 
gotlation Branch- 1. 2pp 46180:035-46100 036. 

8807190219 Final response to FOJA requost tor documents Info-ms that no 
records sub) to request locaLod 

GRIMSLEY.D.H. NRC ■ No Detailed Afti'iat.on Givon 8O/C0/3O CONNOR I Poe 
Search Associates, tp 46100 037-46180.039 

58Q7 190234 FOIA request (or documents re SECY-87 -300 & SF.CY 41 Q U04. 
PHILLIS.M.T. Bishop, Cook, Purcell 5 Roynolds 08/05/20 GRtMSl.E Y.O tr MIC W: 
Detailed Af/il'etlon Given. Ip. 40180 040 46180 040 

6007190239 F.nal response io FOIA requosl Forwards App G docomonta A h 3 
document available In PDR App C documents w.thholu In whole O' m part (ic* fOA 
Exe-mpVon 6). 

GRIMSLEY.D.H. NRC ■ No Detailed Affixation Given 88/06/29. PH'LLIS M T. 

Cook, Purcell & Reynolds. 5pp 48180 041- 40181:1 24 

“0007199241 Forwards revised version of decommissioning ru'o containori in SFC/Sf- 
309 in response to 880302 staff requirements memo 

STELLO.v. Otc oi tho Executive Director lor Operations. 08/03/31. CHllKSJ OVt- 
of the Secretary of the Commi ssion. 3pp 46180 048-46180.050 

“6007190246 Summarizes f.ndmgs as reported In encl, "Cost & Ava lebi iiy cf F„rosf> 
Dacommlssioning:Anatysls of fniernal & External Funding.” 

SIEGEL. J J. Siegel. J J. 87/11/24 SERPAN.C NRC • No Dutaied Aff.liat.on G-v: 
2pp. 46100 051 46100:052. 

“6007190251 4 'Cost & Availability Of Funds for Decommissioning Analysis o? In'c'rt b 
External Funding ” 

SIEGEL, J J Siegel, J J. 07/11/30. 35pp 46180.053 46180:087 

-8697190267 "Ffnal Generio EfS on Decommissioning of Nuclear Facilities ” 

* Office of Nuclear Regulaiory Research. Direcfor (Post 860720) 87/10/31 36?pp 
46180:008-46181:113. 

-6807100277 SECY-87-300 Panlalfy withheld version of Commission papo r obtan-ij 
Commission approval to publish f nal rule emondino tOCERJO, 40.50.51,70 & ?2 If 
selling forth technical A financial requfrernenis for decomrniss oning nuctaar tafi 
STElCO,V. Ofc of the Executive Director Cot Operations 07/12/1?. tOpp 40ifli r<- 
48181:124. 

6607210294 FOIA request for records re falsrfication of records incident Invclv-g Pov» 
orplant Specleltata.lnc telerteti to to NRC Into Nolle® 80-026 
FELTON, J.M Nudoar Licensing Reports. IEIN 88-020. 08/06/02 GRIMSLF.Y OH 
NRC - No Deta led Affi'i a ti on Given tp. 46109.063-46199.064. 

0607210303 Final tesportae \o FOIA iequeet.App A documents wiltmeld in erl r ciyM 
FOJA Exemption 7). 

GRIMSLEY.O.H. NRC - No Detailed Affiliation Given. 88/07/07. FELTON. J.M- Nvc'«r 
Licensing Reports. 3pp. 46199.065*46199:087. 


>11^0 HIM a I It 






& ops'at ors conducted under federal nuc'ear regj'alion 

BAUMAN, L Ga'do, 13 P 09/04/07. NRC • No Dota led AfMiabon Given 2op 
46230 201-46230 28? 


B0O721O346 F nal response 10 FOlA request fo.' documents App A document avfl' able 
m PGR 

GRIMSLEY.DH NRC No Dota.lod AfMialicn Given 00/O7/C6 GARDE.13 P Gardo, 
13 P. 2pp. 46230 203 46230.204 

68072 10358 FOlA request for documents ro Ucenso 20 06431-01 
FERRY-CiHiLLO Modi Physics, Inc 60/C6/O2 NHC • No Dolailed Al'il alien Given ip 
46190.049 46109 040. 


fi6G72f</360 Final response fo FOlA roquosf for dccu'no’ifs.Forwa'cJs App A 
Jpcurnenls App A documents also availohlo In PDR. 

GRlMSLFY.DH NRC No Coiailed Aim at on G.von 69/06/30. FERRY ORILLO 
Medi Pny sics. Inc 2pp 46 1H9 050-46199 002 

-8610070400 Amend 33 to L’Conse 20 06431 01 lo: Our Lady of Lcu'des Medea' 
Cv amending license n enli'oly 

JCHANSEN.J.M Rogion 1 , Ofc of Iho Orecior. 06/00/07 4pp 46199.059 46199062 

-0610070492 Forwards AmonJ 33 to Liconso 20 06431-01 
GLENN.JF Reg.on i. ClC of the C-rcdor 105793 06/00/07 RAPPOPORT 0 Our 
Lady Cf Lourdes Med cal Center. Camdon. NJ. 3pp 40199:057-46199 059 

-0610070605 Submits addl m'o suppoirng GG0324 application for amend to License 29 
06431-01 adding tune' bone mineral analyzer 1o nuC’eor medicine program Names o 1 
persons rosponst/o lor ana.yzirg swipos & perform rg source exchange p'ovidod 
PAPPOPCRT.B A CLr l ady of Loufdos Modical Center. Camden. NJ 105703 86/06/ 
26 GLENN.JE Rog cn 1, Ofc of tno D recto: 6pp. 40199.052-46199 USG 

6807220131 FOIA requosf for documonls rp FEMA yteded oxeroso cn adequacy ol r& 
dclcg cal on o/gency msponso plannrn & p'uparednoss for planl A Rov 9 to liconseo 
emergency plan fo' plant mclud ng FEMA review Of sub| plan 

BEl-AIR.R H Kirkpair.^k A Lockhart 88/05/23. NRC No Doioilod AfM ahon Givon 
6pp 40212 336 46212 342 

090722014 1 Radial response to FOlA roquosl fo.' docuirenis.Forwards App D dccu 
morls & informs tnai App A A 13 ava Intlln in PDR 

GR'MSLtY.DH NRC ■ No Uutei'od Alf Motion Given. 00/07/01 OELAiRR n. K rkpat 
rick A LOckharl 3pp 40212 343 46212 350 

-8607220153 Forwaids communis resulting from rovlow Of Shoruham scarieroNo 
major del condos noted 

STOETZEL.G A. JAMISON.J 0 Battollu Momonol Institute, Pac.fic Ncrthwo&l Laborer 
lory 00/05/02. AMATO.CG Reg on 1 . Ofc of the Director. 7pp 46212 346- 
46212 3C2. 


•6607220166 Forwards revisod oxordso obioclivos ro exorcise sconarlo transmitted by 
0804 1G Mr Object. vos rovisod to roflocl FEMA comments received on 60041 5 W/o 
oncL 

CHOCKER.OM. Lorn Island Lighting Co 00/04/19 LAZARUS, WJ Region 1. Ofc of 
Iho O.roctor 1 p. 462 1 2 353 ■ 4 62 1 2 353 


oouuxvjn iui Nnv, iumc? n i bi 

WElNTRAUB.s; Mor.dien Research. Ire 88/C6/20. GRIMSLEY.DH. Divison ol Free 
don of Informal on 8 Publ cations Sorvicos (Pest H3C515) Ip. 4023 1 1C6-4623* 106 

0007220324 Final rosponso to FOlA request lo: documents Fo^art/S App A docuTo.ir 
GRlMSLEY.O.h NRC • NoOotaiod Alf.| alien Given R0/O7/C6 WElNmAU3.J. Me 
r.d«an Rosea ch. Inc 2pp 46231 .107-4623 1 13/ 

*•0607220330 Alphabetical hstrnQ o* active NRC contractors 
* NRC ■ No Oetd eilAfifafioriGven 00/06/24 20pp. 4623 f 109-4623 f T37 

800722034? FOlA request for documents re Norway nuctea' e»pom o* nucloa' exports 
polices or otttut'o toward nuclear weapons & nucoar woapon prcMoraiicn 8 Krae' 
nucloar imports d^rr g 1950 1963 

0URROWS.A S Affi iahon Nc| Assigned. 00/06/15. ZECH.L ConmteSi Driers 3pp 
46252 300 46252 310 

B007220368 F nal response to FOA request Forwards App A dcci-morus App A oocj 
monls also avaiable in PDR No records sub; to Category 1 of request located. 
GRIMSLEY.DH NRC - No Delated Affl0t.cn G.von. 00/O//12 Alf.liaiipn Nut As 
signori. 3pp 46252 31 1 46252 357. 

-B0O72283Q1 License for American Mactvne & Foundry Co lo expo'l 1,000 KW pcol 
typo rosearen roacto- to Israel 

PRICE, HL Alcmic Energy Com mibsicn S3/06M2. 6pp 46252 314 46262 318. 

-0007260035 Amends License XR-C021 for Amor.ca^ Machine 8 Fouf’dry Co. o»:erd 
mg ovpiratlon dale from 550630 to 60063 6. 1^0^ so authorizes oxoorf of 1,0-'; 3 kW 
poo' -typo res oat ch reactor to is/aoi 

LEE.F.C NHC No De'a led Alfiiaticrr Given. 59/07/07. PITRELLO.J A Arnorcan Ma 
Chiro & Foundry Co Ip. 46252.31 0 46252:319. 

-0807250042 Amends License XR 0021 lor American Mectvro & foundry Co, nuihorn- 
mj fo export f.030 kW pocf fypo research rodCfor to israo'.fo exp re cn 6 f 0630 
K’RK.H L Atomc Energy CcmrnssJon 60/06/24 PITRELLO.J. A Ane-rlcnn Mac^re 
& Foundry Co Ip. 46252 320 46252 320 

-8807250059 Advises that AMF Atomics doos not dcslro to renew Liconso XR 002 1 
wh-ch expires 61C630 in response to NRC G10414 Hr. 

Pi TRELLO.J a Am a.* i can MncUno 8 Foundry Co 61/04/17 FLEURY.E R Atomc 
Eno-gy Commsslon Ip 46252:321 40262 321 . 

-8807250072 Notice ol ponding explret-on of Licenses XR-0021.XH 0023 & XR-O029 
FLEURY.E R Atomic Energy Commssicn 61/04/14 PITRELLO.J A Arno'can Mo 
Chmo & Foundry Co Ip 46252.322-40262 323 

-8007250000 Appl canon tor amend 10 L con so XR-0021 ,D)tlordi‘'g oxpitaHon dalo from 
600630 to 610630 

Pi.TRELLO.JA Amorlcan Machmo & Foundiy Co. 60/06/26 ip. 46252 324 
46252.324 

-6607250084 Appl CCilion for amend lo l cense XR 0321 .OXlOrd eg oxpiralion dale from 
590630 fo 600830. 

PITRELLO.J A Amo- can Machr‘0 -& Foundry Co. 50/08/15 -OHNSON.L Alomic 
Energy Comm ss:cn. ip 46262 325 4G252 325 


-8607220169 ForwnrdS proposed 1980 oxurciso sconflno lor Piont W/o oncl 
CROCKER.D.M Long Island Llghimg Co 08/04/16 lAZARUS.W J. Region 1. Ole cf 
Ilio D rector Ip 46212 354-46212 354. 


-6007250008 No* lies of o*Firahon of Lfcons© XR 0821 on 590630 
JOHN SON. (. Atomic Eno.gy ComrrfsScn 50/08/10. CHAMQEmAlN.W. Amerj-in 
Machine & Foundry Co. Ip 40252 326 4025? 328 


-830 7220174 Inlomvs that preposod obioctivos for ons*lu porll-on of engo ng prepaid 
ress oxqrciso lo be conducted during wk ol 0800 13. found aduquato lot riovo'epmoni 
ol exerc ; so scenario 

IJV2ARUS.W J Region 1. Ofc of the Oiroclor 00/04/12 CROCKER, D Long Island 
Lighting Co 2pp 46212 355-46212 356 


•8807250093 FcrwanJa License XR 0021 for Amohcnn Mach no & Foundry Co. eh. then 
izmg oxpcriBKn ol 1,CC0 kW pool type research roactcr to Is'aol 
PRfCE.HL Atomic Energy Comm ssion £0/06/12 CHAMBER l AfN.W. Amo'iCan Mo 
chlno & Foundry Co Ip 4 6 2523? 7-4625? 326 


6607220202 FOlA requosf for documonls re storago of radioact.vo malls in crow: spaco 
under Engnoe/ing Sconce Blrlpat Umv of Tolerio. 

JULIUS.J. Gallcn.Katnz & Icno 08/04/28. NRC ■ No Oelo-lod Affi iaiion Given 3pp 
4G231 002-46231.004. 


-8807260103 Sutirus addl info ro 5B0408 app'icolion fer liconso io export resoa'ch ro 
actor to Israel por 680529 lolccn. 

DENNIS, S American Mach no & Foundry Co 50/06/02 KARAS, F.W Atonic Energy 
Commission Ip 40252 329 46252 330. 


8807220206 Final rosponso to FOlA mquost for docurnonts App A documonls availob'o 
rn PDF! App 0 A A djpumenls end & ava>lab'e In PDR App CAD doo.rr.onia pan ally 
or completely withhold (rof FOlA Exomplion3 5*7). 

GRIMSLEY.DH NRC • No Oola.led Alfil-atiOh Given. 00/06/30 JULiUS.J 
GaHan.Kalnlz & lorio. 8pp 46331.005-46231.052 

- 88042 70029 Conf.rms understanding of aef ona to be taken In response to enforce 
rr.ont conference on 880408. Now wr.lton response to 800212 not co of vJo’aticn w..l 
bo subrnittod w.thJn 30 days & list of auihonzod users w li bo submltlod w.lhln 7 days 
NORELIUS.C.E. Region 3, Ofc of iho Oirectef 88/04/tG ALLEN.M To'edo. Unv of. 
Toledo, OH. 2pp 46231 040 46231.049 

-8807220210 Responds to 880212 Hr re violations noted during Insp of activities under 
License 34-10247-06 

MCOOMAS.J O. Taxes, Univ. of. Austin. TX. 68/03/07. MALLETT.O.S. Rog on 3. Ofc 
of the Di roc I or. 2Gpp 40231 Ql 1-46231.036. 

-0807220225 PNO lll-08-035 on 08O3O3,Ra 226 contam nation found In crawl 
spaco Causotl by leakage from seated radioactive sources be'levod stored In crawl 
spaco & initially ment.onod to NRC Inspector during 880128-29 Insp 
MULLAUER.J., MALLETT.B Region 3, Ofc of Iho Directo'- 88/04/00. 1 1 op 
46231.037.46231 047 

-8807220241 Partially withhold memo re 080328 tolcon w/anonymous Lfr.iv of Toledo 
employee re rad oaciivo contamination in crawl spaco 

WEll,C H Region 3, Ofc of the Director 08/04/21. NORELIUS.C E. Region 3 Ofc of 
tho Ditector 3pp 40231 050-46231 052 

8807220256 Parfal response to FOlA roquosl Forwards App G documents App F & G 
documents available -.n PDR 

GRJMSLEY.DH NRC - No Deifl/ed AfhJBtJon Givon 08/06/30 MAXWELt.B 
Cosmos Broadcasting Corp 3pp 46230 293-46230 350. 

-8807220260 Package of drafts re evaluations A actions comp'elod prior lo startup & 
plant ovaluahons of single MSiv slow ctosuro. 

* Cleveland Elociric lllumnaing Co. 87/11/11. 53pf>. 46230 298-48230 350. 


-0807260 1 10 Forwards r.OtiCO s-Jbm.ttQU lo FR fo» fiting & pub'ccaiton cover.ng p f o* 
osed oxport of pool-typo research ronctor lo isrool 

RICE.HL. AIotIc Energy Commission 50 / 04/20 Amorlcan Machrio & Foundry Co 
2pp 46252 331 46252 332 

-8807260116 Application for 1 cense to export or.o MW pool typo rosuarch roaclor to 
la/ae! 

CHAMBERLAIN.W Amancan Machine & Foundry Co 50/O4/C6 FRIGE, H L. Atomc 
En orgy Comm salon bpp 46252:333-46262 337. 

-8B07260127 Adv.sos of FR pjbl cation ol notico Of iSSUHrxo Of oxport I conse In Arr.or- 
lean Mach no & Foundry Co 

FREDERICK, R.J NRC • No Dolai'ed Altiltaiicn G.von 68/OG/30 EDWAHDR.CT NRC 
- No Dotai'od Aff.i alien Given Ip. 46252 330-46252 336 

-BB07250 136 Urges to o1f<clal.y informing Govt o! Israel that ebsorvahone A comments 
previously offorod for advice on.'y & that tasua^co of export ffcanso does net mply 
assumption of rosponsblity tor safoty of facll ty by Comrnlssion 
PRICE. H.L. Atomiq Energy Commission 58/06/25 HALL.j. Atomic Enorg/ Comms- 
alon 2pp. 46252 339-46252:340. 

-8807250143 informs ol issuance cf Liconso XH-OOPi to Amorcen Machine & Foundry 
Co, authorizing export ol 1.000 KW pool-typo rosearch roocior to Isranl & ol f< r.g of 
not>ce of proposotj issuance of Ifcons© w/FR on 560502 tor publication 
PRICE, H.L NRC • No Dotai’od AMilatlon Given 66/06/12. FIEIOS.K.E. NRC • No Do 
tailed Afh'lat on Given ip 48252:341-46262 34 1 . 

-6007250150 Recomrr.onds issuance of export Lcenso to AMF Aiorricsjnc re proposed 
oxport of one MW pooMype research reactor to teraol 

HALL.J.A. NRC • No Ootated Affi telion Givon 58/05/16 PRICE, H L NRC • No Do 
tailod Affiliation G-ven. Ip. 46252:342-40252 342 

-8607250158 Advises of FR publication of noheo of filing ol application lor ladty 
oxport license on 5B0503 

FREDERICK. R J. NRC ♦ No Deta< ed Affiliation Given 58/05/07. EDWARDS.CT. NRC 
• No Deiaiiod Alf.liphon Given ip 46252 343 46252 343. 


tvno rortoarch ?<?^ Ca1 .°o by Ator ™ c * Dr i.cense io export or, a MW pooh 

Sn du^ovv ^ g/£J£J ao & 'oquesta 10 advise whaiher proposed axpori comes 
JOIinIqn ? OQ'oemenl tor cooperaio^ w/Govt ol Israel 
o ?pp%25?^ 58/04/17 HALL.J Atomic Energy Corrm.s* 


-*8807250434 Discusses ASLB 871207 partial initial decison lhat util 860213 oxorcsecl 
emergency plan dd not test as much of plan in four imited areas as reason?:. y 
achievable Plan fa.ied io meet requiroments of lOCFRSO.App E.Part IV. F t. 

MURRAY, J P. Deputy General Counsel 07/12/10 MURLEY,T E Ofl-co o* NvClea* 
ReaclOf Regulat'on. Director (Post 6704 1 1) 22pp 46231 163 46231 194 


“ Pretinn inary Hazards Analyse of Israel, research reacto- per 
Xl" , „ j " o- r o ° ' ^ 11 u 7 l A <J vi 3Q s lhat hto nol enough to determine that proposed inster* 
rn Jt m jjnr* * S Si° ft *! iat 8ub l *nalrumen»eiion should be examined caretu ly. 

Aflk,^D9* * Wo potoilod Affilailon Given 58/04/01 HALL.J A NRC* No De- 
iflHed Alf.'iatlon G.von. 3pp. 4 6262 149 46252 34 6 

‘‘®A^ni?^ 1 ®L,m?iVi r 7 0 i nlS on "Heseafch Reactor Proposal & Prel mlnary Hazards 
Annlyeia huhmiUod f.t support ol Israel? request lor f.nanc-al granl from US, in re- 
81 joc.ho to 671227 momo. 

No Af III otlon Given. 58/02/11 HALL.J.A NRC * No De* 

inilOli Alfi lailofi G.von. Ip. * 6 252:349 . 462 349 


8807270296 FOIA request lor documents re 88C607 mooting betwaon V Mil er & GAO 
representalves re GAO mads audt program & 80C616 momma botwoon V M 'eiO 
Cunningham & ASNT rep resenta lives on certification of radtenropn&.'S 
FELTON.JM. Nucloar Licensing Reports 08/C6/23 GRIMSLEY.D. H Ofhce cl A<imn- 
isiraton & Resources Management, Oireclor (Post 070413) 2pp 46262 043 
46262.044. 

8007270298 Final response to FOIA roquest for docume.ms F onwards App A 
document.App B document withhold (ref FOJA Exemption 6). 

GRIMSLEY.D H. NRC • No Ootailed Affilailon G.von 88/07/14 FELTON 1 , J M. Nuc^a- 
Licensing Roport3. 4pp 46262.045 46262 040 


**0007250207 Col's lo niton lion that Commission does net evaluate safety charac lefts* 
tics o. roacip'Q tor which ox port Hear so Issued & that issuance of export license im* 


PA°m nr i 1 Q W, L?, f c J !? 3 ' 9 , n l P r assumption of response :ty for facii ly 
vANDI-n WEYDEN Atomic Energy Commission 58/07/ 14 LAHAV t 


Ip 40252 ISO 4(1262:350 


Israel, Govt ol. 


-8007250212 Forwards noi co of issuance of export Icenso lo American Machine & 
Foundry Co.for pub'icailon. 

SHEA, KM Olllco of ihe Gonernl Couose- 50/06/13. KENNEDY, 0.R. National Ar- 
chives 8 HocOftJs Admlnislre* orv. 2pp. *56252 351*46252 352 

•*8007250221 informs Join! Commiltoo on Atonic Enemy mat AEG issued License XR- 
0021 to American Mach no & Foundry Co authorizing export of one 1,000 kW pool- 
typo reaonrch mac lor to israol. 

PRICE ML Atomic Energy Commission 50/06/12. RAMEY, JT. Congress, Joint Com- 
milloo cn Alornlc Erorgy. 1 p 46252.353-46252 353 

-0007250232 Infr.riri* Jc nl Corrm Itoe that AEC suLmliied notice of f.hng of appl cation 
by American Medi na A Foundry Co for license to export one 1,000 hw pool-type re- 
smirch runner to lornal, to FR Dlv lor fil ng 8 publ cation 

PMICl'.ML Atomic Eno/fly Comrn salon 59/04/20. RAMEY, JT. Congress. Joini Com- 
mlltuo on Aloml<; Enorgy. 1 p. 46252:354-46252 354 


-6807270301 informs of GAO audit toam B80607 visit to NMSS for bl:jii o* nu:i 
program GAO team wilt return in 2 wks io discuss d'alt rept on sub| audtL sis lopes 
discussed w/audiiors 

MILLER, V.L. ModicaL Academic & Commercial Use Safety Branch 06/&£/t6. 
THOMPSDN.H.l. Oiiice ot Nuclear Material Safety & Salegjri*cJa,Dirt<doi ip 
46262:049 46262.049. 

8007270302 FOIA request for documents re Contracl NRC-30-06-360 awarded io 
Norco m Inti Corp. 

MlCHAEL.P.G. Federal Managemem Associates. NRC-30 86*360 00/06/30. NRC • 
No Delated Aff lation Givon. Ip. 46262:023-46262 023. 

8807270303 Final response to FOIA request for docurnontb.lnformy that Conhoci NRC* 
30*86*360 ava.lablo in PDR 

GRIMSLEY.D H. NRC • No Dolailod Alfiliat on G.von NRC-30 06-360. ofl/0?/l3 
MiCHAEL.P.B Federal Management Associates tp 46262 024.46262 024 

8807270304 FOIA requosi lor riocumonls ro Form 473 (diagnostic m saifrr mstralon 
effort form). 

SMALL, P. FOl Sorvices. 71042 00/07/05 NRC • No Detailed Affi'ia'lon Given 3pp. 
46262 050 46262:052 


-08O726O23Q Torworcfa notjeo oi flrng of app’icaion for oxport licenso for American 
Mach imj 8 FoiJ' , d*y Co, for publ cabon M FH. 

SnCA.KH Olflco ol tho General Cour.so 1 60/04/20. KENNEDY, 0.R. Nalonal Ar* 
f.n.vos 8 lUturtK Atl ml r Is I r nil on 9pp 46252 355*46252 357 


8007270305 Final rosponso to FOIA roqu09l for documonla App A documents ovalat'o 
h PDR. 

GFIIMSLEY.D H NRC • No OolaJod Affi'laiion Given 00/07/14. SMALL.P. TCI Scv. 
Ices 2pp. 40262 053-40262 054. 


0807260262 I' ill A ro<iu»at lor docurnanls ro Ofc of Inspector S Atidco/ invesilgoiion mio 
allog^ilcnfl of Huipon IV ir.lsconducl at facil ty 

MEAL O ILVI01 Mo/ninn Nows. DaFas. TX B0/O0/2O. NRC * No Detal'ed Affiliation 
Glvi n Ip 411230 353 46230 353. 


8807200007 FOIA roquesl for documem9 ro NRC 000500 noiico ol violahon 8 proposal 
imposition ol civil pona'ty against TVA. 

CONNOR L Doc-Search Associates 08/07/05 GRIMSLEY.D. H NRC • No D:iailod 
Alfiliailon G von Ip 46262 031*46262 031 


0007260263 fmol rosponsu to FOIA rnqjost for documonts App A documents wthh eld 
(rnf TOIA Cxomptioa 7) 

GfllMSl E Y t) NIK; No Dolailod Affi'iai on Given 09/07/13 REAl.D. Dallas Morning 
New a. Dal ae. TX 40230:354 46230 356. 


0007280013 Final rosponso to FOIA roauost for documoniaApp A <Jocua:g.'it Whlic-M 
frel FOIA Exarrptlon 6) NRC did nol officially roloa9o rciquuslod records 
GRIMSLEY.D H. NRC ■ No Doioled Alf.liation G.von 08/07/14 CONNOH.l. Doc* 
Soarch Assoclalos 3pp 40262 032-46262 034. 


8007260200 I OIA roquoal for docurnams ro 060503 moei no w/NWSS 5 EPA 
FELTON ,1 M Nuclear Llnuanlng Hoports 0&/06/C6 GRIMSLEY.D H NRC * No Oa- 
inl'ort Aff liallon Givon 2pp. 46231 :Ow6*4©23l 097. 


0007260203 1 l.*ml rosponso lo FOIA request lo.' documents Forwards App B 
docunionle Aju> A docutnonls w.lhhald (ref FOIA Exemption 5). 

GHIMSID Y,C> M. NMC - No Dolailod Affiliation Given B8/07/14. FELTON.J.M Nuclear 
liccnslay UvllwDita Ap;i. 40231:006*46231:105. 


-0007250200 Agondtf of EPA/NRC Interface Council 690503 meeting In 
Washington OC S Hats of load NRC tochn cal & mgt contacts & EPA members. 

• NHC - No Dotfil’od Alfflntlon Given 60/07/14 4pp 46231 102 40231:105 


0907250323 Rb&pondft W FO'A roquosl (or documents re proposed rules Qoverr ng U 
irmwls Ann Jocunmnls ovnllnWo In PDR. 

OrllMSl LY D H Division of Froodo.'n ol Information & Publ cations Services (Post 
090515) 00/07/ 13 MOKOENA.K. Fund for Peace (National Security Archive). 2pp. 
10231:130 402:11:143 


BQ0726033B f OIA roquos\ tor documonla r© proceasmg ol listed appl'cafaas (or import 
nconsos ol U from South Afr.cn. 


MOKOENA.K Fund for Honco {Nahonnl Securtty ArchVe) 87/05/26. MACHAK.F M, 
Slain, Dopt of- Gpp* 46265:340-46255:354. 


8007250344 [lu&ponds lo FOIA roquosi for documents re processing of specified eppli* 
cailonrt tor imnoft liconaoe ol O from South Wrica Ap? documema ava table in POR. 

nvn It Div.9l-on ol Froodorn of In^ormalion 6 Publ cations Services (Post 
000516) D0/O7/I3. MOKOENA.K. Fund for Peace (National Security Archive). 3pp. 
46231 140 46231:140 


8007250304 pa tlfil rosponso to FOIA request for document App 0 documenta aval 1 * 


GniMSLCm Nnc - No Ootafed Aft Hetion Given 80/07/13. BELAIR.Rfl. Kirkpatrick 


& lockhan ?pp. 46231:140 40231:184. 


«nft79Rrt^Ti tnrnrmfl of ulanl fu*l partic pat on emergoncy preparedness exorcise on 
080007 1 Jconallo brioffig on G80606 at plant Team roster.ass’gnmaats A proposed 

CXDN K U^C C P union 1, Ofo of the Director. BB/05/24. Region 1. Ofc of the Director. 
?pp 40231:157-4023 1:’l SO 


nnniiAtwM D acuaaos ASLD findings 8 commenis re licensee recepi on dra in 

imn rSuSlSuS! □oc.aJon.ASlBjcund sub^c.r, adoq^a.e lo savaly Rrc .agu.a- 

&^Nro S JFAss!alanl 5 Qw. , (W0? Counsel la Serines. 88/05/19 MURLEY.T.E. Office 
“NSSilwSlSKwSSto^ Dl/OClor CPO.I 870411) 2pp. ,673, 59 46231:160. 


aso72Bm»* Advlsoa thai Commission rocoanijad lhal American Red Cross (ARC) 

CUMM ' NG WR fXal ^' 9 

Mananomonl Aaoncy. Ip. 4023t.i 


Emergency 


8807280021 FOIA terjuosi for document ru INPO rankings ol conunarcla miclra t 
po«er roaclors cutvonily operfll’ng or under consi in US & basis upon vmHci w^in-^ 
made. 

B0LF.Y.K. Public Ciiixeng Crillcol Mos9 Energy Projocl 80/00/10 GRIMSLEY D NHo 
* No Doiaiied Affi lailon Givon 2pp 40202.035*46262 030. 

-0807280026 Requests for fuT feo walvor of proco 9 Sing.soarch or rLplicat o.n ccs:$ in- 
curred by NRC in lulling aUacbed FOIA raquosl Lists 10CFR9 41(b) ci.lona ic/ Uo 
vi/aS'Cr & corresponding rosponso by roquo9lor lo lull II roqu romonls 
BOLEY.K. Pubic Citrzon'ft Critical Mass Energy Projoct 80/06/10 GRIMSLEY 0.»l 
NRC * No Dolailod Affiliation Givon. 3pp. 46262 037-46262 039. 

8007280049 Final response to FOIA roquosi for documents App A documorl wtht.jld 

S al FOIA Exemption 5). 

RIMSLEY.D H. NRC ■ No Doia.led Affil.ollon Givon 88/07/16. UOIEY.K. Pat c Cti 
2 en'a Critical Mass Energy Projoct 3pp. 46262:040*40262:042. 

8607290007 FOIA request for documonla re EPA proposed regulations lo rogi/ate <J$ 
posal ol discrote naturally occurring & acco’orator* produced radoachvo ma: (NAfiW* 
sources & documents Ind eating disposal of NARM sources 

FELTON.J.M- Nucloar Licensing Reports 80/00/00 GRIMSLEY.D H. NRC * No Do- 
lallod Alfi lation Givon. ip. 46327.210-40327:210. 


GEN TEC IS GENERIC TECHNICAL ISSUES 

8606130188 NRC Info Notice 88*039, '’LaSalle Un i 2 Loss ol Rocircu'abon Pnn;»VM 
Power Oscillation Event. ” Svc list end 

ROSSI, C.E. Division ot Operational Events Assossmonl (Post 0704 1 1). GL 06 02 6-3 •' 
06/15. Consol dated Edison Co. of New York. Jnc. 110pp. 45970:156-45078:205 

8006290469 Forwards comments on BNL final draft NUREG/CR-4040, "Tochn cal Fl- 
ings Re Generic issue 23:Reactor Coo’ant Pump Seal Failure," for incorporat-on ir.r: 
final rapt. 

NEV/TON.R A Westlnghou90 Operating Plants Owners Group OG-GG-26 80/06/22 
HOOQES.M.W. Reactor Systems 8ian,ch. JACKSON.J E Enginoemig issues Era*'^ 
(870413 680716). 50pp. 45997:140-46997:188. 

8607050455 Summary of 880602 meahng w/util rn Bolhesda.MD to discuss rosponso tc 
Generic Hr 07-02 re seismic qualification ol oqu pmeni per USl A-40. 

TOURIGNY.E.G. Projoct Directorate M-2. TAC 00303. 08/06/16 Projocl D‘ recto rate i 
2. tOp p. 4599t:296*4&992.003. 

-8607050467 "Seismic Hazard Data Prepared lor Ro 9 ofulion of USl A-40.” 

* Ebaeco Services, Inc. (subs, ol Ertsorch Corp). 08/06/16 2lpp 45091306 
45991:326. 

-0807050479 "Radiological Oata Prepaid for Resolution ol USl A-46." 

* Ebasco Services, Inc. [subs, of Ensorch Corp ). 88/06/16. 31pp. 459D1 32? 
45991:357. 


6807030 3 60 NUREG/CR-3509 POWER SPECTRAL OENSITy FUNCTIONS COMPATI- 
BLE WITH NHC REGULATORY GUIDE 1 60 RESPONSE SPECTRA 
Sh NOZUKA.M . MOCH'O T . SAMARAS, E P Colombia Uciv.. Now York. NY 00/06/ 
30. O.viskn o* Roacior Accident Analysis (870413 B007 16). 7lpp 46077 033 
46077:106 

WG7f f025f Noiificatijn of CHGR Meetirg f-lt on 080714 in QofhGSda.MO 10 revow 
proposod gonenc Ur on in 9 bumont air problems 8 for RES presentaLon on prcposod 
fOSOljlicn Of USI A 45 on DHH 

JORDAN. E L. Ccrmpiiioo io Rov:ow Generic Roqui'omenis. 68/07/05 
BERNE RORM Office of Nuclear Material Safety & SalGguards.Oi'ector 
PAPERJEUO.C.J Reg o-o .1, O lc oi iho Direcio/ ROSS.OF Othco ol Nuc'oar R egu'a- 
lory Research. Cirector (Post 860720) 2pp 46138 340-40138:349 

6907110275 Informs of initiation of now Multi Plant Action A-22, “tmp'omaniat on of Sta- 
tion Glackojl Rule.iOCFRSO 63.' io bo olfeciive on 880721. Enel FR noilco to be for 
warded to icensee 

TAM. PS Project Dredoralo 14 08/00/23 Offce of Nuclear Reactor Regulation, Oi- 
rector (Posi 07041 1) tflpp 46110 290 46110 308 

083712Q4G9 Not lies that confi-maiion of actions described ;n 600525 Ur -n rosponse to 
Generic Ur 00 03 acceptable. Actions *o malnt of slot on procodu'09 for Ideniilcnion 
£ fcsto eton ot au»rirtry feecfwarer sys should steam binding occur 
MILANO. P O. Proiect Direcloraio IV GL-03 03 80/06/23 ANDREWS, R l Orrm*a 
P lWc Power Di6lnci 3pp 4G1 1 1 244-461 1 1 246 

8607120669 informs that uM 070619 response to Generic Hr 87*06 ro penod-C vOfAca 
t«on ol loav t nhi iniocr.ty of pressure , 90 lation valves acceptable. 

BRACKS CVc ol Special Projuds. (iL-07-06 80/07/06 WHITE. SA Tornessoo 
Val ay Authority 4pp 40156 163 46156 166. 

6907190233 Nolif.coton Qf 000720 moof.ng w/OWR Owners Group in Rockvi'le.MD ro 
MSIV leak raio I mils, oi m nation of MSIV lookaga control sys & how results of Ganorlc 
Issue C 0 wii bo used in p'oposod approach 

KUCR1CK.J Plant Syslorris Branch 00/07/07. CRAIG.J.W Plant Sysloms Branch 
3pp 46200 142 46208 144 

6907200031 Forwards schoddo for acton9 rnsnllny from 5>EP Topic XV-1 wll be re- 
SOVbd per USf A A? 

MEDFCSnO.MO Soulhorn Calfomift Ed son Co 00/07/13 Oocumoni Control Branch 
(Documonl Control Dosk) flpp 46222 022-46222 029 

8607210215 Forwards NUS ropt on sialns of Gor.or.c Issue 105. "Inierlncing Sys 
LOCAs al LWRs." pur requoatSutiJ ropi included aa part of NUS Nuclear Saloty 
issuos Rov nw program 

JORDAN, P S NUSCorp CD RIS 80 309 00/07/06 ROTHQERG.OO NRC * No Oe- 
lei ed AIM anon Cuven lOpp 40237:235-46237 243 


I4E fWSPECHON AND ENFORCEMENT 

8906130168 NRC Inlo Nulito 00 039. "LaSalle Unit 2 Loss ot Rocirculalion Pumps W/ 
Powo.* Oscmafion Evonl " Svc Hs>1 oncl 

ROSSI.C.E Divison o< Oporalional Evonls Asso&smont (Post 87041 1). GL-B6 02 08/ 
00/15, Conso^daforf Ed sort Co. Of Wow York, fnc t fCpp 4 5078: f 56 45970 206 

8606160340 NRC Info Nollcu 08-040. Examiners Handbook fo' Oovolopmy Opo-ator 
L cons ng Exams ” NU REG/OR 0122 & svc Hat end 

ROSSI, CE Civ.slon ot Opnrnhonal Events Assessment (Post 870411) BD/OQ/22 
Co 4 so ado ted Edt sen Co of Now York. Inc 237pp 46240:325-40^4 1 ?oi 

6606170033 NRC Info Nohco 80-041. "Phys.cal ProlouLon Weaknesses Idem.'iod 
Through Rogj'ato.'y Effoclivonoas Rovlows " Svc !isl oncl 

noSSl.CE Oivislcn of Oporatonai Events Assnssmonl (Post 070411) 89/G6/2? 
Conso'idated Edison Co Ol Now York. Inc 122pp 45970:034 45970 155 

8906170291 NRC Bu'leih 08 000. 'Thormal Stresses In Pip r.g Connected io RCS' 1 Svc 
l si end 

ROSSI.C E. Division of Cporationol Evonls A9S03Sm.onl (Post 070411) IEB-79 13. GB/ 
06/22 Consolidated Edison Co of Now York, me H6pp. 46018 037-46010 152. 

8066210038 NRC Inlo Not.co 00-044. ‘ Mochnn cal Binding ol Spr rg Roloase Oavice in 
Wost.njjhouso Typo DS-410 Circuii Brookors ” Svc l si oncl. 

ROSSI, C.F. D.vislon oi Operational Evonls Assessment (Post 070411) GB/Ofl/24 
Conso'ldaied Ed.son Co. of Now York. Inc. 1 I3pp 46019. 163-46010 265. 

6806210163 Updated PNO-ll-06 040A on 080607,leaking WESF Cs-137 source at facl'i* 
ty & radation levels measured ronrosenl 12 rnrom/h. Couso not yet identified Fad ity 

? uareni-nod & Georgia Tech physics professor to develop strategy 
ROJANOWSKI.R Roglon 2. Gfc of tho Oirocior. (J0/0O/0B 2pp 45914 .001- 
45914 002. 

6806240139 Suppl 1 to NRC GulloHn 08-008, "Thermal Stresses in P-png Connocmd to 
RCS " Svc l si end 

ROSSI.C.E. Division of Opo/aiionol Evonte Assessment (Post 070411). lEB 08 008. 
00/03/24. Consoldaied Edison Co of New York, Inc H4pp 46019 266-46020 018. 

8800290479 PNO-l 00 05 7B updalos PNO-l 80-057A ro identification of coni am in an on 
leaving Neutron Products faci'ity due to inadequate monitoring of workers leaving re- 
stricted area. Order issued requesting licensee take listod steps ro sub]. 

COSTELLO, F., Al.LAN.J Region \, Ole of the Director. 00/06/24. Ip 45906:360- 
45905 360 

8606300347 NRC Info Notice 66-045, ‘'Problems in Protective Relay & Circuit Breaker 
Coordination ” Svc list oncl. 

ROSSI.C E. Division of Operational Events Assessment (Post 87041 1) GL-8M2 90/ 
07/07 Consolidated Edison Co Of New York, Inc. 104pp. 46242:109 46242:212. 

8807010008 PNO 1-80 057A idenbllod rad<oact.vo contamination on conirador exiting fo- 
al ty protected area Contamination also identified in Individual homo & co-worker 
car Caused by inadequate monitoring boforo leaving real rioted area 
COSTELLO.F, ALLAN J flogion 1 . Ofc of tho Director. 80/06/22 Ip 46020 247- 
46020:247. 

8807010049 PNQ 111-08 057:on 00O623.three workers received bums wh lo working on 
radwasto ovaporaior, resulting In skin contamination (loss than 10,000 dpm/tOO 
cm2).Onslte radiation specialist reviewing accident Nows media informed 
GREGER.L.R.. SHAFER.W. Region 3. Ofc of the Director 0B/O6/23 tp 46017 281- 
46017 281. 


0007010107 P^40 1 68 067 on 660622.reactcr screno occurred f'om approx 1G0 C « 
power Caused by low reactor vessel levoi rosulling from nia'^ncMon & c'os ire of 
feedwater conirol valve Licensee p‘ans io rastan penc.^g compio* on cl valvo repairs 
COOK.W. JOVfNSCN.J Region 1. Ofc of Iho Diroctor. 68/05/23 tp. 46020065 
40020.0 00. 

8007010126 PNO I 88 066on O80622,u' , .it fnppod to'lowlng ‘oss or vital ins»?rurronl bJS 
Invertor C.Loas caused low roacicr cop I ow tnp.Causnd tiy loss ol roattor coc'ani 
pump broaker open indication 6 ipss of powerX-consee mitiaioU nvestgation 
BORCHAROT.W.. SWETLAND.P Regon t, C?c Of tho Di'edor 8fi/0b/22 Ip 
46017 0/4 46017 074 

8007010389 PNO-IU 08*0540 on 60O6lO.9lool plant casilrg orou & otr.c 1 ' locations cen 
larinated whoa sp r of molten pieoi damagod gatgos ccnia'r'lng Cs 1 37 Doccmtam n- 
aron complete licensee permitted tu resume ope:atior\ w/o gauges 
WIEDEMAN.D, MALLETT.B Roglon 3, Ole of the Di'octor 8G/0c/?7 Ip 4 0020 >54 
46320 1 54 

8907010597 Forvrards ret file for NURFG-1311. “Fundng NRC Tror.mg Prognm fer 
Siaios/' (or placement n PDR. 

LUBCNAU.JO. Assistant D rector lo # Stato Acroomonts Program 08/06/07. NRC 
No Detar/ecM ((natron G von 2pp 45993.003 4 5Wf . T2fi 

-8807050017 PNO lll-64-Ol IB computer listing of approx 4,000 c JS'om.efii who rc- 
co.vorf casl iron mble bases A pans from Fa'con Prod-jcts.lnc botwuun slated d:iies 
obta nod Company boi eves almosl nil contain ruled basos rorra n oi laal *y 
WIEDEMAN.O. AXElSOH.W. H.UO.J Region 3. Ctc ot tM« Uroc:oe 84/02/07 Pup 
45991:104-46091105 

8807050571 PNQ II B0 041 on DQ061 7, radiography Ovn.*oxpoijuro occu^rnd Dulk o' ex- 
posu r Q occurrod wh le workng ai Fly' da Powe' & Light lossd sieam plant & smn l 
amount ot oxposuro /ocotvod wh.‘a work mg at Cnco Cana vot at A t Forco Ditto 
BROWN. R., CLiSE.W. Region 2. O^C of tho C.rocto' 00/06/23 ip 46074 C30 
46074.030 

8807050320 PNO-IH 80 050 on 000623 reactor scram'T-od from 84% power duo :o luf- 
bino uip Caused by damaged latch ng mocharisfr) in lurblno control Bys Lotc^ng 
mechanism r opened. 

COOPER. R.W., KNOP.R.C Region 3. Ofc of tho Di-ocior 00/06/24. ip 46147 194. 
46147:194, 

8007060354 PNO HI 80-05 9;cn C8D829,i.n,| abufdown 8J)c/ urvauccessfuj efforls lotaJ^' 
newly insteled wido range powo: monito* sysCnibr problem rutmod to sys 

sofiware GE hes boon not-f.od ol problem 

JACKIW.I N , AXELSON.W L flog on 3. Ofc of IhQ Ohectcr. 8B/C6/29 tf) 46U07 312- 
46087:312 

6607070066 PNO 1-00 O0B on 000629 /ad io act- vu matt lojn<j m res Jor>1m : O'Cli Cb|OCt 
Idont.find as Navy dock marker Ct>|oct surveyed No loose contominalion cotud 
WrtiTEj.. JOYNER J Royion 1. Ofc of tho Drecior. 68/00/29 Ip. 4 6130 026 
40139 026 

0807070168 PNO-l 00 05 7C updating PNQ I 60-57B io ecHor.s lakon by Siato of VO as 
rosuh of ovidonen of pcss b'o Gonlamnat on of worker aufomotilus & 

residences Con tam nation found h ona bouso Seven oddl houses will be swayed 
MCGRATH, J,, ALLAN, J, Roq-on 1, Ofc ol Iho Droctor 60/06/29 ip 46119121- 
40110.121. 

0807080006 NRC info Notice 00-046, “Licensoo Ropi of Dofoctvo Rolurbluhod Crcuil 
□roakors.” Svc I si oncl 

ROSSI.C.E D.vislon ot Operquoral Evonls Asnossmont (Po<H 0704 11). 80/07/01) 
Con sol- dated Ed sen Co of Now York. Inc 10 7pp 4Q231 :281 -46232 027. 

8007080366 NRC info Nolice OB-947, “Slowor-Than-Expocied Rod-Drop Timus" Svc 
list oncl 

ROSSI.C.E. D.vlslcu ot Oporatonai Evonls Asso9sn*.ont (Posi 070411) 08/07/14. 
Consol.daled Ed son Co ol Now York. Inc I03pp 46240 222-46240:324. 

8807110218 PNO V 06*044 on 0006 2 7. earthquake occurred 5 m os oam ol Santa 
Cruz.CA Seisnrlc Instrumental cn not triggered al Vallocitos.Aeroicsi operations or at 
Urjv of California at Borkeloy. 

NORTH.H.S , YUHAS.G P Rog o*i 5. Ofc of tho C rocior. Q8/CG/27 2pp 40141:330- 
46f4f:33l. 

80071 10223 PNO-V-0O-O43 on 80C627,seU!omnn1 of raio coso amot/’ced. Uli : w.l rq. 
celve 7 0 cords per kW-hour tor powor produced from plant SGtlloment also cals lor 
three member independent safety committeo. 

COOK.G , KUNIHIRO.D. Rcq'qi 5. Ofc of the Droclor Q8/C8/27. 2pp. 46MJ J87- 
46141:188. 

86071 10227 PNO-V 80 042 on 600626, mag n ; tudo 4 7 oerthquoko crcurrod Tulephcr.o 
contact established that earihquako not folt.no damoao ldontifiod.ro roloasos ol radio - 
act/v/fy occurred & seismic instrumontetion operable & dd no I respond 
NORTH.H.S., YUHAS.GP Roglon 5. Ofc of Ihe Dirocto r. 0B/C6/27. Ip 461/0 265 
46140 265 

88071 10263 PNO-V-80 045:on a00626,(fur|n9 tost ng of check vft'vO on pump M A 
flush of otha/ check vaJvos su spooled of Jeokago, wai or ho rvrr.or was 
reporlod Snubber removal & operational te9tmg In progro9S. Licensee prcceodod to 
cold shutdown. 

PEREIRA.D . NARBUT.P. Rogion 5. Ofc of the Croctor. 0B/06/27 2pp. 46M0 357- 
46140:358. 

80071 10363 PNO IV-90 054:on 000705, reactor 9hul down to comimorce 99-doy p!a*ired 
outoge to replace fasteners associated w/Hqi.uti clrculolors Liconsoo schodu'o ca'ls 
for roturn to operations on 8Bl007.nogion IV prepared to respond lo modio Ir.qj 'bg. 
WESTERMAN.T.F Region 4. Ofc of Iho Director. OB/Q7/C6 Ip. 40105.031- 
46185:031. 

8007120025 PNO*lll-8B-060.on 80070 1 ,9urvoy loam found lhat static olininalur mfg by 
NRD Inc leaking Po-210 resulting In m'nor contominallon of wooden crate Caused by 
devico damooeef by vandaLCreie d.smanilod & p'acod In barrel fo' fcunal 
WIEOEMAN.D-. MAUETT.0. Region 3. Ofc of Ihe D.rector 88/07/00. Ip. 40156 202- 
46156 202 


6807120076 FN-67-l02A;on 860707,00*106 of vioatcn & proposed imp 03 lion of civ I 
por.a'fies in arrojni of S500 wil bo issued to censor based on faiU*e to comp'ele 
reqjred survoys.unsecured mail & lerij'Q lo post requrod documents 
FLACK.E., LIEBERMANJ. 0?c of Enforcemer' (Posi 670413) EA 87-184 60/07/07. 
Ip. 46140 270-46140:278. 

8807120086 PNO III 68 027 A on 68C630.FEMA fOu.no Slate cl l A of?s ‘e emergency re- 
sponse plan InadGqjafo when relied t { ul I lhai 060701 dead no would bo rr.:ssed 
due lo hcorr.pl e tod rev Hosi county lo complete planning 

SNELL.W, SHA^ER.W Rogon 3, OfC Ol Iho C*odO* 08 07/01. Ip 46154:058* 
46154.058. 

8807120209 Corrected PNO- 1-80 070 on eeO/O^pL-b 1 : rreothy he'd re orrorgercy pro- 
pa*ed.noss oxorciso on 890627-20 Mooting attendad by approx 150 peepfo w/onty 
'otd ve'bal comments & becking occurring Comma ms received nega'iva & positive 
CCNKLIN.C Regon 1, Ofc of the D.-eclor. 86/07/05 Ip. 401 46 246 46140:246 

8807120262 EN-B0-O59 i^'orms Ccmnvs&'On of order nr.odjly ng licenses & no'icos of 
violation & deviation being ssted lo unv Action cased on Tce^soe fa ire lo lake 
rempt correal .vo aclicn9 re number of ajd.t I ndngs. 

UEHAM.J . LIE8ERVAN.J Ofc of Enforcorrenl l^os* 870413) EA-68 064. 68/07/09. 
ip 46150 279-46156:270. 

0807120291 NRC info Notice 68-C48. "Licensee Repl of Defecl.vQ Rofutbis^ad Valves" 
Svc Ul end. 

ROSSI, C.E Div.son of Operational Everts Assessment (Post 07041 1) 88/07/12 
Ccnso idated Ed son Co of New York. In: 1Q3pp 4624? 005-46242 108 

8807120540 Advlsos lhai e'l feci; onls ol Suppl 1 to IE DU ovi 85-003 musl respord 
w.th n 30 days & rrust submil fnol rapt w th n 60 d3ys 

VARGA.S A. Dwslon ol Reactor Presets ■ I/ll (Posi 07041 1). CBUTCHFIELD.D Div,- 
9lon of Raacto' Projects • IM.IV.V 6 Specs' Projects (Post 87041 1). EB 85 003 88/ 
06/17 Office of Nuclea' flea do- Regulation, Di'ectcr (Post 87041 1). ?pp. 46112:340 
46112346. 

8807 1205 SO NRC Info Notice 68-049, ”Worki''0.Ha.nd rg.Ccntrol.Stor ago & Destruci on 
of Safeguards info " Svc I si unci 

ROSSI, C.E. Div-son of Operalonal Everts Assessment (Post 6704 it) 00/07/18 
Conso'idated Ed son Co or Now York, ‘nc I03pp 46241 263 46242 005 

8807120553 NRC Info Notice B8-050. ’Effect of Crat Breaks Capacitance on Aval- 
ab lity ol Emergency Powor '' Svc I s' ensL 

ROSSlO.E. Divison ol Cporolior.al Everts Assessment (Posi 070411) B9/07/1G 
Conso'ldated Edison Co. of Now York, Inc i tapp 46257.250-46258 0 1 6 

8607 1301 BO PNO IV-88 055 0'i B80701. sealed redial cn sources feurd stored m uni- 
censed locations by Idaho inspector Licensee out ol business A vacaiod facilty.ldaho 
tnsp slaff w-3 provide dsposltbn of scaled scurcos 

DODA.R J. Region 4. Cfc of the D recto' 68/07/00 ip 46170 335 46170 336. 

8607130252 PNO-I 80-C09:on 880630.tuel fobrcalon laxity omp'oyoos wem on 
strike Fuol tabricat-on leclity n process ol shuitng down for holday 
weekend. Coni ngor.cy plans ro s-ile security Imp'omented & no addl bargain sesson9 
scheduled. 

ROTH.J . BELLAMY. R Rogon 1. Ofc cf the Director 08/07/01. Ip. 46172 067- 
46172067. 

8807130393 PNO-V-B0-O48 on 600623 .'icons do idem tied poiont al spent luol pool 
8 phon path.Drawlrgs indicate that fuel pool purification ptrrp has capabli.iy of pump- 
ing waior from spool fuol pool to othor locations Congo's rotated 
JOHNSON.P., HUEY.n. Region 6, Ole of IhO Director. 00/07/01. Ip. 46172.140 
46172 140. 

8007140314 PNO I 80 07 I on 8aG705,fis Leman pj"od TroxV Model 3411 moisture 
density gauge Irom lake n Rockvil o,MD Gauge s:o‘en from Woodward & Clyde in 
1984 Device temporarily stored at Univ ol Maryland uni l proper disposal arranged 
MCGRATH, J Region 1, Ofc of Iho Director. 08/07/07 ip 40177:210-46177 210 

8007150100 PNO'V-88 041A on G807Q6,u-it auxilary frans'orrrer fai ed A caught tire 
while providing powor to both bans of n-onv.ial houso loads.Or.e Bocunty guard sul 
lered smoko inhalation & treated. liceraao restored powor & plant cooldown cor.ducl 
ed 

RICHARDS.S.. POLICH.T. Region 5. Cfc ol me Orocior. 89/07/07 2pp 4618G 349 
46186 350. 

8807180101 NRC Info Notice 88 051, 1 Fai'ums ol MS'Vs " Svc 1 si encl 
ROSSl.C.E- Division of Operational Events Assessment (Posl 070411) 89/07/21 
Consolidated Edison Co of New York, fnc 1 21 pp 46257:086 4 6257 208 

8007180143 P NO- 1 V-88 O56.on 860708.1-censoe discove'ed that Cs-137 brechytherapy 
sea'ed source removed from patian) undergoing gynoco’ogca' ireatmeni to be 30 mg 
Instead of intended 20 mg Caused by personnof error 

POWERS.D.A Region 4. Ofc of the Director. 68/07/1 1. ip. 46194 283*46194 203. 

8007190051 PNO V-08-O4l:on 080706, fire In auxilary transformer caused loss of both 
13 kV buses that energlzo nonsafety-rela’.ed loads Caused by transformer ol sprayed 
during reenergizing bu9 SO 2 Fire extingjlshed. 

RICHAROS.S., POLICH.T. Region 5. Ofc ol the Direclor. 86/07/96 ip. 46208 300 
46200:300. 

B80719QD83 F r NO4ll-8B-027B on B80707.FEMA Issued Ur to Sfalo of 1A nobtying that 
slate failed lo correct emergency p'anning inadequacies lor Ouene 
Arnold.lnadequacios cover radialon moasunrg devices lor bus drivers & omorgency 
workers. 

SNEIL.W , SHAFER. W. Reg on 3, Ofc oi Iho Director 8B/07/OB. Ip 46209 162- 
46208:182. 

8607190172 PNO-V-80 047;on QB07O7,cavileticn ol shu'do-wn cool rg pump occurred 
during dralndown of reactor vessel Caused by blockage of ref level sonsrg poi in 
pressuri2er by Insialiation ol temporary camera mounting bracket 
JOHNSON.P. TATUM.J. Rogbn 5. Ofc Of tho C rector. 86/07/08 Ip. 4Q2I5 289 
46215:260. 

8807190161 PNO-lll-00 061 on 880707,forrror physic an entorod flu lly plea to federal 
charges re m sad ministration of radioactive pharms Physician dismissed irom 
duti68.Reg:on ll forwarded written root to OOJ on 871 1 13. 

M AR AB ITO ,R . , P AWU K .E ., MALLE T T .6 . Reg on 3 , Ofc of the O actor BB /07 / 0 7 Ip 
462 1 4:03 8-462 1 4 038 


88071 90326 PNO llf-88-062 cn 880708.AT&T cpe/aior ruccivod bomb Uvrai ai c o;i1 
Beach piant.Staie of Wl & Kowaunoo nofdiod. Socu'.ty p'ocai/ons 
in baled l n: ox c a led ndividual arrested 

CREED.J , MALLETT.B. Region 3, Ofc Of the Droctor. 08/07/08 ip. 45215)4). 
46215 340 

86072001 16 PNO-I C8 072 cn 880709. Aboard MSiV fn.led full c 3 osu'e fesf Subset jcH 
testing ind caied (hat va’vo atom may bo separated from volvo d sc MSIV repaii cs'j- 
ma'eo lo lake 10 days 

COGWILL.C Regon 1. Ole of iho D.rectO'. 00/07/12 Ip. 46228 216 4622ft 2‘i 

6607200366 PNO-1II B6 063 on 8BD71 1,1 censeo ropertod fomolo paiionl roceved '.ie/4- 
peuTC dose of radiation aboul 18% over 1hal proscribed. No adverse rr^tons 
expected. Pat o^t phy9lcian w ll be informed. 

W-EDEMAN.D, MALLET r.B Region 3. Ole of fhe D.rector. 08/07/1 1 Ip -16??l?35 
40221.235 

6007210017 CN 80 040 on 880527. not«co of vo'aiion & proposod mipos.:-ci» d ci.. x-i* 
a ty m amouni of $750.00 issued to i censeo fer faluro io conducl pl.yslca 1 in,<-.M<Ky 
every 6 months fo account for Cs 137 sourco 

FLACK.E.. LiEOERMAN.J Ole ol Enforcemonl (Post 070413) EA 88 118 aa^.5'24 
ip. 46234 361 46234 361 

6607210267 PNO-I-0B-O74.on 8803 10. former (iros'tJonl of Radiation Techno oy,.nc 
convicted In US district court for two ccunt9 of providing fa'so info & &nu coni of 
conspr«ng to defraud NRC. 

• Rogon i.Ofc ol Ihe Director 88/07/15 Ip 46250 031*46250:001 

8007210274 FNO-I 88 073 on 800714,Siaio of NJ Inspector fountl Tc. OOrr cov.xrlr.j 
t>cn ol mcowave oven used ler food preparation Caused by u^eulhuri/od i.m of 
oven 'o.' Tc-99m-spikod egg preparation for gastric inotiily stucfy.Ovon use 6:oy,XKJ 
JGUSTRA. rELCHAT. GltNN Regon t. Ofc of tho O.roclor 08/07/H ip 
46233 341-46233 34 1 

6007220206 Final response to FOlA request for documents App A documonis nyaio!o 
m PDR App D & A documonis enc» & pvaiioblo -n PDR.App C & □ docum?r:s ca.i a':y 
or completely withhold (rol FOIA ExoirpfOJib 5 7) 

GRIMSLEY.DH NRC ■ No OoiaNod Alfllafon Givon 00/C6/33 .U.LS J 
Ga'^n.Ka’nz & lefio 6pp 46231 005*46231.047 

-8007220226 PNO lll-flQ 035 on 830303.Rn-226 conlam nation found ' c 
space Caused by leakage from soolod mdioacfive sourcos bo'mvod stored inra^l 
space & initially monnonod to NRC inspector dudny 880120 20 ‘nap. 

NLULLAUERJ., f/ALLRTT.Q. Rog:on 3, Ofc ol tho Drocior. B3/Ol/C“2 
46231.037-46231 04 7. 

6807250277 PNO IV 00 057 on e80?15.repl of firo cn turbino bldo rocolvodF *o h .ga.1o 
manned 8 elocincal arcing foerd in mam gonomlor outiol bus duct-rig Ucerite oaij 
ai ng cause 8 rope rs not expected duo to prol.mlnnrv Insp 

CONSTABLE, G L Rofllon 4. Ole ol tho D.rectO.'. 00/07/15. ip 46285.160 46?uS ■<*) 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

CB07180190 Submts appolnirrents to ppilormanco rov:ow bonrd fo' eenOf oxxu:no 

SVC 

STELLO.V- NRC • No Dole lod Afhl.ation Given 00/06/14. NRC ■ No Oe’a 3<J A*f,i. 
Qllon Gven ?pp 46200:037-40200 038 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

8806160340 NRC Info Nollco 80 040. "Exainiriors Handbook for Dovo’op ng Opcia'-M 
L«cor,s ng Exams " NUREG/0R-O122 & svc h9f oncf 

ROSSl.CE D.v sion of Oporatonal Evonls Assossmont (Post 0/04 11) B-O'WP/? 
Consol dated Ed son Co. ol New York. Inc. 237pp 46240 320-4624 ! 201 

0006290306 Rov 0 lo EmorgeriCy Plan Implomonilng Procodvro App I. "NLnEG0654 
Cross'eterence." 

OAWSON.M Consumers Powor Co. 80/06/17 Opp 45088 010-45988 017. 

0008290469 Forwards comments on BNL final drall NUREG/CR-4948, * Technics) FirnJ- 
ing9 Re Gor.eric l9sue 23 Reactor Coofant f^mp Soal Failure," for IncoT^obon Into 
i nei repl 

NEWTON ,R A. Wesrnghouso Oporallng Plants Ownor9 Group OG-88-26. 68/06'??. 
HOCGES.M W Roector Sysiem9 Branch. JACKSON.J.E. Engnooring Issues BiancN 
(070413-800716) SOpp 4 5997 1 40 4590 7 1 00 

0008300132 Forwards fist of saloty/roliol valves challongos & loilu'es fhat ocref'cd in 
1907 at planl per NUREG 0737,ltem II.K.3.3. 

ERONS.J.C Now York Powor Authority (formorly Power Authority ol the Slaie ol Mew 
York) JPN 08 032. 80/06/21. Oocumonl Conlrol Branch (Documont Centro Desk) 
4pp. 4B0 17.002 460)7:035. 

8807010597 Forwards ral hie for NUREG-1311. "Funding NRC Training Prolan Ik 
S tates," for placement In POP. 

LUCENAU.J.O As9lsiant Director for Stale Aaroomonls Program. GB/OB/07 hFC • 
No Detailed Altrtabon Gven 2pp. 45990 003-45091)26 

*'0607010841 Forwards summary of 871008 25th annivorsary Agroemonl Sl9‘.o noa'jng 
in Lousvillo.KY.Molions discussed & passed included request for NRC to makearaJ- 
able guidelines for mixed waste & to continue work on bonding & surety 
BRAOLE y.F.J, Labor. Oepl ol. 87/11/16. NUSSBAUMER.D.A Ass-stanl Drccf^r *K 
State Agroemenla Program, 4pp. 45990.060 45990.072. 

"8607010651 Provides summary ol eight Agreement State responses io 890314 &->!«• 
lai.en for views on NRC funding ol iravol & per dlom C091S incurred by state parser rkH 
atl ending NRC sponsored tram ng courses. 

LU0ENAU.JO Assistant Director for Sfato Agreements Program 00/05/13. Ass-stanl 
Director for Siota Agreements Program. 2pp. 45990.073 45990.074 

•'6807010656 Provides list of Individuals contacted ro various pol-cios of pay;fig ,or 5t3T-e 
tra ; noe travel & per diem costs 

CORLEY .3 H Steio. Local & Indian Trfoo Programs. 88/05/16 Stato, local & irtf.an 
Tribe Programs. Ip. 45990 075-4599 1:073. 



•* 8B07050D1 7 PNQ rf 54 OJJ0 computer /fsirog of approx 4,000 customers who to- 
coved cast iron fabio t:aso& & pads from Falcon Products. Inc totween stated dates 
cb’a rod Company toi eves almost all coniarr.lnated bases reme n at fac-i ty. 
VYIEOEMAN.O. AxElSON.W. HIND.J Roglon 3. Otc Of tho Director. 04/02/07, 2pp. 
45991. *04 45991.105 

-0602260030 Forwards order modifying Licenses 22*00057*06 <& 22*00057- 

32o.ef Icct.ve 'rnrna:J aiety & order to 9 r.ow cause Order suspends authority to trans- 
fer Po 2iO o i rr.’ ration dnvicos to yenoral Iconsoos 

eERNERO.R M Of lice of Nuclear Material Safoty & SafoguerUs.Oi'oclcr 00/02/ 18 
WISSINKRG Minnesota. Mining S Manufacturing Co, 0M Co. 2pp. 45901106 
45991 107 

• Q80226Q040 Or per modify. -ng Ucensos 22*00357-08 & 22-0005 7- 32G effective Imm ocfr- 
attiy & order to show cause. Mod of licenses suspends aulhonty to d.stnbute Modols 
902.90 ?F, 906 & 90B Po 210 stalic olmnalion dav.cos 

PEFNERO.RM Off. co of Nuclear Maiunal Safoty & Safoguards.Oirectcr 00/02/10 
Mnnoscta, Mm.ng g M&r.ufflclurrig Co. 3M Co Ppp 45991; 1 08*45091 123 

-8807010699 Informs that as of 080309.Agroomenl Sialos have oxpendod approx 
6.224 h on 3M stat-c oim-natcr case Regional sfoto agreement reproseniaiivos rept 
epp'Ox 576 h expended. Breakdown one* 

POLLING, L Assistant Director lot State Agreements Program 00/03/25 Aaslsianl Oi- 
recicr lor State Agreements Program. 2pp 45991.124-45991:126. 

-0807010708 Discusses nfo re Gross 000308 into re HHS/DHEW tra nlng for states In 
radio'ogicaf health CHEW dd noi pay iravuf & per dem costs for slate & fo-caf govt 
personnel attending DHEW courses m radiaf-on protection 

LU3ENAU J O Ass-Slant Diroctor for State Auroomonls Program. 08/03/25. Ass^lant 
D 'odor fer State Ay-Qomonts Program Ip. 45991 126-4 5991:120. 

660 7010829 Appicahon for emends io Uconsos OPR- 19 & DPR-25. rollectmg instru- 
ment ennar earnouts fer post-occldom monionng per Rog Guido 1.97 a Suppl 1 to 
flUREG 0737 . Fog pa d. 

SllADY.JA Comrr.onwuallh Edison Co 08/00/20 MURLEY/T E OMlco of Nuclear 
Hoac’ir Rcgulal-on. Director (Post 070411). 2pp 46010:260-46010 303. 

**8807010035 Proposed Toch Spues roMect ny insirumentalion enhancements for post- 
accUoni monitor r.u per Reg Guido 1 07 & Suppl l to NUREG 073 7 
’ Corr,monwoallh Edison Co 00/06/20. 22pp 46010 202-46010:303 

8037050001 Forwards appicotion tor emend to Lrcenso NPF-3, changing Toch Spec 
sections ru admin.slrat.vo controls. Proposed changes would removo Invest gotion & 
«jpl crooivaiton ms pans btf.fros from stafron rovicrw board Fee paid 
SHELTCN.DC To'odo Edison Co. 1520 00/06/20. Documont Conircl Branch (Docu 
montConlrcl Desk) 2pp 46026 230-46026 262 

6807050 120 Confirms agroomurds reached In 000020 mooting ro mod sihodjlo IP ad- 
dress Hum II. F. 2 of NUREG 0737 

GR'DLEY.R Tonnossoo VaHoy Auihorlty. GL 84*23 09/00/24 Document Control 
Branch ((Document Conlroi Oo9k) 3pp 46024:347-48024:349. 

3607050312 Comment on f,nal d'ail NUREG/CR-5109. "Closoout of IE Bulletin 79 
26 Boren Loss From BWM Control Diodes. " per 800616 lolcon, Description of control 
blades m App A & all rols m rept deloted 

DEAN.R.S Parameter. Inc NRC-05 05*157-02. IEB-79-26 00/00/20 

GERLfNGER.C.H. Generic Co m mu n. cations Drench 23pp 46 0 74 014*460 74 0 3 7. 

6607060016 Advlsos ihat Boros roviow of 000112-13 transcript ol Bores & Thomas dd 
rot Identify errors TJ McKonna testimony re NUREG-1210 on cl Related correspond- 
ence. 

TURK.S.E Assistant Gor.aral Counsel for Hearings #380 6629. OL 00/08/24. 
SMHM.1W. LlNENOERGER.G , HARBOUR.J Atomic Safety and licensing Board 
Panel Ip 45995 290 45995 290 

-6607060018 Testimony of Tj McKonna re NUREG-1210.* Relalod correspondence 
MCKENNA.T.J Div.slon of Operational Assossmont (Post 070413). OL 90/06/24. 
8pp. 45995:291-45995 298 

0607061)087 NUREG- 1002 S06 SAFETY EVALUATION REPORT RElATEO TO THE 
OPERATION OF BRA1DWOOD STATION.UNITS 1 AND 2 Docket Nos. 50-456 And 
60-457 (Commonwealth Edison Company) 

* Div.slon of Reactor Projects • lll.iv.v & Special Projects (Post 870411). 00/06/30 
26pp 46002 330-46003 007. 

0607060093 NUREG- 1325 DISPOSITION OF RECOMMENDATIONS OF THE NATION- 
AL RESEARCH COUNCIL IN THE REPORT “REVITALIZING NUCLEAR SAFETY RE- 
SERCH." 

’ Olfice of Nuclear Regulatory Rosearch. Director (Post 860720). 88/06/30 43pp 
46002 293 48002 337 

8807060104 NUREG 1221 SUMMARY .ANALYSIS AND RESPONSE TO PUBLIC COM* 
MuNTS ON PROPOSED AMENDMENTS TO 10 CFR PARTS 30,40.50,51,70 AND 72. 
DECOMMISSIONING CRITERIA FOR NUCLEAR FACILITIES 
’ Duns on of Engineering (Po9t 070413). 08/06/30. 738pp. 46000 1 82 46002:107. 

0907070229 Forwards response io request for addl info re NUREG -073 7. fiom ff.Q f, 
"Perfo'manco Testing of Relief & Safety Valves for Fort Calhoun Station." Final re- 
sponse w ll be submitted by B81 1 1 8 

ANDREWS. R.L. Omaha Public Power D, strict. UC-00-550 00/06/30. Oocumenl Con- 
irof Qranch (Oo^unxnt Control Desk). 5pp. 40130.207-46 1 36:291 

6807070314 Forwards ‘'Supplementary Rept for Calvert Cliffs Nuclear Power Plant 
OCRDR" & responses to human eng noerlna discrepancies. por Suppl 1 to NU REG- 
0737 requirements & NUREG/CR-1500 & NUREG-07Q0 guidance 
TIERNAN.J.A Baliimoro Gas & Electric Co. TAC 66111. 00/06/30 Document Control 
Branch (Document Control Desk) 1,438pp. 46091:104*40005:101. 


30 353pp. 46Q1 2 018-46313 0 1 0. 

6007070437 NUITEG 1226 DEVELOPMENT AND UTILIZATION OF TMF. NRC POLICY 
STATEMENT ON THE REGULATION OF ADVANCED NUCLEAR POWER PLANTS. 
WILLIAMS. P.M , KING.T L Oflico of Nuclear Royul4 f o‘y Rosoarch. D.roclor (Post 
060720). 08/06/30 60pp. 4 60 1 3:2 17- 460 1 3, 20 J. 

6007070438 NUREG 0940 V07 NOI ENFORCEMENT ACTIONS S'GNIFICANT AC- 
TIONS RESOLVED Quarterly Progress Report. Jnn-ory March 1908. 

* Ofc of Enforcement iPosl 870413), 88/06/33. 3l5pp. 46014 046-40014:360 

6807070446 NUREG/CR-4AB1 FISSION PRODUCT RELEASE CHARACTERISTICS 
iNTO CONTAINMENT UNDER DESIGN BASIS AND SEVERE ACCIDENT CONDI- 
TIONS. 

N0UR8AKHSH.H P . KHATlG-RAHSAR, DAVIS.R F. B*ooVhfivon Nat onal Laboraicry 
FIN A-3780 BNL NUREG 52050. 00/03/31. D, vision o' RoadO' Accident A ra lysis 
(B7041 3-880716) 122pp. 46013 264*46014 045 

8B0707Q447 NUREG/CR SiOG USER’S Gu.OF FOR ThE TACTS COMPUTER CODE 
YVEST.D.D.. GILPIN. HE Science Applcal-ons miGrraiiOra' Corp (formerly Scionco 
Appl cations, Inc). FIN D-1763. SA‘C-na/3023 60/06/30 Div.s.cn o' Radiafon Pro- 
tect on <8* Eme*gency Preparedness (Posi 870411). 206pp. 4601 3 01 1-46013 2l6. 

8007070455 NUREG-1311 FUNOING THE NRC TRAIN No PROGRAM FOR STATES. 
LUBF.NAU.J O, CORLEY, J H., KAMMERER.C Sia»o, Loca‘ & Ind on Tribe Programs. 
00/06/30 77pp 46011 270 46011 343. 

8007070456 Forwards safety ovaLiabon supporting utl 0/0420 response to ouistandng 
is9uo on radiography requirements KtonMieM in Sect-on 4 2.1 of NUREG-OBLJ Based 
on SEP.uiil agroed io implomonl cerian sa'oly improvomonts 

SIEGEL.B Projoct Diroctoralu 111-2. TAC 65175 08/06/28 31ISS.ME Commqnwoalth 
Edison Co. 3pp 461 3D 097-46139 101 

-0BO7O7O459 Safoty eva'uat cn Support ng util rosponso ro rad ography requl oments ot 
certain vessol & pump cos-ngs 

* PrOjOCf DirocfO'flte Ilf-2. 00/06/20 2pp. 46130; l CO- 46 T 39 !0f 

0007070632 Forwards response to NRC R60217 roqjesl for od<sl inlo ro NUREG* 
0737 Jtom ll D 1, “Porfo.'mnnco Tosimg ol Rodol & Saloiy Valves* Bcong Computer 
Svcs memoranda at so one 1 

ANDREWS.R.L. Omaha Pubic Powor C.slrir.t LlC-08-477 flft/CG/26 Documont Con- 
trol Branch (Documonl Control Desk) 12pp 40125 186 46125.197 

6007070568 Subm Id rovisod commlirront ro roauaiiMcafion trotnlna lor mitiaaiion ot core 
damage.per NunEG-0737,llom H.D4, Ava iaUlo courses ietod & are regularly sched- 
uled & on roquGsl 

LOFL1N.L.I Caro'.na Power & L^bi Co NLS-80-M/ 00/07/05 Document Centro! 
Branch (Documonl Control Do9k) ip 46123: 107-46123.10/ 

0807090136 SECY BO- 100 Rocommcnds Commission opprovo p^bilcaiiorx oi advanced 
notice of proposed rulemaking requesting corr«menffl on NUREG- 1317, "Rogtlaiory 
Colons lor Nucloar Plant Llconso flonuwtf ” 

STEUO.V Ofc of fht> Fxocuf.vo Dirocfor for Oporaffons 66/00/27. 74pp 40253.631- 
46263 073. 

0607000220 Advises that utr rospons-os compLod w/reo t u rorronts for omornor’ey re* 
sponse tacihbas & motnoroiog cat data vpQtodo por IMi Action Items li) A 1.2 & 
IIIA2 Z.respGcllvoly 

CROCKER.L.P. Pro.oct Oiruclorato ll*3 TAC 45951. 68/06/22. HAIRSTON.WG. 
Georgia Power Co 3pp 46076 360-4 6076 380 

8007000360 NUREG-0750 V27 10 1 INDEXES TO NUCLEAR REGULATORY COMMlS* 
S-.ON ISSUANCES January March i960 

' Div.s^o-n o! Freedom ol Info/mat-on & Publ canons Servloo9 (POSI 060515). 00/08/ 
30. 46pp- 46077.107 46077:146 

6007000300 NUREG/CR-3509 POWER SPECTRAL DENSITY FUNCTIONS COMPATI- 
BLE WITH NRC REGULATORY GUIDE 1 60 RESPONSE 5PECTHA 
SH1NDZUKA.M, MOCHlOJ . SAMARAS. E.f : . Co'umbla UnV . Now York. NT G8/0C/ 
30 Oiv/Sfon of Ffodcfor AccWeni AnafySiS (8704 f3 GBvTZffl) 7(pp 46077 033 
46077:106. 

6607000382 NUREG/CR-5147 FUNDAMENTAL ATTHIGUTES OF A PRACTICAL CON 
FJGURATJON MANAGEMENT PROGRANf FOR NUCLEAR PLANT DESJGN CON- 
TROL. 

KLElN.S M ERC internalional. Inc FiN B 0762 08/06/30. Olvislon of Licensee Por. 
formenco & Quality Evaluelion (Post 870411). COpp 4607 7 265 46077:347 

6607110103 Forwards NUREG/CR 2933. ’‘Indopondor-t Assossmonl of Education Time 
Est-matos for Peak Population Sconar-o In EPZ of Soabrook Nuciea' SiailoV W/o 
repl Cortificot© of Svc & sve I st oncl. 

THOMAS.E A. Fedoral Emergency Wanagerr.onl Agency #388 6671. OL 88/06/20 
HARBOUR.J. Atom c Safety 8nd Licensing Goarci Panel 4pp 46033 24 7-46033.250 

6007110203 Forwards Amends 168,160 & 165 to Llcensos DPR-30.DPR 47 & DPR* 
55.re9poctiveiy Amends revise Tech Specs to update LGCA Irr.ilod max al'owabl© 
ffnear neat rates reffecting effects of NUREG-0830 morfofs & anafyteaf resuffs using 
FLRXSET. 

PAST IS.H.N. Proioct O recto reio 11-3. TAC 65700. 88/06/23. TUCKER. H B. CuKo 
Power Co 3pp 46100 073 46100 087 

-08071 10291 Amends 168,160 & 165 to Uconsos DPR-30.OPR-47 & DPR-55. 
respoc lively, revis-ng Toch Specs to updafu LOCA Imitod max e'.iowablu 'inoar heat 
ratog reflecting offocls of NUREG-C630 models S analytical rosUts w/uso o! FLEX* 
SET correlation 

MATTHEWS.D.D. Propel Diroctorate 11 - 3 . DPR-55 A 165. 80/00/23 Gpp 40100 070. 
46100:003. 


B&071 10494 NUREG/CR-5C95 V01 THERMODYNAMIC NCNEGUILIBRIUM IN POST- 
CRITICAL -HEAT-F LUX BO LING IN A ROD BUNDLE Descnpf-on Of Expod merits Ard 
Sample Resu'ts 

TU2LA.K.. UNAl.C. 0ADR.O Lehigh Urrv . Sothtehom. PA FIN B-6794 88/C6/30 
Division ol Reacto* & Rani Systems (070413 8P07 16) 153pp. 46CB5 169 46085 321 

6807110496 NUREG/Cn-4e64 V01 THERMODYNAMIC TABLES FOR NUCLEAR 
WASTE iSOLATiON.AquoO'j* Solul orts Database 

PH LllFS.S L , HAI.E.kV., SILVESTER, LF Lawrence Berkeley LaboratO'y FIN A* 
1756 LBL-22060. 88/C0/3O Division o' High lovel Waste Vanagomeni (Posi 
870413) I92pp 4608? 1 18-46082 30D. 

8807110503 NlfREG 0334 V13 NO I REGULATORY AND TECHNICAL REPORTS (AB- 
STRACT INDEX JOURNAL). Compilation Foe Fi.'fit Quarter leaB.Janja'y-Mafch 
’ Div sion of Freedom o! Iniormaucn S Publics! or\s Services (Post B80515) 88/06/ 
30 51 pp. 46085 073-46085:119 

8807110504 NUREG/CR-4315 V09 R1 EVALUAT-.ON OF NUCLEAR FACILITY OE- 
COMMISSION NG PROJECTS. Summary Status Ftepon.Trree Milo island Uni 2, Re 
■dioaciivo Wasie And Laundry ShpmG'Hs 

DOE RGE.D H.. HAFFNER.D R We sung house Mar/ord Co. FIN B-7568 88/06/30. 
Program Managorrent, Pol cy Develcpmeni & Anaiyss Staff (Post 87041'J) 48pp 
460 85 120-46C85.168. 

88971 10505 NUREG/CR-5150 STEAM GENERATOR OPERATING 
EXPERIENCE. Update For 1994-1986 

FRANK. 1.. STOKIFY.J Sconce Appl cetior.s Internaticna 1 Corp (fermorty Science 
Applcahcrs, Inc.) FIN 0-1313 SA'C-07/3014 88/08/30 Div.s.on oi Eng naerteg 6 
Systems Tochro’ogy (Post 07041 1 ). 65 pp 40009:23340099 31 7 

8607 11 OS If NL : REG-1296 THERMAL OVERLOAD PROTECTION FOR ELECTRIC 
MOTORS ON SAFETY* RELATED MOTOR OPERATED VALVES • GENERIC ISSUE 
II E 6.1 

ROTHBERG.O Div.s on ol Engmoon'ig (Post 870413) 8B/C6/30 5lpp 460-8-3 122- 
46093:169 

0807110512 NunEG/CP-0075 PROCEEDINGS OF CSNVNRC WORKSHOP ON DUC- 
TILE PIPAG FRACTURE MECHANICS. 

KANNINEN.MF Southwest Research Institute FIN B-0119 CSN! 97 68/05/31 D.vl- 
S’On of Engineering (Post 070413) 104pp 46982.3 18*46983 12 1 

8007110514 NUREG/Cn*2000 V07 N5 LICENSEE EVENT REPORT {(.ER) 
COMPILATION For Month Of May 1088 

’ Oak R‘dgo Na%oral Laboratory FIN A-9135 CRNL/NSlC-200 BB/OQ/30 Offlco for 
Analysis 8 Eva'uat.on ol Operational Data. Drector. 150pp. 46083 169 46383 318. 

0807110516 NUREG/CR-5142 DUCTILE TO DRITTlE TOUGHNESS TRANSITION 
CHARACTERIZATION OF A531B STEEL 

JOYCE,*). A Oav.d W Taylor Nava* Research & Devetepmem Center FiN B 6290 88/ 
06/30 Division of Eng neor ng (Post 8704 13) 3?pp 48099:310 46099 355 

8007110521 NunEG/CR*5072 DECAY HEAT REMOVAL USING FEED AND BlEEO 
FOR U S. PRESSURIZED WATER REACTORS 

LOOMIS, G, COZZUOL.JM EG&G Idaho. Inc (subs ofEGSG. Inc) * Idaho Na'ionaf 
En gmoo/irg Laboratory. FIN A-6328 EGG -25 26 86/C8/3D D.ViSlOn of Reacior A 
Ptonl Systems (8704 13-6BO710) 48pp. 46085 024-46085 072. 

6887110524 NUREG/CR-5095 V02 THERMODYNAMIC NONEOU.t IBRIUM IN POST- 
CRITICAL HEAT FLUX FOILING IN A ROD BUNDLE Daia For Stab '.zed Quench 
Front Tests 

TIJZLA.K , UNAL.C., BADR.O. Ich Qh Un.v, Deiriehem. PA FiN B 6794 89/06/30 
D.vlsbn Ot Roactor & Plant Systems (870413 880716) 207pp. 46080:293-46061 139 

8607110528 Nl/REG 0975 V06 COMPILATION OF CONTRACT RESEARCH FOR THE 
MATERIALS ENGINEERING BRANCH, DIVISION OF ENGINEERING Annual Report 
For FY 1087. 

' Material Engineering Branch 69/CG/30. 42$pp 46083 319*46085 023 

6007110530 NUREG/CR-SO05 V0G THERMODYNAMIC NONEOUIUBRIUM IN POST* 
CHiTiCAL-HEAT FLUX BOILING IN A ROD BUNDLEOata For Advancing Quench 
Front Tests 

TUZLA.K. UNAl.C. BAOR.O. Lehigh Unto.. Bethlehem. PA FIN B-6794 B8/O0/3O 
Division ot Reactor & Planl Systems (670413 880716) 57lpp 46079 081 46080 ?9t. 

0807116535 NUPEG-0037 V00 N01 NRC TLD DIRECT RADIATION MONITORING 
NETWORK Progress Report. January- March 1988 

STRUCKMEYEH.R . MCNAMARA.N Region 1. Ofc of the Director 88/06/30. 227 dd 
48078:214.46079.080 ^ 

8607 110543 NUREG/CR-3809 S0J UTILITY FINANCIAL STABILITY ANO THE AVAIL- 
ABILITY OF FUNDS FOR DECOMMISSIONING An Analyss Of fniernal And Externa' 
Funding 

SIEGEL J.J Enel near in g & Economics Research. Inc. FiN 0*1143 86/06/30 Oiv.ston 
Ol Eng neenng (Post 870413). 30pp. 46078 173-46078 213 

B807 120227 Responds to 880422 request for updeto of 870605 submittal re perform* 
ance testing of rorief & safety valves.NUREG-0737. item II 0.1 for plant Mods made 
during refuel ng outage and ng early In 19B8 & f.nal calculations unde/ review 
HOWARD.O.R. Arkansas Power A Light Co. 2CAN078803. 8B/07/05 CAlVOjA 
Project D.rocl orate I V. 299pp. 4 6 1 52 0 1 7 -46 1 62 :31 5, 

8807120288 Noli 1 os of postponement of reactor sys port on ol emergency response fa- 
ddy eppraisal scheduled for 800718-21 due to lack of completion of DCRDR 
SHAFER.W O. Region 3. Ofc ot the Director 88/07/06. HOFFMAN.D.P Consumers 
Power Co 2pp 46141:353-46141:354 

8807120351 Forwards request for add! info on procedures generation 
packnao.descnbMg dova'opment & imp'ornentaiion of emergency operating 
procedures Requests schedule for submitting responses 

STAHLE.C Project Directorate 1*3. GL-B2-33. B8/06/27 KOBER.RW Rochester Gas 
& E lac Inc Corp. tOp p 46113 159*461 13 178 


aeu/uunui r-orwaras saroiy evaluation accopnng rovisou safoiy roi.ol vnvo & cor-oe.> 
sauon osciilot'cn loads par NUREG-0832 8 NUREG 0008 A temo cvitofl va'je 
for ol m'nalion of data base fer load compjiaficn9 

HAUGHEY.MF Project Di'ccterato I 1 TAG €3425 00/08/29 MANGA N.C V. Niagara 
Mchawk Power Corp. 3pp 461 1 1309-4611 1:314 

6807120411 Forwards safety evo’uat on supposing util 87C811 revisotl proposal V 
monitoring qf dc sye 8t fac-'ity Proposal rohocts schnmo for mo^iio/ng dc Dcvie* 
in dud ng. battery cu'reni, chargor currpni & oaltnry broai'or open alarm 
NORRHOLM.L Project Direciorato 19*2 TAG 66029 00/00/27 BLISS, H CoTror* 
woalth Cd sen Co 7pp 46111.201*4611 1 ?8? 

8807120460 Disc-jssgs B&W Owneis Group safely A perfcrmarco imp /overt' enl pro- 
gTam (SP)P) tecommondat or.s siaius Quarterly 9&W Owno<-s G'oup retom.T.cnjiio,i 
trackrg sys rept meihcd miondod to koop NRC info'rr.ed of utl p'o^rcss 
HOWARD, D R Arkansas Power 8 Light Co 1CAN070804 08/07/05 CALVOj* 
Projecl Diroctorate iV. Ip 46230 351-46230 351 

8607 120650 UflC info Noimo 00 040, ,, MftTkir,g,HBriiirpg,C-cr*lto , .,Svct&QO & Ccs'i.^lon 
ol Safeguards info ” Svc i*st oref 

ROSSl.CE. Division of Oporatonal Evonis Assossmonl (Post 0704 1i) 83^07/16 
Conso'idated F.dson Co of Naw York. Inc. I03pp 46241 2C1 4b242 005 

88Q7120566 Forwatds EGG NT A 7861, "TMI Action ->iUREG 0737 (HOI), IteU' 4 
Safnty Volvo Tosilrg. Maine Yankee." fochncal ova'uaiion rnpi Ufil provdoo e^ccpla- 
C!o response. 

SEARS, P.M Pro,ect Dirocioralo f-3 TAC 4459? 08/07/01 RANDAZZA J 0 Va r-a 
Yankee Atcmc Power Co 2pp 46154 144-46)54 170. 

-Q71015040B EGG NTA-7861 ' TMf Ac1ion**NunEG-0737 (il D 1) Rolor & Rafdy VaS® 
Testmg.Maino Yankoo Docket." techn'cal ovaluaiion ropt 

FINEMAN.CP. NALEZNY.CL EG&G Idano. Inc (subs of EG&G. Iro) 
FlNEMAN.CP Idaho Nahonal Engineering Laboratory FIN A 6492 87/09/5G NRC * 
No Do i ailed Affi'iahon G ven ?5pp 461 54 140 46154 1 70. 

8807120616 Commonis on paper entdlod, "Natu'al'y Occurring & AccetetelO'-Ptedjrod 
flad oactivo Mails • 1087 Rov.ow," d sir luted at EPA/NflC Inlor/aco Counc<! ncc-L-kg 
on B80309 List of suggested expanded dscussions of EPA conlrols oncl 
HOSTAGE, B Environrrenial Protection Agency. 06/06/10. AUSTIN J Cpcralo^s 
B-anch bpp 46121063-46121067 

8807120640 Forwards Amends B5 & 58 to Irconsos DPR.70 & DPR-75 

rospocilvely Amends would rov.se reactor inp block w/ turh.no trip from P-7 (11%) 
porm asive up to P-9 (50%) pe f ml99ivo 

nSCHER.DC Pio.oci Dltectetate 1-2 TAC 66039. 68/06/27 MlLTENDEf-OlPS 
Public Service E'oclrlc & Gas Co. of New Jersey. 3pp 46121 104 46121 123. 

-8807120849 Safely ovaluOton supporting An.onds 05 A 50 10 L'CunBOS OI’H*?C & 
DPR 75.rospocHvG:y 

’ Off co of Nuclear Roacto f Roeuiaiion, Otector (Post 6/0411) fiO/CO/27 ?w 
46121:121 46121:123 

8807120694 O.scuflses cu'rpnt aciivili 09 & futu'O plans re drywell ftirbo/no pflrlcJato 8 
gaseous RMS concern-ng SEP Topic V-5 on roaclcr coolant pressure botrdary leak- 
aun dotecilon 

FITZPATRICK.E General Pub ic Lfli-ilios Corp • GPU Sorv.co Ccrp. 80/0//01. Oocv* 
meni Control Branch (Document Control Desk). 3pp. -16104.346 46154 3-10 

8807130253 Forwards marked up copy of Soct on 3 2 of NURGG-0965, ' NRC river'.Qfy 
ol Dams." & corrected paces for App C 8 App £ 

FUEGEL.M. Division of Low Lovel Waste Manggomonl & DecomTi.Bs on-: pos 1 
070413). 88/06/24 BAGCHI.G NRC ■ No Doiflited Affillaton Given 2lpp 46166 153* 
46166:173 


6807130289 Fonvards FEMA ova“uation of p'ani prompl oiert & notihcelion eys 
ing mat requremonts sahsfod.por NUREG-0654/FFMA-REP-l.Rev i & FEMA-RE^ 
10 

CAILAN.L J Region 4, QfC ol Ihe Director. 88/07/00 DE.DDENS.J C Gul' Slnics Ul ■ 
ItlflsCo 2pp, 46167 001-46107 242. 

8807140078 Forwards SEFt re impiomenlallon of NUREG 0/37.TMI AciiDn Ite.^* 2K 35. 
"Automatic Tup of Reactor Coolanl Pumps.” Response eUoquatoly addresses issjcs 
I n Generic Ltr 65 12 Work associated W/TAC 9 40650 8 49657 completed 
WAGNER.DH Project D.rectorato 1113 GL-05-12. 8B/07/06 FAY.C.W. Wscoi'Vn 
Eiacrrlc Power Co. 5pp 46176.001*46176 005 

6607140101 Application for amend to Uconso OPrt-DI.rovlslun Tech Specs that ptevido 
I millng conditions for operalicn & survoillanco requiromonis l.n rtspenso to Gororic Ui 
83-37. Fee pa d 

MflOCZKA.E J Connecticut Yankee Atomic Power Co MflOCZKA.EJ. Northeast un- 
ities Gl- 83-37 88/07/01 Document Control Branch (Oocucront Control Oosk) Dpp 
46170:114.46170:152 

-8807140103 Proposed Tech Specs. providing Lm.ling condit.ons for operation per Se* 
neric Ltr B3-37. 

• Connecticut Yarkeo Atomic Power Co GL 03*37. 00/07/01. 36pp 4CI78H7* 
46178:152 

8807140127 Expresses appreciation for support p'ovidod in on going rovjow of fac< -ty 
response to NUREG-1275 re lessons la a mod. Summary of staff v.ews rosulirg iron 
880216*17 s-to visit requested 

HOLAHAN.G M Assisiant Director lor Regten 111 & Region V Hoaclors 80/02/11. 
NOVAK.T.M. Division of Safety Programs (Po91 870413) Ip. 46176 316 46176 316. 

8807140128 Forwards safety evaluation accepting licensee inadequate core coo ng ir- 
siru meats l*on sys contingent on completion of emergency procedures & cpc'a'or 
V am tog & submittal ol 7 ecn Specs 

SEARS.P.M. Project Directorate 1*3. FIN B-0779 88/07/07. RANOAZZA.J 0. MaY-o 
Yankee Atomic Power Co 3pp 40171 111*46171 1 21. 



8007140217 Forwards fma‘ dreh NUREG/CR-3964, "Techmqjas for DeLerrrhing Prob- 
aci’ lies ol Events & Processes Affecting Performance ol Geo'ogc Repositories Vcl 1 
LlcrartTo Ftev.ew," Old May 1986 

BOnANO.E.J Sendia Natonai Laboratories FIN A-1105 88/07/13. BROOKS.P. Op 
Oral o-n9 Branch 256pp 461 76 292-461 79 187, 

B807 160289 Summary of 000028 meetng w/uU In Rockville, MD ro removal of tempo- 
M'y we i divid nq comrol room Attendeel.si & draM NUREG/CR-3509 oncl. 

HOPKINS. JB Pro;eci Ciroctoraio 11-3 TAC 6B241 00/07/08. Project Directorate 113 
76pp 46183 081-40163 155 

80.07180084 Final reoponse lo FOIA request for documents. NUREG 0200, "Licensed 
Ope'elng Floactcr Status Summary Repr contains nfo on nuclear power plant reac 
lor outages Oafs for May 1908 expected first wk of Jul 1 90S 

GBIMSLEV.D NRC • No Dota-led Afl.'ieton Given. 88/00/26 GOLF.Y.K Pub'ic Oli* 
len s Cr.tical Mass Energy Project Ip 45527 342-45527:342 

6607200026 Provdos results of analysis of waior discharge through faclty PORV ols 
change piping Discharge pip ng sys dolermlnod to be qualified for postulated water dis- 
charge ovonls.per NUHEG 0737. item It D 1. 

MEDFORO.MO Soulhem Californa Edi9on Co. 88/07/13 Documo.nl Control Branch 
(Document Control Desk) 2pp. 46221 135-46221 136 

8607200040 Forwards Now EnQ'and Coalition on Nuclear Pollution (NECNP) motion for 
c'a.if caieon or recons deration & NECNP response to appl ennt appeal & 880828 pel.- 
Ion lor directed certif cation. w/lwo altachmonts 

CLRFAN.D Now England Coalition on Nuctea* Pollution CURRAN, D, Ha'mon & 
We SS £300 0724 OL*1 80/07/ 13 WOlFE.S.J . LUEBKE.E A . HARDOUn.J Atomic 
Safety erp neons ng Board Panel ip 46193:175 46193:264 

—8607200051 Now England Coaliiion on Nuclear Pol’uhon motion fo. # clarification or re* 
consldorat-cn of Board O'dor of 600023. * Clarification of RG-59 coaxial cab'o quo'ifi- 
ca’icn ‘n rep'acoment applications roquosied W/Coddicato of Svc 
CURFIAN.O . TO'JSLEY.D R Now England Coaklicn on NuclOB' Pollutfon CURRAN, D 
Harmon & We.ss OL-1. 88/07/13. Aiomic Safoty and Licensing Board Panel 70pp 
46193 176 46193.204 

6867200185 Forwards ERF Appraisal Insp Ropl 50-333/80 07 on 600516 20 & noiico ol 
dev alien & appraisal open items 

8ELLAMY.R.R Rogon l. Ofc Of Iho Dlroctor 06/07/07 CONVERSE.R.J. Now York 
Powo* Authority (formorly Power Authority Ol iho Stale Of Now Yo'k). 2pp 40230: 10B- 
46230 133 

-6807200106 Noi.ce of devallon from insp on 800516-20 Ooviat on noted TSC HVAC 
sys moporehlo in emergency mode & Dooms ropt porformod to dole mn no racHologcal 
habitability nadoquaie 

’ Region 1, Ofc of thu Drocior 83/07/0 7. 2pp 40230.100 46230 100. 

-GBO72OO190 Insp Rcpl 50-333/00 07 on 000716 20.No vio’ailons noted Major areas 
Ins pocte do merge r.cy response foci I ty appraisal 

FOX.E . LAZARUS.w J Rogon 1. Otc of ihe Director 00/07/07. 24pp 46230:1 10- 
46230.133. 

8807200265 Forwards l>sl ol quost.ons to confirmaiory (osls of 9afoty rel.of vaNo torus 
ailachod piping loads Hosponso requested w.lhln 30 days of receipt of Hr. 

QUAY.T.R. Projoct Dhoctoralo IIM. TAC 59607 00/07/13 SYLVIA, 8 R Dotroil 
Ed.son Co. -ipp 46221.000 46221.003 

8607200333 Supp'emontel f.nol dof.c:oncy ropl ro crazng ol Cone* o’OCtncnl ponotrolicn 
sea/anf fn'f at.y reported on 060402 No further actions required based on Cons* Fast 
Ropl IPS 1079 verifying 6Galant Inlogtlty 

GRIDLEY.R Tenre9900 Valloy Authority 00/07/14. Document Control Branch {Docu- 
ment Control Desk). 3pp 40221:072-46221:074 

0607220037 Forwards draft Suppi 3 to NUREG 0683, " Program malic EIS Ro Decon- 
famnailon & Disposal of Radwasles Resulting From 790320 Acc-dont.TMl-2/' por 
ASLB inquest. 

LEW/S.S.H Assistant Gonorut Counsel for Hearing* ff'JQO 6 766 OLA 88/07/18 
Docking & Services Drench 100pp. 46190 016 46196:221. 

0807260384 Partial response to FOJA requosl lor documents App D documents aval'- 
able In POR 

GRIMSLEY.D. NRC • No Dola-lort Aft.llat-on Given 88/07/13 DELAIR.R.R. Kirkpatrick 
& Lockhart. 2pp 46231 149 46231.104. 

“8-807250389 Grace ssos ASLO fmdrngs & comments re Jiconseo reception cirsln 
GB0509 Partial Ir.ihol Doc.sion.ASLB found Sub| cira adequate to sal.sfy NRC rogula* 
t e-7 s r d9 for use In event of radiological emergency 

SCINTOj.F Ass slant Genoral Counsol for Hearings. 08/05/ IB M.URLEYJ E. Office 
of Niictear Roactor Regulation. Director (Post 070411). 2pp. 48231 169 46231 160 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 

8606139166 NRC Info Noiico 08-039, "LaSalle Unit 2 Loss or Rocrcu'ation Pumps W/ 
Powor Osc llation Event " Svc list oncl. 

ROSSI, CE. D.vislon ol Oporollonal Evenis Assessment (Po3t 070411) Gl-86 02 8B/ 
06/15. Consolidated Edison Co. of New York, Inc. 1 lOpp 45970:166-45078 266. 

B606 160340 NRC Info Noiico 08 040. "Examiners Handbook for Devolop:ng Operator 
Lfcensmg Exams " NUHEG/BR-0122 & svc list oncl. 

ROSSf.uE. Oivis'on of Oporationaf Events Assessment (Post 070411) 6Q/Q6/22 
Conso'ldatod Edison Co. of Now York. Inc. 237pp 46240 325-46241:201. 

0896170033 NRC tnlo Notice 80*041, "Physical Protection Weaknesses idemit.od 
Through Regulatory Efloctivoness Rev.ows "svc l.st oncl. 

ROSSl.CE. Division of Operational Evonts Assessment {Po3t 870411). 80/Q6/22. 
Consolidated Edison Co of Now York, Inc. 122pp. 45978:034.45978-155, 

8896170201 NRC Bulletin 00 003, "Thermal Stressos In Piping Connected to RCS." Svc 
list oncl. 

ROSSI, C.E. Division ol Operational Evenis Assessment (Post 870411). TAC R00304 
88/06/22. Consolidated Edison Co ol Now York. Inc. 116pp. 46019.037*46019:152. 

B 608210039 NRC Info Notice 88-044, "Mechanical Binding of Spnng Release Device in 
Westinghouse Type OS-4 16 Orcuit Breakers. " Svc list encl 

ROSSI, CE Divlson of Operational Events Assessment {Post G70411), 8B/Q8/24. 
Conso'ldafed Edison Co. of Now York. fnc. I f3pp 46019. 1 63-460 f 0.205. 


6606240139 Suppi 1 to NRC Bullet n 9B-0CB, "Tho/ma 1 Stro&soa in P-png Connected lo 
RCS " Svc list oncl 

ROSSI.C E. Division o? Oporatcnal Evenis Assessment {Post 87041 1) lElN BS 001 
B8/06/24. Consol dated Edison Co. of Now York. Inc licpp 46019 266-46020018 

6606260133 Trip ropt of atlondance al BB0317 mooting w/lNPO in Marielia.GA re nu- 
clear network s/s 

BERLiNGER.C.H Gonoric Communlcahons Branch. 88/06/17 ROSSI.C E Division ol 
Opera! onal Evenis Assessment (Post 8704 1 1). 2pp. 401 13 30 1 46 1 13 302. 

8606290463 Forwards FEMA "Final Radiologlca' Em.org&ncy P/oparodness Exorcise 
Repr for exorcise conducted on 07lii7-i8. Attention d reeled lo a'oas requirng cor- 
rective actions Identihod by FEMA 

COLUNS, D M Region 2. Ofc ol ihe Director 00/06/16. KINGSLEY, 0.0. System 
Erorgy Resources. Inc. 2pp. 459B6 302-459B7 003 

8806300148 Summary of Operailrg Reactors Events Meeting 88-24 on 880014 Two slg* 
nheant events identified for input to NRC porformQ-'.c© Inrlicaior program No events 
suggested icr long term fo'iowup L 4 sf of attendees enrl 

LANNING.W F.vents Assossmont Branch OREM-88 024 0B/O6/17. ROSSI.C E. Divi* 
siOn ol Operations* Evonte AssossmoM {Post 070411) I5pp 45976:160*45976 202 

8806300347 NRC Into Notice 88 045. "Piofcloms in f^oioctivo Ro’ay & Ci'cuit Breaker 
Ckiord nation " Svc list encl 

ROSSI.C E Division of Operational Events Assossmonl (Post 870411) Gl 01-12 BB/ 
07/07 Consolidated Edison Co of New York, Inc. i04pp 46242 109 46242.212 

8607010021 Provides on'o'cement gu dance ro cases involving d scnminatlon lor engag- 
ing In protected act- vitlos 6 Depi of Labor actons in such cases. NRC employees 
s h cuid bo aensltive to NRC rosponsib litles ro protect vo aciivit os 
LIF.BERMAN.J. Ole ol Enforcement (Post B70413) EGM-B9-01. BB/02/1(> 

RUSSELL.W. Reg on I. Ole ol trie D. roc ler 1 1 pp. 45991:127-45991:137 

8607050022 Forwards * Radiological Emergency Propatednoas Exorcise Rept.*’ for 
870835 axarcisc State ct CO & Weld County located H 5-m/to p/umo EP2 tul'y particl- 
pared in exercise Romod at dri'l scheduled for Juno 1980 

KRlMM.n.W Fodoral Emergency Managomenl Agency. B0/O6/I4 CONGEL.F J D.vi- 
son of Rndatlon Protection A Emergency Preparedness (Post 870411). ip 
46073.100 40073 207. 

-0807050024 'Rediolog cal Emergency Proparednoss Exorcise Rept ” 

’ Fedorai Emergency Management Agency 00/02/03. 99pp 40073 109-46073 207 

880705004 4 Forwords suppi 10 1OCFR2.2O0 poMion on pubhc info for p'enl.in rosponso 
to 800506 itrEncl documonlalloh supports conclusion on six listed lssues,i"cLdmg 
1988 calendar & pages on omergoncy planning 

KRiMM.R W. Foderoi EmQ'gencv Moragemenl Agency 88/06/22. CONGEL.F. O.va* 
sion of Rodaiion Protection A Emo'goncy Preparodnuse (Post 070411). 77pp 
46026:041*48026117. 

8807070517 Summary o! 060602 monllng w/NUMA RC & 6PRI to diSCu9S external 
ovoni 9 Issues NRC lormoU External Events Steering Group lo establish mothods su.t 
able for oxarrlnhg piont9 for soverq accldonts wdhfn contoxt of oxtornal hazards W/ 
ends. 

SHAO.LC. Ofllco ol Nucloo' Reactor Rogu'oMcn. O.roctor (P09t 8704111 06/06/24 
arlOTTO.G.A., SHERON.B Office of Nuclear Regulatory nesoarch, Diroctcr (Po9t 
C60720) NDVAK.T A. Olhce for Analysis & Evaluation of Opa.-aiional Date. Director. 
16pp 46019.001*40010:016 

6007070527 Sub/riis NRR Ole Llr 501, establishing NFin policies & procedures for u»ng 
A uprtet rg info re genoric safety i39uas A USIs h Sofuly issue Mgt Sys 
MunLEY.T E Ofl;co of Nuclear Reacior Rogutetlon, Dirocior (Post C70411) 60/00/ 
20. Otflco of Nudoar Roactor Regulanon, Drocior (Post B704 11). 42pp 46118:190- 
40110:231. 

6867060006 NRC Irdo Nol.ce B0-O46, "Llconseo Rept of Dofocllvo Rofurb-shed Circuit 
Breakers " Svc lisi oncl. 

ROSSi C.E. Division of Operational Evonla Assessment (Post 879411). 08/07/08 
Consol dated EdisorvCo of New York, Inc, 107pp. 46231 291 46232:027. 

8607080360 NRC Into Notice 08-047, "Stewor-Than-Expocied Rod Drop Tlmos " Svc 
;lst or.cl 

ROSSl.CE. Division of Operational Evonts Assessment (Post 670411). 88/07/14 
Consolidated Edison Co. ofNowYD'k. Inc. 103pp. 46240:222-40240 324. 

66071 10095 DI8CUSS09 current I9QUOS In nonpowor reactor l conelng.NRC ack ovoroll In- 
crease In amount of commercial acilv.ry occurring ai rasoorch reactors A wll examine 
entlro rssuo to ascertain if c'oaror guldanco warronlorf 

ADAMS. A. Standardization A Non-Power Reader Protect Directorate 88/00/21. 
MlRAGLlA.F Associate Oiroctor for Projects {Post 070411). 3pp 46141:355- 
46141,357. 

66071 10270 Summarizes 88C623 meeting is Informal sloor.ng group plan A acllvitios on 
uii' response to IE Buletin 88-005 Hsl ol responslb Lbos neodlng rav end. 

MULLER. DR. Projoct Directorate IIM. IED-00OO5. 80/00/23. BAKER. E. Region 5. 
Ofc of the O.rgctor. JACKSON, O., OLSHAN.L. Protect Directorate MI-2. 4pp. 
40101:022*46101:029. 

8807110419 Submits listed com meals ro proposed rev to NRC enforcement po'icy 
BEVAN.R Projoci D.rcctoratD V 08/00/20. WRIGHT.B. Pro,oci Dl/oclorato V. Ip 
46100:134-46100-134. 

8607120291 NRC Info Notico 88-048, "Licensee Roplof Dofoct.vo Rofu'hlshod Valves.'* 
Svc list encl 

ROSSl.CE. Division of Operat-onel Evenis Assossmont (Po9t 870411). 86/07/12. 
Consolidated Edison Co. of Now York. Ino. 103pp 46242.006-46242 iQ8 

0007 J 205 50 NRC info Notice 08-040, "Merking.Hand inQ,Control.Slorog& & Doshucf or» 
of Saregua^ds Info. 1 * Svc list oncl 

ROSSl.CE, Division ol Operational Evenis Assossmont (Post 670411). 88/07/18. 
Ccnso'idated Edison Co. of Now York, Inc. 103pp. 4624 1 :263 46242:005. 

0607 1205 53 NRC info Nolice 88-050, '*E fleet of Circuit Breaker Capacitance on Avail- 
ability of Emergency Power." Svc Itet encl 

ROSSl.CE Division of Operational Evente Assessment (Posi 070411). 88/07/10. 
Consol dated Eds on Co. <?/ New York, fnc J J9pp. 46257:250 48268:016. 
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88D71290A8 Summary of Opsiai-ng Rea*lora Events Mc©'.r 9 06 2 f. on 060621 List ol 
etierdoes d scuss.icn 0 * sgnilicar.t elements o' events & sjmmary of sector scraps 
©net 

UV.NMNG.W Evcnis Assessnont D'arch. ORFM 83 0ir5 08/06 (2?. RGSSI.C E D.vi- 
slop of Operal.onal Events Assessnre.nl iPost B70411) 14 pp 46121 100 46121 193 

8607130330 NRR Clc Ilf E03 pxvidmg gj.dance on preparatory Of tusimony ty NRR 

t ersor.net as nccevsa'y [ o t;i:ppcri hearing process. 

I'JftLEY.T.E oilico Of Nuclear Reactor ReyJai.on. D;*ecio* (Post B70411). 08/097 
27 Ctfic.o c( Nuclear ReabVui Rcyu &* on. Onoctor (Pos*. 8704 11 ) 7pp 46122 046* 
40122 OS? 

8807130451 Fc'wards *' Performance hdcalors fo» Operant) CoT.rro'c ; a1 Nuclear 
Power Readers. * data itvough M&' 1988 

SiNGh.R "Herds & Patterns Ana'/s.'* Dfa'ic»i. 80/07/65 S<OC7LAS,J ft Oocvnr.onv 
CCfhrol Breach {Cocorr-o U Cor' rol Desk) ip 46168:042-46160:120 

**0807130457 "Perfcrrranco Inc c a lore for Cpemlrg Ccrrno.cial Nuclear Po*o; Reac- 
tors." data trough Mar 1990 

BURFON.W . LONSEMAN.P . NAPA'NE.N Off-ce for Analyse & Evaluation of Oper- 
ate nal Data. Direc'or 08/06731 lS5pp. 461 60 043 40169 128 

0907140114 Summary of Operating Readers Events Mee‘ng B8 26 cn 083620 
LANN NG.VV. Events Ass ess men l Gr aicrt OREM-89 026 60/07/07 ROSSl.C.E Oivi- 
slon cf Cpo-*aifC'*.ai Evor.is Assessment iPost 8704M) l7pp 46184 G99 46184 1 15 

8807140208 Forwards twaoniy ii&tirg oi goner c comm j " c aliens ur.cie' development by 
NRC.irc'ud rg bj letns.'nfo no*, cas & gere-'ic llr s resorted hy 80953[),fcr info 
eemiNGElVC H. Gercnc CoTir.Lr,>ca'. OHS Qianch 69/07/07 FACDEN.DL f.si V.0 
Of Njclear Power Opera! o-ns 5pp 46177 ?56 46177 261 

0807150101 Request lo* OMB review & sucpcrtng siatement re stale agreement 
program Estimated rospendent cordon is 1 0.000 h 

MCDONALD, W G. Office oi Admmisiraf on ft FtesOJ'Ces Management. Diroclcr (Post 
870413). OMB 3150-0C29 86/07/09 tOpp- 46105 145 46105 154 

6607150212 Request fo-* OMG review & suppcrti'-g efaicmeni ro genon; !fr 10 colled 
operaior i consmi Q»nm data 

MCOCNALD.WG Office ot Ad m mistral on ft Resources Management D.reclor (Post 
870413). OMB 3150 0131 88/07/00 9pp. 461 03 085 46 1 83 0?3 

8807100101 NRC Into Nol«ce 00*051. * Fa l-j*es cf MSI Vs" Svc llsl end 
ROSSl.CE Dw of Ocuraionai Everl* Assessment (Post 87041 IV BB/07/21 
Ccr.sc 'id a ted Ed sen Co Of New York. l**c I2lpp 48257:086-46257 205 

8807180172 Prov:do$ Wesinghcuso comments on proposed NRR nfo rohee, "Fai‘u.*0 
of Ci'ccit Breaker Follcwng Ins’fliiaticn of Arrpieclc' Oreci Tnp Aitochrori ” 

FIELDS N bvenis Assessrronl Graicn 88/07/08 LANWNG.W tvenis Assessment 
Branch ip. 46210 206 46210.289 

0007180213 Forwa/ds Commission biweokly nctico cf appicalions A amends to !■ 
censes mvclvng NShC.publ shed In FA on 69061 5. pc' Pub ic Law 9 7 4i5 
MURtEY.T E. Offico el Nucfoar Roncior RcgiJaloi. Orocicr (Post 97041 1) 98/06/ 
26 BREAUX. J B Senate. Environment & Pubic Works UDAll.M K Hajso oi Rap . 
Inte.'icr & fnsular Altai's SHAFIP.P R Mouse oi Rop. Energy & Commerce 2pp 
46100 350 46198 3G0 

8807100253 forwards Commission biwoekry nctico of app cations 8 amends 10 OLs m- 
voIvnqNSHC pub ishod In f : F| on 880601 W/o oncl. 

MURLEY.TF. Olfico of Nuc'ea' Roacfor Regulation, D.reclor (Post 870411) 89/00/ 
23 BREAUX, JB Senale. Envucr.monl & Ptbfc Works UDAlL.MA Mouse of Rep. 
Interior & insular Affairs. SHARP.PR Udusq ol Rop.. Enorgy & Ccmmerco 2pp. 
46200 231-46200 232 

8007160205 Rosponds 10 8806*3 ftr ir.qji.'jr*.g 03 to wholhor there is fodtual plan for 
compensating people that live within rLc’oor power plant EP? No federal program for 
d st'ib u 1 ion o’ compQ ns a f o 0 f r o m nucl ear pow e r t ac il Ho s e* i sis 
STELLO.V Ofc of iho Executive Oirocfor lor Opernt-ons. 69/07/06. MlTCHEtu.G J 
Son 8 to 3pp 46202 35C 46202 359 

-8887100267 Roqaoavs Wo as 10 wt'ether r&doial ass-sianco is availatofa lo ccmpon- 
sate peopio thai j/o within EPZ 

MITCHELL.GJ Senate 09/06/13. ZECH.L.W Ccrrm.ss. oners Ip 46202 359 
46202359. 

8807190022 Summary of NRC 060617 into/ofc mee'.mg re -ndjsfry program 6 NRC el 
tons to oddross motor operated valvo performance Ager.da.i.st oi attendees 6 v:ow- 
graphs or.cl 

NOVAK.T.M Division of Safoty Programs (Post 070413). 00/07/06 JORDAN, E.L 
Office for Analysis & Evgl-jation cf Operational 0am, O.roctor 67pp 46209 104- 
46200:160 

8807180215 Reqousl9 tt*al L Ballracchi be Comrlsson reprosenfativo on group formed 
to develop new ANSl/ANS-15 std ro cr-tena for reactor control & safety sys of re 
&aa<ch reactor aid 

RUBENSTEIN.L S Standardization & Non-Power Reacior Project Di'recforato 00/07/ 
11. COFFMAN.F O Relab lity & Human Factors Brarch. 2pp. 46208:145-46208.146 

8807190268 Forwards add c al stations s.le spec. fie of/s te rad o'ogical emergency alort 
&notjlcationsysOAvortication. 

PETERSON, G C Foderal Emergency Manaco.Tonf Acency. 00/06/29. STELLO.V. 
Ofc of the Executive D.roctor for Operations Ip. 46219 057-46219337. 

“80O7l9O26t “Artificial island Nuclear Generating Sfations S to- Specific Offsite flado- 
lonical Emergency Preparedness Alert & Notification Sys OA Venl. cation.” 

• Federal Emergency Management Agency. B8/0S/16 255pp 46219 058 4621 9,337. 

8807200176 Advises that encl assessment wj I be c.tod in environ sect gn of safety evaf- 
uattaris «j omends lor owens on cl fuel in ad* ahon Slated FR nol.co ambisucus & not 
accopiablecilaliontoshownosigmlcantimpacl. 

MIRAGLfA.F J- Associato D-recior for Projects (Post 870411) 88/07/07. SCINTO.J 
Assistant General Counsel for Hearings. 8pp 46228 330-46220:337. 

8BO720CG73 Forwards Rev 1 lo ‘ Post Exercise As9Gssmof:i,e?05 12, Exercise ot Radio- 
logical Emergency Rospcnse Pians of State of NJ. Ocean County 8 Snrloen Munid* 
pal tics. “ 


-8807200377 Rov 1 10 ‘ Po&l F««fCftO Ass«‘,s?i' 6/05t2.F*eio?o cl P.adc-ug <3 
Emergency Rospocso P.ans cf Siaio of Nj.O^enn County 8 Sintunn Vuri<if.?“ ci" 

* Federal Emergency Management Agoucy 07/ 12/10 I04pp 46230 141. iyj: 2U 

0807250010 Forwe'dS b:weo^!y Wng of per-ur c CO , n*ruriC5liO*‘S i.n*li.' c^'^-lc&'.'yi 
or develcpmont by NnC L si i , '.CLdes a“ prop-^nd guneir coirmun :4lor.^ ':3orl-:,j 
by 880715 

BERLINGERCH Generic COTvnuricam.-.s ftrancti b'J/O/r^l FAQDENIM 
Of Nuclear Powof Operat ors 5pp 46209 222 46PM > 226 

08D7250364 Padia' respor'so lo f QiA req.iusr fo' dou.riK nr* Af-p D docur.i "s ' 
able m PCR 

GRiWSLEY.D NHC • No Dolflilorl Aff hai-Ol G.vor-. H0/0/;'3 BFlAR.Rfl K irjjd 
& Lockhart. 2pp. 46231 149 4623 1104 

••8B0725039B Adv.ses Inot CO*nmss:on reco, jn.ru:: Uvil An>cn:a i f te l Cw; AflC) 
charter from Congress & null pclcy require it nf ARC i.ruvKfo eld n any ra-:o o' 
natural d saslo/.w/or w/o llrs cf agreum'ir* w/AHC >0 parfcu'nr err(>'qoncr 
REIS.FJ Oeputy Gone'al Counsel 38/05/11. CUMMiKG.W M Fedrra* Uwjcnc? 
Management Agency Ip 46231.161-4623 1 tftj? 

0807290074 LILCO brief .n opposition to .niervt rors Appual of Bot'/tJ pari al - :* j;:i 
s on on su’atrily of recepiion ctrs * Appoa' bod'd should nlli.-m Asi ft Pa :.; kif il 
Dncsion LOP BB-13 Supporting info 8 Cerlif calo of Svc rrC 

CHRlSTMAN.JN Long Is'and Lgf.img Co J>-RIS1 VIAN.J N Hmlon & 1V n.y 
^38B 6805 OL 3 80/07/25 AIothc Safufy w rt Lkersr'g Board PavV fC.'p 
46254 165-46254 224 


PR PROPOSED RULE 

8007010072 Commorn suppo't ng proposed rule IrtCFftCO m nmeryi’i Cy pi.;*'. 4 

preparedness req^i'omenis fo* nuclear pgwor plnnt fuel loaci' g A initHl iowpoA>* op 
ora! ons 

RICE.D A Afh lal.on Not Assignod 53FR16435 01015 88/06/?? Hoc Ko tiny 4 S-:rv 
ces B/arch 1 p 45979 045 45979 045 

8807010076 Ccmm.eni suppermg proposed run 10CFR50 fu unierjjcncy pV.rng A 
proparednoss reqiriroments for r ucV-Ai prwr.r plant f.jul ionu'mij A miiia' lewpOA • op 
eralcns 

CALCHEPA.J Affriotcn Not Assigno:! 5lfR 16415 01016 00/0t>/?? Oochi ng A 
Se/vlcos B'acch ip 45979 044 45979-04 1 

06^7010077 Ccm-ment ^pportin^ ptopot-ud u\o lOO RTA <0 p : ( r-riy A 

Pfeperodnoss requromorls ler nuc’oar power p ant fuol ‘oarJ-ng A n Vil W \ 1:^01 ff> 
orafiona 

FATEMI.A Alfi'iation Not Assigned 53Fnif.435 01021 OO/L'6/22 Uockutmg 4 S<r> 
Ices Branch Ip 45979 043 45979 043 

0807010079 Comment Supporting proposed ru'o lOvlffVjO ru enoigarcy pl.r* r«g A 
preparedness roquromenis tor nucloa' powo' pn-il fm.l loadnj A :n: nl l:i*v 
erations. 

VESCO.D.A. Alivmlon Not Assigned 93FH16439 0102*1 B6/oa/?2 IVAt ft 
Serves Oranch ip 45979.057-459/0 05/ 

0807010080 Commoni opposng proposed m!o 1CC1I R59 ru cmnfye-icy pfb'^ng 4 p^e 
paredness repair a moma fer nuc'orw powor phml ii.ol loedry d nli/il low po,*<.r titr- 
ations 

BISSET.S Affi lalion Not Assigned 83FmC-l35 C0793 88/C6/03 C.'lILK 5 J Oflce 
of ihe Secretary of the Comm ss-cn ip 45DU3 08 1 45903 061 

8807010081 Commeni support ng proposod rulo lOCrflSO to omoiqo-ncy pbr-'U A 
preparodness requiromonts for nuclnar power pignl fuel loao.rg & initial low (Kmm c*c 
eratlons. 

MAGGIO.L AffiiatiOri Noi Assignod 53FRI6435 01027 88/06/22 (locFcIrg 4 So 
ices Branch Ip 45679 056 45079 0% 

8007010002 Comment opposrg prcposPit mlo 1CCFR50 ro Oir.ornoncy |>l<in-* \j J) p< 0 - 
parodness requiremont6 lor nuclear power plant fuel loading A Initial lew poi><v oper- 
ations 

CORSON.C Affi’ipllcn Nol Assigr-od 53Fn 16435 03795 88/05/06. CMILK.S J Cf<e 
of iho Socrofary ol ihe Comm ss on Ip 45993 080-45993 090 

0807010083 Comment supped rg proposed rulo 10CFR59 ro om<j r goncy plrn'.-i’g A 
preparedness requirements for ruclear pov/er p'ani fuol lomir-y A mt-rt) low pcuirr op 
eratlons. 

* Affiliation Not Assgnod 53FR16435 01030 88/06/22. Uockoing A Sr^CCS 
Branch. Ip 45979 055 45979 055 

8807010086 Comment supporting proposed rulo 10CFM59 ro omorgoncy p^rr'ig A 
preparedness requirements for nuclear powor plant fuo! loading A in ? al low pCfti-r t>p> 
eretions. 

BAXTER, F.D Affiliation Not Assigned 53FR 16435 01033 89/06/22 Docking A 
Sorv.ces Branch, ip 45979.054 45979 054 

6807010067 Comment opposing proposed rulo 1CCFR50 re emergency p'dri**^ A |X© 
paredness reQu romenis for nucloar powor plant fuel load ng A mual low poac' op<v- 
aLons. 

BORKOWSKI.J n. Afl.'iation Not Assigned. 53FR16435 00796 80/06/00 C-ILKS3 
Office ol Ihe Secretary of the Comm ssion ip 45093 079-45993 079 

6807010089 Commeni supporting proposed rule 10CFR50 re emoryency pl3nn>’ig A 
preparedness requirements lor r.ucloar power plant fuel loading & .nliial lew pOi? f op 
era lions. 

COGDILL.TC Aff.l alien Not Assigned 53FR16435 01036 00/06/22. Doc^:^ A 
Serv.cos Branch, ip. 45979.081*45979 061 

8807010090 Comment opposing proposed rulo 1CCFR50 re omorgoncy plar.r ng A P<e 
Darodr.ess rooulremenia fnc ni.-cloar newer nlnnt fuel lonrirn A iml'nl low DOwC CPC' 



U07G 100^2 Common supposing proposed tuto 10CFR50 fo emergency pfam'ng & 
prt*p3'<? Jness requirements fcr nuclear powor plant luGl loading A irilial ‘cw powe' op 
cry qns 

* APuaiion Not Assignod 53FR 16435 01030 GB/C6/22 Docketing & Servces 
Branch ip 45979 CfcC 459/9 CGO. 

65070 1 009-4 Common 1 nppomng proposed rUo 10CFH50 ro emergency planning & pre* 
:;nrodr,055 mqui'ernenls fcr rvjc'oar power p'aol Lie! loadng & intml ‘ow ppwo' opor- 
a:.oos 

HlGGlNS.D AM I ai on Noi Assigned 53FR 16435 0070B 88/00/06- CHUK.SJ. Ollice 
ol ro Soc'dary c' Ihu C^rnm ssion Ip <15903 077*45993-077 

8007010095 Common supporting proposed rule 10CFR50 ro emergency planning & 
p*epa repress roquromonts for rucloar powor plant fuel loading A i*\1lal *Ow power op- 
cra'.iens 

5 A7CMF7.VW Af/ilun.on Not Assgnod S3FR 16435 0104 1 00/06/22 Oockotng A 
Ser. cut Branch. Ip 45970 059-45979 059 

88070 1 00 06 Commont supporting proposed ru'o 1OCFR50 ro emergency plannng & 
omp.irodnoss #eq..reironis for nurlunr power plant fuo! loadng & m'lial low power cp- 
oralions 

LL’KE.J H A1fiat ; on Not Assignor! 53FR16435 01 103 88/06/2? DockOl.ng & Serv- 
es B'oncli Ip 46981 ?)9 4590J 219 

8807010997 Ccmrr.onl supporting proposed rule 10CFR50 ro errorgoncy planning & 
prcparoir.oss roqu romonis for r.LC'oa' power plant fuel loading & irilial row powor op* 
e ratio r-.s 

UFlflANOWSK'.S AM. iftlion Nol Ass good 53FR 16435 01044 80/06/22 Dockoling A 
Se*V cos Branch Ip 46079 058 45970.058 

8997019090 Ccmm.onl opposing proposed ru'e 10CFR50 ro omorgorcy planning A pro* 
parndness reqj romonis fo' nucloa' power plant fuo! loading A Initial fow pewar oper* 
ftt.ons. 

MELAS KYRIA2I Affi'ioliqn Not Asvgnod 53FR 16435 00799. 88/06/06 CHILK.SJ. 
O'fce ol ihn Secretary of Iho Commission ip 45993.0/0 45993 076 

8897910090 Comment suppert-ny proposed rule 10CFR50 ro nmergoncy p'ar.n ng & 
p'cpfi ro'jaosu roc y u.-rttmonia lor reeled' powor plant fuel loading & in tia f low power cp- 
e 'aliens 

ANDERSCN.P.L AMi ial«cn Nol Assigned 53FR 16435 01047 00/06/22 Docketing & 
Seven* Grand) Ip 45970 062 45979 C62 

8807010100 Comment oppos r.g proposod ru'o 10CFR50 ro emergency plann ng & pro- 
psmciness roqu romonts for nucloar power plant fuo' loading & Ininnl low powor opor- 
a Lons 

OESING.P Aifi'l.wcn Not Aasgnod. 53FR16435 0C84O 00/00/16 NRC ■ No Dolai'od 
AII.I ation G-ven 2pp 45904.J10-45984 31 1 

0607010101 Comment supporting proposed mlo 10CFR50 ro omo'goncy plannng & 
preparedness ruq.moircnie lor nucloor power plant fool loading & .ndat low powor op 
orations. 

niCER.M Affllttlicri Nol Assigned 53FR 16435 01050. 00/06/22. Dockoling A Sorv 
•ceaDtanJi ip 45D79M3 t 5070 06 J 

6007010106 Comrnonl supporting proposod relo 10CFR50 ro omorgoncy planning & 
preparodr.oss roqu romonis for ruc’oar power plant luol load r.g A initial low power op 
oralor.s. 

' Affi'.atlon Nol Assynod. 53FR1043G 01053 08/06/22 Dockoling & Sonrlcos 
3-anch Ip 45979 064 45979 064 

0807010106 Comment supporting proposed rule 10CFR50 ro ©morgoncy p'anning & 
prepa'Cdnoss requirements for nuclear power p'aM luol loading & :nlal low powor op 
orations 

MCCRACKEN. D M. AMiieton Nol Assigned 53FR10435 01101 08/00/22 Docko’ing 
& Sorvi-os Drantf^ Ip. 45901 220*45901 220 

0807010110 Comrnonl opposing proposod rule I0CFR50 ro omorgoACy planning & pre* 
pj'ednoss req.f/remonts for nuefear power pfanf fuel foadng & mrlfaf fow power open 
aeeis 

W.U-IAVS.C M . WIILIAMS.D M AfMiailon Not Ass gnod 53FR16435 00748 08/06/ 

05 CHILK.S J Olf co ol tho Socrolary of th.o Commission ip 46979 130*45979 130 

BB070101 1 1 Commont oppos-ng p'oposod ru'o 10CFR5O ro emergency planning & pro* 
parednoss roquimm.enia for nuclear powor plant fuel loading & inita! low power oper* 
811009 

FAIRCHILD..! Aflnallon Not Assigned 53FR 16435 00841 80/06/00 CHllK.S.J. 

Clficool the Secretary of iho Commsslon Ip 45984:312-45984 312 

8007010112 Comment Supporting proposod rulo IOCFP50 re emergoncy planning & 
preparedness requ-romonts for nuclear power plant fuel load ng & InMlal low power op- 
erations 

QElLAk/AC'NA.G Affilanon Not Assigned. 53FR 16435 01009. 86/06/22. Docketing 

6 Services Branch fp. 45970 135*45079. 135. 

88070101 13 Commont opposing proposod rulo 10CFR50 re emergency planning & pro* 
parodnoss roqjiremeriis lor nuclear powor plant fuel loading & initial low powor ope/* 
aions 

PARSONS, F. A Aftriaiion Nol Assigned. S3FR 16435 00800 00/00/06 CHILK.S J. 
Olfice of the Secretory of the Commission Ip 45993.075 45993 075 

8807010114 Comment supporting proposud rulo 10CFR50 ro emergency planning & 
propa'OdnGSS roqu romonis for nucloar powor plant fuol load-ng & Inilial low power op 
oralions 

YASI.J P Affiliation Not Ass-innod. 53FR16435 01096. 08/06/22. Docketing & Serv- 
ices Branch Ip. 45079 074 45979:074. 

8607010117 Comment opposing proposed rulo 10CFR50 ro emerponcy planning S pre- 
pa. r odno6S requ'remonfs fo; nuefoar power plant fuol loading & imfiaf fow power oper- 
a> ons 

HOBBS. D.. HOBBS.C Affil aiiun Nol Assigned 53FR 16435 00749 89/06/06 

CK'LK.S J Offico of the Socrotary of the Commission, ip. 45979.01 2*45079;O1 2 

88070101 IQ Comment supporting proposed rulo 10CFR50 ro emergency plann ng & 
preparedness reQu.remenis for nuclear powor plant fuel loading & initial low power op 
erationg 

PARKER.JE Affii.ai'On Not Assigned 53FR16435 01093. 88/06/22. Docketing & 
Services Branch Ip. 45970.075*45979 075 


0807010119 Co-rrmenl suppcring p.-cpcse-J rule iCCPRSO r© ©mO'yency plannng A 
preparedness roqjroT.onts ler ruclnar power piani fuel load r.g 6 India ! lew power op 
orations 

LUCAS.W Affnaton Nol Assayed 53rRie<i35 01030 08/05/22. Dcckeing & Serv- 
ices Drench Ip. 45979 076 45970 076 

80070101 2 1 Common! support ng proposed rule 10CFR50 ro omorgorcy plarning A 
propa-edio ss /o^vif entente to' ncCloar power plan tool 'oa&nQ & inr.ai low power op 
eralons 

CARTEn.R.G Alll a' on Not Assgned. 63FR16435 01098. 88/00/22. OcckQhry A 
Surv CCS Branch Ip 4597Q C46 45970 046 

8807010122 Comment supporlmg p*opo$od ru'o UICFR50 ro emergency planning A 
preparodnoss reqjroments lor nuc'oor power p'ant fuo' loading A intial lew power op 
©rations 

□LODGE n.S Atfii alien Nol Assigned 53f R 16435 01087 00/C6/22. Dockel ng A 
Sorvice 9 Branch Ip 45979 077*45971! C77. 

8007010124 Comment suppering preposod ru'o lOCFREO ru emergency plannng A 
preparedness requirements fcr nucloar power pi&ni luol loadrg A m,t ai low powe< op 
oralions 

ST DENIS.G.M A1fi!iation Not Ar.sgnud 53FR 164 35 0M02 CB/06/22. Dockut.ng A 
Sorvccs Brunch, fp. 45931 2f 8*45501.218 

8807010126 Comment oppos ng proposed rulo 10CFR50 ru ©morgor.cy planrlng A pre 
parodnoss roqui'cmonts for r.uc‘oar powor p ant h.ol loarlng A Imliai ’ow power opor- 
ol.ons. 

CHASE .JC-. CHASE .0 L. Alfimton Noi Assured 53f-Rl6435 00042 06/06/C6. 
CHUK.SJ Office Of tT.o Socrotary of tho Ccmrr.lss-cn Ip. 4 59B4 313*45994:313. 

0007010126 Ccmirom on proposed rulo 10CFH50 ro loak b-oforo break 
loc^no’OQy Advi9GS that solely must be MRC f rnl A ossomial eor.com 
EWING. JS Affiliation Not Assgnod 53FR113U 00002. 88/06/21. NRC * No Do 
ta'lod Affiliation G.von. Ip. 45079 036 45970.036 

8807010129 Commont supporting proposod ru'o 10CFR£o ro emergency p'anning A 
proparodross requ foments fo.' nuclear pDwor plant fuel load ng A initial low powor op 
oralians. 

OSGOOD.N J Allilalion No! Assigned. 53FR1C435 01084. 06/06/22 Oockolng A 
Sorvlcos Branch Ip 45979. 079*45970;O7n. 

8607010130 Comment oppDamg proposed ru!o tCCFI^50ro ornorger.cy planning A pro 
parednesg roq Jronnents ler ruc'onr powor pUint fool loatjng A initial low power opor* 
a Lons 

BLOUtn.AJ, BLOUIN J Altriai on Not 53FR 16435 C07SO 8Q/OQ/06 

CHILK.S J Olficoof Iho Socrolary ol Ihn Conu-n-SS cn ip. 45001:202-4590 1 20P 

0807010131 Comrnonl supporting proposod rulo IOCFR50 ro leak-beforo-break (LBB) 
technology Del oves lhat extension of I RB lochnclogy to porlormnnco requirements 
for emorgoncy ccro cooling 6ys apprepriato 

HALL.D.P. Illinois Powor Co 53FR11311 00031. 06/03/0/. CHILK.S J Ofl.ce ol the 
Socroiory ol Iho Commission Ip 45993 074 45903.074 

6607010132 Comrnonl oppos ng proposed rule 10CFH50 ro orr.eraency planning A pro 
parodnoss requirements for nucloar power plant fuol loading A Int-al low powor opor- 
ations. 

MACFARLAND.E A1< l-allon Nol Assigned 53FR 16435 6DC01 88/05/2! CHILK.S J 
Offico of ihe Sccrolory of thn Commiss-on ip 4 5993 073-45993:073. 

0897010133 Comr.anf support ng proposod rufo ICCFH50 ro emorgoncy planning & 
proparodnoss requirements for nucloa' power plnnl luol load ng A In llol low power cp 
erabons 

BORGEAEN.JW Afli'iailon Not Assignod. 53FR16435 Ol 103 68/06/22 Dockoling A 
Sorvicos Branch. Ip 45961.217*45901217. 

8807010134 Comment supporting proposed ru'o 10CFR50 ro omorgoncy planning A 
preparedness requ foments for niclcw power p’enf fuo.' Joading S infl'allow power op- 
erslions. 

ST JOHN.K.E. Aft nation Not Assigned 53FR 16435 01001. 08/06/22. Dockoling A 
Servlcos Branch. Ip 45979 076.45970.070. 

6007010135 Comment opposing proposod rulo I0CFR50 ro emergency p'annlng & pro* 
parednoss requ-romonls lor nuclear power plant luol leading A fnlial low power oper- 
ations. 

QASCOM.O.H. Affl.l ahon Not Assignod 63FR16435 00802. 08/05/21. CHILK.S J 
Olllco of tho Socretary of the Comm.sslo-n ip. 45903.072.45993 072. 

6607010136 Common! opposing proposed ru'e 10CFR50 ro omornoncy planning A pre* 
parednoss requiroments tor nucloar powor p!onl fuel load ng A Initial low power oper- 
ations. 

BROWN.J J Affiliation Not Aasignod. 53FR16435 00043. 68/06/06. CHILK.S J. Office 
ol the Secretary of tho Comm‘ss)o.i. ip. 45904:314*45904.314 

6807010130 Commont supporting proposed rule 10CFR50 re emorgoncy plann ng A 
preparedness requirements for nucloar power plant fuol loadng A in-Hal low powor op- 
era!. ens 

HELL WUTH.V.L. Aff.l anon Nol Assigned 63FR16435 01104. 00/98/22 Dockoling A 
Sorvicos Branch Ip. 45901 215 45981 2 1 5. 

8807010139 Comrnonl supportmg proposod rulo 10CFR50 ro emorgoncy p'annng A 
prepare dness roqu romonis for nuclear power plant fuel loading & Initial row powor op* 
©rations. 

HOILAND.B.Y. Affil-ation Noi Aas gnod. 53FR10435 01076. 08/06/22. Dockoling A 
Sorvicos Branch Ip 45979 080 4597D 030 

8807010141 Comment opposing prcpcsod rulo 1OCFR50 to omorgoncy planning A pre* 
parednoss raquiremonts for nuclear power plant fuof foadmg A inlfiaf low powor oper- 
ations. 

HASKELL. S Aff.liation Nol Assigned. 53FR 16435 00761 GO/O6/O0. CHILK.S J. Office 
Ol Iho Secretary of ihe Commission ip 45079.066 45979 006. 

880701-0142 Commont opposing proposed rule 1OCFRE0 to omorgoncy planning A pre* 
parednoss requirements for nucloa< powor plant fuel loading A Inlilal low power oper- 
ations 

BRESNAHAN.L-J Affil-ation Nol Assigned. 53FR 16435 00803. 06/06/00. CHILK.SJ 
Off CO Of tho Sec ro lory of the Comm-sslon Ip 45093 071-45993 071 
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3007010 U3 Commonl supporting proposed ru'e 10CFF150 re emorgency p'ann.ng A 
preparedness requ Yemenis fo' nuclea' power plam fuel foad ng & in.tial fow pcwar cp- 
a’at'ons 

KOTKOWSKl.OA Affixation Not Assigned 53FR16435 00900 BQ/06/22 Docket ng 

5 Services Branch. Ip 45931:112*45901:112. 

3807010145 CoT.monl supposing proposed ru'e 10CFR50 re emergency p:ann ng & 
proparednoss requ Yemenis for nuc'oa' power plam fuel foating 5 Intiel low power op* 
erat ors. 

PETERSON.S. Affiliation Noi Assigned 53FR 16435 01075 80/06/22 Docketing A 
Services Branch ip 45979:031*45979 031 

3807010146 Comment oppos ng proposed ru’e 10CFR60 re emergency plenn.ng A pre- 
paredness require men ts for nuclear power plant fuel loading 5 initial low power oper- 
ations 

TUSHILL.NM Affiliation Not Assgned. 53FR1643S 00804 B8/O6/O0. CHLK.SJ 
Off ce of the Secretary of ihe Commission Ip. 45993 070-45993:070. 

3807010147 Comment supportng proposed rule 10CFRS0 re emergency panning & 
propaiedness roqu foments for micloa* power plant luo' loading & imr-ai tow power op- 
oral ons 

ABDOLRAHIM.W. Affiliation Not Assigned. S3FR 16435 01 105 80/06/22. Dockotng 8 
Services Branch ip. 45961 219-45931 216 

3807010150 Comment supp-oring proposed rule 10CFR50 re emernency p’annhg & 
properodros 9 roqu foments for ntc'ea r powor plant fuel loading & Irillal low power op 
©rat'ons. 

VOLK.WA Affn alron Noi Ass‘oned S3FR1S435 01072 06/06/22 Dockeling & Serv- 
ices Branch Ip 45979 032 45979082 

8007010161 Comment supporting proposed rule lOCfftSO re emergency plant' ng & 
propa'edr.ess requremonis to' ruclear power plam fuel loading 4 iraHai low power op- 
eration s. 

HARRINGTON J J. Aflil.allDA Not Assigned 53FR16435 01000. 63/06/22 Docketing 

6 Services Granch. ip 45979 047 45970 047. 

3607010152 Commonl supporting proposed rule 10CFR5D re emergency planning & 
preparedness reqj romenis for rucSoar powe' plant fuel loading & initial low power op 
era l ions 

GIANSIRACUSA.P Affiliation Noi Assgned 53Fni6435 00901. 66/06/22 Dockatirg 
& Services Branch ip 45931 113*45961:113 

8007010153 Comment oppos ng proposed ru’e 10CFR5Q ro emergency planning & pre- 
parodnoss requirements for nuclear power plant fue* foad rg 8 Initial few power oper* 
at ons. 

LENO.H.W A If. nation Noi Assigned 53FA16435 00344. 08/06/06. CHILK.S J Off.co 
of Ihe Secretary of Ihe Comrolss'on. ip 45904:316 45984 315 

8807010154 Comment opposing proposed rule 10CFR76 re regulation ol U enrichment 
fac li ties Provides comments & suggests preparation of anotnor version of subj pro* 

E osod ru'o 

IALL.WJ Affi: railon Not Ass’tjnod. 63FR13276 OOOOi. 68/05/ 19. Dockelng A Serv- 
ices Branch. 2pp 4 5993 068*45993:069 

8807010155 Comment opposing proposed ru'o 10CFR50 re omergency planning & pre- 
paredness requirements for nuclear powO' pfant fuel foodng A inii al fow power oper- 
aliens 

• Affiliation Not Assigned 53FR16435 00752. 83/06/06 CHILK.S J Office oftho Sec- 
retary of lh© Comm sslon Ip 45979065-46979 065 

8007010167 Commonl supporting proposed rule 10C C R50 io emergency planning & 
preparedness requirements fer nuclear power plant fuel foad ng & In tial law power op- 
erations. 

SZCZESUlLJ.P Affnalion Noi Assgned. 53FR16435 01106 86/06/22 Docketing & 
Services Branch. >p 45BQV214 4S9&12I4. 

8807010160 Comment oppos ng proposed ru'o 10CFR50 ro emergency plann ng & pre- 
paredness requirements for nuclear power plant fuel loadng A Irli'ai few power oper- 
eions 

CONNELL. BN. Affil-ai-on Not Ass-gnod 63 FR 16435 00805. 80/06/06. CHILK.S J. 
Olfice of the Secretary of ihe Commission Ip. 45693 067*45093 0S7 

3807010158 Commenl supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requ Yemenis fox nue’ear power plant fuel load.ng A initial low power op* 
orations. 

BARBETTA.NU AlMiallon Not Aas-.cned 53FR 19436 01003. 06/00/22. Oock««*.g A 
Services Branch Ip. 46979.043 45979.040. 

8607010101 Commonl supporting proposed rule 10CFR50 re emergency planning A 
preparedness requ’remenls for nuclear power plant fuel loading A initial fow power op- 
era Hons. 

* A1 Gallon Not Assigned. 53FR 16435 01069 88/00/22 Docket ng & Services 
Branch. Ip 45076.083-45979,003. 

8007010133 Comment support-ng proposed rule 10CFR50 r© emergency planning A 
preparedness requ Yemenis far nuc*ear power plant fuel loading A initial low powor op- 
orations. 

BRAM3ILLA.S. Affliction Noi Assigned. 53FR 18435 00902 88/06/22 Docketing A 
Sen/ices Branch ip. 45961:114.45981:114. 

8807010164 Comment supporting proposed rule 10CFR60 re emergoncy planning A 
praparedno9S requirements for nue'ear power piaai fyai loading A initial fow powor op- 
er tklions. 

* Affiliation Not A9s:gn©d. 63 FR 164 3 5 01006. 00/06/22. Docket no A Services 
Branch Ip. 45979-049-45970:049. 

0807010165 Commenl supporting proposed ru’e 10CFR60 r© emergoncy planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power op- 
orations. 

' Atfilalon Not Assigned 53FR16436 01066. aa/06/22. Docketing A Services 
Branch Ip. 45970.005 45970035. 

8807010166 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements tor nuclear power plant fuel lo&drn A in wal tow powei oper* 


0807010167 Comment supporting proposed rule 10CFR50 re emergency plarvng A 
preparedness roquremems tor nuclear power plant luel loading A initial low pow^* pp- 
e rations 

MERCER.DC A filiation Not Assigned. 53FR16435 00903. 88/06/22 Docke'ng A 
Services Branch Ip. 45981:1 15-45081:1 15 

6807010166 Comment Supporting proposed rulo 10CFR50 ro omergercy p*™g A 
preparedness roqu Yemenis (or nuclear powor plant fuel loading & initial low power em- 
ersions. 

ODDO.JM Allihaton Noi Assigned 53FR16435 01012. 00/06/22 Oocko**g & Serv 
Ices Branch ip. 4 5979.050-4S§?9 050. 

0807010169 Comment supporting proposed rule 10CFR50 ro ame/goncy planing A 
proparodnes9 roqulremenis lor nuclear powor plant fool load.ng & n tial ‘Gw pew^r op 
erel'Ons. 

’ Affilailon Not Assigned 53FR 16435 01107. 88/06/22 Dockoirg & Se'wces 
Branch. Ip 45981 213-45901 213 

6807010170 Commonl supporting proposed ru*o 10CFR50 re ©mergercy par.iig A 
piopaicdnesa toquliements lot nucleat power p’ant fuel looti ng & irwVal lori c-f- 
eralions. 

GAUTHIER, E.P. Affihaiion Noi Assigned 63FR 16435 00904. 00/06/22 Oocke'ng S 
Services Branch Ip 459B1 120 45901:120 

8807010171 Comment supporting proposed rulo 10CFHS0 ra emergency plains A 
preparedness requ remonts for nuclear power plant iuei loading & imiia' low op- 
erations. 

CHYeven.J. Afflllai'on Noi Assigned. 53FR 16435 01063 66/06/22 Oxitiing & 
Services Branch 1 p. 45979 004-45970.084 

8807010172 Comment suppott'ng proposed rulo 10CFFt50 ro eiT'Oryoncy p'-tnar^ A 
p-oparodness requiremonts for ruefoar power plant fuel loadng 6 In tial low op 
orations 

BERNIER.RE Affi’iatlon Noi Assgnod 53FR16435 01108. 86/06/22. Oototng & 
Service 9 Branch Ip 45981.212 45901.212 

B807010173 Commonl opposing proposed ru'o 10CFR50 ro emergency plann.ngj ye- 
parodno99 faqjlromonts for nuclear power plant fuol loadng & iniiial low po^cr :per* 
anons 

PERUSSE.C Affixation Not Assgned 53FR 16435 00045 06/C6/16. CFHK,S> 
Office of lha Secretary of the Commission Ip 45904 3 16-45904:3 16 

8007010175 Commonl opposing proposed rule 10CFR5O ro emergoncy pfar.n -gA pxe 
parodnoss requlromortls lor nuclea' powor plan! fuel loading & in tial low power oper- 
ations 

’ Affiliation Not Assigned 53FR16435 00754. 08/06/06 CHILK.S.J. Off.co of lie Sec- 
retary ol the Commission ip 45979 01 1-45979.01 1. 

6007010176 Commenl supporting proposod rulo 10CFR50 ro unr.orgoncy f 8n"-g 4 
pf©parednoss requirements fer nuefoar power plant fuel loading A inma‘ fowpc*t'f op- 
ora lions. 

* Afiiliat on Not Assigned 53FR 16435 01000 80/06/22. Dockotirg & SortlCdi 
Branch Ip. 45979:051-45979 051 

3007010177 Commonl supporting proposed ru'o 1OCFR50 ro omsrgo"cy planing & 
pfcparod.T.099 roquiremoni9 for nucloor powor pfant fuof load ng & initial low power op- 
oralons. 

BERTRAND, F.C. AIM.at on Not Assignod. 53FR16435 00905. 86/06/22. Dockol.*^ A 
Services 8 ranch, tp 45981 121*45901:121 

6067010178 Comment support ng proposod rulo 1OCFR50 ro eme.'^oncy p'avrng A 
preparedness requirements for nucloar power plant fuol loading & in Hal few power op- 
erations. 

KENDRICK, JO. Affil-ation Not Assignod 63FR10435 01109. 0O/OG/22. Docki'g A 
Servicoa Branch. 1 p. 459B1:2l 1-45901 911 

8807010179 Comment supporting proposed rule 10CFR50 ro emergency p'anl.ifj A. 
p/©parednoBs requirements fer nuclear power plan! fuol loading & fnihni lowpcivc* op- 
erations 

GOODWIN.S P. Affiliation Not Assigned 53FRt6435 01060 Cfi/06/22. Ooc^o^g A 
Services Branch, ip. 45979.086 45979:086. 

8807010 T60 Comment supporting proposed rule 1QCFR60 ro orr.ernoncy pla r .Mnj A 
preparedness requirements lor nuclear powor plant fuel loading A Initial low po*or op- 
erations. 

MCCUJNG.C. Affiliation Not Assignod t»3FR 16435 01062 . 80/06/22 Doctor A 
Services Branch Ip. 45979.052-45979:052. 

6807610102 Comment support-ng proposod rulo 10CFR50 ro emergency pls'.rJ'ig A 
preparedness roqulremenis for nucloaf power plant fuol foadng & initial low power op- 
©ral-oes. 

BARR.O.P. Affiliation Not Assignod. 63FR10435 00906. 88/06/21. Docketing & Serv- 
ices Branch. Ip. 46981:1 19-4598 1:119. 

6807010183 Comment supporting proposod ru’o 10CFR50 ro emergency plar.-'Xg A 
preparedness requirements for nucloar power plant fuol loading & miiial lowpcwr op- 
erations. 

WARIAN.M.J. Affiliation Noi Assigned. 53FR 16435 01057. 88/00/22. Docket 0 
Services Branch. Ip. 45979.087-45979.007. 

6607010164 Comment supporting proposed rulo 10CFR50 ro emergency p' 9 “arg A 
preparedness requirements for nuclear powor plant fuol loading A initial 'ew power op- 
erations 

KfNG.CA Affixation Not Assigned. 53FR 16436 01 1 10. 08/06/22. Docketing & Sev 
Ices Branch. Ip. 45981:210 45981:210. 

0607010165 Common! supporting proposed rulo 10CFR60 ro emergency planning A 
preparedness requirements for nuclear power plant fuet loading & Initial low pews' op- 
erations. 

• Affiliation Not Assignod 53FR 16435 01065. 86/00/22. Dockolir.g & Servxet 
Branch. Ip. 45979.053-45979:053. 

6607010167 Commont supporting proposed rulo 10CFR50 ro emergency p'a~M} fi 
preparedness Teoufremems lor nuclear power planl luol loadino & tnrl al low powe* op* 


pared re9S requiromenl9 for nuclear power plant fuel Loading A In! a' low power opor- 
a lions 

SALT.O J Affi:iat.on Not Assigned. S3FFI 10435 00755 88/06/06 CHILK.S J Otf.ce of 
!he Secreiary of the Commission, ip 45970 009 45979 009 

DB07010190 Comment supporting proposed rule 10CFR50 rn emergency planning & 
preparedness requremonts for nuclear power plant fuel loadng & l-ihol low power op- 
erations 

' AM.Uaton Not Assigned 63FR 10435 01111. 60/00/22 Dockoh.-ig & Services 
Branch Ip. 45981:209-45981:209 

0607010101 Comment supporting proposed rule 10CFR50 ro emergency planing A 
preparedness requirements for nuclear power pianl fuol loadr.g A initial low power cp 
era lions 

■ Affiliation Nol Assigned. 63FH 16435 01060. 00/08/22 Docketing & Services 
Branch Ip 459/9.069 45979:089. 

6807010192 "General Requirement tor Decommission. ng Nuclear Faaiios.” 
10CFfl30.40.60, 51, 70 & 72 linel rule Rogu'allons emended to assure that docomms* 
soring of ail licensed facil.lios dono In safe & imo'y manna' & adequately funded. 
CHILK.S J. Office of the Socrolary of tho Corrm ssion 88/06/17 1 61pp. 45000 200 
4 59 BO 360. 

6807010193 Comment supporting proposed rulo lOCFRSO ro emergency planning & 
p'epa'ednoss requirements for nucloor power plant fuel loading A in.iol 'ow powor op- 
eretons. 

SlLLOWAY.Q E Alf.llailnn Not Assigned 53FR10435 00906 66/06/21 Dockol ng & 
Services Branch Ip 45081 1 1 7-45981 117 

6007010194 Comment supporting proposed rule 10CFRS0 r© emergency plannirg & 
preparedness requirements for nuclear power plant fuel load ng A Miiai low powor op- 
era Hons. 

PEPE.D.M. Alfillatlon Nol Asslgnod 53Ffll6435 0105 1. 80/00/22 Dockotmy & Se/v- 
Ices Oranch. Ip 45979:090 45979:090 

8607010190 Comment opposing propo 9 od ru’o i0O'H50 ro emergency p’anning & pre- 
paredness requirement for nuefoar powor plant fuel loadnn & fmlial low powor 
oporalfons Proposed rule dovefopod w/only uM Intoroats in j nlntJ 
SHAPIRO.LM. Affiliation Not Assignor} S3FH1Q4 35 QOtiOti G8/06/0Q CHUK.SJ. 
Off co of the Secretory of Iho Commission ip. 45901 207-45901 207 

8607010197 Comment supporting proposod rule 10CFR50 ro omorponcy piamng & 
preparednoss roquiromonls for nucloor power plant fuof loading & initial low power cp- 
erationa. 

MiTCHElL.K. Aff.l.atlon Nol Asslgnod 63FH 10435 01071 03/C6/22 Docketing & 
So'vces Branch Ip. 45970 091-45970 091 

6807010190 Comment supporting proposod rulo 10CFH50 ro omorgoncy planning A 
preparednoss requirements for nuclear power plant luol loading & inltol low powo* op- 
erations. 

K6A4P.L.S. Affiliation Not Asslgnod 53Fni0435 01112. 00/00/22 Docket ng & So rv- 
.cos Branch. Ip 45981:200*45981.208. 

6807010199 Comment supporting proposod rulo 10CFR50 re omcfQQ.ncy planning & 
preparednoss requiromonts for nucloor powor plant luol toad ng & Initial low powor op- 
era! ons . 

HINKLE.WD. Affiliation Nol Assigned 63Ffli0435 01048 63/06/2 2 Dockoing & 
Services Branch. Ip. 45979 002-45979 092 

8807010200 Comment opposing proposed rulo 10CFR50 ro omorgoncy p'annlng & pre- 
paredness requirements for nuclear powor plant fuel loadng & Initial ’ow power oper- 
ahons. 

WORRISON.R. Affixation Nol Asslgnod. 53FR 16435 00766 00/06/00 CHUK.SJ. 
OfFco of iho Secreiary of tho Commission tp 45079 008 4 5979 000 

6807019201 Comment opposing proposod rule 10CFR50 re omorgoncy plannng A pre- 
paredness requiromonts for nuclear powor plant fuol loading & in.tial low powor epor- 
ations. 

MARONCELU.F. Affiliation Not Ass'gnod. 53FR 16436 00846 BB/Cti/CB. CHILK.S J. 
Offico of tho Secretary of the Commission ip. 45994 319 46984 319 

6807010202 Commoni supporting proposed rulo 10CFR50 ro omorgoncy planning & 
preparedness requirements lor nuclear power plant luol loading & .nital fow power op- 
era I ions. 

ST LMJRENTJ. Affiliation Not Assigned. 53FR10435 00909 QB/06/22 Docketing & 
Service s Oranch. 1 p. 4 598 1 : 1 1 6-4 596 1 : 11 6 

6807010203 Comment supporting proposed rule 1OCFR50 re emorgsney planning A 
preparedness requirements for nuclear power piani fuol loading & iml'Ol low power op- 
era lions. 

# Affiliation Not Asslgnod. 63FR16435 01074 QB/06/22. Dockoling & Sorvcos 
Branch, ip. 45979.093-45979:093. 

6807010204 Comment supporting proposod rulo 10CFR5O ro emergency planning & 
preparedness requ foments for nuclear power plant tool loading A initial fow power op- 
erations, 

GALLO.J.B. Affiliation Nol Assigned. 63FR10435 0i 1 13 68/06/22 Docket ng A Sorv- 
ices Branch. Ip. 45901:206-45981:206. 

8807010205 Comment supporting proposed rulo 10CFR50 re emoraoncy p'&r,n!ng A 
preparedness requirements lor nuclear powor plant fuol loading A initial low power op- 
erations. 

FIYYRVREN.s k. Affiliation Not Assigned. 53FR10435 0104 5. 00/06/22 Docketing & 
Services Branch. Ip. 45979:094-459/9.094. 

8807010207 Comment supporting proposod rule 10CFR50 re omorgoncy plarnmg A 
preparedness roquiromonls for nuclear power plant fuel loading A Initial low powor op- 
eralon9. 

SEflONEN.M.A. Affiliation Nol Assigned. 53FR 10436 OIO 77 86/00/22. Docketing A 
Services Branch. Ip. 45979.095 46979.095. 


preparednoss reqj remonts for nuclear power plant fuel loading A h.t-nl low power op 
eratons 

SHERIDEN.P. Affitialion Not Assigned 53FR10435 01 IR 66/06/22 Docket ng A 
Servicos Branch Ip. 4598 1205 *46961 205. 

8607010210 Corr.meni opposing proposod ru'o 1OCFR50 r© ©mergor.cy planning & pro 
parednoss requremonts for nuclear powor pianl IjoI loading A Initial low power 
pporal.ons Proposed ru!o developed w/only ulil irtorosl in mind 
BEAROSLEY.H. AtMialon Not Assigned 53FR16435 00007. OB/O6/O0 CHILK.S J 
Office of tho Socrotary of Iho Comm sslon. ip. 45981 204 45981 204 

6007010211 Comment opposing proposod rule 10CFR50 ro emergency planning A pre- 
paredness requirement for nuclear power plam fuol loading A ini al low power ope f - 
a Lions 

PlCARD.TM. AMhatlon Not Aasgned. 63FR16435 00757 00/06/00. CH.LK.SJ 

07f.ee of tho Secretary of tho Commission. Ip. 4 5 97S 037- 4 5070:007. 

8007010212 Comment supporting proposed rulo 10CFR50 re omorgoncy planning A 
preparedness roquroments for nuclear power p'enl fuel loadr.g A int-ai low power op 
oral ons 

MCCUMBER J T Affitabon Nol Assigned 63FR16435 01042. 80/06/22 Docketing A 
Services Branch ip. 45979 096-46979.096 

0807010214 Commoni support ng proposed rule 10CFR50 ro emergency planning ft 
preparedness requirements for nuclear powor plant fuel loading A mil -a' tow power cp- 
orations 

• Affiliation Not Assigned. 53FR.16435 01116. 0B/OB/22. Docket ng ft Services 
Branch Ip. 459B1 203-45981 203 

B0O7O1O2 16 Corrmont supporting proposed rulo 10CFR50 rn omorgoncy planning A 
preparednoss requirements lor nuclear power p'ani fuel toadrg 6 heal low powo' op- 
erations 

SCHMIDT J. AH liation Not Assigned. 63FR 16435 01030. 08/06/22. Oockol ng A 
Services Branch Ip 45979 097-459 79 097. 

8007010217 Comment support ng proposod rule 10CFR60 10 emorgoncy pienn rg A 
preparedness requ remonts for nucloor powor plant fuol loading A imlal low power op 
oral ons 

Of. SON ,0 J. Affiliation Nol Assigned 53FFNS435 039 f I. Q0SO6/22 Dcckofrnn & Sarv 
ices Branch Ip 45079:1 16 45979 110. 

8007010218 Comment supporting proposod rulo 10CFR50 ra orr-o.-gency p'anr.ng A 
preparedness roquiromonls for nccloar power plant fuol loading A Intial low power op 
oralions 

DONOVAN.J L. Affel atlon Nol Ass gnod. 63FR16435 00047. 00/00/07. Docketing 8 
So rv. cos Branch Ip 46934.321-45904 321 - 

8807010219 Comment aupportirg proposed rule 10CFH50 ro omorponcy piann r.g A 
proper edness requirements (or nuclear power plant fuol loading A init.al fow powor op 
oralions 

SWEENEY. J.P. AH liaison Nol Aas gnod. 63FRI0435 01039. 00/06/22 Dockot-r.g A 
Sorvlcos Branch. Ip. 4 5970:090-45979:093. 

8807019220 Comment support ng proposed ruto 10CFR50 r© omorgoncy plane ng A 
preparedness reqj romonts lor nucloor power plant fuol loading A Ln Lai low power cp- 
orations 

• Affiliation Nol Asslgnod. BGFfl 16436 01063 03/00/22 Docketing A Servicos 
Oranch. Ip. 45970.099 4S979099. 

8007010221 Comment supporting proposed rule 10CFR00 ro emergency planning A 
preparednoss roquiromonls for nucloor power p'anl fuol loading A Initial fow power op- 
era f/orts 

GELLINEAU.K, Afl+aUon Not Asslgnod 63FR16435 Oil IB. B0/O6/22 Dockutlng A 
Services Branch. Ip. 45901.201-45981:201. 

0807010223 Comment oppo 9 -ng proposed rulo 10CFR50 ro omergoncy planning A pro 
parednoss roquiromonls for nuc’oar powor plant luol loading A initial low power 
operations Proposed rula developed w/on!y util Intorost In mind 
1. ARSEN, L. Affiliation Not Asslgnod &3FR 10436 OOBO0. &8/0G/06. CHUK.SJ Office 
Of tho Secreiary of the Commission Ip 45981:200*45061:200. 

8007010224 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning A pro- 
per odnos9 requirements for nuclear power plant fuel loading A initial low pov/or oper- 
al ons. 

COLE.L.. COLE.C. Affiliation Not Ass'gnod 53FR16435 0075& 80/C6/0& CHILK.S J. 
Cfl co of tho Secreiary ol the Comm' sslon ip. 45979.006-45979.000 

0307010225 Comment opposing proposed rule 10CFR50 ro omorgoncy pfann ng A pre- 
paredness requirements for nuclear powor plant fuol loading A in, Hal low powor 
operations Proposed ru’o developed w/onjy util interests in mnJ 
CLARK.N.C. Alflual on Not Asslgnod, 63FR1&435 00U17. 00/06/06 CHUK.S J Office 
of tho Secretary of ihe Commlss on ip 45004:317-45984:317. 

6007010226 Comment supporting proposod rule 10CFR50 ro emergency p’onn.ng A 
preparedness requirements for nuclear power plant fuol toadlng & in tial low powor cp- 
oral Lons. 

• Aft li&tton Nol Asslgnod 53FR16435 01038. 08/06/22 Docketing A Sorv.ces 
Branch. Ip 45979 014-45979.014. 

3807010220 Comment supporting proposed ru'a 10CFR6O re omorgoncy pfannng & 
preparedness roquiromonls for nuclear power plant fuel loading A initial fow powor op- 
erations. 

YANG ,J. Afi.l ailon Not Assigned 53FB16435 01117. 00/06/22. Oockotmg A Services 
Branch- Ip. 46981:199-46901:199 

8807010229 Comment supporting proposed rulo 10CFR6D ro umarqency p'ennng A 
preparedness requirements for nuclear powor plant luol loading & initial low powor cp 
orations. 

BEARD.T.N. Aff, Nation Nol Assigned. 63FR10435 00012. 86/06/22. Docketing A 
Servicos Branch ip. 45979 117-45979:1 17. 


SBlJrOlOZUl LrOfnmort opposing P'opcsen ru e i^rnay rt> emyryunuy o 

pa redress requirements for luc'c^r po*er plant fuel loading & initial low power ope*- 
a rons ^ „ _ 

• Aff nation Not Ass fined. 53FR 18435 00759 68 /06/C 6 CHlLK.S J. 0tf.ee of tho Sec- 
retary of the Co rr.mssion Ip 45979.005-45979:005 

8807010232 Comment supporting p.'cpcsed ru!o 10CFR50 re emergency plannlrg 8 
preparedness roqu foments for nuclear power plar.t fuel load ng S lm*al lo-v power op- 
erations 

SHIFER.B.C. Atf. 'ration Not Assigned 53FRt6435 Ot 1 18 68706/22. DocVqI ng & 
Services Branch. Ip. 4598V. 197 45981 197. 

0807010233 Comment opposing proposed ru'o tOCFRSO ro emergency piann ng 8 pre- 
paredness requirements for njc:<?a/ power plant fuel loading & ini a' low power oper- 
ations 

• Aifi'iai on Noi Assigned. 53FR 16435 00043 08/C6/O5. CHlLK.S J Office of ihe Sec- 
retary of the Commission tp. 45984 320-45984:320 

8807010234 Comment supporting proposed ru’o 10CFRE0 re OTergor.cy p'anrlng & 
preparedness req j rorrents ler nuclear power plant fjol loading & n tial fow power op- 
erations. 

WHIPPLE. S L. Aff.l a: on Not Assigned. 53FR16435 01092 68/06/22 Dockeling & 
Services Branch tp. 45979.016 45970.016 

6007010236 Comment opposing proposed ru’o 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plani fuel loadng & in.tial low power 
operatic ns Proposed rule developed w/orly ui I Interest In m nd 
FENNESSY.S, FENNESSY.T AIN! atlon Not Assigned. 53FR16435 OO0C9 88/06/06. 
CHlLK.S J. OMrce o' the Secretary of Ihe Comm ss-on Ip 45901:198 45901:190 


preparedness requirements lor nucleer power plant luei load ng 8 ;n tie' low op- 
era t ons. 

COPELAND. J A AIM atlon Not Assigned. 63FR 16435 01025. 06/C6/22. Docking 8 
Services Branch. Ip 45979 020-45979.020. 

6007010264 Comment supporting proposed ru’o 10CFR50 re ©rno'gor.cy plawr-c A 
preparedness requirements for nuclear power plant fuel load ng 8 m-iia' low pcwor’ip- 
orations. 

PHILLEY.GH. Affiliation Not Assigned 53FR 16435 01095. 60/06/2? Ccc»etrc A 
Services Branch Ip 45979 021*45970:021. 

6007010266 Comment opposing proposod rule 10CFH50 re emergency pia-r .>g 4 ;«<» 
pared ness requirements for nuclear power plant fuel loading 8 iriifo. “ow powc. oper- 
ations 

SHEEHAN.A V. Affi'lalion Not Assigned 53FR16435 00761. 00/06/06. O L< S J 
Office ol the Secretary ol the Commission, ip 45089:230 45909- 230 

6007010260 Comment supporting proposed rule 10CFR5D re o.-norpoicy plarr\gA 
preparedness roqulremenls for nuclear power plant fuel loading 8 ir ii al ‘cw po*c-r op 
orations 

BAMFORD.W S. Affiliat-on Not Assigned 53FRV6435 0391 5. 0Q/C6/20. Deleting A 
Services Stanch. Ip. 4 597 9. 12 0-4 597 9. 120. 

6007010267 Comment opposing proposed rule V0CFR50 ro omorgor.cy c'eno.-gA pre- 
paredness roqu-remonts lor nucloar power plant fuel loadng & Initial lew pto-ir 
operations Proposed ru'o developed w/on’y ulil interost in mind 
DERBYSHIflE.L A Aff.lat.on Not Assigned. S3FR 16435 0081 1. 06/08/08. CIKKS J 
Office of tho Secretary of ihe Commission. Vp. 45981-1 1 1-45901:1 >1 


8807010237 Comment supporting proposed ru‘e 1CCFR50 ro emergency planning & 
preparedness requirements for nuclear power p'anl fuel loedmg & lnma‘ low power op- 
erations 

MORELLO.G. Affi ration Not Assigned 53FR16435 01036 08/06/22 Docketing a 
Serv cos Branch tp 45979 01 7-46979 017. 


6007010268 Comment supporting proposod rule 1OCFR50 re omorgency p'an-ng A 
preparedness roquiromonts for nucloar power plant fuol loading & initial low pow op 
orations 

HESAM.H.T. Affiliation Not Assigned 53FR 18435 01059. 80/C6/22 Ikc-otrg A 
Services 8ranch. Ip. 45979.022-45979 022 


8807010238 Commenl supporting proposed ru'o 10CFR5O re emergency planning a 
preparedness requirements for nuclear powo r plant fuel loading & imlia' low power op 
c radons 

SAMMARO.H.D Alfi'iaiion Not Assured 53FR16435 01119 88/06/22 Oockeh/’g a 
Services Branch. tp. 45901 196 4598V 196. 

8807010239 Commonl opposing proposed ruio 10CFR50 re emergency piann ng & pro- 
paredness require mem a for rudea' power plant fuel loading A Inltal low power 
opera! ons Evacuation in event of emergency impossib'e due to Iralfic conge si on 
WARSH.S. Affiliation Not Assgned. 53FR1Q435 00816. 88/00/06. CHILK,SJ Olfico 
of the Secretary of tho Com miss Oh Ip 45989 232-45989 232 


8807010269 Commonl supportng proposod rule 10CFR50 ro omorgency parrv; A 
preparedness roquiromonts (or nuclear powor plant fuol load ng 8 n lie 1 low op- 
erations 

DIQlONE.S Affiliation Not Assigned. 53FR 16435 0102 2 88/06/22 Dc:ko:mg A S.rv- 
tees Branch tp. 45979 023-45979.023. 

8807010260 Comment supporting proposod ru'o 10CFR50 ro omargoncy pirr.^ A 
preparedness requirements lor nucloar powor plant fuol load ng 8 in, ha' low pc*u x- 
orations. 

MULUNS.L.E. Affiliation Not Assigned 53FR16435 01122- GQ/C6/22 Rocket A 
Services Branch, tp. 45901193-45901:193. 


6807010240 Common! opposing proposed ru'o 10CFR50 re omorgoncy plane ng 3 pre- 
paredness require monts lor nucloe' power p'anl fuel loading A initial low power oper- 
ations 

SCHOENE.MG. Affiliation Not Assigned 53FRt6435 00760 8B/06/06. CHlLK.S J. 
Office of the Secretary of tho Comrrias on Ip 45994:063 45904 063 


8807010261 Comment supporting proposed rule 10CFR50 ro emergency p'amr-g A 
preparedness requrementa for nuclear power plant fuel load-ng 8 I" uni low power op* 
©rations 

LEGENDRE, A.L. Affiliation Noi Asslgnod 53FR 16435 00916. 88/06/22 D;>c»0' lg A 
Services Branch. Ip 45979. 12 1 -45079 121. 


8807010241 Comment supporting proposed rule 10CFR50 ro emergency p'am ng 8 
preparedness requirements for nucloar power plani fuel load ng & in.tial low powor op 
eralions 

DREW.M-D. AM haiion Not Ass'gned 63FR16435 00913. 80/06/22 DocKe’ing & Serv- 
ices Branch. Ip. 45979 1 19-46979.1 19 


8807010263 Comment supporting proposed rule I0CFR50 ro emergency ptevif-g A 
preparedness requirements for nucloar powor plant fuol loading & ir.hial low pe*:r op- 
orations. 

LANCE.J.J. Alhliellon Not Assigned 63FR16435 01123. 89/06/22. Oocko:.ng A S«v 
ices Branch, Ip. 45981.192-45981:192. 


8807010242 Comment supporting proposed rule 10CFR50 re omeraoncy p'anr'ng 8 
preparedness requirements lor nuclear power plant fuel load ng & in.tial low powor op- 
erations 

GLOWACKY.T W. Alfiiatlon Not Assigned 53FR 18435 01031 08/06/22, Docketing 8 
Services Branch. Ip. 45070:010-45979 OIB. 


8607010264 Comment supporting proposed rulo 10CFR50 ro omornorc-y p&wg A 
preparedness requirements for nucloar powor plant fuel loadng & initial lowpewc- op- 
erations 

4 Affi'lalion Not Assigned 53FRV6435 01010. 88/06/22 Dockol rg 8 Serves 
Branch. Ip. 45979.024-45979.024. 


8907010243 Comment supporting proposed rule 10CFR50 re emergoncy panning 8 
preparedness requirements for nucloar power plant fuol loading A in hai low powor op- 
erations. 

SCOTT.M.W. Alfilahon Not Assigned 63FR16435 01120 88/06/22, Docketing & 
Services Branch. 1 p. 4 598 1 : 1 fi 5 -4698 1:195. 

8807010246 Comment opposing proposod rulo 10CFR50 re emergency piann ng 8 pre- 
paredness requ'romems for nuclear power plani fuel loading 8 initial low power 
operat ons Proposed rule developod w/or.ly ut-l Interests In rmnd 
* A ff nation Not Assigned. 53FRI8435 00019. 00/05/21. CHlLK.S J. Office ol the Sec- 
retary of the Commission. Ip. 45089:231-45969 231. 

8807010246 Comment opposing proposed rulo tOCFRSO ro emergency piann ng & pro- 
parednoss requirements for nuclear power plant fuel loading 8 rnmal low powor 
oper a r ons Proposed rule developed w/on!y util interest in mind 
0IUINGTON.S.T. Affiliation Not Assigned 53FR10435 00010 86/06/06. CHILK.S.J. 
Office ol the Secretary of ihe Commission, ip. 45901:110-46901:110. 

8807010247 Commenl supporting proposod rule tOCFRSO re emergency planning 8 
preparedness requirements for nuclear power plant fuel loading A initial low powor op- 
erations 

FEIGENBAUM.J. Affil ahon Not Assigned 53FR16435 00914. G8/06/22 Docketing 8 
Services Branch Ip. <45979.1 18 45979 118 

8807010248 Comment supporting proposed ru’e 10CFR50 re emergency piann ng 8 
preparedness requirements for nue’ear power plant fuel loading A fn.tial low powor op- 
erations 

PALUILIS.A l. Affiliation Not Assigned 53FR16435 01020. 00/06/22. Docketing 8 
Services Branch. Ip. 45979.019 45979 019 

8807010249 Comment supporting proposed rule 10CFR60 re emergoncy planning 8 
preparedness requ.remonls for njdear powor plant luel loadmq & Initial low power op 
eralons. 

ROUDENKO.A.V. Affifieton Not Ass gned. 53FR 10435 0(121. 88/06/22 pocketing 8 
Services Branch. 1 p. 459 8 1 : 1 94-4598 \ : V94 


8807010265 Comment opposing proposed rule V0CFR5O re omeraoncy plane & pre- 
paredness requirements for nucloar power plant fuol loading & fn'tiol low powaroper 
ations. 

DEWITT.C.J. Affiliation Not Assigned 53FR16435 00850. 08/06/06. CHlLK.S J O' 
ol the Secretary Of Ihe Commission. Ip. 46989:229-45909 229 

8607010266 Comment supporting proposed rule 10CFR50 ro emergoncy plain-ng A 
preparedness requirements for nuclear power plant fuol loading & iruiot lew pewer op- 
erations 

* Affiliation Not Assigned. 53FR 16435 01056. 88/06/22. Dockeiing 8 Sonyas 
Branch Ip. 45979.025 45979 026 

6807010267 Comment opposing proposed rule 10CFR50 ro omorgoncy planr.ng A pre- 
paredness requirements for nuclear power plant fuef loading 8 In l-e' ‘ov. pew« 
opera tiona.Proposed rule developed w/onty ulil Infer eats In mind 
DALEY.M.M. Aff< Nation Not Assigned 53FR 16435 00812. 00/06/06. CHlLK.S J CIk© 
of the Secretary of the Commission, tp. 45981:191-45001:191. 

8807010269 Comment supporting proposed rule 10CFR50 re omorgoncy planrng A 
preparedness requirements for nuclear powor plant fuel loadi'ifl & m-t-ol low po^er op- 
oraf-on9 

MOODY.J.H. Affiliation Not Assigned. 63FR16436 00917. 00/06/22. Docko'^ 8 
Services Branch. 2pp. 45979:122-45979:123. 

8607010270 Comment opposing proposed rule 10CFR50 re emergency p'anr.ng A pre- 
paredness requirements lor nuclear power plant fuel loading & In.hol low powe'of** 
eVons. 

2APPALA.A J. Affiliation Not Assigned 53FR 16435 00762. 60/06/CB Cf llK.S J 
Office of the Secretary of the Commission, ip. 45989:220-45909:228. 

6607010272 Comment supporting proposed rule 10CFR50 ro omorgoncy pfaev-^ A 
preparedness requirements for nuclear powor plant fuel loading & initial low power op- 
erations. 

GRAFTON, S.P. Affiliation Not Assigned. 53FR16435 01016. 88/06/22. GocVe^ A 
Services Branch. Ip. 45979.026-45979.020. 


0607010273 Comment suppo/iing proposed rule ICCFHSO r© eme.'genty p anning 8 
p'upaiodness roquiremenis for nuclear power plant tool Icadng 8 nt<a‘ lew power cp 
4-ahcn, 

JACKSON.KA Atfilaton Not Assured 53FR 16435 01124. 86/C6/22 DOGKOlirg 8 
Services Branch Ip 45981.190 45081 190 

8897010275 Comment opposing proposed rule 10CFR50 ra orr.ergoecy p'anHnQ & pro 
parodross retirements for nuclnar power plani k.e‘ foaurg A f~ilial icvv power 
operation* Proposod rulo developed w/or.ly u1/ interests in rn.nd 
SHERMAN.M J Arfiliat on Not Assigned 53FR 16435 G0B20 00/06/00. CHILK.S j 
Q'bco of we Secretary oi tho CommiHS'on ip 45939:227-45939.22? 

8807010276 Commonl supporting proposed rulo 1CCFH50 re emergency plar.nng 8 
preparedness requ romonls for nuclear power plant fuel loading A I'-ihal low power op- 
erations 

ROBCHAUD.JD Alfl-aion Not Assigned 53FR 16435 01013. 66/05/22. Docketing & 
Senses B'anch Ip 450/9.136 45979 136 

8B07010277 Commenl opposing proposed ruJ© 1DCFH50 ro OmofQoncy pinning & pro 
paradnoss roqijiromonts for nuclear power plant fuol loading 8 intal low power 
operdlicns Proposod rule dovelrpod w/o.i'y ul<> inieresi m m nd 
FRYBFRG.TB Affnal.on Noi Assigned 53FR16435 00013 88/06/05 CHILKSJ. 
O'lico of the Secretary of the Comm ss on ip 45961:108 45931 106. 

6807010270 Commenl supporting proposed rulo 10CFR5U re emergency p ainrg 8 
preparedness requirements for nuclear power plani fuol loading & initial low power op- 
era tic ns 

NFAUl.T.P Affl-alicn Noi Assigned. 53FniQ435 00918 68/03/22 Dockot ng & Serv 
icos Branch Ip. 45979. 124-45979 124 

0807010279 Commenl opposing proposed rule 1CCFR50 to emergency plain fig & pro 
parednoss requrorronts for nuclear power p'anl too' 'oad ng 8 ml ol low power 
oporat-ons Proposod rule dovelopod w/on y gin interests in m nd 
’ AIM alien Not Assgriod. 53FR1C435 03021 80/06/06 CHILK.S ,J Office of Iho Sec* 
reto'V el iho Co.mm 9£icn ip 45909 22b 45909 226 

6907010289 Comment supporting proposod rule 10CFR5O re omorgoncy p'annmg 8 
preparednoss roqulmmonis for nuclear power p'anl fuel loaning 8 i r .itial low power cp 
erahens 

f-RANCOlS.M P Affiiai on Noi Assigned 53Fni643S 01010 88/06/22 Dockothg & 
Scrv.cos Branch ip 45979 137.459/9 137 

08070 10261 Comment supporting proposod rule 10CFH60 re omorgoncy p'am.r.g 8 
preparedness roquremonts lor nuclca' power plant fuol lOQd ng & into! row power op 
era t. ons 

ALLISON.M.M Alf.iallon Noi Ass-nnod. 53FR 16435 01125 89/06/22 Cockomg A 
Sorvicos Branch Ip 459811O7-450011O7 

8007010202 Comment opposing proposod rule 1OCFR60 ro omorgoncy p'an'vng 8 pro 
parod‘.es9 requromorus tor nuclear power plant fuel load rig A inllial low power 
operations Proposed rulo developed w/oriy uti interest in rr.md 
GLMLETfE.A, GUfLlETTE.I Affiinhon Not A9Signoo 53FRitj435 00614 0O/C6/O6 
CM.LKSJ OffiCO Ol Iho Secretary of Iho Commies on ip 45081 100 4598 1 : 109 

8807010263 Commont opposing proposed rulo 10CFR5O ro omorgoncy plann ng 8 pro 
parodness roquremonts for ruclear powor plant fuol load ng & in hat low power opo'- 
ahons 

WHEClER BEAN.O Af fit alien Not Ass:gncd 53FH 16436 00763. 00 / 06/06 

CHILK.S J. Of Leo of the Secretary of Iho Comm-ssion Ip 45089 225 45939 225 

8607010264 Commonl oppos'ng proposed rule I0CFR50 ru omorgoncy plfliv-ng & pro 
pa red nos a roquromenls for nuclear powor plant fuol load no 8 imnal low power 
operat or Proposed rulo dovoiopcd w/or.ly uhl mtorosts In mind 
SANDORN.G. Afhl'flLon Not Assigned &3FR 10435 00822 08/06/06 CHILK.S J 
Ofi:co oJ ihe Secretary uf iho Comm ss on tp 45989 224*45009 224. 

8807010285 Commont supporlng proposed rulo 1CCFF15Q ro omorgoncy p'anmrg 8 
preparedness requirements for nuclear power p/ant tool foadng & in.tiflf tow povner cp 
orauch9. 

* Affiliat.cn Noi Asslgnod 53FR16435 03919 00/05/21. OocKolirg & SorviCOS 
Branch Ip 45979 013-45979 013. 

8807010266 Commont opposing proposed rulo 10CFR50 re crremoncy plonrlng A pre- 
paredness requ foments for nuclear powor plant fuol loading A Initial low powor oper- 
ations 

MARS TON. W.. flREJSETH.S, ALLEN.K.D. Altmion Not Assigned 5 3FFH5435 
00851. 00/06/13 CHILK Off.co ot iho Socroiary of tho Commission, ip 45969.223 
45989:223 

6807010287 Commonl supporting proposed rule 10CFR50 ro erremercy plar.n’ng 8 
preparedness roquromono (or nucloar power plant fuol loading & initial low power op 
orations. 

Jl/RLRu.G Affiliation Noi Assigned. 53FR 16435 01007. 00/06/22. Dockotir.g & Serv- 
ices Branch, ip 45079.027-45979.927 

8807010206 Comment supporting proposod rule 10CF-R50 ro emergency planning A 
preparedness requirements fer nucloar powor plant luol foading & Initial low power op 
eratons. 

GAR ROW ,C Affiliation Not A&S’gnod. 53FR16435 01126 C8/06/22. Dockolhg A 
Services Branch. Ip 45901:109-45981 1 89 

8B07O1O29O Commonl supporting proposed ru'o 10CFF150 re emergency planning 8 
preparedness requ romonls (or nuclear powor pfanl fuel load ng A m.vai low power op 
orations. 

GAUDETTE.M M. Affiliation Noi A99lgned 53FR16435 01127. 66/06/22. Docketing 8 
Services Branch, ip. 4598l:l06-459Bl:i06 

8807010291 Commont supporting proposod rule 10CFR5O re emergency plann ng 8 
preparedness requirements for nucloar powor plant fuol foacfmg A miiiai low po*er op- 
era! ons 

' Affiliation Noi Assigned 53FR 16435 01004. 0O/O6/22 Dockeing S Son/icoa 
Branch. Ip. 45079.020 45970.028 

6607010292 Commonl supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nuclear powor p'am fuel load-ng 8 initial low powor op 
orations. 

SEMINEKO.GP. Affilatlon Noi Assigned. 53FR 16435 00920. 88/06/22 Docketing 8 
Services Branch, ip. 45979 125-45979.126. 


00O7O1O2B3 Ccmmer.i epposng proposed rJo 10CFR5O ro emo/goncy rlam.ng 8 pro 
oarednnss requ romonls for nucloa' power plant fuel load ng & initial low pewe' 
opera frens PrCpcsoo fufo dove'opod w/O'-fy f ir.'erest lo m'no 
OHARA.M , CHARA.F . CHARA.S Aftlatipn Noi Ass gned 53FR16435 0C815 68/ 
06/C6 CHILK.S J. Cflico Of "“a Secroia'y o' tho Ccn miss on Ip 4 5961105 
45981:105. 

6007010294 Comment cippos ng proposed rule 10-CFR5O ro omorcercy plann ng 8 pro- 
paredness reqjro'nenis for nucear f;owar plant tue‘ loading & initial low power epor- 
atiane 

BALL M J., LAnsONWG Affilat.on Not Assured 53Fn>6435 037G4. 00/06/06 
CHILK.S J Olfiv.e of the Secretory ol ihu Commission, ip 45009 222 46989:222 

6007010295 Commont oppesmg proposed rule 10CFR50 ro omergency p'anning & pra 
paredness roqurononts fci nucloar powo- ploni fuel loading & initial low power 
cpuralicns.Proposed ru“e dDvcl.>pod w/only uti. inler09ls .n mnq. 

LANGLOIS.SJ Affiift1.on No* Atoned £3FRlG435 00823 60/06/06 CHILK.S J 
Olt ce of tho Secretary ol n.e Cor.m> 3 sion ip 4 5909:22 1 -45969 2? 1 

6007010296 Comment suppciti^g proposed ru‘0 10CFR50 re enioryoncy p'ar.r.ing & 
prepared“ess requromenis lor nuclear power plant fuel loading 8 1n‘al low pewor op- 
oraiions 

HANSEN, D A AM I alien Noi Assgred 53FR 10435 0112B 83/C0/22 Docketing & 
Services B*anc u . Ip 4 5901 104 45981. 104 

8007010297 Ccm-ronl suppodmg prcpnsorJ ru'n I0CFR5O ro emergency plann rg & 
preparedness roQuiromnnis for n jjloar power plani fuol loacng A in tial low power op- 
erations 

GOLDSTE N,DW Afl.llaiion Ncl AsSicrio:! 53FR16435 00921 69/06/22 Dockeing & 
Services Branch Ip 45970 126 459/9:126 

8807010290 Commonl Supporlng proposed rule 10CFR50 re emergency planning & 
propared-obS requ romonts ic» nucear pnwo» p ant fuol loading A Huai low powe* op* 
oralions. 

WHITE. B J. Adlirti on Noi Assigned. 53FR 16436 OlCOI 00/06/22 Dockeli-'g 8 Serv- 
ices 9 ranch Ip. 45979 029 45970 029 

0007010299 Comment opposing proposed rulo 10CFR50 ro omo/gency piann’ng & pro- 
porodnoss roq.iromnnis ‘o* u.ic“oar power plant fuol loaning & -nltial low power 
operations Propc&ert rule dovolcpod v//or*ly titr intoresls in m nd 
CLEMENCE.F’P AHJjatcn Noi Ass-gnpd. 53FR16435 03024. 0S/O5/O6. CHJLK.Sj. 
Office of Iho Sec'etory cf Iho ComTisslon Ip 46009 220 4 5989 220 

8807010300 Comrruni supporting proposed ruin 1CCFR50 ro omoroency planting A 
p'oparodn-uss rcq^iromenls for n u ciear powor plani fuel ioadmg & initial low power op- 
erations 

BROWN.LL. Alliiaion Nut Assigned. 53FRt6435 0H29 00/05/22. Dockeing & 
Services Branch ip 4598 H 03 45001 103 

0007010302 Comment oppos ng P'oposed rue 10CFR50 ro omurgcncy planning 8 pro 
parudr.oss roqt«romonts fer nuclear nower plum fuol ^oadrg 8 initial low power 
operations Proposed m u dovolopoo w/on*y i#t I idorosl In rr.ind 
O'CONNELL S N. Aff.lul.On Noi Ass.grod 5DFRie435 CC01O 86/C6/06 CHILK.S J 
Office of lf:o Secroimy of the Commlsson Ip 45981.102 45901 102 

8807010303 Co.Tmom opposing propnsnd rule 1CCFR50 ro emergency plann ng A pre- 
pa-odnoss req-j romonls for mr 'ear powor plant fuol loading & in.ilal low power 
cporotio^s Proposod rulo dovolcpcri w/orly uti' mlorosto In mind 
SHEPAMD.SF Affletion Net Assigned 53FR 16435 00825 eQ/05/21 CHILK.S J. 
OtLco of iho Socroioiy ct iho Commission H> 46909.2 1 0-45Ofl9:2lO 

C6070 10304 Commonl suppo'lmg proposed ru'n l0Cf : n50 ro omorgoncy plarr.ng & 
proparodnoas roqutromonls fer n-jcloar power plani fuol loading & mliol low powor op 
era floes 

HARPSTER.TL Affi'iaiion Noi Assigned 53FR16435 00922 68/06/22. Dockollng & 
Servlcos Branch, ip 45961:101*46981.101. 

6807010305 Garment opposirg p-oposod ru'o 10CFR50 ro omorgoncy planning & pro 
parndnoss reqjremonls fer nucloar power plant fuol load ng & -nitiQi low power oper- 
ations 

GRIFFIN, B C Affi'iaiion Noi Assigned S3FR16435 00765. 00/08/06 CHILK.S.J. 
ON:co of the Socrofary cf (ho Commission fp. 45000 216*45969 218 

8007010307 CcrnT.ent oppos ng preposed rule 1CCFR50 ro ame*ger.cy planning & pro 
pa redness roquremonls for nucloar power p'am fuel loading & initial low power 
operations. Proposod rulo Uovolopud w/only uhl ntorosl In rrl.nd 
• Affi’iaiion Not Ass gnod 53FR 16435 00827 Q0/CO/O6 CHILK.S J. Office of the Sec- 
retary of tho Commission tp. 46984 331 *46994 331 . 

0CO7O1O3OS Commonl opposing proposed ru'o 10CFR50 ro emergency planning 8 pro- 
pa'edness requirements for nucloar power plant fuol loading & Initial low powor 
operations Proposod ru'a dovelopod w/on!y util liie/osts In mintT 
ABUSAMRA.L. ABUSAMRA.D. AU.IotiOn Not Assigned. 53FR164 3 5 00023. 88/06/ 
06 CHILK.S J Cfhco of iho Secretary of the Commission, tp 45084. 330-45984:330. 

8007010309 Common! supposing proposed rule 10CFR50 re emergency planing & 
pr&pafodnoss rcqcl'ornanls for nvcloar powor p’em h/ol toading & initial tow power op- 
erations 

PILLSBURY.N A Affillanon Net Assigned. 53FR 16435 00923 68/06/22. OoCketlng & 
Servlcos Branch ip 4500V 100 45901. 1 00 

8607010310 Commont opposng proposed rule J0CFR6O ro omorgoncy planning & pre- 
pa' odness requirements for nuclear powor plant fuel loading & in t>al low power oper- 
ations 

SAYRE, A Affi, a non Not Assigned 53FR 16435 00760 08/06/06. CHILK.S J. Office o I 
Iho Socroiary of the Commiss'on ip 46904:329-45904:329 

8607010312 Commont opposing proposed rule 10CFR50 ro leak bofore break (LBO) 
technology Requests noi to extend LBB lochr.ology & to rotract present LOB use be 
caueo LB3 falod to predict p pe ruplu»os 

LEWIS. M.l. Lewis, M. 53Frtl13it C0003. 6B/0//O1. OJf-CO of iho Socroiary of the 
Comm.&ston. 4pp 45Q93 264*45093 267. 


8007010313 Cor^T-oM support ng proposed ru'e 10CFR5Q to emergency plarning & 
preparedness /equrernonis fo* rLcloar powa' plani fuel load ng & iniiiaiiow power op* 
oral ons. 

CCNTI.K Atfuation Not Assigned. S3FR16435 01130. 80/00/22. Dockoling & Serv* 
Ices Branch Ip 45901080 45961008. 

6807010314 Com.ve-1 supporting proposed ru'e 10CFR50 ro emergency p'flm ny & 
preparedness reqj rerr.or.ls for nue'ea.' power plant fuel load.ng & initial low power op- 
erations. 

MACDONALD J A Ahligtion Not Assigned 53FR10435 00924. 88/06/22. Docketing 
A Serv ces B'flrtCh ip 45961 099 45901 GOD. 

8807010315 Commonl opposing proposed nj‘e 10CFR50 re emergency plane ng A pre- 
paredness requirements tor r.uclear power planl fuel loading & Inital low power 
op oral ons. Proposod rule riovo’oped w/only ot I hteresi in rnmd 
GRAY.R Al'i ration Not Ass gned 53FR1613S OC820 B8/06/06 CHILK.S J OlfiCO of 
Iho Sor.re’ary of tha Corrm ss on. Ip 45904.328 45904 328 

88-07010316 Comment supporting proposed rule 1QCFR50 ro emergency p'anrvng & 
preparedness requi'ome-nis for nuclear power plant fjei loading A in-* a' low power op- 
cra’-ons 

BOYLE.R F. Alfilidtion Not Assigned. S3FR16436 01 131 0S/O6/22. Dockol ng & Serv- 
i cos E ranc^ Ip 45981087.45581 087. 

8807010317 Comment opposng proposed rule 1OCFR50 re emergency planning & pro- 
parodress rogjro*nonis lor nuclear power plant fuel load ng & intiai low power oper- 
atic ns 

DiUS'O.DA Alfnation Not Assigred. 53FR16435 00767 88/06/06- CHIlK.S J Ofhce 
ol the Secre’ary o* tho Commission ip 45984:327*45984 327 

8807010319 Comrrei‘1 support«rg proposed ru'd lOCFFlSO re emergency planning A 
preparedness reqjtorr.enis for nuclear power plant fuel ’oading A initial low power op- 
oral ions 

* Airial'on Not Asslgred 53FR16435 00925 00/06/21 Docket ng A Services 
Branch, ip 4598 1:098-45991 ;C9d 

6607010320 Cot moot supporting proposed fu'.e 10CFR50 te emergency planning A 
p’eparednoss reqjramems for nue'ear power p'am fuel loading A Ini. al low power op 
oral'or.s 

ELL-OTJ P Affixation Net Ass gned 53FR16435 OD920. 88/06/22 Docketing A Son/- 
ces B'anch Ip 45981.097*45981:097. 

6807010321 Common! supporting proposed rule 10CFR59 ro emergency plan.nng A 
preparedness requ foments for n-jelear power plant fuo 1 loading A initial low power op- 
erai ons 

DOYLE ,A E. Affiliation Not An-good. 53FR1C435 01132. 80/06/22 Docket.r.g A Serv- 
ices O-ar.ch ip 45984 326-45984:326 

B007 010322 Comrr.ertl opposing proposed njlo 10CFR50 re err.org on cry planning A pro 
parodness requromanb for micloar power plant fuel loading A mitral low powor opor- 
at ons. 

KUKF.NE.GA Alfi'iation Nol Assigned 53FniG435 0076B. 8B/O6/06 CHILK.S J 
Office ol the Secretary of tho Commission Ip. 459B4 332 46904 332 

8807010325 Comment supporting proposod ru'e 1OCFR50 re omo/gency plannng & 
pro.jaredross re-qu'i.'omgnls for nuclear power p'e.nt fuel load.ng A ln-tiel low power op 
oral ons 

HUBBARD, L A Affilalon Not Assgned 53FR16435 OOD27. B8/06/22 Docketing A 
Services Branch Ip 45981:096-45981:000 

08070 1D326 Comment opposing proposed rUo 1OCFR50 ro omergency piann'ng A pro- 
paiodnoss requlremont9 tor nuclear power p’anr fuel loading A initial low powor 
operations. Proposod rule dovolopod w'on'y uti‘ Interest n mind. 

BINGHAM, V S Af1lia».O.n Not Assignor! 53FR16435 00020 88/06/06 CH IK.S J 
Otlice of tho Secretary of the Commission ip. 45-984:334 -45984:334. 

080 70 10320 Comment supporting proposod rule 10CFR6O ro emergency planning A 
preparedness reqjronrents for nuclear power plant fuel load ng A inihal low power op 
orations 

JACOB SON, B A. AfU.afion Not Assigned. 53FR16435 00926 80/06/22. Docketing & 
Services Branch. Ip 45081:005-45901 095 

0807010329 Comment supporting proposed rule 10-CFR50 ro emorgoncy planning & 
preparednoss requirements for nuclear power p'anl fuel loading A Initial low powor op 
©rations 

* AfMiation Nol Ass gned 63FR16435 01133. BB/06/22. Docketing & Services 
Branch Ip 45904:335-45904 335. 

8007010332 Comment Rupportng proposed rulo 10CFR50 ro emergency plannng A 
preparedness requirements for nuclear power plar.l fuel load ng A initial fow power op- 
erai ons 

MCCARTIN.E. Alfi'iation Nol Assigned 63FR16435 00929 60/06/22. Docketing A 
So rvicos Branch. Ip 45981:094-45981.094. 

9807010333 Corrmenl supporting proposed rulo 10CFR50 ro emergency p’annlng A 
preparedness rcquYomonis for misfoar powor p'anl fuel loading A Initial low power op- 
erations 

TAYLOR J.T. Affixation Not As$'gned 53FR10435 01134. 80/00/22. Dockelng A 
Servicos Branch. Ip 45904:337 45994:337. 

8007010334 Comment supporting proposed rale lOCfREO ra emergency p'annlng A 
prepared ness requiromonls for nuclear powor plant fuel loading & initial low powor op- 
erations. 

* A ffii at ion Not Assgned. 53FR16435 01135. 0B/O6/22. Oocketfng A So/vices 
Branch Ip. 45904:339 4 5964; 339. 

8007010335 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements lor ruicloar power plant fuel loading A initial low power op- 
erations. 

BERTRAM, JE AflCiaUon Not Assigned. 53FR16435 00930. 8B/06/22. Dockel.ng A 
Services Branch. Ip 45901 093-45991:003. 

9007010336 Comment opposing proposed ru'e 10CFR50 ro emergency planning A pre- 
paredness requ-re.Tients for nuclear power p’anl fuel loading & mil of low power oper- 
ations. 

VAN DER HEIJDE- Aftilfation Not Assigned. 53FR 10435 00760 B8/06/10. Office of 
the Secretary of the Commission, ip 45984:340-45984:340. 


8807010337 Comment supporting proposed rulo 10CFR50 ro emergency p'awj A 
preparedness requirements lor rrjcloa* power plant luel loading A iniiallow pe*e of^ 
eralions 

* AM .hat on Not Ass gned 53FR 16435 01136 00/06/22 Dockotmg A Scr,=^s 
Branch Ip 45904:338*45964 33R 

8607010339 Comment supporting proposed ru’e 10CFH50 ro emergency pftnnr.j a 
preparedness requirements for r.ucloor powor plant fuel loading A initia' fowpe^rop* 
erat.ons. 

ROMER.R.W Affil.alion Nol Assigned. 53TR 10435 C0931. 80/06/22 A 

Services Branch Ip 4698T092-459B1 092 

$8070 10340 Commonl support ng proposed rule 10CFR50 ro emergency plft'Y^j A 
preparedness requ Yemenis fo f nuclear powor plant fuel toadng A inihai lew po*crcip 
orations 

PETERSON.W K. Affiliation Not Ass:gnod. 53FR16435 01137 88/06/22 Downing A 
Services Branch Ip 45904 336-45984:336 

$607010342 Comment oppos-ng proposed rule 10CFR50 ro omergency p»a-,ntng A pr<>. 
pa/odness requirements for r.uclear power plani fuel foaclmg & in : a 1 lew powe' epo^- 
ations 

BOWER.S.E Affihaiion Not Assigned 53FR 16435 00770. 88/06/0Q. CHILK.S J. OHko 
of the Secretary ot ihe CommiSS on Ip. 45984 333 45904 333 

8807010343 Comment opposng proposed rule 10CFR50 re emergency p a^nh q A 
paredness requirements for nucfea r power plant tuol loading & in tiai ’ow power 
ations 

SANBORN, I V Affiliation Not Aas-gned 53FR16435 00B30 B8/06/M CHI.X.S 
otfico of Iho Socrotary of Ihe Commission. 3pp 45904 323-45964 325 

880 70 10344 Ccmmenl supporting proposod ru‘o 10CFR50 ro omergency A 

preparedness requirements ler nuclear power p'anl fuel loading A Ir.fiial low powor op- 
eralions. 

PECK.SM Atfuat on Not Assigned 53FR16435 C0932 08/06/22 Dockollng A 5:r^ 
lc09 Branch Ip. 45901 091-45901.091 

6897Q10345 Comment support ng proposed rule 10CFR6Q re emet^ncy pip’d r -j A 
p/epared , 'as3 requ Yemenis (o' nucloar power plant fuol loadng A imi'a' low powtrop- 
orat-ons 

0‘HARA.TF Affiliation Nol Ass gned 53FR 16435 01136. BB/06/22 D<K-cti^ A 
Services Branch Ip 45979:030 45979.030. 

8897010348 Corr.moni support-ng proposed rulo 10CFR50 ro emergency p'a'mr^j A 
preparedness requirements for nuctear powor plant fuol load.ng & .mval 'ow po^crop 
orations 

ALBRIGHT, CL Affiliation Not Assgnod. 53FR16435 01130. 08/06/22. no^o'.tg A 
Servicos Branch Ip 45070 031-45979 031. 

BB070 10347 Commenl supporltrig proposed rulo lOCFnsO io ottiorooncy p*r*N r *® & 
preparodnoss roqulromems for nuclear powor plant fuol loading A in tml tow j>owcro^ 
orat on9. 

TRINGALI -GAGNE Afli iat-on Not Ass gned 53FR1 0435 00933 QB/00/22. Dotke:.^ 
& Servicos Branch Ip. 45081:090 45981.000 

8807010350 Commonl supporting proposod ru“o 10CFR50 ru omergurcy p‘a «r • j A 
preparodnoss requirements for ruclnar powor plant fuol loading & Initial lew f* 0 wcr <*> 
orations 

' Affiliation Nol Assigned 53FR16435 01140 OB/Ofi/22. Dockullnj & Soh^ei 
Branch Ip. 46079 032-45979 032 

8807010361 Comment opposing proposed rule 10CFR5D re omorgercy p'on.nl-' g A p'> 
parednoss requiromonta for nuclear power plant fuol loading & mlllal row powc: epe* 
ations 

PETRAS.A Alf.haiion Not Assigned 53FR16435 00771. 80/00/06 Cm.K SJ Olfcrc 
of tho Secretary ot the Commission Ip 45984 322*45084 322. 

0007010352 Comment supporting proposod rulo 10CFR50 re omergency p'anr^j A 
preparedness requirements for nuclear power plant fuel loading A -rniial low power op 
era: ons 

MCDAVITT.D.F. Affi'iatlon Not Ass gnod. 53FR 16435 01141. 08/00/22 Do Cko">g A 
Servicos Branch Ip, 45979 033-15079:033. 

6807010353 Commonl supporting proposod ru'o 10CFR60 re emergency pianr,>-j A 
preparedness requirements for nuclear power p’anl fuol loodlng A in fial 'ow pewer op- 
erations. 

BEAVER. D.C. Affiliation Nol Ass'gned 53FR16435 00934. 08/C6/2 2. Docket^ A 
Services Branch 2pp. 45981:085 45901 006 

6607010355 Commonl support ng proposed rule 10CFR50 re omorger.cy pfanr^ j A 
preparedness requirements for nuefoar powor plant fuel loadng A Inmal fow power op- 
erallons. 

DISTEFANO.J Alf.liatlon Not Assigned 53FR 10435 01142. 00/06/22 DoOuh'-s A 
Services Branch. Ip 45979:034 45979034. 

8B07010356 Comment oppos ng proposed rulo 1CCFR50 ro emergency planning A pre- 
paredness roqulremonis for nue'ear powor plant fuol loading A initial fow pewe' "pw 
ations 

JOHNSON.J Affiliation Nol Assigned. 53FR 10435 00773. 08/C6/06. CHsXSJ 
Office of the Secretary of the Commission, ip. 45984:343*45084 343 

8807010350 Comment suppodirg proposod rule 10CFR60 re omergency planing A 
preparedness requ Yemenis for nuclear power plant luel loading A in t:a1 low power op- 
erations. 

SALOMON, E.H. Affihaiion Nol Assigned 53FR 10435 01143. 88/00/22 Docket A 
Services Branch, ip. 45979.035-46979:035. 

B8070 10360 Comment supponmg proposed rulo 1OCFR50 ro emergency plar-S'vj A 
preparedness requirements for nue'ear powor plenl fuel loading A Initial low powar op- 
erations. 

ROBINSON ,J.G. Affiliation Not Assigned. 53FR16435 01144. 08/00/22 Dooke'.ng A 
Services Branch, ip 45901:084-45901:084. 

9807010361 Comment supporting proposod rulo 10CFR50 ro emergency pfano^ A 
preparedness requi'ements for nuclear powor plant fuol loading A initial low powar op- 
erations 

ARMS.J. AM hation Not Assigned. 53FR 16435 01145. B8/06/22. Dockolng A Server 
Branch. Ip. 45901:009-45901:089. 



83-07010362 Common! supposing proposed rule 10CFF150 ro emergency planning A 
preparedness requirements lo' nuclear power plant fuel loadng & initial low power 
o^cret ons Tho'o should bo oducaticnal & putii c reckons campagn tor rudoar 
pc->er. 

S r EEVES.G N All. .at on Not Assigned 53FR 16435 00833. 90/06/03. CHILKSJ 
Cll.ce of Iho Secretary ol Iho Ccmmssipn Ip 45984 342-45964 342 

8607010363 Comment opposing proposed rule 10CFR5O re emergency planning 8 pro 
pa'GdresS requirements fnr njdear power plant fuel loading A ln:t>al low power oper- 
ations 

PDLLARD.D A'Mi&licn Not Ass good. 53FR 16435 00772 00/06/06 CHILK.SJ Of’.CQ 
o 4 the SeC'Oiary ol 1 ho Comm.ss on Ip 45084 341-45004 341. 

6907010365 Comment suppoMirg proposed rule 10CFR50 ro emergency planring 8 
preparedness requ rerro-iis fo' nuclear power plant fuel loading A Irilial low power op 
eratcr.s. 

HARV/EY.RO Atf.'iaiicn Not Assigned 53FR16435 01146 00/06/22. Docketing & 
Serv ces Q'ar.ch Ip 45981.003 45981 C83 

8607010366 Common suppoimg proposed rule 10CFR50 re emergency plan.i.ng & 
p'Opa'eaness requ-rnmonls for nuclear power plant iudl load ng & >n t. a 1 low power op 
oral on s 

FERYOlA.D V. Affil a*ion Not Assigned 53FR 16435 0114 7 BQ/06/22 Dockotmg S 
Servicos Pranch Ip 4590 1 002-4590 1 002 

8807010367 Common opposing proposed ru‘o 10CFR50 re emorgoncy plemYng & pre- 
paredness rnqui'cments for nucloar power plant fuel loadng & initial fow power oper- 
ators 

UORFUSON.Q., MORRISON.G Affliation Not A69-gnod. 53FR 16435 00774. 80/06/06 
CHILK.S.J Oflico of it'o Secretory of tho Ccmmiss-on. ip 45909 244-45980:244. 

8B070 10369 Common supporting p'0p090d rule 10CFR50 re emergency planning A 
P'eparetirez g re^u torrent}* lo' nuctoa' power plant fuel loadng & fnihaf low power op- 
erato^s 

' At.iraiion Not Assigned 53FR16435 01146 08/06/22 Dockoting & Services 
D'anch Ip. 46981 081 45981 001. 

6807010371 Ccmment opposing proposed rulo 10CFR50 re emergoncy plann ng A pre- 
paredness roquremnnls for nucloar power plant fuel loading & Imlial low power 
opo'alipns Proposed rulo dovolopod w/only util intorost in mnd. 

PrllLUR CK.R . PHILOniCK.H. Aff Nation Not Assigned 53FR 16435 00834. 80/O6/G6 
CHJLK SJ Office of iho Socrolary of the ComrrJsnon ip 45089:243*45999 243. 

8007010374 Comment supporting proposed rulo 10CFR5D re emergency planning A 
preparedness rcqui'emunls for r.ucloor powo.' p'ant fool loading A initial >ow powo' op- 
eral ons 

LirriEFlELD.P. Afh iat.on Noi Assigned 53FR10435 01149 GB/00/22. Dockol.ng & 
Se.-v.ces Branch Ip 45901 COO 45081 00D 

8007010376 Comment opposing proposod rulo 10CFRSO re emorgoncy p'ann ng A pre- 
paredness requirements for nucloar powor piani fuel loading & Initial low power 
opo'at ons Rroposod ru'o dovo’opod w/only util mtorost In m>nd. 

CARTLEDGE.I Afliiation Noi Assmnod. 53FR 16435 0D835 00/05/21 CHILK.SJ 
Olhco of ihe Socrotaiy of iho Comm 99 on ip 45904 340 45904 340 

08070 10379 Comment supporilng proposed ru’o 10CFR5O ro omerooncy planning & 
proparednoss requ foments lor nucloar powor plant fuel loading & Initial low powor op 
□rations 

STRUM, MS Aff.laton Noi Assigned 53FR16435 01150 80/06/22 Oockotmg & 
Serv cos Branch Ip 45979.114 45979 114 

8807010301 Commont opposing proposod ru‘o 10CFR50 ro omorgency plann ng A pro- 
parodnoss roqjiromenis for nucloar powor plant fuel load ng A .nit a 1 low power oper* 
0 : ons. 

THOM^SON.L W A1fi!iot-on Not Assigned 53FR10435 0Q776 08/00/06 CHILK.S J. 
Office of the Sccrolory of the Commission ip 45904:345 45904:345. 

B60 7010382 Comment support ng proposed rulo 10CFR5O ro omorgoncy planning A 
pre pa rod no 59 requirements lor nucloa' powor plant fuol loadng & initial low power op- 
erations. 

HAMAWU Aff.l-ailon Not Assgned. 53FR16435 01151 08/06/22. DockeVng A Serv- 
ices Branch. Ip. 45079 113 45979 113 

8807010383 Commont supporting proposed ru'o 10CFR60 ro emorgency planning A 
piopa'Gdnoss roqu foments for nuclear power p'anl fuel loading A imlial low power op- 
erations. 

MARTIN, R L. Alli'iftllon Not Assigned 53FR16435 01152 88/0B/22 Oocketng A 
Services Branch, ip. 45079 1 12 45979 1 12 

8807010384 Commonl supporting proposed rulo 10CFR50 ro emorgoncy plannmg A 
proparodness requirements for nuclear powor plant fuel toad ng A Inlial low power op- 
oral ons. 

LATlMORE.K. Afli'iatlon Not Assgned. 53FR16435 01163. 88/06/22. Docket ng A 
Sorvlcos Branch. Ip 45979:1 1 1-45979: 1 1 1. 

8607010380 Commont support ng proposod rule 10CFR5O re emorgoncy planning A 
proparodnoss requirements lor nue'ear power plant fuel loading A Imlial low power op 
orators. 

ALLEN.J F Affliation Not Assigned 53FR 16435 01154. 88/00/22. Docketing A Serv- 
Ices Branch. Ip. 45979:1 10 45979.1 10. 

0807010388 Commont supporting proposod ru!o 10CKR50 ro emergency p’anning A 
p*cpa'ccln6S9 roqu rem.ent3 for nucloar powor p'anl fuol load ng A Imlial low power op- 
erations 

WHITE.SC Alligation Noi Assigned 53FR 16435 01 155. 08/06/22. Docketing A Sorv- 
■C03 Branch, ip. 45970.109-45970 109 

8807010390 Commonl supporting proposed rule 10CFR50 ro emorgoncy planning A 
preparedness requirements for nucloar powor plani fuel loading A in.lief fow power op 
□ral-ons 

BEAUPRE.G. Afli'latbn Noi Ass:gnod. 53FR16435 01168. 08/06/22. Docketing A 
Services Branch. Ip. 45979:108-45979.108. 

8807010391 Commonl opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements lor nuclear power plant fuol loading A In.'-ol tow power 
operations Proposed rule developed w/on!y uiil Intorosl In m nd 
SOUTHALL.T., SOUTHALL.B A. Affiliation Noi Ass-gned. 53FR 16435 00836 68/06/ 
06 CHILK.SJ Office of tho Socrolary of iho Commission, ip. 4 5909 242 45989.242. 


8807010392 Comment supporting proposed ru!a 10CFR50 re o-Tnorgoncy piann ng A 
proparodness roqu 1 foments for nuclear power plant fuel load ng A initial low powor cp 
crat ons, 

SHEPARD.A M Aff l el on Not Ass gned 53FR 1 6435 01 157 68/06/22 Dockeli^g & 
Services Branch, ip 45979 107-45979:107 

8807010393 Comment opposing proposed ru'o 10CFR50 re omei'goncy piannng & pro- 
parednoss roqul r ements for nucloar power plant fuo' Ipadng A initial low power oper 
ations 

BROCK.MT. Shames A McEechern BROCK. M.T Hampton. NH 53FR16435 00776 
88/06/13. PARLER,WC Ofi:co cf Iho General Counsel Ip. 4 5989:241-45909 241 

8807010395 Comment supporting pioposod ruio 10CFR50 ro emergency p^nnng A 
props redness requirements for nue'ea' power p'ant Cue' loading & fmiiaf fow power op 
e rations 

MCDONAID.G.F. Affil ai On Not Assigned 53Fm&435 011 56 80/06/2? Dockelmg A 
Serv Ic09 Branch. Ip 45989.240-45009 240. 

BB07010396 Comment supporting proposed ru'o 10CFR50 ro omorgency planning A 
preparedness requ remenls for nuclear power p’anl fuel loading A ini-a 1 low power op 
erahons 

BECKLES.O.C, Afl.iation Not Assg'ied 53FR 16435 01159 BB/06/22. Docketing A 
Services Branch. Ip 45989.239 45909.239. 

8807010397 Comment aupporti ri g proposed ru'o 10CFR50 re emorgoncy planning A 
preparedness reqjronronls lor r.ocloar pewor p’ant luel loading A h»1al low power op- 
erations 

HAIL.WJ Alf.liet on Not Assgned 53FR16435 00935. 88/00/22. Dcckoiir.g A Serv- 
ices Branch Ip 45981 079 45931 079. 

8007010-399 Comment opposing proposed rulo 10CFR50 to emergency pf&cnirQ A pro 
parednoss requirements for nuclear powor plant fuel loading A ir.liiai lew power 
operailons Urgos Commission to reject proposed rulo 

YOUN.M B Affi'iat on Not Assigned 53FR16435 0C607 88/06/00. CHll K.S J OifiCO 
of Ihe Socrolary of ihe Commission ip, 4 5901:078-45901 07B 

8807010400 Comment support ng preposod ru’o 10CFR50 ro emorgorcy planning A 
proparednoss requirements ler nuclear powor p’ant fuol loading A m.tial low power op 
eraiion9 

MARfE.R.F Affifialion Not Assigned 53FRT6435 OttCO 00/C6/22. Oockatfng A Serv- 
ices Branch. »p. 45969, 23B-4 5989 230 

8807010401 Comment supporting proposod ru'o I0CFR50 ro onnergoncy planning A 
proparodnoss roqu-roments for nuclear powor p'anl fuel loading A in tisl low power op- 
orations 

LAFONTAINE.T Afl.latlon Not Assigned 53FR 18435 011 81. 00/00/22 Docketing A 
Services Branch. Ip. 45989 237*45909 237. 

6807010403 Comment supporting proposod rulo 10CRR50 ro omorgency plann.nfl A 
proparodness requ rorr-onls for nuclear powor plant fuol loading A ■nltlal low powor op- 
erations 

MCGONIGLE.D.J. Alh'laUon Not Ass gnod 63FR 16435 00036 00/06/22 Docket ng A 
Services Branch. Ip. 45981:077-45081,077. 

8807010405 Comment supporting proposed rule 10CFR50 re omorgency planning A 
preparedness requl'emoms for nuc’oa' powor plant fuol loading A n tial low powor op- 
era 2 tons 

• Affiliation Noi Assigned 63FR16435 01162. 08/00/22 Docketing A Sorvicos 
Branch. Ip- 45989 235-45080:236 

8807010406 Commonl suppomng proposed rulo 10CI-R60 ro omorgency planning A 
p'eparednoss require moni9 for nuclear powor plont li.ol loading A mmal !ow power op- 
erat-ons. 

CARISON.L G Affl iation Not Assnncd 53FR 16435 01 1€3. 66/06/22. Dockotmg A 
Servxos Branch. Ip 45060:235-45089:235. 

8607010407 Comment supporilng proposod rulo 10CFR50 ro omorgency planning A 
preparedness requirements for nucloar powor plant fuel loading A initial tow powor op- 
erations 

BOEDDINGHAUS.L Affil ation Noi Assigned 53FR16435 00937. 88/06/22 Dockothg 
A Services Branch, tp. 45901 076- 45901:076 

6607010409 Comment oppos’ng proposod rule 10CFR50 ro emergency plannrng A pro- 
ps redr 039 requJramenls for nuclear power plant fuol loading A initial low power oper- 
ations 

SAPONTE.E. Affil ation Noi Assigned. 63FR16435 00831. GO/O0/CO. NRC - No Do- 
tailod Affiliation Given. 2pp. 45089 233-45689 234. 

8807010410 Commont supporting proposed ru!© 10CFR50 re emorgoncy plann'ng 6 
preparedness requirements for nuclear powor plant fuol loadng A Initial low powor op- 
e/atons. 

BENOIT.D M. Aflillfll on Not Assigned 53FR104D5 01164 86/00/22. DocKoting A 
Services Branch, ip 45A04 044*45084:344 

8807010411 Comment opposing proposed rule 10CFR50 ro emorgoncy planning A pro- 
paredness require menta for nuclear powor plant fuel load ng A nltial fow powor 
operations Urges Commission lo ro,ect proposod rulo chango in Intorost ol public 

CH?CHESTER.G Affil.alion Not Assigned. 63FR 16435 00608 G8/0G/0B. CHILK.SJ. 
Oflico of tho Secretary of the Commission, ip 45901:075-45081:075 

6807010412 Comment supporting propo-s&d rule 10CFR50 ro emergency planning A 
preparedness requirements lor nucloar power plant fuol loading A in' Hal low power op- 
erations 

TAYLOR.KC. Affliation Not Assigned. 53FR16435 OO03&. 68/06/22 Dockotmg A 
Services Brench. Ip. 4598l:074-4598l :074. 

8807010413 Comment opposing proposed rule lOCFRso ro omarponcy planning A pro 
paredness requirements for nue'ear powor p’ant fuel loading A In tial low powor oper- 
ations. 

MANN.R.G. Aftil-ation Not Assigned. 53FR 10435 00652. 08/00/06 CHILK.SJ. Office 
of the Secretary ol tho Commission, ip 45006: 184-45809: 1 & 4 . 
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8837010414 Ccnv 
prep3ff dr.€5S re 
iVflLcrs 
ViENZELl.N A 

Se.vces Branch 


■r.er.1 vi;poa.-q p'Opcsed ru’e 10CFR50 ro emergency plarnng i 
-.j 'errer.is for rudear power plani fuel loadng & i r >' al low pcAOt op 


Ah aicn Net Assigned 52^16435 01 166 88/06/22. Oocfcoimg & 
ip 45961 073 45981 073 


88070104 W Comment oppe^ proposed ru'o IGCFR50 re emergency pan"ng & P'e 
pared'.esi req- remen'.s for r.jc'ear power p'ant 1i*0- -oaing 8 nial 0« power oper 

fOXHS Ah at Net Ass gfivd 53FR16435 00838 63/06/06 CHILK.SJ CMce of 
f ro Scereih'Y Ol Ih-e Corrm ss on Ip 45999103 45909 163 


0807010419 Comment epposmg p'Oposed rde 10CFFI60 re err.e.*gency plar.n ng & P'O 
pareoress reryj icn.eriVs let r.uc'ey poet p'&v. *y«l tpadcvg & ratal lew power opo ■ 

?VNTERSCR Art. a ton Not Asvgned 53FR16435 00953 80/C6/O6 CIRKSJ 
Off co cf ihe Secro’ary cl re Corr.ns5 0T ip 45933 182 45969.182 


8807010463 Comment s^pporlr.Q proposed rulo 10CFR50 re Gmqfge« t y *- Vf 
preparedness roqu foments lor nuC'oar power plant fuel loading & n.tiai low po^ 

’^Affnat'On Nol Assigned 53FR 16435 010R6. 88/06/22 DocVetng a c-r 
Branch ip. 45979.132-45970 132 

0807010467 Comment suppcrlng proposod rule 10CFR50 ro Orre*goncy p’av.v i 
preparedness req-i'Omonts fo' nuclear power plnrd luol load.rg & n hai lo* poa? ; \ 

WALENSKI.SJ Alf-I alien Nof Ass fjnod 53Fm6435 01002 BB/05/2? Dociel o I 
Sorv.ces Branch Ip 45979.134 -15970 134 

8007010469 Commonl supporting proposed ru'o 10CFR5O ro Omorgency par.',.,v \ 
preparedness req'J'rnmonis for nuclear powor plan* fuel load.ng & infra. 1 
eralions 

SPINNEY.K.B Alflation Nol Assigned S3FH16435 01079 00/C6/22 Cocke’s* 1 
Serv.ces Branch. Ip 45979 133 45D70 133 * 


0807010421 Cotto-i oppes r.g proposed rule 10CFR6Q re emergency plarirng & pm* 
pareuness 'eq„ -’cmerrs for r.ucea* power plant fuel loading 3 initial low power oper- 

MANN.MA Aff.: ai on Noi Ass gned 53? R 16435 00939 09/06/17 CHILK.SJ O1R0 
cf ihy Secrelary ol the Ccrorr.iss on Ip 45989 1 80-45999 18 1 


6007010473 Comment supporting proposed rulo 10CFR60 ro Gmorgorcy fan-ng | 
preparedness requremoris for n:.cloar powor p'ant fuol loading & m,* ia i lew pc^ercp 
ereiions 

CRONI.NJT Affiliation Not Ass’Qnod. 53FH10435 01076. 80/06/22 Docket 4 
Services Branch Ip 45970 332-45978 032. 


0007010423 Ce.Trre'rt oppes ng proposed ru’e 10CFR50 re emergency p'anmr.g 8 pfe 
paredress roq—'emerts for nuciea' powe' plani fuel ’oaeng & :n>i:a< low power ope/- 

F'SKC Aff, a! cm Net Assigned 53FR16435 00609 88/06/10 CV11LK.S OlUa ol the 
SeC-'eia^ Of the Ocmn.sscn ip 45931 071-45991 071. 

0007010424 Corrr.er’ opposng proposed ru’e 10CFR50 re emergency p'ancmg & pre- 
paredness req„ remenis for nudes* power plani fuol load ng & m tiai low power cp© r * 

CAVATORTA.e A Afti'ahon Nol Assigned. 53FR16435 00B54 88/06/06 CHILK.SJ 
Cf'ce of the Sectary ol t w a Comrr.iss on ip 45999 179 45989 1 79 

8Q07010425 Co.Trr.erl opposng proposed ru’O 10CFR50 re eTergency plarn ng & pro 
pared'icss reqj remorts for njc'ea* powor plar.1 fuel load.rg & mmal low power opQf- 

HARDEN. SM Ahl.aicn Nol Ass gned 53FFU6435 00355 80/06/14 CHILK.SJ, 
Office ol tn.e Secretary ofthe CoTmiss cn Ip 45989 178-45909 178 

0807010429 Comrerl oppOS ng proposed ru’e 10CFR50 re emergency p'airhg & pro- 
pare^nsss requfemonts for nuclear power p*ant fuel loading 8 in.ra! 'ow power oper- 
ations 

BARNES ft J Affla'.cn Nol Ass.gned 53FR16435 00856 88/06/06 CHILK.SJ 
office ol the Secretary of the Comrrissicn Ip 45989 i 77-45909 1 77. 

8807010431 Co.Tmenl opposng proposed rule 10CFR50 re emergency plann ng & pre- 
parodness req w remenfs lor n-jdear power p’ant fuel load ng & in t>al low power opQf- 
atio-s 

PARRiS.P Aff.iA’On Noi Assgned 53FR 16435 0C857 88/06/10 Off-ce of I he Sec 
retary cf Ihe Corri.T.ss on Ip 45984 360 45904 360 

8807010436 Corrreni opposng proposed ale i0C?ft60 re emergency p'anrVng & pre- 
paredness roqurements for nuefear power plani fuel loading & imval fow power oper- 
atjors 

0ENNS.EA Aff I at. on Nol Assured. 53FR 16435 00859 8B/06/06 CHILK.SJ Office 
of tne Secretary of Ihe Commission Ip 45984 359 45984 359 

0807010438 Comment opposng proposed rule 10CFR50 re eme'gency plarnmg & pre- 
patedneb^ reqaicT.oms tot nude&r power plar.i fuel loading & in.nat tow power opet- 
ai ons 

CARTER P. Atf.iaion Ncl Assigned. 53FR 16435 00059 88/06/06 CHILK.SJ Office 
Of the Secroiary cf Ihe Commission Ip. 45904.359 45904 359 

0007010444 Comment opposing proposed rule 10CFR5Q re emergency plann ng & pre- 
paredness requ.remenis for nuclear power pram fuel loading & in.t-ai tow power oper- 
ations 

PACER V. Aff, l. a uon Net Assigned S3FRI643S 00060 8B/06/06 CHILK.SJ Office 
of the Secretary of Iho Comm.ssicn ip 45984 357-45984 357 

0807010448 Comment opposng proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements tor nuclea* power plar.1 luel loading & m tial fow power oper- 
al.ons 

SP.NNEY.WA Affuation Net Ass.gned. 53FR16435 0086! 88/06/06 CKUKS J 
Of' co of the Secretary of the Commission. Ip 45984 356 459B4 356 

8007010449 Comment supporting proposed ru'e 1CCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & in.t.al low power op- 
era t. on 9 

ROSENBERG. S A Aff ha t.on Not Assigned 53FR16435 01097 88/C6/22 Docketing 
A Services Branch Ip 45979 129*459/9 129 

0807010453 Comment supportng proposed rule 10CFR50 re emergency planning & 
p/eparednass requ remenls for nuclear power plant fuel load-ng & in-hel low power op- 
eratons 

' Aff hat.on Not Assigned 53FR 16435 01094 68/06/22 Oockebng & Services 
Branch ip. 45979 128 45979 128 « 


8007010455 Common! opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuefear power pram fuel loading & fniiial low power oper- 

0 iK)^9 

HlAfT.S l Oho Cruene for flesponsib’o Energy. 53FR16435 00062 88/C6/20 NRC 
- No Oetalod AHil«ai>on Gven 2pp 45993.173 45993 174. 


0807010456 Comment supportng proposed rule 10CFR50 re emergency plannmp & 
preparedness requirements for nuclear power plant fuel load ng & (n-tial low power op- 
er a non s 


CARROLL. KJ Alfil-alon Not Ass/gned. 53 FR 16435 
Services Branch, ip 45979127.45979 127 


01091. 88/06/22 Oocketir.g & 


0807010461 Comment suppoang proposed rule 10CFR50 re emergency plann.no & 

preparedness requirements fnr niir.lnar rwiu/flf ni-^i r., A i e> .. . 


8807010476 Commoni Supporllr'g propusod rulo 10CFH50 ro emergency plar.-a-g 4 
proparodnoss roqu-romonts for r,uc ? oar powor plpnl fuol loudr.g & in ual low po* op- 
erations 

PERE2.P 0 Affi’iphon Not Ass good 53FH1 0435 01073. BQ/00/22 Dockoi.'g & $*. 
ICCS Branch. Ip 45070.073-45970 073. 

8007010477 Comment ro proposod rulo 1CCFR50 concern r,g omorgency p'a.rag 1 
preparedness roqu romonis 'or nucloar power plant fuel load no a in i a‘ lev, pc*^ 
oporalions El.m net on of oubl c rolif cnllon roqu mmonis opposed Stcls supported 
SELKER.M A . GRANDjCAN A M Ohio. Slfito 0». 53F ft 16435 00063. 60/C6/2I D«« 
eung & Sorv:ces (Branch. 7pp 45093.150 45093 156. 

0807010478 Corrmoni supporting proposr.tJ ru’o 10CFR5O ro emergency pla^n; 4 
preparodnoss roqu romonis for nuclunr powor p’ont fuol loading & ini ai ’ow po^o cp 
eralions 

HAR.VEY.RC AU.UftUor\ Not Assianod 53Fnt0435 01070 88/06/22. C3qc>e'/^ i 
Services Branch tp 45979 072 -15070.072 

8007010479 Comment supporting proposod rulo 10CFR50 ro omorgoncy p!a"n^ J 
proparodnoss roqu-rornenls for nuclonr powor plant fuel loading & h.t.al lowpov,crcp 
orations 

FUClTO.OJ Aff.nailon Not Assigned 53FR16435 010G7 68/00/22 Docket 4 
Services Branch ip 45079 071*45079:071 

0807010400 Comment supporting proposed rulo 10CFf150 rc omorgency p’a'ang A 
preporodr.099 roq-Fomonts tor rucloar powor plani fuol load ng & in dal lew ixwrofr 
eralions 

’ Aff latlon Nol Asslgnod 53l : m0435 01004 00/06/22 Oocketing 0 Se*wi 
Branch tp 45970 070 45979.070 

0807010483 Comment supportng proposed ru'o 10CFR5O ro emergency p‘a^ 4 
proparodnoss requirements fo* nucloor powor plant fuol loadng & initial lew pew or op- 
erations 

CANNING.HF Alf.l-ailcn Nol Assignod &3FRie435 00064. 0B/OQ/0B Cffcec'i'4 
SocrelQ'y of tfio Commission. Ip 45093 14U*469Q3:l 49. 

8007010406 Comment opposing proposod rulo 10CFF150 ro omorgor.cy plan.^gS 
parodnass roqu remonts for nucloar powor plant luol loading & mit-al 'ow 
opera! ons Propo90d rulo dovoloped w/only uhl intorosls In rr.lna 
WILIIAMS.C „ JACKSON.K Afliliatlon Not Assorted 53FR 16435 0CB37 0ad>8..4 
CHILK.S J Offico of tho Secroio r y of tfio Comml99lon Ip. 45004 355*45904 355 

B6Q70 10486 Comment opposing proposod rulo 10CFR50 ro emergency pl9nr .ng 4 fufr 
parednoss requ’romonls lor nucloor power plant fuol loading 6 inll'S' low poas; ope r 
ailons c 

MULCAHY.M Alf hotlon Nol Assignod 53FR16435 00065 68/06/06 CHlASJ 
Olflce ol ihe Socrotary of the Commlgsion Ip 45093 MB-46090. H8 

8007010489 Comment supporting proposod rufo 10CFR50 ro omorgoncy plants 
preparedness requirements for nucloar powor plant fuol loading & Initial lowpcwe'^- 
eralions 

MCGAUGMEY.M E Aff.liolion Not Assigned. 63Fft 16435 00664. 00/06/21. 

& Services Branch Ip 45993 147-45903:147. 

8007010491 Comment opposing proposed rule 10CFR50 ro omoiQer.cy p'ar.wnaM^ 
parsdnoss requ romonis for nuclear powor p’anl fuol foading & m.tiai low 
oporalions Urgos Commission to rojoct proposod rulo change In interest o. Pww 

POVYER.M. Aff, nation No! Assigned. 53FR 16435 00610 68/00/06. CHILK.SJ 
of the Secretary of the Commission ip. 45961:070-45901.070. 

08070 10492 Common! opposing proposod rulo 10CFH50 ro emergency plann 119 S>P£ 
parodness requlremonts for nucloar powor plant fuol load ng 8 inii al low power op^ 
atione . 

XENELIS.D D Affiliation Nol Assigned. 63Fft 16435 00866. 80/06/06. CHIK.5J 
OMico of tho Socrotary of the Commission, ip. 45993: 146-45093.146. 

00O7O1Q494 Commsnl supporting proposod rule 10CFR50 ro emergency P' 3 
preparedness roqu romonis for nuclear powor plant fuol loading & initial lowpOrfe*^ 
^rations. . 

TRACY.A.P. Affiliation Nol Ass-gnod. 53FR 16435 00005. B0/O6/22 Dockemg Sl- 
ices Branch. Ip. 45993 145-45993 146. 

8807010405 Comment opposing proposed rulo 10CFR50 ro emergency P la 1 ni j'^ 
parodness requirements for nuclear powor plant fuol loading & m 1,9 3 *£hv 


3S070 10496 Comment supporting proposed ru'e 10CFR50 ro emergency plamng & 
prop a re dross roquroments lor nuclear powor plani fuol loaning & milial ?ow powor ep- 
erai ons 

* Ablation Not Assigned 53FR 16435 OlOGl O0/C6/2? Oockelm.g A Services 
B-ench. ip 459/9.069 A 5079 060 

3 8970 >0497 Comment oppos'ng proposod n.lo 10CFR5O ro emergency planning A p*o- 
parodnoss requi'emonls Cor nuclear power plani fuo‘ londny & iml-at low powor opor- 
floors. 

HllOT.B A Aff.l-aiion Nol Assigned. 53FR16435 O0U67 Oh/Cb/06 CHILK.SJ Of I C6 
cl Ihe Secretory of Iho Commisson. Ip 45993.144 45993.144 

8907019499 Comment supporting proposod rule 10CFR50 ro emergency p1a<"n'rp A 
proparedness requromonls for nucloa' power plant fuol 'oadng 8 ni-a' low powGr op- 
eraions 

TCNER.J A Alf.liailon Nol Assigned. 53FR 16435 00939 00/06/22. Oockel ng & Serv- 
ices Branch ip 459Q1 069-45981 089 

6607010500 Comment support.ng proposed rulo 10CFR50 re emergency planning 4 
preparedness requirements lor nuclear power plant fuel loacing 8 m-tial law power op 
orations. 

SMITH, R.L Alfil-aiion Nol Assigned. 53FR16435 0I05Q 88/06/2?. Dockc’ ng & So'v- 
ices Branch. ip 45979068*45979066 

8007010501 Common! supporting proposorl ru'o 1CCFR50 ro emergency planning 8 
preparedness requirement for nuclear power plani fuol loading & initial low p-owo' op- 
erators. 

FEEH.CKMS. Affixation Not Assignod. 53FR1G435 00940. 80/06/22 DcCkGtlng & 
Serv ces Branch, t p 4508 1 :Q68*4590 1 030 

8607010502 Comment aupporiing proposod rulo 10CFR50 ro emergency planning 8 
preparedness requirements lor nuclear power plant fuel load ng & .n.t-el Now power cp 
e-atons 

STACEY ,JW Alfhailon Not Assigned 53FR 16435 OOB86 68/06/22. Cockotlng A 
Services Branch Ip. 45993:143-45993:143. 

8007010503 Commoni opposing proposed rule lOO'RSO re emergency p'ennkg 8 pro- 
parodneas requirements for nucloar power p'am fuel loading & initial low power 
opera lie nsUrges Commision lo ro.od proposod ru'o charge in improsl ol pubic 
sa'sly 

KESHNER.C. Alf l.alion Not Ass:gnod 53FR1G435 00Q12. 80/05/21 CHILK.SJ 
Oil:ca cl the Socroiary of the Commrss.yn. fp. 45979 106 45979 tO0 

6807010504 Commoni opposing proposed rule 1CCFR50 ro emergency plarn ng ft pro 
pa'ednos9 roqu.romonts lor nucloar powor plant fuol loodlng & initial low power opor- 
airons 

LUMSOEN.l . LUMSOEN.F.K. Affi.iaflon Not Aligned. 53FR 16435 0CQ60 80/O0/C0. 
CH.LK.SJ. Olfico of the Socroiary of the Commisson ip 46993 142-45903:142 

86070 10505 Comment supporting proposed ru'o 1CCFR50 ro emergency p'ann ry A 
proparedness requirements for nuclear powor p'nnl fuel looting & in ilia I fow power op 
erai on? 

VAITGAS.JM AlMiallon Not Assigned 53FR16435 00041 88/06/22 DockoVr.g & 
Services Branch. 1 p. 4590 1 007- 4500 1 .06 7 

6807010506 Commenl supporting proposod rule 10CFR50 re emergency planning & 
preparedness roquiromonls for nucloor power plant fuol load ng 8 n t a 1 low power op 
oration? 

SZYMCZAK.W.J. Affilation Not Ass good 53FRi«435 01055. 80/06/22. Dockoi.ng A 
Services Branch, ip. 45979.067-45979 067 

0BO70 10507 Common! supporting proposed rule 10CFR50 ro emergency plannng 8 
P'oparodness requirements lor nuclear power plant fuol loading A initial low powor op 
erations 

CREIGHTON.P Afli’lafion Nol Asa-good 53FR 16435 0QD42 6B/0B/22. DockoNrg A 
Service s Branch f p. 4 5 98 f 066 4 5 98 f . 066 

6807010508 Commonf supporting proposod rule 10CFRSO ro emergency plannr.g & 
proporodnoss requ foments for nucloar powor plant fuel loading & initial low power op- 
era lions. 

OAGOSTfNO.P Affiliation Not Assigned 53FR 16435 00097 80/06/22. Docketing A 
Serv. ces Branch. Ip 45993:141-45993 141 

860 701 05 10 Comment supporting proposod ru'e 10CFH50 re omorgency plann ng & 
preparedness requirements for nuclear power p'ant fuol loading & mllial low powor cp- 
erat-ons. 

BEUCHEL.B.E. Alliliatlon Not Ass.oned 63FR16435 01052 60/06/22. Dockei ng & 
Services Branch, ip. 46978:337*45978 33? 

6607010512 Common! opposing proposed rulo tOCFRSO re emergency planning A pre- 
paredness requirements lor nuclear power plant fuol toadng 8 Initial low power 
ope rations Urges Commission to rojecl proposod ru'e change in interest ol pub'ic 
aalGiy. 

CASEY.D. Alfiliat on Nol Assigned 53FR16435 00613 BD/06/00 CMH K.S J. Otoco of 
iho Secretory ol Jhe Commission, ip- 45978. 105-45978 105 

6607010513 Comment supporting proposod rulo 10CFR50 re emergency plann ng & 
p;eparodness requiremenis for nuclear power plant fuol loading & l.imal low power op 
erations 

MCIEANJ.N. Affrfrafron Nol Assigned 53FRf6435 00943 66/98/22 Docketing A 
Services Branch, ip. 45901:188-45981:180 

8897010514 Commenl opposing proposod rulo 1QCFR50 re emergency planning A pre- 
paredness requiremenis for nuclear power plant fuel load ng A m.lial low* powor oper- 
as on a. 

POLLOCK.R.J. Affiliation Nol Assigned. 63FRI0435 00669. 88/06/03 CHILK.SJ. 
Office ol the Secretary ol the Comm.ss ; on tp 45993. 140-45993 140 

9607010516 Commenl supporting proposod rule 10CFR5O ro emergency plann ng A 
preparedness requ rements for nucloar power plani fuel loading A Initial low powor op 
oralions. 

COLUMBIA.G Affiliation Not Assigned, 53FR10435 01049. 00/06/22. Docket ng A 
Services Branch, ip. 45978.336*45978 336 

8807010517 Commoni supporting proposod rule 10CFR60 ro omergoncy planning A 
preparedness requirements for nuclear power plant fuel loading A initial low powor op- 
orations. 

BRAMl.t-j. Affiliation Not Assigned. 53FR16436 00888 08/06/22. DocVoling A Serv- 
ices Branch tp 45993:121-45993:121. 


8007010510 Comment Supporting proposed rue 10CFR5Q ro emergency plarnng A 
p-eparedness roquirern orris for nuclcmr power plan fuo* 'oadmg A inn el low power op 
erailons 

BROWN.DE. AfNianon Not Assigood 53FRiO/i35 f>Q944 68/06/2? Docke 1 r.g A 
SQ«V.C09 Franc* tp 45931 -!B7 459BV 187 

BB070 10519 Cormrenl s^ppcnirg propcsoib ru o lOCFn53 ro emergency p'anr nq A 
preparedness requ rorru?n[s "or r,uc“oar powor d'a-*' fuo-f oadrg A intia' 'ow power op 
u.-ations 

LYNCH.S Aff.haticn Nol Ass ar.ed 53FR16435 01C46 BG/OD/2 2. Docket ng A Serv- 
ices Branch Ip 45978 335 45978 335 

8807010521 Comment oppesng p.xpcscd rufo 1CCFR50 ro omergoncy p'annng & pro 
parcdnes9 roqu ; 'omoms lor njcicnr powor p*am Urn’ loading A Iriiia! low powu' 
ope/aions Urges Commission lo ro|acl proposer! rule cfmn^o m mterosi ol pub 1 c 
safety. 

FLARNlEY'E A Attliaica Nol Assigned 57fR16-{35 00614 88/05/27. CHIL< $ J 
Cll.ce of Ihft Socrola'Y of the Commission ip 45979:104*45979 io-1 

8807010523 Commenl supposing p'oposod ru'o IC-CFROO re nir.urgercy plar-nng A 
proparorlnoss ioq j '©rr.onts for nuc oar pews: pla^t fuel load ng & imlial low powo r op- 
erations 

NOONAN, J Alfuallon Not Asslgred 53FR16435 00345 86/06/22 Cockot rn A Serv- 
iced Branch Ip 45981: 1 80 45961; 1 GO 

6607010524 Common! supporting p*oposod ru'o IUCFR50 ro OTergercy pianrng & 
preparedness requrerronfs fer nuC'oar powor plant fuel loading & .niM lew powor cp- 
oral.ons 

HENlfvlATAS.L J. All I aiion Nol Assigned 53FH1G435 01043. 8&/C6/22. Dccku! rg & 
Services Branch ip 459V8 334-45976:314. 

8007010520 Comment eppos ng proposed ru o 1CCFR50 rn omorgercy plam ny- A p.x- 
porodness rcqLiroT.onis for njcleo f power p'am fuel loading & kltlai lew powor oper* 
aliens 

fi.RO.FJ. A Mla'-an Nol Assignod 53FRT6435 G0970 88/08/06. O-if.K.S J Offico of 
the Secretary 0 I r*o Commssion. Ip 45903 120-45003 120 

8607010526 Comrra^l support ng proposed rulo lCCFn50 ro ornorgonay pfannr 3 & 
proparedne-ss requremonfft for nucloar power ptonl fuol J ondnQ & h: ai ‘ow power op- 
orofions 

lElTHEAD.WC Alliilaiion Not Assiyr.od 53FH1C435 OCflBO. 88/06/22. Dockotng A 
Sorvicos Branch, tp 45993:1 1 6 45013 1 10 

6007010529 Commont support ng proposed ru'o 1CGFR50 ro Omergoncy p'arnnQ & 
proparodnoes roqu romnnis lor nucloar power plani fuol luadng A m,t »l low pewor op 
erations 

0OF1SKA.D.L. AfUolion Nol Asslgr.od 53FR 16435 01040 66/00/22 Oockctng A 
Sorvicos Branch Ip 45970 333 45978 333 

0007010531 Comment supporting proposed rulo 10CFR5O ro emo'gnncy p‘fl n r.hg & 
proparodr.oss requromonifi to* nucloo' power plant fu<>l loadng A h tm*. low powa f op 
cm lions 

SUt LIVAN.M Afht-oliOrt Net Assigned. 53FH16435 00^4 6 80/06/22 Oockoling & 
Sen/lcos Branch ip 45901:105 45981 165 

8B070 10532 Commoni s.ppo'tir.g proposod rulo 10CFR5Q ro omorgoncy p'n'ir.ing A 
p.'Qpa'Odnoss wnuromonls tor r.ecicfir power plani tuol load dq A h ha) tow power op 
oraisons 

CANN.J O Alfil atlon Nat Assgred 53FR 16435 0103? G3/0G/22 Oockoling A Sorv 
Ices Dranch Ip 45070:004 45079004 

8807010533 Commenl supporting proposed fulo 10CFR50 ro orr.orgnncy planr.ng & 
proparadnoss requromonfa for r.ucloe' powor plant fuol loading A lnt-al tow power 
operations Suggests rulo should l>o implomnnioJ 

CONNORS J K Aifiiaion Nol Assigned 53FR 16435 00015 08/06/10 Docket r.n A 
Services flinch. Ip. 45979 103 45079 JOJ 

B8Q70 10638 Commoni supporting proposod rulo 10CFR50 ro emergoncy planr.ng & 
preparedness raquremonts lor nJCioar power plant fuol looting & m-lia 1 low powor op 
erations. 

FORD.J.E. Affusion Nol Ass.gr ed. 53FR 16435 OOBDO. 0B/06/2 2. Cockoilng & Snrv* 
lea 13 Dranch ip. 45993 1 16 45993.1 18 

8807010537 Comment support ng proposod ru'o 1CCFR50 re omergoncy plain.ng & 
preparedness requ romoms tor nuclear power plant fuol loading & n ilai low powa* op- 
erations. 

COCKRAN.K Alf lial on Nol Assigned. 53FR16435 00947. 88/06/22 Dockolng & 
Sorvicos Branch ip 45981 104*45001.104. 

8607010538 Commenl supporling proposod rulo 1CCFR50 ro orr.orpency p'anring & 
prcparodno9s requl ro.no nts lor nucloar powor plani fuol londirq & njtia 1 low powa* op- 
era! .ons. 

MULLER.K.J AIMiaion Net Assgr.od 63Fni0435 01034 69/UG/22. Dockolr.n & 
Sorv. cos Branch ip. 45979 £>93 -459790^3 

8607010540 Commoni opposng proposed rulo lOCFRJjO ro emorgoncy planning & pro- 
pa/odnoss roqulromants for nuclear powor plant fuol loading A iri'lal low power opor- 
at ons. 

SPINNEY.SA. SPINNEY.M AMImtion Not Assrg iud. 53FR1G436 0087 1. 80/06/00 
CHILK.SJ Oll.ce of iho Socrota-y of Iho Comm ss on. ip. 45903:117-45993.117 

8807010642 Commenl supporting proposed rulo 10CFH50 ro o.-norgency planning & 
properednosa foqvicerrcnts lor nuc'oar powor pianf fuof foarfirro & n'( nl low power op- 
erations. 

COGDELl.S A Affi'iotion Not Assigned 53FR 16435 01032. 08/00/22. Docketing A 
Sorvicos Branch Ip 45979.002 459 79 002 

6607010646 Comment supporting proposed rulo 10CFR50 ro err.Q r gQn^y planning A 
preparedness requ foments for nuclear powor plan fuel loading 6 initial low powor op- 
erations 

* Affj'iation N01 Assigned 53FFU6435 00691. 66/06/22 Dockoting A Serv cos 
B/anch. J p. 45993. J I G ■ 45993 110 



8007010551 Comment oppos-ng proposed rulo 10CFR50 re emergency plar.n'ng & pro 
parodness requirements lor nuc’ea; power plant Jjel loading & mrtial tow power oper* 


DlMENTO.WJ Atf.’iabon Not Ass.gned 53 r fll6435 00973 80/06/06 CHILK.SJ. 
OffrCQ of the Secretary of lha Commission ip 45993 1 14-45993 1 14 


8807010552 Comment suppon-ng proposed ru'e lOCFRSO ro emergency plannng A 
preparedness requirements for nuclear power plant tjel toeing A iflrtai low power op 
erabons ^ 

SICH RC. Affi .a1*on Nol Assigned. 53FR16435 00332. 86/06/22 Docketing A Serv 
igos Branch ip 45993 1 13 45993 M3 


8807010558 Commeni Svjpportng proposed rule lOCFRSO re emergency planning & 
preparedness requirements lor nuclear power plant fuel load.ng A imhal tow power op 
©rations „ . _ 

STEELE M Atfil.aljon Not Assigned S3FR1&435 00616 68/06/04 Dockotng A Serv- 
ices Branch Ip 45979.102 45979 102 


8807010557 Common support ng proposed ru'e 10CFR50 re emergency plannng & 
preparedness requrements for ruc’ear power plant fuel loading A Inilfll low power op- 
erations 

LAIRD.O J Affiliation Nol Ass-gned 53FR16435 00893 88/06/22 Dockei ng A Serv- 
ices Branch ip 45993 112-45993 112 


8807010558 Commeni opposing proposed ru'e lOCFRSO re emergency planr ng A pre- 
paredness requirements for nuclear power plant Oel loading A mtal low power open 
a lions 

OLMSTEAD.O. Affiliation Not Assigned. 53FR 16435 00874 68/06/06 CHILK.SJ. 
Office of the Secretary of the Corrmiss.on tp 45993 1 1 1-45933:1 1 1 

88070 1056 1 Comment supporting proposed rule 10CFR50 re emergency p’annmg & 
preparedness requirement for njcfear power plant fuel loarfna A initial low power 
operations Urges Commission to approve porposed c'ar.'caiion of 5% rule. 

VOSS.C Affhabon Nol Assigned 53FR 16435 00617 88/06/02. Oockelng A Services 
Branch ip 45979 101*46979:101 


8807010562 Comment Supporting proposed nJe 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial tow power op 
orations 

HAWKES.CL A filiation Net Assigned 53FR 16435 00894 86/06/23 Oockoling 8 
Services Branch Ip 45993 110-45993:110 


8807010584 Comment supporting proposed We 10CFR50 re emergency plannng & 
preparedness requirements for nuclear power plant fuel load ng A iml ai low power op- 
erations 

FADDEN.WN Affi.ation Net Assigned 53FR 16435 01029 88/06/22 Dockoing A 
Services Branch Ip 45979001-45979001 


8807010568 Commeni supportng proposed rule 10CFR50 ro emergency plarnirg A 
preparedness requirements tor nuclear power p'ant fuel loading A in tial low power op 
arabons 

CALLAGHAN.J H. Affnation Not Assigned 53rfl 16435 01026 8B/06/22 Docketing A 
Services Branch ip 45978 360 45978 360 

8807010567 Comment supporting proposed ale 10CFR50 re emergency planning A 
preparedness requirement for nuclear power plant fuel loadng A initial low power op 
orations 

HARRINGTON, M Affiliation Not Assigned 53FR16435 OC610. 88/C6/09. OM ce of ihe 
Secretary of the Co mmi9S-on ip 45979 100-45979 1 00 

B8070 10568 Commeni supporting proposed ru‘e IOCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power op- 
erations 

FLYNN.SAV. Affihation Not Assigned 53FR 16435 01023 80/06/22 Docketing A 
Services Branch Ip 45978359 45978:359 


8807010677 Comment supporting proposed rulo 1OCFR50 ro omcrg6rcy r ,^, .. 
preparedness rsquitemenis lot nuclont ptvwer plant fuel toadng A initial low oo* ei \? 
orations _ 

MIMIKFJEVIC.V Affihot on Not Assigned. 53FR1C435 01011. 68/06/22 rw 1£ ., . 
Services Branch ip. 45970 356 45978 350 w ^ 

6807010578 Commonl opposing proposed rule 10CFR50 ro emergency cV-m*. 
parednpss roquiroments lor nucloar power p’ant fuel foadrg & i r ,*io' y 
operations Urgo9 Commission io rojoci proposod rulo in Intorost ol p„bhc sa'tu 
BROWN.A.T. Affl'iation Nol Assigned. 53FR1G435 00620 68/05/21 ch <c, 
Office of iho Secrotary or the Commission Ip 45994 353-45004 353 ’ ‘ 

8607010579 Corrmont support'ng pfOp09Qd rule 10CFR50 re omorgency p'd'/vi* 
preparedness requirements for nuclear power plant fuol loading A in.’ al Ida powt/oc. 
era ho ns 

MARTEL. RE. Alli’lation Not A99lgnod. 63FR16435 00097 86/06/22 DoOf-ii 
Servicos Branch Ip 45993.105-45093:105 ’ n 

8807010560 Comment supporting proposed rule 10CFR5O ro err.O'geric^ pV'-v | 
preparedness requ romonls for nuc’oar power plani funl loading A in t.ai io* 

©rations 

' Alfl.ation Not Assigned 53FR 16435 01008 00/OB/22 Docketing A Sf/.v^ 
Branch, ip 45978:355-45070 355 y 

8807010581 Comment supporting proposed ru'o 1OCFR50 ro omo'qo.nc/ p'r.v 4 
proporednos9 roquiremonls for nucloar powor P’ant Fuel loading A n tial Ida 
erQ ll C ns 

HOLLOWAYJL Atliliation Not Assinftod. 63FH1643G 00076. 88/06/21 Docket i 
Services Branch Ip. 45993.104-45993:104 ’ 

6807010583 Comment opposing proposod rulo 10CFR50 ro omorgoncy p!ar^ ng A ^ 
parodness roquirornonls for nucloar powor plant fuol loadng & I ■ ha ^ :i 
operallons.Urgos Comm sslon to ro|ocl proposod rule chango m interest ol x* 
safety. 

OOYlE.W. AMi'iallon Not Asslgnod. 53FR10435 00021 00/06/06 CHILK.SJ 
of iho Secretary of the Comm sslon. ip. 45904 352-45904 352 

6007010504 Commont supporting proposod rulo 10CFR50 ro emergency S 
pfeparetlno9S requirements for nucloar powor plant fuol load ng A imiia' 'ow po-i^ £ 
Qjoilons. 

STOUT. J L. Alfihal-on Not Asslgnod 63FR 10435 01005. 00/06/22 Dockeimg & Sk. 
ICOS Branch. Ip. 45970 352-46970 352 

0807010507 Commont supporting proposod rulo 10CFR50 ro emergency p‘2".^ 1 
preparedness roqu romonls for nucloar powor plant fuol loading A iniia! 'o* pc*er 
orations. 

O’BRIEN.JJ Affiliation Nol Asslgnod 53FP 10435 01002 00/06/22 Dockei 
Servicos Branch Ip 45970.353-45070:353 

0007010688 Commont supporting pfoposod rulo 10CFR60 ro emergency 
preparodnoss roquirornonls for nucloar powor plant fuol loading A IniPol ?cm pOAer op- 
erations 

8 ROWN.P.E. Alfiiiat.on Not Asslgnod 53FR10435 OOR77. 00/00/22 Dodoj* 
Services Branch Ip. 45993:103-46003:103 

8007010690 Comment opposing proposod rulo 10CFR50 ro omorgency plan.- ng A ;<e- 
pareefness roquirornonls for nucloar power plani fuol load ng A inn s' V po<^ 
operalions.Urgos Commission to reject proposed ruin change in Intorost of wbc 
safety. 

WOOD.J.W Affi latlon Not Assgnod. 63f : R 10435 00622 00/06/00 CHLK.SJ.O- 1 ^ 
of tho Secrofary of the Commission ip. 45904:361 45904 351. 


8807010569 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plani fuel foaainq A in nal low power op- 
erations 

RAU.LW. Affihairon Not Assigned 53FR 16435 00895 86/06/23. Dockelmn A Serv- 
ices Branch Ip 45993:109-45993 109 


8807010570 Comment support.ng proposed nre 10CFR50 re emergency planning A 
Ca&Si* 1 * 88 ,equff0fnenl8 fof njcleaf P° WQf P'am fuel loading A initial fow powor op- 

BIZ2UO.OJ. Affiliation Not Assigned S3FR 16435 01020. 08/06/22 Docketing A 
Service s Branch 1 p 4 59 7 6 358 -459 78: 358 . 3 


8807010572 Comment supporting proposed rule 10CFR50 re emergency plannlnn & 
waSon? n " S requixemen1s ,0f nuclQflf P°* Bf P'am fuel foad ng A Initial fow power op- 

CONNOLLY. J .G. AH.lieUpn Nol Assigned 53FR16435 OOB96 88/06/21. Docketlnn A 
Services Branch Ip 45993 108 45993.108 0 & 


W ^ 7 f °J < 0 n 5 Z 3 Commem opposing proposed rule tOCFRSO re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power 
Ojwabofts.il rges Commission to re.ect proposed rule change In interest of pub'le 

^9 '8^06/^ E CHiiVs M r A^’i^on Not Assigned 53FR 16435 

45984 354 4598^354 H ‘ S ^ 0 Secr0lar 7 ° f Commission, ip. 


8807010593 Commont supporting proposod rulo 10CJ r R50 ro omorgency 
proparednoas roqu roments for nucloar powor plant fuol load ng A in r al lew pomr':*- 
etaiions, 

PALUMOO.M A Aflihatlon Nol Asslgnod. 63FR 10436 00890. B0/C6/22. BocketS® 
Servicos Branch, tp. 45993:102-45993 102. 

8007010598 Comment support ng proposod rulo 10CFR50 ro omorgorcy p‘irv<5 1 
preparedness rooulremonts for nucloar powor plani fuol loading A Initial lc* po* 
operations Strongly recommends Commission approval of low power testing 
ALBERETTU D. Affiliation Not Assigned. 63FR 16435 00940 00/06/22 Docv^J 
Services Branch. Ip. 46984:350-46004:350. 

0607010699 Commeni supporimg proposod ru’o 10CFR50 ro omorgency 
preparedness requirements for nuefoar power p’ant fuol loading A initial lowpo^f* 
erallons. 

PHILLIPS,!. Affiliation Nol Asslgnod 53FR 10435 00070. 00/00/22 hrC-Nofc 
failed Affiliation Glvon. Ip. 45993:003 45903:003. 

8807010605 Comment supporting proposed rulo 10CFR50 ro emergency piar.vij L 
preparedness roqu’roments for nucloar powor p’anl fuol loading A in.bal lc* 
aperabons.Supports I censlng pfant bocauso power Is needed . 

LAROCHE.AP. AfMlaiion Not Asa'anod 53FR 10435 00949 00/06/22 Dockets 
Servicos Branch. Ip 45904:349-45984:349. 


6up , p< f ina (“OPOSM <V0 1OCFR50 fS emergency plannng 
Sabons t0qWBnwnto 101 nuc,M ' P®** P'®"' loading & initial low pawar Q 0 | 

^sB^n A T'r«97e°3^a5 5 f fl ' W35 0,0,7 e8/0W?J OMkol '"9 « Sar 


ComfT>enl opposing proposed rule 10CFR50 re emerqencv pianmnn A rv 
paredness requirements for nuclear power plant luel loading A initial fow powef & ope 


* Affliction Not Assigned. 53FR 16435 
Given 2pp. 45993:106 45993.107. 


00875. 88/06/15. NRC • 


No Detailed Affii ailon 


8B070 10607 Commont supporting proposed rulo 10CFR5O ro omorgency 
preparedness roqu : roments for nucloar powor plan! fuol loading A iniiial low po** 1 
erallons . 

COX.R.R Affiliation Not Asslgnod. 53FR 10435 00899. 08/06/22. Uocke'inga* 1 
Ices Branch. Ip 45993:084-45993:084. 


8607010611 Comment supporting proposed ru’e 10CFR60 ro omorgency P lar '^ 0 , 
preparedness requirements for nucloar powor plant fuol loading A iniia 1 ‘ 
operations Supports getting plant on-lino bocauso Now Eng’and needs n ‘ 0,e 
LEONE.P A Affiliation Not Assigned 53FR 10435 00950. 08/06/22. DociekrgS w* 
Ices Branch. Ip. 45904:340-45984;348 


6^070 VOS 12 Comire'll supposing p'oposod rule 1GCFR50 re emergency planning & 
propamcnoss requcomont^ fcr rucloar power plan f.joi loadiiQ & kitlal low power op- 
c-atio-s 

VINCENT. C . VINCENT. S Affhat-on Nol Assimod 53FR10435 0)103 00/0 8/20 
DccVo-i-g a Snrvicos (Vahch Ip 45903 082-45993 082 

6307010616 Common supporting proposed ruO lOCKRSO re emergency planning <5 
p'opa:ud''oss reQin'un.onis 'O' nucloa' powor p ant fuel road'ng A initial low power op* 
e'atior.s 

REr.D.W h An. iaiiori Not Assgnod 53f HIG435 CC879. 88/0G/22. Dockol.na A Serv- 
ices Orarch Ip 4509-1 0-10 45994 0<10 

3907010622 Comment supporting proposed rulo 1CCFR50 ro omergency plannirg & 
prepa*odnoss roq j rernonla for nuclear powor plant foe' loading A n'-a‘ low power op- 
erations 

ROOINSQNDA Afh'ialion Nol Assigned 53=R1«435 01 184 88/06/22 Docketing & 
Services Branch ip -10994 030 45994 010 

09070 1 0625 Comment supporting proposorl ru'o 10CFR50 re errcirgercy plann ng & 
orepareanuss roqu.roironls fO' nuc'ear powo» p’anl fuel load ng & infiiel low powor op- 
aralio' , s 

MYERS.G Ali/ialirn Nnl Ass.gnm 93FR 16435 00951 00/06/22 Docketing & Serv- 
ers R -an: h ip 45954 34 7 45964 34 7 

B8D7010G33 Common supped rig proposed rulo 10CFR50 ro emorgoncy p’anning A 
P'epa.'Od'-.GSS requrnmonts for nuclonr powo- ploni tool loading & initial low power 
cporftlicns Urges Comm ss on la procood w/lqw powor tasting of plant by approv-ng 

ioIo. 

4 Aff infijn Nof Assigned 53rHf643*J 00352. 80/06/22 Dockolmg & Services 
Branch Ip 45909 217 46909 217 

8307010638 Comment supposing p'oposod rulo 10CFR50 ro emergency plan** ng & 
propnrodnoss roquremy'ils for njcUnr powor plan fuel loading 8 in tm 1 low powor op- 
era! o.*is 

AM4HA:,MF? Affrrafrc-n Wot Assorted. 5,?rRfd435 01f05 fifl/06/22. OockotEng « 
Services R ranch lp 45994 C06 46994 HC6 

0807010637 Common supped ry proposmJ mo V0CFR50 ro ©rrorgcncy pltmn.ng a 
propnrodnuss re<;ui'ornuri!s for nucloar power p’nnl fuel load-ng & imi'al !ow powor op- 
erasers 

MARSHCP AfMation Nof Assured. 53FRJfi435 00000 00/00/22 Docket-ng & 
Son, ces branch If) 45993 202-45993 202 

6097010642 Common suppo'llnjj preposed mlu 10CFR50 ro omorgency planning & 
preparedness requirements to' nuclear powo* plan fuel loading & initial tow power 
operations Urges Ccmmlsslcn loprcr.ood w/lqw power iest,ng ol plant 
• All hat cm Nof Assgnej 53FRI6435 60353 Bd/06/22 Demoting & Services 
Branch lp 45909 216 45900 ? 10 

6007010644 Commonl supporting proposed rulo 1CCFR50 ro om&rgoncy plonrilng A 
preparedness requirements lor nucloa' powor pianl luol loading A irrtia 1 low power op- 
or 0 tors 

BERGERON, RC Affiliation Not Assgnpd 53FR10435 00001 Bfl/QB/22 Dock of no & 
Si?:%. cos Branch ip 45993 ?fli 45003 20 1 

9607010646 Comment supposing proposed ru!o 10CFR50 ro ©morgency plonnlng & 
preparedness roqjirnmonis fo' rucloar powo.' plant luol loading & initial low powo' 
cpn'ai-cns Urgos Commission lo procooo w/low power losilng of planl 
GRENNfNJ Alflmiion fj 0 i Assumed S3FR10435 00954, 80/06/22. Oockothg A 
Sorv COS Branch. Ip 45989 216 45999 215 

8607010049 Common! supporting proposed rulo 10CFR50 ro errmrnoncy planning & 
preparedness roqul'ornonts lo' nuc'ou' power plant fuel loading A kmoi low powo/ op- 
era! ons 

IHUnLEH.KM Aff.l flhon Not Ass-good. 53rRl6435 00802 BO/QC/22 Rockoling & 
Sorvicos Dranch Ip 45093.203 45903 200 

8607010654 Ccmmoni supporting proposed ruO 10CFR50 ro emergency panning & 
preparedness roqu romonia fcr nuclear powor p'ant fuol loading A initial low power op- 
erations. 

HENDL-nsON.AW Alli im on Not Ass gned 53FR16435 01 186 08/06/22. Dockering 
A SO‘v:COS Branch Ip 46993 199*45003.199. 

8B070 10655 Comment aupportmg proposed rule 10CFR5D re emergency plane ng & 
P'oparodness roquromonib tor nuclear power ploni fuel loadfng A in tial low power 
oporat-ons Urges Commi^s'on to procooa w/low power lasting of plant. 

OSSING.MH Atluntion Not Assignnd 53FR16435 00955 80/00/22. Docketing 8 
Sorvicos Branch f p. 45009:2 14 45900 214 

0807010656 Commonl supporting proposed rule 10CFR50 ro ©morgency plane ng A 
proparednes9 roqmremonig tor nuclonr powo' plani fuol loading A initial low powor op- 
Gra'lcr.s 

V/EYMO'JTH.J.P Alf.l'fllbn Nol Assigned 53fni6435 00003. 0B/QB/P2. Docketing & 
Sr-rv cos Branch Ip 45973 f 08 45993 100. 

0607010661 Comment supporting proposed ru'e 10CFR50 ro emergency planning & 
p*oparednos3 raquromonta for nuclear power plant fuol loading A initial low power 
operations Urges Commission to proceed w/iow power test ng of plani. 

SCHREHEn.C.H Aff nation Not Ass-gnod 53FR16435 00956 08/06/22. Docketing 8 
Sorvicos Branch fp. 45089 2f3*45900 2f3 

8607010665 Commonl support.ng proposod rulo 10CFR50 ro emergency planning & 
preparednoss requirements for nuclear powor plant fuel loading A Innial low power op- 
orations 

H.lL.GF. AfM-ailon Not Assignod. 53FR16435 01166 88/06/22 Dockoilng A Serv- 
ices Draneh jp 4599.1 JO 7-45993 197 

6007010670 Comment supporting proposed ru‘o 10CFR50 re emergency pleming & 
preparedness requ romonts for nucloar power plant fuol load ng A initial low power 
operations Lists reasons for Support. 

OALEY.W J. Allnat on Not Assgnod 53FR16435 00957 GB/00/22. Dockoting A Serv- 
ICOS Branch 2pp 45989 200-4 5D89 201. 

8B07010Q76 Comment support ng proposed ru'o 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel load ng A initial low power op 
ere l o.is 

FAULKINGHAM.C Aff nation Not Assignod. 53FRV6435 01167 08/06/22. Docketing 
& Sorv.ces Branch Ip 45093 176-45993: 1 76 


8M7010678 Comment supper 4 ng proposed rulo 100^050 re oniL’rgjrcy planning A 
prepay edneas requirements fo' nuclear pewer plant luel loading A n.iml lew power 
operat 009 Advisos NRC to co unue offons in co-rr-ct s.luation re nucear plants 
Cf2AUSKAS.T.M AWlatton No? Ass/yied. 53FR f6-f35 C0958 08/ 06/22 Cocked . j A 
Ssrv.c09 Branch lp 46989 199 45909 199 

0007010680 Comment supporting p'oposod ru 0 10CFR50 ro ©morgoncy p’lin-'lng & 
preparedness requirements for nuclear powor pianl fuel ’oadnq A n imi low power op 
•rations 

BJORKSON.R- Aff nation Nof Assigned. 53FRf6435 01107 ear(16/22 NHC ■ No De 
U4«d AKiUat.on Given. Ip 45993 175 45993 175. 

8047010601 Commonl supporting proposed ri/o I0CFH5O re emergency plar.r.r.ig 8 
preporedness requirements for rtcionr power plam fuel loading A rn a‘ low powo* cp 
e/atons. 

CARLSEN.L Affnalion Net Assigned 53FR16-135 01166. R6/36/22 Dockolcng 8 
5orvk:-es Branch lp 45&93 204 45993 2O4 

0007010604 Comment support ng proposed ru’e lOCrREO ro orrorge* cy pla^n^ng A 
preparedness requ remonts fcr nuclear powor p'ant fuo‘ 'oaring A nual low power op 
orahons. 

FRECHETTE, R Alfi ifttion Nol Assigned 53FR16435 Ol 1R8 G0/G6/23 Dockoi ng A 
Serv.ces Bra-vch lp. 45993 203 4 5 &91 203 

W07010685 Commonl supporting proposed ru'O l0r.FR5O ro ©morgoncy p'anr r.g A 
p/epa/odnoss requirements for rucloar powor plant fuul loading 8 -n-liel low pewor 
opereDcvna R^qussfs NRC lo ©*pr-d tiously /ovo,* proposed 'u'a to ho'p pur p/art co- 
in© 

MCCORMACK, R B Alfiligi.on Not Ass g^ed 53FR 16435 00950 68/06/22. Oockr.lng 
8 Services Branch lp. 45989 198-45989 198. 

MO7OV0009 Comment supposing propoe-od rule 10CFR50 /c oir.orgency placn ng 8 
preparedness requ-rsmonts fcr nuefoor power p ar fuel foarf'.-g A fridaf 'ow powtr op 

GLYNN. DM AfHutton Not AssgnotJ 53FR16435 01 109 B0/C6/23 Off.ce 01 9‘0 
Secretary of the Corrm 9 sion lp 45994;0GR-45994:00D 

0067010602 Commonl supporting proposod rue 10CFR50 r© omeryqncy pian"ny A 
preparodne98 roq j'r omen ts for nucloar power p'o-.l fuel load rg 8 Iniliai law power 
operahong Urgos NRC lp stop yie:dr.g to those who would step p , n r t 
DAY.J. AfJdieUon Not Assigned 51FH16435 0C969 08/06/21. Dockounti A Services 
Branch lp. 46969 197-45909 197 

0067010604 Comment support ng proposed rule 10CFR5O ro cme/yoncy p's^nmy A 
pr©p*rednQss roqui'orr.onts for nucloa' power pl&qi fuol loading A .ntioi low powe* op 
•rations, 

ABELY.D.J Alfit-al-on Nol Assignod 53FR16435 01100 08/00/22 Dockohnn A Scrv 
Icoa Branch, ip. 45994 067 4599-1 067. 

0007010000 Comnert supporting proposod rulo 1QCFR50 ro OVOfQCrKy planting & 
preparedness rnqu-remonts for nuclear powor plant fuul laud.ng A initial low power op 
erationa 

SCHWIR.M.E. Affiahon Nol Ass nnod 53FR1G436 01169 80/06/2? Oockolrg A 
Services Branch lp 45094:066-45994:066 

$407910700 Corvmenf support ng proposod * 1^(1 10CFR50 ro om-erycncy p'annng A 
preparedno&s requ remonl9 fo' nuc'oar power plant fuol loading A initial low powor 
operabone.Ufg&a Commission to procooo w/low powor lasting of p>ar,1. 

* Affiliation Not Ass-gnod 63FR 16435 00901 BB/06/22. Dockol.r^g A Sorv.cns 

Branch lp 45989. 1 98-459B0; 1 96 

0*070 10762 Comment supporting proposod rule 10CFR60 ro oirergoncy planning A 
propa/edness roquhomonts for njc'oar powor p'ant fuol loading A .n Hal low power op- 
^Sl^OT 3 

WEEKS.D Affiilallon Not Assignod 53FR16435 01101 0O/C6/22. Dockoiino A Surv- 
Icos Branch lp 45994:065 45O04:CQ5 

0067610705 Comment supporting proposed rulo 10CFR50 ro omsrgonc* planrr.g A 
praparodnos9 require monls for nuclear powor plent fuol load ng A Initial low powor op- 
erations 

* Afhkation Nol Assigned 53FR16435 01170 06/06/23 Dockotiny 8 Servicos 
Branch. Ip. 45994 064-45994:084. 

0007010706 Comment suppoding proposod rulo 10CFF150 ro emoryoncy pfannmg A 
proparedneaa roquireniGnts for nuclear power plant fuol loading 8 inl'-al low pewer op 
©rations. 

MCNAMARA. M D Alfi laiion Not Assigned S3FR 16435 01 Hi2 86/00/22 Dockoi ng R 
Services Branch lp. 45904.O02-45D94.O62. 

0407010700 Ccmment supporllng proposed ru!o 1CCFR50 ro omorgency p'o-'ning a 
preparedness requiramonls for r.uclaar power p'ani fuol loadng A in .1 ini tow powo' 
opera Hons. Bel *e vos pianl desorves to bo tested lo run 

LAMfE.D M Aff -Nation Nol Asagned 53FFM6435 C0962. 00/06/22 Dnckollng A Sorv- 
Ices Branch, lp. 45989:195-46909:195. 

0007010711 Commanl support ng proposed ru'o 10CFF150 ro emergency planr. ng 8 
preparedness requirements for nuc'nar power plant fuel loadmy A irltlal lew powor 
operations Favors Issuance of l-cenco to perform low powor losing for plant 
GOODflUXiE.R H. Affilial on Not Ass.gnoci 53FR16435 00063 B8/06/22 Docko‘-nq 
8 Sendees Branch. Ip 45989:194.45009 104. 

0007010713 Commanl supporting proposed rulo 10CFR50 ro errorgency plunrlng & 
preparedness reqjromonts for rucloar power plant fuel load.ng & in.itinl low powor 
operaUone. Urges Commtes on to procoad w/implempniailon ol proposod rufo 
ROKES.C B. Affi'lallon Nol Ass gned. 63FR16435 00964 88/06/22. Dockal ng 8 
Servicos Branch. Ip. 45989: 193-456B9' 193 

0407010716 Comment eupport.ng proposod rule 10CFR50 ro ©morgoncy planr ng & 
preparedness requ.ramenls for nuclear power p'er.l fuel loading & 'nfml low power op- 
erations 

* Affiliation Not Assigned. 53FR1Q435 Q117i. 88/06/23. Dockotmo & Sorvces 
Branch lp. 46994:047-45994:047. 
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cchB^'cri ip 45969 192 4592919? 

0807010719 Corner.} support ng proposed rule '® ( 3 rf r T-nL P c owor 9 o^ 

preparedness reqo foments fcf nuclear power p am be l La-ng A mil o op P 

liaEYjA AM -aLOO Not Ass coed S3FR16435 Ontt »»/« UOCkevng A Se*v- 
cesfira'ch ip 4599J C46 4599 1046 

0807010720 Cc-rneni support ng P'cpcsed rub lOCKRM '° ri ^DCwe^ 

preparedness req- remits 1o* njc l ear power plant fuel bad> g A <o.tia o P 

63FR1^35 00966 NICVM NBC No 0» 
ra'ed Alf ai-on Gven *P 45369 191-45999 191 

6507010722 Comr^nt Suppon.og crowed rUe 1GCFH50 re emergercy P'^^Q 4 
prepared'* 1 -* requirements for r.ccbar po*er pbnl fuel load ng A in dal cw pov,G- op 

DESFC^SSES.W J Aid' a* cn Net Assigned 53FRI6435 01194 66/06/22 Office ol 
trie Sectary of the Corn- ss:Cn Ip. 45934 C45 45994 045 

8807010723 Ccrrnenl sippcrt.^g proposed rule 10CFR5D b 
p.-eparc-ress reqj rerr.ems for rue'ear powC» pani fuel oad.-'g A midal low powe 
opera! ens Cesses io seo plan ice^sod as soon as pcss cb _ jftA _ , , 0 

LtWALlEfl.J T Atf. ia tic n No 1 Assigned 53FR 16435 0096? B8/06/22 Docketirg A 
Sei\.ces Branch Ip 45969 190 45369190 

0807010724 Ccmrr.ent supporting proposed ru e lOC r RSO ra emergency plannng 8 
preparedness roqi; rements fer nuclear po^or pla^l fuel load ng & n hal ow power op- 
Bfdl'crs 

MCCARTY. MR Aff.'ation Nol Assigned 53Ffi 16435 01195 82/06/21 CDC^Oing & 
Services Branch ip 45994 044 45994 044 


8807010725 Ccmrenl Support ng proposed rub 10CFR50 re emergency p airing A 
preparedness requ renenis for nuclear power p'ant fuel loadrg A iril al low power op 

OS0CNDM AM ! at cn Nol Ass gr.ed 53FR18435 0C968 88/06/2? NRC * No De 
ia led Affi aicn Given ip 45939 169 45989 189 


,tnrreni bvippcitng pteposud mb H:Cf R60 u on^e-- # t . 
foqu romonis for cur.lear powur plwnt f u o! loaMrg A i**?n| Ioa p^V 

LE^ARY* P Alhiavon Nol Assgnod 53HUG435 01303 88/05/27 Oocie:^*^, 
■ces Branch ip 45995 216 45995 216 


8807050046 Cc 
preparodness 


8807050047 Comment support-ng propnsou rulo IOCFR50 rn erru^G iCy t s dV - > 
preparedness requirements fo' nuclear power pbnl furl oaring A .n'.al Ica po*/: ' 

rrnj QHd 

RILEY S M AMilialicn Nol Assigned 53f : Fl lf.435 01 304 96/Cb/?J Lbt-e*'/* 4 c.. 
,ces Branch, ip 45905 Pi? 46995 ?l/ 


8807050048 Commonl supporting p'oposod mo lOCFRSO ro oi’iorge-xy p’sv j 
preparedness roqurernonts for nuclei' power pinnl li.ol lo.u'm.j A nb-y :w pca:;V 

OOLLAHO.S Affiiiaiion Nol Ass-gnptf r .nmif)435 OlH-J 66/06/22 Ucc *?••.-.- 1 
Services Branch Ip 45999 J0 1 45999 101 . 


8007050051 Ccmmont supporfirg proposer I fi-'n 10C r flW r»> emorg^rcy p* dr v j 
prepatetlr.oss lequtwv.ei'ib let t\„c.teai ro^ 1 ' 1 V’ aal A itvli&i b« ^ ^ 

ere tons „ 

WORKMAN, M K Alh'iatoo Net As&igruid 53^jfl64J0 01 b:> d8/06/?3 - 1 

Services Branch Ip 45995 21 B 45095 2 1M. 


8807050052 Co'nrnoni SJpPCrirg prop(>H(;(1 »i.lo lOCFTlSO tts omcignrcy pjv-jj 
preparedness roq.-iromonls fer m.cloer (:«wnr plnrit fur? Icnnrg A mihal Iq*?.>a‘-c.; 
B.'Bl'Ons 

ASCANIOR Affixation Nol Assigned MFRSOUt. I) 1 UCC> 68/06/21 Cx^:-s 1 
Sen/.cos B'arch Ip 46095.219 45906 210. 


8807050053 Co^monl supporng picpc&oii ruin ICCI HfO ru omorgor. y p'av\; j 
proporedness roqui'crnontS for mr'oar powor plnnt fuul loadrq A i“i:al low peA- cf- 
orat 0 r s 

A.GU12AP.B Affliauon Not Asvgrod 5111116416 OH97 66/C6/2I. \ 

Services Branch Ip 45995 220 45996 220. 


C807050054 Ccn'rnoni supposing pr«p«M>:l ruin IOC. FI 160 rn urrergo*v.y far*.;! 
p.'opa'ednoss requ romonis for nuclOPf fxwrr Jilurt lunl 'oadng A i.v* al low wwr' .-o 
Or aliens 

SAnERFlELDM. AIMiniicn Nul Assi;.-ilU. *!FHU>«:i!> 013CA 88/06/23 Cocic”gi 
Sorvicos Branch ip 45996 ?? I 45995 221 


88070 IQ 72? Ccmrr.enl Support ng proposed rule 10CFR50 ro omorgoncy p'af’ning A 
preparedness regu reTor‘s for nudoar power p’ant fuel loadng A mt-al low power 
Si,ppodS ru‘ ng .n order for p'anl lo bo l caused fer 5°* lew pewer testing. 
3 AIM at on Not Ass gned 53FR 16435 009B9 88/06/2? NRC - No De- 
ta led Ath iaiion Given Ip 45989.168 45989 18B 


opor3l ens 
MESSER. 5 


8807050056 Co-nmonl supposing p/opostul run lOCf Hf»9 ro omo'go n ty p’aw;i 
preparedness roqu: ronton IS lor nuclea' povver p'anl li.ol load ng A n* allow poac ^ 
orabons 

BROWN C Alf I al orr Not Assignntf 53FH 16435 1)1309 (ffl/06/23 Doc-etiny 8 5*s 
Icos Brar.ch Ip. 45995 222*45905 27? 


8807010728 CcmTer.t support ng proposed rub 10CFR50 ro emergency plann r.g A 
preparedness reqj ramor.19 lor rudea; power plant fuel loadng A bit al low pewer op 
era tons 

PALMFRAD AMlonon Not Assgned 53FR16435 01172 86/06/20 Dockotng A 
Services Branch ip 46994 043 4599 1C43 


8807050000 Commonl support mq propoSird n.lt? 1OC1M50 ro uinorgoncy p'a'rn; J 
propa'Qd''0SS requlromonis let njclnnr jtownr p‘«int fuu Ipcirting A n 1*5*1 low po*?’ .Y 
crarons 

GILBERTO.DG. AMi’int on »Not Assigntjrf f,3l HlG43ii 01310. 06/06/23 Dcc-i'^S 
Setvicas Branch Ip 45995 223 45995 223. 


8807010729 Comment suppon ng proposed rub 10CFR50 ra emo'ge.ncy panning A 
preparedness roqj remerts lor nuclear power p'anl fuel load ng A m.hal few power op- 
erahors 

APPlEGAlE.fi Alirialicn Hoi Assigred 53FR16435 01196 88/06/22 Doweling A 
Services B'anch Ip 45994 042 45994 04? 


8807050062 Ccrrmonl st.pporlirg profiosml ruin iCGFHfii) rn o norgo'icy 
proparotfnoss roqulfomonis fer r.uclonr powoi plnnt fuul !ond'."g A in l*al low pc-we’ 
erot ons 

GUFFR1DGE.SM AMdiaiion Nol Assiqnud 53l : lUM;iS tJV3U. W/C(i/22 Co 
Services Oronch. Ip 45005 224 45605 224. 


0807010730 Comment Supporting proposed rule 10CFR50 ro emergency plannng A 
preparedness requremems for nuclear power plant rue: load.r.g A initial low power 
operai ar.s Hopes Commission adopis proposed card.cai on 

CARUSO.SN Aff.iaton Nol Assigned 53FF116435 00970 08/06/22 Docketing A 
Services Branch. Ip 45980 167-45969 167 


8807050064 Conwiuril support rig proposed ru'o IUCI H50 ru emergency J 
p.-oparodnoss roquirorr.nnts for nucloiir powvr plqul fi-ol load rig A inil»«V fowoowf V 
orations A . 

CHENG.G Affliioiion Nol Assgnod E>jrmt>436 013 1? f>H/C6/2l Dockodng i Sen 
icos Branch ip 45095 225-45995 225. 


8807010731 Comment supposing proposed rub 10CFR50 re emergency p'annmg A 
preparedness roqu raments fer nuclear power plant be) load ng A m.tidl fo w power op- 
eraion9 

OKEEFE.M Alfil at on Not Ass gned S3FFI1643 5 01 1 73 68/06/23 Dockol ng A Serv- 
ices Branch Ip 45989.106 45969 186 

8807010732 Comment support ng proposed rule 10CFR50 re emergency planning A 
proparedness requirements for nuclear power plant fuel loading A Imiiai low power op- 
erat-ons 

WILLSON. D Alfi iation Not Assigned 53FR16435 0119? 86/OQ/22 Dockot ng A 
Services Branch tg 45994 04 1 -45994 04 \ 


8807050065 Comnicnt Supporting proposed ru'd lOCrilOO ro umorgancy c-a.iv-; I 
proparodnoss roqulromonis lor ruclotu powur p'anl fuo; load rig A i-rt-o 1 'ow op- 
erations 

STARKEY, PW Aff.halicn N ‘01 Aasgntfd 53f : R 16435 011 74 66/00/22 Dock*/* I 
Sorvicos Drench Ip 45009 302*45939 302 

8B0706006B Corr.monl supporllry profioscd rule IGCF FlL>0 ro omorgOr.cy c 9f.v>J A 
preparodnoss roqulrornonis ler nudoar powor plont fool lootimg A n-tal bwpcw«/(f> 
eralcns _ . 

JOVELLANOSH. Aff llatlon Not Ass-pnod. G:1F -M1H435 01313. 66/00/21 Dod-el^i 
Sorrficos Branch Ip. 45995.226 45905 ??6. 


8807010733 Commonl Supporting proposed rule 10CFR50 ro emergency plann.ng A 
preparedness requirements for nuclear power p’ant bol loading A initial low power 
operations Hopes NRC wi:i ro,ecl obsiAiCticmst tactics A adopt proposod rub 
WKiTE.fi E Ath -at on Nov Allied 53FR1 6435 0097 V 89/95 /?2 Dock eVnq A Serv- 
ices Branch Ip 45989 185 45989 185 


8807010734 Comment support. ng proposed rub 10CFRS0 ra emergency planning A 
pfepa/edness roqu rements for nuclear power pbni fuel loadng A m.t.al low power op- 
erations. 

THOMPSON.T.M Affiliation Not Assigned 53FR16435 01 198 08/06/23 Docket.ng A 
Sorv.ces Branch Ip. 45933.205 45993.205 


8007050039 Comment Supporting proposed ble l0CFfi50 re emergency planning A 
preparedness requirements lor nudea* power plant fuel loading & in t.al low powor op- 
erations. 


MCARTHUR.MW. MCARTHUR.l G Affi iaiion Not Assigned 53FFI1643S 01300 00/ 

06/23 Docketing A Services Branch, ip. 45995:213 45995 213. 


8807050041 Commonl Support ng proposed rule 10CFR50 re emergenry p’annnn & 
preparedness lequiromoms for nuclear powor plant fuel loading A initial low oower oD- 
erationg M K 

F|NNiGAN.J Affiliation Not Assigned 53FRJ6435 01301. 88/C0/23 Dockolino A 
Service 9 Branch Ip 45995 214*45895 214. y 


8807050043 Comment supporting proposod rule 10CFR50 re emergency plann.nq A 
erafio!^ neSS requ ' ,eaierils lw nucleaf P° w0f P lanl k* 1 r o^9 & initial low power op. 

O CONNOR .CL AHJiahon Nol Assraroo 53F ft 16435 01302 88/06/21 Dockfil.no A 
Services Branch Ip. 45995.215 45995 215. 00 wy c «. uocKe.mg * 


0807050069 Commonl support-ng proposurf ruin lOCFfTfiO ru omurgorcy F anr ^ 
preparedness roquiromonts for nuclofif powor tilanl fuul loodirg A in t.al bw pc*, op 
eralions . 

GUltBEfiT.N.E. Afli'iat-on Not Ass gnud. 5nrm0435 D1314 80/06^23 COCHiAp 
Services Branch Ip 45905 227 45995 227 

8807050071 Commonl supporting proposod rub 10CFH50 ro emergency 
prepa/odnoss roquiromonts for nucloflr powor p'anl fuoi loading A initial lowpc*?^ 
orat-ons _ . , v . 

CLOUTMAN.S3 Affil-allon Net Assignod 631 010435 013 15 68/C6/2' Ooc-e ^ 4 
Services Branch. Ip 45995 226*45035 226 

8807050075 Commonl supporting proposed rub 1QCFH50 ro uniorgency 
preparedness roquiromenis lor nucloar powor plant fuul loading A miha low pc 
orations . t Yi 

TEFFT.J.G AIM alion Not Ass-gnod 53FFU 6435 0131G 06/06/22 Docker*** 
icos Branch. Ip 45995 229*45995 229 

8807050070 Commonl Support ng proposed rub 1UCFR50 ro emergency 
preparedness requirements for r.ucfoar power plant fuel load ry A in-i al o-v pc 
eraiions i 

eOYLE.M.P, Aff.lation Not Assgnod. 53FR10435 01175. 00/06/22 DocVQi^ 
Sorvicos Branch ip 45099.303-45099.303 

6807060079 Comment support-ng proposed n.lo 10CFH50 ro emergency 
preparedness requirements for nudoar powor p'ant fuel loading A Inbai k* P° 
stations _ 

AIELLO.KM. Affiliation Not Assignod 53rnid435 01317. 68/06/23. BOC^- i 
Services Branch Ip 45995 230 45095 230. 
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8007050082 Comment supporting proposed ruin 10CFR50 ro ome.'goncy plarn^g & 
p'cparodncss roqu romonla for njclear power plani luol loading ft in«* al low power op- 
era: ons 

HGG'NSE Alfi'lsiion Nol Assigned 53FR16435 0 1 3 1 B 08/06/22 Docke ling 4 Serv- 
ices Branch ip 45995:231 459D5 231 

0837060083 Comment supporting proposed rule 10CFR50 re eme'goncy plar.nr.g A 
preparedness roqu.r omenta for nue'ear power plant fuel load ng & low powor cp- 
IT At 'COS. 

StVfVTCN.C.W Afftl flion Not Aasrgied 53FR 16-135 0tf?6. 66/05/22 Oockorrg A 
Services Branch ip -t693Q 336 45999:336 

880705-0086 Commonl support ng proposed m*0 10CFR50 ro emofqsncy plan rt ng ft 
p 'epa'ednoss requrromoms tor nuclear power pJanl Mol Josping & Initial low power op- 
erations 

DHHNE.W Ami at on Not Assgnod 53FR 16435 01319. 00/06/01 Docketing & Sonr- 
-cos Branch Ip 45995 232 45095:232 

6837050088 Comment supposing proposed iulo 10CFR50 ro omorgo^cy planning A 
ptcpa'Odnoss roqu remonts for nuclear power plant fuel loading ft n tiRl low power op- 
era! ons 

HANLBY.Rj. AIM anon Not Assigned 53FR 16-135 011 77. GB/C6/22 Dockctng & 
Semises B'onch 2pp 45999 337-4599D 338 

8807050089 Comment support r.g proposed rule 10CFR50 re omorgor.cy p’ar.n ng & 
preparedness requirements lor nucloa' powor p'am luol toadng A in.tat low powor op- 
erations. 

GERRISH.D.R AH. .aiion Not Assigned 53FR 16435 01320. 86/06/23 MRC . No Do 
la Gd All I at on G ven Ip 45995.233 45905 233 

8807050092 Common supporting proposed ru'o 1CCPH50 re err, ardency pfenning & 
preparedness roqurements for r.uclear power plant foe! l-o-ad.ng A hii-al low powo' op 
orations 

FPA'JCK.AG Af Illation Not Ass-gnorj 53FR1B435 01321 0G/C6/22 Oockotir.g A 
Set\.cos Branch Ip 45995 234 45905 234 

6807050093 Comment supporting proposed rule 10CFR50 re emergency planr.ng & 
preparedness requirements lor nuclear power plant fuel loading & lmli3l 'ow power op 
ftraticns 

TARVY.EA Afhiaticn Not A9S'gnod 53FR 16435 01322 8Q/00/P3. Dockoling A 
Services B-anch tp 45995 235-45995 235 

6807050095 Comment suppcrt.ng proposed rule 10CFR5G ro umergo.-.cy planning A 
preparedness roquiromonis for nuefoar power p'am fuof louring & mfliaf fow power op. 
oradons. 

I'ANlEY.M.A Affiliation Not Assigned 53FR16435 01173 BB/06/23. Docket ng A 
Services Branch Ip. 45990 339 45999.339 

8007056097 Comment supporting proposod ru'o 10CFRS0 ro orm-goncy p'onnr.Q A 
P'opnrodno3b requ.romonts for nuclear power plant fuel lontlng & m.t at low power cp- 
e-ai ons 

KENT,C Alf.'iaticn Not Ass-good 53FR 16435 01323 8U/06/22 NF1C • No Dolailorl 
Alh- at on Cl ven Ip 45095.236 45995 236 

6607050100 Comment suppcri-ng proposod rulo 10CFR50 m omorgoncy plam-ing 8 
f »o;mrodno93 requirements lor nuclear power plant luol loading & Initial tow power op 
orauens 

WILUAMS.R Alh'iailon Not AssgriOd. 53FR16435 01324. 6B/0G/20 Dockoing A 
Servtcos Branch Ip 45995 237-45995 237 

8807060101 Comment supporting proposud rule 10CFR50 ro omtxgurcy planning A 
preparedness roqu foments for nuclear power plant luol load ng & Imtial low power op 
options 

GAGNE J A Affi’iatiqn Not Assigned. 53FR16435 01325 UB/06/21. Docketing & 
Services drench fp 45895. 206-45 905. 2C0 

0897050102 Comment supporting proposod ru'o 1QCFR50 ro emorgoncy planning & 
preparedness requirements for nuclear power plant fuel loading A in.tel lew pewor op 
oral ons 

rnOLO.C Alli'iolion Not Ass-gnod. 53FFU6435 01400 G&/0G/22 Dockoling A Serv- 
cos Branch Ip 45995 207*45995:20? 

9807050105 Comment supporting proposod rule tOCFRBO to emergency plann ng & 
preparedness roqu'fomont9 for nucloar powor plant luel loading & iml-al low powor op- 
erations. 

D'JBOIS.B. Affiiotion Not Ass-gned 53FR16435 01326 08/06/21 Docketing & Serv- 
ices Branch. Ip. 45995 200-45905.200. 

8807050106 Comment supporting proposod rule 10CFR60 re emergency plann ng & 
preparedness roqurements lor nucloar power plant fuel loading & initial low power op 
orations 

* Afh'iaton Not Assfgrrod. 63FRI0435 Oii?9 68/06/23. Docketing <S Sorv.cos 
Oranch Ip. 45999 340 45999 340 

8807050107 Com.mont supporting proposed AJ'e lOCPRSO ro omergoncy plane ng & 
preparedness requhomenls fot nuclear power pfem fuel Joad.ng & JrJfiiaJ Jow power op- 
ora: ons 

KINGSTON.G. Affi'ietion Not Ass gngd 53FR16435 01327. 66/06/22. DocketT.g & 
Services Branch Ip 45995 209 45995.209 

6607050109 Comment supporting proposed rule 10CFR50 ro nmergoncy plonmng & 
preparedness requ-remonts for nuclear powor plant fool loading 6 Initial low power op* 
eranons 

CURKEE.P Affil-at.on Nol Ass ynod. 53FR 16435 01401. 8B/0G/2 2. Dockoling & Serv- 
ices Branch Ip. 45995 210-45905 210. 

6697050110 Comment supporting proposed rule 10CFR50 re emergency plann ng & 
proparodnoss requirements for nuclear power piont fuel loading & initial low power op- 
ora Irons 

JENKINS.H G. Affihallon Not Assigned 53FR16435 01328. 80/06/22. Oocketlng & 
So.-vices Branch tp 45995:211-45995 21 1. 

0007050116 Common* support>ng proposed rule I0CFR50 ro emergency plann ng & 
preparedness requirements for nucloar power p'ant fuel loading 6 initial low powor op- 
erations 

HAM.H.. HAM.S. Alfil ation Nol Assigned. 53FR 16435 01180 88/06/23. NRC - No 
nmrvInH Affil-nt.nn Hiunn IP dfiQSB fid 1 .45999 14 1 


8007050122 ComiTiem support ng p*oposcd iu‘e 10CFR5O re emergency p'annmq & 
pfepa'ecfnes9 req-j remonts lor r.uc'oa' power plant luol ‘ending & initial lew power op- 
erations. 

JASINSKl.M. AIM at on Not Ass-gas d 53FR 16436 01402. BO/06/23 NRC • No De 
tailed Afl.l-at«on G-von ip 45995:212-45095:212. 

6007050127 Comment supporting proposed rulo 1CCFR50 ro emergency plann ng & 
preparedness requ rememe for njcleaf pewor plani fuel ipad.r-g a *n i«al low powor op 
or a*- ons 

* Affi ret. on Not Assigned 53FRT6435 Of 403 08/06/22 Docketi- g & Services 
Branch ip 45995:205-45995 205 

0807050128 Comr.onl support ng proposed ru'o 10CFR50 re omergoncy pla^n ng 6 
preparedness requi/emems tor reclear power p'ent tuoi leading A iniial few peraror cp- 
GfBilons 

GRILL 0,J Affuinhon Not Asslgna<t 53FR 16435 01404 BB/CG/22. Oockclu.g A Scrv 
.cos Branch Ip. 45995 204 45995 204 

8007050132 Commeni suppon-ng p-oposod rulo I0CFH50 ro omorgoncy panning & 
preparedness roqu remorv.s for nuc'oer power plant fuol loadng & m lij*' low power op 
o^arions 

GASNEPAIN.SJ Aft liahon Nol Ass-gned 53FR16435 0 M05 BB/OG/SG DccknlngA 
Services Branch Ip. 45995 203 45995 203 

B807050136 Comment supporting proposed ru’o 10CFR50 ro emergency piann.r^g A 
proparodness roqu.roir.enls for nuclear pow<vr p'ant Ijqi load.ng & hTt«ai 'ow power op- 
o'at-ons. 

KENNEY.S.J Althatlon Nol Assigned 63FR16435 01406 63/06/22 Do-ckot rg A 
Services Branch ip 45095.185-45995:105 

8807050140 Commeni svppon.ng proposod n/fo ICCFR50 re emergency pfenning & 
proparodnoss roquremonts fer nuclear powor plant fuol loadng & initial low power op- 
erations 

TARDlF.L. Aflilial on Nol Assigned 53FR16435 0M81 80/06/23 CockGl-ng A Sirrv 
•Cos Brnrch. Ip 45D3B 342 4G999 342. 

8007050144 Comment supporting proposed rulo 10CFRS0 r© omo'gency plann.rg A 

a amdness roqu rerrenls fo» nuefoar powor plant fuel ‘oad ng & hdioi low powor op 
on-3 

FHITZ.LH AHiliallcn Noi Asslgnod 53FH16435 01407 BB/06/22 Dockutir.g & Sorv- 
icos Branch. Ip. 45995:106 45006 ICO 

8807050140 Comment support .ng proposed rulo 1CCFR50 ro omcrgor.cy ptannmg 8 
preparednoss rqqui'cnienis for nuclear power pfam fun' foad.ng & initial fow powo- 
o peral Ions. LYco 5 plant operahen. 

AnWSTnONG.CS Adi’lanon Nol Assigned 53FR 16436 00072. 00/06/21 Olfco of 
Ihe Secrolery ol tno Comm ss'on tp 45D95 10 7-469-95 107 

9807050147 Commonl supporting proposed rulo 10CFR50 ro onio.^oncy planning A 
proparodnoss roquiromonls for nuc'oar powor plan! fuel foaiJng A Initial low power op 
orallons. 

MADE J,E V. Afhlallon Nol A99igned 53FR10436 01408 0B/06/22 Docko’ing fi Scrv 
cos Branch. Ip 45935 1 GO 45905 180 

8B0705O149 Comment support ng proposed rulo 1CCFR50 ro emergency plann ng A 
proparodnuss roqu rum onts lor nuclear power plant luol loading A irvt-a 1 low powur op- 
erailons 

• Afli'iaton Nol Asslgnod 53FR16435 01419 88/06/22 Dockolhg & Serv cos 
Branch Ip. 45035-169 45905: 100 

6007050150 Common! supporting proposod ru'o 10CFM50 ro orrorgency pfann-ng & 
proparodnoss roqu remonis lor nucloa' power plant fuol loading A initial low powor op* 
orations 

HILL.J W. Alfciatfon Not Ass-gned 53Fnt6436 01400 80/06/22. Dockoling 8 Son/ 
fees 9 tench Ip. 45905. 109 45005:103 

0007060151 Cornxoni supporting proposod rulo HJCFR50 ro omargoncy planning A 
proparodnoss roqjromonts lor nuclear power plftnl luol loading & initial law power 
operations Boliovos ulll must bo o.lpwod lo procood w/fow powor toslmg 
PATTERSON, D J All.lQllon Not Asslgnod. 53FR 16435 00973. OB/OB/22 [3ock©lmg & 
Sorvico9 Bronch. Ip. 45995 191-45995 191 

&80705Q165 Comment &upport.ng proposed rtilo 10CFR50 ra nntorgency planning & 
preparedness requi-emenls for nuclear powor plant fuel loading & Imlial low powor op 
eralions. 

FREY,r Affiliation Nol Assigned. 53FR16435 01182. 8Q/0Q/22 Dockoling 8 Snrv.ces 
Branch, tp 460CD;166-460C0.1C6. 

8007050160 Corr.mont Supporting p-oposod rulo 10CFR50 ro omorgor.cy plann ng & 
preparedness reqj.roments lor nucloa' powor plant fuol load-ng A Irvlal low power op- 
erations. 

O'NElLl.S. AttdeKon Nol Asswed. 53i : H 1043b 01329 00/00/21. Docketing & Sca* 
icos Branch Ip 45095 192-46935 192. 

8007060160 Comment supporting proposed rule 10CFH50 ro emergency plann ng A 
preparedness requiromenls for hucJear power plani fuol loading A infra) Jow power op 

ENGBERG.B Aff.Jiation Not Assgnod. 53FR 16435 01410 88/00/23. NRC • No Do- 
tailed Alf liat-Oh Givon. ip 45995 193 45995.193 

8007059169 Commonl support-ng proposed rulo 10CFRS0 re om-orgoncy p'annlna 8 
proparodnoss roqui'omonis lor nuclear power plant luol load ng A inllla'. low power op 
eraiPns. 

KELLEHERAS. Affi! ailon Not Assigned 53FR16435 01420. 08/06/22. Dockolir.g ft 
Serv*cos Branch. 2pp. 45995:104-45995: 105. 

8807050160 Comment supporting proposud rule 10CFR60 re emergency planning ft 
preparedness roqu foments for nucloar power plani luol loading A in.vai low powor cp 
era t. Ons. 

R08F.RTS0N.V.S. AHuation Nol Ass:ynod 53FR 16435 01330 80/06/22. Dockolr.g 
& Services Branch Ip 45996:190-45096:196. 

0887050183 Comment supporting proposed rule 10CFR50 re em urgency p|pnri;>y ft 
proparodnoss requirements fo f huc'oar power plaw fuol loading ft initial low power op- 
erations. 

BICKNELIX I AHilal-on Not Ass^ned. 53FR10435 01411 88/06/22. Dockoling & 
Son/cos Rronch. lo 46995 197-45096:107 


CB 07050 164 Co.rnor.1 fiupport-r.g pressed rule 
para-PdnrSS req. fcner.is r o' n..c'ear po *er p ant luel lead r.g & n-.uai ow PO*e P 

SlG WF AM*!.onNc1 ASS good SJFRI043S 01331 86/06/22 Oockelng A 
Ser.cos flrarch ip 45^9S 1 98 1559$ 158 

8807050166 Ccmnerrt SuppCftng proposed n/e 1 °C F H 5 ° _r e err o/g Y 
prtpiredross /tq^'cne**.!* for nuclear power plart fuel loadng A .. B c P 

S^iWrii^Sa'sjWlWiOMW »*'»■ °«* S9 ~ 

Kies 9ffl. r ;h ip 45599 505 45999 205 

8807050168 Ccnr.Tont Support^ proposed ru'e 1OCFR50 > re p ^^ 9 op & 

pepwed-ess requ 'cmer/.s lot cvjtfea r power piani fuel <oad-ng A n-bal low power op 

FESANf SI M W AM ia»<on Nol Assured S3FR16435 01332 86/06/22 Docket, ng A 
Se-vcvs Bmncr' ip 45995 199 45933 ’99 

8007050169 CoTn'er -1 s.pport'g proposed ru'e 
P'epa'Cd.-oss req., remoms for nuc ea' power pianl fua loading & mU9i low po*e op 

STACK! Atf a'cn Nc* Ass-Qned 53FR16435 01412 B8'06/22 Docketing A Serv 
ices Branch Ip 45005 200 45995 200 

8607050170 Comment support ng proposed rule 10CFR50 re emergency plain ng I A 
P'cpa*cd.io$s requ remerts for ruclea' power pant fjel leading A m tal low power op* 

BOOZE.M C AH ia’on Noi Assigned 53FR16436 01333 88/06/22- Docket'ng A 
Serv ;es G'Ooci ip 45095 201*45395 201 


8607050172 Cormp'': Support ng proposed tu'O 10CFRS0 re emergency p'&nnng & 
preparedness reqj remenls for nuclear power p'ant fjel loading A initial low power op- 

WHFElEPJ A'fi'aticn Not Assg-ned 53FR16435 01421 B6/06/22 Oocketmg A 
S&ivices fcrarch ip 45995 202 45995 202 


8007050173 CcmT.ont supporting proposed ru'e 10CFR50 re emergency plane ng A 
prepa*ed*iess retirements for nuC'ear power plant fuel leading A initial low power 
operatin', Supports oHort to reduce rrusundorsrand'ng re uU 1 

KENR:CKSA All l alien Net Assgned 53FFM6435 00977. 86/06/22 Docketing A 
Services Branch ip 45992 090 45992090 


6607050174 Corrmeni Support nq proposed fulo 10CFR50 fe emergency planning A 
preparedness requ remm's (or nuclear powe' pianl fuel loading A iniial low power op 
erai ens 

Ki.EYGJ AM 'lat on Nci Assigned 53FRI6435 01413 86/06/22 Oocket ng A Serv- 
ices Branch ip 45992 091 45992 091. 


8007050193 Comment supporting proposed ru!o tOCFRSO to emorgency pij,,.., 
preparedness requirements (or nuclear power p'ant fuol load ng & n na: low 

LORD M AfMotion Nol Assignod. 63FR 16435 01415. 00/06/23 Docket “vj A 
ices Branch ip- 45992 101*45992 101 * v " 

8B0705D194 Comment supporting proposed ru'o 10CFR50 re omtigoncy p! ar , v i 
preparedness requlromonts for nuefoor power plant fuel loading A to.Lal pyvV 

CH ABO T 0 R- Affiliation Nol Assignod. S3FR16435 01425 80/06/21 OccVfvi t 
Services Branch. Ip 45992 102 *45992 .102. ^ 5 


8807050166 Comment supporting proposed rule 1OCFH50 to emergency p> fiV , 
preparedness requirements lor nucloar powor plant fuel loading A imi-ai low w>>cr oc 

fl'CHARDSON.P Afli lahon Not Assignod. 63FR 1643 5 01201. 00/06/22 Dorter 
Sorvces Branch. Ip. 46000. 1 00*46000 iGG v 


8807050198 Comment supporting proposed fulo 10CFR50 re emergency pVvn ^ 
preparedness requirements lor nuclear powor pianl fuel loedng A n.t.a: lo^po*^ 
0 ns 

• Affi'laVon Not Assigned. 53FR 16435 0151 1. 68/06/23 NRC • No Deleted 
Given, ip. 45992 103-45992 103 


0807050199 Common! supporting proposed ru'o 10CFR50 ru emergency p'311^ i 
preparedness requirements for nuefoer powor plant fuel load-ng A i'Mai lo* xn* 
operations Encourages Commits on to ru l o In favor of proposed ru'o expedite, 
BERGERON, R. AfVlat'On Not Assignor! 53FR18435 00980. 00/06/22 Oode'.v 4 
Services Branch. Ip. 45092: 104-45992: 104. 


8807060201 Common! supporting proposod rule 10CFR50 ra omerper.cy p i 
preparedness requiromonls for nucloar power plant fuel loading A milial lowpoer**- 
eralions. 

SCHMECKPEPER.E Alf.fcatlon Nol Assignod 53FR 16435 OI426. 68/06/20 Ooc^ 
mg A Sorvices Branch Ip 45992.105-46992.105 

8807050203 Comment support ng proposed fulo 10CFR50 ro omergency plfl'^ij l 
preparodness requirements lo/ nucloor powor plont fuel load ng A in tial low y 
ora'ions. 

MAHAN.W F. Alfikalion Nol Ass good. 63FR16435 01509 80/06/21 Docket h 
Services Branch tp 46992.106-45992:100. 


8807050204 Commont supporting proposod rulo 10CFR50 re omerger.cy p'ir..-* & 
preparedness roqulromonta lor nucloar power plant fuel loadng A ir.i*.i8' lor# pc*« 
operaiions Encourages Commiss on to approve proposod ru'o change 
JAMISON.R.C. Affiliation Not Assignod 53FR16435 00981. 80/06/22 Doc^J 
Serv.ces Branch Ip. 45902. 107*45992: 107. 


8807050175 Corme>’.l 9upponng proposed rule 10CFR50 re emergency planning A 
preparedness requ rerents lor nuclear power plant fuel loading A inn-al low power op* 
eraticns 

MORGAN R AM: anon Nol Assigned 53FR16435 01334 89/08/2? Docketing & 
Sea.cos Branch tp 45932 092 45992092 


8807050205 Comment supporting proposod ru'o 10CFR50 re omergoncy parvg J 
preparedness roqu.romonts for nucloar powor p’ant fuol loading A imtiel low pc.vef op- 
erations 

HECKLE FVG Atotion Nol Aaslgrtort. 63FR1643S 0142? 60/06/23 Oockc'^ 1 
Services Branch, Ip, 45992: 100*45992 1 00. 


80070 50177 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness fequtomtms lor met eat power plant loe‘. load ng & initial low power op* 
aral ons 

VACENT.CJ AM I a: o.n Not Assgned 53FR16435 01335 60/06/23 Docketing A 
Sow ces B'arch ip 45932 093 45992093 


8807050208 Ccmmenl support ng proposod rulo 10CKR5D ro urr.ergancy pla’fnj S 
preparednoss roqulromonts lot nuclear powor plant fuol loading A Unit ai low power 
eralions . . 

’ Affiliation Not Assignod. 53FR 16435 01 500. 00/00/22 Docketing A Ser.iw 
Branch. Ip 45992:109-45992.100. 


8007050180 Common! Suppori.ng proposed ru’e 1OCFR50 re emergency planning A 
preparedness requ remems for nuclear power pianl fuel loading A initial low power 
operations Plant shou’d go onl.ne A produce power 

SEYMOUR PM Allla'.qn Not Assigned 53FR16435 0142? 88/06/22 Dockotng A 
Services Branch ip 45992 094 45992 094 


8807050209 Commont supporting proposod rulo 10CFR50 ro omorgoncy pa.r ^ X 
proparodnoss requlromon(9 for nucloor powor plont fuol load ng A Initial low pc* sr op- 
erations 

ShELLEHAMER,H. Aftll.olion Not Assigned 63FR 16435 01336 68/06/23 OocW^ 
A Services Branch, ip, 45902:1 10*45092:1 10. 


800705018? Common! suppoang proposed ru'o 10CFR50 re emergency p!ann ng & 
preparedness requ.remen’s for nuclear power plant fuel loading A initial low power op- 
erations 

BOWER A Atll.at.on No! Assgned. 53FR16435 01200 8B/06/22 Docketing A Serv. 
ices Branch Ip 46000.167-46000 167 

8807050183 Commeni Supporting proposed rule 10CFR50 re emergency planning A 
proparodnoss requirements for nuclear power plant fuel loading A Initial low power 
ppe'ahons U'ges Commission to implement proposed cian'ication. 

KOIKOWSKI.E J A K Nation Not Assigned 53FR 16435 00978. 8B/06/22. Docketing A 
Serv.ces Branch tp 45992 095-45992095 


6807060210 Commont supporting proposod rulo 10CFR50 ro eme-gorcy i 
proparodnoss roqulromenl9 tor nucloar powor pianl luol loading A in tial low power op- 
erations. rtn _ 

PERKINS.WJ. Affiliation No! Assigned 63FR16435 01507 08/06/22 Decker S 
Services Branch Ip. 45992: 1 1 1*45902:1 1 1. 

8807050211 Comment supporting proposod rulo 10CFF150 ro emergency plaint 
preparedness requirements lor nucloar power pianl fuel loading A iniiial .ow powe r op- 
era lions. r. „ i 

HANLEY.AR Affiliation Not Assigned. 63FR10435 01337. 68/06/23. Dockets 
Services Branch. Ip. 45992:1 1 2-45992 1 12. 


8807050104 Comment Supporting proposed rule 10CFR50 re emergency planning A 
preparedness reqjiruments for nuclear power plant fuel loading A Ina’al low power op- 
era'. ons 

WOOO.J H Atfiation Not Assigned. 53ffli6435 01414. 88/06/23 Docketing A Serv- 
ices Branch. Ip 45932 098 45992096. 


8807050168 Common 1 supporting proposed ctfe IOCFR5Q re emetgency plannng A 
preparedness requirements for nuclear power plant fuel load.ng A Initial low power op* 
erai.ons 

DURAND.N Affiliation Not Assigned. 53FR 16435 01423 88/06/22 OockBtnQ A 
Serv.ces Branch Ip 45992 097*45992 097 


8807050190 Comment supporeng proposed ru'e 10CFR50 re emergency planning A 
preparedness requ.remeni9 (or nuclear powor plant fuel load ng A initial low power 
opera* ons. Urges NRC not lo be persuaded by irresponsive groups A to approve rule 
TUTiNAS.PJ Affiliation Not Assigned. 53FR16435 00979 88/06/22 Dockatinn A 
Services 8 'anch. ip 45992098-45992098. U 


0807050191 Comment supporting proposed rule 10CFR50 re emergency plannlno A 
preparodnoss roquiremonls lor nuclear power plant fuel loading A initial low power 00* 
erabons. 

BONNE R.E F. Affiliation Not Assigned. 53FFH6435 01424. 86/06/22 Docke'-na A 
Services Branch, ip 45992099*45992099 a a 


6607050192 Commeni supporting proposed rule 10CFR50 re emergency planninn A 
proparodnoss requirements for nuclear power plant fuel loading A Initial low power op* 


MCLAIN ,O.G. AlUkaUon Not Atoned. 53FR16435 
Services Branch ip 45992 100 -45992 100. 


01510 88/06/22. 


Docketing A 


6807050212 Common! support, ng proposed rulo 10CFR60 ro emergency F an ^^ 
preparedness requiromonls for nucloar power pianl fuol load ng A in nal lew pc^ 
operations. Lists reasons for support. As sort 9 plant capacity could 
CASEY.TJ AMflallon Nol Assigned 53FR 16435 00002. 00/06/23. Doc kofng 6 pr- 
ices Branch, tp. 45992:1 13-45902.1 13. 


8807060216 Comment supporting proposod rule 10CFR50 ro omoKjcncy 
preparedness requlromenls for nucloar power plant fuol loading A in.ual low powe iv 
eralions 

DINEEN-TOMASINI Affillal on Not Assigned 53Fni6435 01330. 88/06/23. Ooc*^ 
A Services Branch, ip 45092 11 4*45992. U4. 

8807060217 Comment supporting proposed rulo tOCFRSO ra emergency P£ nr ^ 
preparedness requirement for nucloar powor plant fuol load.ng A iniue. low pc* 
©radons. 

* Affiliation Nol Assignod, 63FR16436 01608. 80/06/23. Oockotmg « 
Branch. Ip. 45992:1 16 46992:1 15. 


8807Q50221 Comment supporting proposed rut© 1QCFR5Q ro emergency 
preparedness requirements for nuclear power plont fuel fooding A inluai 'O'* pa*' 

BRAGEL.R.C, Affiliation Not Assigned. 63FR16435 01339- 68/08/23 Docket * 
Services Branch, tp 45992.U6 45992.1 16. 


107060223 Comment supporl ng proposed rulo 10CFR60 ro omerghney P-a 
preparedness requiremenis for nuclear powor plant fuel loading A |ni -’ 3 ” . 
operations Encourages Commission to rule in favor of proposed fU '® 1 

SlOAN.M.C. Affiliation Nol Ass’gnod. 63FR16435 00903. 66/06/23 DocW 9 
Services Branch. Ip. 46992- 1 1 7-45992: 1 1 7. 


NONDOCKETED ITEMS 275 


1607050225 Commonl supporting proposed ru'o 10CFR50 ro om&rgency pler.n ng & 
preparedness requirements tor m, clear power plant fuel loading & .nlt-a' low power op. 
era rior.s 

FARRELL. J T AIM-anon Not Assigned 53FR1&435 01505 0B/O6/22 Docketing A 
Serv.ces Branch Ip. 45992. 1 10-45092 U 8 

16070 50226 Common! supporting proposed rule 1OCFR50 re emergency p’armlng A 
preparedness requ romonis for nucloar power plant fue'. loading A initial !ow power op- 
erations 

PILAT.E E. Alli'iai on Hot Assigned 53FR16435 003G4 00/06/22 Dockolmg & Serv. 
ices Branch Ip. 45992:1 19 45992 119. 

3907050227 Comment supporting proposed rule 10CFR5Q ro emergency plann ng & 
prepa'Gdnoss requirements tor nuclear power plant luol loading & in tat low powor op 
erat-ons 

DOLAN. J Affifation Not Assgnod 53FR 16435 01340 88/06/19 Docketing & So'v- 
oos Branch tp. 45992.120-45992 120 

B80705022B Comme.nl supporting proposed ru'o 10CFR50 ro err-orgor'ey pi Qnn:r.g A 
proparednoss roqu.rements for nuclear power pianl fuel foadm-g & initial low power op- 
era to ns 

O'KULA.G Aff halion N'oi Assigned 53FR16435 014 16 08/06/22 Docketing & Serv- 
less Branch fp. 45992 121-45992 T2t 

B8O7050229 Comment support ng proposed rule lOCFRliO ro emergency plannng & 
preparedness requirements lor nuclear powor p'anl luol loadng & in.hftl low power op 
oranens 

DOBSONI.B.A. Afliliat On Nol Ass-good 53FRlf>435 01504 08/06/22 Docket ng & 
Services Branch Ip. 46992 122-45992 122 

0007050230 Commonl supporting proposed ru'o 10CFR50 ro emergency p’annng & 
preparedness requ romonis for nuctoa* powor plant fuel loading & initial low power op 
oral ons 

KETCHEL.S Alf.lialion Nol A9S.gnnd 53Fni6435 01341 88/06/22 Docket-ng & 
Services Branch Ip 45992 123 45992 123. 

Se 07 0 5 0232 Comment suppcrf.ng proposed rula IGCFR50 ro omorgonoy planning & 
proparodness roquiremonts fer nuclear power plam luol load ng & initial low power op- 
erations 

PAINTER. R L. AtliTation Not Ass-good. 53FR16435 01503 0B/0G/22 Dockoi ng & 
Sorvxos Branch ip 45092 124 45902 124 

0007050233 Comment supporting proposed ru'o 10CFR50 ro omorgancy plann ng & 
psopti'Qdr.ess roQuUemonls tor nudea* power plan 1 fuel loading A m.t<al ?ow power 
opc.*ations-Encourago9 Commission lo oxpediticu&iy ru'e In favor of proposed ru!o 
DFtOS-SEL.SP Alf.ha1.on Not Assorted 53Fnifi435 00985 9 8/06/22. DccVolhg & 
Services Branch tp 45992 125-45092 125. 

8807050236 Commonl Supporting proposed rule 10CFR50 rn cmorgoncy p’anning $ 
preparodno9s requiremonts for nuclear power plan! fuel loading A hilial low power op 
evarons 

WHEELER. T P. Atiriot'on Not Ass-gnod 53FR 16435 01342 00/C6/23. Dockoi ng & 
Sorvlcos Branch. Ip. 45992:120*45002 126 

8807050230 Commonl Supporting proposed rule 10CFR50 ro omergoncy plane ng 8, 
proparednoss roqu romonis for nucloar power plant luol loading 8 in hat lew power 
operations Encouragos Commission lo oxpudiiicusiy rulo in l&vor of proposed ru'o 
ACHEBJN.MP AfJi/lalion NoJ Assigned. 5JFR 16-135 00306. 80/00/22. Dockaing 5 
Services Branch, ip 45092 127-45092 12/ 

0007050239 Commonl supporting proposed rule 10CFR5Q ro emorgcncy plann ng & 
preparedness requirements for nuclear power plant fuel loading & milial low power op- 
o rations 

WEAVERS. All.liaiion Not Assgned 53FR16435 01343 00/06/23. Docketing & Serv- 
ices Branch Ip. 459D2. ) 20 45992 120. 

8807060240 Commont supporting proposed rule 1DCFR50 re omorqor.cy p'annlng & 
proparodnos9 requirements for nuclear powor plant luol loading & Initial low power op 
oratjons 

WEED.D.E, A|Miat;on Not Asslgr-Od. 53KR 16435 01417. 08/06/22 Dockotirg 8 Serv- 
ices Branch, ip 45092:129-45092:129. 

8807050243 Commonl supporting preposod rulo 10CFH50 ro omorQoncy plarnmg & 
preparedness roqu'remonts for nuclear power plant fuel load.ny & imtal low powor op- 
erations 

n.‘CKerr,J. Aff.TaC.on Not Ass-gnad. S3FflfC435 01344. 60/06/22 Docketing & Serv- 
ices Branch, ip. 45992:130-45992 130 

0607050245 Commont supporting proposed rule 10CFR50 ro omorgency planning & 
preparedness roquiromenls for nuclear powor plant fuel loading & Initial low powor 
oporations.Encouragos Comm's&lon lo expeditiously rulo In favor of proposed rulo. 
REARDON.D A. Affuqtion Not Ass-gned 53FR16435 00907. 00/00/22. Dockal.ny & 
Servrces Branch fp 45802; I3f -45002. 13T. 

8807050247 Commonl supporting proposed rulo 10CFR50 ro emorgoncy p'annhg & 
preparedness requ romonis (or nuclear powor plant fuol loading & Inltlel low power op- 
erations. 

GAUTHIER. L. AfM.ation Not Assigned. 53FR10435 01345. 08/06/22. Docketing 0 
Services Branch, ip. 45992.132-45992:132. 

80O7O5O24B Comment support-ng proposed rulo 10CFR50 re emernoncy planning & 
proparodness requirements for nuclear power plant fuol load ng & irvtial low power op 
eratons. 

W6LCHIORRF..AA. Afhlalion Not Assigned. 63FR 16435 OM to. 08/G6/23. Dockotmg 
& Services Branch Ip 45902:133-45992:133. 

8S07050249 Commonl supporting proposed ru'o 10CFR5O to emergency planning & 
preparedness requirements for nuclear power plant fuel loading & intial low power 
operations. Encourages Commission to expeditiously rulo in lavor ol proposed ru<o. 
MITCHELL.O.E. AffH.aiion Not Assigned. 53FR16435 00988 68/06/22. Docketing & 
Services Branch. Ip. 45992 134-45992:134. 

B807060251 Commont supporting proposed rule 10CFR60 re emergency plenn:ng & 
preparedness requi/emenls for nuclear power plan I fuel loading 8 inula! low power op- 
era mnq 


8807050253 Comment support rg proposed rulo 10CFR5Q re emergency plannr.g & 
preparedness requ foments for nuclear power plant fuel '.oadrg & inT.al 'ow power 
operations Encourages Commission to ovped’tiously rule in fever ol proposod rulo 
LtE.fl.T Alfijaiicr* Not Assicnod 53FR16435 00999. fiB/06/22 Docketing & Serv ces 
Branch Ip 45902. >36-45992 1 16. 

8607058256 Comment supporting proposed rule 10CFR50 ro oi'e'goncy p'annhg 8 
preparedness requl'omonts fo-r n»:c!oar power plant fuol loading & init-al low power 
oporat, ons Encourages Comm-ss on to oxpodii ous'y rulo In favor cf proposed ru'e 
BENNETT ,C.M Aflif.ation Mot Ass ynod 53FR10435 00090. 83/00/22 ODCkot.ng S 
Services Branch, tp. 4 5992 137-45992 137 

B807050258 Commonl support-ng proposed ru'o 1OCFR50 re emergency plan ng & 
proparednoss requl'omonts for nuclear power plam fuel loading & Initial low power op 
craiions 

BLANCHARD.L A AfUiption Nol Assigned 53FR16435 01502 89/06/22 Docko‘mg & 
Services Branch Ip. 45092 133 45992.130 

8807050259 Comment svppori.ng ptcpoooO tola 10CFR50 to emergency p'errng 6 
proparodness requ remonls for nuclear power plam fuol loading & iniial low pc war op 
erat-ons 

LAZ2ARA.A.M Alfilation Nol Ass-gned 53FR 16435 0134 7. 68/C6/23 Docketng 0 
Sorvicos Branch, tp 45092 130-45992.130. 

8807050260 Comm am supporting proposed rulo 10CFR60 re omergoncy planning A 
proparednoss rc-qu remonls for nuclear power plan! fuel icadng & jrjr-aJ row power 
operations Encouragos Commission to expodntojn'y rule In lavor ol proposed iu:e 
DiLLARP AH Marion Nol Assigned. 53Fni0436 00091 00/06/22. Oockoi ng & Serv- 
.COS Branch Ip 45992 140 45992 140. 

9607050261 Comment suppori ng proposed ru'o 10CFR50 ro Ornergoncy plarrng & 
proparodness requ romonis for n-jeloar powor plant fuol loadng S Ir.ltiol low powo* op- 
ora \. ons. 

LEGMING.AA Affiilancn Not Asslgnod 53Fni6435 01501 83/00/22. Oockciing & 
Services Branch ip. 45992.141-46992 141. 

8807C50282 Comment supporting proposed ruto tOCFRfjO ro orr.orgoncy p'am ng & 
proparodness roqulromonts lo-' r.ucloor power plant luol load.ng 0 Initial low power op 
erailons. 

STRANGE.Rj Alfiliallon Nol Assigned. 53FR16435 01340. 08/06/22 Dockoilng & 
Serv-ces Branch Ip 45992. 142-45992 142 

8607050263 Comment supporting proposed ruto 10CFR50 ro emurgoncy plarr.lng & 
proparodness roqvi'emoits tot nudoar powor plan* tuol toedlrg & in'ttai low power 
operations Encourages Comrr.ss-ion to oxpodit ojs'.y rulo In faver of proposed rulo. 
GRULES.R.M Alfillnlion Not Ass gnod 53FR16435 00002. 00/0(3/22 Dockoi ng & 
Sorvlcos Branch Ip. 45992:143 45092:143. 

8B07050264 Comment supporting proposed rulo lOCFHfiO <o emergor-.cy p'an'ir.g & 
proparednoss roquiremo.nts for nucloar power plant fool loadhg & Initial low powor op- 
era! tons 

WALSH.L.A Alfi'iatlon Not Assigned C3FR1G435 01500. 60/06/22. Dockoi ng & 
Sorvlces Bronch. Ip 45992 144-45902.144. 

8807050205 Comment supporting proposed rulo iOCPRSQ ro orrorgfiricy p'annlng & 
prQporodno99 roquiromenls for m, clear power plenl fuol lood ng & initial low power op- 
orations 

WALLACE. C, AJJiLat-on t iol Assigned 53FRJ6435 01340. 00/06/22 Dockcfng & 
Sorvlcos Branch, tp 45902 074-45092 074. 

8607050267 Comment supporting proposed ru'o 10CFR50 ro nmorgancy plnrr.ing 8. 
proparodness roquiromonts for nuclear powor plant fuol loading & in'Tiol low power cp- 
orations. 

HUTCHINS.C.E Affi'laticn Nol Assigned 53FR 10435 01350. 30/0B/22 Dockutirg a 
Services B ranch Ip. 46992 075 46992:075 

6807050269 Comment supporting proposod rulo 10CFR5O ro omorgoncy plain ng & 
proparednoss roqu rements for nucloar powor plant fuol loan-ng 6 Initial low powor op- 
ofaKons. 

VOODY.D.E. AIMIallon Not Assignod. 53FR10436 01499 88/06/22. Dockoi ng 6 
Sorvlcos Bronch Ip 45992 076 4 5992 076. 

8607050271 Comment supporting proposed ru'o 10CFR50 ro emergency p'am ng & 
preparedness roqulromonts for nucloar powor plant luol load-ng & initial low power 
operations Encourages Commlss'orj lo oxpod.tiously rule in favor of proposed ru’o. 
GROVES.O E. AffiTarion Nof Assyned. 53FR 16435 00993. QQ/06/22. OoCkodng & 
Services Branch Ip. 45992.077.45992:077. 

6807050272 Comment supporting proposod rule 10CFR50 ro om-orgoncy p'anrvng & 
proparodness requirements lor nuclear powor p'anl fuol loading & in'.Hal low pownr 
opereLons.EncouragOH Commission lo ©xpod'tiou9ly ru^e in favor of proposod aj'o 
OUINN,F.x. AM lleiion Nol Assigned 63FR 16435 00994 08/06/22. Docketing & Serv- 
fees Branch fp. 45932078-15092.076. 

8807050273 Comment supporting proposed rulo 10CFR50 ro omorgoncy plar.n ng & 
preparedness requ:romonl9 for nuclear powor plant fuel loading & initial low powor 
operations. Encourages Commission to expeditiously rulo in fevo’ of proposod ru'o 
BERRY, R.L. Affiliation Not Assigned. 63FR 16435 00995. 0B/C6/22. Office ol ihe Sec- 
retary ol tfcq Commission. Ip 45992;O79-45902:O79. 

60O7O5O27S Comment supporing proposed rulo 10CFR50 ro omorgoncy plarning 8 
proparednoss requirements for nucloar power plant fuol load ng 8. Inrt el low powor 
operaFons Encourages Co rr.nvs slon to expedihously rule in favor of proposod ru‘o. 
CHAP.JR. Affi'lailon Not Assgnod. 63FR10435 009DQ. 88/06/22. DocVeihg & Sorv- 
lces Branch. Ip. 45992.060 46G92 080 

B&Q70SQ27? Common! supporting proposed rule J0CFR50 ro emergency planning 6 
preparednoaa roquiromenls for nucloar powor plant fuol loading & In.ilal low power 
oporallone.Encouraqos Comml9S'on to expaditlousty rulo in flavor of proposed rulo. 
CARPENlT,F.l. Affiliation Not Ass ; gned 53FRI6435 00097. 08/06/22. Dockoliny & 
Sorvicos Branch. Ip. 45392.081*45002 031. 

B807050J7Q Comrnent supporting proposed ru'e 10CFR60 re omexgancy planning & 
preparedness roquJ romonis for nuclear powor p!enl fuel 'oading & JnUJaJ low power 
ennrat ons Encournaas CnmmiR^Inn to nnhiVnuftlv ruin in faunr at nrnnnsnH min 
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&90705027& Comment supporln;) proposod rule 10CFR50 ro emergercy planning A 
preparedness requirements fcr ruc'ear pov/o-* plant fuel leading 8 in.*ai low powe f 
operations Enccu*ages Corrm S3 on la exped-liotsly rule in ra/o* of proposed rule 
OFCOT6AM.E J Affimton Ndi Assigned 53FR 16435 00999 68/06/22. OooKe*r.g & 
So'vicos Branch ip 45992:083-45992 0B3 

8807060288 Comment supporting proposed Ol’e 10CFR50 re emergency planning & 
preparedness roquirerrenis for nuclear power plant fuel ‘oadng 6 cH-al low power op 
u'a tions 

W/SELL.T.A, Afti 1 ahon Not Assigned 53FR 16435 0M28 68/06/21. Docket.rg 8 
Services D*anch ip 45992. CB4-45992 034 

6807060290 Comment support ng proposed rule 1OCFR50 re emergency pfann ng 8 
preparedness roquromonts fo' nuclear power p’am fuel load.ng & initial low power op- 
ora hons 

WARRS.K.F. Att.l.a: on Net Assigned 53FR 16435 01429 89/06/21. Dockelng A 
Services Branch ip 45992:065 45992 035 

8807050295 Corr.rreni supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucie-a' powe* plant fue’ loading 8 Li-tai low power op- 
era lions 

WATICK.W.L AW. anon Net Asserted. 53FR1Q435 Q1351. 68/06/22 Dockelng A 
Sen/ cos Branch ip 45995:066 45995 069 

0807050298 Corrrront supporting proposed ru’e 10CFR50 re errergoncy p’annlng A 
preparedness requirements for nuc ea/ power p’enl fjei load r g A initial low power op- 
erations 

EATON. L Affiliate Noi Assigned 53FR 16435 0t352 89/03/22 Oocketmg & Serv- 
ices Branch Ip 45995 069 45995 069 

8807050300 Comment supposing proposed rule 10CFR6 O tb emergency planning A 
prepanjdr.ess requiro/renis fcr nuclear power p’anl fuol loading 8 h.tai low power op- 
erations 

KllSELY.H.E Aifnahon Not Ass.gred. 53FR16435 01353. 8B/06/23 Oockotng A 
Sorvcos Brarch Ip 45995 070 45995 070 

8807050362 Comment support ng proposed rule 10CFR50 re emergency p'o-ving A 
preparedness requlrerroms for nuclear power plant fuol foadrg A initial tow power op 
era tic ns 

TAYtOFl.W M AfMiation Not Assigned 53FR16435 01354 88/06/22 Dockelng A 
Sorvcos Branch Ip 45995 071-45995 071 

6807050305 Ccmmem support ng proposed rule 10CFR50 ro emergency p'annrg A 
prepaid ness requirement for nuclear power plant fuel load ng A iniiial low power op- 
e-ations 

ROWELL.OT. Aifi iation Noi Assigned 53FR16435 01498 EB/06/22. Docketing A 
Serv CGS Branch Ip 45992 086 45992 086 

8807050308 Ccmmem supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power p'anl fuel loadng A minal row power op 
O'ati-ons 

COYlLl.D.L Affi ration Nol Assigned 53FR1B435 0149?. 88/06/22 Docketing 8 
Serv ces Branch Ip 45992 087-4599? 087 

8807050311 Com.roni supporting proposed rtlG 10CFR50 re erreraency p’annng A 
preparedness requirements for nuclear power plant fuel load ng A fnhlal low power op- 
erators 

DAViD.M R Affoi allon Nol Assgned. 53FR 16435 01496 80/00/23 Docketing 8 Sorv- 
ices Branch tp. 45992 080 45992 089 

8907060314 Comm on l supporting proposed rule 10CFR5D re emergency plann.ng A 
preparedness roqj remonts fci nuclear power plant (jdi loading A In tial low power op- 
orations. 

• Affiiation Not Assigned S3FR16435 01495 08/06/23. Docketing & Services 
Branch Ip. 45992 089 45992:089 

8607060315 Comment supporting proposed rule 10CFR50 ro emergency p’annng A 
propafodness requirements for nuclear power p!anl fuel loading A initial low power op- 
erations. 

ANDERSON .11 F. Alf.f.etion Nol Assigned. 53FR16435 01355 08/Q6/22. Docketing A 
Services Branch. Ip. 45995072-45995 072 

8807050318 Comment supporting proposed rulo 10CFR50 ro emergency planning A 
proporodress roqj remonte for nuclear power plant fuel loading A initial low power op- 
erations. 

DEVLAMINCK.T Coa'il on for He'lab'e Energy. 53FR16435 01618 B0/O8/22. Dockot- 
ing & Servicos 8ranch. Ip 45995.065 4 5995065 

8887080319 Comment support ng proposed rulo 10CFR50 ra emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations. 

EPSON. P B. Af filial on Nol Assonod. 53FR16435 01494 80/06/21 Docket.ng A 
Services Branch, tp. 46995:066 45995 066. 

8807050320 Comment supporting proposed rule 10CFR5Q re emergency p’ann ng A 
preparedness requirements for nuclear power plant fuel load ng A IniLal low power cp 
era none. 

UPSON.L Affiliation Npt Assigned. 53FR 16435 01356 86/06/17. Dockei.no A Serv- 
tees Branch ip. 45995 073-45995073. 

8807080321 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A iruiat low powor op- 
era! on9, 

WEUS. J.J. All Nation Not Assigned 53FFM6435 01357. 0B/C&/23 Docketing A Serv- 
ices Branch. Ip 459 9 5:074 45995.074. 

8807050323 Comment supporting proposed rule 10CFR50 re emergency p’annng A 
preparedness requirements for nuclear power plant fuel load ng A inRal low power op- 
erations 

GAYNE.J R. Affiliation Not Assigned. 63FR16436 01358 66/06/22 Oockei no A Serv- 
ices Branch. ip. 46935 Q75 45995076. 

8807050325 Comment support ng proposed rule 10CFR50 re emergency planning A 
preparedness rsqu remenfs for nuclear power p’anl fuel loading A Initial low power op 
eraiions. 

GERMAINE.D.F, Alfi'iation Not Assigned 53FF116435 01359. ©G/06/23 Docketma A 
Services Branch, ip. 45095076-45995 070 


8807050328 Comment supporting proposed ru‘e 10CFR50 ro emergency p’jrnr] S 
preparedness roqil'cmonls fcr nuc’oar power plant fuel loadng A initial low po*©i c? 
orations 

PALAif20.PL Afli 1 ration Nol Ass gnod. 53FR 16435 01350 00/C6/22 Cocker- 1 
Serv'ces Btanch. !p. 45995.1 03 -45995 103 

880705033 1 Comment support ng proposed rulo 10CFR50 ro emergency p am ng A 
prepa-ednos9 requ romenis for nuclear power plant fuel loading A h.* ai >ow powc-r gf . 
eral ons 

WARAKOMSKf.C E Alf.llallon Net Ass gnod 53FR 16435 01361 08/00/22 NF-C - No 
DeiflilQd Aff liation Given. Ip 45995 104-45095:104 

8007050337 Conr.monl supporting proposed ru'e 10CFR50 ro emorgorcy pldr^ir,] & 
preparedness requirements lor nuclear power p’anl luei loading A in-nal lew pow:« of 
orations 

SIENKIEWIC2.F. Aff.laMon Nol Assigned 53Fni6435 01362 63/06/22 DocW n- & 
Servicos Branch. Ip. 45995.105 45995 105 

8807060339 Comment supporting proposed rule 10CFR50 ro omergoncy pfa- iir^ & 
preparedness r«qu rements for nuclear power plant fuel load.ng & hiiia’ low oowo* :p- 
erai-ons 

NAY.J.F. Alfi'iation Not Assigned. 53FR 16435 01303 80/06/22. Dockoli.ng A E-erv^cs 
Branch. Ip. 45995.106-45995 106 

8007050343 Comment supporting proposed rulo 10CFR50 ro omorgoncy pljrniivg & 
preparedness requirements for nucloa r powor plant fuel loading A mt-al low pow-:- :p 
orations. 

CURRY.D.E Affi'iallon Not Asslgnod. 53 FR 16435 01364 B0/C6/22 Dockai.g & 
Services Branch ip 45995 136-45995 135 

8807060346 Comment supporting proposed rule 10CFR50 re emorgorcy pta-irAr-g A 
preparednos3 requirements tor nucloar powor plant fuel foadng A inmai low pow^- cp- 
erallons 

ROBERTS.C.W Affiliat on Not Assigned. 53FR 16435 01365 86/06/2? Docko t & 
So rvic 09 Branch Ip. 45095 136 45995.136 

8007050348 Comment suppon ng proposed rulo 10CFH5Q ro emorgoncy pilanr.ir-g A 
preparednoss roqu rements for nuclear power plant fuel loading & inii-o’ lew pewe: :f 
QratlOP9. 

LETOURNF.AU , l J. AMii aMon Not Asslgnod 53FR16435 01366. 8&/09/2I DocVei^ 
A Services Branch Ip 46995 137-45995:137 

8007050353 Comment supporting proposed ru!o 10CFR50 ro emorgoncy pl^nriry A 
proparodness requirements for nuclea' power p’anl fuol loading A in t>al 'ow pew^r :p* 
orations 

ST PIERRE.G Ati I'atlon Nol Ass gnod 53FR 16435 01367 CB/06/23. Dcckc:.r.j A 
Sarv.CGS Branch. Ip. 45995: 130-45995 138 

8007050366 Comment supporting proposed rulo 10CFR50 re omorgurcy p’ar.r^g A 
preparednoss roqu'romonts tor nuclear powor plonl fuol load ng A Initial low power ;p 
oralons 

DIPROFIO.W.A. Affiliation Nol Ass-gnod. 53FR 16435 01368 UP/06/22 Coc^’rg A 
Services Branch Ip 45995130 45995:139. 

8007050360 Comment support ng proposed rulo 10CFR60 ro umorpency p‘irr-5 A 
proparadne&s r©qu remonts for nucloar powor plant fuol loading A initial low power :p 
nations 

BOUSQUIN.K. All 1 allon Not Assigned 63FR16435 013HD. 06/OQ/?2 OocVol^ A 
SorvICQS Branch, ip 45995 140-45995:140 

8807060369 Comment supporting proposod rulo 10CFH50 ro emorgoncy p!a"n \ A 
proparodness requirements for nuclear power plant fuol load ng A Intinl low power c?- 
eraf.pns. 

WCNAMARA.W.E. Affiliation Not Assigned 63FR 16435 01370 80/06/22. DdCHMg 
A Services Branch. Ip 45995: 14 1-45995 14 1 

8807050372 Comment supporting proposod rulo 10CFR50 re omergoncy pla.~n.ig A 
preparedness requrements for nuclear power plant fuel loading A Imlml low poworo? 
orations. 

LIPWAN.M. Affiliation Nol Asslgnod 53FR 16435 01371. 80/06/22. Dockot-ng A Serv 
Icos Branch. Ip 45995:142-45095:142. 

8007050376 Comment supporting proposod rule 10CFR50 re emorgoncy plannng A 
preparedness requirements for nuclear power plonl fuol loading A imitol low pewe op- 
erations. 

HAW. S.R. Affiliation Not Ass gned 53FR 16435 01372. 80/06/22. Oockot^g A Serv- 
ices Branch. ip, 45995:143-45995:143. 

8807060379 Comment supporting proposed rulo 10CFR60 ro omergoncy p'annng A 
preparedness requ rements for nuclear powor plant fuol loading A Initial low pc-w op 
era lions 

PROVENCHERX Affiliation Not Assigned. B3FR16435 01373 80/06/22. DockcMg A 
Services Branch. Ip 46995 144-45995.144. 

6807060383 Comment supporting proposed rulo 10CFR50 ro emergency pinr/urg A 
preparedness requirements for nucrear powor pleni fuel load-ng A iniliol fow power op 
erai.ons. 

GURNEY.P.V. Affi'iallon Nol Assigned. 53FR 16435 01374. OB/06/22. OockcMg A 
Services Branch. Ip 45995:173-45995:173. 

8807050368 Comment supporting proposod rule 10CFR50 ro emergency plan-^g A 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations 

• Affiliation Not Asslgnod. 53FR16435 01375. 80/06/2 2. Dockotjng A Sorv-ccs 
Branch. Ip. 45992:145-45902:146. 

8807060393 Comment supporting proposod rule 10CFF150 re emergency p'annng A 
preparedness requirements for nuclear powor plant fuol load ng A fmiial low power op- 
erations. 

DE COSTA.E.J. Affiliation Nol Ass’gned. 53FR16435 01376 00/06/22 Docket ng A 
Services Branch. Ip. 45992:168*45992:168 

6807050397 Comment opposing proposod rufo 10CFR50 re emergency planning A pc 
paredness requirements for nucloar power plant fuol loading A initial low power oper- 
ations. 

DESORBO.J. Affiliation Nol Assigned. 53FR 16436 00832. 68/06/06. CHI.K.SJ 
Office of the Secrelerv of the Commission tp 45995.067*45995:067. 



8607050998 Comment support ny proposed rule ICC^RSO ro emergency p'annrig & 
prepa'edness requ foments for nuc'ear power p'ant fuo' taodir.g & n rial »ow power op- 
e*alions 

l-CWARO.SA Alf i et:on Not Assigned 53Fni6435 01377 68/09/22. Dockei.n-g & 
Services Q'a'.ch Ip 45995 009 45995 009 

8807050400 Commoni supporting proposed rule 10CFR5Q ro emergency pla^n-ng & 
preparedness roqulfomenis for nuHoar power plant fuel load ng & Initial low power op 
era* ions 

KJ.HY.M AfJi -ar.on Not Assigned 53FR 16435 01370 m/06/22 Dockeftog & 5 erv- 
COS Branch tp. 45595 010 45995 010 

8807050403 Cemment sc/pporfmy proposed ruto 10CFR60 te ameqjercy pfanning & 
pfapa'ocn05S requirements tor rvjclear powor plant luol loading & la,* a 1 low pewor cp 
era| pns. 

WORTHS Af'.'iaf on Not Ass^nod 53KR 10435 01379 80706/ 72 Oockeing A Srrv 
Ices B'anch Ip 45095 011 45090 01 1 

8807050410 Comment suppOfimg proposed rule 1CCFR50 re omergo n cy planning & 
p'eparodnoss roqui'oments to* ruc'oar power piani fjo‘. loading & in.? ai low power op 
erratic r.$ 

O’CONNER R J AttJialicn Not Assgnod. 53FR16435 01303 88/06722 DocKolirg A 
Servicos B'anch. Ip 45935 012 45995.012 

8907050425 Comment si.ppo'img p'oposed rule 10CFR50 ro omergoncy plannng & 
preparedness roquromonis for nufea* power p'ont tool loading & m Hal low power op- 
oral ms 

* AM lotion Not Ass-gned 53FR1G435 01381 88/06/23 NBC ■ No Detailed Alligation 
Givon Ip 45995.013 459:15 013 

8607050426 Com.Toni support ny prcposnil rule 10CFR50 re emergency planning & 
p/oparodnesa requremnnis fu nuclear powor plum fuel loadny & Initial tow power op- 
e 'atic ns 

LANE.R ANnat.on Not Assigned 53FR 16435 01202 88/06/23 Dockotir.g A Snrv cos 
Branch. Ip 46009 226-40009 226 

8887050426 Common! supped ng proposed ru’o 10CFR50 ro omo'gency p’anr.ng S 
preparedness raquitemonii) for naclonr power plant tool loading & hit.8 1 low powor op 
oral ions 

C.NtEN.J Aih'iat on Noi Assigned 53FR16435 01392 00/06/23. Docket ng A Sorv- 
Ices Branch. Ip 45995 OU 45395 ON 

6607050431 Common! supporting proposed rule 10CFR50 ru emergency planning & 
p^epatednoss reqJ'ernonis for njcleor powo' piunt fuel loading & irviial low power op 
Gratons 

KiRCHHOFF.SA AMilat'On Not Ass gnod 53FR 16435 01203 80/06/22. Dockel.ng & 
Saw Cus Branch Ip 46000 044-4GC00 044 

8807060436 Commoni suppo/lmg proposed rufu 10CFR50 re emergency plarn ng 8 
propa*cdnoss roqjl'omonts for nocloer powor p‘nni fuol load.ng A filial low power op- 
orations 

* MJaJron No? Assgnod 53FHJ6435 01204 88/00/21 Docketing A Services 
Branch, ip 46C00 049 46000 049 

0607050440 Common! supporting proposed rufo fOCFR5<) fO cm urgency p'onn.’ng A 
prnparodnor,s roquiromonts lor r.uc'.np' powor plan! fuel loodng & in o a' low pewor op- 
era Hons 

WHEELER. I R. Affilat:on Not Assgnod 53FRI6435 01303 80/06/22. OocVotir.g A 
Servlcos Bmnch ip 45902 146-46992 146 

6807050442 Commoni supporilr.g proposed rulo 10CFR5U ro omcraancy planning A 
preparedness requ.romorits lor r.uciua* power plant luel loading & mlial low powor op 
oral ons 

MOON.K R Aflil-ation Not Assgnod. 53FR 16436 01304. 80/00/22 Docketing A Serv- 
icos Branch 2pp 45999 267-45999 209. 

8607050441 Comment supporting proposed ru’.o 10CFR50 ro emergency planning A 
preparedness roqu.romonts lor nucioa* power plant luol loading A initial low power op 
oral ons 

SNYOER.E M Afhlal.on Not Assignod. 53FRI6435 01205 88/06/22. Do-cKolIng & 
Serv cus Oranch. ip 46000.050-46000 050 

6607060445 Commoni supporting proposed rule 10CFR50 re orrergency p'enn ng & 
preparedness ruqu roment9 tor nuclear powor plant fool loading A Initial tow power op 
erati-ons 

SPADER.E.A Alf.haiion Not Assigned 53FR 16435 01385 80/00/22 Docketing A 
Sorv.cos Branch 2pp 45093 289 45999 270 

8807050450 Comment supporting proposod rulo 10CFR50 re emergency planning A 
preparedness reowremoais tor nucloar power piani fuel load.ng A .rria/ few pow-ct op- 
6 re lions 

ALIEY.0 All.'iation Not Assignod 53KR1643G 01386. 60/00/22. Docketing & Serv. 
Ices Drench tp 45000 271-45990.271 

0807050463 Comment Supporting proposod rulo 10CFR50 re emergency pl&nnng A 
preparedness roquiromonts for nuclear powor plant fuol toedng S Inilial low power op 
orahons 

* ANiliaiion Noi As9lgnod. 63FR16435 01208. 88706/22. Docketing A Sorvlcos 
Blanch. Ip 46000.051 46000:051 

6607050456 Comment supposing proposed rule 10CFR50 to emo/goncy planning A 
preparodnoss roqulremont9 for nuclear power plant luel loading A m.'ol low powor op- 
oral o ns 

HOULE, W J. AttMllon Not Assignod 53FR1643 5 0138 7 88/08/22. Docketing & 
Services Branch ip. 45999.272-45999 272 

0007050459 Comment supporting proposed rufo 10CFR50 re emergoncy pfenning & 
prepflrodnesa requirements for nuclear powor plant fuel loading A initial low power op- 
erations. 

CAMPO.H.G Afl.hat.on Noi Ass.gned 53FR 16435 01300. 88/06/22. Dockodng A 
Services Branch Ip. 45099.273 45999 273 

8607050460 Comment support.ng proposed ru'e 10CFR50 re emergency p'annlng A 
preparedness requirements for nuclear power plant fuol load ng A infra 1 row power op- 
erations 

SOLLINGER.C.A. Afli'iotion Noi Ass gned. 53FR16435 01207. 89/06/22. Dockeing A 
Services Oranch. Ip. 46000 052-46000.052 


B0O7OSO4Q4 Common! supporti"0 proposed ru'o lOC^RSO ro emergency plarn r.g & 
preparedness ruq^.romenis for nuclear power p'ant fuel loading & in I a* 'cw power op- 
O'aid'-s 

HOSPIDCRJ Afli'aion Net Assignee 53FR10435 01309 B6/06/22. Docketing & 
Serv cos Branch Ip. 45999 274-45999 274 

8607050466 Ccmmenl suppcrh n 9 proposed fu'c 10CFR50 to emergency panning A 
prepa*ocjness roqj rorrenls for r ucloer power p'ont fuol 'o&dmg A Initial law powor op- 
erations. 

' Af/#.iaf/on Nc? Ass.gted 53FR 1 6435 0 f 390 08/06722 NRC - No Do'iKcd Aff.tmf cn 
Given. 1 p 45999 275 46999 276 

08670 50472 Com noni si.ppcring p'oposed rufe ICCFR50 re emergency plarn r.p A 
proparodnoss roqui'emenlH for nue'ea* power plant fuo' loatJ- r .g A 'mi pi low power cp- 
eral.cn s 

CtANCi.j Alf lialion Net Assigned. 63mi6435 0120b. 88/06/P3. Olf-co ol tho Secre- 
lary ol tho Co'r.miss'on. 2pp. 4500^ 360 45B99 361 

0507050474 Con'mo^l supporting proposod rulo 10CFR50 ro arrergoncy plannrig A 
p'eparodnoss reqLiremenis lo' nuclear powor plont fuo! loading a in.t a' low powor op 
e/a? ons 

AUAN.O. Afl.lolion Not Assigned 53FR16435 01391. 8D/06/22. Dockoh'-g & Sorv 
iCos Branctv Ip 45099 276 45S99 276. 

6807060403 Ccmmeni supposing proposed rulo 10CFR53 ro omorgcTCy p'ah-mg & 
preparedness reqii.romenis to.' nuclear power plant luol load ng A In ual low oowor op 
efQ(fon9. 

FALVAN.P Afl i alien Noi Assigned 53FR 16435 91392. OB/OD/22 Docket ng & Son/ 
ices Branch 2pp. 45999 277 46990 ?7Q 

0007050487 Commoni 9uppo tirg proposed rule 10CFR50 ro omorgency pln-ning A 
Oreoa'Odnnss roqj rorron?s for nucloar powor piani fuel loadng A initial low power op 
o/ahons. 

SHERRlCK.H All liation Net Assigrod 53 r niG435 01203 88700/22. Docker ro A 
Se/vl c e& 9 / anoh ip. 4 6909 00 ) 4SD0p 00 1 

8607050469 Commort stpporl.ng proposod rulo tOCFFlSO re emergcrr.y plam.rg A 
preparedness ro^ut'emonts ter nuc'ear pewor plant tuni loadng & ir.ifiaf :cw power cp- 
erolions 

FRINK.MS Af1.UI.on Not Assuned 53FR164J6 01333 RB/06/22 Dnckoimg A Serv- 
ices Branch tp 45999:279 45009 270 

6607050493 CoT.rrtt.it supporting p*cposed rule 10CFRSG ro omorconcy plannrg & 
p*eparejdnnas feQdremGnia ler r,uc oar pewor piani luel loading & initial ‘ow powor op 
orsions 

W ODLETCHWT Alfiietion Not Assfiricd. 53FH 16435 01394 68/06/21. NRC - No 
Doiai'ed AfU-atioi Given 2pp. 4 5993 280 -15909:281 

6007050498 Cerri7H7)l su;>pc;l-ng p/epesed rulo 10CFR50 ro cmerqoncy plann ng A 
proparednoss requromonis for r.uclPfK powo* piani luol ’oading A n.ial low powor op- 
era tions 

DUUEA.P.M A/1.1 a : on Noi A^scncd 53Fme-135 01210. 00/06/22 Duckeimg & 
Sorv.cos B-ftr.ch. Ip. 45999 359 45909 359 

08 0 70 5 0 499 Comment supporting proposod rule 10CFR50 ro omorgor.cy panning & 
ptopa'odnoss roquromenis lo r nucloar power pisnl luol loading A tn.ia 1 low powor op- 
era Hons. 

* AMilianon Not Assigned 53FR16435 01395 88706/22. Oockelir.g & Serv:cus 

Branch Ip 45909 282 46909 282 

8807959502 Common* supporting proposod ru’o 10CFR50 ro omcrgor.cy p'onnng A 
p.'oparodn.css roquiromonts for nuC?ear power plant luol loading A n t a 1 low powor op- 
era J one 

HARVEY.P.J. ANhetion Not Assigned 53Fni64 35 01211 83706/22. Dockm.rg A 

Services Branch Ip 48000 041 -46G00.041. 

6B070S0504 Comment supporling p'oposed fulo 10CFR50 ro emergency p'qnnny A 
preparedness roqutromonts for nuc'oar power p’anl fuol loading A 'n t-ai low powor op 
e'af'Ons 

4 Alfllifltlon Not Assigned 53FR 16435 013D0. BD/06/23 Dockofir.g A Sorv.cos 
Branch. Ip 45909 203-45990:263. 

8007050508 Conrmonl support ng proposed relo 10CFR59 re omargor.cy p*ann.ng A 
proporednoss roqj ramonla for nucloar powor p'ont fuol loadng A in,? a' low powor op- 
erations 

* Alfnatlon Not Assgnod 53FR10435 81397. 68/00/22. Dockntr-'g A Sorv;ces 
Branch Jp 459De.3D4-45999.:J04 

8807060509 Common! supporting proposed rule 10CFR50 ro ©morgor.cy p’annlng A 
preparedness requitoT.Qnls lor nuclear power piani fuol load.ng A Irtfal tow power op- 
orfttions. 

ASH.S Atlriat on Noi Ass oned 53FR1Q436 01212. 8O/O0/22. Docketir.g A Services 
Branch tp- 46000 042-<60QQ G 42. 

8BQ7050512 Comment supporting P'oposed rule 10CFR50 re omergercy planring A 
preparedness requirement for nuc’oar power pi&m fuol loading A m.t a 1 low powor op- 
oral ons 

WATSON.CA. Alfi’ialion Net Assigned 53FR16435 01398. 86/06/22. Dockollng A 
Serv 009 Branch Ip 45999:319-45999:319 

8007050514 Comment supporting proposed rulo I0CFR50 te omo/pency pJannmg A 
preparedness roqtiro morns fo' njdea' power piani fuol loading A in.t a 1 low powor op 
erations 

0UHSON.JE. Alltliaiion Not Assigned 5 3FR 10435 01213. 88/C6/22. Dockoiic.g S 
Sorvlca3 Branch. Ip 4G000 043-4001)0.043. 

8807050515 Comment supporting proposed ruto 10CFR59 ro omergor.cy piann'ng A 
proporednoss roqu foments for nucloar powor piani fuel loading A mil-al low powor op 
e rations 

MAKOWlCZ JL. Affl alon Not A9® gnad. 53FR16435 01309. 60/06/22. Docketing A 
Services Branch lp 45999 320 -459 39 320. 

8007050519 Commoni Supped ng proposed rulo 10CFR50 ro emergency p'.arnng A 
preparedness requirements lor nuclear powor plant fuol loading A inilial low powor op- 
ora t- ons 

STRICKLAND, R.G Alfi lation Not Assignor! 53FR 10435 01214. 83/06/23. Dockot ng 
A Services Branch. Ip 46000.040 46090 040 
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preparedrioss requirements for nuclear power plant u-ei loao ng & n uai iow powo> up* 
era tons . _ 

WliSCN.K. Afh’iQt.Dn Nol Assigned 53FR16435 □ 1215 88/06/23 Dockel dq & Serv- 
ces Branch. ip 46009 227*46009 227. 

8807050539 Common? supporting proposed rule 10CFR5D re emergency p'arr ng £ 
prepa'odnass reqy reir.er!s for n.ic’ea* power plani fuel load ng & Imlal low pcwer op- 
erations 

O.NSVCRE.J Aifnation Nol Assigned 53rfll6435 01217- 68/06/22 DockOlmg A 
Serv.ces Branch 1 p. 46000 039-46000 030. 

8007050547 Comment supporting proposed rule 10C C R50 re emergency planing 8 
P'eparodnass requirements for nucloar power plant fuel load ng & inhal low power op- 
oral O r 9 

BASSS Allthation Not Assigned. 53FR16435 0121B GB/C5/23 Dockeing & Services 
Branch ip. 46COO O30-46OCO 036 

0807060104 NUREG 1221 SUMMARY, ANALYSIS AND RESPONSE TO PUBLIC COM- 
MENTS ON PROPOSED AMENDMENTS TO 10 CFR PARTS 30.40,50 51.70 AND 72 
DECCMMISS ONING CRITERIA FOR NUCLEAR FACILITIES 
* Divison o 1 Engmcon-’g <Post 870413) 69/C6/30. 730pp 46C00 182-46002 197 

8807060508 Comment supporting proposed fil'e J0C C R50 re emergency p'anning a 
preparndness rocul'e.Te.nts for nuclear power plant fuel load ng & in tial low power op- 
era tic ns 

HATFFLD.K. Afli! a lion Nol Assigned 53FR16435 01221 89/06/22 Dockal ng & 
Serv ces Branch ip 46010:237-46010:237 

0007060531 Ccm.rreni supporting proposed ru'o 10CFR50 ro emergency planning & 
preparodness requirements fer nuclear power p'ant fuol loading & mh al 'ow powo* op- 
o'aions 

K0ZER.R Affha! on Not Assigned 63FR16435 01222 89/06/23 Docketing A Sorv* 
ICO? Branch Ip 460»0 238-46010 239 

6807060535 Comment supporting preposed ru'e 10CFR50 ro emergency p'anning 8 
preparedness requirements for nuclear power plant loo 1 'oad-ng & India 1 low power op- 
erations 

CARLlNO.DW. Athiahon Not Assigrod. 53FR 16435 01223 88/06/22 Dockotlrg & 
S&iv ces Bra-Ch ip 46010:239 46510 22.9 

880706054 1 Cornnroni support.n-g proposed rulo 10CFR50 re eTorgorcy planing & 
preparedres9 roquromonls for nuc' ear power p’ant fuol loading & ir.lilal 'ow power op 
e relic r.s 

CURTIS.CC. Affi innon Not Assigned 53FR16435 01224. D8/06/22. Docketing & 
Services Branch Ip. 46010 240 46010 240 

8007060546 Commonl suppomrg proposed ruVi 1OCFR50 ro cmorgency p!arr ng 8 
p*epa redness roqurcmenls for nuclear power plnnl foot ’oadmg & Initial low pewor op 
e/al o.ns 

4 Affuaicn Not Assigned 53FRI0435 01225 0B/O6/22 NRC • No Dotai’ed At 1 . iaticn 
G-ven ip 46010241-46010241. 

0807000550 Comment supporting proposed rulo 10CFR50 ro emergency plaimg 8 
prtrpe*edres9 requirements fer nudes' powor p’anl fuel load ng A mu al fow power op- 
eratic ns 

SCHREMPF.D A Ait.lifttrcn Nol Ass gnod 63FR16436 01226 68/ 06/25. Docko'.hg & 
Services Branch ip. 46010 242-46010 242 

8007060556 Comment supporting proposed rulo 10CFR50 /e emergency p’anning & 
preparedness requ ronr-onts for nuclear powor plant fuol load-ng & In tial low pewor op- 
era: ons 

4 AfUation Nol Assigned 53FR16435 01227 B8/CQ/23 Oockei ng A Serv ces 
Branch Ip 46010 234-46010 234 

8807060561 Com.T.enl suppertng proposed rule 10CFR50 ro emergency plain ng & 
preparedness requirements for nuc’oa' powor p'am fuol loac ng & mi! al tow power op- 
erations. 

4 Alfiiahon Not Assigned 53FR16435 01228. 89/06/20 Docketing A Services 
Branch 2pp 46010.235-46010 236 

8807060570 Comment support ng proposed rule 10CFR50 re omorgoncy planning & 
preparedness requirements for r.uclnar powor plant fuol loading 8 in tial low power op- 
erations 

JOUBERT.BK Afhi ahen Not Assigned 53FR 16435 01229 G0/O6/22. Docketing A 
Services Branch Ip 46010.233 46010 233. 

6607080578 Comment Supporting proposed rulo 10 CFR 50 re omorpor.cy planting A 
preparedne99 requSremonis for nuclea' power plant fuel loading 8 hftel low powor op* 
oral ions 

DECOOMAN.R.K Affiliation Nol Assigned. 63FR16435 01230. 80/06/22 NRC * No 
Oora led AfMatlon Given ip. 46010 232-46010 232 

8607060504 Comment supporting proposed ru'e 10CFR50 re emergency p'anning A 
preparedness requirements for nuclear power plant fuel loading & in.tlal lew power op* 
orations 

NELSON, PC. AfMie! on Not As9lgrod. 53FR16435 01231 98/06/23 NRC * No De* 
tai'ed Alh lahon Glvon ip 40010 231*46010:231. 

6807060687 Commonl supporting proposed rule 10CFR5D ro emergency p'anning A 
preparedness requ raiments for nuclear powor p'ant fuel loatfng A initial tow power op- 
o.-atlons 

LEVESQUE, N.T., LEVESQUE.C R Afflialio.n Not Assigned S3FR16435 01232. 88/ 
00/23. Oockei ng & Services B/anch ip. 48010 230*48010.230 

6807060590 Commont supporting proposed ru'e 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A initial low power op- 
oralions. 

K6LSEY.B. AffiSla t.pn Not Assgned 53FR16435 01231 66/06/22 Dockolmn & Serv- 
ices Branch. Ip 46010:229*46010.229 

8807060593 Comment supporting proposed rule 10CFR50 r© emergency planning & 
preparedness requirements for nuclear power plani fuel load re & in Ha* low power op 
ore Hons. 

■ Affil ation Not Assigned. 53FR 16435 01234. 08/06/22. NRC * No Detailed Alfliation 
Given lp 46010 220 46010 228. 
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HAYCEN.n.F At' I ation Nat Assgrod 53FR 16435 01235 09/06/22. DocJ <e 4 i% 5 
Services B/encn ip 46D10 22/ 46010 22? 

880 7060600 Comment suppertng preposod rulu l0Cf : HG0 ro err.orgoncy pfS'-r.^j; A 
preparedness requ'orne'Us to' nuclear power plant fue* loadnj & i-iii^i 1 3 * poa-ci op 
©'aliens 

GEHRKE.L Altna!on Nol Assigned 53FR16435 01236 80/C6/23 NtfC • N; Do 
la led Altifialion Givnn ip 46013 226 46010 226 

8807060604 Ccmmenl supporting proposed ruk* lOCKn50 ro emonjency pit in ng A 
preparodnoss roquromonis fer ruclenr power p'anl luul “oadr.g & m’tal 'ow pewe- dp- 
eralions 

SAVAGE. RW. Affiliation Nol Assigned 53FUie435 01?3/. 89/06/23. Ucc-Otnn A 
Serv ces Branch ip 460 1C 225 46010 225 

8807060605 Comment 6uppsrtng f>rcpOSOd rulu 10CFR60 re emergency p’a^fti g A 
preparadross requi'oir.onis fo.‘ nucloar power plant fuol loadng 8 rilial lev. ;>o^cr op- 
oralions 

TARDIFF.B AffuatOh Ncl Assgned 53Ffr,6435 01238. fJ8/06/22. Oockei ng i Se-v 
!C©s Branch. Ip 4601 0 224 46010 224 

0807060607 Ccmme-nl supposing proDOsud ru'o lQCrfibO ro omonjercy A 

preparedness roquremonis for nucloar powor p’anl fuol Idadny A .nt-al ’ow pcwci c^> 
orations 

CORTCN.JF Affiiaiion Not Assynml 53f : nifi435 01239 08/06/23 Doctc:-\) A 
Serv cos Branch, ip 46010.223 46010.223 

8BD7C60608 Commont suppertng proposed rule 10CFR50 ro r-morgo.ncy pl/im-'g A 
pro pare in oss teq w «orvonvs to- ru toai powor p'&nl hiol Ipnjny & i? Uial lew pcrr.ci t-p- 
□rations. 

BROTl-fFflTON.R Atfi’ialicn Net Assijried 53FR 16435 01240 69/CC/P3 CocVc’r-j 
& Serv.cos Qrancn Ip 46010 222 46010 222 

8007060610 Ccmme-nl supporting proposed run 1CCFR50 ro omunjoncy pnr.n -g A 
proparGdno3S roqu romonls for nuclear power p'ant fuol loading & n!al low power op- 
oral 00s 

GLASS, D R Af 4 llafion No! Assqnod 53FR16435 01 2-H 80/05/22 Ojcko'ng A 
Survicos Rrancn. ip 40D 10 221 46010 221 

0007060612 Commont suppOMrg preposod ruin 1 0C» M50 ro ©mergoccy p,n>.. g A 
preparedr.oss reqin'Oimonts 4 n f rucloar powur f>lani fuel lone] ng A initial low powor cp- 
□'aliens. 

LAMDERT.DC Afluaiicn Net Assgnod 53mif.43t 01242 00/05/22. Doc^ct.'g A 
Servlcos Drancti. 2pp 46010 219 400 10 220 

8607060616 Ccmmtnl sv.ppodmg pioponr.tf tu ‘0 10 C 1 UTX) to otaoigoncy plinf 1 5 ft 
preparedness fOQU romonls for nuc oar powor p'ant luol leading A Mia* low power cp 
orations 

MARCMi.Jl Aff/iat on Nc! Assigned 33FRKM35 01243 HO/06/22 IJockolng ft 
So*v!cos Branch ip 46010 210 46010 210 

0007060617 Common! suppcrlrg proposed rulu lOCFRfiO ro emergency p'fin* r«j- A 
p'eparedress roqui'omonts for ruclear f>ownr plani fuol load rig A imlinl ‘ow power :p 
orftl’or.s 

WIF.BOLD.T.L Affiliation Not Assigned b:)ntl6435 01244. 69/06/23 Docse'rg & 
Servlcus Branch in 46010 217 46010 217. 

8B07070001 Ccnimo'U suppodmg proposoil ru!o Ifjf^FRbO ro omurgen;y p OT -rg A 
proparodness rn<;u romonls for n„c:o.ir power p'unl fuel looumg & .n.l-oi l:j-w power zz 
erations 

LOGUE.fL AH.I ©lion Not Ass gned 53Ffl 16435 01270 HH/C6/Z2 NRC No Cole lod 
Affilalon Givon Ip 46010 327 -16010.32/ 

0007070002 Comr.©nt suppering proposed ruin 10CFH50 ru omorgoncy plpnn.i A 
preparedness rnqui'omonts lor ruclonr powur plant fuol load ng A initial low fwi*'0j> 
aiahons. 

WENTWORTH, R Afli'iat.o.n Nol Asvgnocf 53Fni64J5 01277 Hfj/06/21 MHC - 1.*0 
De’a 'od AMlialcn Given ip 46010.325 4G010 325 

8007070003 Ccrnmo-’H supporimg p'oposod rule 10CKRS0 ru omorgoncy planr-ng A 
preparodness roqurements fer iiwdoor power plan fuel londr.g A m ! a: low pewe- op 
ora:ions. 

CAM°BELL.M. Afli:*alion Not Assgned 53FR1643G 01270 08/86/21. Pocff/ncA 
Services Branch ip 46010.324-40010 324. 

8807070004 Co.mrr.Gnt Suppering proposed ru’o 10CFR50 ro omorgoncy pn r .r.rv-]A 
prepare dress requirements fO' riuc’ear power plani fuel loading A inihnl lew power op 
©rations. 

CLARK.B-F. Afhrotion Nol Assigned. 53FR1G435 01270 O0/CO/23 Oockotinl A Scry 
teas Bianch fp. 460 U) 323 46010 323 

8007070005 Comment Supporli'-g proposed rulo 10CTR50 ro omo'goncy pL’T'dng A 
preparedness roqurcmont9 fer nucloar powor plant fuol loadrg A mini low power op- 
erations. 

FLAHARDY.C Affriailon Not Assigned 53FR10435 01260. 03/06/23 Cod-Ckng A 
Sorv.cos Bracch tP 46010 322-46010 322 

8007070006 Commoni supporting proposed rulo 10CFR50 ro on'Grgor.uy plnnnhj A 
preparodness requ remonts for nuclear powor p!nm fuol loading A irliinl lew pcwo'cp- 
orai ons. 

STERRITT.RC. Afflato.n No! Assigned. 53FR164J5 01201 00/06/22. Docko'n-gA 
Services Branch Ip 460l0321-46()l0 32 1 . 

8807070007 Common! suppering proposed ru'e 10CFH50 ro omorgoncy p1fl r, iJr^ A 
preparedness requi'omenls for ruclon/ powo' plant fuol loading A in-ha 1 low povsc' op- 
erations. 

TILTON, OR Mllfcttort Not Assi^-od 53FR16435 01216. 66/C6/22. OockOl^ ft 
Services Brench. Ip 46010 320 40010 320 

8007070014 Commo:4 supporting proposed rule 1CCFR50 ro omorgoncy planing A 
proparednoss roquroments fer nucloar powor plant fuol loadng & mil'al low power cc 
era 1 1 on 9 

FLAHARDY.D. AfHation No! Assignotf. 53KR16135 01202. 80/06/23. Docke:ng A 
Services Branch ip 46010 319 46010 319. 


0607070021 Common: supporting proposed ru'e 10CFR50 re emergency planning & 
preparedness roqui'emints for nuc’oa' powe' plant fuel loading & in-hal low power op 
era ‘ions. 

WARNOCK J Affdanon Not Ass-gned 53FR 16435 01245 O0/OG/22 NRC • No Do 
la.lGd Afh cn Given 3pp 46017 287 4601 7 209 

0607070023 Comment supporting proposed ru'e 10CFR50 ro emorgorcy plarnng & 
p-eparednoss roquroinents for nuc*oar power plant fue 1 loading & imtial low power op- 
e-aicns 

CASH.W AHiiation Nol Assgnod 53FR 16435 01203. 89/06/22 Dockolrg & Sorv- 
ces Rrancn Ip 46010.318 46010 310. 

8807070026 Commont supporting proposed ru'e 10CFP50 ro emergency planning & 
preparedness rcqui.'urr.ents for nue’ear power p’ant fuel loading & initial low power op* 
O'aicrs 

OONAl.O.R R Adi'ialion Not Assigned 53FR 16435 01246 08/08/23 OockGl ng & 
Sc-vicns Branch Ip 4631 7 290 46017 290 

6807070027 Commonl supporting p'oposod rule 10CFR50 re emergency planning & 
prepared r -es9 requ.rurronts fer nuclear powor p'ant fuel loading & initial *ow power op- 
erate “is 

SHER.RA AM.' at on Ncl Assigned 53FR16435 01284 80/C6/21 CHILK.S. Cffco of 
the Sec rotary of the Commission ip 4b0l0 31 74GQ10 317 

6007070031 Comment supporting proposed fulo lOC^RSO ro emergency planning & 
prepared-oss roqu romonis fer njcloar power p'ani fuel loading 8. imllal low powor op- 
ora‘ions 

TIERNEY. PA Atf.lianon Not Assigned 53FR 16435 01285 00/06/21 Oocketmg & 
Serv :t?s Branch Ip 400 10 3 16 46010 316 

0007070032 Comment supporting proposed rule 10CKR50 re omo-gency p'anr.lpg & 
prepare inoss roquroments for nuclear power piani fuel loading & m»i a 1 low power op- 
erations 

CO M TA.M Affl-anon Nol Assljnod 53FR 16435 01247 0D/O0/2 2 Doc'ielihfl & Serv- 
Ices B*a"ch ip 460 1 7 291 4601 7 291 

8307070033 Comment supporting prcf>osod rule 10CFR50 re emergency plannr.g & 
prepa'odnnss roqu romonis fer nuclear power plant fuol loading & n.tial low power op- 
era i ons 

KOCHMAUDJ AlliJialroo Nol Ass-flnrxj 63FniC435 O1206 88/06/22. Dcckofing & 
Sc- rvic os Branch Ip 46010 3 15 46010 3 1 5 

0807070036 Comment supporting proposed rule I0CFRS0 ro emergency planning & 
proparodnoss requ romonis for nuclear powor plant fuol load.ny & intlal low powor op- 
e-'Oi ons 

lYHirf.a AiU'i&bon Koi Assigned 53m 16435 01287. 66/86/22 O ocVonrQ & Serv- 
ices Brorch Ip. 46Q10.9 M 46010.314 

8007070037 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness roqu romonis fer nuclear powor plant fuel load ng A Initial low powor op 
nralons. 

HOLCE.K F Alfi'raiicn No) Assgnod 5.11R1G435 07240 83/06/22 Clltco of iho Sec- 
retary o 1 IhQ Commission ip. 40017 292-46U17 292 

8007070043 Commo n supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness roqu remonls fer nuclear powor plant fuol load rg & Initial low powor cp* 
e-rat ons. 

SW7H.JE AWtattcn Nol Assumed S3FR 16435 Of 288 88/06/22 Dockelng A Sorv 
iCOS Branch Ip. 46010.313 46010 313. 

8007070062 Commonl supporting proposed rulo 10CFR60 ro emergency planring & 
pteparodnoss roqu Yemenis for nuclear power plant fuol load ng A hival low powor op* 
eraT-or.s. 

ARSENAULT PEUt Af.Vraf-'On Hof Assigned 53FRJ6435 Q1248. 88/06/22 Docketing 
i Sorvicos Branch ip 46017 293 46017:293 

8807070061 Commonl supporting proposed rulo 10CFR5O ro emergency plann'ng & 
preparedness roqu romonis for nucloar powor plant luol load rig A Icil-al tow powor Op- 
erat'd n9 

VCMfCKLC.RH AfH-aficn Hof Assigned 53FR16435 01269 68/03/22 Oocketfng A 
Sorvlcos Branch 2pp 40010 31 1*46010:312 

8807070062 Common! supporting proposed rulo 10CFR50 ro emorgoncy planing A 
p'eparo-dnoss requ foments for nucloar power plant fuol loading A in*: a f low power op- 
erations. 

t ENTZ,E.S Att ifaflon «o( Assgnutf 53FR\6<35 01250 86/06/23 Docketing A Serv- 
ices Branch Ip 4601 7:294*4601 7 204. 

8807070065 Comment supporting pmpo90d rulo 10CFR5G re emorgoncy p’annng A 
proporodress roqu romonis for nucloar power plant fuel load.ng & Iniial low power op- 
era: ions. 

S'MONSON.SC. Affnafion Not Asstgnod 53FR16435 01290 00/00/23. Oocfcofing A 
Services Branch Ip 46010:310-46010.310. 

8807070068 Commonl supporting proposed rule 10CFR50 ro emergency p'annng & 
proparodress roquroments tor nuclear power plant luol loading A in tial low power op- 
erations. 

MCCABE, P.D Affiliation Not Assigned 53FR16435 01291 08/00/23. Docket ng & 
Services Branch ip 40010:309-46010:300. 

8607070079 Comment supporting proposed fulo 10CFR50 re omeraency planning & 
p/oparodnoss roquiromonts for nucloar powor plant fuel loading & initial low powor op- 
cmhons. 

S0T^,K W. Alfii-aiion Not Assigned 53FR 10435 01430 80/00/22. Oocket ng A Serv- 
icasCronch. ip 4001 1 101 -4601 1:101 

8607070082 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness roqu roments for nucloar power plant fuel loading & Infllai low power op* 
(miens. 

HlCKCK.ft.E. Affiliation Not Assigned. 53FR10435 01210. 88/06/23. Docketing A 
Services Branch ip 46010.300*4601 0.308. 

8B07070084 Comment supporting proposed rule 10CFR50 ro omorgoncy planning & 
preparedness roquiromonts for nucloar power plant tuel loading A initial low power op- 
erations. 

O'SULUVAN.C. Afhliaf-on Not Assigned. 53FR 16435 01431. 88/00/22. Dockei.ng A 
Services Branch Ip. 4601 1:182*4601 1: 182. 


8807070085 Commonl supposing proposed r^lo 1CCFR50 ro omG';jti-ry p'arTing & 
proparednoss roqu '©morris for n„c‘oar power plant fue loadng 8 mltal Ov< powor op 
erat 009. 

HENDRIX.S Affiliation Nol Assifl"ed 53FR16435 01220 00/05/22 Ood-ot t 
Services Branch Ip 46010 337-46010 307 

8007070006 Cornmenl supposing proposed rule 1OCFR53 ro Gmo'<joncy pUmniny & 
preparodness roqu-emonis for nue’ear power plant fuo loaJng A m.:al lo»v power op- 
era? ons. 

TR09AUGH.T.W AH liftlion Not Asslgred 53FR 10435 01 432 66/05/22 Docholinq A 
Services Branch Ip 4601 1 1B3-4601 1:183 

8897070090 Commeni supporlng proposed rjle 1GCFR50 rn emotgoncy p'a-.n r.q A 
p/ope^odnoss reQuiromerts for njeear pow*r plant fuo‘ loalng & n* a low oc.vur op- 
erations 

GOimG.W. AM.iat«on Not Aasigned 53FR16435 01202 69/06/21 Doweling A 
Services Branch. Ip 46010:336-46010 306 

0807070092 Common! supporting p-oposod r^lo 1CCFR53 re urneicjnrcy pAr-n-ng A 
preparedness requiremer.ls for njc‘Q9 f oower plant tijo 1 load.ng A .n r a 1 lew op- 

erations 

KANN,G A Affifiaticn Net Assigned 51FR16435 01433 05/05/22 Dc-^oliny 8 Serv- 
ices Branch. Ip. 46011:184-46011:104. 

8807070094 Comment supporting proposed rule 1CCFP50 re nrnergemey oAnrmq A 
preparedness requirements for rvjc'oar cx)wer plant fuo‘ loatkng A initial ow cp* 

ora tic ns 

WAECHTER.T M Affi’ a: on Not Assig^od f-OFR 16436 01 4J4. Bft/CC/22 Docker ng A 
Sarvices Branch ip. 4601 1 185*4601 1 185 

880707009-7 Common supporting proposed <1. to 10CFR50 re Hrr.ergoncy planning A 
preparedness requrom.onts for n-jcloa' power pJonl fiiol IcHc'ng & initial ow power rp- 
erollona 

MCCARTHY, M.P AffJ soon Nol Assigned 63FRl64Jd 01203. 08/UB /2* 1 Dockoi nj A 
Servces Drnrch. Ip 46010305 46010 3C5 

8807070098 Comment supporting p'oposeri rulo 1OCFR6O ru urr.orqency planning A 
preparodness roquiromonts for nucloa' powO r plant fuo! leading A inlial low powor op 
eraiions. 

WJDGER.J AUlJJaion Ncl Ass i j"Od 53FH 16435 01 435 58/0&'22> Do-:koJ i*’g A Serv- 
ices Branch Ip. 40011 107*40011 167 

8007070104 Comment supporting proposed rtlo 1CCFR60 ro umo'goncy p'anni'-.y A 
preparedness roqu romoms for nucloo* powor - pVani fuel cacmg S Initial low power op 
Orfltlong. 

SAMSTAG.S S AHJfafion Noi Assigned 53FRJ6435 0294 6O/G6/20. Ddtkof ng 8 
Services Branch ip 460 10 304*46010 30-1 

B807070105 Commonl opposing proposed fu'o 10CFR50 ro onorrjency plarm nrj & p?f> 
parodness roqul'emanls lor nuclear power plant luol lomJmy & mini low pownr oper 
ations. 

DEKEON.G HavwhA MA 53FRt6435 Of43f> 8B/06/2 J CHIlk.SJ Odtn of the 
Secretary of Iho Commission, ip 40O11 156*46011:156. 

6807070107 Comment Supporting proposed ruin 10f:F#Vj(J ro crrorgcncy planning S 
proparodnoss roqj romnnt^ for luiclce' power p’ani fuol Icadmg & hiliel low Power op 
erahong. 

VVn:GHr,R V. AU/iaL-O^ Nof Assured 53FR7C435 01295 66/08/20 DccknU^, 8 
Servicos Branch ip 40010 303*46010 303 

8807070112 Common! supporting proposod rulo 1CCFR50 ro emorijcficy panning & 
p/Gporedr.oss roqu remmls fer nuclear powor p'ani Fuel ‘carting A l~iliai low pownr op* 
orations. 

QARSKf.J.P. Aft, Wen Nol Aesg^nd 53FRf6435 Of 290. OG /C$/?0 Deck 0 ring & 
Sorvlcos Branch Ip 46010 302*46010 30? 

B807070113 Comment opposing proposed rulo 10CFR50 ro umorgoncy p'arm ng & pro- 
paredross roquroronts for nuc'oer power plant fuel load ng & nTial iiw powor 
operations Comments ol Mass0Chu9olta Ativ Gonoral JM St*Bnnon oncl 
JD-VAS.S.A Massacrtjsoffs Comrna-awcfl/frr of. 51Fni6-t3S 01437 G3/QO/?? D.uk* 
eting & Services Brant.h Mpp 4GO11.108-40O112O1 

0007070110 Common! supporting proposed rule 10CFR50 ro orrorponcy p'onmng & 
preparednosa requi'omeni9 fer nuclear power plan! luol loading & ritia' low oowe-r op- 
erations 

* Affffahon Nor Ass/gned 53FRT6-f35 Of 29/. 88/08/23 Deck e frag A Soivfcos 
Branch, ip. 40010 30V.46010 301 

0807070118 Commonl oppos.ng proposod rulo 1CCFR50 ro oi«orgoncy p'a r .nng & p'o 
paredness requ remoats fo f nucloar power p’ani fuol loadng & mitlai low powor epo*- 
aiions. 

PELOSf.T.A HaverhW. MA 53FR 16435 61430. 00/C6/2T. CHILK.S J. Ofhjn of (no 
Secretary of the ComTiss on 2pp. 4601 1:202 4601 1 203 

8807070122 Comment supporting proposed rulo 10CFR50 ro Qrr.ergoncy plann ng & 
preparedness requirements fo* nucloar power plant fuol loading 8 in-liql low powor op 
erai.ona 

PRANTIS.J. P. AfUflCon Hof Asefgnorf 53FRT6435 0T200. 6Q/C6/23 Docket rg & 
Sorv.ces Brarch. tp -16010 300 46010.300 

8B07070 1 24 Comment supporting proposed rulo 10CPR50 ro rvmorgency planning & 
proparednoss reqj romervs for nucloar powor plant fuo! load ng A In- Ho I low powor op- 
erations. 

FANNING.n K Affif.oton Not Ass gnocf 60EFM6435 012G9 C8/06/23 Oockotfng 8 
Services Branch. Ip 46010.299-46010 209 

6807070126 Comment oppos'ng proposed rule 10CFR50 ro omorgoncy plann ag a p*o 
parednoss requiremenls for nudear powor plant fuot loading a initial 'ow power epur* 
aliens. 

MOUGHAN.T.F. C'-t^ons Within the Ton Vi‘6 Rod us 53FHf64J5 01430 86/00/24 
CHllK.SJ. Office of the Secretary o' iho Commission. 3pp 4QOl 1 204-46011.206. 

8807070130 Comment supporting proposod rulo 10CFn&0 te emergency p'annng A 
preparedness requirements for nuclear powor plant f^e! loading & in* til 'ow powor op- 
orailons. 

DAM.S. Affiliation Nol Assigned 63FR10435 01251 88/06/22. Docketing & Serv cos 
Branch, ip. 46017.295 46017:295 



60070 1 34 Ccf'.Toi Svppc-'t'g proposed rub 10CFR59 re emergency planning A 
ircpircjr ; r,s N-q. r«?m.r.ts for r.jacii pc^u p^r bel IC3. ng & i.n t.al ‘0* po *e.* op 

FRAl'J*' J A*" vrn Nc' g-c< J Sj c Rl64jS 0125? W Gf>’22 Docking R S«"i- 

•C*. 3 Qf a ' ►. i r -l^il 7 2 .;*5 4^ | / 2 ?G 


0007070184 Lomrroni suppon ng proposed ru.e iuu‘MW ro emergency olArr 
preparedness requirements for nucloar powor p'ant fuel loaning & i^. a t )( J W ' '} 4 
orations p ( * 

PLAZESKI.R Aff.haiipn Nol Ass-gned 53FR16435 01455 88/06/22 fWw. 
Services B'anch. 1 p. 460 1 1 G95-460 1 1 .095 uoc ‘ V 4 


0007070135 Lcr'..irr,i suppcrt/g prosed n.:e 10CFR50 re emergency pla-nnng & 
[<■*£ par coir •» < >S r.,.f,ffrr,i;r.i) fer huvlojf pc*£r plan! *jel lcad,ng & in?.3l ‘Ow power cp 
ca'cnj 

• Ai'W.cn Nor Assgnc j 53FF1 16436 01 440 R&/06/22 Docketing A S&rvces 
B'e.'-d ip i£cn ?:»/ .ieoi i 207 


8607070106 Comment supporting proposed ru'o 10CFR50 ro omorgo «r Y D V r * 
preparedness requirements fo r nuclea' power p’nnt tuul loading A initial hJ ^ 4 
orations. “ ^ Aer ^ 

ROGERS.DP. Afh'iat’On Not Assigned 53FF116435 01255 86/00/22 fw- . 
Services Branch Ip 46017 300 46017:300 4 


6007070130 Ccf.T.crt juppen^g p oposed fe'e IDCFRSO re emergency p'annng & 
prtpsftOf.esS req- •'eme'' , s fer njelear pewt'* plant bel Icadng & i.n hal tow pO*© f cp 
t'fl* 

HAr«SEN.l A'f 3l:on Nol Assg^ed 5j-Rlt>435 01441 ea/06/22 Dockel ng & Serv- 
.t sQr £ -;Y. 'P Aton 205 46011 235 


8807070107 Comment supporiing proposed ru’u 10CFR50 re emerqer C y r aM , 
preparedness requirements for nuclear power p’nnt fuol loading A mjiai hw po* . - 
erations ’ ” Ae ' ^ 

PiETZAKXS. Afhliat:on Nol Assigned. 53FR16435 01456 88/06/22 Drvv fl -, . 
Services Branch ip 46011 QSfi 4601 1 000 ? 4 


0607070141 Ccmrcr,l s-;ppc*1 proposed n/e 10C C R5O re emergency p'en.n ng A 
p'£parcd.*>ess rcq^rar.enls ter nuclear pc*<?' plaN fjd loadng & m.hal bw pewer op- 
('a* ors 

JANSEN 0 K* A'f aten Nc? As$rp«d 53FR164J5 01442 08/06/23 Dociei-ng 8 
Series Branch ip 46011 2C9 46011 209 


6607070193 Common! 9upponkg proposed ru'o 10CFR50 ro omercercy ca-'ii 
preparedness requirements for nudoar power p'ani font loading & m nal bw 'aow^J 

* Affi'iai on Not Assigned. 53FR 10435 01457. 00/00/22 Dockel no k 
Branch Ip 46011:097.4601 1 097 y 


0807070145 Ccnmcnt suppcrt*'g preposed hJe 10C C «53 re eme'gency p-annrg & 
preparedness req^ foments fer njciear pc*?.' p‘ar: *jcl Icadng & :niiial bw pewe.' op 
era' ons 

CESVCNDJC Afrat.01 Not Assg-ed 53FFM6435 01443 88/06/23 Dockel ng & 
Sc n. :es Branch ip 463 M 210 4C01 1 210 


0807070195 Commo.'it suppcrimg proposed ru'o 10CF1150 ro omomoncy p'anrrv)* 
preparedness requ romonts for nuc’oar powor plant fuel loading & ,n rial !ow pc*., . 
orations * * 

WCNICHOLAS.W K Affii.al on Not Assignod. 53FR 16435 01459 08/05/20 Doc.r.-^ 
& Services Branch. Ip 4601 1 008-4601 1 098 * 


8807070146 Conrent appC'iing preposed m!e I0CFR50 ro ema'goncy panning & 
preparedness rcq., remenic for n-xlea/ pCAer plarl 1 jel icad.ng & initial low pcwor op 
eraio^s 

MORR'SSfcV.S A A*fi 3!.cn Nol Assgr-cd 53FR16435 0M44 88/06/22. DdCkoing & 
Services Branch ?pp 4601 1 21 1 46011 212 


6807070198 Comment supporting proposed ru!o 10CFH5O ro omomancy pla*vo s 
preparedness roqu rements for njc’oor powor plant fuol load.ng & n Nal 'ow powe-r V 
erations. ^ 

' Ablation Nol Assigned 53KR16435 01256 80/08/22. NRC . No De'a'edAfr. 
Given lp 46017:301.46017.301 


0807070147 Comment Scppcrt r.g p'opcsed ru^e 10CFR50 ra emergency planning & 
preparedness roq^i-emer.ts fc-r n^clea* power p'ani fuel leading & n hal low power op 

6ROOKS.5 0 Airmen Nol Assg-ed SjrR 16435 01253 88/06/22. Dockoi ng & 
SeNices Branch ip 45017 297 46017 297 


6007070199 Common! supporlmg proposed ru!o 10CFf150 ro emergency par/nqi 
preparednos9 requ.romonts fur nuctoor power plant fuol load.ng & n.i a< low poa**; \ 
erations. ‘ * 

AZZOPAHOUO Aff Nation Nol Assigned. 53FR 16435 OM59. 80/06/22 Deckers 
Sorv ces Branch Ip 46011003 4601 1 090. ^ 


6007070150 Conrmen* support r.g proposed ru'e 10CFR5Q re emergency p'annrg 8 
P'€-pa.‘ed r oss roqL'**rrsm& for ruc : ea' power p'ani fuel bad<ng & n hai low power op- 
erai ens 

SESSlER.GF Ah,. ai^n Nol Assigned 53FR16435 01445 66/06/2? DoCVe‘mg & 
Services B*anch lp 4601 1 213 460i 1 213 


8QQ7Q70201 Commont supporting pcopoood rolo 10CFR50 ro omeigency planrinq i 
preparedness requ roment9 for nuclear powor plant fuel load ng A initial low pow' «■ 
oratons. 

■ Aff i.aiion No! Assignod 53FM16435 01460 80/06/2?. Uocke'mq & Server 
Branch Ip 46011:100 46011:100. 


8007070152 Commeni supporny proposed rue 10CFR50 ro emergency planting A 
p r ep3*edrpss requ rcTor.ls br rue'ear power p'ani fue' load ng & :ni! ai law power op. 
eraecns 

LOGUE.K A. APiaton Net Assigned 53FH1643S 01446 88/06/22 Docket no & 
Services Branch lp 4601 1 214 4601 1 214 


8007070204 Commonl supporting proposed ruin 10CFR50 ro omergurcy pianvrg A 
pteparodnoss roqu'rornonls lor nucloor powor plant fuol looUnu & initial bwpoAeroc- 
eraions 

LOVETT.P. Affi'iat on Nol Assignod 53FH 16435 01257 80/08/22. DockoinqA Sen 
Icos Branch. 1 p. 4601 7.302-4601 7:302. 


8007070155 COTment supporlng proposed rule 10CFR50 re emergency piarn.ng A 
p'epa'edr.e^s requ renronls for rue'ear power p’ani fue: 'oao no A nl a! lew power op- 
erations 

EVAN5.SB Aff,! a! cn Not Assigned 53FR 16435 01447 .08/06/22 Dockeimq S Serv- 
ices B'anch. lp 460n 215 4501 1 215 


0807070209 Commonl support ng proposod rule 10CFR50 ro omeryancy p'an,!^ S 
pccpa'odnoss. roqutramonla lot nucloor power plfiiri fuel load ng & Infuol *ow pcwfci c> 
erations 

THOK/AS.S L Affiliation Not Assigned 53fniG435 U1250. 88/06/22 Dock el ng A 
Serv.cos Branch ip 46017 303-46017.303. 


8007070159 Commonl Support ng proposed ru'e 1GCFR59 re ame'gency p'an.n ng 8 
preparedness re qu.r err, e /119 for r.uc'ear power plant fue! loadng A iml-af low power op 
erations 

KL'NE.G Atf. .alien No! Assigned 53FR16435 01448 80/06/23 Dockel no & Serv 
ices Branch lp 4G011 216 46011 216 y 

8007070160 Commonl supporing preposed ru'e 10CFR50 re emergency p'aan no & 
preparedness requ remenis for nue'ear power plant fuol Icad.ng A mil at low power op 
era Iron 9 K 

TIIDENRC Atf.iaion Not Assgned 53FR16435 01449. 88/06/23 DocValng & 
Services Branch lp 46011.087 46011087 y 

8007070164 Corrmpnl supportng proposed ru'o IOCFR50 re emergency pfan.n.ng fi 
eIahons dn85S f0qu;f0fr,6rJ9 fof nuc:ear POWOf planl ,oe ‘ !osa n 9 & bSat iow P power op- 

*a“"p 5S5,^3!>,;*|S ,8W 0,254 aa/06,?3 Dock8t '^ * ® erv ' cos 

8007070165 Commonl supporing proposed ru'o 10CFR50 re eme/oency p'ann no A 
IXT** f0Qu ' fomon1s for nuc ' oaf w* 01 M loading A tnSiel iow P power 9 op & 

GAR\/EY.JR AM '.ation Nol Ass.gr.ed 53FRJ6435 01450. 68/00/22 Oockeina A 
Services Branch ?pp 46011088 46011089 uoc y 9 & 

8807070172 Comment suppoan q proposed rub 10CFR50 ro emergency clsnrino A 
prejDaredcess requirements for nuclear power plant fuel load.ng A ind -al bw^we^op 

ST GERMAINE R Aff. I. at. on Not Assigned 53FR16435 01451. 88/06/21 Dockef.rn A 
Services Branch. 2pp 46011.030-4601 1 091. LAjexevir.g * 

0807070174 Comment supporing proposed ru*o 10CFR50 re emereencv nlannrn A 
SSS,f “ B ,0f nM ' a * Pl^l l-el loading « KpS’ 

DAROIS.E Aff-l.35on No! Assigned 53FR 18435 01452 88/06/2? Dnrk fi w A 
tcos Branch lp 4601 1 092-4601 109? w “ i-bekemg A Serv 

8007070178 Comment Supportng proposed ru’e lOCFflsn ra , 

^ nuClea ' P0W0 ' pla '' 1 '■' 8I 'oad'ng 4 Xtow P X™ 01 


TARZIA.J Affi'iaticn Not Assignod. 53FR16435 01453 Afl/nn/oo « 

ices Branch ip 4601 1 093 W i t ^093 88/08/22 Docketing A Sen 

HARTMAN.P J. Afliliation Nol Assigned 53FH1643 5 01454 ftfl/nA/Di 
Services 8ranch. Ip 4601 1 094-4601 1 094 ” 88/06/21. Docketng 


0007070214 Comment Suppott-ng proposed rule 10CFR50 ro omeryency pla".rg 5 
proparadnoss requirements tor nudoar powor plont fuof load r:g & initial lew po*er op- 
erations. 

* Affi'iat-on Not Assigned 53FR 16435 01250 00/06/22 Dockolbg A Servco> 
Branch lp. 46017:304-4601 7 304. 

8007070228 Commonl supporting proposod rulo 10CFR50 ro omorgency p'ann.ig 5 
proparednoss roqJromonls Tor nucloar powor plant fuol load r.g & initial low pov.erop 
ec&tipns. 

KILCOYNE.M R Affiliat-on Not Assigned 53FH 16435 01260 00/00/22. Docke:*igJ 
Services Branch lp, 46017.305-46017:305. 

8007070236 Commonl opposing proposod m'G 10CFR50 ro omorooncy plain. ng S pre 
parodnos9 requlromants lor nuclear powor plant fuol loading A initial low power ope- 
aliens. 

PROLUA Ablation Not Assigned. 53FR 16435 015D3 80/05/21 CHILK.S J. OM-ce 
of the Secretary of tho Commissbn. lp 46017,335-46017.335 

8807070239 Comment suppo/t-ng proposed rulo 10CFR50 ro omorgoncy p‘a.' r n3^ 
preparodnoss roqulrornonfe for nucloar powor planl fuel loading & intial lowpo*e>op 
eratlor.9. v 

YIN.M S. AtWiation Nol Assignod. 53FR1B435 01262. D6/06/22. DockoVng & Ss^r.c« 

Branch lp. 46018:078-46010.070. 

0807070241 Comment opposing proposod rulo 10CFR60 ro omorgoncy planr.ng&pf* 
parodness requiremonis for nucloor powor pfant fuel loading & fnltial low powe.* op« 
aiions. 

LANE.S J Affiliation Nol Assigned. 53FR10435 01504. Bfl/05/21. CHILK.S J Office cl 
the Secretary of tho Commission IP. 46017:306-46017:306. 

8007070242 Comment opposing proposod rulo 1OCFR50 ru omorgoncy plarnirg 
paredne89 roqulromonts for nucloar power plant fuol load ng A Initial low power ope' 
ai ons. 

BASHLINE.K.G. Affiliation Not Assignod. 53FR16435 01595. 88/06/06. CHllKSJ 
Uince of the Socteiery ol the Commfeslon. lp. 46017 307-46017:307. 

0007070248 Comment supporting proposod rulo 10CFR60 ro omorgoncy plan" 19 4 
ora(bn9 dn0SS roqu,rement8 for nucloar power pfam fuol loading A Initial low powe-op- 

CHAMPiGNEY.P.E. Affiliation Not Assignod. 63FR16435 01474. 88/06/22 Docket 
a iservrces Branch ip 46018.076*46018:076. 

0007070261 Common! supporting proposed rulo 10CFR50 ro omorgoncy plan- 13 i 
proparednoss requirements for nuc’oar power plant fuof loading A initial low power of- 
©rations 

CASSIDY.T C AfJiliailon Not Assignod. 63Fni6435 01263. 00/06/22 Office o* W 
becrelary of tho Commission, ip. 46010:077-46018.077. 



6837070254 Ccmmo-ri sjp^cviirg p'oposod rule 1CCFR50 re emergency plann ng & 
p*r;:areorosS rfqii.'urronts for r ue oar powo' p an l fuO‘ leaning £ rttial low powo* op 
c-dlons. 

FRIGE. S A*fH ti*iCr Noi A9Syied 53^16435 01506 03/06/21 ZECH I. W, Corriws- 
&n n ers Ip 4L017 338 4b0i7 3CB 

6837070255 Common; supporting proposed ru‘n 10CFR50 to err.Qrgoncy planning ft 
p e^aied'.o'is rogj-rt*men?r» for nuclear power plant fuel foadng & i-iia 1 fow power op- 
caters 

.EAVirr.uE Afhi a‘.on Not Assigned $3rni643S 0’475 08/06/21. Dockeilng & 
Services Ucai.cr- Ip *10024 35b-46324 356 

6907070266 Commoni seppcyiing p'G posed rule lCC c R50 re emergency planing 8 
p'opamdnnss ruqn rmi oMs fo' ruc'oar p&wtr n‘ar.1 Mo' loadng ft initial low power cp 
Q-fl'itrs 

FFRRY.A J Affhanon Net Assigned 53FR 16435 01264 06/06/22 Cociceir-g & So-v 
cos Uranrh ip 4601ft 071) 46018 0/0 

8E07070258 CoinTGPI opposing proposed ruo 1CC C R50 ro emo-yoncy planning ft pro 
parodies reqjfomerls for n.jc'oa' power plant UiOl lOddng ft r.t a 1 low powor opor 
fllcns 

KIV.PMI ilS, KIMBALL. I t A'fliai.on No! Assigned. 53FF 16435 01597 99/C6/C6 
U-* LK S ,l C'lci; of ino SocreUvy ol th© Con.n.ss'On ip 4601 7.3C0-46017 309. 

860 7070260 Ccmrvni supporting proposed rulo 1CCFR5C ro crr.e'^oncy p*an~ng & 
PfOPtV^dness requ.rorr.onts !p* ruc'cA* powo* p'anl fuel 'oadrg ft iriiia*. <0w powor cp- 
orai.ois 

EHAMO'LlA M A Allnalon Not Asscjred ?>3FH 16435 01476 8G/C6/P3 Oockotiny ft 
Sorv c©s D'ancM ip 460 in 0H0 46016 090 

8607070261 Comment opposing proposed rulo 10CFFI50 re ©morgorcy plarn ng & pro* 
paie^noss roqj romerls for nue'ea' powur plant »uul 'oaring ft ih Mil low pewo' epo:* 
at'Crs 

WOLFfc.nw. ROONFY.GI Alfilaiion Nol Assigned 53FR10435 0159ft 60/06/06 
CHILK.SJ Cff.cn oftlio Socrola'y of tlo Corrm.ssion. Ip 4G017 310 4ftOi 7 3i0 

6807070262 Comrnont rpposrig proposed rulo I0CFR50 rc omo'gcncy p'nn-ng ft pre 
paicdnoss rnqt I'omcnis lor r.i» lonr powor pant fuel loading ft nital low power opor 
allons 

CAPfiAN.B. CAPPAN.J Allihdlion Nol Ass-coed 53FR16435 0)509 06/06/05 
C-M „K S J OHicn ol 1l.o Soo.roinry ol ihu Commsson Ip 46017 31 1-46017 31 1 

0807070267 Cow-nan} supporting proposed ru'd lOC^RSO to or.Of nancy p'a'xwoj} ft 
p'e^ariKfr/m roquremcnls for nuclear powor plant fuo' leading ft nil a 1 lew power op- 
cralo-'s 

iiLASlEY.B Alli'idlicn Nqi Assignor! 5JFR1I-435 01477. H8/GQ/23. NFtC - No Do- 
13- ofJ All/ianon Given. Ip 46024 355 46024 305 

6007070269 Co-rmonl supporl-ny proposod rule 10GFH5Q ro omcrgency planing ft 
preparedness roquromunla lor rudofV power p’ar t 1u0l load-ng ft inilial low powor op 
e-ravcris 

SlfWP.f'W. Affndfcn \of Assijrotf 6.1Ff?U>435 Oti/6 BG/Gq/23 NHC • No Uo- 
lailod AIM at on G.von ip 46016 001 4001 ft 091 

0907070270 C'o 'irnenl Opposing proposed rule 10CKM50 ro orpurpency panning ft pro 
oerodr.ess rc«qui» om*nla lor ni-cloer power plan! W 'oad-r.g ft inilial low / iowor opar 
ni 0 ns 

STUCHINSKI.VL Ihroo M.'o l9lor<j Alert 5JFR 16435 0160Q. 06/06/21 CHILKSJ 
Oi.co ol ihe Secretary ol ihn (Commission Ip. 40017 312-46017 313 

8607070273 CcmiruM opposing proposed ro'n 10CFR50 ro cmorgo-''cy pia^nrig ft p o 
parcd->oss rogu romoris fo* nuclear powor pioni fuel loading ft <n llfd f ow powor oper- 
ations. 

KING.IV Aflilaiun Not Assg-iud 631(116435 01601 8O/O6/OG. CHILK.SJ Offi:e o' 
um Sectary of mo Comrrass 00 tp. 4fl0l 7 3f4-4CD f 7 3f 4. 

8807070274 Courr.o'il supper Im.g p'(>()osf.d njO 10CFR50 ro ornergonc.y planr.ng ft 
proporojnnss rotiUiron.enis for nllC'Ort , puwOr planl fool loading ft >0410! fow powo* op- 
orfil o°s 

ZOHN.M O. Afli.'«)l'(>n Nol Assigned 53FR16435 0147Q 80/00/22. NRG . No Defer od 
AIM.ainnG.ven. ip 46016 062*46018 082 

0807070276 Comir.ord Opposir-.y proposed ru'o ICCFR50 ro omerqency planning ft pre 
parcdioss roqu.rerrents for nuc'oa' powor plant fuel foac/mg ft frvfiaf low power opor* 
a lions 

GREEN.DC. Atfl-alion Nol Assigned 53FR16435 01602 68/06/06 CHiLK.S J Cline 
ol Uir* Secreiary ol Iho Commiss-on Ip 46017 316-46017:316 

9607070276 Conrnonl supporting proposed iu:o 1GCFR50 ro emcrgoncy planning ft 
preporodnoss reciurnmunis for nuclear powor plant w loading ft mdla l low power op 
oral ons 

CAUCHCN.L AHi'lftlicn Not Assgrod 53FRI6435 01400 80/00/22. CockOllr,g ft 
Sonr cos Branch, ip 46010 083-40010 083. 

8007070280 Comment 0ppO9ng propoSOd ru'o ICCFR50 ro omorgency plannng 8 pre 
pa r odness roguirorr.enis for nucloa' power planl fuel loading ft ina a! i-ow power eper* 

COCO.RA Affi laticn Nut Assigned 63FH 16435 01603. BO/06/06 CHIIK.SJ. Office 
of Iho Secroinry of Iho Commiss on Ip. 460 1 7.3 1 6-4601 7:3 1 6 

BB07070281 Corrmont supporting proposed rule 10CFR50 ro omorgency planning ft 
preparedness roquiremonts for r.ucioa' powor plant fuel load ng & initial low power op 
oral 009 

KADV.P Aflmaton Not Asslgnod 53FR 16435 01481 88/G6/22. Dockotir.g & Services 
Branch Ip. 46024 354 46024 354 

0607070283 Commoni oppos.ng proposed ru'o 10CFR50 r© omorgoncy piar'n ng A p/o- 
parodness roquiromo.nl a for nuclear power plant luol load ny 8 inilial fow power oper- 
ator 9 

MCCARTHy.M, CAL LAGHER.V C AKiPror-Oo Nol Ass gr^od 53FR 16435 O1604 00/ 
06/C6. CHILK.SJ Olfico ol lf‘.o Socrolary of the Commiss on ip 46017317- 
46017 317 

8007070285 Ccmmonl aupporimg proposed rulo 10CFR50 ro ©mergoncy plann ng 8 
preparedness roqu'fomonts lor nuclear power plant fuef loadny & mt-af law power op- 
erations 

ZYWlEN.SB AMi'iaiion Not Assigned 53FR16435 01402 fcft/06/20 Docketing ft 
Services Branch Ip 46017 336-46017 336 


0807070207 Commorl cpposir.g prcpcsod rue 10CFF150 ro emergency pla^n ng ft pre 
parodness reQulremenls lor nuclear power p ant fuel loading A initial low pewor opo' 
aliens 

DEMIN.L.N W AM nation Ncl Assignod 53 C R 16435 01605 00/C6/14 CHILK.SJ 
Office o* the Secre*a*v cf tho Ccmrr ss on Ip. 4601 7 3l 6 4601 7.'J Ifl 

68070702QB Commo-l seppoding p-oposod ru'o I0CFR5O ro emergency planning ft 
preparedness requirements ‘o: nucoa* ppwer p ant fuol loadng ft infiof cw powor op 
oraions 

DAVIS.D.R Arfi'iaticn Nol AssttriOd 53 <: H 16435 014B3. 89/06/22 Uockr-l ng ft Serv- 
ices fVanch ip 46017 337 4C6l 7:337. 

0807070293 ComxG.nl uppos^g preposod rulo 10CFR50 re emergency plnrm’ng ft pre- 
pa odnoss roqui'emonis lor nuclear power piar* f-^oi loadng & iriiia' low power oper- 
ahens 

GANGIB Afl.lftt.cn Nol Assignod. 53FR16435 01605 80/06/00. CHILK.SJ Olfico of 
ihe Secrotary of iho Comm sslon Ip 46017.319 46017:319. 

8807070296 Comrom supposing p*oposod ruo 10CFR50 r© emergon-y planning ft 
p-eparednoss roqi. roTonis for nuc'oa' cowor plant fuel load ng ft miial low powur op- 
era' ans 

TlNEL.P L Afh'iaiicn No-l Assyned. 53FR16435 01484 130/06/22. Oocnoung ft Serv- 
.cgs Branch Ip 46017 338 460 1 7 330. 

8807070298 Commert SJDpdl-ng piprosed ri lo iCC“R50 re nmoigoncy pannna ft 
preparedness roqu^ornsnis lor nLcloar pewor p'anf luol 'oading ft i*\! ft 1 low power op 
oraiions 

PORTER.JJ AM iftllcn Nol Ass g-iod 53FR16436 01485 80/C6/22 Dockoling ft 
So/vit os Branch ip 4601 7 339- 4601 7.333 

0007070299 Comment SuppartiAy preposad rulo 10CFR5D ro oinnrgoncy planning ft 
preparedness roqj ro.mo.ni s for nuc'oar powor planl fuel loodng ft nlial low powor op- 
©'atior.B 

H/LAND.G AifttaUan Not ASS igucd. ,63FRtC-l3 5 0f46f. OO/C0/2f. NRC * No O& 
tfli ed AftnaiiOd G von ip 46010 357 46010 357 

6807870301 Comment suppertng proposed ru'o 10CFR50 re omerfiOr.cy plarming ft 
preparodnoss reqLircmonls fer nuclear powor p ani fuel 'oadng ft into 1 low power op 
crai cns. 

MunrHY.fi/ C AfMeliori NOI Assigned 53FR10435 01406 88/CG/22. OCCkoiny ft 
Sorvtcos Branch Ip. 401J17 340 4631/ 3-10 

8807070303 Comment si.p porting pmposod n.fo tOO'RSO ro omorgency p'ann ng ft 
proparodnuss roqjlro/roms for njc'oa' powor plant luol loading ft :n tiai 'ow powo- op 
o'allors 

MCG’.NN.RJ AM'ielion Nol Assn sod 53FH1B4 35 01402 BU/06/21 NRC - No Do- 
fc/OJ AfliUnUO") G vQO 2pp 4 GO 1 0.3 5*9 -4 GO 1 0.359 

0807070304 Ccmrro.nl suppening proposod rulo 10CFR50 ro nmeryoncy planning ft 
preparedness ruquremenls fo-r r.uclftflf power plant fyol lood.ng ft ir.jiia'. low powo-r op- 
oraiicns 

OJElLETIF.R F Af'hai.onNol Assigned 63FH1G435 91407. 00/CO/2 2. DccFeiiafl ft 
Services Oronch Ip 4C0 17 343 46017 343. 

8807070305 Commoni supposing proposed ru'o 1CC:FR50 re orno-'floncy plannwy ft 
proporodnoss reqj r orronis fd' nuefoa* pewor p'anl fuel 'oaring & In.f nf fow powor op 
oraiions 

CLEMENCE J B Aflle'-on Nol Assgnod 53FH1B435 01403. U0/OC/23. Docketing ft 
So'vicos Brcr.ch Ip 46010 360 46010 360 

0007070306 Commoni SuppoMiny proposod rulo 10CFR50 ro omergoncy plann ng ft 
pm parotir-.es 9 roqc romonis for nucloor powor plant fun' loading ft miHai lew powor cp 
eraitcnH 

ROUX DP All 1 aiion Not Assignod 53FR16435 01480 68/00/22. Dockel-ng ft Sorv 
ices Branch Ip 4601 7 341-46017 3-1 1 

8807070307 Commoni ScppO’tin-g p*cposod rulo 10CFR50 rn ©rr.orgor.cy pltinmng & 
proporodnoss rcquimmonis for n-jcioor power planl fuol 'coding ft Inifti low powor op 
era ffo- is 

* Afli'iotron Nol Assigned 63FR10435 01464 89/C0/23 Dockolmy 8 Sorvices 
Branch ip 460H 076 4601 1 076 

8807070308 Comment opposing proposed rulo 1CCFF450 ro omorgoncy plnnm-ig 8 pro- 
parodross roqj remo. rt t« lor nuclear powo' planl fu&i loadny ft ini a! low power oper- 
ations 

HYOER PRAT.S. Aflilanon Noi Asslgnod 53FR10435 01607. 80/CG/O6 CHILK.S J. 
Ol lice of Iho Secretory of iho Comm 3S PH. Ip 4601 7.320 4601 7 320. 

6807070309 Comment supporting proposed rulo 10CFR50 ro omerpency planning ft 
pioperodnoss require mo.nls f-0' nuclear pewer plant fuol toading 8 Initial 'o-w powor op- 
erations 

GAGNARR. Affr’afcn Not Assigned 53FRIG435 01465 93/06/22. Docket ng 8 
Sorv Ices Branch Ip 46011 077-46011:077. 

8807070313 Comment Support ng proposed rulo 10CFR50 ro omorponcy planning 8 
preparedness reqj roT.eni9 for n-jdoa' pewor pla°t fue! loading ft iniiia'. law power op- 
erations 

JASINSKI.G l Alfi'iaiion Not Assnied 53FR1G435 014BD. flR/06/23 NRC - No Do 
tailed AIM ation G-vun. Ip 46017.342-46017:342. 

0807070316 Common! Supporting proposed ru'o T0CFR5O re omorgo.ncy p fanning 6 
preparedness requirements for nuclear powor planl fuel loadng 4 .n.lial low power op- 
erat ons 

PINS1ACE.R P. Aft lialmn Not Ass $nod 53FRIG435 01466. 96/00/23. Dockol.ng ft 
Serv.cos Umnch Jp 4C0J1 079-4601 J 079 

8607070318 Comment opposing proposed ru'a 10CFR50 ro emergency plann rig 8 pro- 
parednoss roqui-emonis lor nuc ea' powor plant fuel loading & .ntiaMow power oper- 
ations 

MORRIS.L.A AM I a: an Nol Asslgnod 53FR1643S 01 600. B8/05/0Q CHILK.SJ 
Off.ce of the Secrola r y of tho Commission ip 46017 321 -4601 7 321. 

8807670318 Corr.menl supporimj proposed rule 10CFR50 ro omorgency planning ft 
prepared™ ss reyj romenis for njc ear power plant fuof loariiny ft mnial fow power op 
orations. 

MCKEE, J P Affi iaiion Noi Assigned. 53FR16435 01265 60/06/23. Dockotmg ft Serv 
IC03 Branch Ip. 46010 084*46010:094. 



889 70703 19 Comment supposing p'oposed ru'o 10CFR5Q ro eme'sency planning A 
orepofodress roqj foments for ruclea' powe* plant fuel :oadng A in.tia* low power op 
■e rations 

WAOLEIGH.D Aff.iehon No! Assigned 53FR 16435 01490 08/06/22 Docfceling 4 
Se'vlces Branch 2pp. 4601 7 344 4601 ? 345 

8607070321 Comment support ng proposed ru'o 10CFFI50 ro o.wgency planning A 
prepe'Odness requirements tor nu-coar power p:a*rt fuel 'oadng A m-tvai low power op- 
erat ons. 

WALLACE.D G AP nation Not Ass £ned. 53FH 16435 01467 06/06/23 Docket -ng A 
Servicos B'ar.Ch lp. 46011 079 4601 1 079 

8807070324 Common: opposng proposed rule 10CFR50 re emergency planning A pre 
pa'ertnoss requiem on Is for nucioar pewer plant fue‘ loadmg 8 imta 1 low power oper- 
ands 

MARSH ALL. F.H AfM-a’fen Not Assigned 53FR16435 01603. 60/06/06 CHILK.SJ 
ON :o ol tho Socreta'y of ihe Go-r.mssion Ip 4601 7.322*4601 7 322 

6807070325 Commeni Support ng proposed rulo 10CFR50 re err.Q'gency planning A 
prepa'Odness rer J ui*©rro'':s for nue’ea* power pia*-t fuel loadng A -n:tial low power op- 
era* on a 

• All iralicn Not Assigned 53Fni6436 01468. 8B/06/23 Docketing & Services 
Branch Ip 46011 080-46011 090 

8907070326 Ccmre-’t sjpportmg proposed rule 10CFR50 re emergency planning A 
p'eparedress reqj.remems for njelear power plani fuel loading A initial low power op- 
o'aiiors 

• Alfiraio'i Not Assigned 53FR1G435 01266 . 88/06/23 Docketing & Servces 
Branch lp 46024 353 46024 353 

680707C327 Comment supportirg pre posed ru e 10CPR50 re emergency panning A 
preparedness requirements for nuclear power pieni feel loading A initial low power op 
orations 

FROLO.T R Atfi! ai<on Not Assigred 53FR10435 01491 86/06/22. Docketing A 
S‘-<v cos Branch ip 46017.346-46017 3-16 

0807070328 ComTe'*' supporting proposed ru'e 10CFR50 ro emergency planing A 
preparedness reqj remonis for nuclear power plani fuel load ng A i''itual low powor op 
euahons 

CAnO.N.DA. Alf.-ialion Not Ass gned 53FR16435 01469 88/06/22 Docket ng A 
Services Branch ip. 46DH C81-4&01 1 Ofli. 

8807070329 Corr.morl o-ppcsing proposed ru'e lOCFflSO ro omerge n cy planning A pre- 
paredness roq./remonls for ruc'oar power plant fuel leading A Innial low power oper- 
ations 

WILUS.PV Affillailon Net Ass gned 53FR1G435 01610 BB/00/24 CHILK.SJ Of*ce 
oi iho Secretary of ihe Commission Gpp 46017 323-46017.325. 

980707033 1 Common supporting proposed ruto 10CFR50 re e-me f gency plann^-g A 
p*eparodress reqj remen ts for nue'eer power plani fuel road ng A initial low power op- 
erations 

WHITCOMB. C Alfnat'on Nol Assigned 53FR 16435 01492 68/06/22 MRC - No De- 
ls led AfViaiton Given Ip 460 1 7 347 460 1 7 347 

8907070332 Commor! Supped ng proposod ru'8 10CFR50 re G/rergor.cy plartn ng A 
prepa rodross reqj remsnis 10' nuCear power plan* fuel load.ng A -nitlel low power op- 
era! ons 

• Aimation No: Assigned 53Fni6435 01267. 0B/08/20 Dockel.ng A Services 
Branch Ip 46018 096 46018.096 

8007070333 Comrerl supporting proposed rulo 10CFR50 re emergency plann.ng A 
proparedross requirements for njefear power plan* fuel loading & initial fow power op- 
oraLons 

PiTTS.H J. Affi ifition Not Assfl' , od. 53FR16435 01470 88/00/22 Docket ng A $erv* 
Icos Branch Ip. 4601 I 082-46011 CB2 

6807070335 Comment oppos ng proposed rule 10CFR50 re emergency pfenning A pre- 
pa-ednoss reqj remonls for nuclear power plant fuel loading 8 inliai low power oper* 
si ons 

MARKEY.E J. Houso of Rep 53FN16435 01611 60/06/20 2ECH.L.W. Commission- 
ers. 2 pp 46017:320*46017:327. 

8907070336 Comment supporting proposed rulo 1OCFR50 re emergency planning A 
preparedness roqu remenls lor nucioar power plant fuel feadng A .nttial low power op* 
o rations 

B'JCHWALD.S.P Afllel on Not Assorted. 53FR 16435 01493 08/06/22 DocVeiing A 
Serv,C 09 Branch. Ip. 46017 346-46017:348 

8907070337 Comment supporting proposed rule 10CFR50 re emergency pfenning A 
p'eparodness reqj remenls lor ric-lear power plani fuel loading & hr.-al low power op- 
erations 

KCLONOSKI.DE All Ha! on Not Assigned 53FR 16435 01268 80/06/22 Docketing A 
Sorvi cos Branch Ip. 46018:094*46016 094 

8007070338 Comment supportmg proposed ru'o 10CFR5O re emergency pJenorng A 
p'eparednoss requirements for m/clear power plant fuel load ng A mtial few power op* 
e ratio ns 

STANLEY, J A. Affiliation Nol Assigned 63FR16436 01471. .08/06/23 Oockotlng A 
Sorv cos Branch Ip 4601 1.083 4601 1:083. 

8807070342 Comment eupportng proposed ru'e 10CFR50 re emergency planing & 
prepaid ness requi'ements fgr r.u*ciear power plant fuel feeding & l.nrtial few power op- 
erations. 

JONES, R E AfHHailon Nol Assigned 53FR 16435 01513. 0B/O6/22 Docketing A Sorv* 
Ices Branch ip. 46017 328 46017 328 

8307070343 Comment supporting proposed rule 10CFR50 re emergency pfenning A 
proparedross requirements for nuclear power pfanl fuel loadng A initial few power op- 
eraions 

SCHRElER.R.M Affilfel.on Not Assigned 53FR16435 01472 06/06/22 NRC * No 
Dotai'od Alfil al.cn Given, ip 46011:084-46011 064. 

8307070344 Comment supporting proposed rule 10CFR5Q re emergency pfenning 4 
preparedness re qu remonts (or nvc?ear power plant fuel loading A initial low power op- 
era tio ns 

DODGE.S.L. Affi'iatlon Nol Assigned 53FR16435 01269 8B/06/22. DookeiVKi & 
Serv.ces Branch ip. 46O10 093 46018 093. 


•807070346 Comment Support-rig proposed rule 1DCFR60 to omorqor.cy p'anr./rg & 
preparedness reQjrerr.ents to' ruclear pownr plan: fuu‘ lr>ad:rg A m eal ‘cw pcwe'rp 
o'al.ons 

CONNCLI Y.R A'f.haiion Nol Assigned 53FR 16435 01614 00/06/22 HRC ♦ No O* 
ta-led Affii-snon G.ven ip 4601 7 329 4F0 1 / 3?9 

1807070340 Com-Tient supporting propOSOd ru o 10CFH50 ro u-rrorgu‘ cy P sr- ng & 
preparedness requ remenis for nucoar powo' plant fuel loadng A iniial ‘ow po*e' 
eratons 

STORY, J AffiTa: on Nol Assigned 53FR1 6-135 01270 08/06/23 Dnukut.r.g A Sew. 
IC69 Branch Ip. 46010 089 46010 089 

8807070349 Comment suppOf!»rg P'Cposed ru'o i0C r R50 re nmo'qjncy pfer-inj i 
preparedness requitOTionls lor rucloar power f/.onV 1nr*l lor«Cing 8 nil-al few power og 
erat 0^9 

MAILHOT T. Affi'iation Not ASSgnod 53FRl643f. 01515 88/06/22 Docke:'‘'& 
Services Branch 2pp 4601 7 330 4601/ 33! 

8607070352 Ccrrmenl supporl-ng proposed min 10CFR50 rn D'nergoncy plar^in^ f>, 
preparedness feq-u'emenfs fe* nutTeo* power plan: furl fendry A int-al low power ;p 
erohors 

U20TTE.R.G AfMianon Nol Ass'gnod f'3Fm04:i5 01G1I> 88/06/22 DoUMin* & 
Services Branch Ip 46017 332 46017 13? 

8607070354 Comment supporting proposed ru!o 1CCFH50 ro emergor cy plar^in- & 
preparodrc99 raqulromerus for nuc enr pewo* plant fuol 'uudng A initial 'cw power *cp 
orations 

CORMIER fe C Alhiaticn Nol Assigned 03FR16435 0151/ 8U/C6/2? Pocko ^ & 
Serv.ces Branch Ip 46017 333 46017 333 

8807070355 Comment supporting pfeposod ru'o l0C r RS0 ro nn;(jrgorcy pfenning A 
preparedness roqu romonis fer nuclear power p'anl fuel loadmrj & r>i|>.nl low ouwe: :■{> 
eretions 

JUUAN.RC Affi iQlicn Not Assgnu-J 53F R 10435 014/3 8Q/06/22 Doc - O’. *3 A 
Serv ces 8rar.ch 2pp 4601 1 005 4G01 1 006 

M07070357 Corrimenl support ng proposod rule 10CrR5O ru o'mr^oncy planning 4 
preparedness requ-romonts for ruclotr power plant lord loacfry A in: a' few puwcv op 
O'0!O"9 

RAFALOWSKI.J J Atf I ahon Nol Assigned 53FF1 10430 D1 271 88/C6/22 
& Serv.ces Branch ip 46018 085-46010 005 

6807070350 Corrrr.erl Supporting proposod ru’o lUCf HS0 ru o norgotiuv pfenning A 
preparedness requirements for nuclear powor plant fuol fendny A mnnl few power ^ 
erahons 

RICHARDS, BM Afl/ialion No: Asslgnnil f.3 r Rl643f> 01 553 88/00/21 DocVoir.) A 
Serv.ces Branch Ip 4601 7 334 4631 7 334 

8807O7O3BO Corrrrent opposing proposed rulo 10CFH60 ru onvvyorcy plfirt-nrj A fro 
paredness roquromoni9 for nue'ear pownr p'anl fuel loading A n.l>al fow fcwr*of- .•*- 
allons 

RICCIOJP Nuclear Infermaiion & Rosoj'cu Scrvu.o 63FR10435 01576. U5rCu'2) 
CHILK.S Qtlvco o! the Socrt'fe'V the Commas \vi l<ipp 4C0160/1 -ITaj'B 04 

8807070301 Comment support nfl proposod ruin ICCFHSO ro uinoryurrt.y pla'iiing A 
preparodness requ.romon1s for rucloa* power pfeut fuel fend.ng A <nd>nl low iiowc-r 0? 
orations. 

METEALF.E T. AfMiaiion Not Assigned 53FR 16435 01554 Ofi/UG/22 DuCkOng A 
Services Branch ip 46018 006 46018 000 

8807070363 Ccrrrreni supporting proposed ru'o 10CFR50 ru urnurg<»n::y fila'i.ing A 
proporedness requlromonts for nucioar powor p'aru fuol load.iig A in' ip low powor op 
eration9 

O.GIACOMO.R Alfliailon Not Assgnnd 53FR 16435 01555 88/06/22. Docko' ng A 
Sorv.COS Branch Ip. 46010 007 40010 097 

6807070366 Comment supporting proposed n,lu 10CFHS0 ru cn-nrgqncy pfe'iJng A 

p/oparedness roqu romonis for noclear power plnnl fuel loading A I few power ;p 

orations. 

CLEMENT.B Affi'iation Not Assgnod 53F R16435 01556 06/06/21. Oociovg A 
Services Branch Ip 46018 0BB 48018 OflA. 

8807070360 Commenl support ng proposod rulo 10CFR60 ru omu'gn.nCy p'n* «.inj A 
preparodnoss requiremonis for rucloar powu r plant fuol fend ny A milfel low p/>wer :p 
orations 

LUSSIER.R Affi iatfen Not Ass-gnod 53FH 16435 0150/. U8/C6/22 Oockut'ng A Stiv 
Ices Branch Ip 46018.090 46010 050 

8607070371 Comment supporting proposod ru‘0 10CFR50 rn emergency fiferulfij A 
preparedness raquiremonls for nuefear powor p!nm fuo! loading A In ! nl ‘ow powc-r :^> 
o*at ons 

PORT.R.B. Aflillat.on Not Assignod 53FR 10435 01550 80/00/23 Docku’rig A Scrr 
Ices Branch, lp 46018 091-46010 091 

6607070373 Comment suppcrlmg preposod rulu 10CFH5Q ro umcrgoficy p‘nr'if«„ A 
preparodnoss roqu.romonts for nuclua' powor plant furjl iondr g A rilin' In* pc-wcr cp 
orations 

SOVETSKY.EJ- Affil at-on Nol Assignor! 53FR 10435 01559 RB/08/??. Docko' A 
Serv.ces Branch lp. 46010 092-46010 092 

8807070377 Comment supporting proposod ruo 10CFR50 ro o.moryo'icy pfen-wg A 
preparedness roq v Uomcnts lor nuefeat power p'.am luo 1 . loadmg & mvUai low powc f c> 
©rations 

* Affiliation Not Assigned 53FR 16435 01500. 08/06/23 Oockoi.ng A SChr'C* 
Branch lp. 40017:359 46017 359 

8807070376 Comment opposing proposod rulo 10CFR50 ro emergency plannrg & 
parednos9 requ-rement9 for njc’oa' power plenl fuol foadiog & miiia' few pewr-r p^-cr- 
ation9. 

KERRY.J. Senate 53FFM6435 01577. 00/00/23 2ECH L Commissioners ?pa 
46024.350*46024:351. 

•807070381 Comment support ng proposod ru'o I0CFR50 re umorgoncy p'a'.n''/) A 
preparedness requirements fer rucloar power p!om fuu! loading A initial low pow.v w 
eralions 

GODBOUT.R J. AfMlation No! Assigned 53FR 16435 01561 00/00/22 Docketing A 
Services Branch lp 46017:360 46017:360. 



6807Q70.I62 Comment supporting proposed rcfo I0CFR50 re omogorcy planrMg A 
preparedness roqurorronls for nuC'OBf powe' plant fuel loading & ln.:al low power op- 
erations 

KEARNEVJJ Edison Elecinc Institute 53FR16435 01500 08/C6/22. CHIVK.S 
Office ol tr.e Socreiory ol tho Commission ?pp 46016.001*46010 002. 

6807070303 Common! support ng proposed rulo 10CFR50 re emergency p!an n ing & 
p'cparodnosa roqjfomcnis for nuclear power plant fuel loadng & Initial low power op 
orai-cr.s. 

>1 NTON.VY D Atli'ialicn Not Assigned 53FR10435 01562 8&/0G/22. Docketing & 
Sovic 09 Branch Ip 46318 004-46010.004 

8007070384 Commonl supporting p'oposed rulo lOCFn50 #0 emorgoncy plflnn ng & 
preparod'iess roquiromonK fo- nuclear power plant fuol loading A mil o' low power op. 
oral cms 

THOMAS.GS PjP'ic Service Co. of New Hompshre. 53Fn 10435 01578 80/03720 
CHILK Odice of the Secretary of the Commies-on. 2pp 46010:356-46018 359 

8607070305 Common! support ny preposod rule 10CFR5O r© emergency planning A 
preparedness requ romrnjs for nuclear power plant fuel load ng & mjiial low power op- 
orations 

[j'JNCH.DF Rnorgy. Dept ol 53FR1643S 01501 80/C6/23 CHUK.S Office d the 
Soc'olary of the Commission Ip 46010 003*46010 003 

8807070387 Comrw'il supporting proposed ro'e I0CFH50 to emergency p'an n ng £ 
preparednoss roqui.'Qmonls for nuclear power planl fuol loaciny a Ini! a 1 low powo' op- 
era: ens 

PASGuCCl.CJ AIMmiicn Not Assignod 53FR16435 01512 6B/O0/22. Docke! ng A 
Services Branch Ip 46067. 273*46067 273. 

8907070308 Common supporting proposed rule 10CFR50 ro o.Tiorgoncy planning & 
preparedness requ foments for nucioar power p'ani fuel load r*g A initial low power op- 
erations 

EGELAND.C Afliiar-on Not Assigned 53FRIG435 01563 88/08/23 OU-cn of Ihe 
Secrolary of tho Comnvssion ip r.goifl 005-46010 005 

6907070390 Common! supporting proposed ru'o 10CFR50 re cmorgor-cy planri ng & 
preparedness rr.qu'emenis for nuclear power plant fuel loading A n t>al low power op- 
erations 

UL.nEY.ru Afhl ation Not Assignod 53FR 16435 01519 80/OR/ 22 . Docketing A Sorv 
toes Branch Ip 46067 274-40007 274 

8007070393 Comment supporting proposed rulo 10CFR50 ro en-orgoncy planrlny & 
o-opa'ertnoss requ foments for nucloa' power p'nnl fuel loadry A Ird-al tow powe' op 
era! ons 

ANDHRSON.W Affi'iutoi Not A9S;gncd 53FR16435 01520. 00/06/22 Oochol ng & 
Services Branch Ip 4f>hG7 275 46067 275 

8BO 70 70395 Comniori opposing proposed rulo 10CFR50 re omerpency planning & pro- 
pa'ednoss roqj remnnis fO' nucoa' power plant luol loading A in tial low powor oper- 
ations 

FERSTER.AC. CunRAN.O Harmon & Wolss FEHSTER.A.C. Union of Concerned 
Scientists 53FR 16436 0150? 00/CG/23 NRC ■ No Doialtod Alfi'iahon Crvon I4pp 
46Ol0.O6G. te0 18 Off) 

6007070401 Commont support ng proposed rulo 1CCFRS0 ro orrorgonoy plann.ng & 
propa'odnoss reqci'ornonis for nuclOB' powe' planl fuo! loading & irlllal low powor op* 
©ral Dfts 

fiECKl EY.ft P. Affiioton Not Assgnod 53FRf6435 01631 GG/C6/22 Oocfrelmg A 
Services Qrarcli Ip 4G018 OU7-46O10 097 

8607070405 Ccmironl supporting proposed rulo 10CFR50 ro omoryency planning & 
pro pared ness ruqu foments for nuJoar powor plant luol loading A mllnl low powor op- 
erations 

CYR f»n. AlfiSoton Not Aligned S3FR10435 01532 80/00/23. Docketing & Sorv- 
ICGS B'anrh Ip 46316 005 46010 005 

9607070406 Conr.munt supporting proposed ru'O 1CCFR50 ro ©rrnrgoncy plannng & 
preparedness requirements for njeloor power plant fuel loading A hihol low power op- 
©rot ons 

PAULSEN.GE Aff haticrr Not Assgr.od. 53FR16435 01633 00/00/2? Dockoting & 
Services Branch 2pp 46016 090 46010 093 

0807070410 Comment supportng proposed rulo 1GCFR50 ro omergoncy plannnng & 
preparedness iequ.romorii9 for nuclear power plant fuel loading A initial low powor op* 
orations 

CONWAY.GR A11,'iation Not A&9'Qr*.od. 53FR16435 01534 88/00/23. Comm.ssiorv 
e.-S Jp 46010. 125400? 0:125 

8807070413 Corrvnoul supporting preposod ru'o 10CFR50 r© omergoncy p’orning A 
preparedness rogjiromonts for nuclear power plant fuol lortd.ng A n tie* low powor op- 
orct o*rs 

FROST. RE AIM at on Wot Assrgned 53FR 16435 0f53S. 00/00/22. Ctllco ol t>)a Soc- 
rolary of the Cornmiss.on Ip 46010 100-46018 100. 

8807070416 Commpnl supporting proposed rulo 10CFR50 ro omergoncy plarnhy & 
p.-oparednoss roquiromonts lor nuclear power plant fuel loading A in.t*al low powor op- 
erations 

WEDF.GlS.RA Afhl-ation Not Assigned 53FR 10435 01521. 60/06/22. Dochol-ng A 
Sertnces Branch. Ip. 46010.020 46016 020 

8007070410 Comment supporting proposed ru'e 10CFR60 ro omorgo-ncy plannir.g A 
preparedness roqu remonts for nuclear power p’ani fuel loading A Irlllal low power op- 
erations. 

COUTURE, T E Aft.hation Noi Assgnod. 53FR10435 01522. 80/00/22. Dockel.ng A 
Services Branch tp 4601 8.035-46018.035 

6807070419 Comment supporting proposed rule lOCFHGO ro omomency plane ng A 
proparednoss roquromenis for nuclear powor plant luol loading & Iriliai low powor op- 
oral nns 

BFGOR.R. Aff-halion Not Assignod. 53FR 16435 01523. 86/06/22. Docketing A Sorv- 
■cos Branch ip 46018 036 46010 036 

8807070424 Commonl supporting proposed rulo 10CFR50 ro emorgency plann ng A 
proparorfnoss roqu'romonls (or nuclear powor pfani fuol loading A initial low powor op 
orations. 

KVYASNJX.JM Amniion Noi AssignOi}. 53FR16435 OJ272. 0B/06/22. Dockping A 
Services Branch ip 46010.101-46018.101. 


6807070426 Comment supporting propose*# aifo I0CFR50 ro ome/goncy planning A 
preparedness roqtirerr.orMs for nuclear power plant fuol loading A in.: a! low powor op- 
oral or.9. 

BUNTING.AR. Affinal on Not Ass'nned 53FR 16435 01624 6B/06/23. DocVotlng A 
Sorvco3 Branch 2pp. 46010 074-46D1Q.O75 

8BO7070428 Comment support ng proposed rule 10CFR50 re emergency planning A 
preparedness roqu'romants for nuclear power plant fuol 'oading A initial :ow power op 
era hone. 

POWELL, RF AM, l ation Not Assigned. 53FR16435 01625. 60/03/22. Cocketlr.g A 
Servicos Branch ip 46018 073-46016 073 

6007070429 Comment supporting proposed ruto 1OCFR50 ro emergency plann.ng A 
preparedness requirements for nuc'oar power plant fuel load-ng A init-al low power op* 
orai-nns 

MUELLER. D R Atfi ialion Noi Assigned 53FR16435 01526. 60/00/22. Docketing A 
Sorv .cos Branch ip 4601B;072-46018.072. 

0607070432 Commonl support ng proposod lulo 10CFR60 re omergoncy planning A 
preparedness requ^cmenls fer rue) ear powa/ plant fuel loadng A initial 'ow powe/ op- 
orations. 

JACOaSON.P.L Affiahon Noi Assgned. 53FR16436 01527. 60/06/22. Dockeimg A 
Sorvicos Branch Ip 46010 07 1-4601B 071. 

8007070433 Comment oppos rtg proposod rule TOCFfifO re emcrgoncy p'arm ng A pro 
parodnoss roq-jremonl9 for nuclear power plan! lu-ol loading A irltiai low powor opor- 

MOLLER.F . MOLLER.C. Alf.iaton Not Asslonod 63FR16435 01583 08/06/22 NRC 

* No Dole lod Atfi 1 al.o Given i p. 460 1 8 070 46010 070 

B807070435 Comment support ng proposed ru'o 10CFF150 re emorgency p'annmg A 
proporodr.oss roq-j foments lor nuclear powor plan! fuol loading & -nUal low power cp 
orations 

WATTS.J.C Aft nation Not Assigned 53FR 16435 01526 00/06/21 Docketing A Sorv 
ices Branch. Ip 46017 288-4601 7 2HQ 

6007070436 Comment supporting proposed rule 10CFR50 ro omergoncy planning A 
preparedness roquiromonla tor nue’ear power p’ant fuol loadng A ir.lllal low powor op- 
erations. 

HENRY.G R. Atti' ai on Not Assignod. 53FR1G435 01536 88/06/22. NRC - No Do 
lai'od At (. kail on Given Ip. 4 60 IB 102-46818 102 

8807070440 Common! supporting proposod rulo 10CFR50 ro omo*gor.cy plann ng A 
preparodness requirements tor rtuciea - powor plant bo) loading A in.fi a 1 tow power cp- 

orations 

SEYMOUR.ME. Alfil ation Noi Assigned 53FR16435 01537. 66/00/22 Oockotmg A 
Services Branch. Ip 46016.103-46010:103. 

880707044 T Common! supper dng proposed ruta I0CFR60 ro omergoncy p'annmg & 
preparodnoss roquiremonis ter nuclear power plant fuol loading A initial low power op- 
erations 

MOORE.E.M. Aft .Hation Noi Assignod 53FR 10435 01529. BQ/06/22 Dockoting A 
SorVicos Branch Ip 46010 069 46010 060. 

0807070444 Commonl supporting proposod ru'o 10CFR50 re emergency planning A 
preparedness requ romenis fo' nuefoor powor plant fuel loading A initial low power op 
orations 

* AMi’iat on Not Assigned 53FR 10435 01530. C8/G0/23. Dockoting A Sorvicos 
Branch !p 46010 008*46018 068 

B0O7O7O445 Comment supporl.ng proposed rulo lOCFRSO ro emorgoncy planning 8 
p.-oparodnoss roquiromonts fpr nuclear powor planl fuel loadng & in.tal low power op- 
orations. 

NOFIADKI.J W. AfCiollon Not Assigiod. 53FR16435 01638 66/00/22- NRC * No Do 
ta lod AH.tiat-on G.ven. IP 46018:104 46010:104. 

0BQ7O7O44B Comment supporting proposod rulo lOCFnsO ro emergency ptonn'ng 6 
pro parodnoss requ > -emonfa tor nJC'oat power plant fuel loading & in il si low power cp 
orations 

SEYMOUR. B R AM.Ial-on Not Assigned 53FR16435 01539. 0G/C6/2? Olf.ce of 1h€ 
Socrolaryof ihe Corrmiss on. Ip 46018:122-46010 122. 

0807870461 Comment supporting proposod rule IOCFR50 re omergoncy pfannng J 
proporodnoss requ remonts tor nuclear power plant fuol loading A Inilia 1 low powor op 
o-ahons. 

* National Association of Manufacturers. * Commerco, Depl of. 53FR16435 01564 
80/00/23 ZECH.L W NRC - No Detailed Alfil ation Given, tp. 46010.067-46018 067 

9007070464 Common! supporting proposed rulo 10CFR50 ro emergency planning <5 
preparednoss require monlg for nuclear power plant fuel loading A -mtial low powor op 
erelions. 

COLE.FF Atti'iation Not Assignod. 63FR16435 01540 80/06/22. Docketing A Sorv 
IC09 Branch, ip 46016:1 16-46010:1 16. 

8807070467 Comment support >ng proposed rulo 10CFR60 ra emargoncy planning i 
preparednoes req-j'rorr.onis for nucloar powor p'ani luol loading & Initial tow powor op 
ora irons 

HO DG DON, A 0 AfM ation Noi A9s gnod 53FRI6435 01605. 00/06/22 Docketing ? 
Sorvicos Branch, ip 46018:060-46018.066 

9807070460 Comment supporting proposod rulo 10CFR50 ro emorgoncy planning l 
preparedness require mor?{s tor nocf oar power planl tool load ng A torf/af low power op 
ora'-ons 

MAKOWICZ.M J. Affiliation Not Assignod. 53FR 16435 01641. 80/06/22. Dockoting i 
Sorv cos Oranch. ip. 46010:109*46018:109. 

80O7O7O48T Comment epposing proposed rufa 10CFR50 re omergoncy pfann ng & pro 
parodness roquiromonts tor nuclear powor plant fuol loading & irul a! low power opoi 
a tions 

RODITAILLE.R. AM.I-atiOn Not Assignod. 53FR 10435 01566. 08/06/00. CH1LK.S. 
Office of tho Sec rotary of (he Commission ip. 40018:037*460 18 037. 

8607070462 Comment supporting proposed rule 10CFR50 re omergoncy planning i 
proparodness roqu-remonle for nuclear powor plant fuol loading A initial low powor of 
orations. 

N!CHOLS,W W AfM ation Not Ase gnod. 63FR16436 01564. 89/06/22. Dockoting , 
Services Branch ip. 46018:005-46018:005. 


6007070464 Ccmment cppos.rg proposed rule 1OCFR6O re emergency p'ann ng A pre- 
paredness requirements fcr nuclear pcwcr pianl fuoi loadng & iciLal low powe* opor 
aliens 

KMSSfl.E M Affuatton Nol Assigned 53FR10435 01507 86/05/21 CHILK.S J 
OM cg of iho Secretary of ihe Ccrnm ss 0^ Ip. 46016 034-46010 C64. 

6607070465 Comment SJPPOling p-eposed njfa I0CFR50 re emergency piam.rg A 
prGpa*ed n Q6S requirements lor nuclei'’ power plant fuel 'oa^ng S iril a‘ low powc' op 
or a ncns. 

PRCE.KE Alfi’iation Net Ass gnod 53FR1 6435 01565 63/06/22- Docketing 8 Serv- 
ices Branch Ip 46016 063 46018 C63 

8607070466 Comronl support^ proposed ru'e 10CFR50 ro emergency plflrnng 8 
preparedness requrernonis lor nuciea' powe* plani fuel loadng 8 ir.iila' low power op- 
era ions. 

* At fr cl on Nol Assigned 53FH 16435 01543 68/05722 Docketing & Services 
B'jnch. Ip 46016 106-46016.106 

8807070468 Comment support ng preposod rule 1CCFR50 'e omorgcncy planning A 
preparedness requ.'erronts fo' nuclear power pianl funl load rg 8 mitia* low powe' op 
ora'.ons 

TOOLE MF Aflilalon Noi Ass gnert. 53FR 16435 61566 68705/22 Decking 8 
So.VC os Branch Ip 46018 038 46016.039. 

8607070471 Ccmrr.ont Supporting proposod ru'e 10CFP50 re emergency plnrnrg A 
preparedness requ romenis Ter njdea' power pa'll fuel loading 8 iniiial low powo.' op 
eratiens 

SMITH SL Aff.-ialion Not Assgned 53FR164 35 01567. 68/06/21 Oocke’mg 8 Serv- 
ices Branch. Ip 46010 062-46016:062. 

8007070473 Comment oppos ng proposed rulo iCCfROOru ume'goncy planning & pro 
parodness requirements lor nuclear powor plart fuel load ng A iri’ioi low powo' open 
aliens. 

REILIY.D O Affiliation Nol Assigned. 53FR18435 01500. 68/05/21 C.H;IK.S,J Cf'.co 
of Iho Social ary o' Iho Cormilssicrv ip 46018:061 -4 60 SO 061 

B0O7O7O476 Cor.mont supporting p'oposed rule 1CDFR50 ro emo/goncy planni.ng & 
preparedness req j re.T.enls for nuclear power pianl fun’ Icac' ng A n.tial low power op- 
eral o.is 

KEflSHOW.W.V Aflilialicn Nol Assorted. 53FR1043S 01568 8B/C6/23 Oockoi ng A 
Services Branch Ip 46016 C60-4COI6.060 

8807070478 Comment oppos:ng proposed rula 10CFR50 re emergency plan- ng A pro* 
pa'Cdness requ ro.xonls for nuclear pewe p'ant fuel toadrg A imlal low powor oper- 
at.on9 

VECCHIONE. T. Ain lation Not Assvgrod 53rniS435 01509 86/05/21 CHILK.SJ 
Office o-f Iho Socrciary of ihoCorr.ni ssion ip. 46010:053-46010 053 

8007070479 Ccmmonl supporting p'oposed ru‘a lOCFRSO ro cmo r goicy plannng A 
preparedness require marls fer nuolGar power p'anl IudI loading A n.tial low power op- 
era nor. s 

ROWE.T.J Aff.lirt! on Nol Assigned 53FR18436 01644 88/06/22 Docketing 8 Serv- 
ices Orar.ch Ip. 4 C0 18 107-46018 107 

0807070481 Comment suppon.ng proposed rulo 10CFR5Q re emergency p'annhg A 
preparedness roqu'o.nonls for nue'ear power plant fuel foad ng S in>*ial low powor op- 
erations 

GiLBERT.J.ft. Atfifat-cn Noi Assigned 53FR16435 01689. 68/06/21 Dockohrg A 
Services Branch ip 4 GO IB 05? 460»B 057. 

8807070402 Comment opposing p'oposed rulo 10CFR50 ro omorgorcy plannng A pre- 
pared ass roqulroxenls for nuclear powor plant fjol loading 8 mitia* low power oper- 
ations 

WILUAMS.N Aflilairon Not Assigned 53FR 16435 01590 60/06/14. CHUK.Sj 
Olfico ol iho Secrotary of iho Commission, ip 46016.059 46010 059 

0807070485 Comment supporting proposed rule 10CFR50 ro emorgoncy panning A 

a arodness requ foments for nucloar powor plani fuel foad ng a initial low power op 
ons 

VJZVARY.K Aflil ai on Nol Assigned 53FR 16435 01570 00/08/23. Dackotir.g A Serv- 
Ices Branch. Ip. 46018.050 46018 058. 

88070704B7 Comment opposing proposed rule lOCFRSO re emergency planning A pro 
parodness roqu »re fronts for nue'ear power plant fuel loading A milial low power oper- 
ations. 

GRANDONJ.R , GRANOONl.N. Affliai on Not Assigned 53FR16435 01 591. 00/06/06 
CHILK.SJ. OM co ol the Secretary ol the Corrmsslon ip 46010 0 56 4 6018 0 5 6 

8007070488 Comment supportng proposed rulo 10CFR50 re emergency pJanring 6 
preperodnoss requ-remer.ts for nuclear power piar.t fuel loading A int«ai low powor op- 
erations. 

HOFFVAN.CF A1fi:«ailon No* Assigned 53FR 16436 01545 68/06/22 Docket. no A 
Services Branch Ip 46010 108 46010100. 

8807070409 Comment support ng proposed rule 10CFR50 re emergency planning A 
preparedness requ romanta for nuclear power plani fuel load.ng & In tial tow powor op 
orations. 

BENNETT, M A. Affilcaiion Nol Assigned. 53FR16435 01571. 00/06/22. Dockol no A 
Services Branch. Ip 46018.055 46010.055. 

8807070490 Cominonl oppos ng proposed rule 10CFR50 ro emergency planning A pre- 
parodness requirements tor nuclear power plant luol Joanna A .'nil'fll low power opor- 
etions k k 

B BOOKINGS, W.J. Atfiiiaror> Not Assigned 53FR 10435 01502. 88/06/06 CHILK S J 
Office of iho Socrolary of the Commission ip. 460 10.054 -460 18.054 

8807970494 Comment supporting proposed ru’o 1QCFR50 re emorgoncy planning A 
preparedness requ.remonis tor nuclear power p'anl tool load.no A nmal low power op 
era lions 

SHEPPcRD.JK. AffliaLion Not Assigned 53FR16435 01546 . 83/06/22. Docketing A 
Serv.ces Branch ip. 48018:1 15-40018 1 15 y 


8807070499 Ccmment Support ng proposed ru’o 10CFR50 ro oma/ggney p'ann.vj & 
prepa-edness requiromonts lor nuc‘ear power p'am fuol load r.g & in tal low dlw^‘ 
eraiors 

AUNE.JE Affilatlon Not Assigned 53FR16435 01572 00/C6/22 Oocko'mg A Sc<\. 
Ices Branch Ip 46018:1 10-46010 1 10 

0807070600 Comment support ng proposed ru ‘0 10CKR50 ro emorgoncy pla'r -g A 
prepared-.ess requiramenls fo' nucloar power p'anl fuel loadng & in.? a 1 low pcw>ro: 
oral ons 

WORREALE.C Affi'iaticn Nol Ass-gned 53FRI6435 01548. 00/06/22 Cxket-c 1 
Services Brarch \p 4(3010.1 1 1-46018.11 1. 

080707050? Comment supporting proposed rule 10CFR50 re emorgoncy p’nrnrg \ 
props 'ednoss reqoi.'emcrls for rucioar power p'anl fuel footling & inival low powor o,' 
er aliens. 

PAR ADI S.M G Affl'iaiicn Not Assigned 53FR16435 01274 05/OG/2 2 Doc«li.g A 
SaMcas Qtanch ip 46010.1 13 46010.113 

8007070503 Comment supporting p'cposed rule 10CFR50 ro errergorcy pannrj A 
p'oparednos9 requi'ornoms fer r uclaor powor plant luol loading & filial low powor cp 
orations. 

RANG T.l Affi’iaFon Not Assicnod. 53FR 16435 01573 89/06/22 Oockmnq A Sc-, 
ices Branch Ip. 45810:114-46018 114 

8607070504 Comment supporting proposed rulo 10CFR50 ro emergency plan ng A 
pref)arodnos9 requirements for nucloor powor plant fuel loading A Initial Yrw pow»;' or- 
oraiions 

BODOH,DJ AfflatiOn Not Ass«qnod. 53FR16435 01574. 60/06/22 Dcc^ti' g A 
Sorvices Branch 2pp 46018 117-46018 110 

0007070506 Commenl supporting proposod rule 1CCFR50 ro OTO/qen:.y plannng A 
preparodnoss requirements for nuclear power plant fuol loading & In t.al low powt'r ;;«• 
orations 

FOyE,O.H AWiallon Net Asaicned. 53Fm6435 0l54tt flft/06/2? Duckoting A 5ur,- 
ices Branch ip 46010 119 46018 119. 

8007070500 Comment support.ng proposed rulo 10CFR50 ru eine/gcriLy | V,r*..j A 
preparednoss requ rumonts for nucioar powor plant fuol load-ny & in» a' low pewr * cp 
oraiion 9 

HANIFFY.F Alf.'iallon Noi Assigned 53FR 16435 01275 00/06/22. Dockol rg A h>. v 
ices Umrch. Ip 46018 1 20-40010: 1?0. 

O0O7O7OS1O Cornmoni supporting proposed rule 10CFH50 ro umorge-.^cy |>lr»*.i»i~cj K 
pfcparedno39 requ romente for nuclear power plant fuol loadng & in Lai low power op- 
erations 

LIEOCS.RU Afh'ialion Nol Assgnod 53FR 10435 01550. 80/C6/22 Dhckoi ly 4 
Services Branch Ip 46018 121-46010.121 

9807070610 Common! oppos-ng proposed rulo KJCFH50 ro emorgoncy planning 8 pro 
parednoss roqjiromonls for nucloar powor plant fuol loading & int-pl low power Ofv 
6Vons 

LORD.W S. Amushury. MA 53FR1G435 01570. 68/00/23 CHILK.S J O 1 ! Cu o' :lic 
Secroiary of Iho Commission Ip 46010 124 46016 124. 

9807070520 Common! 9upport'ng proposod rule lOCrnnO ro emorgoncy pfO'Ui-.y i 
preparedness requirements for rucioar power pfani fuel load ng & .nilipl low pow^r c-p 
erallcns 

JURGELON.E, JURGELON.L, JURGELON.J Affilialion Nol Assignod. 53f fll6l>5 
01551 68/06/23 Docketing A Services Branch Ip 4501 0.1 23-460 10 123. 

0807070640 Comment supporting proposed rufo IOCFR50 ro omeiponcy planning & 
preparedness requiremanls (or nuclear power p’anl fuel load'nq & loitiet low powc* oe 
©raiions 

LAFLAMME.NH Affiliation Not Assigned 63FH 16435 01552 80/06/22 Dockot.'g 8 
Servicos Branch Ip 46018126-46018:120. 

0887080063 Not co of ava labl.ly & roquost for public common! on a draft luchncai po 
sillor. on allot nato concentration l.mlls 

PETTENGILL.H J Techncai Branch 80/06/23. 4pp 46140001 46148052 

“8907000006 Draft ‘ Technical Position on Alfomoto ConcaniraLon llmli9 for U Mi '».S:J 
Format & Comont Guido & SRP for Altornato Concontraiion Limit Applications *’ 

' Technical Branch 00/06/30 4Bpp 46140:005 46140 052. 

B807090132 Forwards documents rolovant lo f»nal rule Invofwng access ejihon/a'.on 
foe schedule tor license personnel 

KIDD.D.G. Facil.t.es Socunty & Operational Support Branch. AC65-2 t 80/06/22 
LANHAM.D.H, Divis'on of Informabon Support Services (Post 0704 13j. 3pp 
4607 7.001-46077.032 

“8007080146 "Access Authorization Foe Schedule for Uconsoe Personnel.* lCC r fl?l 
& 25 final rulos Rogu’ations amended to rovi90 foe schedule charged for backgroi.'id 
investigations of licensee personnel requiring accos9 to nail security info. 

STELLO.V. Ofc of the Executive Orocior for Operallons. AC05 2 2 88/00/01 7pp. 
46077:004 4607 7:0 10- 

“8607080162 Forwards draft final rules lOCFRil & 25 re revisod f©o schodulo.i<y 
s'cnaU-re Rooulatory analysis & draft daily staff notes Horn also oncl 
MCOONALDAV.G. Office of Adminislraiion A Rd90urcos Managomonl. D.reclor (Pcvl 
870413) ACA5 2 3 08/05/25. STELLO.V. Ofc Of Ihe Executive D. roc for for Ope'- 
ai ons I2pp 46077:011-46077,022. 


“8807080160 Concurs fn final rules lOCFRil A 25 that rovlsos feo schedj'o. Marked 
changes should bo made before rule submilled for publication in FR 
MEYER. D L. Rules & Procedures Branch AC05-2 4. 00/04/29. REED.CA Du s-onc‘ 
Socurtty {POSI 070413). 1 p. 4607 7.023-4607 7.Q23. 
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--8907000166 Advisos that Paperwork Heduciicn Act statement correct 1c r fina’ ru cs 
10CFR1I & 25 ro access authorization fee schedule for Lcersee parsornei FR no* :o 
can bo ro.' eased for pub'rcatron & Roco'd & Mg i Branjb ii otio not requires 
SHELTON.BJ Records A Roports Management Brarcn (Posi 803103) AC85-? 5 
60/04/26. MEYER.D L Rute9 & Proceduros Brar.cn ip 40077 024 46077.024 

—&80708Q16B Approves initiation of amends to rules iQCFHll 4 25 ro revised foe 
schedule tor publication in FFV 

STELLO.V. Ofc of ihe Executive D rector for Opo'atona ACB5 2 fi 88/04/25. 
MCDONAID.W.G Off CO of Administration & noscurco9 Manaccmorl. Di'ucior (Post 
870413) Ip 46077 025*46077.025. 

-B807080176 Forwards regu'atory agonda enlry.results o< pro'm nary cfc rev.ows ol 
tL‘$fr.akr>Q prelt-TUnay regulatory analyse 8. suppotUvo bac^grounJ docur.errs j -» sup 

K >rt cf amends to rules 10CFR1 1 & 2b re rovisua loo schedu o 
CDONALD.W.G OfLco Of Administration 8 Roscurcos Mflnaccmoct. Oiroclcr (Post 
670413). AC85-2 7 80/04/07. STELLO.V. Ofc ol the Execulivo Qiroc’.O' 'or Opo*- 
alD-is 7pp 46077.026*46077 032 

-8807080146 "Access Authorjzai«on Feo Schodule for Licor.soo Personnel,’* iCCFRil 
& 25 final rules Ruyu'at ons amended to rovisu foe schod./e chafed fer bnckgroj-d 
investigations of I consoo personnel requiring accoss to nnll socu.* ry n'o 
STELLO.V Ofc of the Executive Piroctor for Ope.'al ons ACflS-2 2. SA/CG/Of. 7p? 
46077 004*46077:010 

— 8607080 162 Forwards draft final rules 10CFR11 & 25 ro rovisod loo sc^oJno.'or 
s enate re. Regulatory analysis & draft da<ly staff notes Horn a'so oncl. 

MCDONALOlw.G. Oflico of Administration & Rosourcos Management, Oi'er.tor (Post 
Q70413) AC85-2 3. 00/05/25 S1ELLO.V Ofc of tho Exoculivo Ci.xclor 'o* Oper 
auons 1 2pp 46077 011*46077 022 

- 9607080158 Concurs in final rulos 10CFR11 8 25 tnat revises fee sc hec u 0. Marked 
cnarnes should he made before rulo submitted for pubii-cat on .n FR 
MEYlR.O.L Rule9 a Procoduro9 Oranch AC65-2 4 C8/04/29 HELP C A Division of 
Security (post 870413). Ip. 46077.023*40077 02J 

**8607000160 Acivi9es that Paporwork Reduction Act siaiomont correct ‘or rma- rues 
10CFR1 1 a 25 ro access authorization foo schedulo foi license© po.'Sormo'.FR noUo 
can bo released for publication A Record & Mgi Branch rromo ro! requ ,# ctJ 
SMELTON.B J Records 8 Roports Manngomnnl Umnch (Posi 8B0103) ACU5-2 5 
80/04/26. MEYER, 01. Rulos A Procedures Grar.cn Ip. 46077 024-46077.024 

-6907000168 Approves initiation of amends to rules 10CFR11 & ?S ro ruvisoa lee 
schedule lor publication in FR. 

STELLO.V Ofc of the Executive (Director fer Ope-'otons. AC85-2 6 00/04/25 
VCOONA1.D.VV G. Office ol Adm nlstralion & Resources Maimqumcnt. Urocio' (Posi 
820413). ip 48077.025*46077.025. 

•*6907000176 Forwards regulatory agenda ©niry,rosull9 cf preliminary ole reviews o' 
ru'emoking.pro'im'nary roqulatory analysis & suppemvo background documents, n sup 
po:t of amends to ru'os 10CFRU & 25 ro revised foo sthudu'o 
MCOONAIO.W G. OMlco ol Administration & Roscurcos Management. Crocio' (Post 
870413). AC05-2 7. 88/04/07. STCUO.V Ofc of tho Executive U rector lor Cper 
ations. 7pp 46077:026 46077 032 

8907 1 10046 Comment opposing proposod fu*o 10CFR50 ro teak bolero break tccbncla- 
(IY for plpos usod for cooling water Urges Ilia! present snfoly St:l o* ‘ifolonse In* 
depth" bo rolained. 

IUJNKIE.J. Conservation Council of North Cnrcina 53Fntl3ii 03010 Ob/OG/23. 
Docko'mg & Services Branch, ip. 46147 250 40147 250. 

8807110068 Comment opposing proposod m'o 10C C R50 ro look buloto bropk Proposal 
deemed loo risky 

8Y6.M. Affil>allon Not Assigned 53FRH311 OOUti fjQ/0?/0t Dorko'.ng A Sorvicos 
Branch. 1 p. 46140:299 46140 200. 

0BO7110OQ5 Cgmmont opposing proposed itilo 1OCFFT50 ro leak bo'ore break 
tochnotoqy.Funher U90 of sub) technology for ECCS wou'd reduce safety nssurortes 
& safety Dono/jJs.Experiepco shows Phat pjpo-tMnwiy p/oQrossos fastev tlian n<poci- 
ed 

8RNIE.P. Maryland Nuclear Safoty Coalition. 53Fnii3H 0U013 08/07/04. Oflico of 
iho Secrotary of tho Commission. Ip 46139.338*46138 330 

8807110116 Comment opposing proposed rule IOCFR50 ro leak before brook tochno o 
gy for safety-related equipment NRG reflanco on leak boforo break is irrar onaf re 
sponse to very real saloty problem. NRC should luibiumont rnandaio , y pplng insp 
BEAUDOIN. R Nucfoar Information A Resource Soivico 53Fnil3ll 00005. 86/00/ 
30. CHllK Office of tho Secretary of the Commission flpp 46 1 38 339-40138 346. 

8007110130 Commonl opposing proposed rulo 10CFR50 re ioak*t>cfo.'o break 
techno logy. Rulo unreliable & 9hould be discarded Commission indiiforancu to fir.dngs 
& recommendations ol GAO A ACRS upsotlmg to public. 

EWiNG. J.S Affiliation Not Assigned. 53FR113H 00006 86/06/27 Oflico of tne Sec- 
retary of the Commission. 2pp. 46140:203 46140 234. 

8807110139 Comment supporting proposod rufo 10CFR50 ro expanding (oak before 
break technology Further broadon.ng of roguatons covering dos'gn criteria wou'd 
alow addl benefits as outlined In oncl detailed comments 

SCHERER.A. Combustion Engineering, Inc. 53FRH31 1 00007. 88/07/05 CHiLK.S J 
Oj'ice of the Secretary of the Commission 4pp 46140:295-46140 290 

960711Q146 Comment opposing proposod rule !GCFn50 re loak-bo(cro break (LflD) 
technolooy.NRC should retract present use ol I.B0. 

DEERINWATER.J. Native Americans for a Clean Env.ronmont. 53FRU311 C0OOQ 
60/07/01. CHILK Oftlce of ihe Secretary of the Commission, ip 4G140 330 
46140300. 

6607110153 Comment opposing proposed rule IOCFR50 10 leak-bofore-bteak 
technology. Ac lion should be taken to reduce pipe ruptures 

HlATT, SI. Ohio Citizens lor Responsblo Energy 53FRlt3ll 00009 88/06/30. NRC 
•No Detailed Affiliation Given Ip 46141,1 16 -46141.116 

6A07 1101 69 Comment supporting proposod rulo 10CFR61 requiring all gromor tnan 
Class C waste to be disposed or in geotog c repository 

Hiatt r t rthirk niiiTonQ im nQcnr\n<.ihin Pnomv ATFRivyee nnona ftfl/nfi/no Nnn 


6007110200 Co'T'-'no'it opposmg proposed ru'e 10CFR5G ro loak-eofore b*oak fl (3B) 
loebro logy Pipes oo r.<il always leak betc-o b'onk r.g NRC has ncLC-pteJ fai/ty as- 
9u.Tipicns as /acts roach ng corcf*jsfo n rhai LUR o immates need 'o: nspAdJf info 
end 

BOlEY.K Pub'iC Cl! zo*Ya c* :ce' Mass Energy Proiecl 53FR1 1311 00012 05/07/01. 
Cf- lK.S OMico o' Iho Secre'ary Olf'D Ccmmss cn 4pp 4C140 351 -46 M3 354 

8007110200 Foova»fjs suprJeTental ce/J'hcd nde* ot o.'oe'genty phoning »tl© 
docuT.onlat cn,.nc ud r.g Q70514 hear r>g Vanscr^pl 

LRBAN.P. Offico ol Iho General Counsel 08/02/1 1 JUL'AN.E Oockn: r.g A Serv COS 
Branch 67pp 46101 034-46101 .101 

8007110259 Common! opposing proposed iule 10CFR59 re omergur-cy p'annng A pre- 
paredness roqti.oner.ts lo* cuc’ear pewtr plant f^c: ced rg A imi>al low power 
operat ens Cnangos wou d sg‘'i1car"y v. eaten lovol ol p^b ,c proiuchor) 

RICHARDSON 06 Fmptoyoes Loga Project 53FR1G435 01575 86/06/23 NRC- 
No Dora led Aff. laiion Givun tOpp 4C 10 1: 12 1-46101 130 

8007 j 10275 Ir'or/ns cf ir>: alior> of new Mu‘r Plant Acucn A 22. * Irrpfrtmcntafon O? Sf.?- 
1 cn Blackoul Rule,lCCFF^60.63,‘ lo Le elfeckvo on 880/21 Enel FR *xti-CO to t:o ler 
waxed to iconsee 

TAM, PS Pro,oct Dirociomlo 14 68/06/23 Otf cecf Nuc oar Reader RogLteinn. D- 
rec*or (Post 870411) iflpp 46110 200 461 10 308 

8007 120003 Cot muni opposing proposed rulo 10CFR50 re leak noicro breris 
lech 'Clogy No valid meson ox9is to ai.surno people w-l success* ji‘y mpp;y leak 
beloro break ir.co.y in pmet ce. 

FDDLEMAN.W Alf.’ at Oh Not Assigned. 53FH1 13 11 C0O4 88/0//05 (S.RC ■ No Co 
te'od AlUaton G ven 2pp. 46148 002*46 M0 083 

8607 1201 IB Commeni Si-pporti-g pxposod ru’o 10CFR50 ro oirergu- cy plann ng 8 
propororf-ess rogj remor.ts for r.uc'oar power p'ant luel cadmg A rital lev/ powur’op 
crat ons. 

KNUTH.DF KMC. Ire 53FRI6435 01611 68/00/23 Dockclrg A Scrvces Branch 
3pp 46105 0D4-46106.01>6 

8007120126 ComT.od oppes-ng proposed rule 10CFF-150 ro om-orgency planning A pro 
parodnoss roqul'cmonis let rudoor powor p'ant fuel oad ng 8 Irilia low power opo* 
aliens 

DFCASTOFARO.D AfflinicnNol Assigned. 53FR 16435 01612 P0/0D/C6 CH IKSJ 
Oteco cf V\q Socrefa*YOf the Comrrvissfcn fp. 4GT05 097-40105 0G7 

D0O712O13O Common eppos-ng proposed rulo 1QCFR50 ro onm*ge , *cy p'ann nj A pro- 
paredness requromenis for r.uC ear powor p'ant fuel loadng A ir.ih4l low power oper- 
atic ns 

I AVEBDURE.C Alf. ^den Not A ss-gcod 63FR 16435 01613 &B/06/CD CHIKSJ. 
Office 01 the Secretary or iho CorniTiissicn, ip 46165 098 46 1 05.090 

0007120133 Common.! eppesng proposed rulo 10CFR69 ro omorqnr.cy p'annng A pre- 
paredness ror v U' r omcnis for rudoar powor pant fjel loadrg A i'viihI low powor opo** 
aiions 

BRITTON, W E AflliQtion Not Assnued 53-M16435 01614 80/00/00 ChlLKSJ. 
Olfice ol tho Socruia*y Ol Iho CommTssicn ip 46105 099 46105 0U3 

8007120137 Common! opposng proposed rule 1CCFR50 ro omorgor.cy p'annng A pro- 
parodno99 roqu remonis for nuc’oar power pteni fjo' loading & imSal l->w powor o;>o f - 
a/iens 

MILLS.d e. Affria1.cn Not Asvgnod 53FHID435 01615 00/06/2? ChlKSJ Cffno 
ol the Socrotary ol tho Commssipn Ip 46105 100 46105 100 

0007120140 Comm, or! cppus.ng proposed rulo 1CCFR50 rc umorguncy p'annng A pro 
parodnoss roo,ui*ornonls for nuclear power planl i.;e' •oad.rq 8 Ini.ol low powu* 
oporai ons Exid-ng saloly roqu romer's alroady criTr-afly throadbaro 
l.ODER ,J E Afh'alo'i Not Assgr.od 53FR164J6 01616 86/06/22 CH'vKSJ Oft.r.u 
ol tho Socrotary ol tfio Comm sslon 4pp 40105.101*46105:105. 

6607120156 Common! opposng proposed rule M)(>Fn50 ro emergency p aivimg A pro 
(;arodnoss rc^urrcmcrvls for r.uc%at powor plant Ijot loading 8 r r»t af low powc/-' oper 
opens. 

HOWARD.CE Alfi union Not Assig-od 53FR 16430 01Q17 86/06/CG CHILK.S J 
Office of tho Secretary Ol iho Commission Ip. 46105 1 06 46106 106. 

8007120159 Commonl supporting proposed rule 10CFR50 ro en.o*guficy planning A 
preparedness reqj rorrents fo* njeear powo* p'am luol loadng A htial lev/ power cp 
eratons. 

GEAGHAN.DF Aff.'iQlion Noi Assgnod 53FR16435 01610. 00/06/22 Dockot ng A 
Services Branch Ip. -4 G 1 05 107*46105 107. 

8fl07 T 20 162 Com marl opposng proposed rvte fOCFNSC ro emergency p fanning A pro 
parodness roqu remonls for nuc'oar power pionl fuel load rig A n.i.a' lew power oper- 
ations 

MCOANlEL.D. Aflliat.on Not Assgnod 53FR 16435 01610 68/00/08 CHILK.S J 
Olhce of tho Socrora'yof tho Commission, ip 46i05 108-46105 100. 

6807120172 Commeni supporting p*oposod rulo vOCFREO r© emorgor.cy planning A 
preparedness requl'omont9 for nuc:«ar pewer plant luoi loading 6 inii.al low power 
cporalions Low power oporaiicn poses no throat to public saloly 
KYTEj.n Affilatlon Not Asslanod 53FR16435 01620 68/C6/21. 7ECM.L W. Ccm- 
missioned ip 46105 109 40105:100 

0007120174 Comment Opposng proposed rulo 10CFR50 ro omergo'Ty p‘en*'lMj & pf©- 
perodnoss roqu romonls for nucloar power plant fuel loading A initial low powor oper- 
ations 

BAST ABLE O M Alh'ianon Not Assigned 53FR16435 01621. 8B/U6/06 CHILK.S J 
OUico ol J ha Soctoiary of (he Co.m/risstor>. Jp 46)05.) 10 46105 J )0 

0807120179 Comment opposing proposed rule 10CFR50 ro emergency plnnnng & pro 
pa'Pdno 9 S raqu romenls fo' nuclear power plant luol loading & .n>:-al *ow power epor 
ations 

BROMFIELO.R. All Ijatlon Not A9slgrod 63FR 16435 01822 08/06/06 CHll.K.S.J 
Olfico of tho Socrotary of iho Com t. sslon ip 46105 111-46105:111. 

0807120181 Common ODPOsna proposod rulo 10C C R50 fn ernoruoncy olan''inq A pro- 
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8407150187 Common, Oppos.ng proposed <ue IOCFfl50 re e rr f'9 el ' c '' 
pa'edness requ :emer.\s ioi tv-ctear powei piart t<-ei toa<tng & fn hal ,ow ^ p 

ED50N.DV AKlauon Net Ass.gned 53Ffl 16435 0162-J 68/06/C6 CHUK.SJ Office 
Of me SocfOiery ol the Ccmm.ss-or> Ip 46105 1 13-46105 1 13 

6807120198 Coxxed support ng proposed ru'o lOCFR50roem©/Qenj:y 
preparedness reQu.f0n*cr,is for nuc'ear pcwer plant fje loadng & Imlia .Ow po 0 
operation* Justify'. ^ 'cr Charge accurate A sound Nuclear 

COLVIN J F Nudea/ Management A Resources Counci- NUMARC) (formerly Node 8 r 
SSy Manage S3FR 16435 01625 68/06/23 CHILK.S J 0?'ce ol the Sectary of 
Ihe Commission 2pp 46105 114 46105 115 

8807120204 Coxmerl OppOS-ng proposed ru'e 10CFR50 re err e rge ncy P la ’^1 n 9 
paredness requ rements for nuc'ear power plani fue' toad rig A in lifil low powe. oper- 

ELKIN. S A *f i ahon Net Ass-gned 53FR16435 01626 68/06/06 CHILK.SJ OtliCO Ol 
the Secreia-y of tho Comr 3S=on ip 46106 116 46105 116 


8807120205 Comment opposing proposed rule 10CFR50 re emergency p'anr.lng A pre- 
paredness requ remenis for nuclear power plani fuel load hg A im';al tow power oper- 

DEFAN S K f. I M AM.Ialcn Noi Assured 53FR16435 01627 88/06/06 CH'lK.SJ 
OKce cl ihe Secretary of tho Ccmxiss-on. Ip 46106 117-4810S 1W. 


8807120211 CcnTieni opposng prepcsed ru‘e 10CFH50 re eme'gency plarn’ng A pre- 
paredness fequ.rements for nuc'ear power plan' /tel loadig A Initial low power ope 1 - 

SMART, R A Atflat-cn Net Assigned 53FFM643S 01628 68/06/21. CHILK Office of 
fro Secretary cftr.e Commission ip 46105 1 16 40105.118 

6807120214 Coxmed Oppcsmg proposed rUe 10CFR50 re emergency pfenning A pre- 
paredness reqj remenis for nuclear power plant fuel load ng A «n tiai low power oper* 

FREYS: NGER.R C Aff 'laion Not Assigned 53FR 16435 Ol 629 8B/06/06 CHUK.SJ. 
Office ol t h o Secreta7 cf ihe Comx.iss o* Ip 46105 1 1 9 46105.1 19 


8807 1202 15 Forwards workpapers in support of notice proposed rulemakmg sched- 
u'od for p-ub'icai cn on 680627 in FR lor 10CFR170 8 171 

H.LLER L Of'co of Admnstral-on A flesou'ces Management. D recior {Posi 8704131 
88/06/27 SKOC2LAS.JA Document Conirol Branch (Docurront Control Desk) 

1 Mpp 46120 072 46120 182 

8807120216 Commeni oppos ng proposed rule 10CFR50 re emergency piann ng A pro- 
paredness requirements for nucoa f power plani fue ! foad ng & initial low power oper- 
ations 

REILLY SULLIVAN Af T l,aicn Noi Assigned 53FR16435 01630 88/00/06 CHUK.SJ 
Of Fee Cf Ihe Secre'ary Of ihe CommsS On ip 40105 120-46105 120. 


8807120466 Comment supporting proposed m'o 10CFR5O re emergency pia — i 
preparedness requiroments lor nudoar power plant fuel load ng & , n *, a i bw po^ 


SHELTON. D C Totedo Edison Co 53FR 16435 01665. B0/07/06 CHILK 
ihe Secretary oM ho Commission ip 46105 131-46105 l3i 


SJ 




6007120463 Common! oppd9lng proposed rulo 10CFH5O ro emorgoi-.cy p'ann.nn J y , 
paredness requ foments for nuclear power plani fuul loading 8 rn, a i i cw p c<ve , 


EMERY J AtUiailon Noi Assignod. 53FR16436 01664. 00/Q6/C6 CHILK S J GV«> 
the Secretary Of tho Commission, ip 46105 132*46105 132. 


8807120470 Comment opposng proposod ru’o 10CFRG0 ro omorgoncy plarr -,g 4 
paredness requirement for nuclear power plant fuol londirg 8 .n.v a i low pow:- 

GORDON.T Affiliation Not As si good 53FH 16435 01663 00/00/06 CHILK.S j 
ol ihe Secretary of the Comrol&tloh. ip 46 105 133-4hi05 133. 


8807120475 Comment opposing pmposod rulo 10CFR50 ro omorgoncy planmrc 
paredness /equ remonts for nudoar power p’flni fuol loading A m hat low poasi ^ 

SMART,L P Affiliation Not Ass-gnod 53FH16435 01662 08/OfirO6 CHILK.S J C"o» 
Of Ihe Secretary of the Comm.SSlon Ip 4B105 134 46105 134 

8807120477 Comment Opposing proposed rulo U)CFMf,0 IQ omorgoncy p'anr.ng 4 ;•*. 
paredness toquYemenis (or nuc'ear powor plant fuol load ng k Initial 'ow pewer y^,. 
aion9. 

KENNY R Aff, I anon Not Assigned 63FR 16435 01001. 8U/C0/C6. CHIlK S v - 0«( a 
of the Secretary of the Commi53cn. Ip 46105.135 46105.135 


8807UQ4B1 Comment opposing proposed tu'Q 10CFR50 ro o.morgercy p'.arf ng i j,-? 
paredness roquiromont9 for nucloa' power plani fuol loadir‘g 8 mlial low pc«er 0^7 
ations 

PERREAULT.F. Affiliation Not Assigned 53Fn 16435 01860 00/06/06 CHIKS. 
Olfice of iho Socrelary of the Commission Ip. 46105 13G 46105 136 


8007120486 Commoni opposing proposod rulo lOCf flfiO fO omorgoncy plarrng Ap- e 
paredness (oqurements tor nudoar power plant loot loading A rntai isw power of«t 
anons. 

HUMPHREY.GJ Sonato 53FR 16435 01650 00/06/??. CHUK.SJ Offico Cf the Se: 
reiary 0 Mho Commission 3pp. 46105: 137 40105 130 


880712049? Common! opposing proposod rulo 10CFR5O 10 omorgoncy p'fni'g Ap'e 
paredness roqu.romonis lor nuclear pnwof plani fuol lotid ng 8 milia< low power c:^ 
abons 

BELANGER.B J. Affi'lat-on Not Assigr.od 63FH 16435 01656. 08/Q6/C6 CHLK5.' 
OMice of iho Socroiary of iho Commission. Ip 46105 140 46105 140 


8807120222 Coxmed opposing proposed ru'e 10CFR50 re emergency piann ng 8 pre- 
pa'odness reqj remoms for nuc'ear power p‘ant fuel loaC ng A initial low power oper- 
e’ons 

DECR1STOFARO.M Amazon Not Assigned 53FR16435 01631 68f06/06 

CHILK.S J of'ce of tho Secretary of me Corr.mss«on ip 46105 121 46105 121 


0807120496 Comment opposing proposod ru'o 10CF'H50 ro omurnor.cy p!an'r~.g A p«e 
pa.'edno9S roqu remonta for nucloo r f>owu/ plant fuol loadirg & 'nillal 'ow por,9' cffe’ 
ations 

GORRtt.P AMdon Mol AssQnorl 631*R1G435 01G4B 0Q/06/23 CHUK.SJ 
of the Socrelary of tho Commission, ip. 40 105. 1 4 1 -40 1 05 1 4 1 


8807120231 Common supporting proposed rule 1QCFR50 re emergency planning A 
preparedness req^iremenis for nuclear power p'ant fuel loading A In trial low power op- 
erators 

THOMAS.GS All J at on Net Assigned 53FR1643S 01632 86/00/20 CHUK.SJ. 
Qttico Ol the Secretary ol the Commie, on Ip 46105 122*46105 1 22 

8807120236 Commer.i opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requ.rements for ruciear power p'ant fuel loadng A initial low power oper* 
eiior.s 

GALLANT.D . GALUNT.N. GALLANT.C, Aff-t ation Not Assigned 53FR16435 01633 
68/06/06 Chilk.S J Office of the Sectary ol ihe Commission ip 46 105 123 
46105 123 

8807120239 Comment opposing proposed ru'e 10CFR50 re emergency planning 8 pre- 
paredness requirements for nuclear power p'ant fuel loading A In !,al low power oper- 
ations. 

GALLANT.D. Affi'iatiqn Net Assigned 63FR 16435 01634 88/00/06 CHILK.S J. Office 
of ih© Seer eiary of ihe Commission ip 46105 124 46105 124 

8B07120244 Comment opposing proposed rule 10CFR50 ro emergency piann ng A pre- 
paredness requ remenis for nudoar power plant fuol load.ng & initial low power oper- 
ations 

ROSENE.M AffuatiOn Noi Assigned. 53FR1643S 0163 5 88/06/06 CHUK.SJ OM ce 
oflhe Secret ary ol the Commission ip 46105 125*46105.125 

8807120250 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plam fuel load r.g & initial low power oper- 
ations 

ROOO.S AffJ-aion Not Ass.gned, 53FR16435 01636. 80/06/00. CHILK SJ OMice of 
the Sectary of the Commission ip. 46105.120 46105 1 26 


8007120498 Commoni opposing proposod rulo 10CFH50 ro omurgcncy planning A pie- 
perodnoss roqu romonts for nudoQr powur p’ant fuol foading 8 in * al low po^e r Cpt' 
Bilons. 

MATHEWS, R.. MATHEWS.O Aflillatlon Not Ass-ynod 53Fm0435 01657 05/O7rOl 
Docketing A Scr^lcos Drench lp 46105.142-46105 142 

6807120500 Commoni opposing proposod rule 10CFR50 ro omoruoncy pler.n.rg &pe- 
parodnosa /aqulromonts for nuc'oor powor plnnl fuol load ng & foiim' low pewe' cpt' 
atio/19 

HARM.S Affiliation Not Assigned 53KR ltJ435 010-17 «fl/O0/OU CfhLK.SJ Credo' 
the Secrotary of the Commission lp. 40105:143-40105 143. 

8807120603 Common! opposing proposod rulo 1OCFH50 ro ornorgor.cy p'arr ng & pi* 
paredness requ rcmont9 for nucloa^ powor plant fuol loading 8 initial 'ow powe'C|« 
ations. 

2UREK.K Alligation Not Assmnod. 63FH 10435 01056 00/06/00. CHILK.SJ O^cet' 
the Secretary of iho Commission Ip. 40105.144-40105 144 

0807 120 50 7 Comment opposing proposod rule 10CFR50 ro omoruency plerm % S pa- 
paredness requiroments for nudoar powor plant fuol load ng 8 In t.nl low power oper 
ations. 

BARTLETT,C.L. Affiliation Not Assigned. 53Fm0435 O1040. O8/O0/CO CHLK.SJ 
OM co oflha Secretary of tho Commission, ip 46105 145*40105:145 

8807120509 Comment opposmg proposod ru'o lOCFRDO ro omorgoncy pianniig & ?rc 
paredness roqulremenls lot nuctoar powor plant fuel loading & initial low powsr or€r 
ations. 

MOOERS.P. Affiliation Noi Asslgnnd 53FR 10430 01655 00/CG/O0 CHILK.SJ C'ke 
of the Secrelary of tho Commission, ip. 40105:140 40105:146 


8807120263 Commeni supporting proposed rufo 10CFFI50 re emergency planning A 
preparedness requirements for nuclear power plant fuel leading A initial low power oo- 
eratrons 

NEWMAN, J B. New England Council. Inc. 53FR16435 01637 86/06/24 2ECH L W 
Commissioners tp 46105 127-46105.127 


8807120511 Commont opposing proposod rulo lOCFROO ro omorgoncy p!a r TTg &p'e 
paradnass requl^omonls (or nudoar powor plant fuol loadng & fnt-al low pcvie'opor 
at-ons. 

FLYNN.B0. Aff, halon Not Assigned. 53FB 16435 01645 00/00/06 CHILK SJ 0- « 
oftho Soc/otary of Ihe Commission Ip 46105:147-46105:147 


6807120269 Comment supporting proposed ru’o 10CFR50 re emergency pfenning A 
preparedness requ remems for nuclear power plant fuel load ng A Initial low power op- 
erations r 


ONE ILL. S Aff.:, ation Not Assigned 53FR 16435 01638 88/06/21. Docketing & Serv- 
ices Branch, lp 46105:128-46105:120. y 


6007120277 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
DaredneS3 requirements for nuclear oower ninni ij.ai 0 


paredness requlremenis for nuclear power plani fuel foading A inha! low power 
operations Proposal will fatten uhl purses while sacrific irtn K 


,at,0n uW P« f ^ 9 wh 'le sacrificing public welfare 
MORSE.G. Affiliation Not Assigned. S3FR16435 01639. 88/06/23 CHILK SJ Office 
of iho Secretary of Ihe Commiss-on lp. 46105:129*46105:129 


8807120283 Comment Supporting proposed rule 10CFR50 re emergency piann no A 
oreoaredne&s rorunremenr^ fnr nurtAor nAu.a, t..., u.j o . V 


8807120513 Comment opposing proposod ru'o 10CFR50 to omorgoncy plani ng A P'e- 
paredness roqu ‘foments for nuclear powor plant fuol loading 8 irlilai low power cpe r 
fllons. t 

LACEY AC. Alfiiailon Mol Assigned. 53FR 16435 01654 6Q/06/0Q CHILK.SJ 01 « 
of the Secrelary of tho Commission, tp 40105 140*46105 140. 

8807120514 Commeni opposing proposod rulo lOCFnsi) ro omorcency plannhg 8 K- 
paredness requirement for nudoar powor plonl fuol lood-ng & in t ol 'ow power op* 
ations, 

HtCKS.R, Affiliation Not Assigned. 63FR 10435 01644 80/00/06. CHILK.SJ. OJM0 
Ihe Secretary of Ihe Commlss.oh. lp. 46 105. \ 49-46 105. 149. 

8807120518 Comment oPDOs no proposod rufo 10CFH50 ro omorqoncy planrrg 


0307120522 Common? suppo/mg proposed ru.’e I0CFR50 re ene.'goncy pfannrg & 
P'flaarf cross requirements fo' nucloar power plani 1u0l loading & .n hgi low power op 
e'alcos 

-mCPKA.P A'flialion Noi Assigned. 53FR 16435 01653 63/00/22 Oockethg 6 
Services FVanch Ip 40105 1S1-46KJS 151 

6807120 $23 Corrmeri cppjsirg proposed rulo I0CFR50 re err.ergancy planning & p'G 
po'odross roqwomonts lo 1 nuclear power plant fuel 'oadrg & in tial low power open 
a 1 , crs 

HOBSON fc‘ AIM ainn N;>i Ass gnoci 53F-R16435 01642 30/06/05 CHILK.SJ O'f.Co 
Cl *h© Seer elary ol l he Commission Ip 40105 1 52-46105. 1 5 2 

0007 120529 Comment sapper ling proposed ru'o 10CFR50 ro emergency p'nnnng & 
p'epa'tonoss requixmonis lor n.ic'ua' power p'anl fuol load ng & initial low powor op. 
e>atiors 

KONOPKA is Alli:aticn Not Assifinod 53FR16435 01652 GU/06/22 Docket r.g A 
Scrvces Branch Ip 46106 153 -iG 106 153. 

8307120520 C.cmnr.onL supporting proposed rUQ 10CFR5O ro err.orgency poring A 
preparedness ruqu.r ononis for n,i* onr powor plan fuel loading A mil »V low power cp. 
i.ralpns 

SCSOPKA.F Allnanpn Not Assgnorl S3FR1H435 01651 80/06/22 OocKotrg A 

Se%-.ces Branch Ip 46105 164 46105 154 

0807120532 Comment oppos ncj proposed rule 10CFR50 ro orrio.-gency panning A prq- 
f.a'CPrc-ss roqu rornenis fc.r nuclear power p'ari fuel load ng 6 n>lia low oowor open 
a'iors 

MAilON'K.S. MAMONJKL*. MA'jONIK.R AMtaiion NoJ Assigned S3FR16435 
31641 88 /CO/ 06 CHLK.SJ Olficu ol IliO Sccrolary O' 181O Ccmm ss on. Ip 

•16115 155 46 105 155 

0007120536 Ccmmtnl supper liny proposed rule 10CFR5O ro omo'yoncy plannng & 
prepaxdnoss requ ro-nonts fer nuclear powor plant luol loading 8 nital low power cp- 
orations 

KO.VOWAM Affrlal ;;n thl Assigned 53FRI6435 OfGSO m/06/72 Docket ng S 
Si)r\ cos Branch Ip 46106 156 46105 166 

6307120541 Com.mcrd supporting preposod rulo 10CFRS0 ro umorporcy planning A 
p eparod'*oss ryg.j romonis fur rx clear power plum luol loading & n tial low powor op 
c 'alone. 

KOhOPKA.D Aflilat-cn Not Ass 1 fined 53FR 1643 5 01 04 9 06/06/22 DockoUng & 
Services B'anch Tp 46105 157 46105 157 

0607120570 Rn<>pcrcs 10 060516 roquest for 120 day ontunslcn ol co.rmont period for 
proposed rule 10CFHS0 ro omerguncy p!ann no requ romonln for fuel load ng & low 
POAcr operaiicn Ccmunri period oxlonriert hy 45 days 

ZECHL.W Comm ss oners 68/06/10 MAAVRCUIES.N. House of Rep ip 
461 13001. 461 13 002 

-8B07 120584 Rcqimls 120 day oxlonson ol tom-nont poriod lor proposed rule 
lCC“R5-h ro rufoa* plnnt fuel lending & low power operat-on. 

VAVROULFS.N. House o' Hop 60/05/ 16. ZECH.L.W. Commissioners ip 
461 1 3.002 46 1 13 C02 

86071302 19 Forwards d&ciimu'ils* n'onhfiod in RoguifUory HiStO-'V Index for proposed 
e'T.crJ* to ICCFRlil 1631 H 17/09) A roquosis to placo snlij dcciimo.'il9 n Njc'oa* 
Dccnmnnts Syn 

PniCHAHD.C Waste Mrtnaqernenl Rtanch AflOO 1 01 80/07/05 MCKNIGHT ,J Doc- 
emen* Ccntioi Brnr.cn (Docurront (^onlrol Dost') 2pp 46121 203-40122 012. 

•’0607130237 Fo'worih detailed anolyfi'S ol public comrr©nt6 on advanced roiico ol 
proposed rutorr>a'<ng ro tnv ol dohrnon 0 i brgb levoi rodwasto in WCFn 61 
l52FR5922).cornploied by NMSS.Ofc ol Gono/al Counsel & RES 
UECK.jOFID.E-S OMico of f^ucloar Rogjlalo-y Research, Proctor (Posl 860720) 
A659 I OP 8R/03/20 STELLO.V Ole olihe Excculivo Diroctor lor Oporntlons 20pp 
46121:205 46121:224 

-8607130247 Roquoslg thal ‘ Regulalory Ana'ysls lor Proposed Pgm 61 Amends, ' he 
pfs«?;1 l(t PDR 

PR.CHAnD.C Wasto MnfHyemoni Branch A0D9-1 03 80/05/24 SHELBURNE, E 
Local Pub’ic Docurrerl Hoorn Branch 6pp 46121:225 40121 232. 

0907130493 Forwds addi workpapo's for 10CFR170 & 171 roilc© ol proposed 
r j'e making, sc bed j'eri lor publcel.on In FR on 080627 

HO.LOVvAY.C J. Liconso Foe Managomonl Branch BQ/06/27 SKOCZLAS.J A Docu- 
ment Co Branch (Occumcni Control Desk) 6pp 46 122.056-46122 060. 

8807140240 Forwards nolice of proposed rulomoklng ro rev to foe requi'Omcmls cf 
1CCFR170 8 10CFR171 ro amenl foos for powor reactor OLs 
MCDONALD.WG Office ol AMmln sirat.on & Rosourcoa Management. Drecio* (Post 
870413). 53FR24077 G8/06/27. Allilmfon Nol Assignor] 20pp. 46171:316- 

4617V335. 

8B07160135 Forwards documents for regulatory hisiory ol NRC Form 473 d'agnoatlc 
iri'sadmiplsiralion ropt form fo' placorriom in PDR. 

MYERS. J H Modical, Academe & Commo'da! Uso Safety Branch 53FR21627. 08/ 
£0/29. SKOCZLAS.J A Document Conlrol Branch (Docunnem Control Oosk) 2pp. 
46135 276-46135 335 

-9607150140 Informs moivcal use llconsoos of development A avallabi’ily of NRC Form 
473 Form must be used to ropt d -agnostic mlsadminlsiration. 

W LLER.v.L Med-cal. Acarfem'C 8 Commercial Uso Saloty Branch 53FR21027. 86/ 
00/24 Medical. Acadomlc S Ccmmordal Use Safety Drench 27pp 4G135 27B- 
46135.304. 

"8807160143 Forwards FR noiioo of *s nvanco ot Perm 470. "Diagnostic MsaOm nistre. 
non Rapt Form." for publcation. 

MCt LROY.N.L Med cal. Academic & Commercial U30 Saloty Branch 53FR21627 
68/06/ 82. NRC - No Doiailod Afhlaiiori Given. Ip. 46136.30 5-461 35.305. 

"6807150146 Requests approva 1 of mV.or rulemaking lo reqdlro lhai medical uso Icons- 
ea stbrri t diagnosilc m 9admln strat:on repl on 9pec al form. 

Tf-fOWPSO.V.H L Cttfco 0/ Nuclear Material Seioty & Safeguards. Drcctcr 
53FR21627 80/05/20 STELLO.V Gfc of Ihe Exficulrve D.rectcr for Operations. 
Hpp 40135 306-46135.316 


—9807160 14 7 Informs o 1 no legal cbieclon !o sub^ianco cf prcf;oscd FR no' co ro .tis 
ad nr ns'rahon repl, per 0^3205 roquosi 

SMITH R. Office Cf tho General Counsel 53F R21G?/ 89/02/* f K'CEI ROY.N Olf.« o 
ol Nuclear Mater a' Safoiy & Safegja'ds.Drecior 4pp 461 J*:31 7-46 135 320 

-8807150149 Concurs on final ru‘c that wouin nd caio 'orm tc t>n usno *<y K-poif.-'g 
<iaq“OSlc m.sodT,n:s(rol:cns 

MCDCNALO.W.G NRC - No Doia !od AM.'iatcn C von. 53FR2162/ 06/02/10 
THOMPSON. HI Cf'ce ol Nuq oar Material Sa'oty A Sftl«giiO # ds.I)roclor 7pp 
46135 321 46135 327. 

-8007150151 Requests ole concurrence cn encl ru e ro dagrosi-r rn srirlnrnblraiio** 
ropta 

MCELROY. NL Ollico Cf Nuc'oflr Malonal Safely & Saloguams.Ui'Octor 55FR2162/ 
90/02/05. SMITH. R Ollico ol tho General Ccimsol IESAH M. NRC - Nc Do:, 1 led Af 
fi' al on Given Ip 46135 328 46135 335 

89071501^3 Fonikords r-eg.iiaic^ 1.1 s lory package m linal fU« lr> aino'.d 
lCCFR50.55.Li3t ul djccmonis & related FR pogos cr cl 

MILLMAN GC Divsion cl Lrginen.'nq (Post 6/0413) AC20 7 01 <T1.'()//on 
MEYEH.DL Divis:pn cf Froedcn ol Informairo^ A Piiblca'O"^ Servtes i'Pns! 
8BG515) Gpp 46173.180-46160 023. 

-8711160105 Conors in /eloasn ol propr'sed fma< ru‘n 1o^ iCCFHr>0 5 r ,a up'.'atfi^ rets 
lo ed.hons & addenda ol Soctcn ,|I.D./ 1 6 Stvi tin XI.D.v 1 of ASM:; Roi!cr A Pres- 
s-jro Vessel Cede 

NOVAK. T M Oi vis on of Safety Proy-ams tPosi B70413). AC2D 2 U h?/11/05. 
BOSNAK.n J. Dwsfcn of Enpncor ng jPosi R704 ) 3) Jp 4C ' 75# 3?4 45 J 79 0J4 

-B7 1 2020339 Forwards review of fi^al ru‘e fer 10CFR50 55a to upcale »ols lo ml tiens 
& addenda of Sect on III.Dw 1 A Seciion XI O.v 1 o* ASME Dei or & Pms^iro Vnssei 
Code 

SHAO L C Divi o 1 ' o' Cngi-oor ng & Sysioms Tochn^logy (Pom «17041 1). AC.20 2 O'y 
Q7M1/25 BOSNAKRJ DvisiCn of Engneef.nq (Post 070-1 13| 4cp 461/0 277. 
46170 200 

-0804150031 Erdorsus pufc!iCBti(»n cf final rule to amond 10CFFI50 55a. "Cedes £ 
Sld9” Changos feund fo to ol imror s gr-ifiCfwoo no* «varrri‘it<ng fcnral ri»^w by 
Ccmm.floo fll schedu'ed -meet n^. 

JORDAN, E.L Commltoo 10 RQviow Conor c Reqj romenls. AC20-2 06 B0/U4/01 
QECKJORO.E S CM cc Of Nucloa' Regulalory Rosoaxh. DKectcr (Post 860/20) ip 
46179 239 46170 239 

-8807160264 Fo- weids nolico of Inal rtfo lo amend U)CFn5D 5t>a requi ny I ohlors o' 
const pe'irli9 & ico‘i&€)9 10 centrum w/ rorjulremcnia of coriain not codes «n 
dosign.labricai on const.losimg & -nspot specified rooctor con.pononis 
BECKJGRO.ES Otfice of Nudfoer Pogu'aiory RoLorvch. Oroctcr d’csi B6D720) 
AC29-2 02 0B/04/27 BREAUX, Scnain, Environr.oni A Public Woik*. UDMT..MK 
SHARP.PR So 11 a lo 6pp 46179 194-40179 100. 

-0807150203 ferwards FR nolico qf ',ra'. rulo lo amohd lOCFn50.55a "Ccdos A 
Sids,“ incorporotng istod mtdonda lo Soc< on ill & Soclicn IX of ASME 
Codo PubliCRhon ol notion in FR roqoosiod 

DECKJORD.ES QM co Ol Nu^'oar Rogu'Blory floaonrch. Diiocfqr (Post 060720) 
AC2U-2 03 60/04/26 MEYER.DE Ru'os & Procedures Uru'-.ch lp. 46179 290 
46179 200 

-0007160277 Forwards FR nolico ol Inal r-ulo to amend 10CKR50 55 ro rail corlfb & 
elds to: dosig Vflbricalc 11 .consi, test & nsp of reader con-pcnenis & sys ASME Code 
Soctions in & XI incorporated I** ru'o by rof.Slgnalu'O rot;uostod 

DECK.JORO.e s Ofllco of Nuclear Royu'alo.'y Rosoarcfy D.roclur (fuM 660720) 
AC 20 -2 04 90/04/07 STEUO,V Off Of Jhn Cvocuhvo Cirt/ciO/ for Opor alijn.n. 2pp. 
461 79 201-46170 202 

-0807160287 "Codos & SlUa fo' Nuc“ear Powor Plnnls, 10CFF160 final mo ReGu'a- 
l.ons amonaod to Incorporate listed addenda S soctions 10 ASME Code L unit al cn 
placed on uso of paragraph IW0-3H4O 01 winter 1903 & 04 addenda to Stxiion xi.Div 
1 

STELLO.V. Ofc of fhc Exocufrva Orrector tor OporaOOn S. A C2f) 2 05 99/01/13 OCpP 
49179 203 46179 230 

-0807150290 D.scussos CRGR review of final rulo Id amend 10CI R50 65 ro cooes 4 
stds Comments wo'O recolvod frem th'oo individuals during pub 1 c coiTH‘er.1 
poriod.wlvch oxprod on 970B26 8 most of Mieir suggestions woro Inco-po'alod o ima 1 
rulo W/oncl 

BECKJORO.ES Off CO of N‘ucfear Regu'atory flcscarcfi, Ornclcr (f\3Sf 4J6072OI 
AC29-2 07 60/02/22 JORDAN. E L Comrmltoo lo Review Generic Rcqu romonis 
36pp 46179 240-46179 275. 

-8607 150302 Informs of concurrorco w/revisod versnn of f rial ru’o umunding 
10CFR50.55Q mcorpo'at-ng by rof nail cotTos & std9, sub|oct to m-ods Requested 
mo4s included chargo 10 page roficcling t.pdeios 10 auiiioMy c-imion. 

MCDONAiO.W.G CK.co of Adm nlstral on & Resources Management. O.reclo: (Post 
070413). AC29-2 00 60/02/02 (3ECKJORD.E.S Otdco of Nuc'oer Rogu’etcry Re- 
search. Director (Post 060720) Ip 4(3176 276-46179 27© 

-8Q07 150307 Advises that rovovy of 10CFR50.55a rev comp’utod Author had r\o com- 
ment. 

PARTLOW.J.G. C.vlsion of Roactof Inspection 8 Safeguards {P 09 I 070411) AC29 ? 
to 67/11/06. DOSNAK.RJ Divis On of Englnoormg <Post 670413) ip 46179 201- 
46170:201. 

-8807150308 Roqjests fiteroll.ce roviow of final ru'o for lCCFR50.55a ro updai'ng ruf 
(0 editions & addenda of Section lh,Oiv t of ASME Oolcr 8 Prossuro Vosso: 
Code Unsigned Inal rulo oncl 

BOSNAK.R J Division ol Engmeoring (Post 070413). AC 29 2 11 B7/ 10/22 
SHAO.L.C. Divi&on of Englnoerlng & Systoms Technology (Post 0704111. 
PARTLOW.J.G Div.sion of Reaclor inspootmn & Sofoyuards (Post 670411) 
NOVAK.TM OlVison of Safely Programs (Post 0/0413) 34pp. 46179 282-46179:323 

-8807150309 Responds to 871022 request for review of flT.erUGd finnl n.la 
i0CFR50.55a id Lpdotmg ref to current ASME CodoChar.gus to languago n Pago 12 
ro author izod vsb & Pago 6 ro p'am mpfernerdahon ol improved n/Jes /acorn men Jed 
KCPPLFR.J.G Ofc of Special Project. AC29-2 14. 07/11/06 DOSNAK.RJ Divis jn 
of Engineering (Post 870413) Ip 46176 325 46179 325 


-80071603 10 Forwards ccnoct-ons '.o proposed fma: rule amend ng 

1 C C”R.50 5 5 a .prosont ng minor ed lo'iai charges Amorda'ory hst'ucicn ro authority 
c.tation w 1 1 noi change Revs 13 Rag Guide i 147.re accoptabe Code 
Cases, d scussed. 

GniMSLFY.DH D. vision of Rules & Records (070413 680514) AC29-2 15. 67/1W06 
BOSNAK.R J Division of Eng rear ng 1 p OSl 070413). l£pp 46179 328 46180.023 

9807160293 Comment on proposed rUe iOC F R 17709 ro storage o? groaie* ihan Cass 
C redwaste- Proposed sto-age sroj d roce ve thorough revew from sc-entilic 
community, NRC & pubi c hefc*© imp'emeniaticrv 

FERGUSCN.R. Sierra Club 53FR17709 00GC-6 08/07/05 Oocketirg d Services 
Branch Ip 46135341 46135341 

8007160297 Comment supposing proposed lute 10C-H17709 ie dspossl of greater 
ihan Class C radwaste ii geologic depository unless e' 9 ewhero approved 
DUNKLEPERGER.J New Yo'k. S’ate ol 53FR 17709 0GC37. 89/07/C6 Doc<e1,ny & 
Services Branch 2pp 46135:339-461 3$ 340 

0007150301 Comment supporting proposed rule 10CfR6l ro d.sposel cf g'eate' man 
C’oss C radwasle 

SHEALY.HG South Caro 1 na. S'alo of 53FR17703 00CC8 80/07/05 Docketing & 
Services Branch ip. 46135 342-46135 342 

6007180002 Comment support rg proposed rtfo 10CFR50 ro emergency p’anning & 
preparedness requ rerr.onls for rtc'oa* power plant fjal load n.g & in tial low pcwe r op- 
erations 

WALTER.CE. Alhiaiicn Not Assgned. 53FR16435 01668 68/C0/22 Dockelng & 
Services Branch ip. 46191 059-46191 C$8 

0007180009 Comment support, rg proposed rule 1CCFR50 re ome'gency planr ng A 
preparedness roqj rerr.onl 9 for nue’ea' power plant foe: load ng A -nma 1 low power op- 
erations 

JANUADY.RG Affl at on Not Asslgnod 53FR16435 01667 8U/06/29. OffiCO Ol 1h0 
Secretary ol 1h© Com m ssicn. Ip 4&191 067-46191 057 

8007100014 Common! sjppod ng proposed ru'e 10CFR5G re licernsng ol nucleer power 
plants whero slate A/or local govts dad ne to cooperate in offs'te 6rr.o'gency p'an 
n ng. 

YORK.FN Aft uai on Not Assigned 527 R6000 0000 1. 87/02/06 MARKET, £ Houso 
ol Rep ip 46166 281-46165 281 

8907100016 Comment opposr.g proposed ru‘e 10CFR50 ro o.mmgercy planning A pre- 
paredness roquirerrorts lor nuclear powrrr plant fuel loading A mtial low power oper- 
ations 

MACFARLANE/W.A Aff-'iaticn Not Assigned 53FR16435 01670 B8/07/11. NRC « No 
Oeta-lod Affiliation G von. ip 46191.G5Q 46191 056. 

0807100018 Comment oppos ng proposed rule 10CFR50 re emergency planning A pro- 
p&rednoss requ ramonls for nuclear power plant fue’ loading A mtial lew power oper- 
ations 

BLANCHARD.BJ Affiliation Noi Assignod 63FR16435 01669 80/07/06 CHILK.SJ. 
Office of the Secretary of the Ccm.m ss.cn ip 46191:055-49191 055 

6807100020 Comment oppos ng proposed ru'o 1OCFR60 ro eme'gcrcy planning A pre- 
paredness requirements lor nucloar power plant luol loading A nilal 'ow power oper- 
ations 

CLOSE. S L Affnatlon Not Ass-gned 53FR 16435 01666. 88/06/09 CHILK.SJ Olhco 
of the Secretary of the Commission Ip. 46191 054-40151:054 

8307160027 Comment support no proposed rue 10CFR62 re disposal of 
radwasios Reqjosls NRC amend tanguago n proposed rulo by imiing exception to 
such disposal to DOE faci'.t.es 

VIERlMA.T. Midwost Interstate low-Lovel Radoacl-vo Waste Co.mmlsson 
62FR47&78 00023. 90/07/06. CHILK.S. OfVco cf the Secretary of Iho Commisson 
2pp. 46101:052-46161 053. 

6007100029 Comment oppos ng proposed rulo 10CFR50 ro licensing of nucloar power 
p!anls whe-e &ialo A/or locol govts daclino lo lo cooperate h offsito omergoncy p’an- 
nlng. 

ALWEIOA.G. AfM&lon Not Ass gnad S2FR89Q0 00002 87/02/06 NRC • No Dolailad 
Affil ati-on Given, tp 40165 282-46165:262 

6807160034 Comment aupporUrg proposod rule 10CFH35 ro 1'onng A exponent:© cri- 
teria (qt indwrdua'.B usmg byproduct matt tor c rrrical procedures 
BROWN.M.L Affiliation Not Assigned 53FR 16845 00006. 80/07/05 Dockoi.rg A 
Services Branch. 4pp 48105:283-46195 266 

8007100035 Comment oppos ng proposed ru'o 10CFR50 re licensing of nue'ear power 
plants where alalo A/or local govts daclino to to cooperato in offs-te emergency plan- 
nlng. 

KUHN f H. Affil ation Not As9‘oned 52FR6980 00003 67/02/07. Commissioners ip 
40165:287-46165:287. 

8007100040 Comment oppos na proposed rule 10CFR35 ro Ira nlng A experience criie- 
na lor Individuals using byproduct mail for clinical procedures 
JEFFS.V.D. Kentucky, Commonwaallh of 63FR10845 00006. 80/07/07. NRC - No 
Detailed Affiliation Given, ip 46165 288 46165 28B 

8807100042 Comment opposing proposod ru'e 10CFR50 ra licensing of nue’ear power 
plants where stale & /or local govts dec'ina to cooperate In offs'te emergency plan- 
ning. 

QUIROLO.A. Affiliation Not Assgned. 62FR6980 00004. 87/02/08 PARLER.WC 
NRC - No Delared Affiliation G J ven. ip 46165:289 46165.269 

8007100046 Comment supporting proposed rule 10CFR35 ra training A experience cri- 
teria for individuals using byproduct mall for clmlcal procedures. 

LAW.J. Atlantic City Medics' Center. Atlanl.c City. NJ. 53FR10E45 00007 GB/06/26 
Office of the Secretary of the Comm scon 2pp. 46165 290 40 1 65 29 1 

0007100049 Comment supponing proposed ru'o 10CFR35 re framing & exper once cri- 
teria for Ind iv. duals using byproduct ma' ff for clinical p'ocedjres. 

TEATES.C D. Affil at on Not Assigned. 53FR10945 00035. 88/07/01 Oockelino A 
Servicos Branch. 2pp. 49 1 9 1 : 050-46 1 9 1 05 1 . 

8007100058 Comment opposing proposed rule 10CFR50 re lie 0ns ng of nucloar power 
p’anta where state A/or local govts decline to cooccralo in offsite emaroenev plan- 
ning. 

SCOTT. U M. Aflil.alon Not Assigned. 62FR6990 00005. 87/62/09. ZECHL W NRC - 
No Detailed Af f. lie t« on Given. 1 p 461 65:322- 4 6 1 65 3 22 


0807160067 Corr.moni opposing proposod rule 10CFR30 re iramng & oxpoi-ence :v? 
na for ind^v-duals using byprodjCl mall for c'inical prcccduros 
VINCENT.N R. St Vincents Mod cal Center. Urdgepo'1. CT 53FFHBP45 C3CC-1 
06/28. Dockolirg & Serncos B-anch 3pp 46165.323 46165 325 

0807180071 Commoni opposing proposed ru'e 10CFR50 ro leers n;j cf run: e<i r pc .:r 
plants whora stato &/or local govis dec iro to cooporato n ofls *o on-er.jin^ p’.-,. 
ring 

BURR.B., BURR.FA. Afhiailon Not Ass-gf-od 52FR696D UOOOr. r)?/3?;C.- 
2ECH.L W. Comm.ssloners ip 46165 326 46165.326 

0807100072 Comment opposing proposod ru’o 1CC {: R35 re Iramng & expviencc c r . 
ria for indivldua'4 us-ng byp'oduct mall for Clin cal procedures 
SAMUELS.L.D AlMahon Not Asslgnod. 0,0303 tiO/C6/30 

Serv ces Branch, 2pp 46165 327-46165.328 

8007180070 Comment epposmo proposod ru'o 10CFR35 ro uamn-g A u>p,f:ievo c- •' 
na for individuals using byproduct marl for Clin cal procoduies 
GORDON. I M Afh'iation Not Assigned 53FH 18845 00t>07. HQ/06/21 A 

Sorv cos B ranch 4pp. 46165 323 46165.332 

8007180083 Common oppos r,u p-eposod u.lo 10CFR50 m icons ng of miclOT rc..- 
plants whore sleto &/or local govts doclino to cooperate in offs-to oriergjncy r‘r- 
nlry 

WIIJANEN.C.B Affiliation Net Asslgnod 52FR69R0 0C007. 6//02/I0 7ECIUV7 
Ccmmlss i oners 2pp 46105 333 46165.334 

0807100147 Ccmmont opposing proposod rulo 10CFR50 m oxpansion of a;:p'i-:,ti cl 
leak before Iroak lochnclogy to funct.onal & porfom ance mpi.i'ornonls tor fC<:>A 
onv-ren qualif cation. 

DRAKE ,y A AMnaLon Not ASS-ynod. S3FH11311 00016 68/07/02 Docotn; A 
Services Branch Ip 46160.335 46165 33b. 

0007160156 Corrrr.ent supporting proposod rule 10CFR50 ru oxpftr.sion of tippet fy 
of foak bofere hreok lochno'ogy to functional & porfcrmnnco requi'e ncnis 'o- FCLSA 
env ron qual f canon 

GASRER.JK. C £ Oporaling Planl9 Owners Group f«3Fn 1 1311 UJ015 M/0/ :5 
CHUK.S J Oflico of the Secretary ol tho Coir.rmssio.n 3pp 46166 316-4.0165 109 

0807180176 Commoni opposing proposed rule 10CFR50 ro expansion, ol appicati.'j of 
leak bolciu break lecfrnology to furctonal & performance rorp-irorr^.nis 'or FCtI> 1 
env ron qual.1 cation. 

EFSTElN.E Throo Milo Island Alorl. 53Fn 11311 0001 1 06/07/0? Dcchan-i 5 S' v- 
ices Branch 2pp 40165 339-40165 340 

0007100102 Ccmmont supporting proposed rulo 10CFR50 ro oxparsioh of npj icrl h 
of feak bolero break 1ecnno!ogy to functional & performance reqtiromonls 'c' tCCS i 
onviron qualficotion. 

SCtlEFlEn.A.E Combust-on Engineering. Inc 53FH1 1311 0001? II 

CHILK.S J. Offico of iho Socrotary of iho Commission 4pp 46165 341 40165 344 

8007180186 Comment suppo/t ng proposod rulo 10CFR50 ro statoment oul m co.-> 
otallorwr/slafo govt to parLclpato in insp tintlor NRC ovetwght 
HIATF.S.L Ohio Citizons for nespon9iblo Energy 53r H2i0O1 C0302 00/O6'O3. 'fF.C 
• No Ootai-Cd Afirliat on Givon. Ip. 46165 345 46165 345 

8007189191 Comment supporting proposod rulo 10CFR60 ro slatomont oulf>i‘>3 «£P 
e-ation w/stalo govt to participate in insp under NRC oversight 
FI.ATER.O.A. fowa. Stato of. 53FR21981 0QC03 06/06/2U Oockoi-nq 6 Sever* 
Branch. Ip, 40191.003-46191 063 

8007180200 Commoni supporting proposud ru!o9 10CFR50 S 73 ro po!:Cy staler.- >ni or 
njefoar powor planl access oulhonzaiion program 

MISBRlNER.J.M. Ol, Chemical & Atomic workers lutorrmlional Unon, 63n 17514 
00070. 80/07/05 Docketing & Services Branch 4pp. 46 101. 050 46 1 91 C62 

8007 169208 Submits updated 1st ol namo9.oddrossos & teJephono fiun^hcra cl mj /d 
ua’s m each stato responsble lor receiving info on m.cloar waste sh-;>rn-:M‘.*o;r 
10CFR71 & 73. 

DENTON.H R Off ce of Govommonial & Public Affairs (Posl 07041.3) 60/011 rCfl *if:^ 
- No Detailed Affiliation Givon Upp 46199.068 46199 0/0. 

8807160250 Comment opposing proposod ru’o 10CFR50 ro iconsng ol nu clout po*:v 
plents where state &/or local govis doclino to cooporato in offs to omorgon:> dsn- 
niftg. 

CHORMAN.N. Affiliation Not Assigned. 52FR6O0O 00010. 67/02/24. ZECM NMC-fJc 
Deta led Afiil-atlon Given Ip. 46191070-46101:070 

0807160261 Commoni opposing proposed rule 10CFR50 ro ficonsrig of hJCiecir po-^:r 
planls where stato &/or local govts doclino to cooporato in olhte omo'Oee:, P^> 
nlro. 

LYONS, D.C. AfM-akon Not Ass Qned 52FR6980 00008 07/02/10. ZECH.L Con'r.s 
slonors. Ip 46165346-48165 346. 

8897 1B02S2 Comment supporting proposod rulo 10CFH50 ro llconslng of nuclear power 
plants where sfato &/or focal govts doclma to cooporato in olfsito emrrrgoncy p’n- 
ning. 

PRODELLAG Shoroham Wading River Conlral School Dlsirict, NY 5?Fft6>i3 
00020. 07/02/19. ZECH.LW. Comm ssionors. 4pp 46191.066-46191.060 

0097160264 Comment opposing proposod rule 10CFR50 ro loonsino of njciear pcw;r 
plents whoce state &/qr local govts decl.ne to cooporato vn ofls'lo cn'.u'gonc/ pn- 
nmg. 

MAHR.T.A Afiiltation Not Assigned 52FR69B0 00009. 87/02/10. ZECM t W On 
miasloners. Ip. 46165 347-46165 347. 

0807160258 Comment supporting proposed ru!o 10CFR50 ro licensing ol nue’ea' pcw:r 
planls where slate &/or local govts decfmo to cooporato in oftsiio omorgonc/ pa: 
nlng. 

LUPTONJ.E. ANiliat'on Noi Assigned 52FR6980 00010 87/02/12 Comm.tSK^Q-s 
Ip. 46165:349 46165 349 

8007 180259 Comment supporting proposed rulo 10CFR50 ro licons-ng of nufea* pc*cr 
plants where slate &/or local govts decline to cooperate in offslo omorgonc/ par.- 
nng. 

HASFURTHER.D. Affiliation Not Assigned. 52FRC980 00011. 87/02/12. CcfT.rr.ssoc 
ers. Ip 46105:348-46165 340. 


8e07l60274 Comment oppos. ng proposed rule 1CCFR53 ro hcons ng of nuclear pewer 
p\n:s whom stale A/ 0 ' bcal govts doc'ine to cooperate in ofisto emergency plan- 
n rq 

S‘j!_CDFR.CS Massachusetts. Commonwealth of 52FRG950 00021 97/02/23 NRG 
■ No OeialoJ Alii ml on Ovon Opp 46191 0Q1 46191 142 

000716820*1 Comment opposing proposod ru'e fOCFRSO rn icons nj of mefoar power 
pfaYs w l u?ro state A /or loca' yovts doclr.o 10 cooporato n ofls.te emergs'icy p'an- 
rung 

L>CUoHTy.J SL’JCOJSl Anti Pollul on League. 52FRG983 OOC22. 97/02/24. NRC ■ No 
Do'ai'et; A filiation G‘vf>n 8pp 4Glfl1 071 46191 078 

8007180287 Cpm.-nonl Cf-posing reposed rule 10CFR50 ro Jcorsfng ol rue'ear powoi 
pants whr.ro siaio &/or local govts decline to cooperaio .n oflsiio nrnergancy plan 
r n-n 

HL.R-EY.M Affhaiicn Not Assigned 52FRG9B3 CCG23 07/02/19 NRC * No Dob led 
Anbahon Gn-or Jp 4£i9f.WJ0 48>gj OfiO 

8007180292 Comment oppos. ny proposed rule 10CFR5Q #© l consrg of nuclea' powe' 
pants whe*G stern A/or local govts doc'mo to cooperate in offsiio ©rrorgoncy plan 
r ng 

uPT.SG.n Afll aibn Not Ass gnud 52FR6980 00024 8//02/20 ZECH.LW Comnr.-S- 
S'Or.crs 3pp 46191 143-46191 145 

8807100300 Common: sjppoMir-g proposod rule 10CFR50 ro I conomy of nuclear power 
pants whoro siale &/cr local govts doclno to cooperate )n olfsilo omorgor.cy p'an- 

STINSON, WJ Af'.halbn Not Ass gnod 52FR6G80 0002G. 8//02/22. PALLADlNO.N 
Cormriss ennrs ip. 46178 031-461 70 031. 

6307160305 Comment epposmg proposed rule 10CFR5O re licensing cf nuc'oar power 
pans whero siaio A /or 'ocal govt9 ded.ne lo cooperate in offsite emergency plan 
Nr 3 

I'CWLC A L AIM at On Nal A&sgr.ed. 52FH6980 00027. 07/02/17. ZECH.L, 
ASSFI.S7INL.J. RORtHTS.T Comm-svonors Ip 46165:350*46165 350 


8807180348 Ccmhienl opposing proposed iub 10CPR50 re hcons r,q of nuclca* powo' 
plarJs where slate &/or local govis doclr.o to cccpQ'ato in olisito emergency plan- 
ning. 

0AB0ITT.O Affiliation Not Assigned 52FR69B0 OOOW 87/02/24 ?p(;h.lW Com* 
m as oners. 3pp 46165 309-46165 311. 

8807T80350 Corr.rrem eppesbq proposed ru'e fOCf R50 ro licensing cf r.uc-ea' p owe' 
pianis where stele &/or loca’govls dec 1 no lo cooperate In offs ; ro OTcrgnncy ple~* 

n ; r,g 

COOK.M. Affiliation Noi Assigned 52FRG960 00038 87/02^23 CHILK NRC • No Co* 
lai’ed Aditiaiion Gwen. Ip 46165 312-46165:312- 

8807180351 Comment opposnq proposed fulo 10CFR50 re hcons rg ol nuc ear power 
p'anis where state 8 / 0 ' 'ccol govl 9 doc^o to ccope-ato in offsito omo-gency plan- 
n ng 

FR.F.DBERG M Affi' a* No i Assigned 52FR69Q0 00039 07/02/23 Cull K NRC - 
No Derated Ato'iaiO’* Given ip 40185:313-46165 313. 

60071 80354 Common opposnp preposod rUo 10CFR50 ro iconsir.g ol njclonr power 
plants whore 9tab A/o r local govts doclno to cooperaio n olfsilo omorger.cy pan 
ring 

CALlaROJ Aff.'iaJ on Noj Ass gned 52FR69B0 00043 G7/02/23. Ccrr. rvss orurs 
Ip 40165:314-40165:314 

9007180367 Comment opposing proposed ru'o 10CFR50 ro I censing cf rccloar power 
plants where slate S/or local govts dec'mo to cooperate In otfs.ta omorguncy plan 
nh^ 

OAlfOURj AlfuaiiO'x Not Assignor!. 52FR69B0 C0041 07/02/23 CHll K Otf.co ot 
iho Secrcta»v ol tho Ccrmqi&sion. tp 46165 315 40165 3i 5 

0807180350 Commonl oppos no propo«od ru'o 1CCFR50 re licersi^y ol nje'ear power 
plants whore stale &/or focal govls declr.e to cocporaio ,r» oflsiio eno-gorcy plan 
nlnp. 

GRILSE, C AM I at on Noi Ass gr-ed 52FR69D0 00109 87/02/00 RFAGAN.R Presi- 
deni of U S & Execulivo Ollices Ip 46165 316 46 1$5 3 16 


8807160309 Ccmmo'il oppos na proposed rule 10CFR5O ro licens’ng ol nuclear power 
ptafts wne.o sroro A/o r focal govfs docfmo fo cooperate rrt offs fo emergency p/a^■ 
nirg 

HiATT ,S.l. On.O Citrons for Rosponsiblo Energy 52rR6900 00012 07/02/16. 
2ECH.LW. ROBERTS, T , AGSELSTING.J K Comm.ssloner» 2pp. 40165 350- 
46165 2 GO 

9067 1 603 1 3 Common opposing proposed ru'o 10CFR5O ro Iconsing of r.ucloar powe* 
D'ants where staio &/cr 'ocol govls decino to cooporato in offsito omorgancy plan* 
n ig 

neb^.A AH.'iahon Noi Assgnod 52FRG080 0C028 07/02/10. CHILK Office of the 
SerrolP'y of fho Co.7inv,ssJon. Jp 40177 340*46177 340 

9607180316 Ccmir.oni opposing proposed ru!o 10CFR50 ro llconshg of nuclopf power 
p'anis wfioro state &/or locnf govts decline to cooporato in olfsilo omergoncy p'an 

CARPENTER J. Affil'Dt.on Not Assipnod 52FR69B0 00029. 07/02/20 ZECH.LW 
Ccnr-iriissionors Gpp 46165:351-46165 358 

8B07 100321 Commont opfjosir.g proposed rule 10CFH50 ro licensing of nucleer pov.or 
pants whoro siale &/cr local govts dec’.mo lo cooporato »n oMe'ie omorgoncy plan 
n no 

SHlRRY.U Atfi-iotcn Noi Assignor! 52FR6900 00031. 87/02/21. 2ECH.I. Commfs 
Sionora lp 46191 066 4G101 005 

9607180326 Ccrnrr.om opposing proposod ru'e 10CFR5O ro hcons ng of nucloa» power 
parts whore stato &/ 0 ' local govls doclno to cooperate In offs-to omergoncy plan* 
nr.g & supporting polii on for rufomali'ng PHM 50-Jf to expand EP2 to 20 mi’as 
YOTjNG.F Afl.lanon Not Assigned 52 FRffJB 0 00032 87/02/22. CHILK.S. NRC * No 
Oela led Affihanon G.von Ip 46191 064-40191.064 

8607180331 Comment opposing proposed rule 10CFR50 ro liconsing of nuclear power 
ptenfs whero 5 fa?o cS/or local govts dacltno lo cooperate In oVtllo emergency plan- 
rung 

SULLIVANJ Affiliation Not Assigned 52FR60OO 00033 07/02/22 CHILK.S Off CO of 
Ihe Socroiary of the Commission ip 46165 202-46165:292. 

8807160335 Commonl oppo 9 r.og proposed role 10CFR50 r& licensing of nodes; power 
plants wh.ero stale B/or local govts dochno to cooporato in offsito em-ergoo.cy plan- 

Fl??ALDl,L.A. Aif.liai'On Noi Assigned 52FH69G0 00010 87/02/19. CHILK.S Off.ce Of 
the Secretary of the Comnvssion. ip. 46165:293-46105 203 

6607 160339 Comment opposing proposed ru'o 10CFR50 ra licensing of nucloar power 
plant 9 where slate &/or local govts decline to cooporato in offsito omergancy plan- 
ring 

' Afltl-ation Noi Assigned. 52FR6900 00034 07/02/23. CHILK.S. Office of the Secre- 
tary of the CommiS9 On Ip. 46165 294*46165:294. 

8607180340 Comment oppos'ng proposed rulo 10CFR50 ro licensing ol nuclear power 
F’ants where slate &/or focal govta decline to cooperaio In offs to emergency plan* 

GA?IDT,H.F AIMialion Not Assigned 52FR6980 00D35 07/02/27. 2ECH.L. NRC * No 
Oela/ed Afhi.ation Givon ip. 46165 295*40165 295 

8807100342 Comment opposing proposed rub 10CFR50 ro liconsing of nuclear power 
plants whore state S/or local qovIs doclno lo cooporato in offs to omorgancy p'an 
ning. 

COMLCY.se Affi'iarion Not Assigned. 52FR6QG0 000 T 7 87/02/24 ZECH,L W. Com 
misslonors 5pp 46165 290-46105 307. 


8807100361 Ccmn,o.Y oppos-ng proposod rule lOC r R50 ro hcons nQ cf nuclear powo' 
p'ar.ls where staio &/or local gcvi9 doci.no to ccopo'aio fn offei'e omergoncy p’an- 

FO?tTE,0. Afliha: on Not Assigned 52FR690D OC042. 87/02/24 2ECH Comm-ssion- 
ers ip. 46165317 46165317 

8807100384 Common' opposinq proposed ru'o f0CFn50 ro- f:conslrg of nuc.’ear po^ef 
plants where siate &/or local govls decline lo cooperaio n offsite omergorcy p'an- 
r:ng. 

BLUEMEL.F Alfi'iat-on Not Ass'gncrl. 52FR69BO 00043. 07/02/27. ZHCrt l. Commis- 
sioners. Ip 46165 318-46165 310 

8007180367 Comment opposng preposed rulo 10CYR5U ro licons ng of ruclea' power 
plants whe.'o aiaio fi/or local govts doci no to cooperate in oMs.te omorgency plan 
nhg 

VIELBtGJ D. Affusion Noi Ass-gned 52FR&9Q0 C0C44 37/02/24 2ECH.L Comma 
Q.Oier* fp 46 JG5 3 1 9-46 165 319. 

68-07180360 Cornmenl opposing proposed ru'o tCCFRGO ro I con si ol nucloar power 

plants whoro tjtaie 8/or local govls decline lo cocporato In offsiio a i regency plan 

ht$iN'NG.K A AftnaliOn Not Ass-gned 52FRGD30 091 10 G7/02/C6 REAGAN.R 
PfQs.dont of U.S & Exo-CuIivq Ofl-cea lp 46105 320 46165 320 

6007180379 Comment opposing proposod rule 10CFR50 ro licons ng of ni.cloo» power 
p'ants whoro stato A/or local govls doclno to cooporato in offs to omergoncy plan- 
nhg 

MAVROULES.N House of flop . Armed Sorv.cos 52FR6980 00111. 87/02/06 
ZECH.L W Commissioners lp 46165.321*46165 321 

8807190006 Commcnl siippoding proposed rulo 10CFR50 ro liconyng cf nucloar power 
plants where slab A/or local govts docl.no to coopa'aie In offsito orr.orgoncy p'an* 

SO?iTHWiCK.l Affnation Not Ass.flned 52FRG9C0 C0121 87/02/27. NRC * No Do* 
tailed Affiliation Givon lp 461 77:340-4Bf 77:349. 

8807 190025 ComT.ani supporting proposed rulo 10CFR60 ro liconsing ol nuclear power 
plants whoro stale A/or local govls docl ne to to cocporalo in offsiio omorgancy 

e annmg.NRC should mandolo that atato9 prov.do ovacuat on plans 
AL MOLIN.A AM llatian Net Assigned 52FR6080 00122 87/02/27. ZECH.LW. 
Com m3 s sion or s Ip 46177:350 46177:350. 

8607190034 Comrr.onl opposing p/oposed rufo 10CFR53 ro fconying of njcfoar powor 
plenb whero stato 4/or loca' govis docllno to cooporato in offsito omergoncy plan- 
nlng 

PAL Ml SANO.P.A.. PALW1SANO.E.P. AH.I allon Not Aas gncd 52FR6960 00123 07/ 
02/27. ASSELSTINE.J Commissioners lp. 461 77:351-461 77.351 

8607190037 Commont oppos na proposed rulo 10CFR50 ro licensing ol nuclear power 
plants whero stato 8/or local govts dochne lo cooperolo in ofls-to omorgancy plan- 

CHILDS. A Alh'laLon Noi Assigned. 52FR69B0 00124. 67/02/27. CH'IK NRC ■ No 
Peifl/tod Alfihalon Givon. Ip 4817/:352~48I77 352. 

8807190042 Commont opposing proposod rulo 10CFR50 ro Iconsng ol nucloar powor 
p'ants whoro staio &/o r local govls decl no 10 to cooporato in 0 M 9 II 0 or.orgoncy plan* 

SC&WAB.CB. AWitoJlon Not A&SJChod 52FR09B0 00125. 07/02/27 2ECH NRC • Nd 
D otalied Aflil aiion Given, ip 46177 353*40177 353 


&807180344 Coirmont opposing proposed ru!o 10CFR50 re liconsing ol nuclear power 6007190049 Comment supporting proposod rulo 10CFR50 ro Hconsirg of nucloar power 

plants whore sioto A/or local govls dechno to cooperate In olfa.te emergency p'an* pjants where stab 8/or local govts deCme lo 10 cooperete .0 o'lsto orrorgoncy p'an* 

PA^RISH.K AHi'iaibn Not Assigned 62FR6980 00036. 87/02/23. ZECH.L, Commls* MAC-KIE.B A. A Noi Assignod 62FR6980 00126 07/02/27. ZECH.L.W Com* 

soners. Ip 46191 0?9 40191 079. missloners 4pp 40177 354 46177:357 


8807180347 Comment oppos.na proposed ru’o 10CFR50 ro licensing ol nuclear power 
plants where slab A/o/ local govts decline to cooperate in offsite emergency p'an 
nmg . 

JACOBS. 0 Affiliation Not Assigned. 52FR690O 00037. 87/02/23. Office of the Secre- 
lary of Iho Comm 9Sion. lp. 46165 308*46165 308 


6B0719005S Comment oppos ng proposod rule 10CFR5O ro hcensmo cf nucloa' power 
plants where sialo A/or local govls decline to to cooporai© In oflsfe emergency p'a*i 
nmg 

CALDERONE.Q. Affiliation Not Ass'gned 52FR6980 00127. 07/02/26 ZECH.L NRC ■ 
No Detailed Afh'iallon Given lp. 461 77 358*46177'350 


atUJiN.v. Ain a. <n noi as* jnea u'jirti. iv/uj/ui nmu ■ no uo'aioo 

A*1 hatco Gvgt ip . 401/? 359 46177 359 

880? 190 100 Ccirnerv opposing proposeo ru’o 1GCFRS0 re icorvvng o* rue oar powo.' 
plants whoro siaie A/or local govts dec' ne lo coopa'afe n effsae omergency plan 
n r,n. 

PRATT.C . PRATT .J Alh’inl.on Nol Assgned 52FR6960 00129 87/03/01 Comm-s- 
siorors 2rp 46177 360**61 77 361 . 

8007190100 Commoni opposing proposed ru‘e 10CFR59 re Irens nj of nuclear power 
pan's who-e fdaie 4/cr loca- yovls decline lo to cooperaio n olfsde emergency pan* 
r r.g, 

DERKOWITZ.K Afh iai.cn Nol Assigned 52FR6990 OGIJO 07/03/02 ZECH.L NRG- 
No Potafod Atfi'aton G vcn 2pp 46230 254-I623C.256 

0807190117 Co-Tfr.or.t oppes rg ernposed rUo ICCFROO ro icens-ng Of nuclear power 
planis whe'Q stnte &/or local govts dud r.o 10 cooporalo i'i offsito emergency p‘G*v 
rung 

CAlVERT.P.. BRAbMEART.M Ath: a'ipn Not Assigned 52FH6U60 C0 1 3 1 07/03/0? 
ZF.Cd.LW Co'Ti’ iss o'iBrs Ip 4G17B 001-46170.001 

8807190123 Commoni suppcring proposed run 10CKR5O re I censny oF nuclear pc we' 
p ants where slate A/O' loca' gevts doc i-io lo coope-ate in ol'siin oiiorgoncy plan 
r r,a 

AUSLAUDFR N 0. Alii 1 at on Nol Assigned 62FR6980 00132 67/03/02. ZECH l W 
Ccmm ss-orc-rs ip <16170:002-16170 002 


UWUMic.U. ^rr.iaucn noi Assynen w nwteu (J3D50 87/02/27 ZuCKl Corrv.s 
Sb'.urs ip 4020? 328 46237 328 

8807200026 Commoni opposing proposed ru'o 10CFR50 ro Icensny nf ruderi* 
p'anis whore slate &/or local yovls dechno to cocperaio n olfsito orno/gnicy dar 
n ng 

YOL/NGJP Aft I at on Not Ass-gnnd 52FR69B0 00051 87/0?/?7. CHIl K NFIC No 
Oetai'od Aifil at cn G.vun lo 4620? 329 4020/ 329 

0607200030 Commoni opposing proposed rule I0CFR50 re Icensng of n.idea* po«-a 
p’anls whe*e siato A/or local govis decline lo coopo'aie «n offsite emergency due 
n nq 

GAFFNF.Y.RJ New York Siam 0 1 . 52FRG900 0035? 87/02/11 21-01.1 C<yn,,% 
Sionors Ip 46207.3JJ 46207 330 

6007200032 Comment opposing proposed n.lo I0CFR50 ro l.cdnsng cf nuclear po*o 
p arts whe'e slate &/er local govt* decline to to enopevato n ollstu omergoncy dan 
n nq 

RUDD.C Ah hat cn Not Assgned 52FR6900 0014? 87/03/01 ZECH Comm sslor.on 
2pp 46194 091 46194 092 

8007200034 Comment opposing proposed rule I0CF R5U ro l.consnQ ol nu< lea* pcwi' 
planis where sta'n &/cr loroT govis doehnn to coopo-aio ir\ o’fsito emergency p in 
n ng 

TUOIN.PE AF(| iat -01 Not Assigned f,2Fnt>960 00063 07/02/14 Com-MsHoneie Ip 
46107 070 *10197 070 


0807190134 Co'T’m.er' opposing proposed r*i‘o tOCFHEO re I ceasing of nuclear power 
pFanis whero siaio S/cr local yevis doci ro lo ocpo'ate is offs'o e'nergo~cy plen-uru 
CUNNINGHAM P Alt .alien Nol Assyned 5?FRb9£C C0133 67/03/02 ZECH.L W. 
Comm ssioners 2pp 46178 C03-461 76 001 

6807190143 CornTem oppesnn proposed ru'u ICC-F^O ro ’iconsng o* nudear power 
plants where slain A/cr ceaT gevis doc nc lo cooperaio n cUsiio cnergoncy plan 
nfng 

C LAP K.P. AFfrai on Not Assigned 52FRCa80 00134 87/03/03 OIF.C 0 Ol ihe Socro 
lary o* iho Ccmxlssion Ip 46178 C05-461 70:005 

6007190160 Comment si peering p/oposed ru‘o 10CFR50 re l cons ng ol nuciea* power 
plants whero slnlo A/or loca' govis dec me to cooperate -n offsite orr.orgency plan- 
ning 

CvlAP.N.n.C A dll a: cn Not Assigned 52rn6980 C0126 67703/03. ZECIU Comrr.is 
Sone-s 2pp 46176 COS-46176 C07. 

6007190370 Ccmmeui cppos.no prcpcsod rulo 10CFH50 ro Iconsng ol nuclear power 
planis wnero state &/or local govts dccl no id cocpo-afo i*\ otlsiie emergency plan- 
nlnn 

HOROWITZ A Alfi iation Not Assigned 52FM6E6G C0 138 66/02/28 NRC ■ No Do 
la led AFt hat on G von. Ip 46191 146 -16101:146 

0807190206 Corr.mont opposng proposed re'e 10CFR50 re Icor.smg ol nuct<:a* pc /.or 
plans whnro slate &/o* loca' govts dccl.no lo to cocpo'aia in odsilo omerge-cy plan* 
nlnn 

MEIZER.G M. Arfealoon Nol Assigned 52FRGGCO 00139. 67/02/28 NRC No Oo 
inleo Aff. laid G'von ip 40191 147-46191:147 

8807160376 Comment o;poSTQ p/eposed ru'o 1CGFR60 ro licar.s r.g of nuclear power 
plants whore siato S/cr local govis dec : na lo coope'filo m odsito orr.org6ncy plan* 
r.rig 

' Alfr alien Net Assigned 52FR6D80 00140 07/02/20 NRC No Do i a led Alfriaticn 
Gvon Ip 46191; 148-46191:140. 


8BQ7200002 Petition opposing proposed rule 10CMR50 ro i censing ol nuc'oar power 
plonls where state 8/or Fecal govis cfociino to cooperaio <n otfs te omorgonev plan* 
mg. 

FElrvGOLD.C D . ARMEROlNG.H T , VCGlNN P Affi'aton Nut Ass gnod 52FR6933 
00108 87/02/23 NRC • No Dem.lcd AfMiaiion G-von 176pp 46196 224 46197:037 

8807200004 Comment oppos.ng p<oposed rue 1OCFR50 re Icer&irg of rucloar power 
planis whore stnte A/o' local qvls dec’me lo corporate m offsite emergency plam ng 
Evangelist a.j. Aftiianon Not Ass'g-icd. 52FR6990 cgoas 07 / 02/24 zechl 

Commissicne's 2pp. 4619/ 073 4619? 074. 

8007200006 Commoni opposing proposed ru'o 19CFR50 re hcensr.g of nuclear power 
planis where stale &/or local govis deci ro to coopera’o in o'Fsito onre'cency clan- 
ring. 

MJILER.R. Affuatio.n Not Assgned 52FR6980 0C046 87/02/24. ZECHL Corrm ; 9 . 
Bicne.'S ip 46197.072 46 F 97 072 


0007200006 CPTfne.nl opposng p'oposod ru!a 10CFR50 re l.consmg ol nucloa r power 
p’ants whoro slate &/or loca govis doc 1 ne lo cooporaio n olfste emeraenev plan 
nna 

ROVVEN.M J. Affr'iation Nol Ass gned 0?FR696(} 00047 87/02/27 CHILK OFf.co oF 
Iho Socrotary of the Comm ss on. Ip 40207 326-40207:326. 


6007200042 Comment oppesmq preposod rulo lOGFRFt) to licons ng of nucloj* |)Cwr' 
planis whoro stale A/or local govis rfoclmn to r.oopo'nto in c'fsit© omorgcnc r p ir 
ni"n 

VINKOVICH.N Affiiahon Not Assicrcd 52FRG980 00054 G 7/0? / 23 NRG ■ No IV 
la led AFInohcn Gwen Ip -1620/ 33 1-46207 331 

0007200043 Commont opposing proposod rulo 10CF'M50 rQ licensing of iWfloa* pewn 
pJams whe/o blare A/rv loisi govis deOne to coopos/iio in eft site tmiorQon cy t< xr 
nnq 

PrdATT.C . PRATT, J AffiMicn Nol Ass-gr.od. f»2rR09OO 00143 87/03/01 Uhi-t 1 
sionors 2pp 46104 047-40104 048 

8807200040 Ccmrront opposing propose \ rule l0Grfl50 ro .'iconsing of n.itlnpr pow<:f 
p'ams whoro siaio &/o/ Focal govis dochno lo cooporalo in cffsiio cmorgincy plan 
n-ng 

LASCELLE.KE AfMatnn Noi Assgnod 5?FRl>d8n 03055 67/02/23. ZE( 41 1 (>cm 
ms$Cnor9. ip 46207.332-4620/ 332 

880720004B Comrrent opposing proposod n.lo I0GFR60 ro (COnsing of nucloar pow.' 
plants who.o staio &/or local govis decline lo cooporalo in cffsiio omorgu'icy f ‘n 
nT.y 

WQOD.C A Aflil'Ot'Cn Not Assgnod 52FR690O fji)i44 8//03/01 Mf 1C • No DoMitrd 
Alhiallon Gwen 2pp 40104 (144 46194 04!, 

800720005? Con rr.erl scppcrling proposed rulo 1UCFH50 ro 'iconsing of nncInDf pow * 
p'onts whoro slalo A/o / local yovls dochno lo cooporalo in off&ilo cmurgr.ncy f ? i 
ring 

DONOVAN.F.D AtMinr on Not Asssined 52I H6Uno 00056 07/02/24 Co-nmiS* n 
u'S ip 46207 333 46207 333. 

8807200057 Ccmrront opposing proposed rule 1007150 re licensing of n.i::<nar Pm.’ 
p'flnts whoro stale &/or local yovls doclne lo coopcmlo In offsilo t ri‘Of(|u cy p 
nno 

DUTlER.D. DUTlER.L AFfhation Nol Assigned 52FR0rm0 03146 07/03/02 Ml- 
No De’al od Affi'iaton G.von Ip. 46194 04G-4Q194 040 

8807200060 Commeni opposing proposed rulo 10CI : R50 ro hco.nsing of nji/car 
p’ants whore stale &/or local govis (feel no lo r.oopornle In affeiio crrerijn-cy f i 
nna 

HARSHA.R AFFihahon Nol Assigned 52FR6980 03057 07/02/25 ZECHL Goirn.i 
s ono/S Ip 46197 060 46197 009 

8807200069 Comment opposing proposed rulo 1CCFR50 ro hconslng of fiji.'ear powt-i 
p's^ts whom slate &/or local govts doc! no lo cuoporntn in offsilo orrorgcr-cy i*':vv 
n nn 

SAlZ.Nj , CLARK.JI. Affd anon Not Assigned. 52FRR90O 00146 67/03/0? NRC * No 
Deiailod AHi'iaiio.n G.von ip 46194 043 46194 043 

8007200060 Common! opposing preposod rulo 1CCFR60 ro licensing of ruc’car powar 
plont 9 whero siaio &/or local govts dcc'ino 10 coopwatu In offsilo en'oigcr.cy p'C'i 

F0RST.J, FORST.H Affhahon Not Ass good 52FR09OO 00058 07/02/25 ZITHL 
Com«rls» oners Ip 46197 060*46107 009 

8807206069 Commoni on proposed rule 10CFFT50 ro licensing of nuclear pnwor p'm'l 
whoro stale 8/or local govts rFec'mo to coopnrato In offsilo nmornonoy planr r-g 
PLAn.R. AfUiatlon Not Assigned 52FRG980 00059 67/02/25 ZECH.L W. (lon-niV 
sloners. Ip. 40107 067*46107 00?. 


8007200012 Commoni opposng proposed mte 10CFR50 ro l censing of nuclea' power 
pianl9 where slate &/or focaT govts decline to cooperate in oifsilo omergcncy clan- 
n ng. 

LEwiS.J. Aff. lalion Nol Assigned. 52FR6900 C0046 67/02/27 CHILK Office ol ihe 
Socrelery ol Iho Comrr.lss on. ip 40107.071-46197 .071 


8807200070 Common! opposing proposed u/o 10CFR50 ro i conslng of riJC'oar power 
planis whero siaie &/or locol govts decline to cooperaio m offsiic emergency pi.m- 
nno 

SKEFFRE Y.P. Aff, lohon Not Assgnod 52FR6D80 06147 87/03/02. ZECH.L W ftfC 
♦ No Doialed Afh'imion Givon Ip. 46194 094-46194 094 


8807200018 Commoni opposing proposed rule 10CFR5Q re licon 3 rg of nuclea' power 
planis where stole &/or local govts docl no lo cooperate in odsito omerpenev clan- 
nmg. 

GRAHAM.Q Affiliation Not Assigned 52FRG960 0C049. 07/02/27 CHILK Offico of 
the Socrolary of Iho Commission, ip. 4620 1 327-46207:327. 


8007200076 Comment opposing proposed rulo 10CFR50 re Icons^.g of njc’c.lf povrvr 
planis where siaie S/or local govis decline to cooperate in offs«ie emergency plan* 
nno 

CALANDRA.A Aff l ahon Not Assgned 52FR6000 00001 87/02/25. ZECH NRC * f.c 
Uotailod Affi iahon G-ven Ip. 46107.066-46197 066 


8807200010 Comment supponing proposed ru'e 10CFR50 re licensing of nudes' power 
P’anls whew sfafe A/ or JocnJ govis ded.-ne jo coope.'afa ; n o/fsrfe emergency n/an- 
nino. 

RENAUO.B. Affii ahon Nol Assigned 52FH6990 00141 07/02/28 NRC ■ No Do’a led 
Affi iat o n Givon. 1 p 46 1 04 093-461 94 :093. 


8007200077 Comment opposing proposed rulo 10CFR50 ro hcens ng ol nue'ear power 
planis whoro slato &/or local govts decline to cooporalo in offs to omoigonry plan- 
r.inp 

RIECHERS.R J . RIECHERS.C Afh'.ation Not Assigned 62FR6960 OOMtl 07/03/03 
PALLADINON Comm ss-or.o'S. 2pp 46194.095*46194.096 


6607200093 Comment opposing proposod ru'e 10CFR50 ro I censing o* nuC’ear power 
plants whoro stalo A/cr local govts fled no lo cooporaio in oifsito emergency plan- 
nr g 

SHAKERDGE.G Affhaticn Not Assigned 52FR6960 00149 67/03/03. NRC * No Do 
la led Alfi' alien Given Ip 46194 097 46194.097. 

8607200004 Comment opposing proposod futo 10CFR50 ro I censing ol nuclear power 
plants where stato A/or local govts clod no to cooporaio in offsite omergoncy p'an 
nlno. 

BDCDYP.B Southampton Pross Publishing Co.. Inc 52FR690Q 00063 67/02/25 
ieCH.lW Coirm svonors 3pp 46PO0 059 4G20R G61 

3607200097 Comment supporting p-oposod ru'o 10CFR50 ro hconsing ol njcloar power 
p ants whoro stato A /or local govts doclno to cooporaio h offsite emergo*'cy plan 
r. ng 

SEXTON J O Aflilalion Not Assgr.uJ 52FR6080 03C64 07/02/25. STELLO.V NRC • 
No Ofllailerl Afhl ation Given ip 46197 065 40197 065 

6007200068 Comment opposing proposed ru!« 10CFF150 ro I censing ol nuclear power 
pans w^Q'o slot© 8 /or local govts rloclne to cooporaio in off silo emergency plan 

BR&NDON.L Afiriat-on Not Asf.-gnud 5PFH6980 00065 67/02/25 ZECH.L- Ccmmis- 
SKnOfS Ip 46197.064 46197 064 

0BD72OOO9O Comment supporting proposed ru!o 10CFH50 io licensing of njcloar power 
plans w'io'Q slate A/or toca* govis riocimu to rooporaio n o'fsite ornergorxy plan 
ni-ig 

ORUM.OF Afhiaiion Not Assigned 52FR6960 00066 07/02/25 ZECH.L Comm's- 
SDnors 2pp 46197.062 46107.063 

8807200091 Comment opposing proposed rulo 10CFR50 ro Iconsing ol njcloar power 
planis whc'G slate A/or local govis Uoclmo to cooperate m offsite emergency plan 
njnj 

LAUER E. Afluahon Not Assigned 52FR6980 00150 87/03/03 CHII.K NRC ■ No Oo 
tailed AM lialion Given. 2pp 46 194 098 46194 099 

8807200093 Comment opposing proposed rulo 10CFR50 fQ Hconsing of nucloar power 
plants -who'e state A/or local govi9 Uoclmo lo cooporaio in offailo nmorgoncy plan 
mra 

SCARLOTT.J All lialion Not Assigned 52FR6990 0006/ 07/02/26. Docketirg A 
Serv.ces branch, fp 46fG?.06f •■16197 06 f 

8807200094 Comment supporting proposed rule 10CFR50 ro Icon&hg of nuclear power 
plants where stale A/O' local govts rtoclmo to to cooperate in olf&4o emn'tfGncy p an 
nng 

STEIN9ERGER.A. Atfhailcn Not Assgnurl 52FR6980 00060 87/02/26 ZECH.L.W 
Ccm it ssi-jnor S 1 p. 46 1 97 CbO 46 1 9 7 060 


0807200131 Commont opposing proposed rulo 10CFR50 re I censing cf r.ucloar power 
plants where slate 8/cr local govis doc in© to cocporalo in offs-ie arergency plan- 
n no 

BUTLER, D . BUTLER.L. Aftiaiion Nol Ass ; gnod. 52FR6980 00156 87/03/02 

ASSELSTINE.J. NRC ♦ No Ooia'led Alfi' alien Given. Ip 46194 104-46194.104 

0007200138 Comment opposing proposed n/e 10CFR50 ro i consirg of r.ucloar power 
plans where stale 8/or local govis doclno lo cooperate in offsite emergency plan- 
ning 

’ All illat-on Not Assigned 52FR09BO 00157. 87/03/02 2ECH NRC • No Dot a. tod Af- 
Midi on Given, ip 46194:103-46194:103. 

6807200143 Comment opposing proposed rulo 10CFR50 ro 'leans ng of nuclear power 
planis whero state 8/ or local govts doclno to cooperate in oHsilo emergency plan- 
n.ng 

BLOCH, H G Afllllaion Nol Assigned. 52FR6990 03158. 07/03/03. Co mm‘s sonars 
ip. 4B194:I05-46194 105. 

8807200169 Cornmenl opposing proposed rulo 10CFRSO re licensing ol nucloar power 
planis where state &/or local govts dodme lo cooporaio n oflslto omergoncy plan* 

MlfCHELL.D At! li alien Not Ass gned 52FR09OO 00159 87/03/05 ZECH NRC - No 
Delated Affi'rolion Gwen ?pp 46197 039*46197.039 

6007200163 Commenl opposing proposed rulo 10CFR58 ro iconsing ol nuclear power 
plants where stato &/cr fecal govis dedr.e to cooperaio in ofts-le emo'goncy plan- 
ning. 

MUllER.n. Affiiallon Not Assgned 52FR69B0 00160 87/03/05. NRC * No Dolai'ed 
Al 111- a lion Given Ip 46197 040 46197 040 

0607200 167 Commenl oppo-s ng proposed ru‘e 10CFF160 re licons ng ol nucloar powor 
planis where state 8/or focal govts dad no lo cooperaio In ollslie emargency plan- 
ing. 

SWET.M. SVVET.P. AM hat On Nol Ass'yr.od. 52FRG980 00077 07/02/28. ZECH.L. 
Comm ssionors Ip 46107. 062-46197. 052. 

8007200170 Comment opposing proposed rulo 1DCFR50 r-o licensing of nuclear power 
plants whore stalo 8/or local govts doc" no to cooporaio oflsiie emorgorcy p'an* 

SCHNEIDER S. Ailil alien Not Assgncd 52FR6980 000/8 87/03/02. ZECH Comm.s- 
sonars. Ip 46197:051*46197.051. 

8007200173 Commont opposing proposed 4ulo 1OCFR50 ro Iconsing of rucloar power 
plants whore smto A/o* local govi9 cloclho to to cooporato In ollsno omorgency plan 

CO^RADO.K . CORRADO.S. AfMiaiicn Nol AssIgnoU. 52FR6O0O 00070 87/02/20. 
ZECH NRC - No Dotal od AM I ah 04 Given, tp 46197.060 46197:050. 


0007200096 Common! opposing proposod rufo 10CFR50 ro Lconsl^y of nuclear powor 
pa'ds where siaio 8/or local govi9 declmu 10 cooporaio n oMsilo orr.orgoncy p'an 
nng 

DSLGAnD.EL Alh'iaiion Not Assgnod 52FRb90O 000G0 07/02/26 ZECH.L Com 
nr. ss oners Ip 48197 059 -16197 0f>9 

000720009? Commont oppoa-nn proposed rulo 10CFR50 ro l.ccnsisy of nuclear powor 
F'a->l9 where siaio 8/o* local govis ttocUniy to rorperajo In cfJsite omoiuoncy p'an- 
r ng 

FERN/.DQ. Alligation Not Assigned. 52FR0OOO 00151 U7/03/03 Olflco of Nucfoar 
Waler-al Safoty & Snlegunrd9.Dirocior ip 4Q194100 46104 100 

8807280100 Comment oppovng prcposGd rulu 10CFR50 ro I censing of nuclear power 
planis whore slalo &/or local govis decline 10 cooporaio In offslio omergor.cy plan 
ring 

MOORE. \/.0 Affi'iation Nol Assignor! 52FR690O 00070. 0//O2/26 ZECH.L.W Con- 
m S3 oners. Ip. 461 P7.O50-4b1 07.050 

6807200101 Common! oppos np pronosod rule 10CFR50 ro hconsing of nuc'aar power 
plants whero stato A/or local govis doc'ino to cocporalo in olfsiio omergoncy p'an- 
mng 

LEVINSKV.A Affiliation Not ASS-gnod. 52FRG900 00152 07/03/03 ASSELSTINE 
NRC No Detailed Afluailon G.von Ip 46194 106 46104:106. 

0807200106 Common! opposing proposod rule 10CFR50 ro hconsing cf nucloar power 
planis where stalo A/or local govts doc'ino to cooperaio In ohs-ito omergorcy plan* 
ring 

LITTLE FIELD.G Affilabon Not Ass-gnod. 52FR6O0O 0007? 87/02/27 CHILK NRC * 
No Detailed Ath lai on G-von Ip 46197. 057-46107. 057. 

A8O72OOIO0 Commont opposing proposal rulo I0CFR5O ro itconslng ol nucloar power 
planis where stale &/or local govts dec'mo to cooporaio in off silo omorgoncy plan- 
ning 

VAN DER HEIJDE- Alf haUon Not Ass-gned 52FR69B9 00073 07/03/02 DocKe' f.g & 
Services Branch ip. 46197 056*46197 066 

8007200111 Commenl supporting proposod rulo 10CFR50 to I cens.ng of nucloar power 
planis where 9(010 A/or local govts dochno to cooperaio In offslto omergoncy plan- 
ning 

LAWRENCE. E H. Afhlat-on Not Assigned 52FR6980 00153. 07/02/16. PAL LADING 
Comm s$ loners ip. 46104. 101*46194 101 

6807200113 Common! supposing proposod iule 10CFR50 ro Iconsng of nucloa' power 
planis where stato A/or local govts doc’ino to cooperate in offsilo emergency plan- 
ning 

LANKES.J 0 AINiatlon Nol Asslgnod 52FR6080 00074. 07/02/27. NRC ■ No De- 
lated Affiliation Given 2pp 46197.054-46197 055 

68072001 16 Comment opposing proposed rule 10CFR50 io hcons.ng of nuclear power 
p’ants where stato A/or local govts decline to cooperaio In offsite emnrgoncy plan- 
r ng. 

KITCH.C l Affiliation Not Ass«gnod 52FR608O 00076 07/02/27. OM CO of the Secre 
lary ol the CommiSs:on Ip 46197:053-46197 053 

6807200122 Comment opposing proposod rule 10CFR50 ro Icens ng ol nuc'aar power 
p'an Is whore slate A/or local govis decline 10 to cooporaio in offsilo emergency p'an- 
mifl. 

GLYNN, W Atfilahon Nol A9S:oned. 62FR6060 00155. 87/02/27. PALLADlNO,N J 
Commls?* oners Ip. 46104.102-46194. 102 


8007200181 Comment supporting proposed rule 10CFR60 ro l.consing cf nucloar power 
plants who/o stato 8 /or local govts dochno to cooperate in olfs.le emergency plan 

DA^IELL.FLM Aflilalion Not Assigned 52FR6900 00060 67/02/17. ZECH.L. Com* 
m'SSioners Ip. 46197.049 46197 049 

0807200183 Commenl opposing proposod ru'o 10CFR50 ro licensing of nuc'oer power 
plants whero stalo A/or local govts dodne 10 cooperaio in offBito omergoncy plan- 

BaSe.L. Aff.1 ation Not Ass-gnod, 52FR69GO 00081 B7/02/23. CHiLK.S. Office ol the 
Secretary ot 1 he Co^i miss on Ip 46197:040*46197 0*16. 

6B072001B7 Corrmoni support ng proposed rulo 10CFR50 ro licensing of nucloar powor 
plants whoro stale &/or local govts doclno 10 cooporaio in offs'to emergency pbn- 
nJng 

MA-NDELL.S Aft lialion Not Ass-gnod. 52FR6980 00002. 87/02/27. ZECH.L W. Com 
m'ssionarg. ip 46107:047*46197.047. 

8907200194 Discus 90 S 670227 lo'coft from P Lozows^y ro opposition of proposed rule 
10CFR5G ro omorgoncy planning rulo. 

HOYLEJ.C Commissioners 62FR6980 00084. 87/02/27. NRC * Np Dolailod Afiil- 
alien Given. Ip. 46207 335- 46207; 335. 

8907200233 Commenl opposing proposed ru'o 1OCFR50 ro Icons'ng cf nucloar power 
plants whore slate A/or local govts decline to cooperaio In offs. to orpergoncy plan- 

WaSjlEY.W.K. Affnaton Not Asapned 52FR6990 00161. B7/03/06. CHiLK.S J. 
Olfica of the Secretary of the Commission, ip 46197.041-46197:041. 

8007200234 Comment opposing proposod ru'o 10CFR50 ro i cons no of nuctoor power 
plants whore stale A/or local govis decline 10 cooporaio in oUs>to emergency p’en- 
ring. 

LEVINE.R.C Affilat.on Not Assgnod 52FR6980 00162 87/63/07. Docketing A Serv- 
ices Branch. Ip. 4619 7:042 46197:042 

6807200236 Commont opposing proposed ru<a 10CFR60 ro Hconsing of nucloar power 
p'ants who/e state A/or local govts decline to cooperate In oflslto orr.o/goncy plan- 

KIlWvtiNS.M.F. Affn ation Not Assigned. 52FR69B0 00163. 87/03/08 CHILK.S.J. 
Olfico of the Secretary of the Commission. Ip. 401 97.043 461 07:043. 

80072 00237 Comment opposing proposed rule 10CFR50 re licensing ol nucleor power 
plants whoro state A/or local govts declmo to coopornlo in offsilo emergency plan- 

HaHt.G. AffRat on Not Assigned 52FR6980 00087. 87/02/23. NRC - No Dolallod Af 
hi ation Glvon. Opp 46207:336 40207.344. 

0007208236 Comment oppoaino proposed rulo 10CFR50 re flconsing of nuclear powei 
ptant 9 whore slate A/or local govtg dochne to cooperaio in offsite omorgency plan- 

CU&MO.M W. New York. S'ate of. 52FR69B0 OOOOB. 87/82/23. ZECH.L. Commission 
ers 5pp. 46207:345-46207:349. 

6087200239 Comment opposing proposed ru!e 10CFR50 re licensng of nuclear powQi 
p'ants where slate A/or local govis decline to cooperaio In offs ; te omorgoncy p’an 
n’ng 

MAVROULES.N. Affiliation Not Assigned. 52FRQ980 08000. 87/02/23. ZECH.L W 
Com m s slone/s. 3pp. 4 B207 .350 -4 6207: 3 52 


p’jr's where sMfo &/c f focal 90. <s rfec ne fc ccorcra'e m oltef© emergency plan 

• n i 

GARCNER.VV S AM.-a'cr Not Assg-^d 5?FReJ6h 00166 87/03/05 Deckel r.g & 
Sd -ces B'ancn <p 46197 Q15 46197 C45 

8607700252 Comnem s.,ppcn~g proposed <jO IQCFR50 re emergency panning & 
preparedness reaurc me^s *or njiiea- power pbni bei load.nj & -nitial low pcwer 
Cp£'M a cn3 Econom ; dovetocrenl w l stagnate w/o fac <ty 

TAYlORMA Alf ,3* on Noi Ass joed 5jFfiie435 01251 e8/C6/22 Dockei ng & 
Sendees Brdi^h 2pp 46194 03/ 46 1 94 336 

8807200253 Comments '.jppcing prcpcsed fu'e tt}C e R50 to licensing cf njclear 
powe-' par's wheo siaio &/g' local g;,*s deci-G loccopcra’e n offsite er.e.*ger.cy 
piar.' ng 

SM RLOCK.M t am « ,ucn Noi Assured 52FR69S} 00035 67/02/19 ZECHLW 
Comnr ss lore's 2 Cpp 46206 0C3 462C6 0?2 

8807200256 Commenl opposng p'opoSPd rule 1CCFR50 re licensing ol ruclear power 
F'ar-’S whe'o s'j'*? &f'ct ?oca' gevts dec »**<? -0 coepaale n cf'sie emergency plan 
mo 

CCRTESE.A S AM'a:cn Nci Assgneo 52 f R6J60 C01G7 67/03/06 NRC ■ No De- 
la 'eo AM.: a* on G.,cn Ip 46197 046 4C197 046 

8607200257 Comment s-ppcrting preposed rule 10C=R50 <6 emergency p'a'mng & 
preparedness recoremen's #cr nudea- power plan! fuel loadrg & nhgi low power 
eperahens Risk 10 putl c low 

CAfi.SCN.RA Am ia:on Noi Assgned Sir R 16435 01273 88/C6/22 Docket.ng & 
Se vrces 6'a nch ip 4fi 194 036 46194 CJ6 

8807200263 Comment supper: r,g proposed rule 1CCFR50 re l.cer$ng of ruClear power 
pianis whero s'a^e &/or local govts due. no lo cooperate 1:1 cHs.ie emergency plan 
r,l "2 

BYRCN.B0 Alf a* on Noi Assg^ed 52FH6930 03031 67/02/24 NRC No Dela -ed 
AK 1 3hcn Gr-rcn 3;p 462C8023-462C8 025 

8807200266 Comment sjppcr'.ng proposed ru'd 10CFR59 re emergency p'annng 8 
prepa'cdness reqo'emenls lor nuclei' power plar.i ft-ef '0 a 3 rig i milia' low power 00 
era* ons 

DELVIN.SA Afl/iaion Noi A$sg"0d 53FR16435 01671 68/06/01- Dockel no & 
Servoce* Branch ip 46193 360-46193 350 

8807200267 Ccmmenl supporting proposed ruto IOCFRSO re l-consng of nuclear power 
plan's where state i/or local govts declno to cOopera'e in oMste emergency plan- 

' Aj s 5"*j WH6933 00163 67/03/10 Dockemg & Services Branch 

?pp f 96 222'«q 196 223 

8807200270 Comment eppes ng proposed n,le 1CCFR50 re efr.ergo"Cy p'ann ng i pre- 
aLor^ n ° SS feQu ,OT0f,ls ,0> ruCleaf W+ e( p‘ an1 1u 6' bad.ng A nl.al low power oper- 

KRAME flF AIMa-cn Noi A wined 53= R 16435 01672. 88/06/ 14. CM: lk SJ Office 
oi me Secre’ary or the ComT..s$ion ip 46194.039 46194 039 

8807200272 Commor.l opposmg p'oposnd ru'e IOCFRSO re cme'gency pianni"Q & nro- 
a6or^^ SS re(tffVilK/lts ,Cf nuC,e * P° wtV P ;anI ^el'oadrg a mt.ai tow power 0 per. 

HlCKEYjn Aif..ai.on Noi Ass-gned 53FR16435 01673. 68/06/C6 CUlLKSj Off.co 
Ohhe Secretary Of the Comrr ssion Ip 46194 C40 46194 040 

aS ^w?? 27 vl ( i?T,T, 0r ' 1 B ^ orln3 P f °P°^d rule 10CFR50 re licensing of nue'ear powof 
p^ts whe-e Stale S/or ocal govis dcCne to cooperate m o'lsile omorgercy plan 

™b%t4M0?*359 f '*' S ' al ° 0< WFR6990 00093 87/02/ 2 4 Corr.m ssionors. ?pp 

88 i^S? 2 l 5 CtttnmenloppMng proposed ru’e IOCFRSO re l censing of nuclear power 

L l?ENTHAL°n F d . CCl ‘ n0 1 C0c P 9 - ale « Offsito ememgney planning 

LIU tN THAI ,D E Af. i-a'.on Not Assigned 52FR6980 001G9 B7/D3/DS rwiiKCl 

Office Of Ih© Secretary of t ho Co.r.nruss.on tp 46197 075 46197 075 

88 r» ? , J ^l , i oppo&ng proposed ru-6 10CFH50 ro emorgoncy piano no A nro 

aSons ,M "" 6men:s ,0 ' nuc:aa ' P°"« P' anl l«! load.ng A ® .i.al low power own 

as zsx » 

MCX7AIN.J Affiliation Noi Assigned 52FR6980 00091 M/coioa mop xi . 

Affi ifltion Given 2pp 46208 001 46208 002 87/02/24 Nnc * Dela led 

o-'^^^rroMho^m^n . 5 p 3 s?.r 9 ,r 4,oe cmiu - sj 

a 2 . ^ ; k - b At1i" a| i° n Not Ass good 52FR690O 00094 B7/0P/P4 m or m 
Affiliation Given Ip 4B207.360-462Q7.36Q. * »//0?/24. NRC • No Delated 


p'anis where s iaio &/cr local go via aec'ino to cooperate m offs- in nn- Wj}J 
nlng L e 9 CP W f in- 

OUKAKlS,M.S Messechusoits. Commonwealth of 52Fnfitjflo OOC95 

• No Doia led Afh'iailon Given 6pp 4C208.026 40200 031. f,5 C 

8807200297 Comment opposing proposed ru‘o lOCFUGO r 0 Iconsen 0 I nrv a . 
p'ants who to siaie &/or local govla dec’me to conpnrato .n olfs to emem^ivr ^ 
n rn ' f ^ 

HOWLAND.A Afhjaiicn Not Aesignod 52FR0f)60 001 72 07/02 /?k ivr 1. . 
mss toners fp. 46 \ 97 079-461Q7.0 70 0 4tc*U Cp- 

6807200302 Commont opposing proposod ru!o lOCPRSO ro Ice-.sng 0 f nr' - 
p'ants where stale &/or local govts Uec’ino lo cooporate n oils *o cnir- c i*" 

n ng * ®' ,r-v 7 P *' 

HALPIN.P G. New Yolk. Sloto of 52FRG000 00000 07/02/23 Nltr r rt 

f.l at on Givon 6pp. 46200.032 46208.030 ueia mu 

6B07200304 Comment oppos-ng proposed mlo !0CFn5O ro Icensi ip ol mrlwr , 
pianis where slab &/or focal govts cfoclne 10 cocporalo m oifs.ij emerge/'y p*/ 

KR^USE.S. Afh laiion Not Assignod 52FK69B0 001 73 07/03/01 *JRr m-a n , 
AM.hat on G von 2pp 4Q1D7 080 46107 000 0 Ue ' 3 ^ 

8B07200307 Commenl opposng proposed ruin lOCFOGO ro l.ccnsrn ol rudoa.- 
plants whom slate &/or local govts Unci no to cooperate in effsito cmene'Vi*- 
r.lng 0 p a 

BABBirT.B Af? I Qtlon Not Asslgnod 52FnGDB0 C00 07. 87/02/24 7ECFU w r,~ 
miss’or.ers. 2pp 40197.001 46107 033 »> u - 

8807200315 Commenl Oppos no proposed rulo 1CCFR50 rn llcnnsir.q C f rue’ea* m*- 
plants whe.'o slato &/or local govts Uoclno 10 ccoporaio In 0MS116 erreffienc/pv 

* A^fliai.ort Not Assigned. G2FR6y0O C017G 07/03/02 NRC • No CoifliedAl' >vo 

Given IP. 46197 084-46197 004. v ^ 

8607200317 Ccrrrronf support-ny proposod rulo 1CCFH50 ro llcunsi-o ct nuc evne^- 
pjanis whom stale S/or local govis aoclmo 10 cooporain in offsilo oxorgepc, p-^ 

SM?TH.n C House of Rop. 52FR0HBO 00000 37/02/24 NRC . No Coia.ed Ah, von 
Given 4pp 462O0:O4O-4B2O8.O43. w 

8807200323 Commont support ng proposod iulu 1 0CF RG0 ro liconsmg 0 8 njj'ear 
plani9 whoro slalo &/or local govle dochnu to cooporaio In offsilo umergorc/ pa : . 

SN^LUNG.C.D. Affiliai on Not A9Sgnod 52FfltiUU0 00176 8//03/0J ARC - ki > 
ta led AIMialionGivon. Ip 40107 005 4G197.005. 

8607200326 Corrrr.onl opposing proposod rulo lOCfUGO ro ticonsng ol nudea* ma« 
p ant9 whoro sloio &/or local govi3 doclmo to cooporaki in oNs:lo omergoncy pV 

J AMllia,l0ri Not Assigned. G2FHG9U0 00091). 87/02/24 NRC Oo De- 
tei-od Aff.l etion Gwon 5pp 4G200 044-40208 040 


8807200331 Commenl oppo&lnn p/opoaed nJo J0CTR60 to hcons n 3 of cm 
plants where slate 8 /or local govts doclmo lo coopo/ato in oils to omen 

CO^FEY.P.H. 


<:t/c ea f 

w v ..- . j omorgcncy far 

COFFEYP H. AN.I at.on Not Assigned 52FR69B0 00177 87/03/03 NRC No 

ta-od Affiliation Givon. 2pp 46107 006-40 197 007 


8607200337 Common! supporting proposod rulo 10CFR50 ro liconsnq of r.r 

n Ante 'jLhD(n tlau ( l/w ..." 


. , - — u i'- —i«— ■.««%» .».■« ■ uv p uv 1 «j ih-uiij nj^ ui r.uC’ear power 

p ants where stato &/or local govis dochno to cooporatn in ofls to omorgercy p’j.*- 
nhg 0 ' 

SliSPENSKJ.A J. AtUhation Noi Asstoecd. 52FR0M0 OO f 76 67/03 / 04 NRC * No (k 
ia .ed Affiliation Qivon. ip 46107.000 40107.080. 

8 8072 003 38 Commenl opposing proposod ru'o IOCFRSO ro I. cons mg cf nudoaf pc^r 
pianis where slate &/or local govis docllno to cooporato in offs-le omo/gercy p‘a 

B^NJ.n.Afffaton Not Assigned 52Fn0080 00100 67/02/24. NHC ■ No De'a'eO 
AM.hat:0n Glvon 2pp 46200:049 4G208.050. 

8 B ilI?? o 034 i? opposing proposed rulo f0CFn50 r 0 l.consmg cf njctoa* power 

p ams where ataio &7or local govts dochno to cooporaio in offsite emergency pi* 

WERCIER.A AfM.ahon Not Assigned 52FR6900 00179. 67/03/04 ZEdU Co-.ts 
S toners. Ip. 46107.080 46107 000 

Common! opposing proposed rulo 1 0CFR50 ro licensing of nudoa* powei 
p.ams where siaie &/or focal govts docllno to cooporato in offsilo emergency p'ai 

AJfr fafton Not Asslgnod. 52FRG90O OO10O 87/03/04 NRC * NO 
ia led Afhhation Givan, ip 46197.090 46197 000. 

88 ?u£?f 36 .? CorT ^ menl n opposing proposod rulo 10CFR50 ro hconslng of nuclefl' 
pants wnero siaie &/or local govis iJecUno to cooporato m ollsilo o/nergony 

\p 46S8 05 ll 1 l0 46209 J 05r 9Sl9nOd ' 52FR0080 ° 0102 - q7/ 02/24 MOYNIHAN Setf* 


Comment opposing proposod rulo 10CFR50 re licensing of nee'ear po*& 
piams where stale &/or focal govis decllno of lo cooporaio in offsite omorgercy 

N0t As9 9 ned - 52FR69B0 00181. 87/03/04. ZECH NnC * No DeUU*JAl 
fi.latlon Given ip. 46)97:001.46107 09|. 

8 Sf 36 i?' 1 l rT ! efl l? pp08ln 9 proposed rule 1OCFR50 re licensing ol n vt - toa r po*e 
nlng S whef ° 890 ^ /of l0ca * govis docline 10 cooporale in offsilo emorgoncy 

Am H a,l0n Ndl Assigned. 52FR69B0 00103. 87/02/24. ZECKL- Ccr, 

missloners 4pp. 46208:052-46208:056. 


NONDOCKETED ITEMS 293 


0607200371 Comment opposing p*op:>sed ruo 10CFR50 re l.cens-ng of nuc’ear power 
p aris where stato A/or local govts declno lo cooperate in olfsito emergency p’an 

HO&AN.L . HCGAN.J Affdalion Noi Assgned 52FH690O 00105 07/02/27. NRC - 
No Oei.Hed Afluaton fiivon Ip 46200.057 46208 057 


0007200375 Comment opposng proposed rule 10CFR5Q f© Icoasng of nuc’oar power 
plants where biaie &/or ‘ccal gevta dec'mo to cooperate in offs to emergency plan 


EOERA.E . EDERA.M Alf.haLon Mol Assgnod 52FR6980 CO102 07/03/05 

OH -K.S J Off co of tno Secretary of the Comrriss-on ip 4G1 07.092*46 107:002. 


6807200376 Comment oppos.ru proposed rule 10CFR50 ro lisensln-g of nudoar p-cwor 
c'ams whore stale &/cr loca' govts decllno lo cooperate n off site omergoncy plan- 


lil 


CbNNlNGMAM.PL Affhat.on Noi Assgned 52FR69Q0 00106 67/03/02 ZECH.LW 


f.RC • No ce?6 led Afhl alien Given ip 46197.093 46197.093 


0607200370 Commonl s..ppo'frrrg p.'Opasod rufe f0CFR5O ro /.cons/ng of nuefoar pcwO' 
p‘avs where slaio A/or local govts doclre to corporate in efisito o.Tergorcy plan* 


r. no 

Aw’SLANDEn.R J AlrJialion Noi Asglgnod 52FRG980 00107. 07/03/02 2ECH.I W. 
NRC ■ No Ouladed Atf/igi on C, von ip 46208 058-462C8 05Q 


8807200383 Commonl opposnu proposed rule 10CFR50 r© Icer.sng of rucloar power 
‘ af (] 


plants whom slaio &/or 'oral yovis doc'ino lo cooporalo in offsto emergency p'an- 

nr a 


LEERlNWATER Nahvo Afr.oncans for a Cloan Environment 52FR6933 00183. 87/ 
03/C6 CHIl K.S NRC . No Uoto.'ed Atfil-alnn Given Ip. 46l97;O04-4fil07O94. 


8007200389 Comment opposirg proposed ruo tOCFHSO ro licensing of nudnor power 
plants whom state A/o' lord govls deo.ne cooperate in offsiio emp'ooncy plennmg. 
PAMMCNP.MK AMuohon Not Assgned 52FRG960 00 1 B4 87/03/05 Commission- 
ora Ip 46197 095-4619? 096 


0607200392 Comment opposing preposod rulu 10CFR&0 ro llcens ng of nucloar power 
' i A /or local govl* decline to cooperate In offsite omargancy p'an- 


plants where siaie i 
n5na 

HUIChESO.V M Ft AUrmVon Not Ass.anod 52me980 Q 01 &S 67/03/05 CHllK.S J 
Office ol ihu Socrotary of Urn Commission. Ip 46197 095-46197:096. 


8607200394 Gcir.mcr.1 opposnq proposed rule 10CFR50 ro 'iconsing ol nucloar power 
p'ants whoro stale A /or focal govts tlochno lo coopornie in offsiio omorgoncy plan- 
i* no 

SUIF.CKI.J. Afli'iat on Noi Ass good 52FR09BO 00187 07/03/11. NRC - No Dole lod 
All alien Given, lp. 46197 097 40197.097 


8807200395 Comment opposing proposed rulo 10CFR50 ro l.consfng of nucloar power 
plarls where Slaio &/or local govls dnclr.o to coopernto In offa.lu omorgoncy plan 
mry. 

BILLINOTON.S T Affil alien Not Assigned 52FR6900 001 BO. U7/O3/C0 Oockot ng A 
Services Branch Ip 46197 090 46197 098 


88D7210001 Comment opposing proposed rulo 10CFR50 ro licensing of nucloar power 
p’anla wfioro slate A/or local yovis docl.no lo cooporalo in oMsito emergency p’an- 


n Z 


NATHAN.0M Aftlnton Noi Assigned 62FR69B0 00236 37/03/05. ZECH.L W Com- 
rr sslonors ip 4627 7 033 402/7 003 


08072 1C002 Comment opposing proposed rulo 10CFR50 rc licensing ol nucloar power 
• &/or local * 


p'ar.ta who.'o stato &/or local govls tioclino io cooporoto m offsiio emorgoncy plan- 

BR?)V/NE At. Affl-ation Noi Ass-good 52FR6900 00230 EJ7/O2/O0. Proaldont of U S 
& FkocuIivO Olfices Ip. 46277 004 46277.004 


6807210004 Cornmoni epposha propoaud rdo 10CFR5O ro Icons ny of nucfofl' powor 
plants whore slate A/pr focal govts declr.o to cooperate in ofisiio omorgoncy plan- 


ning 


LANCEllOTTI.J Alligation Not Assmnod. 52FR69B0 00237. 07/02/00. REAGAN R. 
Pros donl of U S. & Exoculivo Olficos Ip 46277 005-46277;005. 


6607210006 Comment opposing proposed rulo 10CFR50 ro licensing of nuclear powor 
■ :alg J 1 ■ - 


p'anls whero stale &/or local govls decline to cooperate In offsiio emergency p'an 
r ng. 

KEATiNG.TH Attl-alion Not Ass-gned 52FR6980 09230 07/03/24 F1EAGAN.R 
Presidcm ol U S. A Exocuiivo Off ces ip. 46277 006-462/7:006. 


8807219010 Commani opposing proposed rulo 10CFR50 ro licensing of nuclear power 
plants where slate A/o; JocnT govls riocJfno fo cooperate in otlstie emorgoncy pJoi 
ning. 

FIATKIN.M AffiLat-On Not Assigned. 52FR69B0 00239. 87/03/01. RE AG AN ,R. PfOSi- 
cenl of U S & Execulivo Ollicos. Ip 40200 066 48200 066 


8807210011 Cemmeni opposna proposed rulo 10CFR50 ro licensing of nuctoar power 
plants where 9tato ^/or local govls declno to cooperate m offslto emergency plan- 


nfng 

Wifr 


TVER.M Afliiailon Not Assigned. 52FR6900 00240 B7/03/21. NRC • No Oo- 
tailed Affiliaiion Given Ip 4620B 007.46208 087 

1807210014 Comment opposing proposed rule 10CFR50 ro licensing of nucleai ower 
planis whore slaio &/or local govls decline to cooporalo in offsite eme/goncj jjfan. 
ning 

lERNER.MH Affixation Not Assigned 52FA6980 00?4i. 07/03/22 NRC • No Go- 
ta ed Aff.lotion Givon. Ip 46200 060*46208.068. 


8307210018 Comment opposing proposed rule 10CFR5O re l-consing of nuclear power 
plants whore state &/or local govls doclino to cooperate in offsite emergency plan- 
ning. 

JOHNSRUD.J H Enylronmonlal Coa'ihon on Nuclear Power. 52FR69Q0 00164 07/ 
03/0i Offico ol the Secretary ol tho Corr.m’sslon. 2pp 46208 069 46208 070. 


9607210022 Cemmeni oppos-na proposed rulo 10CFR50 r© llcens no of nuclear power 
-pcaT c " 


plants who/e stale &/or focal govts doclme to cooperate in offsite emergency plan- 
n ng 

PERRAULT.C. Affiliation Not Assigned. 52FR6080 00109 87/03/06. ZECH.L Corn- 


8807210035 Commonl opposma proposed r k ,lu 10Cf R50 ro iicons ng cl nudoar powo.* 
plants whero state &/or loca’ govls decl , '.o lo cooporalo n oifs?e emergency p'an 
ring 

PASKAVITCHJ. Aff.lla'ion Not Assgnccl 52f : R6O0O 00 190. 07/03/06. ZECH.L.W 
Comm ssloners 2pp 46200 072-46200 073. 


8007210040 Commeni opposhg p'cposed n,lo 10CFR50 rt> iconsmg of njcloar power 
p'onis whero stole &/cr local govis decline cooparalo in offsile emergency plan- 
nVg 

CCNNCLLYJ.M. AH l ali jr> Noi Assigned e2FRb9fi0 00242 87/03/02 NRC - No Ce- 
tailed AM I aten Givon 2pp. 462CB074 46200 075 


8807210041 Corrmeri supporting pxposed ruo 10CFR50 »o licons ng of rucloar pow&r 
plort9 whero srate &/ 0 ' focal govts doc no lo cocpomto in olfsilo emorgoncy plan 
ring 

LAMENDOLA.C Afll ation Nat Assigned 52FR6980 001G1 07/03/03 Off ce of lh Q 
Sccrolary of lho Ccrrmission. ip 402O8 O76- 46208 070. 


8B072W045 Com.rem opposmo proposed ro!o 1GCFR50 ret licensing of nucloar powtr 
p 'arils where slaio &/or local govls declno fo cocperalo m offs.io cmargency pl9n 
r ng 

JOHNSON.RH. Alf.' a‘-00 No l Assigned 52FR69C0 00192 07/03/06 CHILK NRC - 
No Detailed Affiliation G.ven ip. 46208 077-46298 077 


8807210047 Prov.des comiror/s cn add. app‘ cacen of 'env-bofore break 
(echnofogy Supports NRC offods m broadoning scopo c f appicahon & prev ding basis 
for mod fymg UnsiKral S pedormanco requiremo'its of ECCS 

GR ! OLEY,R. Ternossflo Valoy Aulho-ity. 80/07/14. Occhoilng 6 Sor\*icos Qranch 
3pp 46233.355 46233 360 


8807210049 Commort opposirg proposed ru'e 1CCFH50 ro l.consing cf r.uc'oor power 
plants where slate 4 /or local govts dnchr.o to ccopnraio in offsite omoi'goncy plan 


ning 

MAUSER. A AMi* af-on Not Ass^ned 52FR6980 00243 87/02/27. Heglon 1. Ole o 1 
theDrocfo-'. ip 46208:070-46208:070. 


8007210057 Forwards comments ro NRC preposod ru o 1GCKR61. "O sposnl of Rad- 
wasio Commission should me udo suhstanco of specific oblcscbons lo d scusslon of 
ro ot Innroposod rule in propama supplnmonlnry mfo for f nnl rulo 
KOCHER.d.C . CnOFF.A G Oak Rid co Nm.cn all Bbomtpry 00/07/ U Dockot-ng & 
Servicos Dra^ch 67pp 46235 282 46235 348 


8607210050 Commonl opposing proposed rulo 10CFR50 re Iconsirg of nucloar powo' 
plants whero state &/or local govls doc : no to cooporalo In offsiio omergoncy plan. 


sSiCEA. SORCE. 8. MCCOY.D AOimion Noi Asvgnod. 53FRIMB0 C0i93. 07/03/ 

- 0/9 46 


06 NRC - No Detd od Aifdiallcn Given ?pp 462C6 079 46200 080 


8807210076 Comment opposing p'oposed rulo 10CFR50 ro l consirg of njcioar power 
plants w hore stole &/or lotaf govts doci no to coopumto :n offsiio omorgoncy pan- 


ning, 

SELO N.M 


Aff li anen Not Atisg-od 52FR6980 C9194 1)7/03/06 NRC - No Doia-’Gd 
AM faff on G.von 4620S GOT- 46 20Q 002 


8807210077 Comrront epposna proposed ru?u 10CFR5Q ro licons-ng of nucloar power 
. .. . .. local c ‘ ’ " " “ 


pfants whero state A/o / focal govt 9 doclinu to cooporato in offsite omorgoncy p'ai- 

• Aviation Noi Assigr.od 52FR6D80 00105. 07/03/06 CMILK.SJ. Offico of lh<j Sec- 
retary o Mho Commission Ip 46200:083 46208.033 


8807210001 Comment support ng proposed rule 10CFR50 ro llccnsmy of nucloar power 
plants whoro stale &/cr local govls doclno lo cooporato in olls/.o orr.o'goncy p'an* 
nha 

DASCHER.GH Affiliation Not Asslgnod 52FR6099 00244 07/02/17. HEAGAN.R 
Presidont of U S & E*gcu1ivo Off.c-es ip 4G208 004 -4020(1.0 84 


8807210085 Com moot opposing proposed rulo 10CFR50 ro (Icons ng of nucloar power 
plants whero atolo &/ 0 ' local govts doci no lo coopernto in ofls-lo amorgoncy p'an 

OnlwES.E Afhi alien Not Asslgnod 52FR6969 00190 67/03/06. ZECH.L Commlg 
slonors 2pp 46208 085 46200 060 


8807210092 ComTonl oppos nn propsod rulo 10CFR60 ro hconslng Of nudonr power 
p’anie whoro stato S/or focal govls doclino to coaporoin In offs'to omorgency pfan 

BA^ITttEL.R K. Alfilal-on Not Assigned 52FRO90O 00197. 07/03/11. Commissioners. 
Ip 46200.007-40208:007. 


8807210101 Comment opposing proposed ru'd 10CFn50 ro I conslrg of r.ucloar power 
‘ " r heal govls ' ‘ 


p/aits whore $wq A/or heal govls deem© l© cooporalo in ottsiio amargonc y p'an 


ning 

JOHNSON.C Afliiailon Noi Assgnod 52FR6080 00245. 07/02/26 REAGAN. R 


President of U.S & Exocuiivo Of I cos Ip 46208 086 40 20B 080. 


8007210102 Commonl opposing prop090d rulo 10CFR60 ro kcensirg of r.ucloar power 
p:anl 9 whoro stato £/or local govls declno lo coopfifolo In offsiio emergency plan* 

0E?ER,N.A Affihat-on Noi Assigned. 52FR6980 00198. 07/03/00. Ofl.ce of the Soc- 
rolary of the Commission <pp. 46200 089 46208:092 


8007210103 Commonl opposnn proposed rule 10CFR50 r© licensing of nuclear power 
p’ants where slaio &/or local govts declno to cooporalo In offsite emorgoncy plan- 
n no. 

BUCH.J.. 0UCH.H Alfilatfon Not Assgnod. 62FR60G0 C0246. 87/03/01. REAGAN 
President of U S. & Executive Offices Ip 46200.093 46200:093 


6807210104 Commonl oppoyng proposed ru'e 1OCFR50 ro licensing of nuclear powor 
'Dcel c 


plants whero 6teto &/or loceT govls declno to cooperate in offsiio emergency plan- 
ning. 

LEVINE. G R. Aff.haiion Noi Assigned 52FRG980 00190 07/03/07. Docket ng & Serv- 
ices Branch. Ip. 46208:094 46208 004. 


8S07210116 Comment opposing proposed ru'e 10CFR50 ro licensing of nuc?©D f power 
planls where slate &/or local govls decllno to govts decline lo cooperate in oflsilo 


emergency planning. 
• AifiHat’i 


hon Not Asslgnod. 52FR6990 00200 07/03/07 CHlLK.S.J. Office of the Soc- 


88072 10129 Comment opposing proposed ru'e 10CFR50 ro keens ng oi nuclear power 
pier's whore state i/or local covts decline cooperate »n offs te emergercy plann ng 
CANCEL11ERE.B. AM l a: on Not Assigned 52Fn6993 00201 B7/03/07 CHILK.SJ. 
Olfico of th.© Secrolary of the Ccmm ss on ip. 4620B 035 46208.099. 

8807210132 Comment supporting proposed ruto tOCFRSQ ro I cens ng of njcleer powor 
plants whore slate &/or local govts doc'ne lo cooperate In offs to emergency plan- 

HC&LZER.C, HOELZER.I Affixation Nol Assigned 52FR690O 00202 87/03/07. NRC 

♦ No Deleted Afli'iation Gvon ip 46200 C97-46208 037 

8807210137 Comment opposing proposed rule 10CFR50 re I censing oi nuclear power 
p’ants where slate 6/o t focal govts decline to cooperate in offsiio emergency plan* 
n ng 

WHEELER.C. A If i! at Ion Not Asslgnod 52FR69B0 00203 87/03/07. Comm ssicnors 
Ip 46208 098*46209 G98. 

08O721O143 Comment Supporting proposed rule 10CFR50 ro licensing of ru clear pewor 
plants where s»a1e 4/or local govts decline to cooperate in oflsno emergency plan- 
ning 

* Af filial* n Not Assigned 52FR098O 00204. 87/03/07. OfXee ol the Secretary of the 
Commission Ip 46208 039 46208 009 

0807210146 Comment opposing proposed rula 10CFR50 re licensing oi nuclear powor 
plants whore stele 4/or local govts declne lo cooperaie in offsiio emergency plan- 
ning. 

CURRAN, D . WEISS, E Harmon 4 Weiss. CURRAN.D Un on ol Concerned Scientists 
52FR098O 00249 87/02/20 ZECH.L W Corrm ssiorors. ROBERTS.T.M . 

ASSELSTlNE.J K. NRC • No Detailed AM l.aticn Grvon 4pp 49200 lC3 462CB103. 

8807210149 Comment opposing proposed m:e 1CCFR50 re licensing of nuclear power 
plants where state fi/or focal govts dad no lo cooperate In effsito emergency plan 
ring 

0ARNES.j p., 0ARNES.M., 0ARNES.J. Affixation Not Assigned 52FR6980 00205. 
87/03/07 NRC - No Detailed Atfiiailon Grverv 3pp 46200 104*46200:100 

8807210155 Comment opposmo proposed ru‘e 10CFR50 re licensing of nuclear power 
planis whore stole &/or local govts dec me to cooperaie -n offs to emergency plan- 
nhg 

JELLIFF.F. Affilahon Not Assigned 52FR6930 0020Q 87/03/07. NRC • No Dolaled 
AM .11 at on Given ip. 46200 107 46208 107. 

88072 10159 Comment opposing proposed rule 10C C R£0 ro I censing of nctaar pewer 
p'ams where siato 8/or local govls decline to cooperate in oflsiie emergency plan- 
n:ng 

• Aftiiaion Not Assigned 52FH69B0 00207 67/03/07 NRC • No Doiai'od AM liailon 
Given, ip 46206:100-46206:108. 


8807220004 Comment supporting proposod rule 1CCFR50 re Iconsing ol nuclear pone* 
plants whore slate &/or local govts docline to cooperate in otfsite omorgiervcy pv 
n-ng 

BOLAND.D. Allrllat on Not Assigned. 52FR6080 C01 18 07/02/26 ZECH.l. NRC fo 
Deiai'ed AM I al cn Given Ip. 46241 205-4624 1. 205. 

6607220005 Comment opposing proposod ru’o 10CFR50 re licons ng ol nu: sa* pr,t»c-f 
plants whore stale &/or local govts docln.o lo cooperate in oMs.’b emergency p'an 
ring 

GCMOCSKKS Aft l al on Not Assigned 52FR69C0 001 19 87/02/26 2 ECU Ocnv v 
slo-nors Ip. 46230 246*46230.246 

6607220006 Common! opposng proposed rule 10CFR50 ro licensing ol nx ear pc* 2 r 
planis whore slate 4 /or local govls docimo lo cooporalo m offsiio emergency plan- 
ning 

MITCHELL, O Rosidcnts Against A Polluted Environment, Inc 52FRB980 00 ■ ?0 67/ 
02/26 2ECH.L. NRC - No Dels led Aff.hot on G.ven 2pp 4624 1:208*46241 207 

6007220007 Comment supporting proposed rulo 10CFR50 re I censing ol njdcar po*c* 
plants where siato &/or local govts decline to cooporalo In offs to erro'gc-'cy pt?r- 
nlng 

BLOCK. R L Afli’iaiion Not Ass gnod 52FR6080 00015 B7/02/C6 FOLfCdAPD.J 
NRC * NO Dota-lod Affilalion Given. Ip 48230.24 7*40230.247 

6807220011 Comment opposing proposed rule 10CFR50 ro l icons mg of nuclear 
plants where state &/or local govls declno to cooperate m oflsito emergency p An- 
ring 

MARIOTTE.M Nuclear Information & Rosourco Snrv.co 52FRC900 00014 
ZECH.L Comm ss onors Ip. 46230 24R-46230 240 

6807220015 Commeni oppos nn proposod rulo 10CFR50 ro Lconsir.g ol njdcn po*or 
plants where state &/or local govts docline to cooporalo n offsiio orrorgency p’a'i 
ring 

KOLT.J Pubic Inierost Research Group, Now York S2FR6O0O 0C0I3 6 7/0?/ 16 
Comm.ssioners 5pp 46230 249 46230.253 

8807220017 Common! opposing proposed ru'e 10CFR50 ro Icens-ng cf r.ucloa' f*o«..?r 
plants where siato &/o t local govts doclino to coopnrato In olfsfto eir.orgorcy pn 
ning 

ANDERSON.L s . ANDERSON.K P. Aff.lialion Nol Assgnud 52FR6980 00217. 97/C3/ 
08 CHILK.SJ Office of tho Sccrotary of the Comnvsson. Ip 46220 319 40220 319 

0007220022 Comment opposing proposod rulo 10CFR50 ro ‘icensi^g ol nuc’oir |^sc j ‘ 
p’ants where siato &/or local govl3 doclino lo cooporalo in offsiio emergency p's«*- 
n J ng 

&tGE*LOW,S.W AMillation Not Asslgnod 52FR6900 C0210 07/03/00. CHILK.S Ofuco 
of the Socrota'Y of tho Comm ss on Ip 46220.318 40220 31 B 


6807210163 Comment opposing proposed rulo 10CFR50 re lcens : ng of nuc:oar power 
plants where siato 6/©/ local yovts docl.ne to cooperate In oftslto emorgoncy plan* 
n ng 

* Affixation Not Assigned 52FR6980 00208. 87/03/ 1 1 . NRC ■ No Dete lod Alfil ation 
Grvon. Ip 46208:109-48208:109 


8007220036 Comment opposng proposod rulo 10CFR50 ro lennsing of nuclei' por 
plants whero state &/or local govts doclino lo coopomlo in offsiio urrurgcncy phr 
A-ng. 

ATKINS.V. Affiliation Not Assigned 52FR69Q0 00210. 0//O3/C8. Office o’ 'fiu 0i*crc 
tary of tho Commiss on 2pp 4022O 316-4O22O 31 7 


8607210189 Ccmmont opposing proposed rule 10CFR50 (& licensing of nuclear power 
planis who: a ate: 9 &Jct local govls daci na \o cooporalo in offs to emorgoncy pan- 
ning 

RHODES, J. Aff Lotion Not Assigned 52FR608O 00210 07/03/07 NRC - No Detailed 
AM.lsat.on Given 2pp 40208:1 10-46200 111 


8&07220041 Comment support ng proposod ru'o 10CFH50 ro Icons ng of nucloa' pcv*\r 
planis whero stale &/or focal govts rioci.no to cooporalo In olfs.'.o orneryc/wy pLw 
nlng 

DOWNING.D.W Affiliation Not Asslgnod. 62FR6nOO 00220. 0//O3/OO NRC - No 3e 
tailed Affiliation Given Ip 46220.3l5*462ij0.315 


8807210179 Comment supposing proposed rule 10CFR50 re Jccnsing of nuclear power 
plants whero stale &/or local govl3 decline lo to cooperaie in offsiio emergency plan- 
ning 

DELQICNDO.T. AfMation Nol Assgr.ed 52FR69G0 00212 67/03/11 Off.co of Lhe 
Socrelarycf the Commission Ip. 46208 112 46208:112 


8B07220C81 Commont opposing proposed rulo 10CKH50 ru licensing of aje'ear powtw 
plants whoro state &/or local govls decl:no lo r.ooporaio in offsiio oron-gonc* pan- 
ning. 

JOHNSTONE.J.. JOHNSTONE, N Affiliation Not AsslQnod. 52FRl>980 00221. W0V 
11. ZECH.L CommlS8 ; onors. Ip. 46220:314 46220 314 


B607210187 Commeni opposmg proposed rulo 10CFR50 re l.censing ol nuclear power 
plants whore aiaio & /or local govls docline to cooperata in offsiio orrorgency plan- 
ning 

• Affihaison Nat Assigned 52FR6980 00213. 07/03/08. 2ECH Commissioners 2pp. 
46206: 1 1 Q *46200 114. 


0907220108 Comment opposing proposod rule 10CFR50 ro l.consing of nucloa' po^r 
p'anls whoro siato &/or local govts decline to cooporalo n olfsito emorgc , ''Cy plan- 
ning. 

JOHNSTONE.O L-. KELLEY, DJ. Alf.llation Not Assigned. 52FR9900 00222 87/03^? 
ASSELTINE.J Commissioners, ip 46220 313-46220:313 


8607210190 Comment opposing proposed rule 10CFR50 re licen 9 ng of nuc'oar power 
plants whore 9tale &/or local govts dad no lo cooperate In offsite emergency plan- 
ning 

DRODSKY.j. Afi nation Not Assigned. 52FR6980 00214. 07/03/11. NRC - No De- 
tailed Affiliation Given. 2pp 46200 1 16*48206:1 16. 


6807220123 Comment opposing proposod rulo 10CFR50 ro I'CGnsng of nuc car pc*\r 
plants where state &/or local govls dec'ino to cooporato In ofls to emergency fan- 
ning. 

MANDCE-A.. MANIX.G C AfMiatlon Not Assigned 52FR600O 00225 87/03/03. NPC * 
No Oeta-lod Alfiliatlon Given. Ip. 46220:312-46220:312 


6607210192 Comment opposma proposed rule 1OCFR50 re licensing of nudoar power 
plants where atafo 8 /or local govts doc ino to cooperaie In oifslte ema.'gency p’an- 
nlng 

HALSEY, C.B All liation Not Assigned 52FR6980 00215. 07/03/08. ZECH.L. Comrnls- 
sloners Ip. 46203 1 1 7*46208:1 17 


9807220134 Comment opposing proposed rulo 10CFR50 ro licensing ol nucloa* pc 
pfants whore stale &/or local govts docl.no lo coopomtu in offsiio omo'go"cy p i> 

HTO. 

CnONAN.A M. AtMlatlon Not Asslgnod. 52Fn6980 00223 87/03/11. O?fico o 4 V* 
Secretary of the Commission, ip. 46220:31 1-46220 311. 


8607210199 Commont supporting proposed rule 10CFR50 ro licensing of nuc!oar power 
planis whore stele &/or local govts docline lo cooperalo in offsite emergency plan- 
ning 

STOKES.T.F. Affiliation Nol Ass g nod. 52FR690O 00216 87/03/08. ZECH,LW. Com- 
missioners. |p. 46208:1 18-46208:1 18 


8807220150 Comment oppo si no proposed rule 10CFH50 ro ficonemg ol r.ucioa* po-> -* 
plants where slate &/or local govts doclino to cooporalo in offsite omorgor:} pn- 


ME^HEN.E J. Aff.l ation Nol Asslgnod. 62FR6Q80 00224. 07/02/26 NRC ♦ No So- 
tailed Alfi lalion Glvon. 2pp. 46220:309-4B220 310. 


6807220001 Comment supporting proposed rule 10CFR50 ro licensing of nuclear power 
plants where atate &/or local govls docline to cooporale In offslle emorgency plan- 
ning. 

PASSE R.H.C. Affiliation Not Asslgnod. 62FR69B0 00116. 37/02/25. ZECH NRC - No 
Detailed Alfi’latlon Given. 2pp. 40241:202-46241:203. 

6807220002 Comment supporting proposed rulo 10CFR50 re licensing of nuclear power 
plants where state £/o.' focal govts decline to cooperate In offsite emergency p’srv 
nlna 

MABY.E C. Aff.lial on Not Assigned. 52FR690O 00116. 87/02/26 ZECH L Commis- 
sioners. Ip, 46241.204*46241:204 


8807220169 Comments on proposed rule 10CFH50 ro cocporoiivo olfoits te^cen 
a fate & NRC w/ reaped lo commercial nuclear powor planis & other nucloar proOuc 
loner util zallon facilities 

WALSH, O F. New York. Siato ol. 63FR21901 00005. 80/07/00. Docketing & Series 
Branch. 3pp. 46220.320-46220.322. 

8807220165 Comment opposing proposed rule 10CFR50 ro Lconsmg of nuc 'car povcv 
plants whero state &/or local govts doclino to lo cooporale in offsiio emergency 

SL&TKIN.M. Affiliation Not Assigned. 62FR6980 00226. 07/03/01. ZECH NRC - No 
Delailed Alfhatlon Given, ip. 46220 308 46220:308. 


8807220003 Comment opposing proposed rule 10CFR50 re I'cens ng of nucloar power 
plants whore atate &/or Socal govls decline to cooperate In offsiio emergency plan- 
ning 

MATTHlS.L J. AtfiTatlon Not Assigned. 52FR6980 00117. 87/02/26. NRC - No De 
ta led Affiliation Given. Ip. 46230:24 5 46230.245. 


8807220109 Comment opposing proposed ru’e I0CFRS0 ro licensing of nuclear pen.*-' 
planis where stato &/or local govts docl.no lo cooporato in offsite emergency par- 

MC&NIHAN,D.P. Senate, Environment & Public Works 52FR69Q0 00086. 87/0?; 23 
NRC • No Detailed Aflillation Given. 11pp. 46230 257-46230.267 



8S37220721 Comments Supporting p.'oposod rulo 1OCFM01 re d sposal o! hgh lovo 1 
radwasta C.acussos concerns aboui lirpaci or vcl o( g'eoiar that Class C waste on 
current planning & schedules 

Vr'iLHAVS.MC Union Elecinc Co. 53FR 17709 00014 8B/Q7/14 Dockolmg A Sorv* 
Ices E3*anch 2pp 46220 304-46220 305 

6807220230 Commoni opposnu prcposod fjlo 10CFR50 re licensing ol nuclear power 
plants where siaio &/or local govls dec^rno lo cooporaie In offsite emergency plan 
nnq 

EOSALL.J S. Afhliaiion Not Assigned 52FR698Q CO 227 07/03/05. Co.TrrisSicrors 
2pp. 46230 26B 46230 269 

6807220234 Comment oppos ny proposed rule 1CCFR50 re licons-ng ol nuclear pcwer 
plants where 9lolo &/or local govls decline lo cooperate In offsite cmcigorcy plan 
r. eg. 

MAPSHALL.S Afloat on Not Assigned. 52FR69B0 00228. 07/03/05. 2ECH.L. Com 
miss oners Ip 46230. 270 46230. 270 

6807220235 Corrmeni opposing proposod ru‘o 10CFR61 ro d sposai of groator than 
C‘3S9 C waste by faciit-os otrmr than NRC Roquesis NRC Ineiudo roqu foment for 
any waste ha?firdcus for 100 yrs bo forferal rospons«hi ity 

POVvElL.WJ Affihaiian Not Assigned 53FR17709 0001 1. 80/07/06. Docketng & 
Sorvxes Branch tp. 46220 307 46220.307 

6807220230 Commont opposmn proposed rulo I0CFR5O re licensing ol nudes' power 
plants whnro slalo 8/0' local govls doc mo to cooperate in effsho emergency p'an* 
nng 

UECKER.M. AfMiaiicn Not Assigned 5?FR6y0O C0229 07/03/05. NRC • No Dolalled 
All labcn G.von Ip 46230 27 1 4G230 271 

8807220243 Commonis on proposod rulo 10CFR61 ro disposal of gruator lhan Class C 
low lovol radwas'o Urges going boyond p'oposod rule & Including other compononis 
of tow lovol waslo stream In govt area ol i6spons.bll.ty 

LASH.J. Vermont. Slalo of. S3FR 17709 00012 07/0//0G Dec doling A Sorv cos 
B'anch 2pp. 46220 323 46220 324 

6807220246 Commont opposing proposod rulo 10CFR50 ro licensing of nudthV power 
plants who'o stato &/or local govls dori.no to corporate In offcho ©rrorgoncy plan 
nrnq 

PEPPERCORN.M. Afl.l alien Not Assigned 62FH60G0 00230. 87/03/05 CHILK.SJ 
Office 0* the Socrota'y of iho Commission ip 46230.272*46230 272. 

8607220247 Communis on proposed ru'e 10CFR61 ro disposa 1 of greater lhan Class C 
tow ovol radwaste.Suggosis denoting iho option tor stain rusponsibl’ity A .n elude ro 
qu renwii that lodorai govt bo responstaio 

DRAKE, G. A. Afiriation Nol Asscnurt 53FR1770H 00009 CB/07/02 Docketing & 
Sorv cos Branch. Ip. 46259.004-46259.004 

8807220299 Commonl opposing proposod rule ICCFR50 ro licensing of nuclear power 
plants whero state &/or local govt9 docl.no to cocporato In offsite emergency plan 
nirg. 

KAGAN .A Alliliaton Not Assigned 52FR6000 00231 07/03/05 Rog'cn 1, Ofc ol iho 
Director. Ip. 46230.2/3 46230.273. 

8807220308 Comments on proposed rulo I0CFR61 ro disposal Of low *OvCl 
tadwoslo Roquosts that NRC toko furthor acilon as outlined by enclosed ottachnnonls 
CROFF.AG Oak Ridgo Nat-oral Laboratory 63FR1 7700 00013. 80/07/14 Dockolrg 
A Sorv C03 Oranch 67pp. 46220 325*46221 031. 

083722031 1 Comment opposing proposod ru*o 10CFR50 re licensing of nucloar power 
plants whom stato A/or local govts (Joel no to cocporato in otfslio omorgoncy plan 
nlr.g 

EISLIGER.M Aif nation Not Assigned. G2FFI6UOO 00232 07/03/06 Com mis Merer 9 
Ip. 4G22 1047.46221.047. 

0607220328 Co.mmem 9upporiing proposed rulo 10CFR61 ro cJ sposo 1 ol groator than 
Cass C r ow level ratl-vasto 

SORENSEN.GC Washington PuhLc Powor Supply System. 33FR17709 00021 60/ 
07/14. CHILK.SJ Ollico of iho Socrolary of ihu Commission, ip 40221.032. 
46221 032 

6607220329 Comment oppos-nn proposed rulo 10CFRS0 re llconslng of nudea' powor 
plants whore siato A /or focal govls decline to cooporeto In off she emergency plan 
nlnn 

KRAFT, M., TARVERS.B.T , PETERS, M.N. Truro, MA 52Fn6 r JB0 00233. 67/03/03 
NRC No Data-led Affiiation Givon. ip. 46220 303 46220 303. 

8607220339 Commenls on proposod rulo 10CFR ro disposal ol groator ihon Class C 
•nw lovo- radwasio A the current definition for high lovel waste. Urges Commission io 
reconsider dof nlng high levol wa9to on basis ol physical charactorist ch 
0ORYS.SS Affiliation Not Assigned 53FRI7709 00020. 68/07/15 Oockollng & 
Se rv.ee s Branch. 2pp. 46221 033.46221:034. 

6807220356 Communis on proposod rulo 10CFR61 re dsposai of greater than Class C 
aw level rad was io in deep goo logic repository 

BISHOP. W.A Washington. Stale ol. 63FR 17709 00010. 88/07/14. Docketing A Sorv* 
■COS Branch. 6pp 40221:035.46221:040 

6807220361 Comment opposing proposed rule 10CFR61 re disposal ol groator than 
Class C low levol radwaste outside ol deep geolog c repository. 

ZELLER. L. Affiliation Not Ass^ned. 53FR 17700 00010. B8/07/C8. NRC • No Do I ailed 
Alf.liatlon Given. Ip. 46221.04 1-46221.041. 

6607220367 Comment opposing proposed rule 10CFR61 ro disposal of greater than 
Class C low levol radwaste. 

0ERG.C. Affiliation Not Assigned. 63FR 17709 00017. 80/07/ IB NRC - No Dolallod 
Aff nation Given Ip. 46221.042-46221:042. 

6607220375 Commenls on proposed rule 10CKR61 ro dsposol of groator lhan Csss C 
‘cw lovol radwaste outs*do of deep geologic repository 

CLEARY.J F. K/icfVgan. State of. 53FR1/700 00018 80/07/13. CHILK.SJ. Olfico of 
iho Secretary of the Commission. 2pp 46221 043-46221:044. 

8007220364 Commenls on the proposed rulo 10CFR61 re disposal of groator than 
Class C low 'eve l radwaste outside of doop geologic repository. 

MOGHlSSl.A.A American Society of Mechanlcol Engineers. 53Ffli7V09 00015 68/ 
07/16. Dockolmg A Services Branch. 2pp. 46221:045-46221 046 


8007220390 Co.rmant 9Lppcr|ng p'cposod ru'e 10CTH50 re propose') po‘ cy st0teme , ' , . 
on cooperation w/stnies at convmorcal p^wor plants A other production o' 

ul ization famlites as putmhed in Ffl on 680ul3. 

ESCHELS.C Wash ngten, S'ato oL 53FR21901 00007. fm/07/12 Dockd'. ng A Serv- 
ices BrBr.ch 2|ip 46210 324 46210 325 

8007250122 Comrroni oppos no propcsod ru’o 1CCFR50 rn Iconsing of nuclear power 
plants whore side A/or Icca^ govls doc' no In coopo*ato in oflsiio emergency plan 
n ng 

* Alfiliaiion No* Ass:g»io<1 52FR69n3 001 54 B7/02/26 ZECH.L. Corrmisscnors Ip 
46246 102-46246 102 

8807250134 Comrroni oppos ng proposod rulo lOC^RGO re licensing ol nuclear powor 
planls whoro slalo S/c r 'oca r govls dec me to coOpOMto in oflsiio -emergency plan- 
ring 

GUAF|:GUA.MA GUARIGLIAAM Alfi! al<pn Not Asb gned 52) R590O OO 174 67/ 
03/01 ZECH.LW NRC * No Deia led AIM anor Gwon. ?pp 46246 1C3-46246 101 

8807250146 Commem opposing proposed ru’o 10CFR50 ro licens ng ul nuclear powor 
plaits where stale S/cr 'ocal govls dock' o lo coopnraio In offs to cn ergoncy plan- 
ning 

RERKOWITZ K Aft ialon Not Assgrod £?FR69f!0 00135 G7/03/03. NowsDaia 
Corp Soall'O, WA tp 46240 103 46246 103. 

B8O725O10O Comment suppo-'trg proposed ru'e IGCFHG’J conscrn ng (:cl.Cy sietome^t 
ro conporat on w/siatos ol commercial rjp:oo' p-ownr pipnls or utilization lac lilies. 
BliRSKl.n F. Lou Siena Power & l ight Co 53FR21991 00015. 80/07/13. Dockei-rg A 
Serv.ces Branch 2pp. 4624G098 46240099 

8007250207 Common on proposed rule 10CFR50 concur nng pokey slalemont re coop- 
ora'ion w/sta*os Doiegal ng some rospens L Id os lo slate can omy load to inotneon: 
util zal.on ol rate payor resources. 

SCRENSF.N.GC Wa^rngton PutlC Power Supply Sysiom. 5JFR2I081 CCG14 00/ 
07/1 1 Dockel-ng A Servicos Branch ?pp 46230 274 46230 275 

8007250286 Comment opposuu proposed rulw 1UCFH50 re liconsing of nje’ear powor 
plants whore sia r o A/or local govts dec mu to cooperate In offsite emergency p'««u 
nlng. 

TREPAL.C Cuyahoga County Ccrcomod Citizens ANGEL J H C.tzo'’S for Land A 
Water Use SEFCEK.D. Northern O'io Cilizons Agansl Purry A Dfiv.s-Bosso. 
62FHG080 00234 67/02/16 NRC - No Uulft lud Afllnf.on G von 2pp 46246:095- 
46246 006. 

8007250202 Coxniort oppos nrt propi'S^if m'o lUCf R50 re I’Consng ol m.Cloa' power 
plants whero state Aror :oca r govls doclino lt> cooporaio n offs to emergency plan- 
ning 

4 Affiliation Not Ass gno-.l 52f R6960 00021 87/03/11 NRC • No Botai'od Affi ia1’on 
Given, ip 4623^270-46230 276. 

8007250350 Comrr.enl on proposed ru'o 10CFRG0 rn polcy simomen! on cooporaiion 
w/8iatos & comn*,orc til nuc l o<ir power plants Po! cy stnlomnnt nm^i g.ious to I 9tod 
roq-ji'cmunls Ni^C should not ponr.ii ImJopnndont slalo nsp progrems or roviuwa 
lEO. , ‘MRD ( J.O. Long lolnnd Llohlmg Co. 53FH2HJ01 00011. 00/07/14 Oockai-ng A 
Eorvicos Branch 2pp. 46230 277*46210.276 

8007250437 Comment supporing proposed rule 10CFR5J ro po'icy slaicmnnt on NRC 
cooperaticn w/statos at coanmcrcal micloftr f»owor plants A other ntcloar productloi 
or ui*‘i ration facilities 

FAY.CW. V/ SCO asm EldC'ilc Power Co 53FR210U1 00090 8)1/07/11. CHILK.SJ. 
Docketing 8 Sorv cos Urrv.cb ip 40246. 0D7-4G246 007. 

8007270151 Forwards regu'atory h Mery for NEPA rovlow procedures lor goolog c ro- 

e oslionos for U gh level wnsle in response to 030512 memo 
/Ol F J. Off Co of tho Ge.-ora Counsel AC04-1 01. 86/07/15 MEVER.O. NFtC * No 
Dotei'od Aif l-atlon G von 5pp 40245:100 40246:094 

-8601060205 Responds to 2bCh 851106 mo-rno concur nr.y rUemak rp schocJUu pub- 
I shod n Regulaiory Agenda Ru'omaking wojld address Commission NEPA rov.ew re- 
sponsitil t.oa fer high lovo* waste rosposi lory Revised schedule oncl 
CIRCKS.WJ Ofc of the Gxccul.vo Diroctcr for Oporalicns. AC04*1 03 86/01/02 
PALLAD'NO. ROBERTS. ASSELSTINE Comm ss:cno's 2pp 46245.107-46245 100 

-0001090073 Conirranis on schedule «or rulemak ng io amond 10CFR51 A provide pro 
cedu/os for NRC on/ron review responslbitily on ap pi cat on for hj;h lovel waste ro 
posilory liconse.T'mo a'lowod for Co rr mission vole A roviow questioned 
ZECH.L.W. Comrr.ss onors. AC04-1 02 85/11/06 PAL LAD! NO. RCBERTS. ASSEL* 
STINE Commissioners. 2pp 46245 105 -16245:100. 

“6603200064 SECV-0Q 051 Rocommond9 approval of Alternative 2 for rUemoklr.g to 
estab'ish crlioria to bo usod in adopt rg FIS proparod by DOE for goc“og'= ropo9itonea 
for high level wasto 

STELLO.V, Ole of tho Exocut-vo Diroctcr (or Oporat-ons AC04-1 05 06/02/12 i ipp 
46245:110*46245.122. 

“8607090527 Draft Commission paper prov d ny addl info ro rtfomaking approach roc- 
orrmended in 5ECy-06 O5i for esiah'ishng criteria fer adoption ol EIS proparod by 
DOE per Nuclear Wfl6te Policy Act of 1082 

STELLO.V. Ole ol iho Exocul.vn Director lor Oporoticns. AC04-1 09 86/06/27. 6pp 
4624 5 264-46245:259. 

-0803240364 SECy OB OEO Hecommonds Comm sslon approve orcl amends to 
10CFR51.60 A 2. Dsiebl shlng procudJ'os for NCFArovlaw of go-o'ege repositories fer 
high lovol waste for FIT pubi caiion 

PARtER.W.C Oflico of tho General Ccjnso! AC04-1 II 88/03/02. 63 pp 46245 287* 
46245.349 

“8805160036 Advises ihai Co.mrr ss on volod to app'ovo oncl proposod arronds to 
rules in 10CFR2.51 & 60 Proposed rules would address Commission roio under NEPA 
In connact on w/hconso opp’icat-on subm-itod by DOE 

PARIER.WC OMiC© Ol Iho Genera! Counso) AC04-1 10 0G/05/02 SHARP, P R 
House of Rop.. Energy & Commerce. UDALL.M.K House of Rep . imohor & insular 
Allaire 2pp 46246009 46246094 



**0805160043 Adv.ses ihai Cormn.ss on voted to approve encl proposed amends to 
rues 10CFR2.51 & 60 Proposed ru'es address Ccrrmssion fcle under ME PA In ccn 
roc: on w/ license appicauon submited by DOE 

TPEGY.S A. Assistant General Counsel fo' Rulemak-pg & Fuel Cycle ACC 4 1 17 68/ 
05/03. SWARTZ.L Countt - on Env.ro n menial Quality Ip 46246091 46246C94 


“8807270228 Forward s. per J Curtiss reQu09i. SECY-06 051 A & Oopuiy General Too* u 
B60414 memo to Commission re NEPA review procedures fo.' ge-o'cgic rcpoSi'Cn.s 'u 
high !ovcl waste Requests to preserve confidenilality of sub; docurne'Hs 
KAMUERER.C OlHce ol Congressional Affars tpro 870413) AC04-1 08. 86/r 5<i«; 
SIMPSON. A K Senate. Enyronmeni & Pub'io Works Ip 46245P30 46245 253 


*♦8007270186 Staff requrerrems memo re rulemaking to emend 10CFR51 to provide 
proced.r'es lor NRC environ rove* re sponsion lies under Keefer Waste Po'icy Act A 
to Into'm Ccmmiss on il unable io meet date & why nci aCo to do so. 

CHILK.SJ Odice of the Socroisry ol Ccrrm ssion. AC04-1 04 06/01/03 
ClRCKS.WJ. Ofc Ol (he Executive C rector for Opd'a:cns. Ip 46246 103-45245 109. 

*■0807270222 SECY-06C51A Trflnsm.ts to Comm sslcr.for ccns dorokcn of SECY.06- 
051, documents sotting fortn differing prof opmon ro NEPA rev ew procedures <or 
h ch lovel waste goo'oglc repositor es 

SjELLO.V Ctc of the Executive Oracle r for Ope*a'icr9 AC0-M 07. S6/04/22 
116pp 46245 123-46245 236. 

-8807270228 Forwards.per J Curiiss- reqjesl.SECY -06-051 A 8 Depi/y General Counsol 
8604 1 4 memo lo Commission re NEPA rev ew procedures for geologic repositories for 
high lovel waste Requests to preservo coni den'iehty of subj document 9 
KAMMERER.C Cfice ol Congressional Alfairs (pro 870413) AC04-1 03 86/05/OB 
SIMPSON A K Ser.ai6. Environment & Puthc Works tp 46246:239*46245:253 

“8807270247 Adv ses thai Commsson approved prepa'at.cn ol proposed ru‘o oslab- 
l 9hi''g procedures to f NEPA rev.ew ol geology repositories lor high level waste 
CHILK.SJ OMice cf tho Secretary of ihe Cormusson. AC04-I i0 86/11/12 
ST ELIO. V. O’c c* tho Executive Doctor *or Oporai cr.s 7pp 4G24S.26CM6245 266 

-8807270251 Adv.ses that Ccrrrn ss on approved proposed rj‘d.SECY-OB- 60, establish 
ng procodu'os for NEPA revew ol goo'ogx repositor.es fa* high ’ovel waste 
CIhlk.Sj Olfice ol th.o Secretary of tho Corrmsslon. AC04-1 1? 65/04/07 
STELLO.V. Ofc of Ihe Execute C rector fo* Operatons 6pp 46245 350-40245:355 

“0807270257 Fo wards corgrdSsicnaf ffrs prepared for FR Mob'ce. Proposed Ru'n. 
’NEPA Review Procedures for Geo’ogic nepos.tonps lor Hgh Level Waste " Nolico 
fo'wa'ded lo Ofc of Secretary oi 8 604 26 W/o encl 

MEYER. D L Rules & Procedu'es Branch AC04-1 13 68/04/26 KENT.S. Congtes 
slonal Alfa .rs. Ip 46245 356-46245 356 

**8807270275 Forwe'ds Proposed Rjle 10CFR2.51 & 60. ’NEPA Revew Procedures fo' 
H ch level Waste.’* for photopr ntlng 

SHOWMAfJ.S. NRC - No Detai'ed Alhlahon Gvon ACO-vi 14 09/04/26 Of' ce of 
lh.o Federal Register. Ip 46245.357 46246 068 


“8007270247 Advl96S Ihai Commiss'on approved propflraliCn of proposed r„ O ‘5- 
hShmg procedu'ea for NEPA review of goo'ogc repositories fer h:gh 'eve* was'e 
CHILK.SJ. Office of ihe Secreiary of Iho Commiss-on AC04-1 10 66/l'/i; 

STELLO.V Ofc of Ihe Execulivo Dlroclor for Operations 7pp 4G245 260 45^45 

•*8807270261 Advises ihai Commlssicn approved proposed rule SECY-86 60. cs:aM - 
119 orocodjfe3 for NEPA roview of geologic repositories for hgh Y.vol wnsis 
CHILK.SJ Office of the Secretary of the Comnvsslon. ACC 4 1 1? 8 04/8/ 

STELLO.V. Ofc of the Executive 0 rector (or Operations 6pp 46245 350-462 16 j5« 

“00Q727D267 Forwards congressional lira proparod for FR Nol co.Propascc : Il‘c 

‘ NEPA Review f J rocedure9 for Geologic Repository for Hyh Lovo* Waste; hole.; 
forwarded to Ofc of Secretary cn 080426 w/o oncl 

MEYER.O.L. Ruins <5 Procedures Qrorch AC04-1 13 UB/04/26 KENTS Cone c*. 
eional Affair Ip. 46245 356-46245 366 

-8807270275 Forwards Proposed Rule 1GCFR2.51 A 60. “NEPA Huviuw I’rocutiedtr 
High Lovel Wests,” ler photoprint.rp 

SHOWMAN.S. NRC • No Do fa Ted AfUlaUon G.von ACO-t i 14 88/04/26. Cft 0 cl 
the Federal Reaislor. Ip. 46245 357-46246 060 

“8807270280 In'orms that Corr.rrlsson votod lo approvo & sonl *0 Ol: o' I |l fr- 
pubiicatio-n.proposod amends to Commlsa on rulos in 10CF R2,6i & C3 
PARLEn.W.C. Office of the Gonorat Counsel. AC04-1 15 08/05/02 0R*:AU7 J 5 
Senate. Env-unment & Public Works 28pp 46246 060 46246 060 

“■8001080206 Responds to Zech 051106 momo concorrvrg ru'omakifg schoc ili. p^> 

I shod in Regulatory Agenda Rulemaking would add'oss Comm ss cn NFPA rov it. r - 
sport sibl’hies for hiQh level waste repository Rovlsod schedule cncl. 

DIRCKS.W J Ofc ol Ihe Executive Director for Oparal ons AC04 1 03. Ij-fPO' /C? 
PALLAOINO. ROBERTS. ASSELSTINE Comm-sa-oners 2pp. 40245:107 -16245 I3i 

“8601000073 CommGniS on schodulo for rulomak-rg lo amend 10CFn5f & pfovdo |r> 
endures fer NRC environ revew rosponaibi'ity on application for Hgh lovol w-js'oij- 
pos.’orv liconso.Timo al'owed for Comn'.lss'on voto & rov.ow cuo&i cn'id 
2ECH.L.W Conrmlss loners AC04-1 02 85/11/00 PALLADINO. ROBERTS. ArxSkl* 
STiNE Corrm sslonors. 2pp 46245:105-40245 100 


—8807270280 informs that Comrriss'on voiod 10 approve & sent lo Ofc of FR for 
pubicatio'vp reposed arer.ds to Comm ss on ru'os in 10CFR2.51 & 60. 

PARLE R.WC Off co of Iho Genoral Counsel. AC04-1 16. 68/05/02 DREAUX.J.B 
Sen ale. Envlro-’ment & Pub'rc Works. 2Qpp 40246:069 -4 6246 088 

“86O1OBO2O0 Responds to Zech 051106 memo concerning ru'emakno schedula pub- 
l.shod m Rngulalory Agenda Ruemakng would address Corr mission NEPA review re 
spans b- il-os for h gh fevel waste re spos 4c ty Revised schedulo encl. 

ORCKS.WJ Ofc Of the Executfvo Director fO' Oporatio.ns ACD4-1 03 86/01/02 
PAL LAOINO. ROBERTS, ASSELSTINE Comm-ssionors. 2pp 46245 107 4&2451O0 

-8601090073 Commenls on achodule fo* rulemok.ng b amend 10CFR51 <S provide pro 
ceduxs to* NRC env-ron revew respo-n9:bi‘.iy on appl cation for h gh level waslo ra- 
posilpry license. Ti mo a lowed for Comm salon vole 6 review quosloned 
ZECH.L.W Comm ss o-iers AC04-1 02 85/11/06. PALLADINO. ROBERTS ASSEL- 
STINE Ccmm ss 0 rws 2pp 46245:105 4624 5 106 

-8603200064 SECY-80 051 Recorr.monds opp'oval of Alternative 2 lor roloivaklng to 
establish crittria 10 be usod In adopting EIS prepared by DOE for 900 log c reposilor.es 
(or high lovel waste. 

STELLO.V Ofc of tho Executive Director for Oporaticns. AC04-I 05 66/02/12 Hop 
46245 110 46245 122 ^ 

-8607090527 Draft Corr.m sslon paper provldmg add. -nfo ro rulsrrakng approach roc- 
orrmendocj In SECY-86 051 for estab'ish ng cMona fo* adoption of EIS prepared by 
OOE per Nuclear Wesre Pol.cy Act of 1 9 82 

STELLO.V. Ofc of the Executive Dbreclor for Ope/at ons AC04-1 09 QB/06/27 6pp 
46245 254 46245 259. ' 


-8803240364 SECY- 88 060 Recommends Comm ssio.n approve encl amends to 
10CFR51.60 A 2, ostebhsh ng procodu'es for NEPA review oloocloclc repositoles lor 
b gh level waste for FR publcahcn 

PARLER.V/C Office of tho General Counsel AC04-1 \\. B8/03/02. 83pp 4B245 267- 


-0BO516OO36 Advises that Comm ssion voted to approve encl proposed amends to 
rules In lOCFHS.Sl <S QO Proposed ru/as wou’d address Commission rofe under NEPA 
n connoction w/liconso app'ication submlited by DOE 

PARLER.v/.C. OM.ce of the Ger.oral Counsel AC04-1 16 8B/05/02. SHAF1PPR 
Houso of Rep . Enorgy & Commerce. UDALL.MK House of Rep , Inferior 4 Insu'ar 
Affaire. 2pp 46246 060-46246.094. 


-0005160043 Advises that Commisson voted to approvo oncl proposed amends to 
rules 10CFR2.51 & 60.P/oposed rules address Comm ssion rolo under NEPA in con- 
nection w/license appkalon submiued by DOE. 

TREBY.S A Assistant General Counsel (or Rulemaking & Fuel Cycfe. AC04-1 17. 88/ 
05/03. SWARTZ.L. Council on Environmental Quality. Ip. 46246:091-46246.094 


-8807270168 SlaM requ remenls memo re rulemaking to amend I0CFR51 to provide 
procedures for NRC environ review respons bil lies under Nuclear Wasfo Po’lcy Act & 
lo inform Comm sslon if unable to meol da to & why not able to do so 

, of 1h £ Secreiary of ihe Conr.rr sslon. AC04 1 04 86/01/03. 
OIRCKS.W.J Ole of the txocu:iva Drocto' for Ope^a'lons. ip 46245 1C0-46245 109, 


“ 8 A°/ 2 I 0W2 SECY-66-051 A Transmit lo Comrr.lsson.for con si d ere lien of SECY-86- 
051, documents setting forth oTffenne prof opin on ro NEPA review procedures for 
high lovel wa9le geologic repositories. 

STELLO.V. Ofc oi the Execulivo Director for Operations. AC04-1 0? 86/04/22 
1l6pp 46245.123-46245:238. ww u re. 


-8603200064 SECY-66-051 Rocommonds approval ol Aliornai.vo 2 for ruorra-r] <c. 
establish criteria to bo usod in adopting EiS proparod by DOE for goofeg* '©positiM? 
for h gfi level waste 

STELLO.V Ofc of the Execulivo Diroclor lor Oporotons. AC04-1 05. 80/02/12 11 ;>c 
40245.110-46245:122. 


-8607090627 Drafi Comrr.lsS'on papor providing addl Info ro rulon-ekmo np;-rcs-‘.h ro: 
©mmendod In SECY-86-051 for establishing criteria for edcpl-on of EIS p'Op^'vd 1/ 
DOE per NucIgq? Wa9lo Pol.cy Aci of 1082 

STElLO.V Ofc of the Execut-vo D rector for Oporellons AC04-1 09. e0/C9r2? Car 
46245 254 46245 250. 

-8803240364 SECY-8Q-060 Rocommonds Commission appro-vo oncl amend* lo 
10CFR51.6O & 2 . establishing procedures lor NEPA reviow ol geologic ro;x> c lot «. 1 V 
high level wasto tor FR pub’icQtlon 

PARLER.WC. Off. co of tho Gonoral Counsol AC04 1 11.00/03/02 flflig 40246?6/- 
40245:340. 


“8805160039 Advisee that Commission votod to approve oncl proposed lo 

rules in 10CFR2.51 & GO Proposed rulos would address Commission rolo urdu r A 
In connoction w/licenso epp'icaiion fiubmittod by DOE. 

PARLER.WC OMicq of the Gonoral Counsel AC04-1 16 0B/O5/O2 SHAHP.PP 
Houso of Rep , Enorgy 6 Cemmorco. UDALL.M K. House of Rop.. Inienor 8 ir.sJs* 
Al f airs. 2 pp. 46246 069-46246 00-1 

“8605160043 Advi809 that Comm sslon votod lo approvo oncl proposed emods 10 
ru/es fOCFRZ.Sf & 60.Propoaed rutas address Commfsson rolo unde.' NEPAr co»* 
n action w/licenso application subm.liod by DOE 

TREBY.S.A. Assistant Gonoral Counsel for Rulemoklng & Fuel Cyc!o. ACC4-I 17 c^.' 
05/83. SWARTZ.L Counc-I On Environmontal Quality. Ip 46246 001 46246 001 

•'3B07270186 Staff roqu.remonis memo re rulomakmg lo amend 10CFR51 le pre.Ma 
procedures for NRC environ roviow rosponslb hues undor Nucleo' Waslo Po cy A/1& 
to Inform Commission if unablo to moot date & why not ablo to do so 
CHILK.SJ. Office of tho Secrotary of tho Commission AC04-1 0-'«. (jO/OI.'C} 
DJRCKS.WJ. Ofc of lb© Exocuhve Director tor Operations. Ip. 40245:109*46245 K-? 

“8607270222 SECY-86 051 A Transmits lo Commission. for cons Ido rati on of STCYB6- 
051, documents sotting forth differing prof opinion ro NEPA roviow proce.Lu,* tv 
h ? gh fevel waste geologic repositories 

STELLO.V. Ofc of the Executive Director for Operations. AC04 1 07 66/0 rl 
t i 6pp. 46245:123 46245:238 


“8807270228 Forwards.per J Curt.ss roquost.SECY-86-05lA & Deputy Gonoral Coj.lH 
680414 memo lo Co/nrrussJon re NEPA review procedures for qqoIoqx ropes Jcnos 1y 
Mgh level waste Requests lo preserve conlidontialily of subj documents 
KAMWEHER.C Office ol Congressional Affairs (pro B70413) AC04-1 08 bC/C- 09 
SfMPSON.A.K. Sonate, Environment & Public Works. Ip. 46245:239*46245:253 

•'8607270247 Advises that Comm 99lon approved preparation ol proposed ru’o e$‘4&- 
llshlng procedures for NEPA review of geologic repositories lor filch lovn' waste 
CHILK.S J Office of ihe Secretary of the Commission. AC04-1 10 66/11/1? 
STELLO.V. Ofc o-l the Executive D.rector for Operations. 7pp 46245.260-4624? 258 

-8807270281 Advises that Commission approved proposed rulo.SECY-BU-60. os^attih- 
ing procedures tor NEPA review of geologic repositories for high lovel wasto. 
CHILK.S. J OfLco of the Secretary of the Comm’sslon. AC04-1 12 0-0/OfrC/ 
STELLO.V. Ofc of the Executive Director lor Operai'Ons. Gpp. 46245:350-46245 3 !5 



fcrwarcii: tc Ole of Secretory on 990426 W/n enci 

WfcvCHD.. Hu os A Procedures Branch ACO-l-l 13. 68/04/26 KENT,S. Cor.*;iGS- 
« ora' Alla if, i f , 40245 356 46245 356 

♦•9007270275 Fo.-wa'cto Proposed Hj;e 10C.FR2.51 & 00. ‘ NEPA flovow ProcGdj r es for 
1 ■ ( r 1‘ . nvo' Wash* " lo* gf‘<j!o;ir«n1ing 

SH'j'iVM Af-J.S \r\C No Doiailnd Aflnahon G.von AC04-1 1-1. 80/04/26 Olhco o # 
Iho FcJer a- Rector ip 46245 357 46246 C68 

‘•8607270280 Iniorrm dial Corrmsscr volod lo app.Gvo A sonl lo Ofc cf Fd fcr 
puT '\al-lir proposed ninunds 10 Comrr.iss.on rules in 1GCFR2.51 S 60. 

PAWLniWC OMico Of »m Gonoral Course' AC04-1 15 66/05702. DSEAUX.J B 
S-cnW. “rtvirrrnujn* & Pui:l:c Works 20pp 46246-060 46246 068 

£P0?2 70272 Co'nmont or. prcpcsed ru‘0 1UCFR35 re Hammy *ci lcchno!cg.slS A dcs;* 
n.elriits 

-?..C7An.DM Uon Soi.ci.rs Mosp . Molhuun, MA 53FRiB(3«i5 00311. 00/07/21. 

0 ^'C’in<j A 5orv cos Branch ip -16245 097 46245 39? 

8507270276 Crrnrr.oil on proposed ruin 1CCFH35 ro Haring & experience* entoua for 

1 rh v : o:jib l s u i r a b , pioriu c f mu i 

MCCiC.vVAN.R f: A rr or .can Boyisl'y ol Rudologc Techrolcg-sls 5JFni8PMS 000’2 
58 / 07/10 f wkelmy A Services H/arrh 24pp 46250 066 46250 001 

00D727O297 Com^nri s- pporimj proposod ru'o 10OR50 allowing stale to accompany 
NRC personnel on fcgUa' n*»p cl Uicillios 

■AOWLLDOM 1 D. CfllJctma. Stole ol 63-R219B1 00320. 65/07/10 Uockoing 8 
3urv jos I'v&nch ?pp 40245 098-40245 0Q9 

6607200056 Corn-nord epposng proposud rufe 'CCFRCt ro disposal of greater (dan 
CMSS C waste >r tacnlos r.ol rog.j'atod by NRCUolCdon of cplicn lor stales 10 tnko 
C'cal*»r than Class C waslos suggested 

PCJVVuLL.WJ Alh? ar-on Not Assigned 62FR4757B 00022. 00/07/06 CMlico O' the 
Socrolciry cflhu Crrmilss-on 2pp 46753 122-46253.123 

06O72QCO59 Common! on pioposorl rulo 10CFFI6! Asks lo dololn option for stalos lo 
lA'-o g'oaio ihan Cass C waste A lo roquro waste that lakos rro-'O iron 100 yrs ro 
decay lo hi) coni rung lodornl rospons l> lily 

MJISROO Affualicn Not AssrpoM 5jmi//nfl 00031 88/07/ ffl NRC - No Ootoi ed 
Af'il cTjcii C.ivon ip 46253 132-46253. 13? 

6607280062 Comrro.nl supporting p-oposed ru'o ICCFH 01 ro roqj 'omoni fo.' UUtol of 
g'oalc' ihan Class C ’ow love! ratiwasio m duop yoolog c ropos lory un*o$s disposal 
okewhe'u approved by Ccmmisson 

PA N, EL SON. T S Ind-ana, Stoto ol. 53FRI/709 0CC05 80/07/11. Oockoilng 8 Serv 
cos Drancn 2pp 46253 130-46253 139 

8907260070 Commonl M.ppo'img policy siaiomonl ru cooperation w/statos at comm'< 
c.V n.cort' power plants & other produrl-ou or ui.li/at.on fac»!lti09.Sla1onu3nl p'oeud 
fry djp ica*0'i ol fodora< l-oaith A safuty aciiviiios al i)!anis uged 
CHVlNCFNtlS.J Vankoe Atomic Elncinr Co 53FR21Q81 000GB 65/07/12. Dockol 
irg A Se-vicos D'tinch. 2pp. 46253 143 4625J 141 

830728C071 Commonl supper l-ng preposod n.lo 10CFH50 ro cooporallon w/ stotos al 
cc nn'Oraal ncc!oer powor planls A olher rudoar p r oUucion or uli nation 
fao i ns Addilnn of sonlono) to nif^om.oidaiion suct:on roccmmordod. 

LASIU H IPnois. Stato ol 53FR2l0fn 00010 86/07/It Dockoifng A Sorvices 
Crunch 2pp 46253 142-46253 143 

C6-07280074 Commonl on proposort n.!o 10CFR50 rn cocporaiio.i w/stalo$ at comrer* 
oal nucea* pnwo' p'ants A olf-or fuel. lies Si.ggosis rov io pol cy to grant samo r ghts 
A respons.br it us to all states with n 10 milos ol plant. 

MAGErTF.. T f/aryar.d, Slate ot 53f : R2l90i C0010 88/07/19 CHILK.S.J Otfico ol 
Ihn Secretary nl th.o Commiss on 2pp 46253.130 46253.131 

8807280007 Ccmn'onl oppor.-ng proposed rule 10CFR50 ro cooporallon w/ siato govts 
al u^c'oar planls De'ogatlon ol NRC aulhonly lo 9talG9 to conduct insps disturbing 
RFYNOlDS.N S Bishop, Cook, Purcell A Reynolds REYNOLDS, N S Arkansas Powor 
A ig lit Co REYNOLDS, NS Consolidoiod Edison Co of Now York, lr.c. 63FR210C1 
0C30D 80/07/13 CHILK.SJ. Oftico of tho Secretary of iho Comms9ton 8pp 
46253 144. 46253 151 

6037260991 Ccmmom opposing proposed lu’O IOCFRB1 ro disposal of 
radwaslD AJ egos Jhaf n>)o gives uommrss.on Jo ondangor slaJe prorouaUv&s A 
fa b io p-ovide ihnl greater ihan Class C wabtos wil 1 not oncJangor public hoallh 
LEWlS.M. Aihhoton Not Assigned 53FR17700 00029 86/07/17. Office of ihe Socro- 
lary cf Iho Comm ssion ip 4G253 136-46253 136 

B8O720O142 Commonl concerning proposed rulo 10CFR61 re rodolin.iion of high level 
radwasln & disposition of groator ihan Class C (GTCC) wa9l03 Urges CommiBSlon to 
laka ro echon which will shnfl burden ol GTCC mgl A d.sposol io stale govis 
JDr-.NSRUD.j U Environmental Coal.Lon on Nuclear Power 63FR17709 00030. 68/ 
07/ IB Dockoimy & Services Branch. 3pp 46253 133-46253; 135. 

6907299148 Comment opposing proposed rule 1CCFR50 re coopo/o! On w / Stales al 
corrmcrcial r.ucloor power plants A otnor nuclear production or utilzation 

■•acili'ios Ruguiaton ol lodiological aspects of plant operation cannol bo detonated 
CCLVlN.J F Njclear Managomom A Rosourcos Council fNUMARC) (formerly Nuclear 
Uni.iv Manage 53FR2 1 98 1 03004 88/07/13 CMiLK.s J. Office of Iha Socrola'Y of 
iho Ccwr sslon 3pp 48253 158*46253 160 

6807260156 Comment opposing proposal rufo I0CFR50 ro cooperation w/ slates et 
comrnorciai nuclear power planls A other nuclear pro-ctctlon or ut lizalion 

facll i.es Slate participation In ronlmo nsp aciiv.t.os unnecessary. 

BERRY, K W. Con9umors Power Co. 63FR21981 00012. 09/07/11. Dockoling A Serv* 
.cos Branch. 2pp 46253:152-46253 153. 

0607290164 Comment opposing proposed rule 10CFR61 re disposal of greater Lhan 
C ass C low level radwasln3 in doop goolog'C repositories. Rulo could compl cate goo- 
loglcrepos'iorycapaciiyroquifomonts 

TUCKER, MG. Ouke Power Co. 53FRT7709 00320 68/07/13. Dockottng A Servfces 
Drench Ip 46253 137*46253.137 


men 1 , rr.akos qualificaion for insirumeni of cooporai c n off.cu'l 

SEl.KER.M A Ohio. Stole of 53FR21981 00013 GD/07/14 Dockotirg A Sorvices 
Branch 4pp 46253 154 46253 157 

8007280198 Comment re proposed ru o 10CFRG1 ccrceinng disposal o' g-ealor than 
C'ass C waste in geologic roposiic-y Proposal has potemal for incroasrg coniploxity 
A cost of geologic ropos lory prog'em by requiring disposal .n repos tor as 
MILLS.L E. Ed.son Electric Inst.tulr 52KR 17/09 00023. 89/07/19. CHLK.S J Office 
ol no Secretory ol too Ccm.mlss^jn 3pp. 46253 161-46253 103 

9007280209 Commonl re p*oposop rule 10C-R61 concerrmg disposal of 
redwasios.Currori Class C Umits nol suppanod as sppropnalo threshold fc' 9 ubJ ctos 
shcaion 

OEV NCENTIS.J. Yankoo Atomic ElOdr.C Co 53FR17709 00024 DG/07/14 Dockul* 
<r.g A Services Branch 2pp 46253 172 46253:173 

0607260217 Comm-eni re proposed ru’e 10CFH61 concorr ng grealor then Class C low 
level waste Phrases ircii.d nq ".n si.llcienl conconlratio‘is ,r & ‘'coivno'cia ly-genorat 
od crcalcr-lhan Class C” mu’si bodo'ined 

UOBLEY.M.H. Tomosseo. Stain o'. 53FR17709 00025 09/07/14 Oociie'ng & Sorv 
ices B'anch. ip 46253 1 74 40253:17^. 

9607260306 Comment concerning p'oyosod ru!o 10CFR3-1 ro safoty roqjromonts fo* 
nduslna 1 radioyraph.c oqu s pnr.onl Raio of 55(J mr/n loo high to t'.ggo* efarm for Al* 
Force needs. 

JlRELE.O J. At Force, Dept, cf 53PR0463 03C53 96/07/20 Dockoiop A Ssrv.ces 
Dranch 16pp 46253 092 46253.107 

6807280332 Comment on proposed ru!o 10CFR76 ro regulation ol U o-’/lchireri 
feciiiiosNnC reyu'aloy ragirr.o applicablo io U onnehmont plams ol subsiahiiol im 
portorco lo util Industry 

MILLS.LE Edison Eleclnc Inslluto 53FR 13276 COOlO 63/07/21. CH LK.S J. Office 
of the Socrolary ol too Comm.ss'cr 2pp 46253 074-46253:0/5 

9607260335 Commer/ on proposed ru e 10CFR34 re radiogrophOf otorm dosimeter set 
poni of 500 MR/h Doierm nation ol background radaiion nt operalrg nuclear las.li 
1 gs at location to be radiographed w/seipclni tolvreon 100 A 220 t/fl/ti suggostod 
KERCH.H.W Rogion 1. O'C Ol IhoD'OCtor 63FRB460 CC05G GA/07/22 Docketing A 
Seivces Branch Ip 46253: 1C6 46253:100 

B807286342 Commonl on proposed <u'o 10C t; R?0 ro regi/ahon o? U enrichment 
faci lios Rule s.m a r '.o bucket rulo to' comir.orcial nucionr power plams should bo do* 
volcped io insure necessary regulalo'y 9iab My 

SIEGEL.J.R US Counc.l tor Energy Awareness. 53FR13276 0C0I1 fifi/07/21. Dock* 
Olng A Sorvicos Branch. 2pp 46253 076-40263 077 

8607280350 Comnvru on proposod ru'o 10CFR76 ru U Cfinchmonl fee lesQellovos hO 
jmmodato nood agists for proposed ui'omaklng A olfuris should bo postponed ur.ll 
row ru'o bolter darned 

RRENNAN.J L Fluor Eng noor ng he 53FR 13276 00008 08/07/16. Docketing & 
Sorvicos Branch 6pp 46253 070-16253 005 

8007280350 Common 1 , on proposed rule 1CCFR76 re rogulfll.on ol U enrlcfimenl 
fac.ln os Supper is NflC nionii-on to p/ocood w/rovGw A issuance ol appropriate I* 
corses on basis ol ctriont rogutol C's 

OISTEFANO.J Urenco, Inc 53FRin276 OOOCfi. 8B/07/21. CHILK.SJ Ofhco of Ilia 
Sf»c rotary ol tho Cornm sslon 13pp 46253 1 00*46253. < 21 

6807260363 Corrmcnl on proposud ru e 10CFR76 ro ronulalOh ol U enrlchmer-l 
fac'l lies Rcgulal ors contalnod in 10CFR50 A applicable NRC guidance re specific ep 
nl calion should bo sulhcient for Icunsna at Ibis time 

RECKMAN.B.J WastoChom Corp 53FR13276 C0007 98/07/10. Oockellng & Sorv* 
ices Branch 5pp 46253 124*40253 128 

0807280369 Common: cn proposed ruin 10CFR70 io rogulat-on o* U enrlchinGni 
tociJjJos.U omichmojof program could rosuli in bolter aocurii Dalton A dohazardlzahon 
of process provid ng NRC alringor.l.zo sids 

# Eco'ogy/Alort. 63FR13276 00006 98/07/17. Docket ng & Sorv.coi Branch. 2pp 
46252 350*46252 359 

8907280376 Comment on proposed rulo 10CFR76 re regulation of U onrichmenl 
foe Hies Util Inter e sled .n any HcGnsng rogulat ons thal would govern cohsl & opor* 
alcnoJ U onrlchrr.ont facililes 

COE.WG. Florida Power A Liphl Co. 53FR13276 00005 00/07/21 CHILK.SJ. Office 
of Jhe Secretary of the Commission 2pp. 4 6252:360 4 0252 361. 

B807260379 Comment opposing proposed ru'o 10CFR50 ro emorgoncy planning & pre- 
paredness requirements for nuclear power p’ani fuel loaumg & initial low powor oper- 
ations. 

JORDAN. H.E AIMiaiion Nol Assigr.od. 53FR 16435 01677. 00/C6/O6. CHILK.SJ 
OH co of the Secretary ol iho Corrmsslon Ip. 40253:129*46253:129 

8007280360 Comment opposing proposed rulo I0CFR50 re emergency planning & pra 
pared ness roqu lo-nor.ts for nuclear power plant Juel ‘oadng & milral tow powor oper- 
ations. 

DBAKE.M. Affihaton Not Assigned. 53FR1&435 01676. 80/07/16 CHILK.SJ Off.ce 
of ihe Secretory of toe Commission tp 46253:087*48253 0Q7. 

0807280394 Commeni on proposed Jules 10CFR170 A 1 7 1 ro rov of foo9. published to 
FR Vol 63.on 08062? Vendor slrcngiy objects lo proposed olimmalicn ol max insp fro 
quercy. 

KOBRICK.T.E. Boihlofiem Steol Corp 53FR24077 00002. GB/07/19. Dockoling A 
Sor\')CQ 3 Branch Jp 40253 006*46253.006 

8607280399 Commonl on proposed rule 10CFR35 re training A experience cdlorla 
GRADLEY.FJ. New York, Slaio o' 53FR1B046 00013 90/07/ 10 MCELROY.Nl 
Ollico of Nuclear Malerial Safely A Safeguards. D roc tor Ip. 46263:090-40253:088. 

8607260306 Cornrr.enl on proposod rule 10CFR76 re regulation of U onrlchmeri 
fa cil ties Util questions whether rulemaking conlempiated by advance not.co Is neces- 
sary. 

WYKE.T.P. Duhe Power Co S3Fni327$ 00013 06/07/21. Dockoling & Sory-cea 
Qranch. Ip. 46263 089 46253 0B9 


£3Q nur4U«J^r\C. I tU 1 I ciwia 


5807290167 ComTrnl cn proposed rue 100^76 re U emet moot fac-litios Rocom- 
irr : r H mat NRC dolor n doe S'C^t Ic iritiaUi T^temav ng (4RC current reg ilatio'xs 
nfDv.do frame wc'V tor rov ew cf applcabcn !0 construct A opiate such plan 
W llS.L E Ed son Electric Inst tule S3FR 13276 00012 89/07/21. CHXK.Sj OH.ee 
o' the Secretary cl iro Ccm-n ss ; oo 2pp 46299 056 46293 057 

0807290200 CcnudH on proposed ru'o \0CFR34 re sa'ery requroments lor industrial 
rad -^3'aph.c equ>prreni Rofctlftilor.s do net ersu*e safe raJ.ographic operations 
TlPfGN.J.A ll‘. 104 nausi-.es. Ire. 53FRE46D 00059. 8G/0//20 Docketing & Sorv.cGS 
Branch 3rp 46293050 46293 060 

8607291)204 Survey on preposed rule 10CFR34 ro safety requirements ler .nduslral re 
diographe eq.i pmom 

* R?oy 9en.rd 53 p R8460 C0058 GB/07/26 NAC * No Coaled Afl l-ailon Given 2pp 
462Sr, C61-46299.062 


6007210210 Co-nn O'ils oppos rg proposed ru e 10CFR34 re safety requirements for in- 
dust i a' radcgrap w c equipment Roquremenl that cert/ed ir.dustr.al racnographo' 
neel crly Fr jw comma ray sa'oty rules inadequate 

COHNEY.G.M AH ! ai.01 Nol Assigned 53FRG460 00067 68/07/20. ST PAWN Ameri- 
can Society for NChdesvucI vo Test.rg. tpp 4629D. 063-46299:06? 


PRM PETITION FOR RULEMAKING 

0007160328 Comment opposing proposnd ru'e 1CGFR50 re iicensisg of r.uc'oar power 
parts v.he-a state &/or local covis dec* no io cooperaie n offsite emergency plan- 
n rg & suppd'tnj poi.tiori tor rjTemal'irg PRM $0 3 1 lo expand EPZ 10 20 rn'cs 
YQUNG.F. A*f. at on Not Assigned 65FR6960 C0032 07/02/22 CHILK.S NAC • No 
Dots ed Alfi! atnn Given Ip. 4‘6191 C64 46191 064 


PROJ PROJECTS • PREOOCKET LICENSING 

5606220260 Fo-wa'<te Rov 2A to ‘ Topical SAR tor NAC Storage/ Transport Cask for 
Use dt ISFS‘‘ Vote 1 A 2 & proprietary cocHon to ropt. 

WELLS. AH Njc'eor Assura"co Corp. 24422. 88/06/C9 ROBERTS, J Office of Nu 
r oar Materia Sa J o:y & Safeguards.D factor ?pp 450 B 8 238 45092 07 1 

-8606220266 Requests withhold ng of prop'ielary info -n Rev 2A ol “Top cal SAR for 
NAC Storayo/ Transport Cask lor Use ai iSfSi, (ref 10CFR2 790) 

STCBQS.JJ Nu: ear Assu'er.co Corp jJS'80/37/CORP 6D/O0/O6 ROBERTS.J. 
O'fico of Nuclear Male rial Safety & Safegua'ds.D rector Spp 4599B 23B-4S80B 242 

-8D06220277 Rev ?A to “Icpica' SAR for NAC Storage/Trer sport Cask for Uso at 
ISFS\" VdS 1 & 2 

• Nuclear Askance Ccrp C8/06/30 1 269PP 4S896 243 45892 071. 

8009290069 Responds io 680516 Itr re losing of formula! on for soiCitying decontaml 
natect supur-aiart waste at West Va.!ey site & proposed three slop approach lo Inal 
waste q jam cai on 

HANG ART R l Civ.sion ol low lovol Wasto Management & Docomrr.iss'on.ing (Posl 
0704131 86/06/ 16 QIXB/.WW. Frergy, Copt. cT. Idaho Operations Offne 3pp 
45974 3?6 45974 320 

8807000050 ForwarJs I Slid a Ol NRC/Wesl Va'tey Damonslrahcn Pro.oct documonis to 
DO sent to Buffalo & EneCourty L brary 

BO\ENBERGER.D West VaVey Nuclear Services Co. Inc 24461 68/06/17. 

EIXEJY.WW Energy. Do pi of 3pp 46139336 46139340 

8007120374 Summary cf 680519 meelngw/C £ In RocVvil o.MD re human factors pro 
gram in conlrol room doslgn for CESSAR-DC Sys B0- .Viewgraphs encl 
VISSING.G S Divisor, ol Hoaclor Projects - III.IV.V & Specie'* Puojocls (Post 870411) 
89/05/20 Division cf Roacto' Prolocis • IMV.V & Special Prolecis (Post 870411) 

1 12pp. 46113 179 461 13 299 

8807120628 Forwat<i9 slaius rept cn sld pianl design tcchncal reviews. 

HUBENSTEIN.L S Stnndardi/at.cn & Ncn-Power Reactor Preset D.rectoraie 80/07/ 
01. SHAO.L. Oiv s-on o‘ Er.giioenng & Systems Tochnology (Post 870411) 
PART LOW. J G.v.slon of Reactor tn9pect on & Safcgua-ds (Post 870411) CONGEL.F 
O.vison ot Hnciotion Prolect,on A Emergency Preparedness (Post 8704tl). I4pp 
46 140 054 46140 097. 

8807120716 Forwa'cte roqvosl for addl hfo ro Amend B of Chapters 4 & 5 ol CESSAR- 
DC, Sys 80 t .transmuted by 80041 1 itr.Rece pi of nfo wthln 90 days of Hr dale re- 
quested 

V1SSIUG.GS. Slandaidizai on & Ron ?o*fcf Reactor FioJeO Dneciotato. 85/06/26. 
SCHEMER. A E Ccrntushon Engineering, live. 4pp. 46120 200*46120 203. 

8807120720 Requests add. ir.'o re Amend B of Chapters 5 & 9 of CESSAR-DC.Sys 
03 t for review ccmp'et.pq 

VISS.NG.G S. StandariJiiailon & Ncn-Power Reactor Project Directorate. 88/06/20. 
SCHERER. AC Ccmbushon Erghoorng, Ipc 5pp. 46113 356-461 13360. * 

8907140097 Summary of 88C62B rnoei r.g w/C-E In Rockville, MD re OA program plan 
for CFSSAR OC Sys 80+ .request fer eddi Info re review of Chapter 17 of Amend 12 
& ©qainocnng ptfir.s for rovising QA program plan. Attendance list ond 
ViSSlNG.G.S. Siardard-^aticn & Non Power Reactor P/ojecl D reciorate 8B/07/01. 
Standard 48t on & Non-Powo/ Roactor Project Directorate. 19pp. 461B4 063* 
4G104C81 

8887220173 Summary of 8G0712 meet ng w/DOE in Wash nglon.DC ro pro l censing 
agree mem preparation List ol mealing attendees end 

ClARK.AT Fuel Cycle Safety Bmnch 68/077)4. TERRY.G.A. Fuel Cycle Safety 
Branch 2pp. 46249.077-46249:076. 


PT21 NONCOMPLIANCE REPORTS ANO RELA7E0 CORRESPONDENCE 


0007130417 Deficency rept ro pcsilnn indical-on sw.tch lead w.ros used in Targol Rwi 
sclenod valves Recommends thai position md'caiion switch bo replaced I i<*suit'<>* 
cracking noiod Svc buttotm & list of aftocted plaois oncl 

CROWLEY. T D. Target Rock Ccrp TRC 0369 B8/C6/26 JACOB SON, J MIC N: 
Deis led Affnalion Given lOpp 46166 029-46166 038 

8007 1402 15 LER 08-001 00. on 880605, breakers connect ny Mioscl go-'e-etr-rs 3A :: & 
3D to 4 kV shutdown boards eperod iust after c'osing & would not rcclcso Caused :» 
open slgral sea'ed in logic Also ropouablo pur Part 21 W/8807C5 Hr 
JONES. S B.. WALKER.JG. Tennosseo Volloy Authority 80/07/01 6pp 46l?307£ 
46173.033 

0007260350 Pari 21 rept re 960CO sorios ol m.crop'ocossor controller Catised by V- 
tective baUe'V backod up RAM Cont/ollor lamly to bQ ro designed 
SMITH, J. A , STAFFORD.K E ViCtoroon. Inc (S^hs ol Shcllor Globo Corp ) Oa ‘07'0^ 
DGFAYETTE.R Region 3. Ofc Of tho D.rectcr 3pp 4634 4 001-4634 4 003 


QA999 QUALITY ASSURANCE INSPECTIONS 

0807010047 Responds to NRC 060415 Hr io vlolat.ons noind in Insp 99300?35/iv 
Ot Correct vo aciiona matl rep'flred by SBF on Shop Order 4319 A t OA piref'o r< ^ 
suucted on ASME matl upgrade ru'es 

GCIN.T A Souihem Bolt & Fastonor Corp 80/05/20 STONC.J C Vendc- nipec.t'* 
Branch. 4pp 46025 001-46025 004 

8007050405 Requests Insp Rept 99901010/05 01 ro Nucle<v Energy S/cs 
Co.fabricators ot TMI 2 fuel dobrls canistors. 

DREYK Drey. K 08/06/16 FETROSlNO.JJ D.vnicn of Opcratio i '6‘ EvoV.s Ass-.ss 
rronl (Post 87041 1) ip. 46073 281-460/3 281. 

0007070369 Requests addl hfo to training & customer noiihcaion h order :rs < yx 
rotice of nonccnformance.pef B80520 rospenso lo NRC 060421 Hr In'o ipqu:s::c 
within 30 dyS 

BRACH.E w Vendor Inspection Branch 08/C6/24. TVERRERG.J.C Cruet ? 
alsCorp ip 46139:007-46139 007 

0007080288 Ack receipt of 8B0223 & 0421 Hrs Inforinny NRC of steps tuken :n coup;: 
ncncomp'iancn in noiod In Insp 09900779/07 01 Hardware tosiirg tluviavchs noic-Jm 
880516- 17 telcons may nece9sitalo potential 1UCFR21 ovaiuat-on 
BRACH.E W Vendor Inspection Branch 08/06/27 HINSON.L Nuthorn hM'-.atiov . 
Inc 3pp. 46139 259-46139 261 

0807130417 Do'cioncy repl re position Ind cotron sw.lch load w.ros useiJ .n Taiyri 1 1 >. V 
soionold va'vos Recommends that pos-iion T.d cat" on switch bo rop'acod f insuiacn 
cracking rotod Svc bi.llelin A list of affoctod plants oncl 

CROWLEY.T D Tarnot Rock Corp. THC 0360 88/06/20 JACOBSON J. NRC * Nu 
Dota led AffiTaf on GTvon lOpp 46166 020 46160 038 

88D7180310 Nol i lies of QB0718-20 Insp of lac-lily ro looso parts roconlty found by Ote n 
Wostmy^cuse mfg steam gonarniorS- 

BRACH.E W. Vendor fnspeclion Branch. 00/07/06 MARTINET. J A/ Wt»&r -jliO-v» 
Eleclrlc Corp. 3pp. 481 D4 265-40194 267 

8007190180 Requests 60 day extension In order lo do meru tl.o rough nvufcllg-tto* o 
response to Insp Rept 09900871/88-01. 

REhVES.S Elgar Corp 08/07/11 GRIMES, B K Oivisian of Roaclo' Ir^poc'un S 
Safeguards (Post 070411) Ip 46214.050-46214:050. 

0007200320 Advisoa that company considers nonconformances ruled m Ti^;: Ref I 
99900779/67-01 ClDSOd.pOr end NRC 86C627 Mr 

ECKEHT.W.J,, HINSON.L Njlhorm fnlernallcnal. fnc. 86/07/0Q. MtC * No De'eird 
Affilotion G-von Ip, 46221:131-46221.132 

8007210237 Responds to 880513 Itr ro supnliors of faslunors ol r u:eJ' 
facilillos Sargom & Lundy not OL or consl porrn.l noidor for njeloar porvu' rest jrj 
CHITTENDtf'J.W A Sargont & Lundy. Inc 80/07/06 GRlMFS.B K. C.v v-jr nl i*:.::* 
Inspection & Safeguards (Post 87041 1). Ip. 46233 179 46233 1 79. 


REGQD REGULATORY GUIDES 

88070T0006 Rav 26 lo Reg Guide 1 85 “Malta Code Caao Acceptably ASVE F^'.icn 
HI Div 1." 

* Office of Nuclear Regu’afory Research. Dlroctor (Post 860720) 80/05/31 I6p£ 
45999:153-45999:168. 

0007010042 Confirms 880413 & 14 agreement to submit updated rept lha: dota s W'- 
pliance w/Rov 3 of Reg Guide l.D7.Submhlal on 081001 will bo propnroti bnsod cn 
assumption that deviations Irom reg gu do rocomniontfm ons w II bo oppiovod 
ALEXICH.M.P. Indiana Mchigan Power Co. (lormorly Indiana & Michigan Eloc:rt: Co: 
AEP.NRC.0773AC. 88/00/20 MURLEY.T.E Oocumcnt Conlrol Brarch (Cocu .0'f 
Control Desk). 2pp. 46009:051-46000 052 

0807016629 Application lot amends lo Llcansos DPR-19 & DPR-2S, ujliv>cVlrg tc>'*4- 
ment enhancements for post acddonl mon>tonr“.y por Reg Gudo i 07 & Suppi i w 
NUREG*0737.Fee paid. 

SILADYJ.A. Commonwealth Edison Co 8B/06/20. MURLEY.T.E. Cflico cl Nucor 
Roactor Regulation, Oiroctor (Poet 070411) 2pp 46010 280-400 18 303 

>■8607010635 Proposed Tech Specs reflecting Inslrurnontalion onhancorrcrla f>» pod- 
accldeni mon Torino per Reg Guido 1.97 & Suppl i to NUREG 0737. 

* Commonwea'th Edison Co. 08/06/20. 22pp 46010.202-46018:303. 


8807070573 Provisos surrmary of rnsponsos* (o NRC Bu lein 87-017, ”Th nn ng of Pipe 
We Is in Ngc'ear Power P.ants " Points made re valve dos gn addrossod. 

MiLLER.H L. Conlrol Ccmponenle, Ire. 1EB 87-017. 88/08/21 ROSSI .C.E, Division of 
Operational Events Assessment (Post 870-1 1 1) 2pp. 40125:2S'M6125'255 

0807130135 LER 08-000-00 smee Jul l987/.ve fa iures of Brown Boven ITE 51 overcur* 
rent relays expo ho need Caused by short ci'cuit ng of output si con conlrol rectifier dua 
to im purities. Problem a‘so reportable per 10CFR21.W/880705 Itr. 

NOONAN. T P. Duquesno Light Co. ND3SPM 0261 80/07/05. 8pp 46163 247- 

40163254 


0807050513 Requests exemption from requlromonls of flog Guido 1.97. Rov 2 re enfjsb 
mg sys accuracy requirement for hlgh-ranyo primary containment n'oa rac aiion 
Noting. 

KEISER.H.W. Pennsylvania Power & Light Co. PLA-3039 00/06/28. DU TIEII vY 6 
Project Directorate 1-2. 3pp. 40074:048-46074:050. 

0007060579 Informs thal brief review of final revs lo Roy Guidos 1 03 & i 1 ? 1 
compleied.General concurrenco w/positlons expressed. 

NOvAK.T.M. Division of Safely Programs (Posl 870413) 88/06/23. ARLOTrOG 4 
Division of Engineering (Post 870413) Ip. 46002 292-46002 292. 



* Office ol Nuclear Regulatory Research, Oirocior (Post 060720). 88/00/30. 4pp 
46K>9;233-46139 236 

680 7090360 NUREG/CR-3509 POWER SPECTRAL DENSITY FUNCTIONS COMPAQ 
BLE WITH NRC REGULATORY GUIOE 1.60 RESPONSE SPECTRA 
SHN02UKA.M, MOCHIO.T., SAMARAS.E.F Columbia Unlv . New York, NY. 06/06/ 
30. Divison of Reactor Accident Analysis (670413*000716) 71pp 46077.033* 
46077:106 

6807110276 informs of Initiation of now Multi-Plant Action A-22, “Implementation of Sta- 
tion B ackoji Rule. 10CFR 50.63," to bo effective on 80072 l .Ercl FR notice to be for- 
wa*cfed to licensee 

TAM PS Prc|ect Directorate 1-4. 88/06/23 Office of Nuclear Reacior nogulation, O:- 
rode' (Post 870411). 19pp 46110:290-46110.308. 

0807110305 App'icatlon for amend to License NPF-29.roquoaiing extension of imp’e- 
mentaleon date for neutron flux monitoring until fourth refueling outage for installation 
cl mcore sys to meet Roy Gu de 1.07. Fee paid 

KINGSLEY.O.D System Enorgy Resources. Inc. AECM-BB/0110 88/07/01. Docu- 
ment Control Branch (Document Control Desk). 14pp. 4814 1 023-46141.038. 

-8607 1 10306 Proposed Tech Specs changing util License Condition 2 C{36). 

* System Energy Resources, Inc GL-82-33. 80/07/01 2pp. 46141:037-46141.038. 

8807110318 Forwards Amend 73 to Llconso NPF-12 & safety evaluation Amend 
changes Tech Specs to reflect appropriate calibrs (or source range & Intermediate 
raogo liss'on detoclors Inslallod as result of mods of Reg Gui-do 1 .07, Rev 3. 

HAYES.J.J Project U.reciorato It 1 TAC 65770. 80/06/27. NAUMAN.D.A. South 
Carolina Electric & Ga9 Co. 3pp 461OO;O08*461OQ:098. 

-0907110326 Amend 73 to Llconso NPF-I2 1 revl9 ; ng Tech Spocs Id reflect appropriate 
char.nol cakbrs for source rango & Intormodiate range fission dotectors inslarod as 
resuT of mods to Rog Guido 1 .97, Rev 3 

AOE N SAM. E G. Project Oireciorate 11-1. 88/06/27. 6pp. 46100 091-46100 096 

8807110427 Forwards safety evaluation accepl'ng staled rosponsos lo Gononc Llr 62* 
33 re post* a cedent monitoring instrumentation & associated Reg Gu do 197 as sp- 
ited to e-morgoncy rosponso facilities 

LACK.S Ofc of Special Projects. TAC 51074 88/06/23. WHITE, S.A Tennossoe 
Val oy Authority 3pp 46100: 139-46100:1 44. 

-8807110447 Safety evaluation accepting post-accident rnon taring instrumentation 
doslcn conformanco w/Rog Guide 1.97. 

* Ol.c-o of Nuclear Reactor Regulation. Director (Post 6704 f f). GL-Q2-33. 8B/OQ/23 
3pp 46100 142*40100:144 

-8603250300 EGG-EA-0873 "Conformance lo Rog Guide 1.97,Browns Ferry Nuclear 
Plant. Ur.ns 1,2 & 3.” 

UDY.A C. EG&G Idaho. Inc (subs, of EG&G, Inc.). FIN A 0483. TAC 61073. 05/00/ 
13 (Division Of Systems integration (81 1005-85 1 124) 27pp. 40100:146-46100 171. 

8987120466 Requests updated daia responses for each licenser? to question 0.1 & au 
subsocl-ons of Roe Gulrfo 9 3.Rosponsg shou'd bogln whoro 690224 roaponso endocl 
A ho subm tted with n 60 days of Hr dato. 

MATTHEWS, DO Project Dlroctorato 11-3. 88/06/23. HAIRSTON, WG. Georgia F’ower 
Co ?pp 46111.247-46111:260. 

8007130218 Confirms 0Q0211 telcon w/NRC ro guldonco on motels & oxploslves detec- 
tors & X-ray units Undorstends that Reg Gu'tfo 6.7 being updated which will rosull In 
addl guidance for Instellaion & use ol sub| detectors & >Tray units 
GIGLIOTTl.R J Un.tod Nucloar Corp (subs of UNO Rosourcos, Inc ). 24457 88/02/ 
19. BRACH.W. Licensing Branch 2pp 46166.148-46166:140. 

6B07 130454 Gonoric Ltr 80-11 lo all licensees of oporating reactors A holders of CPs ra 
NRC position on rad«ation ombnttloment of reacior vessel mails & Impaci on p’ant 
oporalions Svc list & Rev 2 to Reg Gu J de 1.90 oncl. 

M RAGLIAF J Associate Director for Projects (Post 870411). 88/07/12 Consolidated 
E« sen Co. of Now York, Inc. 51pp. 46257:207-48267.267. 

8807140076 Comment opposing Rov 2 to Reg Guido 0.13 re ionizing radation 
r.sks. Concern that subj guldo may Inadvertently cause unfounded foar of utrasound 
expressed 

GUINN, O Affiliation Nof Assigned. 53FRf?620 00002 06/06/27. NRC - No Decayed 
AHiliat .on Given. Ip. 46175:258-46176:250. 

8807190163 Forwards Insp Ropt 50-410/80-11 on 880609-10.No v:olatons or devi- 
ates noted. 

HERDT.A R. Region 2. Ofc Of the D.rector. 80/07/05. KlNGSLEY.O.D System Energy 
Resources, Inc. 2pp. 46205.082-46205 091. 

-8907190169 Insp Rept 60-416/08-11 on 880606-10 No violations or deviations 
noted . If n resolved item noted. I na if u mentation for drywelt pressure Major areas 
Inspecled-insfrumontatlon per Reg Guido 1.97 & open items re electrical equipment. 
HLlNT.M. CONLON.T. Region 2. Ofc of the Director. 60/06/30. 8pp. 46205 084- 
46205 091 

6807200007 Responds to violations noted in Insp Rept 50-302/80-14 Corrective 
action s valvo reposittened as required by operating procedure. 

WlLSON.K.R. Florida Power Corp. (subs, of Florida Progross Corp.). 3F0788-0?. 88/ 
07/11. (Document Control Branch (Document Control Desk). 4pp. 46222:002- 
46222.065 

0807210005 LER 80 023-00. on 0BO015.DHR cepab My of standby gas treatment sys did 
nol moot single fa’lure criteria of Reg Guido 1.52. Caused by procedural 
deficiency. Engines ring analysis & equipment mods accomplished W/BB0715 Ur. 
JENKINS.R E., WlLLIS.J.L Niagara Mohawk Power Corp NMP37604 88/07/15. 8pp 
46236054-46236.061. 

9807210302 Application for emends to Licenses NPF-35 & NPF-52,changing channel 
requirements for auxiliary feedwater How rate. FOR V position Indicator & PORV block 
valve position Inrlicator.por Reg Guide 1.97. Fee paid. 

TUCKER, H.B. Duke Power Co 88/0 7/ f f. Document Control Branch (Document Com 
UOl Desk). 4pp. 46235:138-46235:148. 


addl into requested on 8705 1 1 by 691030. 

GRtQLEY.R Tennessee Va'ley Auiho'ity. 68/07/15 Document Control Branch (Docu- 
ment Control Desk) 3pp 46269.237 46269 239 

0807250256 Proposes achon plan that ttoter9 decision re upgrade of r.Q.jiron mon.ionng 
6y8 until completion ol NRC rev.ew of BWR Owners G'oup study toques: ng o*cop- 
lions to Reg Gu de 1.97. Rov 3 

GALLAGHER.J W Ph.lado'phia Etectric Co 88/07/18. B'JTiER.W R Protect Dir ©der- 
ate 1-2 5pp. 46286:158 462Q5 162 

6807250357 Concurs w/ui l 071210 iustfica!cn that parameters meet intent of Rog 
Guide 1.07. Rased on rev.ew of one! Rev 2 to Technical Evaluation Repi EGG-NTA- 
7079.conc1udes ihat utl design for pro9Suri2er tevol & heater status acceptable. 
HERNAN.RW. Proect Directorate 14 TAC 51361 08/07/15 HUklLL.H D. General 
PubTc OUfrftes Corp « GPU Service CO'P. 3pp. 48254 297-4625 4 323 

-0807260365 EGG-NTA-7079 R02 Rov 2 to "Conlcrmenco 10 Reg Guide 1 97 TMI-1,” 
technical oveluat-o.n rept 

STOFFEL,JW. EG&G Idaho. Inc. (subs of EG&G. Inc.). STOFFEL.J.W Idaho Nationa 1 
Eng neerfng Laboratory. FIN A 6483 TAC 51361. 80/05/31 NRC • No Dotal'od Affil- 
atlon Given 24pp 46254 300*46254.323 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8807070517 Summary of 690602 mooing w/NUMARC & EPRI to discuss oxtema' 
events Issues NRC formed External Events Stoonng Group to ostah'ish moihods su t* 
able lor oxaminng plants lor sevo'e accidents vv.thm context ol external hazards W/ 
oncl s. 

SHAO.lC. Offico ol Nucloar Reactor Angulation, D.roctor (Rost 070411). 80/C6/24 
AR LOTTO. G A . SHERON.B. Oflico ol Nuclear Rogj“atory Research, Director (Post 
860720) NOVAK. T A Olfice for Analyst & Evaluation of Operations' Dato. Director 
16pp. 4601 9.001 *46019 016 

8807070580 NotiUcoLiOh Of 080705 n’CGtrg w/NUMARC In Rockvillo.MD to diacu39 II 
censoe ovoraighi & audit Of vendors 

BRACH.EW vendor Inspection Branch 80/06/29. MURLEY.T.. SN1EZEK.J.. 

MlRAGLIA.F. NRC - No DotaUed Atr.Tntion Given. 2pp 46123 360-46123 361 

8BG71102S1 NotH.catfon of CRGR Mooting 141 on 980714 In Uelhosda.VD to review 
proposod genonc ltr on instrument or problems & for RES prosonlai on .on proposed 
roso’ution of US1 A-45 on DHR. 

JORDAN. E 1. Cotrmilteo lo Review Gonor.c Rcqu+omenis 0S/07/Q5 
BERNERO.RM. Office of Nucloa' Materiel Safety & SolccL-ard9, Director 
PAPERIELLO.C J Rogeon 3. Ofc of the D.roctor nOSS.D.F Offico of Nuclear Regula- 
tory Research. Director (Post 860720) Ppp. 46138 348 46138 340. 

88071 10252 Summary of 660620 meeting w/NUMARC.EPRI & INPO In Washington, DC 
for coorcfinat-on of human factors program List ol meoing anondoes.OQerda & proa 
entatlgn ovorhoad9 orcl. 

RYAN.T.G. Reliabll ty & Human Factors Bfench 86/06/28 COFFMAN.F.D. Rel.ability 
& Human Factors Branch IBpp 40100 340-40100:357. 

8007110420 Summary of 680623 mooting w/NUMARC ro .nfo on statue of NMSS & 
NUVARC activities AttoncJoo list oncl. 

FLINCHES.J L Offico of Nucloar Material Saftjty & Sofuguards.Director 00/06/27. 
OMce of Nucloar Material Safety & Safoguards.Diroclcf- 3pp 4B002.05B 46DB2 05B. 

6007110457 Summary of 880602 mooing w/NuMARC & EPRI to external ovonl 
JssuosUal of auerdeos, mooting agenda & mails presented by various speakers oncl. 
SHAOL.C. External Evont 9 Steering Group. 00/06/24 ARLOTTO.Q A . NOVAKJ.A, 
SHERON.B Extort Events Stewing Grcvp IBpp 40120.184-46120:100. 

8007120347 Summary of 000613 mauling w/NUMARC ro status ol NUMAF1C activities 
A orpanizat on re primary interface w/NRC on gerodc operational & technical regula- 
tion issues 

HRLTEMES.CJ. NRC - No Botal'&d Affil ebon Given 60/06/29 JORDAN, E 1. NRC - 
No Detailed Alfiliat on Glvnn tp. 46148 351-40148:351. 

8807120604 Advises that council sMa'os Comm ssto.n dos ro lo soo fu‘l benefits of nu 
cloa'' plant ataadard /fltion real zed & endorses actions which Comm sslon has taken 
in fulheranco of objective. 

LEE, 8 Nuclear Managorr.ont & Resources Counc-I (NUMARC) (formerly Nucloar Uti'iry 
Manage 80/06/21 2ECH.L w. Commissioners, ip 46113.342*46113:342. 

8807120677 Summary of CRGR Mooing 137 on 8B0600 ro proposod draft rule 
10CFR52 concerning site pernvt 9. design cortifjcot.ons & combined Lccmsos & pro 
posed NRC bu'lotln rogarding thermal slro9S09 in plp ng List of aUonrfooa encl.W/o 
staled end, 

JOROAN.E.L. Committee to Reviow Gonerlc Requiromehto C8/0B/17 STELLO.V Ofc 
of ihe ExacuVvQ Director for Operations 2pp. 46121:170 46121:179. 

8807130413 Trip rept of 860400 observation of NUMARC workshops re devolopmonl of 
gjdance for industry preparation for NRC roquahficalion qmriti process Agonda oncl 
HANNON, J.N , WIEN.L.A , SPILPERG.S Division of Liconsoe Performance & Qual-fy 
Evaluation (Post B70411) 88/06/13. FfOE.J W. D.vlslon of Liconseo Performance & 
Oual-ty Evaluei on (Post 870411) 17pp. 46122.980 46122:096. 

8007140135 Notification of 880706 meeting w/NUMARC In Rockville. MO lo discuss jus- 
tification for operation & testing for NRC Bulleliri 65 005 

BRACH.EW Vendor fn9peci.on Branch. IEB-85-00G. 08/07/05. MURLEY.T, 

SNIE2EK.J., MIRAGLIA.P. NRC • No (Detailed AfIViation Given. 2pp. 46104:052- 
46184:053. 

8807140143 Forwards data request package by NUMARC in rosponso to IE Bullotn 0B- 
005. W/o end. 

GRIMES.B K. Division of Reactor Inspection & Safoguerds (Po9l 870411)- IEB-80-005 
88/O7/O6 SHAO.L C. Division ol Engineering & Systems Technology (Post B70-411] 
ROSSI.C.E. Div.9lon of Oporakonal Evonte Assessment (Posl 870411) 
HOLAHAN.G.M. Ass-slanf Director tor Region w A Region V Raaclors. 2pp 
46176:098-46175 099. 


86O714O2S0 Suvr ary of 680 7C 5 meeting w/NUMAflC ro <iconse© overs ghl & audl of 
vor.dors t v cf attendees ©ncf. 

BRACH.F W Sp ec. a' Inspect on B*ar.ch 89/07/06 GRIMFS.B k. Division of Reactor 
Inspecnon & Safegjards (Post 8704 H) 4pp 461 77 270 46177 26l 

8607190095 Summary o 1 660705 free ling w/NUMARC fC !icgisoo GvGrs ghl & audit of 
vondo'Slisi of atfonooGs oncl 

BHACH.E W Vo'-Jo' Inspect cn Branch 88/07/06 GRIMES 8 K. Civisipn of Roacior 
Inspection & Safeguards (Post 870411) Jpp. 40104 1 59 46194.161 . 

8807190092 Submits rov serf agenda fer CRGR Meot-rg 141 on 880714 n 
Ge'iosda.MD 

JOnOANEL. Ccmn.uce to floview Goner c Requirements 88/07/09. 
O-RNERORM Office cf NLCJear Mate/:©" Safely & Safegua/ds.Di'PffO' 
PAPER ELlO.Cj. Rog.on 3. 0?c of fho Proctor ROSS. OF Cf'ce ol Nuclear Rtgjla* 
lory Rosoa*ch. Oi octcr (Posf 860720) 2pp. 46228 109 46228 1 10 

0007190203 Forwards summary NRR 890/12 mgt meeting w/NUMARC re poss-b‘o 
use o' oo*oci>vo refurbished ufoctnca' equipm-enl in nuclear power plants & use of 
o'ocificai oqi.p'ro'if supplied by Planned Mant Sys.Usi ol ai'endoes also encl 
STONE. J.C. Prcjecf DreclO'at© l* 3 IEIN-B8 019 0B/O7/13. LAiNAS.G C Assistant 
DfGClOr for Reg on II Roar.lo's tOpp 46228.111 46228 120 

6607220321 Summsiy ol 8B0714 meeting w/NUMARC In Wasn.ngion.DG fer OvD-view 
b.ioimgc' NJMARC o-gan nation floaiod ir'o orci 

HUTCHlSON.W O Off.ce of lnvos‘igaf ons 88/07/18 MCKNiGHT.J C Occumoni 
ConVcl B*er.ch fOocurr.G'it Control Desk) 30pp 46250:244.46250:202 

6907250240 No'ification of 8B0712 me&f r.g w/NUMARC in Rockvi'le MO to d.scusa US0 
of reassorr.b'od o'ectr.cal components in nudea- powor p'anls 

BRACM.E W Voncfor ‘nspecl.on Branch 88/0771 1 M'JRLEY.T . SNIEZEK.J . 
M'RAGLIA.F. NRC • No OalaieJ All.'.fllon Gwon. 2pp 46276.329-46276 330 

8007260424 NctifiCAl.cn of 880728 meelng w/NUMAHC .n Rockvi'lo.MD to d scuss 
•egress of work on Tech Specs .m proven iont program 

UTCHFR.E J. Technics" Specl'.eations Branch 88/07/12 ROSSi.C E C.vision ol 
Opo*alonel Events Assessment iPost 870411) 2pp 46265 241-16255 242 


SECY POSITION PAPERS BEFORE THE COMMISSION 

6805190301 SECY 88 129 Requests Ccrrnvss'on approval to publ sh proposed rule ro 
'.mass 'or djty program* Approval of pjblealion of proposed rule as aet fonh n FR 
notice add r.g Pari 26 recommended 

STELLO.V. Ofc cl Iho Executive C.roctcr for Operations B6/05/10 130pp. 

4607 7 346-46076 tl8. 

G 607080136 SECY-03 180 Reccmrronds Ccrrmssion appro/o pubicaton of advancod 
no*co ol proposed rulemaking roquesfng comments on NUREG 1317, Regulatory 
Opi ons lor Nuciea* Plant license Ftenowai" 

STEllO.V. Ofc of the Executive O (eclct for Operakcns 08/C6/27. 74pp. 46253 031- 
46263 073. 

8807120295 SECY 80- 169 Informs Commissioners re current ru'emaking olfcrts on 
standa'd nation of nuclear power plant designs A ns 1 ituticn ol ono-step Icons ng 
PAFUER.W.C. Office ol fho General Counsel 69/06/20 83pp 46154 959-46154 141 

0807120312 SEOY-B8-129 ERR Corrected pages to SECY B&-129. "Proposed Ru'emak- 
.ng - Fiir.ess to* Duty Program (Comrrlss Oner Action Hem) ’ 

* Office of tho Secretary of mo Commlss-on 80/07/ 16 7pp 46140 344 46148 350 

8607120409 SECY. 88-171 Forwards memoirs of VA Legasov.d-ctalod pso: to Legasov 
9u cide on socond e^mvorsary of Chernobyl accldani 

DENTON. H H Offico Of Govarnmeninl & Pubic Affevs (Post 870413) 8B/CB/22 
tepp. 46156 285 46156.302 

8807160067 Fqrwfl'da SEGY-8B-17I. "Sov.et Acaderr cian Legasov ‘Merr.ol'87’ for 
placerr.oni in PDR 

BATES.A Operai oh 9 Branch 88/07/08 SHELBUnNE.B Pubic Documor.t Branch. 
Ip. 46102 269 46102 287. 

8807190239 Final response to FOIA requosl Forwards App B documents Apps A & B 
docurrenls ava^ab'e m PDR.App C documenlb wilhhe'd in vvjiolo or In part (reJ FOIA 
E*err.p‘ on 5) 

GRIMSLEY.D.h. NRC - No Dela^od Affiliation Given BB/09/29. PHllifS.M.T. B shop. 
Cook. PurcoH & Reynolds. 5pp. 461Q0C4 f. 46 T0f 124. 

-8807190277 SECY-87-309 PartlaLy w.lhhe'd version ol Commission paper obtaining 
Commssbn approval 10 pubfsh final mfa amend.rn 10CFR30, 40.50.51,70 & 72 by 
seitng fodh technical 8. financial requ' re fronts for doccmmbsionlng nuclear facniies. 
STELLO.V Ofc ol the Executive OifectO' for Operai ona. 87/12/1 7. I0cp 46l8t 114* 
46161124. 


B0O727O161 Ko'wa'ds regulatory history for NEPA review procedures for geolog c re- 
pos lories lor h gh level waste In response to 880512 memo 

WOLF.J. Offico of ffie Gonerat Counsel AC04 1 01 80/07/15. MEYER .0. NRC • No 
Detailed AM.I ai on Given 5pp. 46245:100 40246.094. 

-8603200064 SECY-80 051 Recommends approval of Alternative 2 for ru'omaklrg to 
a stab' sh criteria lo be used in adopting EtS prepared by DOE for geologic repositories 
lor high level wasla 

STEllO.V Ole of the Execulve D rector for Operations AC04-1 05. 86/02/12 Hop 
48245 110 46245 122 

-8807270222 SECY-86-051A Transmlfs 1© Comm' ssk>n, for con9ldoratioa of SECY 86- 
051, documems setting forth dilfe.nrg prof opinion re NEPA review procedures lor 
high level waste geologic repositories 

STELIO.V. Ofc of Lho Executive Dheclor for Operations. AC04-1 07 06/04/22 
1 16pp 46245 123-46245 236 

-8607090527 Oral I Commission papor p/ovJdmg add! m'o re ru'erraklng approach rec- 
ommended In SECY'86 05f for establ shlng criteria for adcptioh ol E IS prepared by 
DOE per Nuclear Weslo Pol-cy Act of 1902 J 

STELlO.V Ofc of the Executivo Director fpr Operations. AC04-I 09. 80/06/27 6oo 
46245 254-40245.259. ' 


•0803240364 SECY 88-060 FlGcon-moncfs Com.m.ssicn approve o.ncl an->h^ to 
1CCFH51.60 fi P. csfab/ish r.g proceifjros for NEPA review oi goo'ogic roposit^nos 
r.i^;h level waslu for FR pub'icGtipn 

PARlER.wC Offico Of lho General Cojnsel AC04-1 11 QB/03/02 B3pp 402452«? 
46245 349 


STATE PROG STATE PROGRAMS 


BBQ62B03B2 Requests that datn fo' scbm ssicn of low ervichorf U cor.verscn app eax-k 
bo oxtendod lo B90306 Extension requred to do romoinng work fer scfocuon 0 yi 
dat.on of low or.fiched CO'G for foci'ily 

DMEGUO.AF. Rhode Island. Staio of. 80/C6/23 MICHAELS.T. Stand arc rat>cn A 
Non Powor Reacfor Pro.ocC O.rccforato Ip 45972 324-450/2 324. 

0800300034 Forwards Rev 0 lo Vpl 1 of ‘ OA Manual,” for rev.ow & common* 
2IMMERMAN.SW. Nevada. State of. 88/C0/28 KENNEDY .j n v.sion ol r- jh Larc-i 
Wasie Manayomonl (Post 0704)3) ip 45985 0t9 45905 200 

-B0OB3OOO46 Rov 0 to Vcl 1 ol “OA Manual." 

* Nevada. Statoof. 80/06/10 194 pp. 45985.020 45985 208 

8807010102 Forwards Statu of CO commonfs on "Grand Junciion F na‘ Rer«u 
Act.on Plan Sito Design Documont." did Mar 19BB 

RCITMAN.H Co'oraoo, Slato of 00/06/24 ARTHUR.W.J Enorgy, Dept of 8‘;p 
45997 295 -15990 0(6 

8007010597 Forwards rof file for NUREG-1311. "Funding NRC Tran ng Frcgram kr 
Slfltos." fer placemont In PDR 

LUBENAU.JO Ass.sUm1 Ciroclor for Slate Acroomonts Program 8B/C6/07. NFC ■ 
No Detailed AtfCiat on Given. 2pp 45D90 003 45901.126 

-0007010641 Forwards summary ol 071000 25lh annivor9ary Agroemont Slat© mcs'.'q 
■n Lou.sv I'e.KY Motions discussed & passed included requosl for NRC to mako a^L 
able cu do'.nus for mixed woslo & to conlmuo work on bond.ny A suroty 
BRADLEY.F.J. Labor. Dept of 87/11/1G NUSS9AUMER.D A. Asslsioni DTC'WliY 
S'ate Agreomonis Program 4pp 45990 069 45990.072. 

-0007010051 Provides summary of oight Agmemonl Statu rosponsoe lo 8003 M so c 
laiion for views on NRC funding of travel 6 por d om costs ricu'rotf by sfoto poiS'c^l 
attend ng NRC sponsored Ira n ng courses 

LUBFNAU.J.O. Assistant O.rocior for Siato Agreomonis Program 86/05/13 AsstfaM 
D.roctor fo' State Agreomonis Program 2pp 45990:073 45900 074 

-0807010650 Prov.dos list of Individuals coniactod ro various poicice of paylrj fq/ s<a'e 
trainee travel S per diem costs 

CORlEY.JH Slate. Local & Indian Tnbo Programs 80/05/16 Slot©. Local A >tjar 
Tribe Programs tp. 45990 075 45091:073. 

-8B070 10699 Informs mat as of 800309. Agroomonl Slofos l>avu expended t 
6.224 h cn 3M static olimmaicr caso Regional state agreement ropresonta lives rep 1 
approx 576 h expended. Broakdown oncl 

GOluNG.I. Assistant O rector for Stato Agroornonts Program 08/0-3/25. Ass s*ar«IOi 
rocior for Stato Agmomenig Program 2pp 45991 124 45991:125. 

-6807010700 Disrussos info ro Gross 800300 info ro HHS/DHEW frahihg for slJtlCiiri 
radiolog col hoalthOHEW dd not pay travel & per diom cosis lor staio A ‘W £©/: 
orsonne 1 . attend ng DHEW cou.-aes m rndialon prolocllon. 

U0ENAU.J O. Assistant Director for Stato Anrournonls Program 88/03/25 AssIs'a^C 
D.recior fer State Agreements Program ip. 45991: 120-45091 126 

8007070694 Forwards requested 811015 momo ro rov lo FR nolle© on lew power ^ 
conso (SECY-B 1-570) for placement In PDR 

NQRDLINGER.M S A9S slant Gonoral Counsol lor Legislation & GovO/nme'ial r-'ia 
non9 80/06/22. PlCKARD.N Massachusetts. CommonwoaUfi of ip 46019 Cl 7* 
46019.020 

-0807070600 Forwards End 1 to SECY 01-570 ro revs lo FR notico concerning pro- 
posed rule de'oting ioqu.r©m©m of off site omorgoncy prepamdnoss roviow lor plflds 
autborizod to operalo at no more than 5% of rated pOwor. 

MALSCH.M G. Deputy Gonoral Counsol for Llconsing & Population Bt/iO/15 PAL- 
UADiNO, GlLINSKY, BRADFORD Commissioners 11pp. 46010 01G-460 19 023 

6807120502 Forwards minutos of 000601-02 meollng of Host Staid Tech Cooidr.aing 
Commitfoo in Rockvi’fo.MD ro nuctoar anorgy low fovof wasfo m.g I program. 

RUTZ.AC Idaho National Engmoorma Laboraiory 80/07/06 SUHMEIER.J J. ToctVi- 
cal Branch. 3 Ipp 40156.30546157:014. 

-8807120591 Spooch onliiled "Safoty Issues ro Disposal of 1120 In Low LovOl F!ai 
wa&lo Repository," presontod to DOE ninth annuel low level radwosto mgf conk'rova 
m Denver.CO 00 870827. 

BHATTACHARYYA. JANATI.R Ponnsylvan-o. Commonwealth of. SHEARER. T. Ch- 
dmn's Hosp. ol Phl r adelphia. PhYadofphla. PA. 07/00/27. Mpp. 46157:001-461 5 7.0 M 

-0807 120626 Speech enlitled "Safety Issues ro Disposal of C-14 in Low level fl*?* 
waste (URW) Repository - Slato Perspective.” presontod lo CRCPD 20:h srr^al 
mo eiing in Nash wJ Jo. IN on QBQ515- 19 

BHATTACHARYYA, JANATI.R R , NEY.O.E. Pennsylvania. Commonwoallh o 4 . e3 4 CV 
15. 17pp. 46157:015-46157:031. 

8607140116 Recommends that contents of NFS proposal bo incorporated f'~ 
hcense.per B80629 lelcon. 

HAWKINS.O S Tennessee. State ol. 24471. 00/00/29. SOONG.S. NRC ♦ No Dow led 
Aft.hation Given. 2pp. 46104.083-46104 084. 

8007150297 Comment support-ng proposed ru’e 10CFR 17709 ro d sposel of grea’er 
lhan Class C /adwasto in geologic depository unless elsewhere approved 
DUNKtEBERGER.J. New York. Slate of. 53FR17709 00007. 80/07/06. OoCkotrg & 
Services Branch 2pp. 46135:339-46135:340. 

8807150301 Comment supporting proposed rulo 10CFR61 re disposal ol greater l%4n 
Cfass C radwaste. 

SHEALY.H.G. South Carolina. State of. 53FR 17709 00008 88/07/05 OockeLng 4 
Services Branch. Ip. 46135 34R.46 135:342 
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3807 160040 Comment opposing proposed rulo lOCFn35 ro tramng & expercnce cr-to- 
r.a for indvdjals usng byproduct mall tor clr.ical prccedj.'cs. 

JEfFS.V.D Kentucky, Commonwealth ol 53FR1084S 00000 00/07/07 NRC • No 
Cel ailed Affnaton G-von. Ip 46165 280 46165.208 

88O71BO101 Comment supposing proposed rulo 1CCFR50 r© slaiamenl ouimlng coop, 
era’ion w/slalo govt to participate in Insp under NRC oversight. 

F^Ttn.DA Iowa. State of. 53FR21081 00C03 GB/06/29 Docketirg & Services 
Brancn Ip 46101 063-4619 1.063. 

£007180274 Comment opposing p/oposod rule I0CFR50 ro licensing of nuclear power 
pfams where state 8/cr local govts doclno to cooperate In offsite orr.ergor.cy ptan 
nine 

SNEI0ER.CS Massachusetts. Commonwoallh of 52FR6O0O 00021 97/02/23 NRC 
* No Oeiadod Afhl-aiion Given. Gpp 46191 081-46101: 142 

6867200030 Comment oppos-nn proposod ru’o 10CFR50 ro Icensng of nuclear power 
p'fnts where stale 3/or focal govts doc'ine to cooporalo in offsite emergency plan 
r rg 

GAFFNEY.RJ. now York. Sfafo of 52FR6960 00052. 87/02/ 11 ZECH.L. Comma- 
Sloners Ip. 46207:330 46207:330. 

0807200230 Comment opposing proposod rulo 1GCFR50 ro licensing of nucloar power 
p’anis where state &/or local govl 9 decline to coopo.'ofo In offsite emergency plan 
nog 

CLCMO.M.M Now York. State of. 52FR69B0 CGC88 07/02/23. 2ECM.L Comrr.sslOn- 
ors Spp 46207 345-46207 349. 

8807200274 Commont supporting proposed rule I0CFH50 ro llcons ng ol r.uclear power 
p'asts where slate &/or local govts doclno to cooperate In offsco emergency p'on- 

PA^HAYAN.C. Californ a. Stale of. 52FR69R0 00092 87/02/24 Comm ssionors 7pp 
4620 7:353-46207 359 

6007206279 Advises that 080623 Itr re extension to 800306 of aubmias on did 800705 
on hich 8 low onnehed U occoplab’e. 

M.CHAELS.T S Standardization & Non- Power Roactcr Projact C:roc1o/ate 89/07/1 1 , 
DIMEGLIO, A F. Rhodo Is'antl. Slato of 3pp 46240. 1 16 46240 1 ta 

£007200294 Common! opposing proposed rule 10CFR50 ro llcons.ng of nuclear powor 
plan's where state 8 /or local govts doclmn to cooporalo In offsito emergency plan- 

fling 

DJKAKIS.MS Massachusetts. Commonwoallh of OL 87/02/P4. NRC No Dotalod 
All 91 on Given 6pp 46208 020-46208 031 


6806300012 Rosponds lo NRC Comp!iarce Bultotin 07-CC-2.Suppl 1 ro rr'g ol fosteriu's 
by provid no list cf vendors hem whom au*>- 0 -' has purchased fnster.r.' typo products 
over pa si 10 vrs 

SOKOL.L.D. Un.'cd Ernneers 8 ConsUuctcrs, Inc. isuhs. ol Royinecn Co ) i£B6/ 
002. 88/C6/22. GRMES.BK D. vis on cf Reaclo' Irspechon & Safeguards (Post 
670411). 2pp 45909.139 45909:140. 

8807010465 Notification of 600628 meoling w/Wostirghcuse n RocHv :lo. MU to d«s 
Cess si&:us of rev.Cw cf WCAP-lO-Utfilde^Lm 2 8 onviroa impact Stataironl re 

S ui-'omcnts for high burr up f l( ola 

CLLlNS.T E neactor Systems Branch 00/06/21 . HODGES.M W Reactor Systems 
Branch. ?pp 45999 151-45909:152. 

8807010594 Forwards list oq ol vendors t.upp!yi'’fl safety & ronsatary fasinors ever past 
10 vrs, per NRC 880513 request. 

SEAY.CM. Babcock A Wilcox Co CWS-B8 600 88/00/27 GRlMFS.9 K Division o* 
Reactor inspection & Safeguards (Post 67C4U). 3pp 4G01 7:2 16 460 1 7 2ifl 

8B070BO1 17 Noiilicalon ol 800827 meeting w/Wosli;ighcjSO & Wosti r Gho-jS 0 Owrcrs 
G'Oup (WOG) rt Rockvil s MD re WOG pla^s to- eva cato sloan gonera'cr lube rup 
lure lop rupiuro w/rup'ure uncovered Hsi ol NRC partcganis oncl 
CUNNNGHAM.L J Radalcn Prelection Branch 08/C6/2Q IYNCH.O.D 
SP.CKLER.F. HODGES.M.W NRC - No Dole led Afl iat on G-von 2pp 46C03013 
46003 014 

BB07 07024 4 rewards pfetfriotary A^F-94 93(P}.S:tppl f. ■ Sioamh-w? fl/oek b'aihJdoio 
gy lor P’A'Rs ” Ropl provisos doerptien of sub| rrelhodo'cgy using RSLAPS/MCD2 
computer code Fee pa d Repl w.!t*he‘d 

COFELAND.R.A Advanced Nuc!oar Fee’s Corp formerly Exxcn Nuciea' Co., Inc 1 
RAC 037 88 G8/O6/20. Od.cn of Nuclear Render Rogj , at' 0 '\ Director (Post 870411) 
5pp. 46136:278-46136 23? 

8807070376 Forwards propr.olsry WCAP 10266 P A. Flcv 2.Adoondi.m ? & r'o^p-oprio 
tary WCAP-t i 524-A.Rev 2.Addondun» 2 ro DASH code Proprietary repl wilf.ho'd 
OOllNSON.WJ WGShrghouso ElOcHc Corp NS NRC 80 3334 66/05/ 12 

HODGF.S.MW. Reactor Systems C'ench 2pp 46136 251-46130 277 

-8007070416 Requests that prop.iOta'V WCAP- 10266-P A Rev 2.Addondtm 2 bo wilh 
he“U from publ c cl sc’osur© por 10CFft2 790 

WIESEMANN.R A. Wostinghoose E’ecinc Corp Aw-00 059 80/05/12. MUHLEY.T 
Offico of Nuclear Reactor Rogulahcn. D.rooto' (Pcsl 870411) 9pp. 46136 253 
46136261 


6307200302 Comment opposing proposod ru*Q 10CFR50 ro l censing of nuclear powor 
plants whoro sfato &/or loco! govls doclino lo cooporalo m offsito emergency pan- 
ning 

HALP;n.PG. Now York. Slato of. 52KR608O COO90 07/02/23. NHC • No Dotalod Af- 
liliatjOt Gtvon 6pp. 46208:032*46208 039 

0807200365 Forwards Commonwoalth of PA commonts on rav<sod p'an tor ro9imt of 
plant & list of issues to which NRC will rospond 

RJSSELL.W.T. Region 1. Ofc of the D.rodOr 80/07/12 MCNEILL.C A Phladdpli a 
E ectric Co. 3pp. 46228:149 46228:181 

-3007200367 Submits dolnilod commonls on rov-sod plan for restart ol plant .in re- 
sponse to governor of Commonwoallh ol PA roquosl 

MYERS.M.M Ponnsylvano. Commonwoalth of BQ/00/18 RUSSEU.WT Reg-on t, 
Ok of Iho Director. 30pp 46220.152 40220 101 

3607210254 Advises that Slato of NV finds OOE progrom Tor charactofizat.on for Bita 
unac^coptobro lor listed reasons 

LOUX.R.R. Nevada. Stato of. 80/07/ IB ZECH.L NRC * No Dntai od Afllolion Given 
2 pp 46233 200-46233:209. 

0607220169 Commonls on proposod rulo 10CFR50 ro cooperative efforts belwoun 
slate & NRC w/rospoct lo commercial nuclear power pfams & other nccloar produc- 
tion or uti'-Zdl.on facilities 

WALSH, G.F, Now York, Slato of 53FR21961 00005 08/07/08 Dockoimg & Sorvicos 
Branch. 3pp 46220.320*46220.322 


-8807070430 WCAP- 1 1524-A ADD02R2 ”1981 Vors'on Ol WostinghOuSO ECCS Evakm- 
non Modol Us ng BASH Code.Add 2 BASH Moli.od-nlogy improvements & Ro’iablry 
Enhancements." nor prop no tary rop? 

* Wesinghou sot ledilc Corp B8/05/31. 1 7pp 46 136 2C2-46136 277 

88Q7G7G4C3 Fe rwartfs Rev 7 to Top oaf Ropt SL-TR fA, OA Proof am. * 

TAYLOR.H S, Sargonl 8 Lundy. Inc B8/06/17 WtlSS.S Qual.ly Assurance Brancfi. 
ip. 46122:106-40122 174. 

“6807070412 SL-TR- 1 A R07 Rov 7 to ’ OA Program ' 

TAYLCR.H.S,, KUHIMAN.GC Sar^em & Lundy. Inc 08/06/24 G9pp. 46l22;1<)7- 
46122 174 

8807070553 Submits response lo NRC Buletin 08 004. 'Polunt-ai Sofoty-Re'aiod f\.mp 
Loss." Conlinued operation Instiled boepuso potanlm' lor pump damage duo to nrin 
I ow oporai on or do ad head ng nog’igib’o 

GRACE.D.N BWR Owners Group. BWROG 8836 80/06/29 Document Control 
Branch (Documonl Control Desk). 9pp 46118 270 46IIU.276 

860708001 1 Noiilicalon ol 680714 mooting w/Wost rghouSO.Woshnghouse Owners 
Group & util in RocVvillo.MD to ciscuss PHA model mg, ESP AS operal.on & lost.ng 4 
ESF AS Tech Specs 

EMCH.R.L. Technical Specif icaiiona Branch 09/00/20. BUTCHER. E J. Tcctmca' 
SpecNtcatlong Branch 2pp. 46134:191-40134 102. 


8307220243 Comments on proposod ru'e 1OCFR01 re disposal of greater then C'oss C 
!cw level radwasto Lfrgo9 going beyond proposed ru'o & including other components 
of low level waste stream In govt area of rospons-bility. 

LASlI.J. Vermont. State of. 53FR17709 00012. 87/07/06 Docketing & Services 
Bianoh. 2pp. 46220.323 46220 324 . 

6607220356 Comments on proposod rule 10CFR61 ro disposal of greater than Class C 
low level radwasle In doop geologic repository 

B-SHOP.W.A. Washington. State of. 63FH17709 00019 08/07/14. Docketing & Serv- 
ices Branch. 6pp. 46221:035-46221.040. 

8Q07220376 Comments on proposed rule 10CFR61 re d.sposal of greater than Class C 
low level radwasle outside ol deep geolog c repository. 

CLEARY ,JF. M-chigan. Slate of 53FR17709 00016 00/07/13. CHILK.S J. Office of 
Ih-e Secrelary of the Commission. 2pp. 46221:043-46221:044, 


8007000910 Forwards proprietary A non prep r.olary WasioChum Repl VRS-002A. 
”10Cf R61 Waste Fcrm Conformance Program.'* Prop-'ioiflry repl withho d. 

KlEIN.W J. WasieChom Corp 88/00/30. TOKAR.M Tochnlca 1 Branch Ip 
46540:070-46140.204 


-8807030027 VRS -002A Nonproprloiary *-lOCFR6l WaSlo Form Ccnformanco Pro 
gram” 

r WastnChem Corp. 68/05/31- i25pp 46140 030-16140.204 


6807060308 Notification ol 6BOG29 moeimg w/Wesimgl.ouso A Woshrgh.ouso Owners 
Group (WOG) m Rockv.ilo.MD lo discuss WOG p ats to ovtdualo sloam generator 
tube rupture-top ruplJ'O w/ruplure ur.cove/od 

CUNNINGHAM. L J. Radiation Rioted on Branch. DB/06/21. LYNCH.O.D. 
SPlCKLER.t . HODGES, M.W, NRC • No Doimlod Alhllaton G won 2pp 46100 26V 
46100.262. 


0807260429 Forwards addl data re Conoco Conqu-9ie closure plan.per Slate of TX 
880321 request lor addl info. 

LACKER.D.K. Texas, Siaie of. 88/06/01. SMITH. R.D Uranium Recovery Field Ofc, 
R4. ?6pp 46285 025-46285:100. 


£8071 10209 Noliiicahon of 680b?G meet no w/Westinghouso I r\ Rockv lo. MO to d.s 
Cuss prtontizalion ol upcorr-ing submiilal© & forthcoming 10CFR5Q 50 in lial-vo. 

COLLI NS.T-G. Reactor Systems Branch. 00/06/21. HCDGES.M W ReeciO' Sysloms 
Bmnch. 2pp 46061 263-46081 204. 


TOPREP VENOOR REPORTS ANO RELATED CORRESPONDENCE 


£006288330 Forwards TDl diesel generator vibrat-on repl describing mods perto/rr-ed on 
generators to reduce component vibration. Fiefs 6 calculation discussed in repl avail- 
able from util. 

FpRUT.J.F, Sacramento Municipal Utility Olelrlcl. CEO 88 001. 86/08/22 Office ol Nu- 
clear Read or Regulation. Director (Post 870411) 27pp. 46935 31 8-46985 342. 


6&O6290469 Forwards comments on BNL final draft NUREG/CR-4940. ‘'Technical Find- 
ings Re Generic issue 23:Reecior Coolant Pump Seal Fa, lure. 1 ' for incorporation Into 
f oal f ept 

NEWTON. R A. Weaiinghouso Operating Plants Owners Group OG-88-26 83/06/22. 
HODGES, M.W. Reactor Systems Branch JACKSON.J.E. Eng'neenr.g issues Drench 

f£t7r>jt*n AdAKAI En - - — ----- --- 


680 7 120707 Notificailon of 8G0624 freeing w/BWR Owners Group in RocH.vilo.MO to 
discuss analyses & actions needed lo rosolvo out standing ateb.lity concu/ ns Mooting 
relocated. 

PHILLIP5.L E Reeciof Systoms Branch. 86/08/22 HODGES.M. W. Reaclor Sysioms 
Branch. 2pp 46154:279-46164 280. 

8807130108 Nohl cation ol 880708 moobrg vv/C-E Ownors Group In Rockville, MD lo 
discuss operations during DHF1 Agenda end 

LYOM.W Reactor Systems Branch 88/06/30. HODGES.M W. Reactor Sysicm9 
Branch. 3pp. 46164:254-46164:256. 

££07130268 Forwards Amend 11 to Toplca 1 Repl SCE-i-A. "OA Program 
MEDFORD, M.O Southern California Edison Co. U6/07/07 Cecum onl Conirol Branch 

— I HnoLl A ft 1 7 t 4 C C 'l 1 C 


68071303 10 Forwards propreicvy Top ca ( Repl BAW-10172P. MarkSW Mechancsl 
Design RopC " Wept descrbes rr.eihods that 'icensce ». I use to perform mcchan-cai 
design calculations to* Wostr.ghc.ise Rept withheld (rot 10CFR2 790) Fee paid 
TAYLOR.J H Babcock & Wi cok Co „HT/80 124 8Q/0G/30. NORBFRR.J A O.v.acn 
of Engineer ■•*’g & Sysio-Tis Technology (Post 87041 1). lOpp 40106.031 46166 0 1 0 

8807130460 Notifies lhat 1908 Imanda 1 n'o s^bm Fed n 88C4CS l*r 9ahsfies requro 
rr.eni of 10CFR140 21 lo ma man apprcvod guarantee cf paymonl o* deferred premi- 
ums 

NASH, HA Polcy Dovolppmenf & Techical Support Branch (Posl 870411) 89/06/ 
27 BAHHAM.C D. Ca*Ol na Power & light Co Ip 46122 079-46122.079. 

8807140044 Applicator lor arond io license NPF-23.chang.ng roecfor protection sys 
nsirt mental cn survo.iiance tosl mtgrva's & aifowatlo outage t rr.es Prep r.eiary WOE 
80 0495 enci.RepI wilhhe’d (rol 10CFR2 790) Fee pad 

KiNGSLLY.O D. System Energy Resources Inc AECW 86/0118 88/06/30. Docu 
ment Control Branch (Documo<-1 Control Desk) 6pp 46184 1 16 46184 127. 

8807140097 Summary of 8B062Q mooting w/C-E in Hockvtle.MD re GA program p an 
'or CESSAR-OC Sys 80 t .roquesi (or fflddl info ro roview cf Cnapter 17 ol Amend 12 
8 enj needng p’ars for rovis ng QA program plan. Attendance 1 si end 
ViSS'NG.GS Standard *8t cn A Non Fewer Reacto' Project Oirectcrato 88/07/01 
Siandard-zauon & Non-Powe* Reactor Prc,oct 0*ec:c*ate 19pp. 46184 C63 
46104:001 

8607140157 Forwards pro* m nary resui’s cf survey cf plani data lo support NRC Ma-k l 
Ccnlninmanl Enhance rr.eni Prog*em 

VARGA, S. A Diviscn of Reader Projecis - l/l (Post 87C41I) CRUTChfielo.D 0.vi 
sion of Reactor Pro.ects - ili.iv.V & Special Pro.eds (Pest 8/0411) 88/07/07 
MARTIN, T T Associate Director for inspection 6 Technical Assessment (Pos f 
870411) 26pp 46184.024.46184 051 

8807140244 Responds to 860500 Hr re ccnsMuonl concern over sa'ety ol BV/Rs w / 
Mark i prossi.ro suppress on conishrreni design NRC rui-aiad Mark 1 co.'Uanman: 
performance mprovoTe-’t program 

STELLO.V Ofc of tho Execu'iv© Drcclor for Ope*ehons 88/CS/2Q GALLOO House 
01 Rep 5pp 46175 249 46175 257 

-8807140245 Forwards const luenl H Gluckslern 8U0412 \: r re dangerous Mark 1 con- 
tainment design Urges Congress lo ca*efU j mcr.iior NRC aclv.tias 
GALLO, D. A Ho. iso of Rep 88/06/06 JORDAN E Office lor Analysis & Evaluai on of 
Opotatonai Data. Director. 4pp 48175 254 461 75 257. 

80O71SOO59 Forwards proprietary presemaFon mall from Westnghojso/NRC 0QCB28 
moating (ref 10CFR9 5(4)) Viowgraphs wilhhe'd {rel 10CFR2 760) 

JOHNSON.WJ. Wost-nghcusn Elecirc Co*p HS-NRC 60 3353 88/06/29 

HCDGES.M.W Reactor Sys'ems Branch ip. 46185 125--1G1Q5:1 26 

-8807150001 Requests thal end presanialon rrad from Wostinghouse/NRC 03OG2B 
rroe'.ing be withhold as p.*opr.elary per 10CFR9 5(4) 

WIESE MANN.R A VVesmghouso Electric Co p. AW-08 068 88/06/20 
ntlBEfMSTElN.t S Slanda'dizaticn & Ncn Power Reader Project D.rocio:aio Ip 
40185:126 46185:126 

8807160081 Nabf cation o' 8G0714 meeting w/E&W Ownors Group in Rockvi.lo.MD to 
discuss plant operation n decay heal removal modos Mooing agenda or.ci 
TRAMMELL. C M Project D rocloroto V 86/07/07. KNIGHTON.G W Project Director- 
ate V. 3pp. 46 1 83.3 1 5 46 1 83 3 f 7 

8807160252 NnM.Cfilion Of 860713 mooing w/C E & C£ Owners Group h 
Rockvito.MD ro PRA mode! no.roacfor proiecbcn sys & FSFAS operation 8 testing & 
ESFAS Toch Specs 

FMCH.RL. Techrlcal Spectators Branch 8Q/07/C6. OUTCHER.EJ Techuvco' 
Specilical cns Branch 2pp 46252:306-46252 337 

8807100205 Notit colion of 860712-13 meetings vr/BWR Ownoifi Grcup/Uiil NDE S!eor 
mg Comm.tioa In Ra'oigh.NC to discuss IG6CC of BW« piping & hson/lce insp cf ro- 
actor vos so l welds. 

CHENG.CY Materials Fnglneer.ng Orar.ch 88/07/06 RlCf/AROSON.J.E Div.slon of 
Englr.ooring a Systems Techno’ogy (Post 8704 it), ip 40194 219 46194 210 

8807180219 Forwards propriotary nlo.hcl jd ng roscU’ ons to ARC epon ilems.Rev 3 to 
Mark III combu9l.blo gos corlrol cme*aoncy procedure guide ho. Apps B,C A D to 
gu do ma.exeT.pte ca'cUat<o.i & alfidavjt.Encis w.tnhoid (rel 10CFR2.790) 

LANGLEY, J.R. Hyd'ogen Coniro 1 . Owners Group MGN-122 68/07/00. Document 
Control Branch (Document Control Oesk). 2pp. 46201:312-46204.313 

0807180317 Summary of 680706 meoing w/BAW Fuel Co in RockvIe.MD re concrete 
d .7 spont fuel siorage cask design tcp'cal rept AtierCanca l si, agenda & icensee 
preseniaTon encl 

ROBERTS, J.P. Fuel Cydo Safety Brerch. 88/07/12. ROUSE L C Fuel Cycle Safety 
Branch. 67pp 40204 012-46204 06B. 

8807180336 Forwards vondo' tis! for atpptors/mfg of lasteners.cer 080513 request 
GAY.J.S. General Electric Co. MFN-57-88 88/07/00. GRIMES BH. Division of Reac- 
tor Mspecifon A Safeguards (Post 870411) gpp 46l09:250-46tD9:25B 

8807190233 Noli' cation of 883720 meelra w/BWR Owners G*cup in Rockvil e.MD rs 
MSlV leak rate limits, elm nation of MSIV leakage control sys & how resuiig o< Generic 
issuo C O will bo used in proposed approach. 

KUDR:CK.J. Plant Systems Branch. BQ/07/07. CRAIG J.W. Plan! Systems Branch 
3pp 46208:142-46208 144 

8807200230 Forwards proprietary Rev 1 to BAW-1485P, ‘Pressure Vessel Fluence 
Analysis for 177-FA Roactor9 “ JH Taylor efidav.t also oncl.Feo p 3 id. 

TAYLOR, J.H. Babccck 8 Wilcox Co ESC- 534. 08/06/21. SHAO.L C. Division of Eng - 
nearing & Systems Technology (Post 870411). 9pp 46221:236 46221 244 

0807200391 Exprosses eppreclafion for special assistance p/oYdad by E Murphy on 
0807 1 1 #o safety issuo on TDI d osel gen orator 

TRAMMELL. C M Projoci D-reciorate V 8B/07/13. CHENG.CY Materials Enqineorlna 
Branch 2pp. 46222 121-46222.122. 

GB07260264 Forwards minutes of 680211 & 12 Techn ca’ Advisory Group Voe'inqs 4 In 
Orlando, FL. d 

PAL JUG. J.R Babcock £ Wilcox Co 89/03/16 LEE.R Office of Nuclear Rogu’atory 
Research, Director (Post 860720). LYON.W.C, Olfice of Nuclear Reactor Reoulatlcn, 
Oirec for (Post 8 704 1 1 ). 60 pp. 46266 266- 462 60 315 


8807250421 Forwards mnutos for Techncal Assignment Group 3 rreolngs or 
16 n Pa'o Allo.CA 

PALJUG J.R. Babcock & Wilcox Co ESC-133 88/02/15 LEF R NRC - No Dele ;c 
Aifi' aton Given 46pp 46269 125-46269.171 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8712100026 Forwards draft Study BNL 52385. ‘Assjn^jticr'.s.Unco/ta n| os. & l .*'3 
1 ons m Prodiciivo Capab litms of Models fer Sonsstizaiion in 334 Stairloss Sieels " 
SOO.P Brookhaven Nat-onai Laboralo-*y 1502 87/08/31 WICK E Olfico o' ffic ^a* 
Material Safety & Satogja'ds.O.rectcr ip 43G67 316 4J667 326 

8804120024 Forwa'ds Selected NRC Producis • Hyh Lovel Waslo P/ogiam." cl’dN‘;v 
1 987. Necessary mails should bo ordered Comments or “Pro in nary D*ali Cnc*ators 
Plan for Geo’oyic Sott ng fer Yrs 1 8 2” ironsmittcrl undo* soparAio cover 
JUST0S.P S. foc h rlcal Rev:ew Branch 67/11/24 RUSSELL J So jF.wOs! Restore 1 
Inslitute. 3pp 46067 193-46067 221 

-8804120028 Forwards ‘‘Selected NRC Products • Hgh level Waste P'oq'a"- ‘ d-i a 
Nov 1SQ7 

TANA.E-T. Operations Branch 87/11/16 AMiiaimn Not Assigrod ?6pp 4C067 it 6 
46067:221 

B806270304 Forwards NNWSl p'O^cl master list of controlled dec. .fronts curen! as o' 
060602 

SPAETH. M E Sconce Appiicatcns imornafionol Co'p iformcrv Scq-co Apn t6io»*s 
Inc ). L68-RMD MDC 039 88/06/ 14 STAGLE»N,K NRC • No Dotailod Alli’alc-n 
Givon KAlSER.D. 0LANCHARD.M.B. Energy. Dopl. of I7pp 45972 250 

8B062B0008 Co.r.monis on ‘‘Eva'uaiion.Vof.licnt on & Documontahon ol ‘.VP ACTS PRC 
Computer Code,” monlKy repl lor Apr 1996 

GLENN.C J. Rogu'ftfcry Branch FINA-1703 08/06/00 CRANWEU..R M. Sa-JaNi 
bona I LatO'a! 0 *ies ip 45973 193 45973:100 

8006280255 Advises that NRC has reccvod Mod M006 to Coopcrntivo Ag-ee.^tr.l IE* 
FCO4 03L 10464 botwoen OOE 8 Store of WY NRC ccncurs o*i O' cl mod w/t.-'d:-* 
slandi-’g lhai agrood upon changes wi‘l to modo pner lo implemoniaiion. 

LOHAUS.P H Oporaf ons Branch 88/06/10 MRYERS.WC Erergy. Dcpl cl. Ip. 
46985 275-4 59BS 202. 

8006280289 Advises of desiro to amplify further on rnlionalo fer NRC disappsovil cl 
program architecture termmo’ogy notod in rocip:ent 060614 iir FvoLaiion cl p'cpcsod 
goal & strategy & preparation to discuss viows during rroolmgs roquesIcJ 
ALTOVARE.ps Systems Engineering & EvaluAlion Bmr'Ch QB/06/16. W'liflNG-A 
Contor for Nuclear Waste Regu’ato.-y Analysos 2pp 459/2 206 459/2.260 

0806260292 Cffors no object ons to torfin r.olooy & dofn.iions recipient sut-inllcd h 
800616 Hr ro prog'am architecture terminology & usage Advises ifml u^apjroya cf 
060614 Subm na' based on change lo concepts as agreed lo on 089610 
ALTOMARE.P M Sy9tom9 Engmeoring A Evaluation Branch 08/00/16. WHITIN'). A 
Conlo.* for Nuclear Waste Regu'ato'y Analyses ip 45972 293 4597? 290 

8606280307 Racommonds approval for CNWRA proposed use of Sys Support, ‘nc es 
subcontractor. 

FORTUNA.S L Systems Eng neennn & Evalualon Branch 88/06/24 MACE.M • 
No Detai’ocl AM l-alion Givon Ip. 45072 302 45072 302 

880-6200322 Discu 9S09 actions to rosoivo NRC concerns on DOF ccnsullfll on C'flll t- la 
characionzftUon plan NRC Idenlifiod istod stops ccnsldororl nocossory fo* NliC to A- 
dopondonlly confirm that DOE program qualified por BR0600 mouling 
THOMPSON. H.L Olfico ol Nucloar Mafonal Saloiy & Safoguards.rrrocicr. CQ/3rd24 
KAY.C E Energy. Dopl. Of. 2pp 45972 202 459/2 207 

8806200343 Forwards f«nal glossary of torms for p.-ooram nrchtocti.ro- rolated concept 
& ossocialed logic diagram that dopcla Interrolationsh ps Purposo of g'ussaiy was 13 
provido ctr w/conslstent terminology for use in dovolopmoni of program 
BUNTING.J O. Sysloms Enginee.'.ng & Evn'uat-on Brancfi 80/06/16. CAMEHOfJ.F Y . 
BOnOENlCK.B M, Otlico of Iho Gonoral Counsel 6pp. 45972 303 45972.308 

8098280355 Comments on drafl ADP p'an for CNWRA. Technical romi rumonib *c: crgi- 
neering & scientific analyses & modeling havo not boon Identified & devolopodas ick 
In Section 2 2 5. 

CHERY.D L Technical Review Branch 86/06/24. BUNTING.JO. Systems Engrcor* 
hg & Evaluation Oranch Ip. 45972 360-46972 360. 

8806260367 Comments on rept untitled, “living W/o LandMis ” FTopI foils to p*o>xlo 
publ c w/sourco of accurate & objociivo Info & to cluarly pjt into perspocii“/o lhai cl' 
site releases from closed fac.lliles below 10CFR20 8 61 ro'oaso iimls 
OANGART.n.L Division of Low Lovel Waslo Managnmont & Docorr.fr iaslem.*,) (1’osl 
870413) 88/05/23 RESNIKOFF.M Alf/lalion Not Assgrod. 12pp 4S972 300 

45972320 

0006280362 Extends invitation to attend collcquiurn on OA lor underground tad*asfe 
repositorloa on 890002-03 In Washington. DC Tentative agor.da o r .cl 
CRAM.Efl.L F. National Rosaarch Council 80/06/27 YOUNGBLOOD, B J. Cpcra'.^ns 
Srarch 3pp 46277:016*46277.018 

0006280379 Commenis on monthly prog r ess rept fer Apr I960 did 660505 ur.dar con- 
tract NRC-02-B5 OOQ.Ovofall progress to dato sotislaciory No changes to cos's of do- 
Lvery of conlractod products authorized. 

POHLE.J A. Techn caf Rov.aw Branch. FIN D-1020 NHC 02-65 008 80/06/28 
WILLIAMS, R E. Will-arm & Associates ?pp 45072 325-45972 326. 

080829021 1 Adv.S69 lhat Apr monihly progress repl lor FIN A- 11 53 reviewed & 'os 3 
fully satisfactory & forwards marked-up NUREG repi entitlod, “Numo'icol Modo ol 
Grounrfwator Flow Sys In Vicinity of Ref Repository. .," iriLiuUmg commenis 
COLEMAN.N M. Technical Review Branch FIN A- 11 50. 88/06/26. ORTIZ.N R. Sand a 
Na'ional Laboratories 298pp. 45086 001-45906 298. 

8006300034 Forwards Rov 0 to Vol 1 of ‘‘QA Manual," lor revlow & corr-meii 
ZIMMERMAN. S.W. Novada. State Of. 88/00/28. KENNEDY. J D.viSiOrv of le.£° 
Waste Management (Posl 070413) Ip. 45985 010-45985 208 

-6806300046 Rev 0 to Vol i of "QA Manual " 

* Nevada. Slate Of. 08/06/10. 104pp. 45985:020 45985:208. 
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0606300106 Rov 1 lo Tochncal Operating Procedure TOP 001. “Program Architecture 
Cuvelopment & Mainl ' W/08OG27 IH 

VfHiTlNG.AR, PATn:CK,W Comer for Nuclear Waste Regulatory Analysos -88/ 09/ 
?7 ALTCMARE.P M NRC ■ No Dotard Alfi'iation Given, 8pp. 45968 304-45080:311. 

8606300171 Hov 14 to UMTRAP remedial action coniractor health physics 
P'ocerfures, ficL'dmg table of conlonts & de'olicn ol RAC-005, “Respiratory Protection 
Wog'am " 

* Chom Nuclear Systems. Inc 80/06/22 0pp. 45995 268 45005 275. 

3606300141 Fonvards cOTimoni9 8 suggestions ro Bureau of Wines "Effects of Select- 
ed Earthquakes In Western Nonh American intormonlone Reg on. l852-l983.on Un* 
dorg-ountf Workings & 1 ocal A Regional Hydrology Summary. 1 * per 000606 1 a sK Ilf. 
CHUNG. DH Lftwrenco Livermore National Laboratory FIN A-0297 L-196 38/06/20. 
B J\CKKORD,M E Technical Rovlow Branch. 5pp 46 <j08 167-46006:171. 

8806300301 Responds 10 080505 Jtr fu info on BWIP & SALT s-ie* not In NRC 
TesCcrcurs w/assossmcni 

WlNTER.GV. w.lhams & Associates FIN 0-1020 NRCO2-65-OO0 89/06/14. 
POHLE.J NRC ■ No Debited Affhahon G.von Ip 45995 204-45995:204. 

6606300318 Rov.sGd Sect-on II to labia of contents for “T&MSS OA Program Plaa A 
S ojppor: r.g Docurronis 

* Scion co Applications Iniernal-onat Corp (formerly Sctenco App'lcations. Inc.) 00/ 
06/10 4pp 45097.194-45997. 197 

8607010003 Ropt ol svcs ror.dorod on high level waste repository performance assess- 
mom dGvo'cpmont for 000611-27 End proprloiary vouchors for professional svcs wllh- 

held 

MOlER.R B Alfi'iaiicn Not Assignat! FIN A 4105 QB/OB/27. CHANG. K C. NRC - No 
Oftalod Aff.lianpn G.van 3pp 46020 027-40020.029 

6807010102 Forwards Slate of CO comments on “Grand Juncton Final Remedial 
Adion Plan S.te Oosun Cocurr.ont." dtd Mnr 1980 

RC TMAN.H Colorado, Staio of 60/00/24. ARTHUR.WJ Energy. Dopl. of 81pp. 
45997:295-45990 OtG 


8807060241 Advises that current version ot modtelng strategy docurnonl behQ updated 
& revised. Rev will ba compiotod h Third Qja/ter F/83Siaff 9 hotid fol'ow exist-ng 
strategy in plannrg fuiuro model ng acl.vi: es 
BROWNING, R E. Oiv.slon ol 
1185 68/07/05. Divison ot 
46068.13 1-460&8.131. 

8807060247 Forwards agenda for DOE/NRC mooting schedu'Od for 890710-19 rr> prp. 

r osed exploratory shall fact! ty. 

INEHAN.JJ. Operations Branch 80/07/01. STEIN. R Enorgy. Dept of 4pp 

46102 260 46102:260. 

6807060267 Commarts on May 1008 monthly ropt fer F.N A- 1165 A discussions with E 
Bonano on 00OB27 Gonano wil prepare adjusted baseline A format fer tracing re- 
source expendjiuros by deiverab’o lo be presented on 8B0 722 

GALSON.OA Operations Branch FIN A-1105. 68/07/01 ORTI2.N R Sonata Naim- 
al Laboratories 2pp. 4G074 069-46074:070 

8807050294 Forwards agenda for DOE/NRC meoi no schedjted for 8007ifM9 lo dis- 
cuss NRC concerns re proposed exploratory shall raci’.ty & method/schedJo for res 
olut on 

LINEHANJJ Operat-cns Branch 08/07/01 LCUX.H. Novada, Slate of 4pp 

461 10 300-461 16:303. 

8807060356 Forwards comments ro rev e* of CNWRA OA manual, por 0f)O617 memo 
BALLARD, R. L. Tachn'cal Hovow Branch 08/07/01 BUNTING JO Systems Engl 
nearing & Evaluation Branch 3pp 461 14:323-461 15:C01 

-8807060372 Forwards CNWRA OA rr.0nua1.for review per 08C614 memo Roviow 
period extended to 000701 for provld rg recommorded mandatory changes. 

BUNTING, JO. System* En.gln&orhg A Evaluation Branch. BB/06/17 BAlLARD.R.L 
TocHNcsl Rovlow B r arch. Ip 461 14 326-461 16 001. 

-8807060458 Draft 1 to QA manua 1 . 

* Cento' for Njcloar Wasio flugjlatory Analyses 00/06/30 115pp. 46114 327- 

40115:081. 


H.ch Level Waste Managomoni (Post 870413}. FIN A 
Hgh Level Waste Management (Post 0704 13) Ip 


8807010156 Forwards vicinity properties daia mol ays bug summary ropt tor May 19BB. 
MOORF.C Jacobs Engmuonng Group, Tnc. 00/06/21. SOLLCNBERGER.D , 
l-EYEfi.ft NRC * No OoiailGd ATrrioi on Gwen GARCIA.J. Energy. Dopl. of 73pp 
46003:065 -4CC03 137. 

0807010323 Forwards Sfill Repository Pro.oci Ofc weekly highlights for period 8BQB13* 

N-t-'FjO Energy. Dept of. OB/Ob/17 ROUSSO.S Enorgy, Dopl of 3pp. 40000.072- 
46008 0/4 

090/010506 Announces Hint MK-Forguson Co oslobl-sod ofc In Grand Junctlon.CO for 
tailings c loan up 

MCCARTY.B.E. HOOPES.J. Energy, Dupl of 00/06/26 2pp. 46017:030 46017 040. 

ee07()10653 Roquosts no-coal 3*ir.onlh oxtens on ol protect lor comp'eticn o! corf nuhg 
w ok conaising of fmaliiirjp NURFG ropi. "Numor.col Modeling of Ground -Water Flow 
S/3 ,n Vicinity of Hanfcrd Slto.WA 

COL EM ANTE M Tochncal Hoviow Branch FIN A- 1160 00/06/29. DAVIS.E Program 
Manajoinonl. Pofcy Oovofopmont & Analysis Siaff (Post 070413) 2pp 46010 330- 
46016 339. 


8007060442 CoTments on monthly progress ropt for May 1908 Overall progress to dale 
e alia factory. 

POHL6.J A. Tochncol Rev ow Brerch FIN 0-1021. NRC-02-B5 009 06/07/05 
LOGSOON.M.-J, Nucloar Wasio Consj'lants. Inc 2pp. 46164 001 -46104 002 

8607060446 Requests lhat paperwork needud <o roquosi change In FY 09-09 slatemeni 
of woik for MMSS Projocl FIN A-1105 bo propornd. Revved atate.rent wo'k end 
LINEHAN.JJ. Operations Branch. FIN A 1165 00/07/05. BEVERIDGE.G G. Program 
Imp'ementatlon Branch (post B70729) 20pp 4610 b 21 3 46106 232 

8807060467 Forwards rov.sed stdlomer.t cf work for FIN A-1165 Rovs consist primary 
Of oxton 9 lon to mosldiiQ daios on dollvcroblos S modest restructuring of Subiask 2.6 
GALSON.D A Operai.ons Droncb. F,.N A-1165 Q9/07/C5 ORTIZ.NH Sandla Naiion 
ol Labcrotonon ^Opp. 46 1 14:303 461 14 322. 

8807060634 Forwards comxonls on droit /emod al action plan & dra»t EA fer Bolhold & 
Bowmen sites DOE has not der.onstra*od comp jar, co w/proposod EPA groundwalo' 
prolecl on aids duo to doficioncks in hydrogeoloa c cnoractonzotion lor sites. 
LOHAUS.P.H. Operalons Brooch 00/06/27. ARTHUR. WJ Enorgy, Oept. of 10pp. 
46 105:005-4 0 1 05 023. 


8807010873 Forwards nonce of upcoming NRC/DOC technlcal/programmatlc moGLlngs 
PC' 8-10B27 NRC FR noliCO. 

LINEMAN JJ. Oporotons Brnncti B0/O7/O5. NRC - No DolelTorl Aflil-ailon Given 2p p 
46018 333-46010 331. 

0907010710 Forwards comments on draft ropt “Ground Water To9tng Motho-doloQ'os 
App! cahlo to Ur.saturaiud Rock at Yucca Mounta-n” Each meihod shou’d have rec- 
emmon Jalion ro Yucca MoimUi'n upplcablliiy & short glossary should bo oddod. 
POhLE.J A. Techn-cal Roviow Branch. FIN D-1020 NRC-O2-85-O0B. 00/06/30 
WILLIAMS, R.E Wil mms A Associates ip. 46020 000 46020:163. 

6007050023 Forwards moolmp notos from first on board rovlow for Belfioid /Bowman 
S:lO hold on QB0602 In San f-ranc!sO.CA. 

ARTf-un.WJ. Energy. Oopf. or 66/06/27 LOHAUS.P Oiviafon of Low Le v of Waste 
Management A Decommissioning (Post 070413). 14pp 46021:001-46021:014. 


8607060564 Adv scs lhai oncl revised notos for O0O6O6 mooliny on d spcsal of Manferd 
defense wnslos wll bo transmitlod to DOE for signature Moot-ng nclos incorporaio- 
changes proposed by NRC & DOE. 

GLENN.OJ Rogulatory Branch 08/CB/22 BANGAHT.n.L,. GELL.MJ. Low-Lnvol 
Wasio & Uranium Rocovory Projocls Branch 3pp. 46 1 1 7:350 46-1 1 7.352 

8007066583 Summary of 000524 meelng botwoon NRC A DOE In nockvilfo.MO ru 
Issuos concerning Tide I program 

LOHAUS.P. Operations Branch. OB/Od/23 BANGAFtT.R. D.v.son ol Low Lovol Wnsto 
Menag&meni A Decommissioning (Post 070413) 6pp 46115: 102-40 n6 100. 

0807060661 Advises that May monthly ropt for FIN A- 1701 rovlow od & progrosa found 
satisfactory. 

eVKOSKI.L- Rogufafory Branch. RN A- f 76 f . 06/06/29 CRANWELL.R M, Sanaa Na- 
Ilona! LaboralorkJS. Ip. A6 103 31 1 40103 3 1 1 


8807050034 Forwards UMTRAP Intorfoce Docurnonl 07-S 00,rofloctlng Class III change 
MANN.DE. Energy. Dopt. of. 08/06/27. FLIEGEL.M. NRC - No Detailed Alfilfllion 
Gnen. -ipp 46026. 1I8-4G02G 121. 

9BO706O139 Forwards composilo fisting of key site contacts for UMTRAP 
CHAPMAN. P. Energy, Dopl ol. 88/00/20. Energy. Dopl. Of. ?pp 46110 021- 
401 10.023 

8807060152 Forwards Salt Roposltory Pro,oct Ofc wookly hlghilghi9 rept lor 860620-24. 
NEFFJ.O Enorgy. Dopl of. 00/00/24. ROUSSO.S. Energy. Depl. ol. 3pp. 46103:132- 
45103 134. 

8807060161 Forwards draft Techn cal Operating Procedure TOP-001 -01. Program Ar- 
etoroefura ndvfaw Commiffoo Roviow & Rev of WSESf Mo/or Mf'esfone 12. " Mr 
rev.&w & comment Current schodulo colls for Implemonilng procodureon 800712. 
WrfTING.AR. CGntor for Nuclear Wosto negufatory Ana'ysee. 08/07/01 
ALTCMARE.P.M NRC ♦ No Dots led Affiliation Given, ip 46006:001-46058:011- 

-8007060166 Draft Rev 0 to TOP-OOi-Oi, “Guidance to Program Architecture Review 
Com-nittee Rovlow 5 Rov of WSE&l Major Milestone 12." 

* Cantor for Nuclear Waste Regulatory Analyses 88/07/01. 10pp. 46096002- 
46009011. 

68070B0211 Forwards draft “Pro)ocl Plan for Geochemistry Projoct,’’ per Research 


08070606 14 Prov.dOB comments on M 0 y 1030 monthly progross ropt & pathways idon: • 
ficaiion ropt.Conclusons & assertions prosontod in ropt nood to bo supported by np* 
propT-ate refs Doscripion of pathways should be reviewed for comploionoss. 

WEBER.M F. Technical Branch. FIN A- 1/64. 08/06/20. ORTIZ.N.R. Sandla Naliono* 
Laboratories 3pp. 46117:357-46117:350. 

8807070106 Forwards r.oi ce of ava:'abli ty S roquost fer public commonts cn draft loch- 
n cal position on attorn ate concentrailon I mils for u mills for FR publication. 
PETTENGILL.H J. Technical Branch 69/09/23. MEYER, D L Rules & Procedures 
Branch. Ip. 46123 020 46123024. 

— 9607 1401 6 1 NoVce of evallabi'itv & request for pubic comment on drall tcchiYcal posl- 
llon oh alternate concern Ire lion Kmhs for U mi'ls 

PETTENGfLl.HJ. Division ot Low level Waste Moragemeyd & Docommiss onir.g 
(Post 870413). 06/08/23. 4pp. 46123 021*46123 024 

8907070173 Forwards mlmitea of Waste Mgt 80 Program Advisory Commitloo 800613 
meet ng In San Diogo.CA for rov^ow.Evp'e nation ol topic coord nalor dut os listed. 
WACKS.M. Affriation Not Assigned. D8/06/27. BROWNING. R E NRC - No Dolaliod 
Afli- a lion Given. I0pp. 48277:019 46277.020. 


8007070222 Forwards "Repl to D.rectof NMSS Ro Current Status & Proposod Action 
fer Flegutation of Low Level Waste Slab lily ” 

BANGART.R.l Divlefon of Low Level Wasio Management & Decomm ss onlng (Post 


8607070208 Forward a responses to survey o' geographic nfo sys use in in federal govt 
prepaid by Federal Interagency Coordnatino Committee on Og.tal 
Cartography. NMSS needs such info sys 8 similar capaWes to accomplsh licensing 
functors 

CHERY.D.L Technical Rev.ew Branch 08/07/06 LAROCHE, G E Division of Fuel 
Cyc'e. Wed ca'. Academic 8 Commercial Use Safety 870413 870728. 7pp 46126 026 
46126 034 

-8807140295 En ists assistance in h.o'ping Federal Interagency Coord. na ting Committee 
on Cig.ta 1 Cartography identity scope ol geographic info sys (GIS) use in Fodoral 
ccmrr.u 11 ry GIS del nod as computer sys designed (o col'ect 6 display dale. 

STARR, LE. interior. Dept ol. Geological Survey 88/06/C8. 2ECH.L W. Comrrssicn- 
ers. 2pp 46126 033-46126 034. 

8607080007 Monthly ropt lor May 1988 for FIN A-1 156. 

ORTIZ.NR. Sandia National Laboratories FIN A-H58. 66/06/20. COLE WAN. N M Di- 
v.sion ol High Level Waste Management (Post 870413). i?pp 46140 048-46140 059. 

8807000019 Forwards propr diary £ nor prop neteT WastoChom Rapt VRSC02A. 
"10CFR61 Waste Form Confo-rmarce Program " Proprietary rapt vUhho'd 
KLEIN, W.J WasfcChcm Corp &3/06/30. TCKAR.M. Techiest 9/arch. Ip. 
46140.079 46140:204 


“8807060027 VRS C02A Nonprop-roiary “10CFR61 Waste Form Contermance Pro- 
gram. ’* 

* WasteChem Cerp. 88/05/31. I25pp 46140C&0 46140 204. 


8607080073 Discusses cbsorvai ons on seventh probabilistic safety assessment codes 
users croup mooing on 860620-22 in Fecte'el Republ.c of 
Germany Recommendations & summary of segeesnons prodded 
0ONAND.F 3 Sandia National Laboratories FIN A-1 165 88/07/01 BROOKS, P. Op- 
erations Ora nch. 6pp. 4 6 1 34: 1 1 1 -46 1 34; 1 1 6. 


8607110502 Forwards for review revised draft of malrix ddluson ropt. ’Matrix D.ifiu-n 
of Rad onuclides in Rock/Groundwaier sys " 

KELWERS.A.D. Oak Ridge Natonal Laboratory FIN B-0287. 80/07/07 DROCt'S.D. 
Technical Rev.ew Branch, ip. 46142 225-46142 345 


“0807110515 ‘ Matrix Diffus.on of Fladionuclidos in Rock/Groundwater Sys " 
BIENCOE.J G Oak Ridge Natonal Laboratory GRfSAK.G E . REEVES.MP tnffu 
Technologies. !nc. FIN B 0287. 88/07/07 Office of Nucloor Malone! Sa’ci, (, 
SafQgjards.Director. 120pp. 46142 226 46142.345 

80071 1051B Discusses esiabTshmom of program a'chliecturo review co'virn.tiees \,i 
ravow & rev of WSE&1 Major M.ioslono 12 Inputs to Prog'am Arcfi lecture iFA; r.o 
Section 4.6 Rev 1 to TOP-O0 1. ‘PA Development Malnt " 

WHITING.AR Center for Nuclear Wasto Regulatory Analyses 00/07/05 CerCe- te- 
Nucloor Waste Reg ulalory Analyses 3pp 46147 255-46147 257 

88071 10532 Errata to Rev 1 to “Tochn cal Approach Document " 

’ Energy. Dept of. 80/04/30. 22 4pp 46142.001-46142:224 

8807110546 " Technical Assistance in ideniification & Evalunton of Se.srr.o Tecta'..: 
Issues re Repository Site Characton?atlon Plons,” Monthly Mgt l.lr Repl 23 te' J 'o 
1988 

CHUNG, D.H , CUMMINGS.G E Law/oncc Livormoro National laboratory. FiM A-o/j/ 
L-196. 06/07/07 BLACKFORD.M E. Technical Roviow Branch jpn. 46141V.6 
46141:360 


8007120113 Forwa'ds manuscr.pl package for “Hydroijoo’ogic Evaluation o' 
live Con lam nal on in Deep Wolis at Hanford ’■ 

COLEMAN. N M Tecfinlcaf Rov.ow Branch 80/07/00 CCOPER.S In lor or, Dcp 1 i,- 1 
Geo'ogical Survoy. Ip. 46143:206-46143:353 


8807060281 Advises that P Brooks assigned as lead techn.cal conlact for Contract £*N 
A-1 16S.n response lo reap on t 080630 momo 

BROWN NG.H E D.vislon of High Lovol Waste Management fPost 870413). FIN A- 
1165 80/07/00. FUNCHES.J.L Program Managemonr. Polcy Devatepmonl & Aral/ 
SIS Slab IPCS1 B70413). Ip 4613-1 207-46134 207. 


“8807120403 "Hyd'ogoologic Evaluation of Radioactive Contamination in CecpWc’ts -( 
Hanford.'* 

COL f MAW, N M.. CHERV.D L Office of Nucfoar Material Safety & Sateg.iarirs.Oroita, 
88/07/08. 57pp 46143:297-46143:353. 


8BO7O8O270 Requosis authorisation for addl funding for Research Pro,oc1 Plan 4. ’‘Sols- 
mic/Rock Mcchan : r.s*‘ D reel on for revs lo projecl p'an for FiN B 6663, "Integteted 
Waste Package Experiment" or.cl 

BUNTING.J.O. Sysloms Eng neer ng & EvaluaNon Branch FiN B-0663 8G/0//05 
MACE.M. Off.co ol Admin strai on & Resourcos Management, Director (Po9t 070413) 
4pp. 40139 240 46139251 

BBO7O0O281 Forwards work doscripton for technical assstenco needs et CNWRA in 
performance assessment. 

COPLAN.S Operallans Branch. 88/07/07 ALTOMARF.PS. Sya'orr.9 Eng rcenr.g & 
Evaluat On Branch 8pp 46136:054-46136 061 


0807120127 Forwards notice of upcoming technical A programmatic mooirngs re N : U 
hloh lovol waste mgt program 

LINEHAN.J J Operations Branch 80/07/11 Affriat-on Not Assgncd 2p;>. 46-141 2^3 
46143 284. 

8807120139 Discussos rosponso lo Comm ssionor Rcgors Q80526 rnomo lo ChfitTji 
Zoch re agency schedule for Yucca Mountain s‘to charactonzatian p'an approval & 
liconsing 

THOMPSON, ILL. OJfico of Nuclear Material Safoly & Safeguards. D roctcr. 8!b0//k: 
REHM.T.A Ofc ol the Execut.vo O rector for Oporot.ons 2pp. 46153:335-46153 311 


0807110110 “NRC Tachmcal Ass slance for Design flov:ew 3," P/ooresa Repr 34 lor 
wav 1988 

HART.R.D ITASCA Const II mg Group. Inc FIN D 1016 NRC 02-85-002. B8/G6/20 
TANIOUS.N. NRC • No Detailed Affliaiion Given. 6pp 46108:350-46138 355, 

0807110133 Forwards SALT Expository Project Ofc weekly hghhghts ropt for perod 
080606-10 

NEFF. J O Energy. Dopt of. 88/06/10 ROUSSO.S. Energy, Oopt of. 3pp 46141:191- 
46141.163 

B807 110143 Forwards Pro,oct inXrfa-ce Documoms FID 07-$ 02,07-5 03. 07 S 04.07-S- 
05,per RAP Section 8.11 

MANN.DE Energy. Dept. of. 88/06/14. FLIEGEl.M NRC * No Deta-led Aff. rntion 
Given. fiBpp 46137.001*46137:008. 

8007110146 Forwards documents jg p.t fi ranch) disposal of domo'.ticn dobf«8 et Ambro- 
sia lake V m.ff failings romadfaf action s Ca for re view <S approvaf 
ARTHUR, W J. Energy, Dept ol. UMT/NRC/0689-70. 68/00/21 HAWKINS.EF. Urani- 
um Recovery fie'd Ofc, R4. 2pp 46141:180*40141 190. 

8807110156 Fonivards corrected invoice for * NRC Tochnlcal Ass-slance lor Design Re- 
views' 1 Progress Ropt 34 for May 1988. 

HART.RO. ITASCA Consulting Group. Inc FIN 0-1016. NRC- 02-85-002. 08/06/21. 
TANIOUS.N NRC * No Oatai’od Aff.liabon Given. Ip. 46147 105-46147:195. 

88071 10164 Forwards NNWS| proloci master list of controlled docum&nis as of 
880602 List should ba used lo verify current sfatus of documents 
SPAETH.M E. Scionco Appi cetions Infamalional Corp. (formerly Sclanco Apptlcalons, 
Inc). 88/06/14. KENNEOr.J. NRC - No Doia.led Affuation GMen. 19pp. 46140 269* 
40140.287. 

8807110416 Responds lo request for tochnlcal assistance under Task 4 of FIN A-4I71- 
7, “NBS Comments on Pretim.nary SAR.Vitnlication Sys.Rev Ill.Wesf Val'oy Demon- 
slrai on Project ,Vol III.” 

INTERRANTE.C.G. Commorce. Dept of, National Bureau of Slandards FIN A-4 171-7, 
88/06/27. PETERSON.C Technical Revlow Branch Ip. 46t4t:08B-46141:088 

8807110430 Responds lo request for tochnlcal assistance under Task 4 of FIN A-4171* 
7, "Wasle Comphanco Plan for West Valley Demonstration Project High level Waste 
Form *’ 

INTERRANTE.CG. Commerce. Depl. of. National Bureau of Standards FIN A-4171-7. 
88/07/07. PETERSON.C. Tochnlcal Review Branch. 3pp. 46141:085-46141:087 


“B807120J53 Expresses concerns re apparent number ot eubsta'iUvo agency nc.w.Zj 
that musl bo accomplished If curtrml DOE pro.ect decision schoduto m losto.ios !:r 
Yucca Mounia>n silo characlenratiun plan approval & liconsing o r o to bn n o* 
ROGERS.KC Commissioners 80/05/26 ZE('H,L.W Co mm.ss 1 oners 2nt 

46163:337-46153 340 


8007120148 Suhmlls rommonis ro NClG-OB, ”Guidol.no9 for Comoni of Recces tj 
Support Nuclear Powor Plant Oporation.Maint & Mod" GVdolmes lor rncortl rc|o v<,.* 
times In Socf on 3 3 incons.stenl w/Rog Guido 1.28.Rov 3 

6R0WNING.R.E. Division of High Lovol Waste Marmyemont (Post 6/0413) 03-07/ 
06 ARLOTTO.G A Division of Englnooring (Post 070413) ?pp. 40145:154-46 1 4S 165 

0807120186 Advise 3 that monihly progress rapt for May 1900 for Fi.N 0 0200, le'u 
Evaluation of DOE Radionuclide Solub.iny Data & Soleclod floio* Ji' C'« 
Pa ramei or s.E>perj rrontal Slrafoglos, Lob Tochnlquos ” rovlowod Progross siWac 

tory- 

BRAO0URY.J.W. Technical Review Branch. FIN B-0203. 00/07/06 MEYLff.RE O 
Ridge Nalional Laboralory. 2pp 46149.359-461 40 360. 

8807120602 Forwards mlnutos Of 880601-02 mooting of Hosf SiaiO Tech C00fv."ii: r>g 
CommlttQO in Rockvnle. MO re nucloar onorgy low level waste mgt program 
RUTZ.A.C. Idaho National Englnooring Laboralory 08/07/06. SunMElFR.J.J Toci.r: 
cal Branch. 31pp 46166:305 46157:014 

“0807 120647 ”Rept o-f Attendance as Obsorver of EPRI-Sponsoiud Workshop cn I 
129*' 

GROELSEMA.D H. NJG Co. 07/11/09. 24pp. 46156 336 46156:350 

“8007120591 Speech entitled “Safoly lesuos re Disposal of 1-120 in low Level Rac 
wasie Repository. presented (o OOE ninth annual low lovol raefwasto rr.gi confere'ce 
in Denver, CO on 870827. 

8HATTACHARYYA, JANATI.R. Pennsylvana, Commonwoaflh of SHEAHEFl.T O'- 
dren‘s Hosp of PhUadelpha, Phladolphla, PA. 87/08/27. 14pp 46157.001-161570H 

“0807120626 Speech entitled “Safely issues re Disposal ol C-14 in low Lovftl Rac 
waste (ILRW) Repository * Slate Porspocllve 1 , ’ presented to CRCPD 2 Clk ann^i 
meo1_ng In NashvlTO.TN on 000515-19. 

8HATTACHARYYA. JANATI.R, R., NEY.D E Pennsylvania. Commonwealth of 03'T‘' 
15 17pp. 46157:015-46157:031 


8807110439 Responds to request for lechical assistance under Task 4 ol FIN A-4171-7, 
“NBS Comments on Waste Acceptance Preliminary Spec for Defense Waste Process- 
ing Faci ity High Level Wasle Form. 1 * 

INTERRANTE.C.G. Commerce. Oepb of, Natonal Bureauol Standards FIN A 4171-7 
08/06/27. PETERSON.C. Technical Review Branch, fp 46U1.23S 40 f4 1:235. 


“8007130011 Forwards summary ol Coordinating Commilteo for Low lovul Wasia Oi 
posai Technology working session ot mixed waste regulation. 

PAUKERT.J. Soulhern Slates Energy Board. 67/03/10. COSTANZl.FA NRC 
Detailed Affiliation Given. 164pp. 40157:032-46157:195. 


8607110456 Rev 0 lo OA Program Plan Technical Procedure 033-NNWSI-P 3A3 "Es- 
tablishment of Criteria for Metal Barrier Selection.'' 

HALSEY.W.G.. MCCRIGHT.D.. SHORT, D. Lawrence Livermore National Laboratory 
88/06/03. 7pp. 40141:228-48141:234. y 


SB07120677 Forwards T Sniff ol Water, Waste & Land 880621 llr respondinp lopre.od 
officer questions on DOE-NRC-9tate workshop on alternative conceptua 1 mode's 
LOGSDON.M.J. Nuclear Waste Consultants. Inc. FIN D-1021 RMS-NMS 85 OM 6?/ 
07/07. POHLE.J, Tochnlcal Review Branch. 8pp. 46166 259-46156:208. 


8607110486 Rev 1 to O A program plan App A. ‘'Requ rerr.ents (or Oual fications A Certi- 
fication of fnsp A Test Personnel 

8pp° 48^ 4 r 2 20-46 14 V 2 2 7^^^^ ^ KENNEDY.J. NRC - No Delated Aff Nation Given. 


8807130035 Confirms withdrawal of Topical flept STO-R-05-008, "Topical Repl 
Solidified Bode Acid to Meet Stability Requirements of 10CFR61.*' per 9BCG10 l" 
TOKAR.M Technical Branch. 88/06/20. BORIS.G.F. Hittman Nuclear & Devo'c^^of 
Corp. (subs of Hitiman Corp). Ip. 46169:170-46169.176. 



$807 430066 Closes out At'ogalon NMSS-80-A-OO1 from towenberg Assoc.lnc re 
MJ?AC marketing ol Chichibu HlCs for nonapprovod use ta compaction of low level 
waste NRC assured by Nil P AC during 080120 meeting lhai no improper use of rrar- 
koihg occurred 

SURMFiEfi.J.J Technical Branch 00/06/29 LOWENBERG.H Lowonberg Associ- 
ates he. ip 461 66 1 40-46166- 14c, 

BSD? 130 >27 Act* rozo:pl ol May >909 Ilf tiesendry GB02 A Offer fo pfov do program fo 

F3ALLARD.RL Tochn cal Rov.ow Branch 88/07/08. STEWART.C W BatteLe Momcri 
el Insl-Mo. Pacific Northwest Laboratory 2pp 46164 050*46164 C51 . 

0007130212 Towards latest draft of intorngoncy Advisory Commitee on Water 
Dala.Subcomm ttoe on Groundwater terms of ref Agenda for next mooi ng I sled 
OEE.N Environmental Prolocllon Agency. 00/07/07 Environmental Protect on 
Agency. Jfipp. 461 70 030-461 70 047 

0BO713O235 info'ms of 030007 00 panel mootings m Washngton.OC re d-sposal of 
*a9tos stored in slng'o shell tar.ko at Hanford. WAUrgos organ-nations th&i w.J |c n 

{ :anels lo provide policy & fechn cnJJy orient od repro sonia Hon 

^YERS.P B Nat.onal Research Counc-l 08/O7/C8 BFLL.M.J. NRC * No Dole led Af- 
Uia1.cn Given 8pp. 46167 322-40167 320 

0eO7 130253 Forwards marked-up copy ol Snclon 3 2 of NUREG 0965, ‘ NRC Inventory 
Ol Cams.” £ corrected popes for App C & App E 

FI.EGEl.M Div.slon of Low level Waste Monagomenl & Oecornmtesonlr.g {Post 
870413). 06/06/24 BAGCHI.G NRC • No Detallod Afliliat cn Given. 2lpp 46166 153* 
40166.173. 


0807 1600 13 Forwards comments on Fob 1906 draU survollance & rr.ant plan ler 
Dtianpo^CO Document nol cu'reni w/EPA p'oposed si as in' grojnrjwatar monloung 
HAW IONS .E F Urar.ELm Recover Field otc. R4. 83/06/23. ARTHUR.WJ Energy 
Dopf. of 3pp. 46101 359 46 f 81 360. 

0007160023 Concu-9 w/880406 radologcal 4 on^noerhg assessment 1-jr property h 
CdgemonLSD Romed el action acceptable. 

S-VuTH.R D. L'ranLim Recovery Fold OfC, R4 68/06/09 GRANCBOJCHE.G F.r-orgy. 
De;i. ol Ip. 46184 275 46184 277. 

-0BO71SOO26 Rocoir.mend9 concurence be g'aoieJ tar opp icaiion of sjprte rental 
Slds for Properly ED-00708-OT. 

HEYERRS ., PETIENGlLl.H J Uranium Recovery Fold Ole, R4 88/C6/Q3 Uran.um 
Recovery Field Ofc, R 4 2pp 46104 270 461B4 277. 

68071 60027 Advises that NRC carnot concur w/069504 radologcal £ er.gneoring ©s 
sossmont for commercial vicir.iry p-eporty das'gmitao a9 GJ-9007?£C.Pomcna Elc 
meniary School in Grand Junction.CO. 

SMfTM.n.P. Ur&n! j fit Recovery F ic'd Otc. R4 B0/08'00 VrRGOWA.JE Energy, Oep? 
Of ip. 46102 263 46182 266 

-0807160029 Rocommeids ihai concurrence noi bo granted for appl'cabcn of suppi 
sicfs fer properly des gnated as GJ 92072-£C.toasud on roviow of COE 883504 rari o 
logical & engineo'ira assessment ro sub; properly & por 4CCFR192 21 £ 192 22 
HEYEH.n S. PETTENG’.iL.H.J. U ter urn Recovery Field Ole, R4 8B/CG/09. Uron um 
Rocovory Fio*d Ofc, R4 3pp. 46102.284 46 1 82 266 


0937130264 Forwards agenda for NRC/OOE 8807 10-19 mootng9 in Ro-ckvillo, MD lo 
dicuss explore lory shall lao’ity 

TANA.E.T. O, vision of High Luvol Waste Management (Post G70413). 00/07/08 
BECHTEL, D Nevada Stalo of. 4pp 40170.313 46170 316 

8807130347 Forwards comments on draft remedial action plan & envfon 
assessmoni.por requosl.Rovlow of geology & geomorphology ospocts of s to ird calod 
def-cionciGs .n DOE characion?aiion of 9. to geology & assessment of stab "ity 
STARMER.RJ Technical Branch. 08/07/01. FllEGEL.M. Operatona Branch l3pp 
45172.133 46172 145 

8807130389 Forwards schedulo ropf ro 1 yr wndciw of on NRC roviow activates on 
UMTBAP marked up lo rofloci current status. 

ARTHUR.WJ Er.orgy. Depl of 88/07/05 SMITM.D Uranium Rocovory Fle'd Ofc. 
R4 27pp 46170 058 46170 064 

8807130427 Forv/ards ongnooring drawngs. “Submo/ged Dom-norft'iror Sy3 UnvGfsai 
Vessel." 2D-950-20 01 2.Shonls 1 & 2,per loquost. Drawings should bo Sealed es pro 
pr.ols^y in nature 

MCOAWtEl.KK, Technical Branch 68/04/25 StSKiND.B. Brookfiavon National Labo 
tatory Ip. 46186 322-40166 322 


8807160046 Forward 3 Lakovlow UMTRAP rcpl ro 080519 ensito const InspLisled iterrs 
Qvidcnt that NRC has sorlous concerns ro prejoct S coni nu ng active es Reccmrvendb 
l95uos resolved as soon as poss bio. 

HAW^NS.E F. Uranurn Rcco/o.-y Field Ole. R*V 88/06/14 AR1HUR.W.J Energy. 
Dopl of 2pp 46183074 46163080. 

•*0007 159049 Summa/t/os LaFoview ons-lo ccnsl ft>v cw conljctoa o n 980519 to const 
activ-ties Bl Lakoview UMTRAP lo* essessmont of w)io‘tipr QC program turclioring m 
manner that assuros compliance w/EPA aids 

GONZAl ES.R.O . OlSEN.T T.. HAWKINS E.F Urn rum Rocovory Field Ofc. R4 88/ 
00/ 14 Ot an um Reccv 0.7 FleJd O/c, R4 5pp 46 j 93 075 46 > 03 000 

0007160052 Concurs w/y.cliVty property comploi On ropl rncoived on 860229 lor Slotod 
address 

SM i T H, R D l//anf jtt Recovery FroW Ofc, R4 88/05/26 ARTHUR, W-f Cno'gy. Oepf. 
Ol Ip. 4B 164, 280-46164 200. 

0007 1 500S6 Concurs w/v:cin.ty p r opr>fly ccmplot on rc-pl rocolvul On 803229. 

SMlfH.R.D U/anfum Reco^ory Fio d Cfc, Rl 60/05/26 ARTHUR.WJ Eno-gy. Oapi 
Of. Ip. 46184 357-46104 367. 


6897140001 Advisos tnat OA level ass.gnmonis for dos.gn & const of ESF added to 
BSD? tti-ta proposed meeting agondo 

UNErlAN.JJ. Oporalions Branch 86/07/11. STEIN. R Energy, Dept of. Ip. 
46175:059-46175 058 

3607140003 Informs ol toviow of CNWflA program man«tggz3 Porrodc Ropf 6&*8 for 
period 060514-0610 & provid09 no commonts for sub| roporilng pot loti Co nee rrs ro 
cver/ur.dor expGndiluros £ mods eddrossod In separalo corrospondenco 
FORTlfNA.S.L Sysiom^ Englnoonr.g A Evaluation Branch 00/07/12 tATZ.J Cenior 
*oi Njclear iVasfo Rogufafory Anafysos fp. 46 1 75.0 58-46 1 75 058 

6807140008 Informs lhai “Oullino of Approach to Duvoloprr.onl of Ctr Tochnology 
Transfer Plan" found appropriate but offers Iwo suggoslions Roquasts opportunity for 
further review A commoni wtien plan tlovelopod 

BUNTING.JO Sy8tom9 Enginoorlng £ Evaluation Branch 88/07/12 LATZ.J Center 
for Nucloar Waslo Rtigulatory Analyses ip. 461 75:037.40 1 75.037 

8807140007 Document savero) a c For >3 ro RAW E COSAFE HJC-55 fopicaJ ropt 
review Portions of review will bo conductod by contractors to NRC Schedulo will bo 
e9tat‘ishod & Iransm.llod by 080527. 

WIDK/AYER.O A Techn cal Branch 80/05/12 BlACK.W D, Babcock & V/iicox Co 
2pp. 46170 204 46 J 78 265 


6607150065 Concurs w/vlcrily properly coi'p'oiion ropl rocnlvod on 660401 to- proper- 
ly In Location CA-072S in Car.onsbjrgPA. basad on rev.ow of sub] ropt & per EPA 
nogulaUons 40CFni92.l2 A 192 20-23. 

SWITh.R.D. Uranium Rocovory Fio’d O’c. R4. 08/05/20. ARTHUR.vv J. Energy. Ropt 
Ol Ip. 46102357-46162 357. 

0087150069 Concurs w/vicimty proporty complot nn ropt rocovort on 630220 for propor 
ly a l Local ion CA-400S In Canons bug. PA 

SMJTH,aa Oran'jrn Recovery Field O'c. R4. 03/05/2G ARTHUR, W J Enorgy. Dopl 
Of. Ip. 461B2 380 -16102.360 

6807180060 Provides delai'9 ol ccl'oquium cn OA u-idorgrcund radwasle repositories n 
Washfngron.DC on 080802 03 

CRAyER.L E. Naiona 1 nosoorch Council. 0B/O7/15 National nosonrch Council. 2pp 
461 99.360-40 1 99 36 1 

8807180066 Forwards "Crulcflf Poor Roviow of Program Architecture Suppcri Sys Al* 
lartion called to f«>rtlon9,indud ng ' Outlook fo: Fellow cn Dovolopmcr.t ' 

LATZ.J.E Cnnler for Njcloar Waste Rogulalo/y Ana^sos 68/07/11. BUNTING .JO 
Syslems Engineering 8 Evaluation Bmoch Ip 40199 266 46190.310. 


880714007S Commoms on Mar 198B monthly Mr status repl for FiN A 1763, 
"Evaluation.Va'idolion.VGrilical'on £ Documpntaiion ol 1MPACTS-BRC Compute: 
Code" Contracting documents for ob'jflBhon of FY88 funds rovlowod & accepted by 

WIDMAYCR.DA. Technical Branch FIN a- 1763. 88/05/13. CRANWELL.R.M. Santfa 
National Laboratories 4pp. 46175:353-46175:356. 

8607140141 Forwards revs 10 BNl. roviow ol IN Technologies lop cal ropt fo r compos to 
high Integrity conlalnor (HlC) In response to NRC comments on BNL oarlior HIC 
review lomfaxod to NRC on 080429 Proprietary comments withhold 
SlSK'ND.B. Brookhavon National Laboratory 5374. 88/07/12. MCDANIEL. K Techni 
cal Branch 3pp. 4819 1:140-46192: 169 

—8067140176 HW-64341 "Some Aspocls ol Corrosion of Bunod Stainless Stool Pipo at 
HanlOrd Works “ 

FLOTT.R.F. General Elecinc Co. 88/07/12. 127pp. 46191:152*46192.018. 

-8607140187 WM-329 1*631 “Low Level Waste Package 6 Eng neorod Barrier Study," 
qua to rt y pr ogre ss re p t for Oci-Dec 1 9 O 7 , 

SOO.P.. BOWERMAN.B S, CLINTON ,J.H. Brookhavon National Laboratory 66/04/ 
30. Olfice of Nuclear Regulatory Research. Director {Post 660720) 63pp. 46192 019* 
46192 169. 

4607 T 40206 Revised Monthly Mgt Llr 23 for Juno I988.corrocling ihres typos. 
CHJNG.DH. Lawrence Livermore National Laboratory. FIN A0297 1*196. 08/07/00. 
BLACKFORD.M.E. Technical Revlow Branch. 2pp 46177012*46177.013. 

S3Q?t 402 to Summary of 080412 meeting w/OOC.UNC-Geofach & State of CO Oepf of 
Health to discuss vlcin-iy pro per lies £ supplemental stds. 

HEYER.R S. Uranium Rocovory Fiotd Ofc, R4. 88/05/05. Uranium Recovery Field Ofc, 
R4 3pp. 46199.006 46109 008 

8807160004 Notifies of preliminary schedule for review of Bond co Nuclear topical 
ropt BNL will assist in reviow.SAIC wi'l perform structural analys-s 
WtCK.E Techmcel Branch. 08/05/12. STOCK. A J. Bond:co Nuclear. 2pp 40103:266* 
48 f 83 267. 


-88C7180126 "Crihcal Poor Review of Program Archnociuie Support Sys " 

ACRES, C L. Aaoe. CL 6B/07/06 22pp. 46199 200 46199 310 

0807100107 Forwards DOE weekly repts for vvks endng 86C 624.0701 & 00 
PRESTHOLT.P.T NRC ■ No Datai'ed AHI-olCn Glvon 80/07/13 LINEMAN, J J Oper- 
ations Branch I4pp 46200.217-46200 230. 

60071801 11 Forwards '“Rsv.ow of SAND87-2073, Add Undorground Test Data Ro- 
qjirod for Yucca Mountain Repository Characion?at on. "’ 

CHllNG.DH Lawrence tjvermoro National Laboro'ory FIN A-0207. 80/07/14. 
OLA CKFORD.M E T ochnicel Ro vr aw Drench, ip 4 6 1 04 3 1 6 ♦ 4 G f G 4 32 1 . 

-8807180173 "Rovow of SanU-a Repl,SAND07-2O7O. ‘Adol Underground Tosi Dale Re 
qulrod for Yucca Mountain Resposiiory Ch erect on/ at ion ■" 

* Lawrence Uvormoro Nat ongf Lobcmtory. FtN A 0297. 00/07/14 £pp 46194 317* 
46104:321. 

88071B0115 "Perform a rtco Assossmont of Low level Redwaslo Scos,” monthiy 
progress ropt for Juno 1080 

BERGERON, M P. Battelte Memcfinl Ir.sliluia, Pac-'ic Northwest Laboratory. FIN 0 
2405 08/07/14. OEERiNG.L. Office of Nuc'ear Material Safely £ SatoguardR.Oiroclor. 
7pp. 46204:238 46204:244. 

8007180136 Forwards T Sniff Hr ropl re clabllcoilons 10 Tnchnlcal Ropt 3. "Estimates of 
Cumulative Radioactive Flux al Yucca Mountain Nevada" Llr ropt elegantly Oat.Uos 
compute l JonpJ p/ocoss that was implicit in Tochnfcal Repl 3 

LOGSDON. M.X Nuclear Waste Consultant. Inc. FIN 0-1021 260 08/07/07. 
POHLE.J. Technical Roview Branch Gpp. 48200 21 1-46200 2 1G. 

SB 07 180141 Fow&tds fask de sen p'.ion summary for Svbtask 7.5 /nvesNgal.on to be ©nfr- 
lied, "General Rolationsh’p Belweon Rechargo 4 Ago Slrat.hcat.on in Saturated Water 
at Weil " 

LOGSOON.MJ- Nuclear Waste Consu'tants. fnc FIN D 1021 . 269. 88/07/07. 
POHLE.J- Technical RovhA’ Branch ?pp 46200:204 48200:210. 



6807160207 Concurs w/vicmity propeTy ccmp'ehon re pi fC' Location RT-034 S 11 
R.verljn WY.per 883328 request Ur cf concurrence end 

SMITH FI D. Uranium Recovery Field Ote, R4, 88/06/06. ARTHUR.W J Energy. Depl 
ol. 2pp <16 1 P4 356 46194 357. 

8807180257 Stbm is comments ro "Redox Stato of Cedar Mcunieln formal on 
Aqj ter.Groon River UMTRA Sile.UT." Techniques used to daterm no red ox coup'e 
concentrai cn app'opnate but rr.ore dote Is necessary. 

ARTHUR RC Battoii© Memorial Institute. Pac.fic Northwest Laboratory. 60/07/08 
DEERING.L Olflce of Nuclear Material Safety & Safeguards. Director I4pp 
46188 246-40tn8-259. 

8607180262 Forwards summary of 8BC602 meeting w/DOE lr> Rockvile.MD re disposal 
p'ans lor double shotl lark wastes NRC ga ned oeita' understanding of c'aasificaiion 
of wastes m 20 double- shell tanks. 

THOMPSON.H L Office of Nuclea' Meteral Safety & Safeguard s,0:'ec tor 8D/07/H 
LAWRENCE.MJ Energy. Dept. of. 45 pp. 46189:311-46199 555 

8307180266 Fo^ards NNWSI QA manual rev9 
NUNES. H.P. L 09 Alamos National Laboratory TWS-N5/03 88 60 88/06/30 
KENNED v.J NRC * No Delated AfW.ation Given BLAVLOCK.J Enoroy. Depi. o ( 
KALIA.H L a ^rorco Ltvermoro Nat O rt fll Laboratory. Ip 40202:287-46202 342 

-0007180268 QA manual rovs fo' NNWSi 

* Los Alamos Not. onal Laboratory 68/06/20 7£pp. 46202 268 46202:342. 

6007180273 Forwards paper □'Hilled. “Apphcaticn o* GEOTHER/VT4 to Assess 
GtOwndwaie' Tians'.ema *n H.gh Level fiadwasio Repertory." piosenled at tell Con- 
ference cn Grcundwaler Contamirat on in Am 9 iordam h Oct 1987. 

BIAN.Sh Batin lo Merrcrat Instt-jte. Pac-fic Northwest Laboratory 69/07/14 
SHERRY.D Division ol High Level Waste Manage monl (Posl 870413) ip 46277.007- 
46277 015 

—8807180332 Paper emitted. "Application cf GEOTHER/VT4 io Assess Groundwater 
Trons-onls n a High Leva! Radwaste Repository 11 

BIAN.SH. BUDDENMJ. Battelle Memonel Institute, Pacifc Northwest laboraloy 
YUNG.SC Wosmchojse Hanto'd Co B?/ 10/31. 8pp 40277:008-46277 016. 

8307180263 Forwards surrmary of Waste Mgt Advisory Committee 680615 mooting In 
Oak Rldgo.TN re p'oposed NRC criterion for regulatfng disposal of low level radwoslo 
& mpte.-nontakon act. v. ties at Y-12 Handouts also end. 

SLEEMAN.R.C Energy. Dopl of 88/07/05 STARMER.J NRC - No Deta led AIM- 
ation Given ADAMS, B . BCRGSTROM.C M. Energy. Dept of. 137pp 46197:069- 
49107 234 

Q307160296 Forwards weekly hfah’igtVs rapt for 680627-0701 
NEFF.J.O. Energy, Depl. of. 88/07/01. ROUSSO.S Energy, Dept. of. 2pp. 46203.260- 
46203 289 

8007160307 Forwards weekly high jghts rapt for 080705 08 
NEFF.J.O. Energy, Depi. of. 08/07/00 ROUSSO.S Energy. Dept. of. 3pp. 40203 265- 
46203 267. 

8007180312 Forwards NNWSI project master l-st of controlled documents 
SPAETH M E. Sc-enco Applcailor.s te torn atonal Corp (formerly Science Applications. 
Inc.). L3& RMO MDC 044 8B/07/11 KENNEDY.J. NRC - No Dete.led AfH lat on 
Givon 2?pp. 46194 115-46194:136 

600718031$ Rev 0 lo Tochncel Operating Procedure TOP-00 1-01. "Guidance to Pro- 
gram Archtecti.ro Rovlow Committee Review & Rov of WSE&I Major Mlestona 12." 
WHITinG.AR Center for Nus’ear Waste Regulatory Analyses B8/07/12. 1 1pp 
46195 011-46105 021. 

8807190002 ' NRC Techn cal Assistance tor Design RgvIows." Monthly Progross Rapt 
35 lor Juno 1988. 

HART.RD. ITASCA Consulting Group. Inc. RN D-1016 NRC 02 85 002 88/07/14 
TANIOUS.N. NRC * No Dotal ted Affj ialion Given 1 4pp. 4620&227-46209 240. 

8007190005 Forwards newspaper artic’03 re HLW dump In Nevada & aftecls of tourism 
PRESTHOLT.P T NRC - No Dete led AfUl.atlon Given 88/07/14. UNEHANJ.J. Oper- 
ations Branch 3pp 40209:295-46209:297. 

8007190010 Forwards tentalivo agenda & padc-pallon form for seve-nlh BIOMOVS Co- 
ordinai ng Group mooting :n Japan on 681 107-11. 

JOHANSSON.G. Nai.nnal Institute of Radatlon Protect on. Sweden 88/07/07. Aihli- 
at. on No? Assigned Opp 4621 0.289-462 10.286 

8S07190020 Summarizes actions to bo taken re Canonsburg erosion pro'ec-tion.per 
880502 meoling Individual piecos of large rock of poor quality wi l be rep’aced w/suit- 
abte rock moet-ng spec requirements W/two ovor&izo drawings 
ARTMUM.W J. Energy, Depl of. 88/07/15 IOHAUS.P. Division of Low lovef Waste 
Managoment a Docomm sslon.ng (Post 870413). 14pp. 46220 030*46220:044. 

8007190020 Forwards commonla on spocilc soclions of "O/aft 198B M s$lon P.an 
Amend." DOE/RW-Ol87.per 880706 request "Sya” defined narrowly instead of broad- 
ly 

LATZJ.E. Comer for Nuclear Waste Regulatory Analyses. 86/07/1 1. 
OELLIGATTI.M S. 0«vision of Hch Lovol Waste Manaoement (Post 670413). 3pp 
46217 038 46217 040 

6007190031 Forwards table lo be used to present info on resources expended vs per- 
cent completion for FIN A-l 165 

BONANO.E.J. So* id fa Nat onal Laboratories. FIN A-l t65 68/07/01. BROOKS, P. Divi- 
sion ol H gh Lovof Waste Management (Post 870413). 2pp 49209.087-4 6209:088. 

8007190038 Forwards monthly activity schedules for UMTRAP g.tes. reflecting l-yr 
window of all key projoct activities re site characterization & surve llance & malnt 
ARTHUR.WJ. Energy. Dept of. 88/07/05. Energy, Oept. of. 2?pp 46209.273- 
46209 294. 

8807 f 90 146 Forwards disk containing updated program for Sheffield site daia base sys 
ro FiN B-2405. "Performance Assessment of Low level Radwaste Stes." 

SERGE RON.M.P. Battelte Memorial Institute, Pacific Northwest Laboratory. FIN B- 
2485 7. en/07/13 DEERING.L. Office of Nuclear Material Safety & 

Sa f e g u a rd 3 . Dire do/ . 2pp. 4 620 5: 1 3 5-4020 5; 1 36. 

8807190161 "Evaluation .Val dai on, VerificaLon & Documental on of IMPACTS-BRC 
Computer Code." monthly * opt for June 1983. Financtel Info withheld 
CRANWELL.RM Sand s National Laboratorios. FIN A-1763. 88/07/14. GLENN C 
Ragul atory Ora nch. 3pp. 46220:0 1 6- 46220:0 1 7. 


8007190166 "Lob Evocation of DOE Radionuclide Snlubi’uy Data & Selected 1 ReHtea 
Lon Parameters monthly rept for Juno 1988. 

MEYER fi E Oak Rldgo National Laboratory. FIN B 0203. 08/07/1 1 . BRADBURY J A 
Oftico of Nucloar Material Safely 6 Safeguards.D/ocicr. 6pp 46208 l4?-462C6.ibi 

B807 1-9-0 1 92 ‘‘Coup'od Thermal-Hydrolog cal Mochan-cal Assossmonts & S to Cha'flctar- 
rzation Actrvites for Geolog c Respositonos." monthly rept for Jcne IOQB.Cosi Mo 
withheld. 

ORTIZ, N.R. Sendie Nat-Onal Laborator.es FIN A- 1755. 88/07/15 PESHEL J Cf/tscn 
of High Level Waste Management (P 09 I 870413). 1 lpp 4G209 21C-46209 226 

8S07200244 "Evaluation & Compitetion of DOE Wa9ia Package Test Gaia." ror.th^ 
progress rept for June 1980 

INTCRRANTE.C G. Commerce. Dept of. Nat onal Bureau of Standards FiN A 4171-7 
8B/07/15. PETERSON.C Technical Review Branch. 19pp 46238 326-4G228 141 

8007200251 "Geo chemical Sonsit.viiy Analysis," monthly ropt for Juno 1088, 

ORTIZ, N R. Sandifl Nations! Laboratories. FIN A- 1756 60/07/15 MO.T. Divh on ol 
High Level Waste Management (Post 070413). I5pp 46238 345 46238 350. 

8007200332 Forwards BtOMOVS Prog'oss Ropl 6 A Nowstetlor 11 ro suggosfOJ cc.i 
lents Ii 9 t lor 8IOMOVS final ropl Commonis requested by 880915 
JOHANSSON, G. National Institute of Radiation Proiocilon, Sweden. 8B/06/25 AOi- 
ation Nol As9 gned Opp 46240.143 46240 221. 

-8807200340 "BIOMOVS ProgrOSS Repl 8." 

4 National institute ol Reflation Protection. Swoflon &B/06/30. 72pp. 4624C U2 
46240:221 

80072 10900 Forwards proposed specs for Durango.Lakoviow A Tuba City & Rov 0 io 
Work Prccodjro 4. Erosion Protect on Tostmg A Insp." Approach patterned a'i:r 
agreed corioctiv© actions for Canonsburg oros-on protection 

ARTHUR.WJ. Energy. Dopl of. 88/07/12. HAWKINS. E F Uranum Rocovcry FkJ 
Ofc. FU. 21pp. 40234 092-48234.131 

-8607210009 Rev 0 to "Erosion Pfotect'cn Testing A Insp " 

• Morrison -Knud sen Engineers. Inc 00/08/06. I7pp 40214 1 15 46234:131, 

8607210010 Requests investigation A corrective moosuro to onsure all luture &h p.uOiJs 
comply w/appiicabie state A fedoral regulations by 880000 

SHEALY.H.G South Caroline. Stato of. 08/07/H. EMSWlLER.T R Baltoilo Mcme'iat 
Institute. 2pp. 40234: 1 32-46234: 103 

8807210023 OJscwssns proposed design mods A support documental cn to Lokoviow 
doslgn submitted on 880609 tor formal Oregon A NRC concurronco Picposed losp 
mod de’otlng so I matrix/ vegetaiion covor from Lnkovlow design fins beon rujectiJ 
MIERA.FR. Oregon, State of. GB/06/20 ARTHURJ Energy. Depl cf. 7?-?. 
40233:160-46236:161. 

8007210029 Forwards NNWSI project Waste Mgl Projecl Ofc verification fi ensure cl 
aid delooncy repts resulting from QA Audit 07-10 of Reynolds Eloctr.cul A ErgiiirC' 
l/io Co.lnc 

PRESTHOLT.P.T. NRC • No Detailed AlUiahon Givon. 00/07/12 KENNFPYJF NRC 

• No Deteired Affi’iat'on Gwen 17pp. 46237:313-46237.329 

8007210031 Forwards WMPO ro.ssuo of OA Std Deficiency Ropts fi A 11 {Y;HPD 
Action Item 08-2242). 

PRESTHOLT.P.T NRC - No Dotal'od Atl.llaion G-von. 00/07/13 KE NNEOYJ.E MM: 

• No Ceteifod Affi’lation Given 18pp 40237:006-46237.023 

8807210057 Forwards commenls ro NRC proposed rule 1OCFR01. "Disposal 0? Ha?* 
wa 9 lo " Commission should include substonce of specific ot),octions to discussion &1 
rept In proposed rule in prepanng supplementary Info for final rulo 
KuCHER.D.C, CflOFF.A.G. Oak Rxfgo National Leboralory 88/07/14 Dorkef.ng A 
Sorvlcos Branch 67pp 46235 282-40235 34B. 

8807210097 Forwards Radiological & Eng noerlng Assessment GJ 97003 OT for 409 
block of Main Si for review & approvaUu9llfication chocklial.propoMy conn.ncn de- 
scription A cost breakdowns Included W/o oncf 

VIRGONA.J.E. Energy. Dopt. of. 88/06/00. MEYER, R. Uranium Recovery Fiold 0*c. 
R4. 2pp. 46235 :205*40236:260 

6807210071 Authorizes R Cummings lo padlclpnto In 800718*19 moeiflis n 
Rockvslie.MD re design & const specs for ESF.por slated contracl 
BUCKLE Y.J.T. Tochmcal Review Branch. FIN D-1004. NRC-02-fi4-002 8B/0?n9 
SINGH, M.M, Engineers Internallonal. Inc. ip. 46234 247-46234:247. 

8807210074 Forwards outline of proposed cover design mod for Lakov ow, 
slla.Cx presses cont^dence that dsposal coll dosvgn 8» proposed radon/moisiu;c i r *:- 
trabon cover wn meet ERA sld- 

ARTHUR.WJ. Energy. Oopt. of. DOE/NRC/O580-57. 80/05/20. HAWKINS.E F. Urar. 
urn Recovery Field Ofo, R4. 5pp. 40236.062-40236 066. 

8807210124 Forwards Radiological & Engineering Assessments for COO block of M^n 
St for review & approvalW/o end, 

ViRGONA.J.E. Energy. Dopt. of 88/07/05. HEYER.R. Uranium Recovery Field O*: 
R4. 2p p 46237:1 1 1-4^237:1 12. 

8007210170 Fomard9 Pro|ect Inlerfoco Document 03-S-06.13 S-1 l,Rov 1 on 
Lakeview.OR.CIass m change concerns temporary featuroa wh : ch havo no impact on 
design for stabri 2 al on of tailings pile. 

ARTHUR.WJ. Energy. Dept of. 08/05/23. HAWKINS.E.F. Uranium Recovery F»c!d 
Ofc. R4. ?pp. 46233.l33-4o233.l34. 

8807210204 Provides DOE UMTRAP ofc interim status responses to NRC URFO Late 
view Const Audit conducted In May 1988. Float response to any open issues will bo 
provided to NRC by 880714. 

ARTHUR.WJ. Energy, Dept of. 88/07/11. HAWKINS.E.F. Uranium Recovery F»o!C 
Ofc, R4. 5pp. 46238 310-40238.322. 

8807210205 Provides Inal resolution to issues re ta lings placemen! at Croon Rvt/ 
UMTRAP site & formal Justification as to why other issues can bo deferred for f^a 
resolution. 

ARTHUR.WJ. Energy. Oept. of. 69/07/20. LOHAUS.P. Division of Low Lovol Was:o 
Management & Decommissioning (Post 870413). 60pp 46236.266 46236:325 



esu/ziu/as Aovises mat state or inv linos uut program ror cnaracionzauon icr me 
unacceptable ter l.sted reasons 

iGUX.R R. Nevada, Slate of. 60/07/10 ZECH.L NRC ■ No Delated AfMiaton Given. 
2pp. 46233 200-40233 209 

0807210276 Forwards technical assessment noods from CNWRA In area of perform 
finCO assessment 

ALTOM ARE.P M Systems Engineering A Evaluation Branch. 80/07/10 
BLNTING.JO Systems Engineering 8 Evaluation Branch. Ip. 40234:159*443234: 167 

8007210300 Requests ITASCA perform listed work under conlracl emitted, ’"Tochnca 1 
Assistance for Dosian Hov:ows *' 

TAN OUS.N.S Technical Rovlow Branch KIN D-1016 NRC-Q2-85 002. 80/07/12 
KAfiT.R. ITASCA Consuming Group. fnc 2pp 46235 206 46235 207. 

0807210317 Ccrrmonla on monthly nrogross ropl for May 1900 under Contact NRC 02* 
64-CO? Rf.pt fulfills roqoiromonts of contract 

BUCKLEY. J T. Techn.cal Review Branch FIN 0-1004 NnC02*84-G02 08/07/06. 
SNGU.M.M Engineers International. Inc 2pp 46234.170 46234 180 

8607210330 'Technical Assistance for In Situ Touting, ” month'y progress ropl for Apr 
1928 

SlNGH. M M Engineers International. Inc FIN O 1C04 122 UG/06/10 BUCKLEY, JT. 
SRC * No Oeifllod Aflnat:on Givon 3pp 46234 1 76 46234 1 70. 

8807220000 forwards summery of 800700 mooting in nockvil'O.MD re NNWS1 QA P.an 
88 9 & associated DOE rosponse to NRC requests for addl info 
HKEHAN.J Cperatons Branch 80/07/15. STEIN.R Energy, Dept. 01 Ip 46247 23 1* 
4624 7.339. 

•*8807220035 Summary of 080700 mooting w/DOE In Rockvilo.MD re NNWSI QA 
p an Re’alod documentation onci 

KENNEDY ,JE Division of High LuvOl WOSIO Managumont (Post 070413) 00/07/12 
Divson t>1 High Level Waste Management (Post 070413). I09pp 40?47;233* 
46247339. 

B8D7220010 Forwards summary of 800707 meeting In RocKvi.lo.MP ro NRC/DGE 
schedj‘0 ler rovlcw ol DOE QA program 

Lr.NEHAN.J Operations Branch. 00/07/15 STEIN, n Energy. Dept of- Ip. 46249.161* 
45249 106 

-6607220032 Summary of 800/07 mooting w/DOE ro schodulo tor foview of DOE OA 
program Agroos lhai :i9tod opon Hems represent total I si of QA Homs roqu ring c’0 
s--ro to ech ovo objective ol establishing qualified QA program. 

KEKNEOY.J E D .vi si on of High Lovol Waste Management (Post 070413), APPEL.G. 
F.nurgy. Uopi. of 00/0// IP. D.v.alon of H:gh L evel Wasto Management (Po9l 070413) 
25pp 46249 162-46240: 100 

8807220013 Forwards procedural agroomont bulwoon EPA 4 NRC ostabl shlnp htor- 
lace cotncl.for approval A slynniuru before schodulod intorfoco council B0O72S moot- 

B^RNERO.R M Olfico ol Nucloar Material Safety & Safegua'ds, Director 00/07/00 
MAKRIS.J Envi'onmontal Prelection Agoncy. 4pp 40249:294*40249.208. 

6607220018 Approves Tccfrnrcaf Opunifrrm PcacocLra TOP-00 7-OT rocorved on 
C007i2.Considoration of NRC commonis & fast turn nround tuna appreciated. 
BJNTING.J.O. Systoms Engineering 8 Eva'uatton Branch. 00/07/12 WHITING.A 
Center for Nucloar Woslo Regulatory Analyses 2pp 46249 237 46240:230. 

8807220074 Forwards ma'kod-up pagos of terhncal ropl. "Redox Stem of Coda' Mom 
ta n FornrollOn Aqu.for.Groon R.vor UMTRA Sito.UT." List of questions asked by M 
Young ol contractors at PNL wns appropriate & I St complelo 

BAUARD.R L TocbnJcoJ ROwow 0/ench 80/07/07 SunMEiER.J.J Tochnctf 
Branch. 2pp. 46247: 100*40247:205 

8807220083 Forwards briefing charts used In mooting prosontatton A Vitostono 16 
rept.por roquost W/o end. 

PATRICK, WC. Center for Nucloar Waslo Regulatory Analyses 38/07/01. 
SILBERRERG.M.- Accldonl Evaluation Rrnnch Ip 46249:107-46249-187 

6807220092 Forwards summary of UOE/NRC 680609 mooting ro DOE plans ro dispos- 
al of double shod lank wastos A NRC concerns ro classical on waste In tank. Meeting 
m-nules end. 

THOMPSON ,H.L. Olllco of Nuclear Matonal Safety & Safoguard9 p D.roctor 80/07/1 1. 
LAWRENCE.M J. Energy. Dopl. of. 4pp 46240 210 46249 225 

“3807220240 Summary of 880009 meeting w/OOG in Rockville.MD ro d sposol plans 
tor Hartford doublo-shell lank was to Mooting ob;ect.vos Istod. 

BOYLE, Fl.fi NRC • No Oota.led Aff.liatlon Given 88/06/20. NRC - No Dot&itod Affili- 
ation Gfvon 3pp. 46240:223*46240 225. 

8837220102 Forwards commonis ro roviow of Rev 4 lo DOE/RW-OC0 concerning draft 
Integrated data base rept for 1900. Little confidence exprossod In citing rep! as re pro- 
se nl r a commercial disposal of low level waste or U mill ta lings. 

JOHNSON. T.C. Regulatory Branch 08/07/14 ALTOMERE.P A Systems Engineering 
A Evaluation Branch. Gpp 46250 203*46250:200 

8807220163 Nonpropnoiery "‘Tpchnfcaf Assistance tor to Stlu Tosftog. ” monthly 
pregross rept for Juno 1909. Proprietary portion of rept withhold. 

SlNGH.M.M. HUCK.P.J, Eng-noers International. Inc FIN 0*1004. 1148 07*16. 08/07/ 
19 BUCKLE Y.J.T. NRC ♦ No Detailed Affiliation Gwen. Gpp. 46246:104*46246:166. 

8807220168 "Technical Assistance In tieochem^try/’ progress ropt for June t QOS. 
KEIMERS.A D Oak Ridge National Laboratory. FIN 0-0267. NRO-50-19 09-01 88/ 
07/15. BROOKS.DJ. Technical Reviow Branch. I4pp 46247:206-46247:219 

6807220177 Expresses appreciation for participation at DOE/Stat-es/ Tribes UMTRAP 
coord ration meeting on 800006 00.11st of attendees encl. 

ARTHUR.W J, Energy, Dept. ol. 80/07/22. GlLLEN.D. NRC • No Oeia-ted Afli lai on 
Gr/en 8pp 46249 068-46249.075 


PfiESTHOLT.P.T NRC - No Dolailad AM.iaticn Given. 88/07/ ip LINEMAN. J J. Oper* 
alio ns Branch 296pp 46244:164-46245.006 

8807220260 Forwards "CNWRA Program Manager Pe-riod.c Rept on AcIivpIios cl 
C\'tVflA*' /or 060614-06 10. ' 

LATZ.J.C Center for Nuc'car Waslo Rogutatory Analyses NRC -02 -00 005 60/06/24. 
BUNTING. J O. Givis on of H gh Level Waste Management (Pcsl 070413) ip. 
46250 049-40260 004 


“8B07220271 B8-9 "CNWRA Program Manager Pencchc Rnpl on Act.v.iies ol CNWHA. 
for I seal period 890514 0010 

* Center lor Nuc'oar Waste Regj alo-'y Analyses 06/C6/24 d.v.s on ol High l evel 
Waste Manapemevl (Pc>sl Q?04l3f 45pp 46250.050 46250091 

8B07220272 Forwards "CNWRA Program Manager Period -C Ropt on Arlivilios of 
CNWRA" for 6806 H 0708 

LATZ.JE. Conto r fc' Nuclear Waste Reculatory Analyses NRC-02 68 006. 08/07/20 
OUNTING.J O D.vislcn of Hgh Levol Waste Managernom (Pcs 1 870413). Ip 
46250 OC0 46250 040 


-8607220274 "CNWRA Program Vanoge/a Poriocic Ropl cn Activities of CNWRA, " tor 
a&OSi L-0708.SWR! CoslS withhold 

* Conor for Nucloar Waslo Regulatory Analyses 89/07/20. Div.son ol High Lovol 
Waste ManagoT-om (Post 870413} 4Cpp. 40250009 46250 040 

&007220276 Roquosts ir-liaiion of pjrchaso & exam of an'-ai phclog*a f “hy roconlly 
flown under aus^ cos of Siato of NY Submission of top col ropl olitr photography 
exam anticipated 

GLACKFORO.M.E. Tecfncal Roview Branch. PIN A OPG7. 06/07/19. CHUNG. D Law- 
ronco Livermoro National laborelo y 2pp 46260 231-46550 232. 

0007220310 Agro-os on occupancy of new space.m rosponse to 0QCfll6 Hr 
DELLIGATN.M S Systems Er.nreenng & Evaluation Branch 00/07/14 GARCIA. H 
Conte/ lor Nuclear Waslo Regulatory Analysos ip 40249 350-46249 350 

8607220327 Record o< CG0715 mor.th'y mgt pheno cell w/R Rood ro intorAgenry 
AgreGrront NRC 02-H5 004 Mcthodo 'ogles ropt w/ odtorlnl commurls roiiirnod to' 
comptolion to USBM dunng rupod rg period 

ABRAMS.C Tochnca' Review Branch FIN D-1018 NRC-02-05-004 68/07/15. ?pp 
46250 Q02-462G0 003 

8807220341 D.scussos TOP 03 1*01 ro 0D070L Hr from A Wh'hng to P AMomaroNo ob- 
,octlos lo prosowlrg nto & porfornrng crosschocK oullnod In Soetton 4 2 but chang- 
ng tula to ' Elomenls ol Proof " ob|octod 

OLNTING.JO Systems Eng noorng & Eva’uatfon Branch 08/07/1 f. LATZ.J Comor 
for Nucloar Waslo Rogu^lory Analysos. 2pp 46249:115 46240 1 16. 

0807220354 Forwa*ds d-'aft of QA Men.al for Div of Lew Lovol Waste Myt & Docom* 
m ssloring (or reviow A requests commons on bolh approaeft & OA culorla M.e-01 ng 
w/b'anch efilofe & suction loodo/s p’annod eflor ncoiporoUrm of comments 
PIT1IGLIO.L Reou'atorv Branch. 08/07/05 GREEVES.M J Offlco of Nucloor Mo tone' 
Sofoty 8 SafoQunrd9,C-roctcr. BCLL.MJ.. JOHNSON, T. Rogulotcry Branch 22p 
■10265:32 7-46265:340. 

0807250034 Responds to ACRS tepl on NRC co-T.monls fo consultation draU 6lU> char- 
actorizntion plan tor Yucca Mountain s lo 

STELLO.V. Ole of the E*ecutivo Dirocio-r tor Operations 88/06/15. FRALE-Y.RF 
AC ns * Advisory Corr mm oo on Reactor Safeguards 2pp. 4 6273:000-46273.129. 

*•8009060070 Forwards list of requests mado at 337lh ACRS rroel-ng on 890505 
07, based on discussions ro methods lor improved Implementation A fol owup of ACRS 
rec 0 mT. 0 ndat. 0 n 3 

FRALEY.R F. ACHS - Adv.sory Co-nmltloo on Roaclor Safoguards 00/05/26 
STELLO.V. Ofc at the Exccul.v© D.'oclor lor Oporatlon9 /pp. 46273 096-46273 1 20 

—8805230033 Concu'S w/Rev 2 to Reg Guido 1.100, "Soismc 0;tel ficai.on of Electric R 
Mochan'cal Equpmanl For Nuclear Powor Pianis.” du'ing 860505 07 337lh ACRS 
moo l nn. 

KERR.W. ACHS ♦ Advisory Comnvltoo on Reactor Safeguards 00/05/10 STELLO.V. 
Commlssianora Ip 462?3:129-46273-l2D. 

8807260264 Discusses 080009 vls>l to Clivo.UT to rov ow const eclivit os at disposal site 
for Salt Lake City UMTRAP to dalormlno if QC program function ng In manner that 
assures compliance w/romoolat acl.on p’an. 

OtSEN.T I.. HAWKINS. f-.F. Uranium Rncovery Field Ofc. R4. 08/06/23. Uranium Re- 
covery Field Ofc, R4. Gpp, 46269 106*46250 1 13. 

8BD7260268 Forwards ropl of lindngs re disposal 9 ile at Clivo.UT for Salt Lnko Cty 
UMTRAP.W/o encl. 

HAWKINS, E F Uran um Rocove.'y Flo'd Ofc. R4. 60/06/28 ARTHUR.W.J. Energy. 
Dept of ?pp. 46255.246-4G266-247. 

8807250316 Discusses review of justification for application of auppl slds at Vicinity 
Property GJ-97001OT.DOE ha9 sells hod cnierla to apply suppl slds 
HF.YER,R S., PETTENGUl.H J. Uranijm Rocovery Fio'o Ofc, R4. 68/07/11. Uran um 
Recovery Field Ofc. R4. 3pp 46259. 127-46269. 120. 

0907250429 Forwards addl daia re Conoco Conqulsta closure plan.per Slate of TX 
800321 request tor addl info 

LACKER, D.K Texas, Siato of. 00/06/01. SMITH.RD. Uran.um Recovery Field Ofc, 
R4 76pp. 46285:026-40205 100 

8607260432 Concurs w/proposod remedial action of no removal of con'aminated so.ls 
for co-rimordal vicinity property GJ-970O1-OT .Grand Junction .CO, per 060413 Ur. 

SMITH R.D. Uran um Recovery Field Ofc. R4. 80/07/11. VlRGONA.J.E. Energy. Oopl 
of. ip, 46266:147*40285:147. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


0606200000 Comments on ‘ Evaluation. Vomica tic n A Document ail on o< IMPACTS BRC 
Con puier Code. ' monihly rept fo* Apt 1900 

GLEf«N,C.J. Raptfuwy Branch FIN A-W63. 0&/Q6/OQ CRANWELl.R.M Sacm Ma- 
to nal Labor ato'ies. ip 45973; 100-45073; 190 

0806260379 Com.-nems cn monthly prog*ess repl fer Ap- 1906 ctd 600505 under con- 
tract NRC-02 85 008 Cvereli progross lo da'o sai.siactory No changes io costs or de- 
lve ry of contracted pro duels a jt horded 

POHLE.J A. Techmca' Review Branch. F!N D-1O20 NRC 02*65-000 80/00/20 
W.LLIAMS.R-E- Wi I ams & Assoc otes 2pp. 4 5972 325 45972 326 

86062902 \ \ Advises that A^c monthly progress ropt ler FIN A 1158 reviewed & found 
fully sahsfaclory & forwards markod up NUfiEG repl entiuod, "Njmor cat Modeling of 
Groundwater Flow Sys in vicinity of Rot Repository. inducing common's 
COLEMAN.NM Technical Rev ew Branch FiNA-1150 88/C6/28. ORTI2.N R Sa-dia 
Nal one l Labo- a lories 298pp 45986 001-45966 236 

0606300141 Forwards comrr.ents 8 suggestions re 0Lreau of Mines ‘E Heels ol Select- 
ed Earthquake* in Western North American Intermontane Reg cn. iS52*i9B3.on Un- 
derground Workings & Local & Reg oral Hy dr o’ogy: Summary,” per 8BC606 task Ur. 
CHUNG DH lawrer.co Livermore Nat onal Laboratory FIN A-0297. L-188 80/C6/29. 
GLACKFORD.M E. Technical Rev ew Branch 5pp. 46006 167 46006. i7) 

8006300391 Responds to 8B0505 !*.» re in'o on BWiP & SALT s.t-es not in NRC 
( les Concurs w/ assessment 

W.NTER G V. W. lams & Associates FIN 0-1020. NRC-02 65 008. 06/06/14. 
POHLE.J NRC No Detailed Alfr'&t.on Gven ip 45995 284-45996 204 

0807010083 Rept of sves rende'ed on hlglv level waste repos tory performance assess- 
ment dovetopmenl for 000011-27 Enel proprietary vouchers for professions 1 sves w th 
ho'd 

MCLER.R B All. ration Noi Assigned FiN A 4165 08/06/27. CHANG.KC. NRC - No 
Detarod Affil eticn G ven 3pp 46020:027-46020*029 

B8070 10653 Requests no cost 3 month extans on ol proioct for completion ol contmj ng 
work cons»slng of fna’izing NUREG rapt, "Nuir.oncat wode'irg ol Ground Waier Flew 
Sys m Vic nity of Har.'ord S-te.WA 

COLEMAN. N M Techncal Heviow Branch. FIN A-U58. 80/06/29 DAVIS.E Program 
Management, Poley Oove’opmeni & Analysis Staff (Post 0/0413} 2pp 46018 330* 
46018:339 

8807010710 Forwa'ds comments on draft rept "G'Oind Wale.' Tesi ng Methodolog as 
Ap^ : icaL*e lo Unsaiureted Rock al Yucca Mountain*’ Each malhod should hove rcc 
ommor-daion /o Yucca Mountain applicabl ty A short glossary shou'd bo added 
POHLE.J A Tochncal Review Branch. FIN D-1Q20 NRC O2-05-OC0 00/06/30 
WILLIAMS, R E W. i ams A Associates, ip. 460?0;089 46020 153 

8807060241 Advises that current version of modo’ng slratogy document to ng updaiod 
& rov'.sodRev wtl be completed in Third Ouarto' FY09SlaH should fo.iow exist ng 
9ira1ogy in planning futu'e modeling activities 

BROWNING.R E Division ol High Level Waslo Management (Post 870413) FIN A- 
1165 8B/07/05 Oivis on of Nigh Level Waste Management (Posl 870413) Ip 
46060:131-46009 131. 

0807060257 Ccrr.ments cn May i960 monthly rept for FIN A-1165 A discussions w»ih E 
Bonano on 00O627.Bonar.o w.ll proparo adjjsted basei.no A format tor tracking re* 
sou'eo oxcend-Lres by deliverable lobe prosenlod on 680722 
GALSON.O A Op&tabons Branch FIN A-1165 88/07/01 ORTIZ, N R. Sandia Nation 
a? Labormones. 2pp. 4 6074 069 46074 070. 

8007060442 Commands on month'/ prog'ess repl for May 1989 Overall p'ogress to dato 
sails'acic'y 

POHLE.J A Techncal Rev.OW Branch FIN D-1C21 NRC* 02* 05 009 00/07/05 
LOGSDON, M J. Nuclear Waste Co nau Hants. Inc. 2pp 46104 001 461 34 002 

880 70604 40 Requests that paperwork needed lo roquest change In FY0B 89 statement 
ot work lo' NMSS Proiecl FiM A-U65 be prepared Revised stateroom ol work oncl 
LINEHAN.J J. Operations Branch. FIN A-1165 68/07/05. BEVERIDGE, G.G. Program 
implG mentation Branch (posl 070729). 20pp 46)06 213-46106 232 

0607060457 Forwards rovisocf statement ©f work fer FIN A-i 165 Rows cons st primarily 
ol eytans on to most due dates on deliverables A modest restructuring of Subtask 2.6 
GALSON.O A Operations Branch FIN A-116S 86/07/05 ORTIZ.NFT Sandia Notion- 
al Laboratories 20pp. 461 14 303 46114 322. 

0007060555 Advises ihet May monlhty Ur status ropt for FIN A- 1763 reviewed & pro- 
vides reasonable account of work & costs expended 

GlENN.C.J- Regulatory Branch FIN A-1783. 80/06/23 CRANWELl.fl M. Sand a Na- 
tional Laborelones Ip. 46106:107*48106: 107 

8807060601 Advises that May monthly rept for FIN A-1781 renewed A progress found 
satisfactory. 

BYKOSKI.L Regulatory Branch FIN A-1761. 88/00/20 CRANWELl.R.M. Sand a Na- 
He nal Laboratories ip 46103 311-40103.311. 

0807000614 Provides comments on May )08B monthly progross rept & pathways identi- 
fication repl.Conclusions & assertions presented in repl need to be supported by ap- 
propriate refs. Description ol pathways aho-uld bo reviewed for comp'eleness. 
WEBER.M F. Technical Branch. FIN A-1764 60/06/26. ORTI2.N R. Sandia National 
Laboratories. 3pp. 461 17:357*461 17:368 

0007080007 Monthly repl tor May 1908 for FIN A*tl58 
ORTTZ.N.fl. Sandia Nahonal l.aboratones FIN A*i 158. 60/06/20. COLEMAN.N M Di- 
vision of Hfgh Level Waste Management ^Posl 870413). i?pp 46140 048*46140 059. 

8807060073 Discusses observations on seveoih probabi istic safety assessmont codes 
users group meeting on B0O62O 22 In Federal Republic of 
German y. Re commendations & summery of suggestions provided 
BONANO. E J. Sandia National Laboratories FIN A-1165. 68/07/01 BROOKS.P. Op- 
eration S Branch. 0pp. 46)34:111-46134:116. 

6007060261 Advises that P Brooks ass gned as lead technical contact fer Contract FIN 
A*1 165. In response to recipient 600630 memo. 

BRO'AfN.NG.H.E. Divte'on ol High Leve) Wav.e Management Ipost 870413). FIN A- 
1105. 8B/07/06 FUNCHES.J.L Program Management. Policy Development & AneV 
els Staff (Post 6 70 4 1 3). 1 p 46 1 34:207*46 1 3 4 207 


6007110110 ‘NRC Techncal Assignee for Dosi.jn Hoviows.’ 1 f’rog'oss Repl J-i ler 
May i960 

HART.R 0 ITASCA Consulting Group. ?nc FiN D lOlG NRC 02 05 002 0a/06/20 
TAN;OU5.N NRC ■ NO Dotai'Od Al'lotcn GivOrr 6pp 4fii39 350 46136 355 

8807110156 Forwards corroded Irwcco to-' ‘NnC Techncnl Assistarco fc-r Cos go Hi 
views 1 ' Progress Ropt 34 lor May 1 088 

HART.R D ITASCA Consulting Group, Inc HN D-1016 NRC 02 85 002 0f>/Cb//| 
TANIOUS.N NRC • No Oetailod Afhiahon Givon. Ip 4614 7 195 4614 7-195 

8B07 110416 Responds to roquest for techncal assistance undur Task 4 of F,N A 41?‘ 

7, “NBS Comrrenis on Prelim-nary SAR.VilnficaiiOn Sys.Rov Ill.Wost Val oy Do^ic.i 
slration ProlecLVol 111.'* 

INTERRANTE.C G Commerce. Depi of. Natona' Bureau of Standards FIN A-1171? 
60/05/27. PETERSON.C. Tochncal Rev.ew Branch ip 4614) 000-46141 000 

8807110430 Responds to request for lecn'-ir.al assisiance under Task 4 ol FIN A 4t7: 

7. Waste Comp'iance Plan fer V/osi Valoy Derronstranon Project High Level Was’c 
Fo*m” 

INTERRANTE.C G Commnrco, Dept of. Naiional Bu.'Oau of Standards liM A 4l?l / 
00/07/07 PETERSON.C Technical Rovlow Branch 3pp 46141 005-46 M 1087. 

00Q7UO439 Responds to request lor lochical assisianco under Task 4 cf FiN A A 1 71 / 
"NBS Comments cn Waslo Accoptanco Prelmmary Spoc lor Dofnnso Waslo Process 
ing Facii ty Kgh Lovol Waste Form " 

INTERRANTE.C G Commerce. Depi of, Nat:ona‘ Bureau ol Standards FIN A- 4 171*7 
00/06/27 PETERSON.C Tochmca' Rov ow Branch Ip 46141 235-4614 I 215. 

0007)10502 Forwards fo- review revised d*0h of matrix dlfu&ion repl. ”Mot'i< DiPvS W 
ol Radionuclides in Rock/Groundwaier sys ’’ 

KELMERSAD Oak Ridgo National Laboratory FIN B 0207. B0/O//O7. 3ROO<Sl)j 
Technical Rer-ow Branch tp. 46142 225 46142 346 

—80071 105 15 "Matrix Dilfuson of Radio.nuclidos in Rock/Groundwotor Sys '* 
BIENCOEJG O a ■< Ridgo Nat. on a' Laboratory GRISAK.G E . REEVFS.M fl NIERA 
Technologies. Inc FIN B 02Q7 G9/0//07 Office of Nuclear Malarial Safoiy /l 
Safeguards^ rector )20pp 46142 226-46)42 345. 

8807110546 "Technical Assistance m tdemdication A Evaluation of Seismo-Toc'crc 
I9SU09 ro Repos lory S.lo Choracto r -zation Plans,” Monthly Mgi Llr Ropl 23 for J,'0 
1986 

CHUNG, D H , CUMMINGS.G E Lawrerco Livormoro National Laboratory F| N A 020/ 
1-196 80/07/07 BLACKFORD. ME Tochmcal Ruvluw Brorch 3pp 46)41350 
46141-360. 

8807120186 Adv<sos that monthly progress ropl for May 1900 for FIN B-0200. uib 
Evfi'uation ol DOE Radonucltfo SolubHiy Daio & Sulocled Roiardaicn 
Patameiors.Experimonial Stralog:es. lab Tochmqno9 rov-owed Prog'oss satisfac 
lory 

BRADBURY J-Yf. Tacbnxal Review Branch FIN 8 0290 bfi/07/06. MEYER.R E Oik 
Ridgo National Laboratory 2 pp 46149:359-40149:360 

8807120677 Forwards T Sniff of Wator.Wasiu & Land 0OO621 llr respond ng to pro.cct 
officer questions on DOE NRC-slatu workshop on alicrnativo conceptunl me do s 
LOGSDON. M J Nuclear Waslo Consullonts. Inc FiN D-IU21 RMSNMS-05 0C9 89/ 
07/07. POHLE.J. Tochncal Review Brarch 0pp 46150 259 40lf.G2CC 

8807140075 Commanls on Mar 1900 monthly Mr status ropl for FIN A-1763 
'Evaluavon.Vahdabon.V nr ill cation & Documentation ol IMPACT S-RRC CompUt; 
Codo " Conuactmg documents for obliQBiion of FYO0 lur.Us raviowod A accepted by 
NRC 

WIDMAYER.O A Techncal Branch. FIN A-1763 00/05/13. CRANWELl-.R M. Sanda 
Nal onal Labora1orm9. 4pp 46 1 76-353-46) 75:356 

B807140198 Forwards proprietary Juno 1988 monthly fOpt for FIN A-1764 Ertl wT 
he’d. 

ORTIZ.N R. Sand a Nat'onal Laborator.os, FIN A-17G4 80/07/15. DERRING L Tech 
n-cal Branch. Ip. 46173.259*46175 259. 

8607 14020B Rev.sod Monthly Mgt Hr 23 for Juno 190B, correcting Ihroo typos. 

CHUNG.D H. Lawrence Livermore Notonal Laboratory FIN A 02U7 L-196 0O/O7/O5 
BLACKFORD. M.E. Technical Rov.ew Branch. 2pp. -16)77:01 2-461/ 7.0 13 

8807140217 Forwards I nal draft NUREG/CR-3964, ”ToChniqu08 for Oolermnnt} Preu 
ab i.ties ol Evenis & Procoasos Alfect-ng Porformonco of Geologic Roposiior od.Vo: 1 
LHerature Review," did May 1980. 

BONANO.E J. Sand a National Laboratorlos FIN A*1 165 80/07/13 DROOKS.R. Op 
©rations Branch. 256pp. 46178:202*46179.187. 

6807140266 Forwerd9 format (or monthly Hr status ropt lor Contract NnC-02'97 004. 
STOKLEY.J.R Science Applications inlornationof Corp (formerly Scior.co Applies 
lions. Inc }. FIN 0-1C82. NRC-02 07*004 08/O7/H WlDMAYEn.D Division of Lov, 
Laval Waste Managemonl & Decommissioning (Post 870413). ip 461 75:30 1- 
46175.304 

“8607140259 Monthly progress ropl for Coniraci NRC-02- 07 004 for 800-116- 
060515. Enel withheld. 

WiMPEY.J.F. Science Applications intamational Corp (formerly Science AppiiCAlans 
fnc.J. FIN D 1002. NRC-02-B7 004. 00/05/20. LOYSEN.P. Offlco of Nucloar Malorifi 
Safety & Safegjards.Oirector. 3pp. 46175:302*46176:304. 

6607140262 Commonls on "Defmition of Soluto Tranpod Mechan.sms at Low Lovo* 
Waste Disposal Site9." monthly progress rept for May i960 Progress lo rlftlo satisfac- 
tory. 

YOUNG.M.H, Technical Branch. FIN B-2403. 80/07/00. KRUPKA.K. Baitollo Memo 1 al 
Institute, Pacilic Northwest Laboraiory. 2pp 401 7 7:249-461 77 250. 

8607180111 Forwards "Review of SAND07-2O73. 'AddJ Underground Tost Dale Po- 
uirod for Yucca Mountain Roposilory Cha racier i rat. on ’*’ 

HUNG.O.H, Lawronco Livermore National Laboratory. FIN A-02D7. 00/07 / h. 
BLACKFORD, M E. Techn-cal Review Branch. Ip 46104:316*46 104:321. 

“8807180173 "Review of Sandia Rept,SAND87-2073. 'Addl Underground Tosl Data flo- 
qu rod for Yucca Mountain Respository Characienzation."* 

‘ Lawrence Livermore National Laboratory. FIN A-0207. 00/07/14. 5pp 46)94 317* 
46194 321. 



6307160116 Performance Assessment of Low Level Redwosle Sites." ironlhly 

0 3a ess ropt to' June l9Qd 

BERGERON. MP Batlellc Vorncrial Institute, Pacifc Ncrlhwom Laboratory FIN (3 
2460 66/07/14 EEERlNG.l Oflico Of NuClOflr Material Safoiy A Saleguards.C recto' 
7pp 16204 236 46204 244. 

8007180136 Fonvar-ds T Snfl Mr ropt ro clarifications to Tochn-cal Ropl 3, 'Estimates of 
Ctr’WaUo fladoaciivo Flux at Yucca Mountain Novada " Ltr ropt o'e-ga-vly claries 
corpjiatora* process that was Implicit in Technical Ropl 3 

LOGSDON, UJ Nuclear Waste Consultants. Inc FIN 0-1021 260 69/07/07 

PC-UF.J Techncal Roviow Branch 6pp 46200:211-46200 216. 

83CI7 f 60141 forwards task description summery fcr Subtask t 5 investigation to bo en:i 
led. "Gororal Roiaiionship Between Recharge & Ago StraMication n Saturated Wale* 
el Wot 

LOGSDON. M J Nuclear Waste Consultants. Inc FIN D*1021 2G9. 69/07/07 

POULE.J Technical Roviow Branch 7pp 46200 204-462C0 210 

680? 190302 *NRC Tochncat Assistance for Des-gn RGviow9." Mcnlhly Progress Rept 
39 lor J.no 1 996 

l-ART.MD ITASCA Consulting Group, rnc. FIN O 1016 NRC 02-05-002 66/07/14. 
TANICUS.N NRC • No Ootailed Afhl allo.-i Given 14pp 4G2C0 ?27 46209.240 

8997190031 Forwards tablo lo bo used lo prosoni into on rosourcos expended vs per- 
cent ccmploflon tor FIN A.11G5 

BSNANOJiJ Sand-a Nai-onol LnbO'fltorios FiN A- 1 165 6B/07/0V BROOKS P Oi/i- 
si^n o 1 H gh Level Wastn Management (Posl 670413) 2pp 40206.007 46200 08 B 

06071 9t>M6 Fo.Tvards disk eofifa.m.ng updated program for Shef/re/j ado data base sys 
'o F.N B 2465, "Pedonnancn AssoS9monl of Low lovoi Hadwnsto S. 10 & ” 

BERGERON MP. Baiiolln Memorial instituto. Pacific Northwest Laboratory FIN 0- 
2465-7. 68/07/13 (JEERING, L Office of Nuclear Material Safety & 
Safeguards. Director 2pp. 46205.135*40205 130. 

6807190151 'Eva!uaiion.Va!:Uation,Vorihcallon & Documentation o? IMPACTSBRC 
Con vp l ‘. or Code.” monlh'y ropt for Juno lOflfi. Financial mfo withhold. 

CMANWELL.RM Sand-a Notorial Laboratori09. FIN A 1763. 68/07/14 GLENN.C. 
Pogj 1 a lory Branch 3pp 46220 015 46220 017. 

8807190166 Lab Evoluaton of OOE Hadonucfido Sofubnty Oata & So'octed Retards- 
t :>n Paramours month'y ropt fcr Juno 1980 

MEVER.ME Oak Rldgo Notional laboratory FIN B 02UO 06/07/11 BRADBURY, J.W. 
C“ico of Nucloor Malenal Safety & Saiegua'ds.OireciO' Gpp 4620B 147 4620B 152. 

0BO7 190182 ’ 'Coupled The/meTHydrotofl)cai-Mechanjca) Assessments & S>'o Character 
‘/at £in Acl.vi* os for Geologic nospowfonofi." monthly ropt for Juno 1086 Cost into 
nVhiuj’i# 

OflTl2 t N.FI Sor-dia Nat.onnl Lotioraiorios. FIN A 1755. 80/07/ 15 PESHtL.J D»vi$.0:i 
Cl High lovoi Waslo Management (Posl 070413). Itpp 46209 210 46200 220 

8807200244 "Evaluation ti Complalion ol DOE Wosio Packago Tost Data.” menth’y 
prog -069 rent for Jur .0 1000 

iVTEfiRANTE.C.G. Commorco, Dopi of. Nat-cnal Uu'OOu of Siendurds FIN A 4171-7. 
68/07/15. PETCRSON.C Technical Revtow Branch 19pp 40236 326 46239 344 

990720025 f "Goochomrcal Sens/hwfy Anofysls.” monthly rap f for J^no 1989 
ORTI7.NR. Saodta Notonai Laboratories FIN A-1756 86/07/15 MO.T Dl/.sio-n of 
)-.*gh Level Waslo Manogomonl (Post 870413) I5pp 46238 346 46238 359. 

0007200260 “Analyses of Special WnsiO Problems.” monthly rrgt ropt for Juno 1900 Fl- 
ea nc al stolus w.ihtiold 

OARl.R.A Orockhavon Naiional Laboratory. FIN A-3175. 06/07/ 10. WIDMAYER.D 
Tcihrlca 1 - Branch 6pp. 46240:137-40240:142 

8907288305 "Dovolopmont of Low Lovoi Waste Form Criiona ■ Uconso Fees," monthly 
mm ropt tor June 1980 

eARf.n.A. Brookhavon Nafionaf Latorafory FfN A-3f7-f. 6Q/Q7/1G MCOANtEL.K 
Tochr.ica' Branch. 5pp 46221 075 4022 1 079 

8807200320 Oovolopmont ol Crllorla for Malls Usotl n Enginoorod Compcnerts 6 
Waste Forms at Noar-Sudoco Ll.W Facil Iigs.” monthly mgt ropt for Juno 198ft.Ffnan* 
c a i sfalus wiifificld 

OARl.R.A. BrooMmvon Naiional Laborolory 88/07/19 MCDANIEL, K Technical 

Branch. 5pp. 46240.132 48240.136 

8807210071 Au1hon?C8 R Cumminos lo pad.cpalo in 600710-19 meolings In 
Rockv lo.MD re design & conal specs for ESF.per stated conlracl. 

BUCKLEY.J T Tochnicol Rov.ew Broncfi. FIN D.1004. NflC-02-64 002 Ofl/07/tO 
SINGH, M.M EnQlnoors International. Inc. ip. 46234,247*46234:247. 

8807210300 Requo 9 l 9 ITASCA porform listed work under contract ontillocf, 'Technical 
Assists “ico lor Design Reviews " 

TAAJOI/S./^S Tt?cWaf noviow Branch. FIN D*I0I6 NflC- 02-65*002 00/07/ 1?. 
HART.R, ITASCA Consult-ng Group. Inc. 2pp 4G235 206-46236:207 

6807210317 Commonls on monthly progress repi for May 1OB0 under Contract NRC 02- 
04-002. Rept lu'.fnts requlremonts of conlracl 

BDCKLEY.J.T. Tochnicol Review Branch. FIN D-100-V NRC*02*84*002. 03/07/00. 
SlNGH.M M Engineers international. Inc. 2pp 46231 179 48234-1 BO 

8007310330 * Technical Asslaiance for In Situ Tosting.'* monthly progress rapt for Apr 
1980 

SlNGH.MM Engineers I nlor national. Inc. FIN D 1004. 122. C0/0Q/16. BUCKlEY.J T. 
NRC - Na Oefai/od Affiliation Grvon 3pp 46234 1 76 4 623‘U YS. 

8807520163 Nonproprlolery “Technical Ass'9ianco for In Situ Testing." monthly 
progress ropt for June 19 08. Proprietary portion ol ropl w.lhheld. 

SINGH.MM, HUCK.P J. Engineers Intornaiional. Inc FIN 0-1004. 1 14B-07-16 89/07/ 
16 BUCKLEY.J.T. NRC ♦ No Dotailod Affiliation Given 3pp. 4C246 164-46246.166, 

6807220 16& ' Technical Assistance in Geochem-slry," progress ropl for Juno 1906 
KELMERS.A D Oak Ridge National Laboratory FIN B 02B7. NRC-50-1 9 03-01 06/ 
07/16 BROOKS.O J. Technical Review Branch. 14pp. 46247:206 40247:219. 

8B0?22Qt64 Comments on “Analyses of Special Waste Pro Wems." monthly fir status 
ropt lo-r May ISBB.Reso'ulion of discrepancy of funds from Mar i960 monthly ropl sat 

1 sla cl cry. 

WIDMAYER.D A Technical Branch FiN A 3175. 80/07/12 BARI.RA. Brookhaven 
National Laboraiory. Ip. 40249:076 46249 076. 


8807220107 Th rty.fh -d merely progress ropt fcr J.ino 19CB under Ccnbfld NR{.-02- 
85 IndvrJual hours ^ charges withheld 

WlLU AMS. R E W 1 J 0 T 19 & Assoc-aios FIN D 1020. 109.80/07/13. POMLF..J NRC ♦ 
No Dels led AM haticn G-von 3pp 46240 100*46249 101 

0807260178 Cormen's on “Anelysos of Spncol Weslo Problems, “ n-.onth'y ltr status 
/opt lo* Way 1956 

WCMAYER.D A Technca* Branch FIN A-3175 60/07/1 1. 13AR1.R A Orcokhnvon 
Noliona 1 Laboraiory Ip 46249 235 46249 235 

-0607220203 “Ana'ys-es ol Special Was'e Problems.” rr.onihly mgt ropt for May 1986 
OARl.R.A Brookhavon Nat ona' laboratory F|N A-3175 66/06/16 W DMAYEM.D 
Tcchnba' Branch 9p? 46240 226-46249 235. 

8007220276 Roqjosts imtaticn ol purchaso A oxam ol aorial photography rocnni'y 
'own imdor auspices ol Stale of NVSubmsson of lop cal ropl nlto» pi-.olOfl'ap‘>y 
oxam anticipated 

0LACKFOH0.M6 Tochnical Review 0'anch. FfN A-0297 66/07/ f0. CHJNG,D Lnw 
rerco live'mcro Nalonal Laboraiory 2pp 46250 23 1 *46250 ?32 

8007229327 Record ol 093715 mcnihly mgi pfior-o cab w/R Read ro mtoragoncy 
Agreement NRC 02 65 004. Me th odo‘ OG lOS f *Pl w/ ^d.lorinl comi'-on's rulurnod for 
comp.'ef on to USBM djing report rg penoef. 

ABRAMS, C Techr.ce* Rov.&w Biarch F.N O 1010 NRC 32 85-004 68/07/15 ?p|3 
46250.002-40250 003 

0007220332 C-QT.rnen'S on monthly repi for May I9B8 lor FiN A-1755.Mt-pi sulf c unlly 
edi!tos9es dotal's necessary io ofleci voly rnontcr conlracl. 

PESHEL.J J Technical Rov.ew Drarcti FIN A-1755 09/07/15 CRTlZ.Nn. Rand a 
Naiiona 1 Laboratorlos Ip. 46249 343 4G24D 340 


XPORTUC EXPORT AND IMPORT LICENSES 

8BO&200029 Forwards appl cation fc' expod icunso for natural U to Confide for 
corwors on ltr of assurance reqj rorl.W/o cncl 

PF-TERSCNMR Assisiani Di.'ecto' for Into.- nat pnal Socuuty. Hfl/06/0'3 ROONF.Y.J 
Energy, Depi. of lp 45966:200 45995 211 

--8606200040 App'.cahon tor liconsn to export natural U 10 Canada for conversion from 
U308 to UF6 & rolum lo US 

GLASIER.GE Energy Fuos Nucfoar. Inc 66/06/00 Ip. 450B5 2 10 45995 210 

-0006200043 Forwards app'icatlon fo' hconso <o export r^uefoar mall Ur df (isaurdfLai 
re<uirod.W/o end 

GLAS'ER.GE Energy Fuels Nuc'oar. me. B0/Q6/OO WRIGHT.t) L NRC * No Dole led 
Affi 1 alien Given, ip 45305 21 1 45005 2 11. 

8B0Q2D0049 Forwards a;jpt coOon tor amend to incrosso q^nnhiy of U & t*n to l>o 
oxpcrtod.Llr of assurarco rcq.i:rodW/o o.acl. 

PETERSON MR. Assstar.i Drnclor for International Socu*ity BQ/90/Ort ROONEY, J 
Energy. Oopt of. Ip. 46C05 00 1 -46005 002. 

-8GO620O054 Appl col on for amonJ/oliQChng i Mod quanl-ly of rnuils 
LARUK.M.J Goneral EluClr.c Co O&/O6/03 MOORE.N Inlemntcna 1 Pruflionia ip 
46005:002*40005 002 

8BO03O0O74 Requosm vows on whnlhor cncl Trnnsr.LC : eor.lnc appl cation In oxporl 
12 6 Vg U io Wosi Germany fo' L96 m BER u Rosoarch Render moots entona n 
Atomic Energy Acl of 1054 ns amorded by Njcionr Nonproll'orclidn Act of 1070 
PETERSGN.M R Assistant D.'ocfc' for Inter national Socunly DR/C6/24 
THORNE. CG Sia'e, Depi ol. ttu’oaj of Oceans & 'nil. Environ S Scientific Alfnlra 
ip. 45060 243-45960 250. 

8809300094 Ccrtd os that Jo-r?f Research Cu of PolUn/Noihorla^iiB auhwUoil to ro- 
co ve & possess licensed maii.po' addi agmcmoni lor coopnroiion dd 603725 
FLINGOU.C European Commyili ca. Commission of 08/06/22 ROONEY.JM 
Energy, Depi of. Ip 459B0 273-45908 273 

0806309143 Amend 5 to l'C0490 XSNM-1 4 6B. Bullion/ rig export oi 1 2.700 kg ll* 
235,ccnlfllned n 305.283 kg U.to Koroa. 

PETERSON.MR Assistert D rector lor infornatior.ol Security. C8/0G/24. ip 
46068 002*46060 002. 

8007050369 Requests Executive Bianch pos.tmn ro opp'icahon lor llconso to export 4 
way direct-on velvo assembly 

PETERSON. MR. Assistant Director lor Intornal-onol Secuniy GB/OB/2/ 
THORNE.C.E. Siato. Depi. ol, Bureau ol Oceans $ Inti Env.ron A Scientific Alfo-te. 
Ip 46025 O43-46025C49 

*■8007050401 Forwards appficabon for iconso lo export nudoar oqu pment to nonia°lo. 
TILLOTSON.C.P Maretta Sclonl.fic Controls. Inc 08/06/17. NRC * No Dote led Afli'i* 
al on Given Ip 46025 044 46025040 

-8807050399 Applicel'On lor license to export 01 lt> Memlold Modot SPVSlC Pad 
Number 2014)9 9001 toArpenn’no 

TILLOTSON.C.P Marolla Sc-OntifJc Conlro'9. Inc. 73400. 00/06/16 Ip. 4U0i?5 046 
46025049 

8807050446 Forwards Poco Graph' to. I re 800620 ltr ro Amend 2 to Eyporl License 
XMAT-0326 concerning export ol oraphiio io Singaporo. 

PETERSON.M.R. Assistant Director for Inlornaiional Socur ty 00/06/26 
THORNE CE. Stale. Dept, of, Bineau ol Ocoans & inil Environ. & Scientific Alfoira 
lp 46073:257-46073 259. 

“8B07050452 Forwards Control of Import 0 Export Cortilicato IDVC/4O20/BB logued by 
Ropubf-c of Singapore h suppo'l or 8/C60f app'ication for license to export nuc'oor 
mall lo S-naapo'e & re<LirOsls to exped.te issuanco ol Hconso. 

DODSON. D.H. Poco Graphite. Inc (subs ol Union Ol Co. of CelilornlQl. PGI 60L* 
t?5:SS:. 86/06/20. PETERSON.M R. NRC • No Detailod Affiliation G.von 2on 
46073 250.46073 259 

8807140316 license for Aoro|ei Ofdnance Tennessee io export t20.025 kg doplotod U 
to United kingdom 

PETERSON.M R. Ass-stanl Crocior for Inlernellopai Socurity. 00/O//O7 Pop 
46175 345*46175 340 



0807160170 Requasis Executive B'an:h pos'licn re H tach. Transpo'l Sys (Amer.ca).UJ 
app icafio:i for l cons© 1 o expori plutonium ‘o Japan 

PEI EH SON, M 0 Ass siani Drecio' lor lntornal«cna Setu'ity 06/07/06 
Tk-ORNE.CE Sialo. Cep! of. 8 u'©aj cl Oceans & r|i. Envcn A Saent.fic Affa/s 
Ip 46 • 80. ICO 46 188 101 

♦♦6807150173 Aapicaiicn lo' licenso to o»pci 30 5 fans Pu 230 6 68 grams Pj 239 10 
Japan. 

5LKI.S H.tach Co . Lid. 08/08/29 ip 46109.10146189 101. 

0007150290 ApplcOfni ler Kg'-so to expo-i 30 Q Pu 239 jcl-omical form Pj-A 1 el'oy.to 
Japan. 

SS-KI.S H tachi Co . Ltd S JA 3/6. 88/06/20. ip 46102 366 46182 356 

0007220306 F nal response to POIA reqjPsl Fo-wards App A docurronis App A docu- 
moms a‘so available m PCR No records suij to Caiegcry 1 of request ‘oca led 
GfliMSlEY OH NRC • No Detailed A'Maton G.ven 68/07/12 Allj: a'ion Noi As 
sgrorf 3pp. 46252 311 462S2 357. 

“8007220301 license for ArrO'-can Wee'' no A Founds Cg to e*pon 1,000 kW pool- 
typo research reac’or to Israel 

PRlCE.ML Atom c Cce'-gy Ccmrrission 66/06M2 6 pp 46252:314 40252 318 

-8007250035 Amends L-co-so xR C021 fer America! Mech rt e 8 Foundry Co. extend- 
ing exp ration aaln from 59C633 lo 600630. License eulhori 2 os o*pon of 1,000 KW 
poci type research reaclo' lo Israel. 

IFE.F C NRC • No Oelalod ANi!alon Given 59/Q7/0/. P.TRELLO.JA A'rorican Via* 
chire & Foundry Co Ip 46252 3 19 46252 319 

-0807250042 ArrondS License XR-0021 fer American Mach no A foundry Co, authors- 
i-g to enpo-rt 1 000 kW poo typo research reactor to isreei.to exp *a cn 0 10630. 

KIRK, M.L Afcm z Energy CdniTiss'on 60/06/24. PlTREllO.J A Amen can Mach no 
& Feeney Co 'p 46252. 3?0- 46252. 320 

-0007250059 Ad^.sos thai AMF Atomics does not desire lo ronew L con so XR 0021 
wh ch o>f ros 610630. n rospo^SO to NRC 610414 Hr 

PimeiLC.J A American WAcMio & Fo.irdry Co 61/04/17 FlEURY.E R. Atomic 
Enorg/ Ccrn-niss^n ip 46252 321-46252 321. 

"8007250072 Not cn cf pending dxp raiion of Licenses XR 0021 .XR 0023 A XR-0029. 
FLEURY E R Atom c Energy Co-mm.sslen 61/04/14 PITRElLOJA A-re/icen Wa- 
Chm© & Foundry Co Ip 4Q252 322-46252 323. 

•*0807250880 Appkcatcn Ur amerd to License XR 0021 .©.x'Qnttr.g ewpwaUcn data Uon 
6D0G30 I 06 10530 

PITRELLOJA. Amc'.cnn Machre A Foundry Co 63/05/26 Ip 46252:324 
46202 324 

-8807258004 Appl cation for arrond to License XR 00? 1 .oxiond ng e*p ret-on dato from 
59C613 10 C00610 

PlTHELl.O J A. American Wachno A Foundry Co 59/C5/15 JOHNSON, L Alcrrlc 
Energy Ccmriss-on. Ip 46252 325-46252:325 


-0007250090 Not 4 os of expraiion of ; icenso XR 0021 on 590633 
JOHNSON, L Atomic Erergy Ccrrrri&sion 59/06/10 CMAMDERLA N.W Air 
Mach.no S Fcundy Co >p 46252 326 46252 326 

-6607250093 Forwards license XR 0021 for Ano-ican Macnmo A Fcundy Co, i 
<2 rig experta’cn ol 1.000 kW poo'-lype 'usoarch '©actor 10 Israel 
PRICE HJ Al0rn:c Energy Ccmn:ss:on 50/C6/12 CHAM3FRLA N ,W Aftem 
ch re & Foundry Co ip 46252 327 16252 320 

-8607250221 Inlorns Joint Comm Moo un Atomic Fno'gy innl AFC issued l icorv 
0C21 to Amoncan tAac^mio & Fur.cry Co.ftjthr4i?mg o*pctV ol ono v.0C^> VA 
type rasoerch reactor Lo Israel 

PRICE, H.L Atom C Energy Com.-n ss cn 50/06/1? RAMEY. ,J T Cor.g*ess. Jo t 
milloo on Atom c Energy Ip 4625? 353-46252 353 

-0807250072 Nolico o' panting exp ration of L-censns XR C021.XR 0023 A XR 
FIELRY.ER Atcm c Eno'gy Comm ss on 6W04/14 PITRElLOJ A Amurra 
ch ne 8 Foundy Co Ip. 46252 322 46 25? 323. 

8907250014 Fcrwa*ds application 4 cr amend to export iiconso.authn' ii'ig sh cn 
Canadian origin rrail to Wosi Gernony #cr uso in KRD l *0 roocior 
PETERSON. MR Asssioni Direciot fo # Inlornatonal Socur.ly 00/07/13. n. 
Energy, Dept Ol ip 46259 066 46259 067 

-00072 50020 Sup p 'em Dole I appeo'en lo # amend 10 Otpon hconso. aulhonzirif 
men', of Cenadian o.'ign maiLconsisiind ol U 2J5 lo Wnyi Germary 
WALODY.CW Advanced NuCoar Fuc's t'orp (formerly Lxxon N..c oar Co Ire 
86/30 PETERSON.WR Assistant O.roclo' lor inlernat onal Secir *y ip 4G25 
46250 057 

0807250029 Supplomoninl appl cation tor amend to axm-i Icofso roploc ng t 
app cation to aiAho-nyo uso ol al Canncian origin rra'I to- Rotoad ANF 3. 
VAlCDY.CW Advanced Nuclear Fue's Cotp (lormo-ly Exxon Nuclear Co Ire 
CQ/33 PrTFRSON.W.R Ass atari Crnctur lot international Soci.rity. Ip 462( 
4 6269 359 

0007250274 Forwards appt.caton for omonil to expotl liconso 10 ndd ABQ Atom 
Iruo'modiato cons:roo for convots-en A fabr caiion 

PETERSON.M R. Absislarl Directo' lor Inlo'natonol Scanty 80/07/ 11 . ROO 
Eno*gy. Do pi O* Ip 46259 056^ -46250 065 

"8007260278 Apphcaton lor emend to export license. mclurl.r.q lis'od address n« 
rr.od ate cons gnoo for cor.vnrs-on & fabric alien 

QUAINP 0 T/arsnjc'oer. Inc 88/07/00. WHIGMT.R. NRC - Nc Oulaioo Al 
Given lp 4G259 057 46259C65 

8007250336 FOlA request fer docuironls ro prccoss'rg o* lislod appl CAliO^S lot 
I censes ol U front Sa,.lh Africa 

MOKOENA.K Fund far Peace (Naional Socially Arrltivn) (17/05/26. MACH A 
Stolo Dept, of 6pp 46255 340-46255 1M. 
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0807120174 

50 443 

H 

0ATESA 

080715005/ 

SECY 


qates.al 

G8072000G9 

50 440 

G 

OATES.J W. 

00O63CDO33* 

7C 27 


BAUER J l. 

8807 180231 

60*192 

O 

BAUMAN L. 

8807 183093 

60 334 

O 

bauman.l. 

8807210344 

FO'A 


BAUSER.D B 

8307160214* 

£0 390 

A 

BAX.R.L 

89C6290319 

50 265 

S 

BAX.R L 

6806200374 

50-265 

S 

BAX.R L 

6806290385 

60 265 

S 

BAX.R l 

8807070 1.37 

60 266 

s 

bax n.i 

8807070144 

60266 

s 

DAX.R L 

8807120638 

60 266 

s 

RAX n L. 

8807 120644 

50 265 

s 

BAX.R L 

8607150108 

£0 266 

s 

BAX.R K 

0007160274 

60*265 

s 

GAX.R l 

8Q07160283 

£0 254 

s 

BAXTER/ 0. 

890/01C086 

PR 


BAXTER.T.A. 

08O729COO3 

50 320 

G 

BAXTER, T. A. 

8807290003 

60-320 

G 

BA7IIN.J. 

8807250140 

CONTRACT 


BEARD, R M 

0807190338 

50-321 

n 

BEARD.TN. 

8807010229 

60-443 

H 

BEARDSLEY. H 

080/010210 

60-443 

H 

OEASLEY.B 

8807070267 

60-443 

H 

beauqq.n.r 

08071 IQ U 5 

60-200 

H 

BEAUPRE.G. 

080701 03 &0 

PR 


BEAVER. DC. 

8307010353 

50-443 

H 

BECHHOEFER.C 

890/I5C026 

60-271 

G 

DECMHOEFER.C 

8007220027 

50-271 

G 

BtiCK.JW 

880? 0604 \ 9 

50-445 

S 

BECKER. M 

&30722023S 

PR 


BECKJORD.E S. 

8807130237* 

pn 


BCCKJORD.E S 

C807150254* 

PR 


Bt-CKJORD.E S 

0807150263* 

PR 


BECKJORO.E S 

0637150277* 

PR 


BECKJORO.E S 

0807150298* 

PR 


BECKLES.OC 

0007010396 

PH 


beckley.b p. 

0007070401 

50 443 

H 

BECKMAN, D.A. 

0007 1304 10' 

50 440 

G 

BEQANSKl.fi 

6S67G70101 

60-213 

S 

BEGOR.R 

0807070419 

PR 


BEILMAN.T.P 

8806300032 

50-315 

S 

BEILMAN.T p 

0007150060 

50*315 

S 

BE LA<R. R R 

0007220131 

50-322 

F 

BELANGER, G.J 

06071 2040 2 

50-443 

H 

BELISLF.G A. 

8007120061* 

50-425 

Q 

GELISLE.G A. 

8807120180* 

50-330 

Q 

BELISLE.G.A. 

8507220140' 

50*425 

O 

QELt.S 

8007010311 

CONTRACT 


BELL.S 

C0O7Q7G6C6 

CONTRACT 


BELL.S 

6007080022 

CONTRACT 


BELL.S 

8807000035 

CONTRACT 


BELL.S 

8007000066 

CONTRACT 


BELL.S 

0807120350 

CONTRACT 


BELL.S 

6007180315 

CONTRACT 


BELLAMACINA.G. 

0607010112 

pn 


BELLAMY, a 

6007130252 

70 1 100 


BELIAMY.R.R. 

0607010020 

50*309 

O 

BELLAMY, R.R. 

600701 G041 

50*286 

o 

BELLAMY.RR. 

6607010251 

50 3 

0 

BELLAMY, R.R. 

0807010306 

50-286 

Q 

GELLAMY.H.R. 

6807010360 

50-244 

0 

BELLAMY, R.R. 

86070103G0 

50-334 

Q 

BELLAMY.aa 

8007010390 

50-354 

O 

BELLAMY.R.R. 

0007010450 

50*317 

O 

BELLAMY.R.R. 

0807010619 

50220 

O 

BELLAMY.R.R. 

BB07050070 

50 213 

0 

BELLAMY, n.R. 

6807050162 

50 3 

Q 

BELLAMY.R.R. 

6007050220 

50*293 

0 

BELLAMY.R.R. 

880? 050241 

50 -m 

0 

BELLAMY.R.R. 

8B070 50250 

60-245 

0 

BELLAMY.R.R, 

8807050282 

50-223 

0 

BELLAMY.R.R. 

0007060459 

70*820 


BELLAMY, R R. 

0907070077 

50-334 

0 

BELLAMY.R R. 

60O7Q7OU1 

50*352 

0 

BELLAMY.R.R. 

6007070140 

50 5 

0 

BELLAMY.R.R. 

8807070277 

60-322 

0 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

BELLAMY.R R 

06O7O7O577 

50 272 

F 

BELLAMY.R R 

0607130111 

70 135 


BELLAMY.R R 

800712020? 

£0 277 

O 

BELLAMY RR 

8007200102 

50*333 

O 

BELLAMY.R R 

6807203*24 

50-277 

Q 

BELLAMY.R R 

9007200133 

60-219 

O 

BELLAMY.R R 

0007200153 

60 334 

O 

BELLAMY.RR 

00072001 35 

60 333 

Q 

BELLAMY.R.R 

8007200214 

60-289 

Q 

0FLI AMY.P n 

8007200270 

50 203 

H 

BELLAMY R fl 

0007200310 

£0 443 

Q 

BELLAMY.R R 

&0O72OO302 

£0 146 

O 

Bti l amy n a 

BG372 1020? 

£0-443 

O 

REllAMY.R R. 

0BO72 10202 

50-245 

O 

BELLAMY.R.R 

0007250 IG5 

50*277 

o 

BELLAMY.R R 

0007260234 

50-272 

0 

BELLAMY.R FI, 

0007260243 

50-219 

0 

BELLAMY.R FI. 

3307260392 

50-271 

o 

BELLAMY, R R 

8007250336* 

50-271 

G 

bellinfau.k 

8007010221 

p n 


BENEDICT ,R A 

6837000203 

50-220 

P 

BENEDICT.R.a 

0837000206* 

50*220 

P 

BENNETT .CM 

0007050250 

PR 


BENNETT.MA 

QB07O7O4&9 

50-443 

H 

BENNETT.W R 

0606300273' 

50-290 

O 

GENNIONJ S 

0906300242 

50-72 

H 

BENOIT.O.M 

0BO7O1O41O 

PR 


DENSON. D L. 

0BG7O1O4SO 

50-201 

s 

BENSON. 0 L, 

0007130329 

50*200 

s 

BERATTA j.p 

0007150270 

50-410 

F 

0F.RAHAJ P 

80O71QO314 

50-220 

F 

BERATTA J P 

8307190322 

50-220 

F 

BERG.C 

030722036? 

PR 


BCRGERON.M.P. 

0007100115 

WASTE RES 

BERGERON, M P. 

0007190146 

WASTE RES 

BERGERON; P .A 

0807100045* 

50-309 

P 

BERGERON.R 

0007050199 

50-443 

H 

BERGERON.R. 

0807000092' 

50-443 

G 

BERGERON.R. 

8007060092* 

50-443 

G 

fiEFlGERON.n. 

0007290197' 

60-443 

G 

BERGEHCN.RC. 

3007010644 

50-443 

H 

BERGMANN.JW 

8007130045 

00-305 

S 

BERGQ'JIST.S A. 

0307110036 

50-443 

G 

□ERGQUIST.S A. 

0007290050 

50-443 

G 

BEHKOW.HN 

0007050117 

00-389 

P 

BERKOW.HN 

8307050136 

00-280 

P 

BERKOW.HN 

9307000106' 

00-335 

P 

8ERKCW.H N 

0007000355* 

50-250 

P 

BERKOW.HN. 

0007 120240 

50*302 

P 

BERKOW.H.N. 

6807140046 

50-335 

P 

BERKOW.H N 

6897100262 

60-200 

P 

BERXOWITZ.K. 

0007 103 109 

50-322 

H 

BEnXOWlTZ.K 

6007250146 

50-322 

H 

9ERL»NGEn.C.H. 

6806290133 

ORG 


BERltNGER.C.H 

6807140200 

ORG 


BERLlNGER.C.H. 

66072500 16 

ORG 


BEFIMUDEZ.H. 

8606200031* 

70*1201 


BERMUDEZ.H, 

8607 120430' 

50 400 

O 

BERMUDEZ, H. 

8&07130118' 

70 024 


BERNERO.R.M. 

6802260030* 

nureg 


&ERNERO.R M 

6602260040' 

NUREG 


BERNERO.fi M. 

6807220013 

WASTE MGT 

BERNHARD, R 

6007120461' 

50 324 

Q 

BERNHOFT.S L. 

6807060162 

50 305 

S 

0ERNIERRE. 

6807010172 

pn 


BERNSTEIN, A. 

0007100 US 

FOIA 


QEROUIST.S 

8B071 10053* 

50-443 

G 

0EROU>ST.S.A. 

8807110040 

50*443 

G 

berry.g.a. 

8807060023 

50 443 

G 

BEnnv.GA 

B807060051 

50443 

G 

BERRY.GA. 

0007 U 0113 

50-443 

G 

BERRV.G A 

6807220033 

50 443 

G 

BERRY. G A. 

0807290017 

50*443 

G 

BERRV.G A. 

880729C056 

50 443 

G 

BEHRY.G A. 

06O729O2O3 

50-443 

G 

BERRV.G A. 

0007200200 

50443 

G 

BERHY.G.A. 

0007290216 

50*443 

G 

BERRV.G A. 

0007290226 

50 443 

G 

BERRY.G A. 

00072902/1 

50 443 

G 

BERRY.K.W. 

0807130104 

50*165 

O 

6ERRY.KW. 

0007130130 

60*165 

P 

6ERRY.KW. 

8007130181 

50 255 

Q 

BERRY.K W. 

8B071 90324 

50*265 

F 

BERRY.K.W. 

8607280156 

PR 


BERRY. R.L. 

88070502/3 

PR 


BERT HUME ,W J. 

6807200362* 

71*9103 


BERTRAM.J E 

0807010335 

50*443 

H 

BERTRAND, F.C 

0807010177 

60 443 

H 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

0ETOW.R 

8007220052 

71 -9 159 


BF.TOW.R 

2807250054* 

71-9073 


E3ETOW.R C 

8 80 7 2C 0258 

71-3073 


BETTENHAUSEN.L 

00070 1C023 

50-209 

0 

BETTENHAUSEN.L 

QB0705D236 

50-320 

0 

BETTENHAUSEN.L 

8807060266 

50-244 

0 

BETTENHAUSEN.L 

8007110390 

50-336 

0 

BETTENHAUSEN.L. 

0007200217 

50-245 

0 

BETTENHAUSEN.L. 

080/250363 

50-193 

0 

BETTENHAUSFN.L. 

0807200231 

50-213 

0 

BEUCHEL.B.E. 

0807010510 

PR 


BEUCHEL.B.E. 

8807290201* 

50-443 

G 

BEVAN.R 

8807110419 

COG 


BEYEA.J 

8007110011* 

50-443 

G 

BEYER. N A 

880/210102 

50-322 

h 

BHATTACHARYYA 

8007120591* 

waste f.*:; 

T 

BHATTACHARYVA 

8007120820’ 

WASTE MGT 

BIAN.S H 

0907100273 

WAS T E MG 

I 

OIAN.SH 

0807100332’ 

WASTE MG 

r 

BIBB. HE 

8RCG20O1O2’ 

50 335 

G 

BICEHO'JSC.H 

8807010402* 

50 354 

Q 

BICH.F1 C 

8807010552 

50 4-13 

H 

BICKNELL.L 1. 

0807050163 

50 4-13 

•1 

BIOENJR. 

0007200338 

50-322 


BIDINGER.G H 

08071 1031 7* 

70-1113 


BONDER, G H 

8007120294* 

70*371 


BIDINGER.G H 

0807130398 

70 1 100 


BIGEIOW.SW 

8807220022 

PR 


BIGGS, G 

0807110493* 

50-400 


bjhlman.l 

8807 1304 50 

50 249 

S 

BILUNGTON.S T 

0807010246 

50 443 

11 

BILLINGTCN.ST 

8807200305 

50 44 3 

H 

BINGHAM .VS 

0807010326 

59 443 

H 

BINKOWSKJ.J.A 

O0O72O3CO5 

50 332 

P 

BIRD.FJ. 

0807010526 

50 443 

H 

BIRD R G 

8007010065 

50 293 

H 

BIRD.RG 

88070700 GO 

50 293 

a 

BIRD.RG. 

8807070541 

50-293 


BIRD.RG. 

0807000101 

50 293 

Q 

BIRD.R G 

8007000255 

50 293 

p 

Qino.n.G 

0807120274 

60 293 

P 

BfRD.RG. 

0007 120285* 

50 203 

F 

BIRD.RG 

0807130041 

50*203 

F 

BIRD.RG. 

0007150075 

50293 

P 

BIRD.RG. 

0007150103 

50293 

G 

□ino.n G 

8807160169 

50 293 

G 

BIRD.RG 

0007200044 

50-293 

G 

bird, no 

0007250030 

50233 

S 

BIRD.RG 

8807250200 

60-293 

P 

BIRD.RG 

0OO72GO? 73 

50-293 

K 

01RELY.W.C 

G8Q&300173 

50 277 

$ 

BIRELY.W.C 

0007060223 

50 277 


OIRELY.WC 

8807070042 

SO 27/ 


BIRELY.W.C 

8807120-154 

60*277 


BIRELY.W.C. 

0807120017 

60 278 

5 

BIRELY.WC 

86072.10 119 

50 277 


BIRNIE.P 

8807110085 

60 200 

1 

biskop.wa 

080722035G 

PR 


BISSET.S 

8007010000 

60 443 

F 

BITTER, SD. 

0807080030' 

50 446 

C 

B1ZZU0.0 J 

0607010570 

pa 


0JORNSON.R. 

0007010600 

SO 443 

1 

BLACK. D B 

0006200509* 

50 324 

F 

BLACK. S. 

0007010023 

50 327 

F 

BLACK, S. 

8807050001 

50*259 

f 

BLACK.S 

&0O7O7O555* 

60-327 

f 

BLACK.S. 

8807110427 

50*250 

f 

SLACK, S. 

0807110485 

60-327 

( 

BLACK.S. 

0007120404 

50-327 

< 

BLACK.S. 

0007120510 

50*250 

f 

BLACK.S 

6007120526* 

50-250 

r 

BLACK.S. 

8807120669 

50*259 

f 

BLACK.S. 

8807130331 

50-259 

f 

BLACK.S. 

8007130332* 

50*259 

f 

BLACK.S- 

8807130442 

50-32? 

F 

BLACK.S. 

0007130444' 

60*327 

\ 

BLACK.S. 

0007140291 

50*327 

1 

BLACK.S 

0007140294* 

50-327 

1 

BLACK.S 

0007200219 

50-327 

1 

BLACK.S 

8807200231 

50*327 

1 

BLACK.S 

0007210107 

50-260 

C 

BLACK.S. 

8807220333 

50-327 


BLACK.S C 

0807120342 

50-259 

1 

BLACK.S C 

0007120550 

50*327 

1 

BLACK.S C 

0007150040 

50-328 

1 

BLACK.S C 

8807210170 

60*327 

1 

BLACK. S.C. 

8807210180* 

50-327 

1 

blackford.m e 

0807220275 

WASTE RES 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

category 


NUMBER 

CATEGORY 


NUMBER 

CATC GO n 

RLAKE.JJ. 

8536290038* 

60 200 

O 

noYD.n s. 

8Q07100003* 

50275 

P 

BROCKS.S.0. 

083707014 7 

SO 443 

OLAKEJJ. 

830706004?’ 

60 280 

O 

BOYD.R S. 

89071Q0C05* 

50 275 

P 

BROTHERTON.R 

&907GG060B 

60-443 

QUWE.J J. 

830712036?’ 

50-369 

Q 

OOYO.R S. 

8807100006’ 

50 275 

P 

BROWN. A T. 

8007010570 

50-443 

OUWE.JJ. 

80071 J0225' 

50-335 

Q 

BOYO.R S. 

8907100008* 

50 275 

P 

BROWN.B f.. 

80O7O1C51B 

50-443 


0BO71OOO1S’ 

50 424 

O 

QOYD.R S. 

890710C012' 

50 275 

P 

BROWN C 

0007050056 

50-443 

EU-KE.J J 

3307103021* 

50-259 

O 

uovD.n s. 

8907160086' 

50-275 

P 

enowN.G a 

080720004 Q* 

£0 528 

ELAKE.J J. 

0007230015* 

50 338 

O 

DOYLE. Ml 

0807060024 

50-245 

P 

BROWN.J.J. 

0807010 13G 

50 443 

ELAKE J J. 

0907250322* 

50 261 

O 

GOYLE.M L 

0807080107 

50245 

P 

BROWN. L L 

8837010300 

PR 

ELANCHARD.Q J 

0007100018 

50 443 

H 

OOYIE ML 

8807250005 

50-213 

G 

BROWN, M L 

8907180034 

PR 

BlANCHARO.L A 

8007050250 

50 443 

H 

BOYLE MP 

8807060076 

PR 


BROWN. N D 

8007180050 

60 289 

B.ENrOE.J G. 

08071 10515* 

WASTE RES 

DOYLfc.RF 

8907010316 

PR 


BROWN. PE 

0007010508 

PR 

O.lSS.H E 

0806200150 

50237 

K 

OOYLERR 

0807220240' 

WASTE MGT 

BROWN R 

0607050571 

IKE 

BJ55.H E 

0007060206 

50 205 

O 

dhach.e w. 

BOO 707036 9 

QA909 


BROWN, R E. 

0807070521 

£0 213 

Bi'SS H E. 

8007070506 

50 295 

F 

DFIACH.E W. 

B80707059D 

REVIEW GR P 

BROWN.R S 

8837220107* 

CONTRACT 

Ul'SS H E. 

6807110437 

60 373 

O 

DRACH.E W 

8807OBO2G6 

QA999 


BROWNE, A E. 

8807210002 

PR 

ei ss.p e 

8007120090’ 

50-235 

Q 

BRACH.E W. 

8907140135 

REVIEW GR P 

BROWNING ( R.E 

090 7060 241 

WASTE FIE! 

Bl SS.H E 

8807120387 

50295 

K 

BHACH.E.W. 

0807140258 

REVIEW GR P 

DROWNING, R.E 

0007080261 

WASTE RE! 

RL.SS.HF 

8007330200 

50-23? 

Q 

BRACH.EW. 

0807163035 

REVIEW GR P 

BRCWN7NG.R.E 

BR0?l2Qt 40 

WASTE MG 

BLISS, HE 

0807190337 

50 454 

F 

ORACH, EW. 

0DO71GO31O 

QA999 


BROWNIE E.V.L. 

RGCG2G0221 

50369 

BLOCH HG 

893/200143 

50 322 

H 

BRACH.E W. 

0807250240 

REViEW GR P 

BROWNLEE.V.l. 

08C-02OO345 

50 413 

BLOCH. P B 

8807140391 

50 445 

G 

QRAOBURNE.J.C 

0007150253* 

50-327 

P 

BROWNIE E.V.L 

8006290350* 

50 413 

GLOCH.^B 

0007200088 

50 445 

G 

URAODURY.J.W. 

6007129100 

WASTE RES 

BROWNLEE.V.L 

8607060052 

50424 

block fi.L. 

800/22C007 

PR 


BRADFORD. P.A 

0007 1801 51 ' 

FOIA 


BROWNLEE.V.L 

8007 120455 

50425 

ELCCK S 

H807203330* 

50-206 

O 

BRADFORO.P.A 

0007180198* 

FOIA 


BROWNLEE V.L 

0GO7 130037 

50424 

slcdget r.s 

0007010122 

PR 


bRADFORO.W.H 

G007250192* 

50-340 

Q 

BROWNIE E.V L. 

0807100144 

50 321 

3.GSSER J 0 

8007140260 

50 483 

S 

BRADHAM.O S. 

BB07070013 

50-395 

S 

DRUGGER.R.M 

6B07 120543 

SG 166 

D.OUCjH a r. 

8007010328* 

60-307 

O 

EJRADHAM.O S. 

0007120029 

50-395 

S 

BRUNET J.H. 

8006290300 

50 255 

0.OUGH A n 

800/050067 

50-293 

R 

BRADHAM.O S. 

6007120544 

50-395 

P 

BRUNET.J.R. 

8007060303 

50 255 

BlOUGH.a n 

0807130243* 

50 293 

Q 

OnAOHAM.O.S. 

0007120571 

50-395 

S 

orlnst.j.r 

80O725CO21 

50 256 

niO'J(>H.A R 

0807150300* 

50-293 

Q 

BRADHAM.O S. 

8007130384 

50-395 

H 

BRUNET.J.R 

BBO725O304 

50 255 

B LOUGH. A R 

0837200207 

60 203 

n 

BRADHAM.O S. 

0007140090 

50-305 

F 

BRUTON. J P.N, 

B807 130206 

71-071? 

OLOJIMA J 

8037010130 

50 443 

H 

RRADHAMOS. 

00O7UOO94 

50-395 

P 

BUCH.J 

6607210103 

PR 

nUiUAUQH.n E 

000/010322 

40 3453 


BRADHAM.O S 

ECO? 1001 46 

50-395 

Q 

BUCHWALD.S P. 

8607070336 

53 443 

B'.LOAUGH.H L 

8807010271 

40 3453 


BRADHAM.O S 

ECO 7200262 

50-395 

F 

BUCKLEY.BC 

0007110472 

50 400 

B. LBAU3H.fi F. 

000/210050 

40-3453 


BRADHAM.O. S 

0CO72 10281 

71-479 


BUCKLEY.BC. 

8607120573 

50 400 

BLU3AUGH.R L 

8807250438 

40 3453 


URAOHAM.O.S. 

C0O725GOO3 

60-395 

n 

RUCKlEY.OC 

0607150127 

50 400 

bluemsl.f 

8807 100364 

PH 


BRAOHAM.OS. 

8007250091 

60-395 

F 

DUCKLEY.BC 

0807190149 

50-400 

BLUMBEnG.N 

080/010015* 

50 209 

0 

FJRACHAM.O S. 

0EO725O227 

60-305 

P 

BUCKLEY.BC 

6807193200 

5032-1 

e HI VO ERG. N 

8807010474' 
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0 

BRADLEY. EJ. 

0607060171 

60-352 

P 

DUCKLEY.BC 

8807210224 

50-400 
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8807200160* 

50-352 

0 

BRAD.EY.EJ. 

0GO7O6O187* 

60-352 

P 

BUCKLEY.BC 

8B07210287 

50-324 

DLUMDEHCi.N 

0007200165* 

50 219 

Q 

QRADLEY.E J. 

0607150221 

50-270 

P 

GUCKLEY.J T 

800/210071 
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8807210166* 
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Q 
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P 

BUCKLEY.J T 
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tHt07 f 00209* 
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ORADLEY.E.J. 
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P 
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OOCANEGflA.n 

0806200033 ' 
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0 

BRACLEY.FJ. 

800701 C041* 

NUREG 


BUNCH. DF 

BQO7O/O305 

PH 

noocH.oj. 

080 7070504 

50 443 

H 

BHADLEY.F J. 

8Q072B0309 

PR 


RUN TING. An 

00070/0425 

50-443 

BCSDOINGHAUS.L 

0007010407 

50-443 

H 

nRADSHAW.GQ 
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50-443 

H 
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| 
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Pfl 
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GOLAN D.B 
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nn 
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K 

BUNTING.J O. 
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II 
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R 
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G 

BUNTING.J O. 
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WASTE MG 
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DRAM.S D 
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G 

BUNTING.J O 
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0007280021 
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DRAM.S D 
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V 
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60*24 7 

S 
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It 
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H 
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H 
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H 
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H 
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H 
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H 
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ROOKER.J E 
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S 
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8807010286 

60 443 

H 

BURNS # W.E. 

0807200130 

50-424 

GOOKER.J E 

0007060144 
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S 

BRENNAN.J.L. 

8807200350 

PH 


BURR. 9. 

0807100071 

50-322 

GOOKER.J.E 

8007130200 
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Q 

DRENNEN.J. 
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H 
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BOOKER.J.E 
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P 
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H 
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S 
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S 
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s 
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pn 
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S 
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G 

BRITZ.DJ 
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s 
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G 
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G 
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H 
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F 
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H 
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PR 
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V 
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PR 
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H 
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V 
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F 
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V 
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PR 
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H 
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PR 
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H 
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P 
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P 
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O 
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0807120645' 

50-272 


AUTHOR 


BUTLEfl.W.fl 
BUTLER. W.R 
PYE.V. 

BYKOSKI.l 

avPAW.n.G. 

BYRAM.R.G. 
BYRAM R G. 
BYRO.R 
0YRCN.Q.B 
CACCIAPOUTI.R. 

CAIN D l 
CALANDRA A 
CALCHCRA.J 
CALOERONE.B 
CALDERCNE.JW. 

CALDWELL.C W 
CWlOWELL.C.W 
CALOWELL.J L 
CALDWELL.ft A 

Caldwell. ft A 

CALLAGHAN.J.H 
CALLAGhER.VC 
CALLAN.L J. 
CALLAN.LJ 
CALLAN.L J 

CALLAN L J 
CALLAN.L J 
CALLAN.LJ 
CALLAN.L J. 

CAL LAN L J 

CALLAN.LJ 
CALI.AN.L.J 
CALLAN.L J 
CAL LAN l J 
CALLAN.L J 

CALLAN.LJ 
CALLAN.L J 
CALLAN.L J 
CALLAN.L J 
CALLAN.L J 

CALLAN.L J. 
CALLAN.L J 
CALLAN.L J 
CALLAN.L J 
CALLAN.L J 

CAL LAN. 1. J 
CALLAN.L J 
CALLAN.L J 
CALLAN.L J 
CALLAN.LJ. 

CALLAN.L J 
CALLAN.L J 
CALLAN.L J 
CALLAN.L J 
CALLAN.L J 

CALLAN.L J. 
CALLAN.L J 
CALLAN.L J. 
CALLAN.L J 
CALLAN.L J. 

CALLAN.L J. 
CALLAN.L J 
CALLAN.LJ 
CALLAN.LJ 
CALLAN.LJ. 

CALI.AN.LJ. 
CALLAN.LJ 
CALLAN.LJ 
CALLARD.T. 
CALVE RT.P 

CALVO.J A 
CAL VO .J. A. 
CALVO.J.A. 

CAL VO ,J. A. 
CALVO.J A 

CAL VO ,J A 
CALVO.J.A. 
CALVO.J.A 
CALVO.J A. 
CAMP BEL L,M. 

CAMPBELL, TG 
CAMPBELL, TG 
CAMPBELL, TG 
CAMPO.ftG. 
CANCELLIERF.B. 

CANNJ D. 
CANNING.!! F 
CANTRELL.F. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


8807160200 

50-272 

P 

CANTRELL, F 

0807120433* 

6807250173 

50*272 

P 

CANT fl ELI. F. 
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CAPRA.R A 

0807120031* 
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S 
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S 
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S 
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S 
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8807070262 
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P 
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8807120034 

0807000197' 

contract 


CAPSTICK.R.W 

8807250299 

8807200-076 

50 322 

H 

carfagno.sp. 

8B06280089' 

0807010076 

PR 


CARUNO.O.Y/. 

6607060535 

8007190055 

50*322 

H 

CARlSEN.L 

8807010681 

6807070550 

60-213 

S 

caplson.lg. 

8807010406 


50*330 

0 

CHICHESTER.G. 

8007010411 

£0-443 

H 

50*280 

Q 

CHILDRESS. C 

8007C80212’ 

CONTRACT 

50-380 

O 

CHILDS. A. 

8807190037 

50 3?2 

H 

50*3 

P 

CHILDS.W.V. 

8007070397 

50 533 

S 

50*286 

P 

CHILK.SJ 
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PR 


50*247 

P 
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P 
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CHILK.S J 
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G 

50 443 

H 

CHILK.S J. 
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G 
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? 
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P 
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P 
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S 

CHILK.S J 
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G 
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H 

CHILK.SJ 
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PR 


CHJLK.S J. 
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PR 


CHILK.SJ 

8007120710 

50 327 

P 


88Q713039R* 

50397 

O 

CARLSON, R A 

8807200257 

PR 

S 

CHILK.SJ 

8807130441* 

50397 

G 

CARNS.N.S 

6806300056 

50-302 

CHILK.SJ 

8907120429* 

50330 

O 

CARNS.N.S 

6006300067 

50-302 

s 

CHILK.SJ 

8007120702* 

50-3-02 

O 

CARNS.NS. 

8806300078 

50-3B2 

s 

CHILK.SJ 

8007190320* 

50 445 

O 

CARNS.NS 

6806300007 

50 382 

s 

CHILK.SJ. 
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pn 


CARNS.N S 

8007180294 

50 382 

s 
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50-443 
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0807050064 

60-443 

H 

CLlNE.W.E. 

8807050459 

60*443 

H 

CHENG.T.M. 

6807070392' 

60-327 

O 

CLlNE.W.E 

8807210129 

PR 


CHERY.D.L. 

6808200355 

WASTE MGT 

CLlNE.W.E. 

88070 1C53 2 

PR 

H 

CHERY.D.L. 

0007070288 

WASTE MGT 

CLlNE.W.E. 

8807010483 

50-443 

CHEHY.D.L 

0807120403* 

WASTE MGT 

CLINE.W E 

8607 12042 9* 

50*336 

Q 

CHEUNG ,L. 

0607200160* 

50*410 

Q 

CLlNE.W.E. 


8807130172 
88071 60CC8 
88071 5002B 
8807200021 
0807220020 

8807220020 
8807220026 
8807270186* 
0007270247* 
0007270251 * 

8807290005 
0807200010 
8B07290026 
8B072 10237 
8807190159* 

0807100174* 

0807180250 

8007190021' 

0807180030 

8807140023 

B0D7 140023 
8807200015 
B00720C015 
880/200074 
8007200074 

8007250019’ 

8007180179 

8007210003 

B&C6300141 

0807110546 

8807140206 

0807180111 

8807010171 

880/050472 

8807100165' 

ODO 7200205* 
8007140121' 
8807200205* 
0807200300* 
8807260047 

0007010678 
0B07 120381 
8007220173 
8007070004 
0007140002* 

tiCO? 190137* 
0007050108’ 
0807200059 
0007060049 
0007010225 

8807190143 

8007220375 

0007070305 

0007010209 

0007070366 

0007160077 

0007150077 

0807140306 

0007050571 

8B0830D031 

0806300119 

0806300138 

8807060295 

8807060425 

0807060526 

0007070017 

0807130146 

8807130159 

8807190232 

0807210247 

0007210255 

8007210284 

8807210293 


10CFR 

50443 G 

10CFH 

503P2 G 

50498 G 

50 520 G 

50-462 G 

PR 

pn 

PR 

50335 G 

60 443 G 

60 440 G 

QA999 

50 3G i O 

50 361 O 

50 440 It 

£0 259 O 

FO>A 

50-322 A 

50-322 G 

60 322 G 

50 32? G 

50-322 G 

£0-322 G 

50 123 
50 45*1 
50 454 
WASTE RES 
WASTE R~S 

WASTE RES 
WASTE RES 
PR 

50*443 H 

50*397 0 

50-520 0 

50*312 Q 

50*528 Q 

50*200 Q 

50*340 n 

pn 

50-604 A 

PFIOJ 

pn 

50*362 0 

50-520 G 

£0-344 0 

PR 

50*32? G 

50-443 H 

PR 

PR 

60 443 H 

50*443 H 

60 443 M 

60*336 S 

60 336 S 

50-423 S 

l&E 
70-27 

60-335 C 

70*143 

60 413 C 

60*369 C 

60330 C 

60-200 C 

60*261 C 

50324 C 

7-01151 
60 335 F 

60-335 F 

60*348 F 

50*348 C 


-oO 


Cl IN E. we 

6007310304 

50-261 

Q 

CONNELL.B N 

66070101 58 

60-443 

H 

CO’JNSlL.W G 

0007190274 

50-446 

CLINE. W E 

0007350271 

50*309 

O 

CONNELLY, S.O 

6607220161* 

50-324 

O 

COulLRF.T E 

eeo 70704 10 

60 443 

CUNE.W E. 

8807350300 

70-1151 


CONNOLLY, J.G. 

8807010572 

£0-443 

H 

COV.LL.DL 

6807060308 

50 443 

CUNTON.J M 

0807140187* 

WASTE MGT 

CONNOLLY.J.V. 

8807210040 

50 322 

H 

COWGILL.C 

8007010034* 

50269 

CLOSE SL 

O0O71QOO2O 

50-443 

H 

CONNCLLY.FI. 

0907070346 

PR 


COWG'LL.C J 

0907050237* 

£0 320 

CLO’JTVAN.S J 

0807050071 

50 443 

H 

CONN OR. L. 

6807150201 

FOIA 


COWGILL.C J 

680 7C 60271’ 

50244 

COCKFlELD.DW. 

8006280102 

50 344 

P 

CONNOR, L. 

6807280007 

FOIA 


COXR R 

800701050? 

50-44 3 

COCKFlELD.DW. 

8006260240 

50-344 

F 

CONNORS.T.K. 

6Q07010533 

PR 


COYLEJP 

8B0 72 50240 

59 34 6 

COCkFIELD.DW 

0807050045 

50-344 

P 

CONSTABLE, G.L 

6Q0725027? 

50 290 

S 

COYLE. J P. 

8607250240 

50 340 

COOkF:ElO.OW 

8807050049* 

50-344 

P 

CONTE. R J. 

86070501 ID* 

50 312 

O 

COYLE J P. 

8807260427* 

50348 

COCKP.eLD.DW 

8607070016 

50 344 

K 

CONTI.K 

0607010313 

PR 


COYLE.JP 

080725042/’ 

50-346 

COCKFlELD.DW 

6807190075 

50*344 

S 

CONVERSE. R.J. 

8507070397 

50-333 

s 

C022U0LJM 

0607110521 

NUREG 

COCKFlELD.DW. 

0807190210 

50344 

P 

CONVERSE.R.J 

8807130421 

60 333 

R 

CRAFTON.S.P 

6607010272 

PR 

COCKFIELD.O W 

8007190212* 

50344 

P 

CONWAY, G.R. 

0807070410 

50 44 3 

H 

CRAMER, L K. 

6806200362 

WASTE MG' 

COCKF ElO.D W 

6007210037 

50 344 

0 

CONWAY. FI D 

B8QG300061 

50 423 

S 

CRAMER. L F 

0BO710CO6O 

WASTE MG 

cockfield.o w 

6807210051 

50-344 

0 

CONWAY. R D. 

88071403C6 

SO 423 

s 

CRANWEll.RM 

6607190151 

WASTE RES 

OOCKRAN K 

8807010537 

PR 


CONWAY. W.F. 

88062D0266 

50-260 

p 

CRAWFORD JO. 

6807250065* 

50-250 

coco r a 

8007070280 

50 443 

H 

CONWAY. W.F. 

6807010140 

SO 335 

p 

CREED.J 

6B07 190326 

50-305 

COE.D 

0007100322* 

50-361 

V 

CONWAY.W f\ 

8807010149 

50-250 

s 

CREED.J H. 

8607060138’ 

50 403 

coe. we. 

0807280375 

50-250 

H 

CONWAY.W F. 

8007010442 

50-250 

s 

CREED.J R. 

6807000176’ 

50-295 

CQ-FEY,P H 

0007200331 

50 443 

H 

CONWAY, WF, 

08070105B9 

50 250 

F 

CntED.JR 

0807000326’ 

50-456 

COQOEU S A. 

0007010542 

PR 


CONWAY.W F. 

8Q0701C657 

50-335 

P 

CREED.J R 

0807120070* 

50-450 

COGDIlLJC 

0807010009 

PR 


CONWAY.W F. 

0907010691 

50-335 

P 

CREED.J R 

8807120005* 

50-203 

COGWllL.C. 

0807200115 

50 219 

S 

CONWAY, W.F. 

80O7C5OO85 

50-250 

s 

CREEP. JR. 

8007250019* 

50-123 

COLAP- NTO,0 K 

8007140027 

50 445 

G 

CONWAY, WF. 

8607050355 

50*335 

H 

crfighton.p 

8807010507 

50 443 

CClAf tNTO.O K 

0007 14002? 

50-445 

G 

CONWAY, W.F. 

660 70 £0404 

50-250 

R 

CREWS.J L 

880/050 T(0* 

60 312 

CCLA r lNTO.DK 

0807140033* 

50 445 

G 

CONWAY.W F 

0807050545 

50*250 

0 

crlenjak.r 

8006300107* 

50 302 

COlAPINTOOK 

8807140033* 

50-445 

G 

CONWAY.W F 

B607C 50062 

50-260 

n 

crlenjak r. 

8007260301* 

50 302 

COLAPINTO.D K 

8807140041* 

50 445 

G 

CONWAY.W F 

8607070019 

50-250 

p 

CRLENJAK.R V 

0UG629O1O2* 

£0 335 

COLA PIN TO, O K 

0007150007 

50-445 

G 

CONWAY.W F 

0007070188 

50-250 

s 

CRLENJAK.R V 

0 80? W 0370“ 

50 260 

OC^APINTO.OK 

8007200054 

50-445 

G 

CONWAY .W.F. 

660712005? 

50-251 

s 

CROCKER.D M. 

8007220168* 

50322 

CClBoRNJ.G 

8B07110412 

50 440 

P 

CONWAY.W F. 

68071 20 J6Q 

50 250 

R 

CROCKER,D.M. 

0F1O722O169* 

50 322 

CCIBt/.9N,T G 

0607? 10434’ 

50*440 

P 

CONWAY.W. F. 

8807120613 

£0-250 

S 

CROCKER, L P 

0807 070402 

50-32! 

COl BURN. T G 

0807130006 

50-440 

P 

CONWAY .W.F 

880713006-1 

50-336 

F 

CROCKER, L P. 

6907070507 

50-321 

COl OURN.T G 

8807130328 

50 440 

P 

CONWAY.W F 

8307190054 

60 335 

F 

CROCKER.L P 

8B07&70523 

50-32 1 

CC13LRN.T.G 

60072 J 0336 

50-440 

P 

CONWAY.W. F. 

8097190057 

50-250 

n 

CROCKER, L P 

6607080228 

50-321 

cclburn.t G 

8807250095* 

50-346 

P 

CONWAY.W. F. 

0607190121 

50-335 

Q 

crocker.lp. 

6607120602 

50 321 

COl BURN T.G 

8007250337 

50-440 

P 

CONWAY.W. F. 

0007100180 

60335 

R 

CROCKER.L P 

6007140226 

50 321 

COlE.l 

8807010224 

50-443 

H 

CONWAY.W F 

0807190331 

60-250 

F 

CROCKER.L P 

6607180118 

50 321 

CO’.E.RF 

0007070454 

50 443 

H 

CON WAY. W.F. 

0007210110 

50335 

K 

CROCKER.L P 

6607100124* 

60-321 

CO t EM AN .N M 

0806290211 

WASTE RES 

CONWAY.W. F. 

&B07250004 

50-250 

n 

CROCKER, L.P 

0607100100 

50-321 

CQlEMANNW 

830/010603 

WASTE RES 

CONWAY.W. F, 

0807250053 

50250 

Q 

croff.ag 

6007210057 

PR 

COLEMAN NM 

0007120113 

WASTE MGT 

CON WAY. W.F 

0807250226 

50-260 

S 

CROFFAO 

0007220300 

PR 

COlEMAN.NM 

0807120403* 

WASTE MGT 

CONWAY.W.F 

0007250250 

50-250 

K 

OR 0 NAN .AM 

0607220134 

50-322 

COLLINGSSP 

8807210153 

40-8029 


COOK.G. 

0007110223 

50-275 

S 

CRCNIN.J.U 

66071 10402 

50*460 

COLLINS .0.1 

8007130057* 

50 302 

P 

COOK.J- 

B80713Q421 

50 333 

R 

CRONIN.J.T. 

6007010473 

PR 

COLL NS.O L 

0007130057* 

50 302 

P 

COOK.M. 

8007180350 

PR 


CROWLEY, BR 

8007130225* 

50-335 

COLLINS.O.L 

8807130326* 

50-289 

P 

COOK.W. 

8007010107 

50-410 

S 

CROWiEY.ro 

0607130417 

OA9S9 

CO AINS.D M 

8606200029 

70-1201 


COOPER. J. 

0807130070 

50-302 

s 

CRUDEN.O S 

00003002 18 

50 2B0 

COl L'N S.OM. 

0606290483 

60 416 

F 

COOPER.J.W. 

0007 11 023-1 

40-2061 


CRUDER. D S. 

00070 10&G4 

60-336 

COLL.NS.DM 

8807050133 

50-395 

O 

COOPER.RW. 

8307060320 

50*440 

s 

CRUDE N.D.S 

8807050 106 

£0 330 

COLl INS.DM. 

8807050141* 

60395 

Q 

COPE LAND. J A 

0807010252 

PR 


CRUDEN.O.S. 

0607050417 

50-333 

COUNS.DM 

800706009? 

50*335 

Q 

COPELAND.R A 

0607070244 

TOPREP 


CRUDEN.O S. 

B9U7060560 

50-330 

CC.LINS.OM 

0807120147 

50-250 

Q 

COPLAN, S. 

6807080261 

WASTE MGT 

CRUDEN.O S. 

6007070422 

60-280 

CCLL'NS.O m 

0007120430 

50-400 

O 

corley.j.h. 

00070 1C 658’ 

NUREG 


CRUDEN.DS. 

0607120120 

50260 

coluhs.o m 

6007120603 

50 413 

Q 

CORLF.Y.J.H 

8007070455 

NUREG 


CRUDE N.OS 

8607120600 

50-280 

OXHNS.O M 
CXLUNS.OM 

COLL- NS.O M 

0807 130000 
8807130074 
8807130077* 

70 024 
70*27 

70-2? 


coRMien.M.c 
CORNEY.Q M. 
CORRADO.K 

8607070354 

6807290210 

8807200173 

50*443 

PR 

PR 

H 

CRUDEN.O S 
CRUDEN.O S. 

CRUDE N.O S 

0007130050 

0807100226 

6607190077 

50-330 

50 2B0 
50-280 

COWNS.DM 

8007130097 

50-400 

Q 

CORSON, C. 

8807010002 

60-443 

H 

CRUDEN.DS 

0007190080 

50-200 

COl LI NS.O. M. 

0007130113* 

70 824 


CORTES.M A 

6607110160 

50-277 

P 

CRUDEN.DS 

0607190226 

50 290 

CCLL'NS.O M 

0807130128 

50 209 

Q 

CQRTESF..A.S. 

6807200256 

60*322 

H 

CRUDEN.DS. 

8607190231 

50-330 

COLL! NS. L S 

8807200157* 

CONTRACT 


CORTON.J E 

609706000? 

60 443 

H 

CRUDEN.DS 

8607100262 

50-2B0 

COtlf.YS.Sj. 

6607130240 

50 283 

O 

COSGROVe.W.A, 

060 7 N01 75* 

CONTRACT 


CRUDEN.DS 

88072OD0Q6 

50-200 

COLLINS. S.J, 

0007150304 

50-293 

O 

COSTELL0.F- 

06O629D47O 

l&E 


CRUDEN.DS 

8607250060 

50-330 

CCaiNS.S J. 

0007210024 

50-293 

o 

COSTELLO.F. 

660701 OOCO 

60-244 

S 

CRUDEN.DS. 

6037250420 

50-330 

couwsj.a. 

6007130079* 

70 2? 


COULEHAN.V.R. 

880? 1 00107 

50 206 

S 

CRUNK.Sl. 

6007! 10345 

50-312 

COLLINS, T.E. 

0807010465 

TOPREP 


COUNSIL.W G. 

88 062001 31 

60-446 

A 

CRUTCHFIELD.D. 

8B07H0365 

50-240 

COLLINS, TE. 

8807110209 

TOPREP 


COUNSIL.W.G. 

80O63G9353 

60-44 5 

1 

CRUTCHFIELD.D. 

86071104P2 

50-312 

COL LINS, T R 

8007120310* 

50-280 

0 

COUNSIL.WG- 

8007010070 

60-445 

s 

CnUTCHFlELD.D. 

0807110509 

50*312 

COLUMBIA, G. 

0807010516 

PR 


COUNS1L.W.G 

8607010091 

50 445 

0 

CRUTCRFJELO.D. 

6607120540 

l&E 

COLVIN.JP 

8807120198 

PR 


COUNSIL.W.G. 

B807010I27 

60 445 

s 

CRUTCHFIELD.D 

8807130405 

50 440 

COLVIN JP 

8807280140 

PR 


COUNSIL.W-G. 

6807050058 

50-445 

K 

CRUTCHFlELD.L) 

6807140157 

TOPREP 

COMOS.T. 

6607150246* 

50-327 

0 

COUNSIL.W.G. 

690/0505-19 

50 445 

0 

CULBERSON.DG 

6007110460 

70-364 

COMiTA m 

0807070032 

50-443 

H 

COUNSIL.W.G. 

8007060254 

50*445 

s 

CUMMINGS, GE. 

0007110546 

WASTE RE! 

COMLEY.S.B. 

0807100342 

PR 


COUNSIL.W.G. 

8007060262 

50 445 

s 

CIJMMINS.JE 

0807100410* 

50-440 

CONGE l.F.j 

6007050491* 

60-250 

P 

COUNSJL.W.G. 

B&07C60321 

50 445 

Q 

CUNNINGHAM A L. 

0807120270* 

60-424 

CONKUN.C. 

8807070282* 

50 322 

0 

COUNSIL.W.G. 

BQ07CG0331 

50-445 

o 

CUNNINGVIAM.G E. 

6007120530 

70 754 

conkun.c. 

0807120209 

60 443 

s 

COUNSIL.W.G. 

&8Q7060420 

50-445 

s 

CUNNNGIIAM.LJ 

6007000117 

TOPREP 

CONKL.N.C 

8807200141* 

50-277 

0 

COUNSIL.W.G. 

6907060500 

50-445 

A 

CUNNINGHAM. L.J. 

0807080300 

TOPREP 

CONKUN.C 

0007200321* 

60-443 

o 

COUNSIL.W.G. 

0007060516 

50 445 

A 

CUNNINGHAM.L.J 

0007110282 

50327 

CONKLIN, C 

0807250373* 

50-322 

F 

COUNSIL.W.G. 

0007060530 

50*445 

S 

CUNN'NGHAM.P 

6007190134 

50-200 

CONLCN.T. 

8007050576* 

50 269 

Q 

COUNSIL.W.G. 

0007070126 

50 445 

A 

CUNNINGHAM.pl. 

0007200376 

50 322 

COMON.T. 

8007190169* 

50-416 

O 

COUNSIL.W.G. 

0007070362 

B0 445 

A 

CUOMO.M M. 

8007200236 

PR 

CONLON.T. 

8607220090* 

50-261 

O 

COUNS'L.W.G. 

8807110134* 

50-445 

G 

CURRAN.O 

0007060058 

50*443 

CONLOM.T.E 

8806290152* 

50-413 

Q 

COUNSIL.W.G. 

6807180052 

60-445 

O 

CURRAN.O 

8807060056 

50-443 

CONLON.T.E 

8807190045* 

50 424 

0 

COUNSIL.W.G. 

8Q0718023B 

50-445 

S 

CURRAN.D 

8007070395 

50-322 

CON LON ,T E. 

8607220120* 

50-425 

Q 

COUNSIL.W.G 

8807160276 

50*445 

O 

CURRAN.O 

0607070395 

50-444 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MU 1 rt 

CuHRAN.D 

BoD? 1 1C01 7 

50 443 

G 

DEAN.W 

CURRAN. D 

6807110017 

50 443 

G 

DEAN.W M 

CURRAN. D 

efl97H003l 

50-443 

G 

DECASTO.'ARO.O 

CURRAN.D 

eS07l 10031 

50 443 

G 

DECKER. T R. 

COR RAN. D 

6837200039 

50 443 

G 

DECKER. T R 

CLRRAN.D 

E607200039 

50 443 

G 

CECKER.TH 

CURRAN. D 

8837200039 

£0-443 

G 

CECKER.TR 

CUR RAN. D 

8807200033 

50443 

G 

CECOOMAN.R K 

CUR RAN. D 

88072G0039 

£0 443 

G 

CECOIEAN.E J 

CURRAN. D 

8807200039 

50 443 

G 

DECRlSTOFARO.M 

CURRAN. D 

8907200033 

50 443 

G 

DEDDENSJC 

CURRAN, D 

86072C9C40 

£0 443 

G 

DEDC6NS.JC 

CURRAN.D 

8607200040 

£0 443 

G 

DEDDENS.JC 

CURRAN. 0 

8607200051* 

£0 443 

G 

DEDCENS.JC 

CURRAN. 0 

8807200051* 

50-443 

G 

DEE.N 

CURRAN. 0 

8807200062 

50 443 

G 

CEELSNYOER.L- 

CUR R A N O 

6607200052 

50 443 

G 

0EELSNYDER.L- 

CURRAN O 

8607200071 » 

50 443 

G 

CEELSNYOER.L 

CURRAN O 

6907200071* 

50 443 

G 

DEER’S WATER 

CURRAN O 

6007210146 

50 322 

H 

DEER SWATRR.J 

CUR RAND 

6097210146 

50322 

H 

OEFAtlSKl.l M 

CUR RAND 

6807210146 

50 444 

H 

DEFAYETTE.R 

CUR RAN D 

68072900C9 

50 443 

G 

DE FAYETTE fl 

CUR RAND 

6807290009 

50 443 

G 

DEH.NE.W 

curran.d 

6807290012* 

50-443 

G 

DEKEON.G 

CURRAN.D 

8807290012* 

50443 

G 

DEL PFRCIO.JG 

CURHAN.D 

8807230039 

50 443 

G 

DELBlONDO.T. 

CURRAIU V 

8607200076* 

50-361 

P 

OElGEQRGE.LO 

CURRY.O C 

8607050343 

50 443 

H 

CEtGEORGE.LO 

CURTlS.CC 

8607060541 

£0 443 

H 

CELl.F 

CYR.PR 

8607070405 

50 443 

H 

DELLA RATTA.A 

CZUBAKOWSKI.T 

8807130402* 

50 260 

P 

DELLA RATTA.A 

C7UBAKOWSKI.T 

0807140065* 

£0 260 

P 

OELLIGATTI.MS 

dangelo.aj 

0807140214* 

£0-312 

O 

DELVIN.S A 

OAGOSTINO.P 

880701 0500 

50 443 

H 

DE MARCO. D 

OAL MCL N.A 

8507190025 

50 322 

H 

DEMiNlE.NW. 

OAlEY.M M 

8B07010267 

50 443 

H 

DENN S.E A 

DHEY.WJ. 

0807010670 

50 443 

H 

OENN S.S. 

daly.la 

0907150232 

FCIA 


OENTON.HR 

DAMS 

6907070130 

50-443 

H 

oenton.h n 

DANCE 11 C 

6006290376’ 

50395 

0 

OENTON.H R 

DANCE. HC 

6007250192* 

50-340 

Q 

OENTON.H R 

OANESE.FL 

6807200361 

71-9103 


denton.hr 

DANIALS.L M 

B807200276 

50 443 

H 

denton.hr. 

OANIELL.P M 

6007200181 

PR 


DERBYSHIRE, L A 

DANIELS HE 

8007130231* 

50 353 

A 

DESFOSSES.W J 

daniflson.br 

8807060565 

50 213 

S 

DESLANDES.KP 

danielson.dh 

B807050430* 

50 249 

0 

DESMOND. J.C 

DANIELSON.DH 

6807060210* 

50 237 

0 

DESORBO.J 

DANIELSON.DH 

8807060278* 

50 282 

O 

DEV.M. 

DANIELSON.DH 

8807120C08* 

50-155 

Q 

DEV.M. 

DANIELSON.DH 

8807120046* 

50 266 

Q 

OEVINCENTIS.J. 

danielson.t.s 

8807280062 

PR 


DEVINCENT1S.J. 

DAROIS.E 

8907070174 

50-443 

H 

DEVLAMINCK T 

DASCHER.G H 

080 72 10081 

50322 

H 

OEWEASE.J.G. 

david.m r. 

8807050311 

PR 


OEWEASE.J.G. 

davidson.b.s 

6807200155* 

50-334 

O 

OEWEASE.J.G 

DAVIOSON.D R 

B80707050S 

71-4986 


DEWin.C J. 

DAVIS. A B 

8007060340 

50 304 

P 

DICHARRY.R D 

DAVIS.AB 

8807110336 

50-331 

F 

D.CK.G f. 

OAVIS.AB 

8807120013 

50-10 

O 

D.EOERICH.GJ 

oavis.ab 

8807130022 

50 237 

0 

o;e DERICH. g y 

DAVIS.AB 

8807190058 

50 341 

0 

DiEOERiCH.G J 

DAVIS.AB 

8807200261 

50-304 

p 

DiEOERlCH.G.J 

DAVIS.AB 

8B07200346 

50-341 

Q 

DIEOERICH.G J 

DAVlS.DR. 

8807070289 

50-443 

H 

OIEOERICH.GJ 

DAViS.M J 

0807050392 

50-628 

P 

DlEDERiCH.G J 

DAViS.M J. 

8807070322 

50-528 

P 

DIEOERICH.G J 

DAVIS.M J 

88071 10075 

50-528 

P 

DIEDERICH,G J. 

DAVIS.M J 

8807220380 

50 530 

P 

DIESING.P. 

DAVIS.R E 

8807070440 

NUREG 


dietch.r 

DAVlS.R K 

6007080089' 

50-369 

P 

DIETCH. R. 

DAVIS.R. T 

8807130072* 

50-244 

O 

OIETZ.C r 

DAVISON.W.S 

8807010046 

50-397 

S 

DlETZ.Cn 

DAVISON.W.S 

8807050035 

50-397 

s 

o:e tz.c.r. 

DAW SON .M 

8606290297 

50 255 

F 

dietz.cr 

DAWSON.M 

8806290305 

50-255 

F 

Dietz cr 

DAWSON.M. 

8806290309 

50255 

F 

OIETZCR 

DAY.J 

8807010692 

50-443 

H 

OlETZCR 

DAY.S M 

8007190194' 

50-508 

A 

OIETZ.C R. 

DE AGAZIO.A W. 

8807180030 

50 346 

P 

DlETZCn 

DE AGAZIO.A.W 

8807250090 

50 346 

P 

DlETzic n 

OF. AGAZIO.A W 

8807250380 

50-346 

P 

dietz’cr 

DE AGAZIO.A W 

8807250407 

50-346 

F 

DIETZC n 

OE COSTA.E.J. 

8807050393 

50-443 

H 

DiGiACOMO.R 

DE MAISON.B P 

8807190276 

50-346 

F 

OIG'ONE.S. 

DEAN.R S 

8007050312 

NUREG 


DIG NAN T G 

DEAN.R.S 

8807070109 

CONTRACT 

dignanxg 


NUMBER 

CATEGORY 

8807180322* 

50-361 

V 

8607050521* 

50-400 

V 

8907120125 

50-443 

H 

6807050145* 

50-395 

O 

6807120154’ 

£0*250 

O 

680? 120270* 

50 424 

O 

0807120605* 

50-413 

O 

8807060576 

FR 


8807050279 

PR 

H 

8807120222 

50-443 

0607010623 

50-150 

P 

06O7O5O344 

50-458 

P 

8607120061 

50-450 

Q 

8907210120 

50 458 

Q 

8607130212 

WASTE MGT 

8007180352* 

50 254 

R 

6007260327* 

50-254 

R 

6807260329’ 

50*254 

n 

6007200303 

PR 


8007110146 

PR 


86O712O205 

50 443 

H 

8807200293* 

50-266 

Q 

0607220261* 

50-305 

0 

0807050085 

50 443 

H 

8607070105 

50-443 

H 

8B07250371 

50-247 

S 

0007210179 

PR 


60070/0310 

50 295 

Q 

6807210271’ 

50 237 

Q 

B0O72OO239 

50 322 

H 

8807070143* 

50-5 

O 

8807130116* 

70-135 


8807220319 

WASTE MGT 

8807200260 

pn 


0607050176 

50320 

P 

8907070287 

50 443 

H 

8807010426 

50-443 

H 

6B07250103* 

50-102 

P 

6807120489 

SECY 


B0O71BO2O3’ 

FOIA 


6807180208 

6807180210' 

PR 


FOIA 


0807180215’ 

FOIA 


6807100216* 

FOIA 


8807010257 

50-443 

H 

8807010722 

50-443 

H 

88071 5G077 

50336 

S 

8807070145 

50 443 

H 

8807050397 

50 443 

H 

8807200160' 

60 352 

O 

86072C0165* 

50-219 

G 

8007290070 

FR 


0007280209 

PR 


8907050318 

50-443 

H 

8007120003 

50-382 

P 

0007210253 

50-382 

P 

8007250229 

50-302 

P 

0007010265 

60 443 

M 

8007200263 

71 9036 


68071603-11 

60-498 

P 

6007050004 

50-374 

S 

8807050368 

50 373 

S 

6807050407 

50-373 

s 

6807070010 

50 373 

s 

6807120210 

50*373 

s 

8807150004 

50 374 

s 

8807100297 

60-373 

n 

8807200203 

71-9222 


8607210036 

50-374 

s 

8807010100 

60-443 

H 

8B07050019 

50-200 

P 

8607050020* 

60-200 

P 

8007010534 

50-325 

S 

6807070010 

50-325 

S 

8807070025 

50-325 

s 

8807070345 

50-325 

s 

8807000171 

60-325 

s 

8607120605 

50 326 

s 

8807140305 

50-324 

R 

8807 1 50 1 66 

60-325 

s 

8807180065 

60*325 

s 

8807180102 

50325 

s 

8807180108 

50-324 

F 

6807190073 

50-324 

F 

8607070363 

50-443 

H 

8607010259 

PR 


8607060045 

50-443 

G 

8607060045 

50-443 

G 


oignan.t g 
o:gnan,t g 

DIGNAN.T G. 
DIGNAN.T G 
DIGNAN.T G 

DIGNAN.T -G 
DIGNAN.T G 
DIGNAN.T G 
DIGNAN.T G 
DIGNAN.T G 

DIGNAN.T G. 
OlGNAN.T G. 
DIGNAN.T G. 
DIGNAN.T. G. 
DIGNAN.T. G. 

DIGNAN.T. G. 
DIGNAN.T. G 
DIGNAN.T. G. 
DIGNAN.T. G 
DIGNANJ.G 

DIGNAN.T G 
DIGNAN.T G 
DIGNAN.T G 
OlGNAN.T G 
OlGNAN.T G 


DIGNAN.T G 
DIGNAN.T G. 
DIGNAN.T G 
DIIANNI.DC 
nilANNl.DC 

DIIANNI.U C. 
DILGARD.E.L 
DIUIS’O.DA 
DILI. AMD 
DILWOfTTN.SC 

DIMFGUO.A r 

OIMENTO.W.J 

DlNECN.J 

DJNEEN-TOMASlNI 

DJNSMORC.J 

DIPROKIO.WA 
DinCKS.VV J. 
DISTFFANO.J 
DIST EFANO.J 
DIXON, B 

UOQSON.OA 
DODA.R J 
DODGE.S L 
DODSON. D H 

DOERrLniN.l.T 

OOERGE.DH 

DOLAN.J 

DOLLARD.S 

donatiue.c. 
donalo.r IV 

DONOHEW.JN 
DONOHEW.JN. 
DONOVAN. F.D. 
DONOVANJ.L 
DORSEY.M. 

DORSEY. M. 
DOnSEY.M. 
OORSEY.M. 
DOUGHTY. J 
DOWNING. D.W. 

DOWNING.W.F. 
DOYLE. A E 
DOYLE.W 
DRAGOUN.T 

DRAGOUN.T, 

0RAIN.8.J 
ORAKE.GA. 
DRAKE.G A 
DRAKE. H. 
DRAKE.M. 

DRAWBRIDGE.B L 
DRAWBRIOGE.B.L 
DRAWBRIDGE.B L 
DRAWBRIDGE.B. L. 
DRAWBRIDGE.B L. 

DRAWBRIDGE.B L 
ORAWeniOGE.B.l. 
DREW.M 0. 
OREWES.E. 
DREY.K. 

DROMERICK.A 
DROMERlCK.A.W. 
DROMERICK.A W. 


NUMBER CATEGORY 


0130706030-1 

080706006'! 

8807110006 

8807110005 

8807110020 

Q80711C029 
0807 1 10043 
0807110013 
00071 40005 
O0O714OCO5 

8007140000* 

000714000'J* 

0807200072 

0807200072 

0807200074 

88072C0074 

88072CO0B2 

8807200082 

8007200009 

0007200009 

0007290010 

8007203010 

8P0729Q033 

8007290033 

8807290050 

0007290358 

8837200192 

8807290102 

080705054G 

080714002? 

0807220253 

080720CO90 

0807010317 

0007060260 

8007200393 

00OG28O382 

8807010551 

8807000428 

6B07000210 

8807000539 

8007050350 
00010U020Q' 
8807010355 
8007280308 
BOO 7 100202 

8807000220 

0807138180 

8007070344 

0007000452* 

8807180306* 


£0 443 
50 443 
53 443 
53 443 
53 443 

53 443 

59 443 
69 443 
50 443 
50 443 

50-443 
50 443 
50 4 13 
50 M3 

60 443 

50 443 
69443 
£9 443 
59 443 
50-443 

60-443 
50 443 
50 443 

59 443 
50 443 

50 443 
50 443 
50 413 
50-202 
50 282 

60 262 
60-322 
50 4-13 
PR 

£0 424 

50*193 
50-443 
50 443 
50 443 
50 443 


C 

G 

G 

G 

0 

G 

G 

G 

G 

G 

G 

0 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

P 

0 

0 

H 

K 


50-443 H 

PR 

PH 

PH 

50 3-14 P 

60 443 H 

l&E 

50-443 H 

xpoTvnx 

50 203 0 


860/110594 50-320 P 

8807050227 PR 

8807050040 50-293 H 

0007200280* 50-293 H 

6007070020 PR 

0807120592 50-326 P 

0007210335 50 327 P 

0007203052 PH 

8007010218 59-443 H 

0007080031 CONTRACT 


8607000160 CONTRACT 
0807080198 CONTRACT 
8807220095 CONTRACT 
0007180204 50-443 H 

000722004 1 50-322 H 

0007050164 50 443 h 

8807010321 PR 

8007010583 50-443 H 

800705022V 50 293 0 

0007070116* 50 352 0 


6807210157* 
8007100147 
0007220247 
6007120686* 
BOO 72003D0 


50-143 P 
50 200 H 
PR 

CONTRACT 

PR 


0807050197 50-29 

0007060320 50-29 

0007060340 50-29 

0007060514 50-29 

8607070091 50*29 

8007110225 50 29 

8807180028 60-29 

8807010241 50 443 

8007210085 50 322 

8807050405 QA999 

8807120280 50 219 

0007000567 50-219 

8007110274 50-219 


K 

0 

P 

P 

P 

P 

O 

11 

H 


P 

9 

P 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

DROMFR.CK.A.W. 

8Q071 1046? 

50 219 

O 

EICHORN J.F. 

9007230060* 

50*443 

G 

FRNN.KW. 

060/0003 9Q 

50 328 

drom=a;ck.a w 

aoo7i40n? 

50 219 

P 

EiCK.S D. 

0007010067* 

50-155 

O 

FENN.K.W. 

0807C60422 

SO 326 

DROM-IRICKAW. 

00072 50331 

50-219 

O 

EISENHUT.D- 

0807150225* 

£0*390 

A 

FENN.KW. 

0007110420 

50 320 

DROMtRlCK.A.W. 

(18U7250345 

50-219 

P 

GISUGER.M. 

6607220311 

PR 


FENNESSY.S 

8G070 10236 

50 443 

cnossEtsp 

0507050233 

PR 


EUNJ. 

6607 100322* 

60 381 

V 

FERGUSON, R 

3307150233 

PR 

CPCLIN.B 

8007060326’ 

50 406 

O 

EL1N JO 

0607140154* 

60-208 

O 

FERGUSON. R L 

00070801 70 

50 423 

r.nuGARj 

08O7COQ1 53 

50-334 

R 

ELKIN.S. 

8007120204 

60-443 

H 

FERGUSCN.R L 

60071 10269 

60 423 

CRUM DE 

6807203090 

50 443 

H 

ELLEMAN.T S 

680 1 \ 6024 C 

£0 297 

O 

FERGUSON,*! L 

8007120422 

60 423 

ouscfs.e 

8007050105 

50 443 

H 

ELUOTJP. 

8807010320 

PR 


FERM.D B. 

00O72CO397 

50322 

DUCES VY 

8607120572* 

50 354 

F> 

E1.US.D. 

8937110240 

CONTRACT 


ferry-cirillo 

0007210358 

FCIA 

DU3LEY.N 

8607070212* 

00-225 

V 

ELLIS.D.W 

06O725CO36 

£0 203 

S 

FF.RSTtR.A 

6807140C07 

50 443 

0U3STA0 0. 

8007210320 

50-202 

n 

ELLIS, J 

6807110)19' 

fO 445 

G 

FHRSTEH.A 

0007140007 

50 443 

OUKAKiS.M.S 

8807200294 

50-443 

H 

ELLIS.J 

6807110134* 

50 446 

G 

FERSTEn.A 

0007143063 

50-271 

O-JUFAPM 

8807050490 

PR 


ELLIS.WB 

8006300390* 

50443 

1 

FFRSTER.A 

0007140063 

50 271 

DJNKLEDERGER.J 

8007150297 

PR 


ELMS.A.l 

80 07220068 

50423 

n 

FFRSTER.A 

O8O7MOO03 

50 271 

RUN V 0 A 

0607060460 * 

50-440 

S 

Ef.ROJ.J. 

6807120232' 

60436 

a 

Fens TER. A 

6007220021 

50 271 

dunn.ga 

88070G046G* 

50 440 

S 

ELROD, S A 

093725026B* 

60-360 

0 

FERS1ER.A 

8007220021 

50 271 

CUNN.G A 

880/120229* 

50 440 

s 

elward.t.w 

0007100102 

50-155 

R 

FERSTER.A 

8607290000 

50 4 43 

CLNN.GA 

8007120230* 

50 440 

s 

EMCH.HL 

08Q7C80011 

TOPilEP 


FFRSTER.A 

8607290000 

50-443 

CLNN.G A 

0807210070* 

50-440 

s 

EMCH.Rl 

080715025 2 

TOP REP 


FEHSTER.AC 

6807970395 

53-322 

DUNN G A 

8Q072 10000* 

50 440 

s 

EMFRY.J 

00D71 20463 

50 443 

H 

FERSTEn.A C. 

8G07070J9S 

50 322 

DUNN.G A 

8007210002* 

50*440 

s 

engblhg.b 

BB07050 150 

50 443 

H 

FERSTER AC. 

8807970395 

50 U4 

DUSN.G A 

8807210003* 

50-440 

s 

ENGLAND.! A 

080/0 1C 050 

50 450 

S 

FEY.F l. 

0807950300 

50-202 

DUSN.GA 

06072 10004* 

50 440 

s 

ENGlAMD.l A 

0607 180 J10 

50-450 

S 

FEY.FL 

6807210096 

50 263 

OUPAND.N 

6007050108 

50-443 

H 

FNNiS.JO. 

8007060-114' 

50 327 

Q 

FIELDS.J A. 

6037200142 

CONTRACT 

OJRKEE.P. 

8807050109 

PR 


EPSON. I 3 8 

0007050319 

50-443 

H 

FiELDS.J A. 

8807210072 

CONTRACT 

D JRR.J P. 

0007010105 

60-354 

0 

EPSTEiN.E 

0B0/180175 

50-289 

H 

F.EIDSJA 

8607210263 

CONTRACT 

OUfR. J P. 

AGO 7 130083 

SO 219 

0 

EPnwG.R 

GG071C0292 

50-400 

If 

FfELDS.N 

6807 100172 

CRG 

ounn.j p. 

0807200243 

50-317 

Q 

ERICKSON.P.D 

8607130446 

50-400 

P 

PILLION, P 

6037050576' 

£3-269 

0*0 R< G 

8807200024 

50-322 

H 

ERICKSON.P b. 

0007140216 

50-10 

F 

fill ion. p. 

0907120451' 

50-324 

OYER J E 

00071I051D* 

SO 312 

O 

EfTVlN.A.M 

0007010162 

50-354 

S 

FUMALU-.L A. 

0007160335 

pn 

DYKES. A A 

0007250327* 

50 271 

P 

ESCHELS.C 

0B07220393 

FR 


FiNEMAN.C.P. 

0/10150400* 

50-339 

EAPcNPK 

0007200245* 

60-317 

0 

ESEIGROIH.P.W 

0807050360' 

50-5 

V 

FINEVAN.C P 

0710150400* 

£0-309 

CARNEST.AB 

8007190208* 

50 490 

Q 

ESElGROTH.P.W 

080707021 2' 

60-226 

V 

FlNKEL.A 

8007010015* 

50*260 

EASTMAN 

8807190370' 

50 361 

P 

EURY.L.W 

8006200494 

50-324 

p 

FiNKEL.A. 

0007010474* 

50-354 

EASTMAN 

0007100372* 

50 361 

P 

eury.l w 

0B070 10050 

50-201 

0 

FINNIGAN J 

6807050041 

60-443 

EASTMAN 

8007190373* 

50-3G1 

H 

EURY.L W. 

8607060544 

50-325 

p 

kiorelli.g 

8037190153* 

£0 520 

EASTMAN 

00072000 '/Q* 

50-361 

1’ 

eury.l w. 

0007210337 

50 324 

p 

FIRLIT.JF 

8 006 20 0360 

60 312 

EASIMAN.L A 

8R071903G6* 

50 361 

P 

EURY.L W 

0807220043 

50 324 

p 

FIRUT.JF 

0006290490 

60 31? 

fatcnl 

AGO 7050298 

50-443 

11 

EURY.L.W 

8807220205 

60-325 

p 

riRLfr,j.F 

CG070 10055 

SO 312 

ECKERT, WJ 

000 7 20 03 2G 

QA999 


EURY.L W. 

8007250010 

50 324 

p 

FIRUT.JF. 

0037010056 

£0 312 

ECONCMOS.N 

8007060042* 

50-200 

O 

EVANGEU STA.J 

6607230004 

EG 322 

H 

Finurj.F. 

0007010062 

50 312 

ECONCMOS.N 

0007250315* 

50-330 

Q 

CVANS.SU 

0807070155 

PR 


PIRLIT.JF. 

0007060140 

60 312 

EDDIE MAN.W 

0007120003 

PR 


evcret r.o J. 

680529046/* 

60-290 

Q 

FlFlUT.J.F 

0607110327 

50 312 

fdepae 

0807200375 

50-203 

It 

EVERETT.R.J, 

0937120702* 

60 302 

O 

FIRLIT.J.F 

0807140210 

5031? 

EDGAR G L 

0807110119* 

50-445 

G 

EVERLTT.n J. 

8007100260* 

60-400 

0 

niRLlT.J.F. 

8607250361 

50 312 

EDGAR G.l 

6807 J 10104 * 

60 445 

G 

EVERETT, H J, 

0807100320* 

£0445 

0 

FISCHEn.D.C 

0607050103 

50 272 

EDGAR.Ol. 

0G071500M 

50-445 

G 

EVOl A.J.H 

8606290124 

50 213 

s 

FISCHER, D.C 

6607970390 

50*272 

EDGAR, G t 

0807150014 

50 445 

G 

EWING.J.S. 

6837010120 

PR 


FISCHEn.D.C 

6807110105 

50 272 

EOGSWORTH.PJ 

8007010016* 

CONI PACT 


EWING.J S 

8937110130 

PR 


PISCHSR.O.C 

6607110201 

50 272 

EDGE WORT M.P.J. 

0007010101* 

CONTRACT 


FAOfJCN.W.N. 

8607010 564 

PR 


F1SCHER.O.C 

660/120470 

50 3 H 

EDGEWORTH.PJ. 

0807010209* 

CONTRACT 


FAIR.J n 

68070/0392* 

50 327 

Q 

FISCHER .O.C 

6607120040 

50 272 

EDGEWORTH.PJ, 

8007060588* 

CONTRACT 


FAIRCHILD.J 

680/010111 

50 443 

H 

FlSH.n F 

68071 10199 

50 275 

EDGEWORTH, P.J 

8007070072* 

CONTRACT 


FAlRTlLE.M. 

0807100076 

50 29 

P 

FISH.R P. 

6807200040* 

£0 526 

EOGEWOmn.P J. 

0007070607* 

CONTRACT 


FAIflTll E M B 

0807050112 

50 29 

Q 

FISU.RF 

8D0 72502 15 

50-275 

EDGEWOHTH.P J. 

0807000028* 

CONTRACT 


FAlRTlLE.M Q, 

8007060547 

50-29 

P 

FISHER J 

8697100029 

71-5900 

EDGEWORTH. P J. 

880/000149* 

CONTRACT 


FAIRTILE.MB. 

08Q712C637 

50 20 

P 

FlSHER, W.L 

8806300166 

40-002? 

EDGEWORTH.P J. 

8807110150* 

CONTRACT 


FAIEVITS.Z. 

0807060360' 

50 3 73 

Q 

FISHMAN.HM 

8806200009* 

50-370 

EOGEWORTH.P.J 

6007 U0 175* 

CONTRACT 


FMMAN.r. 

0307050483 

50-322 

H 

FJSK.C. 

6B 070 10423 

50*443 

60GGW0RTH.P J. 

0607120320* 

contract 


FANNING.R.K 

000/070124 

50-443 

it 

Fini.CJ- 

880/100175* 

FOIA 

EDGEWOKTH.P.J. 

8807120500* 

CONTRACT 


FARLEY. M.K. 

0007070439' 

50-200 

P 

FHT1.CJ. 

80071901 04* 

FOIA 

EDGEWORTH.PJ. 

8807 120698* 

CONTRACT 


FARRELL, JT. 

0807050225 

50 443 

H 

FlTZPAiniCKE. 

8007010001 

60 219 

EOGEWGRn 1,P J. 

0007130194* 

CONTRACT 


FARHELL.RE 

8006300273* 

50-200 

O 

FilZPATRtCK.E. 

08070 WGOQ 

60*219 

EDGEWOnTH.P j. 

0007130294’ 

CONTRACT 


FARRELL.R.E 

8007120380’ 

50-207 

Q 

FITZPATPICK.F 

8807010610' 

50-219 

EQGEWORTH.P J. 

0807130314* 

CONTRACT 


FARRINGTON.J. 

0006300356* 

60-445 

1 

FITZPATRICK.E 

8007060471 

50*210 

EDGEWORTH.P.J 

0007180180* 

CONTRACT 


FATEMI.A 

0007010077 

PR 


FlTZPAiniCK.E 

080/080214 

60 2 19 

EDGSWORTH.P.J. 

8007100300* 

CONTRACT 


FAULKlNGHAM.C. 

D80701CB75 

50-443 

H 

FiTZPATRiCK.E. 

890/120104 

50 219 

EDGEWORTH.PJ. 

0807200147' 

CONTRACT 


FAY.C.W. 

6007050332 

60-266 

O 

FITZPATRICK.E. 

8007 120694 

60-219 

EOGEWORTH.P.J. 

0807210003* 

CONTRACT 


FAY.C.W. 

8Q0707LMH 

50-266 

Q 

FITZPATRICK.E 

8007160320 

60 219 

EOGEWORTH.P.J 

8007210161* 

CONTRACT 


FAY.C.W 

8007160192 

50-266 

P 

FITZPATRICK.E. 

B8072101 17 

50 210 

EDGEW0R1H.P.J. 

6007210266* 

CONTRACT 


FAY.C.W 

8007 190106 

50-266 

Q 

FITZPATRICK.E. 

8307210104 

50-210 

EDISCN.G.E. 

0807050455 

50 250 

P 

FAY.C W. 

0007200099 

50-266 

O 

FITZPATRICK.E 

8007250044 

5O-210 

ed:son,g.e. 

8007000352 

50 250 

P 

FAY.C.W. 

06O722O3Q8 

50-266 

R 

Fitzpatrick. j. 

0007010461 

PR 

ED SON.G.E 

8807190007 

50-250 

Q 

FAY.C W- 

B807250132 

60-266 

P 

FLACK E 

0007120075 

I8E 

msoN.G.e. 

6807250325 

60 250 

P 

FAY.C W 

6807250437 

PR 


FLACK. E. 

6QO?£)OOi7 

1<SE 

EDSALL.J S 

0807220230 

50-322 

H 

FEARNLEY.E A 

0007010521 

50 443 

H 

FLj^HARDY.C. 

0007070005 

50 443 

EDSON.D.V. 

8807120107 

50-443 

H 

FEERICK,M.S. 

6007010501 

50-443 

H 

FLAHAnDv.D 

0007070014 

50-443 

EDWARDS.DL 

8807010022 

40 3453 


FEIGENDAUM.J. 

BB0 70 10247 

60 443 

H 

FLATER.D A 

0607100191 

PR 

edwards.gw 

8606300381* 

50-443 

1 

FEIGENBAUM.T.C. 

66071 40026* 

50-443 

G 

FLEENOR.OM 

6807050087 

CONTRACT 

EENtGENSUflG.E. 

0006280159* 

50 237 

K 

FEIGENDAUM.T.C. 

6807210164 

60-443 

P 

FIEENOR.CM- 

660 7 120603 

contract 

eenigenburg.e. 

0807050334 

50-249 

S 

FEINGOID.CB. 

8007200002 

60-443 

H 

FLEMING.E.B. 

8807130231* 

50-353 

EEMGEN8URQ.E 

8007)30065 

50-249 

S 

FELDMAN.E 

8607200340 

PR 


FLEURY.E.R 

6807250072' 

FOJA 

EENIGENBURG e 

8607130456 

50-249 

S 

FELGATE.G 

6607100154* 

FOIA 


FLIEGEL.M. 

0607130253 

WASTE MG1 

EEN-GEM0URG.E 

0007250147 

50-249 

s 

rElTON.J.M 

6807180055 

FOIA 


FLINGOU.C. 

8608300304 

XPORTUC 

EEN.GENBURG.E 

0807250428 

50-249 

s 

FELTON.J.M. 

BC07210294 

FOIA 


FLORE K.DJ 

86C6200464* 

50-410 

EGELANO.C. 

8007070388 

60-443 

H 

FELTON.JM. 

8607250260 

FOfA 


FLORE KDJ. 

8307200195* 

50-220 

EICHORN.J.F. 

8006300385* 

50-443 

1 

felton.j.m 

8007270290 

FOfA 


FLOREK.D J 

6807210250* 

60-321 

EICHCRN.J F. 

0007290060* 

60-443 

G 

FELTOM.J.M. 

8607200007 

FOIA 


FLYNN. GD. 

88071206' 1 

00-443 



AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

FLYNN, M J 

8-80/050350 

CONTRACT 


GALANTO.J 

B80706047I 

50-219 

S 

GLENN ,J E. 

6610070492’ 

fo;a 

FLYNN. M J. 

8807080 4 94 

CONTRACT 


gallagherjw. 

B807060116 

50-277 

P 

GLOWACKYJ W 

8007010242 

PR 

Flynn, m j. 

8807200 154 

CONTRACT 


gallagherjw 

0807080299 

50-277 

F 

GLOWACKY.T.W 

8807290206’ 

50 443 G 

FLYNN.S W. 

0 0070 105 68 

PR 


GALLAGHER J.W 

B807 160133 

50*277 

O 

GLYNN .BM. 

S8070106&S 

SO-443 1 

FLY'YRYflEN.S.K 

0BO7O 10205 

PR 


gallagherjw. 

8607150178 

50*352 

0 

glynn.m 

0807200422 

PR 

FOGARTY.EP 

8806300177 

50-277 

P 

GALLAGHERJW. 

0807190126’ 

50-352 

p 

GOBLE.R.L 

0807110011’ 

50-443 C 

FOGARTY.E P 

8007070249 

50 352 

S 

gallagherj.w 

8B07220079 

50-277 

F 

GODBOUT.R J. 

8007070301 

50-443 » 

fogarty.e p 

0807120260 

£0-352 

S 

gallagherjw 

8007250256 

50*277 

P 

GOIN.T A 

8007010047 

OA999 

FOGARTY.E P 

8807 12046 4 

50*277 

S 

GAILANT.0. 

6807120236 

50-443 

H 

GOLO0ERGJH 

8006290122 

50-498 f 

fogarty.e P 

8807120617 

50*270 

S 

GALLANT. D 

6007120239 

50-443 

H 

GOlOBERG.J H 

8807060359 

50*499 C 

fogarty.e p. 

8BO710O177 

50-352 

S 

GAILO.D.A 

8607140245 * 

TOPREP 


GOLD8ERGJ.H. 

0007060424 

50-400 i 

fogarty.e P. 

8807200359 

50-352 

s 

GALLO.J 8. 

6607010204 

PR 


GOlOBERG.J H 

0807190270 

50-408 C 

fogarty.e P 

68072101 19 

50*277 

s 

GALLO, R.M. 

8606200454’ 

50-416 

O 

GOLDBERGJ h. 

08O721OC62 

50-400 C 

FOieCK.RH 

6807130234’ 

71*9019 


GALLO, R.M 

8807010012 

50-209 

Q 

GOLDBERG.J.H 

8007210C66 

50-499 C 

FOHD.CA 

6007070430’ 

50*280 

p 

GALLO, R.M- 

8807010471 

50-354 

Q 

goldbergj.h. 

8007210109 

50*400 { 

FORO.J E 

6007010538 

50-443 

H 

GALLO, R.M. 

880 7050361 

50*5 

V 

GOIOSTEIN.D.M. 

8007010297 

CO-443 » 

FORST.J 

6007200060 

FR 


GALLO, R.M. 

6807070131 

50-247 

0 

GOLLA.JA. 

8807200245’ 

50-317 { 

FORT.P. 

6807060450 

50*335 

P 

GALLO.R.M. 

6807070206 

50-225 

V 

GOMOLSK1.S. 

8807220005 

PR 

FORTE.D. 

8607460364 

PR 


GALLO, R.M 

8807200156 

50*352 

0 

gonzales.ro. 

8807150049’ 

WASTE VGT 

fortuna.sl 

8806200307 

WA5TE MGT 

GALLO.R.M. 

6807200184 

50*219 

0 

GOODEN. A 

0807050145’ 

50395 ( 

FORTUNA.S L 

66071 4G003 

WASTE MGT 

GALLO.R M. 

8B0720Q195* 

50-220 

0 

GOODfilDGE.R H. 

O0O7O1O711 

50-443 1 

FOSTERJ 

6806280216* 

50-440 

0 

GALLO.R M. 

8B07210181 

50 388 

0 

GOODWIN. S P. 

80070101/9 

PR 

FOSTERJ E. 

6807210341* 

50-282 

0 

GALLO.R.M- 

8 6 0 72102 50* 

50 321 

Q 

GOPALSKI.G, 

0007150119 

50-255 f 

FOWLE.Al 

6607 180305 

50*443 

H 

GALON SKY, A. 

6607090224* 

71-655 


GORDON, C.E. 

8807150270 

50 410 1 

FOWLER.T K 

8807080239 

50-224 

F 

GAlSON.O.A 

8807060257 

WASTE RES 

GORDON. C S 

8007130274 

50-346 ! 

FOWLER.T.K 

68D71 30076 

50-224 

P 

GAISON.D.A 

0807060457 

WASTE RES 

GORDON.C S 

000/190085 

50 346 

FOWLER. T.K. 

8807200129 

50-224 

P 

gandt.h.f. 

8807180340 

50-322 

H 

GORDON.I.M. 

0007100078 

PR 

FOWLER, T.K 

880 7250238 

60-224 

F 

GANGI.B. 

8607070293 

50-443 

H 

GOROON.T. 

0807120470 

50 443 1 

FOX.E 

8807200188’ 

50-333 

O 

GARCIA.E.M- 

0607250393 

50*141 

P 

GORRIE.P 

0807120495 

50 443 1 

FOX.E 

8B0 72 10206 ' 

50*443 

O 

GARCIA PJ. 

8007250369 

40-6905 


GOULD.GW. 

00O7O7OQ0O 

50 443 1 

FOX.H S 

B8070404I7 

50 443 

H 

GARDE, 0.P. 

80071 10119* 

50-445 

G 

GRACE, DN. 

0007070553 

TOPREP 

FOY6.0 H 

8607070506 

50*443 

H 

GARDE, S.P. 

6007110110* 

50-445 

G 

GRACE.J.N 

0006290065 

50 160 1 

FRALEY.RF 

6806960076' 

WASTE MGT 

GARDE, G.P. 

0007110134* 

50-445 

G 

GRACEJN. 

0806290073 

50 324 1 

FflAUCK.A G. 

6807050092 

FR 


GABON E R.M. 

0807050200* 

60-320 

P 

GRACE, J N 

8006290110 

50 280 < 

FRALICK.J 

8807070134 

PR 


GARDNER.fi. N 

0807010372* 

60-341 

Q 

GRACE.J.N 

8006290123 

50 338 ( 

FRANCO.F F. 

8807430388* 

50-285 

F 

GARDNER.R.N. 

Q0O7O6O36O* 

50*373 

O 

GRACE J.N. 

6006290144 

50 321 l 

FRANCOIS.MP 

8BO701 0200 

PR 


GARONFR.WS. 

8007200247 

60*322 

H 

GRACE.J.N. 

0806290151* 

50 321 l 

FRANK.B 

BB07200287 

50-443 

H 

GARNER. B 

6807250420 

60-33B 

R 

GRACE.J.N 

8006290304 

50 424 

FRANK.L. 

0BO71 10505 

NUREG 


GARNER. LW. 

8007120493* 

60-261 

Q 

GRACEJN 

O0OG2OO366 

50 395 

frantz.sp 

BB07200014 

50-250 

G 

GARROW.C. 

0007010200 

PR 


GRACEJN 

0006200373 

50 595 l 

frantz.s.p. 

B807200014 

50-250 

G 

GARSKI.J.P. 

0807070112 

60-443 

H 

GRACEJN 

0806290399 

£0-261 

FRASlER.T 

0807070513 

50*34 1 

F 

GARVEY.J.R, 

0BO7O7O1 65 

60-322 

H 

GRACEJN. 

0006300149 

£0 160 i 

FRAZER.W 

0807250073* 

74*9073 


GASNEPA1N.S.J. 

8007050132 

60 443 

H 

GRACE.J.N. 

0806300155 

50*281 i 

FftAZER.WH 

8807220175 

71*9145 


GASPEfl.J.K. 

0807180156 

PR 


GRACE.J.N. 

0806300158’ 

50 261 i 

FRAZER.W H. 

8807250062* 

71*9073 


GASS.WA. 

8807050251 

60 443 

H 

GRACEJN 

0007010044 

50424 < 

FRAZER.W.H. 

BG07250Q79* 

71*9073 


GAUOETTE.M.M. 

8807010200 

PR 


GRACEJN 

0007 01 0601 

S0-0/4 

frechette.r. 

B8070 10684 

50 443 

H 

GAUTHIER, EP. 

0807010170 

60-443 

H 

GRACE.J.N. 

00070000 72 

50-424 i 

FREDERICK, R.J 

8007250127* 

50*102 

P 

GAUTHIER.L 

0807050247 

50-443 

H 

GRACE.J.N. 

0007120105 

50269 

FREDERICK.R J. 

80072501 5B* 

60*102 

P 

GAVULA.JA. 

8807060210* 

50*237 

Q 

GRACEJN. 

8007120124 

50250 

fredrickson.p. 

0006300151* 

50 160 

O 

GAVULA J.A 

0BQ7O6O270* 

50-262 

Q 

GRACEJN 

Q007120120* 

£□260 i 

FREDRICKSONS. 

0807120493* 

50 261 

0 

GAVUIAJ A. 

8007120046’ 

50-266 

Q 

GRACE J.N. 

0807120138 

60-424 

FREDRICKSON.P 

8807120512* 

60*400 

Q 

GAYJ.S 

8307050003 

50-005 

K 

GRACE.J.N. 

0007120243 

60-250 

FREORICKSON.P. 

8B07130322’ 

50 400 

O 

GAY.JS 

6807140263 

60*605 

K 

GRACE.J.N 

0007120254 

60269 

freorckson.p 

9007190302’ 

60-324 

Q 

GAY ,J S. 

B9O710O336 

TOPREP 


GRACEJN. 

8007120204 

50424 

FREEWAN.M.D. 

8807210194 

40-6964 


GAYNE.J.R. 

6807050323 

50*443 

H 

GRACE.J.N. 

0807120300 

60 280 

FREY.R 

8807050155 

50-443 

H 

GEAGHAN.DF. 

0&O712O 159 

50-443 

H 

GRACE.J.N. 

0807120355 

£0-280 

FREVSmGER,RC 

8807120214 

60443 

H 

GEARS.OE. 

8&07120687 

50*260 

Q 

GRACE.J.N. 

0007120426 

£0 330 

FRIED0ERG.M 

8807180351 

FR 


GEARS.G E. 

0607200309 

60-259 

Q 

GRACEJN. 

0807120446 

60*324 

FRINK.W S 

08070504 B9 

60-443 

H 

gehrke.l. 

8&07060600 

60-443 

H 

GRACE.J.N. 

8007120473 

50-425 

FRISCH.R.R. 

8906280129 

60*155 

Q 

GENTILE.CA. 

8607180109 

FOIA 


GRACE.J.N. 

0007120714 

50 280 

FRISCH, fi.R. 

9807210122 

60-165 

P 

GERMA1NE.D.F. 

8&07050325 

PR 


GRACEJN. 

8807120717 

SO 424 

FRITZ.L H 

8007050 U4 

PR 


GERRISH.O.R. 

80*07050089 

50*443 

H 

GRACEJN. 

6807130049 

60 2C9 

FROLO.C 

B807050102 

60-443 

H 

GIANSI RACUSA.P. 

8607010162 

PR 


GRACEJN 

8807130095 

50*324 

FROLO.TR 

8007070327 

60*443 

H 

GIBBONS.A.M 

6007220364 

50*346 

M 

GRACE.J.N. 

0007130317 

50 400 

FROST, RE. 

6807070413 

50-443 

H 

GIB SON A 

8606290 161 * 

60*321 

Q 

GRACE.J.N. 

0007130321* 

50 400 

FRYBERG.T.B 

6807010277 

60-443 

H 

GIBSON ,A.F. 

8807190009 

60*400 

O 

GRACE.J.N. 

8007100270 

50 260 

FRYE.C R 

8607120167* 

70 824 


GIGLIOTTI.RJ. 

8807130200 

70-371 


GRACE.J.N 

8007190043 

50-424 i 

rucno.Dj. 

8B07010479 

PR 


GIGLIOTTI.R-J. 

8807130218 

70*371 


GRACEJN. 

8807190299 

50-324 

FUJlTA.N. 

8B0 7010574 

PR 


GILBERT, JE. 

6607120189 

50-310 

s 

GRACE J.N. 

8807190301’ 

60-324 

FULLER.AM 

6607050495* 

60*207 

F 

GlLBERT.JR 

8807070481 

50-443 

H 

GRACE.J.N. 

0007190374 

60-309 

FULIF.R.C.H 

6007010543 

50-207 

R 

G'LBERT.L D. 

8807200026’ 

50-498 

Q 

GRACE.J.N. 

8007210246 

60*324 

FULLER.C.H, 

8807150005 

50-207 

F 

GILBERTO.D.G. 

6807050060 

50-443 

H* 

GRACE.J.N. 

8807220112 

60-369 

fuller.c.h 

6807150200 

50-267 

F 

GILL. A 

6807290234* 

50*443 

G 

GRACE.J.N 

8807220115’ 

SO-389 

fuller.c.h 

8607190316 

50-207 

F 

GILL.K.S. 

6807210126 

71-9039 


GRACEJN 

8007220168 

60*324 

Fuller.c.h. 

BB07210007 

60*267 

Q 

GULES PIE.F.P. 

6807070407 

60-340 

M 

GRACE.J.N. 

8807260201 

50*260 

FULLER.C.H, 

6607220287 

50*267 

P 

GILLESPIE.F.P. 

6607070442 

50-348 

P 

GRACE.J.N. 

0007260334 

50*416 

FULLER.C.H. 

6007250191 

50-267 

S 

GILPJN.HE. 

8607070447 

NUREG 


GRACE.J.N. 

0807250363 

50*340 

FUNCHES.J l 

6807110420 

REVIEW GR P 

GfNN.RM. 

8807140212 

50-346 

H 

GRACE.S. 

0007010645* 

40-8700 

FUNK.O.E 

8807080176* 

50*295 

Q 

GIRARD, E. 

6807120451* 

50 324 

O 

GRACE.S 

0807140315 

40*8904 

gad.r.k. 

8807150017 

50*271 

G 

GLASIER.G.E- 

6806200040* 

XPORTUC 


GRACE. S.R. 

8007120202* 

40-8057 

GAD.R.K, 

8807150017 

60*271 

G 

GLASIER.Q E. 

6806200043* 

XPORTLIC 


GRACE .S R. 

0007140223 

40*8904 

GAFFNEY.R J. 

8607200030 

PR 


GLASS. D.R 

8807060010 

50-443 

H 

GRACE.S R. 

0007160039* 

40-8904 

GAGLIARDOJ.E. 

6606290495’ 

60*285 

O 

Gleason, jp. 

8607110014 

50*322 

G 

GRAHAM.B. 

8807200018 

PR 

G AGL l AROO, J .E . 

R>80 7 0704 53' 

50-495 

O 

GLEASON, J P. 

8B07 110019 

50*322 

G 

GRANDJEAN.A M. 

8007010477 

PR 

GAGLIARDOJ.E 

080725031 4* 

50-313 

Q 

GLENN 

8807210274 

I8E 


GRANOONLR. 

000707C487 

50-443 

GAGNAR.R. 

0BO7O7O3O9 

50-443 

H 

GLENN.C J 

8806280006 

WASTE RES 

GRANT.N.W. 

0807250004 

50*250 

GAGNE J A. 

0607050101 

50-443 

H 

GLENN.C J. 

0807060555 

WASTE RES 

GRAY.R. 

0007010315 

50-443 

GALANTI.D.M. 

8807060176* 

50-295 

Q 

GLENN.C J. 

0807060564 

WASTE MGT 

GREFMAN.E G. 

0RO7O6O378 

50 456 


GREFN.DC 

0R07070?76 

60-443 

H 

GRIME. Cl 

880 7 n 0545 

60 445 O 

HAGE Y.R 

8BO7210I68 

CC-N JR ACT 

gpefnman.e g 

0806300346 

50 457 

P 

GRIMES, B.K. 

8007140143 

REVIEW GR P 

HAIRSTON, W G 

880629C017 

£J 424 

CiREENMAN.F G 

6607010160 

50-237 

P 

GHIMES.CI. 

8007110549* 

50 446 O 

HAIR3TCN.1V G 

QB06290C22 

60 424 

GREENMAN.G G 

06O7C6OUJ2 

50*440 

P 

GR1MES.C.I. 

8007110552* 

50 446 O 

HAIRSTON W.G. 

8E06290025 

60 4?4 

<i°.EENMAN,e G. 

8807C603?/ 

50-295 

O 

GRIMSLEY.D 

880? 180016 

FCIA 

HAIRSTON. W.G 

0005290(103 

£0 321 

GRECNMAN.E g 

8007060329' 

50 295 

0 

GniMSLEY.O 

6007 18OC04 

FOIA 

PAIRSTON.W.G. 

0806290205 

50 421 

GREENMAN.C G 

8007 1200 10 

50-237 

O 

GRIMSLEY.D 

6607100104 

FO!A 

HAIRSTON, W.G. 

6606290390 

50 166 

G^EENMAN.G g 

0007120023* 

50 237 

0 

GRIMSLEY.D 

6807180113 

fo:a 

HA'RSTON.W.G 

68C6300351 

50 340 

G '■fEENMAN.C G 

0607120032 

50 373 

Q 

GRfMSLEY.O 

660/100120 

ro.A 

HA /TSTON.W G. 

6007010052 

121 

G^IEENMAN.C G 

0007120273 

50 458 

P 

GRIMSLEY.D 

8007180139 

FO A 

hairston.w.g. 

8037010075 

50-140 

G^EFN^AN F G. 

0007100165 

50-311 

Q 

GRIMSLEY.O 

0007250253 

FCIA 

HAinSTON W.G. 

000 7010262 

£0 J40 

GREF.NUAN e g. 

000/210212 

50-456 

O 

GR«MSLEY.D 

8007250364 

50322 f 

HAlRS T ON W.G 

0007010682 

50-366 

G^EFNMAN F G 

000722027/ 

53-10 

P 

GRIMSLEY.D H 

6806270149 

FCIA 

hairston.w.g. 

0607010530 

50-3G4 

GRFFNMAN E G. 

0UO/22O2D3 

50-155 

O 

GRIMSLEY.D H 

6007070604 

FOIA 

PAIRSTON.W.G. 

0807050159 

50-366 

GPEENMAN F G 

0007220326 

50 295 

Q 

GRIMSLEY.D H 

6007150109 

FOIA 

HAIRSTON.W.G. 

6607000466 

50121 

3IIEENVAN.E G. 

000/2600 1 6 

50 454 

Q 

GRIMSLEY.D H 

6307150204 

50 327 0 

HA RSTON.W.G 

80 3 708059' h 

50-340 

GREEN YAN.E.G 

0807260400 

50 440 

O 

GRIMSLEY.D H 

8307150269 

FCIA 

HA'RSTON.W.G 

8337070121 

50-121 

GREGERJ n 

00070)0040 

50-461 

S 

GRIMSIF.Y.DM 

8307150295 

50 275 P 

HAiflSTCN.W G 

0937070149 

50-32 1 

GRECF^U H 

0007190196' 

50-346 

0 

GHIMSIEY.OH 

8307150310* 

PR 

HAIRS rCN.W G 

0RU/O7O548 

50-424 

GRES CK.J. 

603/010466* 

5C-317 

0 

GRIMSLFYOH 

8007180041 

FOIA 

HAIPS~CN.WG 

R0O7OO3'OJ 

L3-425 

GRES.CK.J. 

0007200216* 

50 209 

0 

GRiMSLCY.D H 

8007100059 

FOIA 

HAIR5TON.WG 

66070nClC6 

£0 424 

greskxj.a 

800/010043* 

50-286 

0 

GRIMSLEY.D H 

0007100069 

fo:a 

HA'RSTON.W.G 

66070001 « 1 

50 42-1 

GRlOLEY.n 

0000200370 

50 250 

F 

GRIMSLEY.D H 

0807100160 

FO'A 

HA’RSTON.W G 

6 00 /C 00260 

£0-424 

GRlDLtY.R 

0005290510 

50 127 

P 

GRIMSLEY.D H 

0807190210 

FO A 

HA RSTON.W G 

8637110201 

50 424 

GPlDLE/R 

080/010030 

50-390 

S 

GRIMSLEY.D H 

0807100239 

FO-A 

HAdHSTON.W g 

8037120160 

50-321 

gpiolf.y.r 

0007010336 

50-259 

Q 

GRlMSvEY.D.H 

0007210303 

FCIA 

HAIRSTON W G 

H 00 71206-1 3 

50-348 

GFID.EyR 

0037010650 

50-259 

P 

GRlMStEY.D.H. 

8937210346 

FCIA 

HAIRSTCN W.G 

6B0/130283 

50 340 

GRID.EVR 

000/060120 

63 260 

P 

GRIMSLEY.D H 

0037210360 

FCIA 

rlAIRSTONV/G 

600/140310 

£0 3?' 

grd.ey.r 

6007060)39 

50 259 

O 

GRIMSLGY.OH. 

00372201-11 

50 32 2 F 

MAjPSTON.WG. 

6007150063 

£0-321 

gb D Ey.R 

0007050157 

50-327 

P 

gfijmsley.dh. 

ODD 7220208 

FOIA 

HA1RSTON.WG 

6307 1 60) i 7 

£0 366 

GR Ri.F.Y.R 

000/050105 

50-32/ 

0 

GRIMSLEY.D K 

0007220256 

50 440 P 

HAIRS TON. WG 

8137150 120 

50 321 

gr CLLY.R 

H807050207 

50 260 

Q 

GRIMSLEY.D H 

0007220324 

FOIA 

HAIRSTON. WG 

030/150121 

50 321 

GR DLEY.R 

0007060316 

60-300 

Q 

GRIMSLEY.D H 

0007520366 

FOIA 

HAIRS TON W.G 

8007150134 

50 121 

GR DLEY R 

000/050630 

50-259 

P 

GRIMSLEY.D H 

0007250263 

FO A 

HAIMSTCN.WG 

880? 160 '30 

£0 42 A 

<n DLEY n 

8837050603 

50-250 

O 

GRlMSlEY.D.H 

0807250323 

FO’A 

HAIRS TON .WG 

8007150146 

53 12 1 

griOley.r 

000/063560 

50-327 

P 

GniMSLEY.D.M. 

G007250344 

FOIA 

HAIRS TON .W G 

B8O/19O130 

£0 321 

Gq.o_ev.R 

00O7OGG 044 

60 327 

Q 

anfMSiev.oH. 

8937270288 

ret a 

HAIRS TON. WG 

8837100J42 

5U 348 

Gnio.LY.n 

0007060069 

50 327 

O 

GniMSLGY.OM. 

0907270303 

FCIA 

HAIRS r ON .WG 

8007100245 

50 36-1 

GRlO.EY.R 

000/060173 

50 259 

P 

GRlMSLFY*aa 

8907270305 

FCIA 

HAIRS TON. WG 

800/ 190310 

50 321 

GRQLEY.n 

080/000210 

£0 327 

P 

GRIMSLEY.D. H 

890720C013 

FOIA 

HA'RSTON.WG 

8007200123 

50 321 

GRllJlEY.n 

O097C6U263 

60 390 

A 

GniMSLEY.D.M. 

0G0728C349 

FOIA 

HA. RS TON VV G 

80072C0126 

50 360 

OR l DIEY R 

0837060402 

50 32/ 

Q 

GWNNEU..D 

0007120510 

50 443 H 

HAIRSTON W G 

0007200120 

£0 424 

GRlDLEYF-i 

8007063470 

50-259 

F 

GRlSAK.Gt. 

0007 110515* 

WASTE RES 

HAinSTCN.WG 

000/200 1 10 

£0 424 

GfllDLEY.R 

000/063602 

60-390 

Q 

ghisak.g E 

0007260275 

40 0904 

HAIMSTCN.WG 

B0072DG135 

50 424 

GfJlDLEY.R 

000/00061 1 

£0 327 

O 

GRISAK.G.E, 

0007260280 

40-B904 

HAIRSTON, W 3 

0837200140 

50 42 1 

GRIDLEY.H 

0007070003 

50 259 

P 

GHOELSEMA.DH 

0B07120547* 

WASTE MGT 

HAiRSTOM.WG 

8R072C3370 

60 340 

G PJOl.EY.fi 

000/0/0003 

50-259 

P 

GROPP.R.W. 

0007200206 

50-352 n 

HAIRSTON.WG 

00O72C3393 

50 424 

G RIDLEY, R 

000/0701 10 

50-259 

P 

GROSS, K.VY 

8007250226 

50-250 S 

RA'RSlON.WG 

GOO 72 10314 

50 321 

GROLLY.n 

0807070249 

50-327 

Q 

GROSSO.C M. 

0907010200 

50-443 H 

HAiRSTON.W G 

0807220354 

50424 

GROLEY.n. 

8837080016 

60-328 

Q 

GROVES. D E 

Q6070502/1 

PR 

HA'RSTON WG 

0807220100 

59 321 

CR OLFY.R. 

000/030049 

50-32? 

O 

GRULES.R.M 

0007050203 

FR 

hairstcm.w g 

68D7220J33 

50 

Gn DLEv.R 

800/000060 

50 327 

r 

GRUNSElCH.n.W 

8007009157 

£0-322 S 

HAinsrcN w.g. 

08372500/0 

50340 

GR DLEY.n. 

0807000066 

50 327 

0 

GRUNSEtCI l.R.W 

BB07 140275* 

50-322 S 

hale.cj. 

0807250203* 

50 44 5 

GR DLEY.n. 

000/1 10403 

50 327 

p 

GRUNSElCH,n.W. 

06071402/?* 

50 322 S 

HALE.F V 

0007110400 

NURECi 

GqiD.EY.n 

8007120321 

50-259 

0 

GUARIGLIA.M A. 

0807250134 

60-322 H 

HALE, MW. 

0807180372 

50 400 

GRICttY.R. 

8037120152 

50-259 

F 

GUILRFRT.N.E 

8807050069 

50-443 H 

HALL.DP 

U6C 6280 103' 

£9 461 

GRIULEY n 

8007120225 

50 327 

Q 

guillette.a 

8007010282 

50 443 H 

HALL, DP. 

D607010131 

£0 461 

gridleyr. 

0007120330 

60 327 

P 

GUHNEY.P V 

8007050303 

60-443 H 

HALL.DP 

880 70 605 D4 

50 461 

gridley.r. 

0007120675 

50-259 

P 

GUTHRIE.SC 

0007130410* 

50-440 O 

HALL.DP 

B8072 10106 

50 401 

gridley.h. 

0807130331 

50-300 

S 

HAAG.R.C 

8607060577* 

60-313 O 

HALL.DP 

6007250CJ2 

5C 461 

GROLEY.n. 

8807130340 

50-390 

A 

HAEFNEROn 

0607110504 

60-320 P 

HALL.DP 

800/250071 

50 461 

GRICltY.n. 

0007130395 

50-260 

P 

HAGAN.T.F. 

660/010331* 

contract 

HALL.J A. 

8607250150' 

£0-102 

GROLEY.n 

8837130445 

50-250 

0 

hagan.t.f. 

8607050330* 

CONTRACT 

HALL.J R. 

880700013/ 

50 331 

GROLEY.n 

QR0714C071 

50-259 

Q 

HAGAN.T.F, 

6807060037* 

CON TRACT 

HALL.J R 

0607220340 

50-331 

GR DLEY.R 

000/100224 

50-260 

P 

hagan.t.f. 

6807060042* 

CONTRACT 

HALL.J 0. 

06O725CO33 

50*331 

GR DLEY.R 

0807100235 

50 260 

P 

HAGAN.T.F. 

8007060050* 

CONTRACT 

HAU.B 

0837193304* 

50-327 

GR DLEY.R 

0007100243 

50 260 

P 

HAGAN.T.F 

8807060077* 

CONTRACT 

HAU.W.J 

0807010154 

PR 

GR DLEY.R 

0007190027 

50-327 

P 

HAGAN.T.F. 

80070601 13* 

contract 

HALL.W.J 

0807010397 

£0-443 

GR. DLEY.n 

8007 100093 

50-327 

P 

HAGAN.T.F 

8007060172* 

CONTRACT 

HAUSTROM.G A 

89071G0316' 

50-424 

GRlO.EY.n. 

8B07193I27 

50-327 

P 

HAGAN.T.F. 

8007080197* 

CONTRACT 

HALPiN.P.G. 

0007200302 

50-322 

GRID.F.Y.R 

0007100130 

00390 

Q 

HAGAN.T F. 

0607080250* 

contract 

HALSEY.C 0. 

0607210192 

PR 

GRlOlEr.R 

0807190192 

50 250 

P 

HAGAN.T.F. 

6607110240 

CONTRACT 

HALSEY.W G 

€807110456 

WASTE MG 

GRIDLEYR 

0807190217 

50-327 

O 

HAGAN J F. 

0BO712O26G* 

CONTRACT 

HALTlWANGER.J 

08O725OCO3 

£0 395 

GR DLE Y.R 

0007100303 

50-327 

O 

HAGAN.T.F. 

8607120340’ 

CONTRACT 

HAM.H. 

0837050116 

£0-443 

GR DLEY.R. 

0807200333 

50-300 

s 

HAGAN.T.K. 

0607120353* 

CONTRACT 

HAM.S. 

08370501 1G 

60-443 

GR DLF.Y.H 

880/200344 

50-259 

K 

HAGAN.T.F. 

8807180310* 

CONTRACT 

HAM.S.R. 

6007050376 

50-443 

GR DLEY.R 

0807210047 

PR 


HAGAN. T F. 

8807210195* 

CONTRACT 

HAMAWiJ 

8607010302 

PR 

GR DLEY.R 

0007210059 

50-390 

S 

HAGANJF. 

8807220007* 

CONTRACT 

Hamilton, p. 

8007260290 

68-293 

GR OLEYR 

000/250013 

50-32/ 

F 

hagan.t f. 

8007220107* 

CONTRACT 

hammond.m k. 

8007200309 

PR 

GH OLEY R 

M07P5V2 W 

50 250 

Q 

HAGEY.H 

09070 1001 3 

CONTRACT 

HAN,FFY.F. 

88070705 CO 

f 0-443 

GR OLEY.R 

8007250235 

50-327 

Q 

HAGEY.H. 

660701027-1 

CONTRACT 

hanley.ar 

6837050211 

PR 

GPIOLEY.R 

0007250251 

60 327 

P 

HAGEY.H 

6 60/000492 

CONTRACT 

hanley.m a. 

6807050095 

50 443 

GRIDLEY.R 

0837250410 

50-259 

F 

HAGEY.H. 

660706C562 

CONTRACT 

HANlEy. R J. 

000/05C068 

PR 

GRIDLEY.R 

0807260008 

50-259 

F 

HAGEY.H. 

6607110138 

CONTRACT 

HANNEN.n.L. 

8007050465 

£0-331 

GRIDLEY.R L. 

8007070552 

50-259 

F 

HAGEY.H. 

6607130210 

contract 

HANNFN.n.L 

800/1 B0 170 

50-331 

GRlESEC 

0807 100358 

50-322 

H 

HAGEY.H 

6607130285 

CONTRACT 

HANNEN.R L 

8007100276 

50331 

GRIFF N,B C. 

0807010305 

50 443 

H 

HAGF.Y.H 

6607130308 

CONTRACT 

HANNON.J-N 

88071304 13 

REVIEW GF 

GRILLO.J 

0807050120 

50 443 

H 

HAGEY.H 

6607100377 

CONTRACT 

hansen.d.a 

0837010236 

PR 


I MUM 

NUMBER CATEGORY 


HANSEN, L 

680/070130 

50 443 

H 

MARBOUR.J. 

0807290304 

60 443 

G 

HARBUCK.CC 

0807140299 

60 313 

P 

HAHBUCK.CC 

8907180047 

50 368 

P 

HAROUCK.C.C 

8307 1801 W 

£0313 

P 

HAHBUCk.C.C 

8307190187 

50 313 

P 

HARDEN. S M 

880701C425 

50 443 

H 

HARDGROVE.T W 

8807250259 

40 2259 


HARM 5 

8807120500 

60 443 

H 

HARNER.K L 

880 7290069* 

50 320 

G 

HARNESS.Jt. 

8906200254 

50-400 

F 

HAHN ESS. J l 

0907010137 

£0-400 

F 

HARNESS.JL 

8807250007 

50-400 

F 

HARPSTER.T L 

B8070103C4 

PR 


HARPSTER.T 1. 

8807070190 

50-333 

F 

HARRELL.P.H 

0807120103* 

50 285 

O 

HAPRINGTON.J J 

8907010161 

FR 


HAF1R8NGTCN.M 

8907010567 

FR 


HARFUS. JR 

8806290162* 

CO-413 

0 

HARRIS, J.R 

8007220098* 

50-261 

0 

HARRIS.K N 

8807190054 

50-335 

F 

HARRISON. OF 

8807250051 

50-368 

fl 

HARRISON F 

8G072702B4* 

50-324 

R 

HARRISOV.J J. 

8907010064 

50*155 

G 

HARRISOV.J J 

6907010066* 

50-155 

O 

HARR* SON. J J 

B807010354 

50-341 

Q 

HARRISON.J J 

6807010364* 

50-341 

Q 

HARRlSCN.J.J 

680705042 1 

50-249 

O 

HARRISON.J. J 

8807G60C99 

50-254 

O 

HARRlSON.JJ 

6607G60202 

50-237 

O 

HARRISON.J.J 

0807060273 

50-282 

Q 

HARRlSON.JJ. 

aeo 7 120041 

50-266 

Q 

HARRlSON.JJ 

BBC? 120124 

50-346 

Q 

HARSHA.R 

6607200056 

PR 


HART.G 

B80 7 20023 7 

50 323 

H 

HART.G. 

0807200359 

PR 


HART.R D 

0607010149 

50 250 

S 

HART.R D 

0807010442 

50-250 

S 

HART.R D 

Q8070500B6 

50-250 

S 

HART.R D. 

0807110110 

WASTE RES 

HART.R D 

8007110156 

WASTE RES 

HART.R 0. 

8007190002 

WASTE RES 

HARTMANPJ. 

8007070181 

50-443 

H 

HARVEY.PJ 

8807050502 

50 44 3 

H 

HARVEY ,R 8 

880701 036S 

PR 


harvey.r c 

0807010470 

PR 


hasfurther.o 

8907180259 

PR 


HASKELL. S 

6007010141 

50443 

H 

HASSELL, Df 

8807190197* 

FOIA 


hatfielo.k 

0Q070605C6 

50440 

H 

HAUGHEY.M F 

8807120401 

60-410 

P 

haughey.m f 

3807150179 

60220 

P 

HAUGHEY.M f. 

88073501 17 

60-410 

P 

haughney.c.j 

88071 10399* 

50-249 

O 

HAVER KAIYP.O R 

8807010327* 

50-29 

O 

haverkamp.d.r 

8807 190074* 

50-271 

0 

HAVERKAMP.D R 

8807200177* 

50 223 

0 

HAWK6S.C.L 

8807010562 

50-443 

H 

HAWKINS. DS 

8007140116 

70-143 


HAWKINS. E F. 

880 70 10640 

40 0766 


HAWKINS.EF. 

6807010643* 

4O-B760 


hawkins.e.f 

8807120185 

40-8857 


hawkins.e f. 

8807120202* 

40-0857 


hawkins.e f. 

889713045B 

40-6452 


HAWKINS.E.F. 

8807140085 

40-1341 


hawkins.e f. 

880714D109 

40-8966 


HAWKINS.E.F. 

B90714O223 

40-8904 


HAWKINS.EF. 

8807140230 

40-B452 


HAWKINS.E F. 

880715C013 

WASTE MGT 

HAWKINS.E. F. 

8807150030* 

40*8904 


HAWKINS.EF. 

0607150041 

40-0102 


HAWKINS.E.F. 

8807150046 

WASTE MGT 

HAWKINS.EF. 

8807160049* 

WASTE MGT 

HAWKINS.E F. 

6007150217 

40-8904 


HAWKINS.E.F. 

6007150236 

40-8907 


HAWKINS.E F. 

0607180033 

40-299 


hawkins.e f. 

8607180063 

40-0684 


HAWKINS.E F 

860718Q070 

40-8904 


HAWKINS.E.F. 

6007180082 

40-8064 


HAWKINS.E F. 

6807180090 

40-8905 


HAWKINS.E.F. 

6807180095 

40 8771 


HAWKINS.E.F, 

8B0 7250254 

WASTE MGT 

HAWKINS.E.F. 

0607250258 

WASTE MGT 

HAWKINS.E.F 

0807250406 

40 0968 


HAWKINS.E.F. 

8BC72S0416 

40 6659 


hayoen.rf. 

8007060590 

50 322 

H 

HAYES.J.J 

8807110250 

50-395 

P 

HAYES.J.J 

06071 10318 

50-395 

P 


MU I nvn 

number 

CATEGORY 

KAYES.J J 

6807250037 

50-395 

P 

HAYES.K 

B8072C0239 

50295 

S 

HAYNER.GO 

BC0712D1G7* 

70 824 


HAYNES, J.G 

06C62931 16 

50-520 

s 

HAYNES.J.G 

6806290126 

50-529 

s 

HAYNES JG. 

800/060304 

50 520 

s 

HAYNES. J G. 

8907050416 

50 529 

s 

HAYNES J G 

8907120562 

50 529 

s 

HAYNES.J G 

890718024? 

50 520 

s 

HAYNES.J G 

6807210046 

50-520 

s 

HAYNES.L s 

B807050355* 

CONTRACT 


HAYNES WORT H.V 

6807140200 

50 261 

n 

HECKLER. G 

B807050205 

PR 


HElBEL.R P 

8807120180 

50 310 

s 

HElDT.JD 

GB07200126 

SC 366 

s 

HEiTNER.KL 

0907120380* 

£0-267 

0 

HEiTNER.KL 

8907120423 

£0 267 

p 

HEiTNER.KL 

0807200189 

50 267 

p 

helimuth.v.i 

6807010139 

FR 


HELTEMES.CJ 

0807120347 

REViEW GR P 

FENDER SON AW 

0807010654 

50-213 

H 

HENORICKS.C 

0907 130222* 

CONTRACT 


HENDRIX.S 

6607070005 

50 443 

H 

HENIMATAS.L J 

0907010524 

PR 


HENRIKSON.P 

0007200078* 

50 361 

P 

HENRY. G R 

0907070436 

50 443 

H 

HENSLEY, K □ 

6907120434 

70-143 


hensley.k d 

B8O7130C81 

70-143 


hensley.k n 

6807130198 

70 143 


ferdt.a n 

8SC6290035 

50-200 

O 

HERDT.AR 

0606290107 

50 4C0 

Q 

HERDT.AR 

08O629OM9 

50-413 

O 

HEROT.AR 

eeo?o5C5?5 

50-269 

O 

HERDT.AR 

0007060041 

£0-280 

0 

HERDTAR 

3907120056 

60*369 

Q 

HEROT.AR 

BQ07120297 

50-260 

O 

herot.ar 

8807120316 

50-340 

O 

HEROr.AR 

8807120317* 

50 348 

O 

HEROT.AR 

0807120451’ 

50-324 

O 

HEROT.AR 

8807130223 

50335 

O 

HEROT.AR 

0807130313 

50-340 

0 

HERDT.AR 

0807190013 

50-424 

G 

HERDT.AR. 

9007190163 

£0 416 

Q 

HERDTAR 

8907220097 

50-201 

Q 

HERDT.A R 

8807220120 

50425 

O 

HERDT.AR 

6807220124* 

50 425 

O 

HF.RDT.A R 

8807250024 

50-324 

O 

HERDT.AR. 

6807250308 

50-338 

0 

HERDT.AR 

8807250319 

50-261 

G 

HERMANN R A 

8807070392’ 

50 327 

Q 

HERN AN, R W. 

ae07l80099 

50-289 

P 

HERNAN.R W 

8907250074 

50 209 

P 

HERNAN.R.W. 

0007250357 

50 209 

P 

HERSCHTHAL.M.A 

8907190150* 

50-301 

O 

herschthal.m a 

8807190174* 

50-301 

0 

hesam.h t. 

8807010258 

PR 


HESS.J e. 

B 80 70503 26 

71-9200 


heward.r.w. 

6807200184 

50-146 

Q 

HEWARD.n.W 

8807250413 

50 146 

Q 

HEYER.R S. 

0807010652’ 

40-2259 


HEYER.R.S. 

0807140096 

40-2259 


HEYER.R. S 

8807140189 

40 6022 


heyer.r.s 

8007140210 

WASTE MGT 

HEYER.R.S 

6007160025* 

WASTE MGT 

HEYER.R.S. 

6007150029* 

WASTE MGT 

HEYER.R.S. 

68071 6020 1 

40 1162 


HEYER.R.S 

8607210114* 

4Q 4492 


HEYER.R.S 

0807250316 

WASTE MGT 

HIATT.S.L 

0607010455 

50 443 

H 

hiafi.s.l 

8807000242 

50-346 

M 

H'AIT.S.L 

8807110153 

PR 


H'AIJ.S.L. 

80071 10159 

PR 


HIATT.SL 

6607180186 

PR 


HIATT.S L. 

88071B0309 

PR 


HICKEY.J.K 

8607200272 

50*443 

H 

HICKEY.R 

8007200284 

50-443 

H 

HICKMAN.D.E 

8007110321 

50-361 

P 

HCKMAN.D.E 

BQ071 10507 

50-361 

P 

HCKMAN.O.E. 

8807130283 

50 361 

P 

HICKMAN.D.E 

BB072 10322 

50-361 

P 

HICKMAN.D.E 

0807220371 

50 361 

P 

HICKOK.RE 

0807070002 

50-443 

M 

HICKS.R 

8007120514 

50-443 

H 

HIGGINS.D. 

8007010094 

50-443 

H 

H'-GGlNS.E. 

8807050082 

50*443 

H 

HiGGlNS.W.R. 

8807070013 

50-395 

s 

HIGGINS, Wfi 

0807120029 

50-395 

s 

HILDENBRAND.P 

0RO721OO86 

40 8057 




NUMBER 

CATE GO 

HII.DENGRAND.P 

860 72 1 LH 4 7 

-10 805 / 

hucerbrandt.t 

0807C6U456 

50 -1 16 

HILOT.B A 

0807010497 

60-143 

HILL.GF 

08O7O1OQ65 

6C 443 

HILL.JW 

QBQ7050100 

CO 443 

HJLL.K J 

0837150203 

£0 254 

HILLER. 1 

8007120215 

PH 

HILLS.OE 

000/120137 

50 143 

HINO.J 

0QO/OSCOI7* 

NjHFtt 

HINDS.J M 

000/060332* 

50-205 

HINKLF.WD 

8007010199 

PR 

HINSON L 

0936300213 

£0-144 

HINSON. 1. 

090/050031 

50-344 

HINSON. L. 

0007 1-10211 

50-344 

HINSO.N.L. 

080/150160 

53-344 

HINSON. L 

Q0O72O3J26 

QAUU9 

hinscn.l 

0007260362 

60-344 

HINTON.W D 

08070/0383 

80-44 J 

HJNTZ.DC 

000706010? 

6050b 

HlNT7.DC 

0OO714O3O9 

cn-Tus 

HIPSHEH.W. 

0607220062* 

71-9169 

HIRT.J A. 

0807250441 

50-38/ 

HOBBS. D. 

8007010117 

60-443 

H03E.M A 

0007110103 

50-155 

HCBSON.E 

0007120523 

50-443 

HO OGDON .A D 

800707045/ 

50-443 

HODGDGNAP 

6007200041 

50-271 

HODGSON. B 

8007150211* 

FCIA 

hoelzer.c 

000731013? 

£0-32? 

HOFFMAN. C F 

0007070400 

Pi\ 

hoffman.d P 

0007130143* 

50-156 

HOGAN. L 

030/200371 

00 443 

HOLAHAN.G 

860/130264 

50-2/5 

HOLAUAN.G M 

000714012/ 

50 312 

holahan.g m 

0007250342* 

50-440 

holuer.a.l 

00O033UO70 

50 :>02 

HOLDER. A L 

0007250246 

50 302 

HOLLAND.Q Y 

0007010139 

Ptl 

HOLIER. E J. 

80C6300273* 

53 290 

HOLLOWAY ,C J 

0307130-163 

pn 

HOLLOWAY ,J L 

0007010501 

50 4 43 

HOLT.J 

080/220015 

50 3 

HOLTZMAN.R B 

000/0603 1G* 

50? 55 

HON.A L 

0007140222* 

50 200 

HOOD.D. 

0007050076 

SO 109 

HOOD.O 

0007060465 

00 369 

HOOD.D 

0007120600 

60 370 

HOOD.D. 

0007130250 

60369 

HOOD.D 

0007130456 

60 369 

HOOD.D. 

0U07220340 

60 359 

HOOD.D.S 

8007060540* 

50 369 

HOOD.D S 

0007130259* 

50-369 

HOOD.O S. 

8007150126 

50 369 

HOOD.O S 

8007200125 

50-360 

HOOD.M C 

0807250439* 

40 345J 

HOOKER.C A 

0QOG280P44* 

50 34 4 

HOOKER.C A 

0007050110* 

50 312 

HOOKER.C A 

000/140234’ 

50 312 

HOOPES.J 

80O7O1OC0O 

WASTE W 

HOOPS.K A. 

080 7C80162 

50 3C5 

HOPKINA.J.B 

860/120367 

50 425 

HOPKINS.J 

0007150106 

50 424 

HOPKINS.J. 

0007190356* 

GO 344 

HOPKINS.J.B 

8007050143 

50 424 

hopkins.j.b 

8007070569 

50 424 

HOPKINS J.B 

0807150200 

50-424 

HOPKINS.J.B 

0607100370 

£>0-424 

HOPKINS.J 8 

0007100375* 

GO-424 

HOPKINS.J.B. 

0007250335 

50-426 

HOPKINS.PC 

0006290376* 

60-395 

hOpkins.r.j 

0807250333 

40-6622 

horn.g r 

080/01 0051 

50-290 

horn.gr 

080707D400 

50*290 

horn.gr 

0007070587 

5O-20B 

horn.gr 

0007140224 

50*298 

horn.m 

8807000326 

70-3U55 

horn.m 

0807210060* 

70-3055 

horowitz.a 

0807190278 

PR 

HORSEY.CM. 

0007130079* 

70-27 

HOSEY.C.M. 

0007060071* 

50-250 

HOSEY.C M. 

8007120310* 

50-200 

HOSEY.C M. 

0807120359* 

50-280 

HOSEY.C M 

0007130120* 

50-400 

HOSPJDOR.J. 

0007050464 

50-443 

HOSTAGE.B. 

000/120616 

NUflEG 

HOUUE.K F. 

8007070037 

50-443 

HOULE. M J. 

0807050456 

50 443 

HOUSE.J.E. 

0807060316* 

60 255 


AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

Accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

category 

howard.c.e 

80O712O1£6 

50-443 

H 

JAC03Y.PL. 

0007160033 

40299 


JCNAS.S a 

0607233024 

50-443 

HOWARD. D H 

eno?ub02/5 

50-300 

P 

JAFFE.O 

0007050073 

53 336 

P 

JCNASS A 

6607290379 

SO 443 

HOWARD. DM 

BftO 7000136 

50-313 

P 

JAKFC.OH. 

0007120502 

50 336 

P 

JONAS.S A 

8307 2 '>0)5? 

53 .722 

MOV/A-D.D. R 

tm? 120131 

50-313 

P 

JAPFR.DH 

0807190370 

50 336 

P 

JONESC.R. 

OBJ 716002$ 

FD A 

HOVrfA^D.D R 

8B07120227 

50-368 

P 

JAK'iSON.J.O. 

0807220163* 

50 322 

F 

.ONES.O W 

BPOf>30012'i* 

50 735 

H0W,WO.D H 

Q8071204P.0 

50-313 

P 

JAMISON, R C 

8907C53204 

50-143 

H 

JCNES.R G 

00O7O7CM4P 

£944) 

HO .VMO.O n 

8007130054 

50-313 

O 

JAMlSON.nC 

090729021 i * 

60 4-13 

G 

JONES S D. 

0007140215 

10 290 

HOA'AnD D H 

800/10C080 

50 313 

P 

JANATI.R 

0007120561 * 

WASTE MG 

T 

JORDAN, D D 

00071 10406* 

£0 498 

TOWARD D R 

0007210191 

50 313 

F 

JANATI.RR 

06O712G626* 

WASTE MGl 

JGHDAN.L i 

0604 1 £0331 * 

rn 

HOWARD D R 

0BO7PSO3S1 

50 360 

R 

JANG.JC 

0807050072* 

50 213 

O 

.OHDAN.E { 

BWO8CD06 

50 250 

hcwap.u.o n 

00O7P5CO5G 

50-313 

H 

JAN SE N.O M 

Oej/070141 

50 443 

H 

JOHDAN.fc L 

0937080066* 

£0 pro 

► ■CWATO.S A 

80O7OSD3O0 

50 443 

H 

JAN UARY, RG 

9807)80020 

PR 


JORDAN.*:’ L 

H'O/ 11025) 

HEViii :iv GR 

1G7F.LL.A T. 

0007110519* 

50-312 

O 

JANUSKA.A.G. 

0606290023* 

50 4 59 

O 

JOHCAN.E L 

ei’0/i20b77 

REV LW on 

8 -OWLAND.A 

6007200207 

50 443 

H 

JAPE.F 

BG092901 12* 

50-400 

O 

jordan.e l 

06')7I9C392 

ficviLw on 

1 OVLf.JC 

8007200104 

50-322 

H 

JAPE.F 

6097120500* 

50-2R0 

O 

JORDAN HE. 

6:iO726O370 

50-443 

J tO * T H F 

0007110007 

60-271 

G 

JAPE.F. 

9R07120331* 

50-318 

O 

JORDAN. PS 

8 U 072 102 1 5 

GEN TEG i 

1 8SI.A A 

0807250436 

50-317 

F 

japf.f 

0007120451 * 

50-324 

Q 

JOSEPH M.A, 

e&o/2 r 4mi 

50 2U/ 

HLGRARO.L A 

9007010325 

50-443 

H 

JAPE.F 

0807250326* 

50-324 

O 

JOSIoER.W A. 

&&O712CQJ0 

50 200 

HVPF.n W P. 

8007120000* 

50 155 

O 

jasinski.gl 

6807070313 

50-443 

H 

JOSIGER/W A. 

0807180 1 \? 

so pon 

HU(:< n j 

8007220163 

WASTE RES 

JASINSKI.W. 

80O7C6O122 

50 443 

H 

JOS'GLRAV A. 

060/210172 

£0 PF)6 

HU5V F n. 

6007140222* 

50-206 

O 

JEPPS.V.D. 

8807)80040 

PR 


JOU-JERT.nK 

0/1970)0 S 7<7 

50483 

HU;V r. 

8807130303 

50-302 

S 

JELUFP.F 

0607210155 

50-322 

H 

.OUSTRA 

880/210274 

WE 

ItUGrCY.C A 

0007060090* 

50335 

O 

JF.NISON.K 

6605230192* 

50-327 

0 

..•OVE l LAN 055. R 

06070$ 0066 

£U 443 

HU3I-.EY, C A 

8007120438* 

50 400 

O 

JENK1NS.HE 

6007050110 

£0-443 

H 

JOYCf.J A 

60071 10516 

NUfluG 

HU* 

6807010103 

50-280 

Q 

JENKINS.n E. 

8037000150 

60 410 

s 

JO'tCc. 1 

6807140226 

50 455 

HIKUL.H D. 

80O712CU52 

50-209 

F 

Jt NKINS.R E 

06O711O1C3 

50 410 

s 

JOYNER J 

0007070066 

lAE 

1-UtllL HD 

000725041/ 

50 209 

n 

JENKINS, RE 

0607200220 

50 410 

s 

JJLIANC 

06902901 er 

50 321 

l-UMPrRLY.G J. 

0007120400 

50 443 

H 

JENKINS.n E 

6607210006 

60 4*0 

s 

JIJLIAN.(-.A 

BBC0200151 

50 416 

htVPhREY.G.J 

8807130423* 

50-443 

U 

JENSEN.il. 

8807180360 

60 354 

R 

JULIAN C A 

000 70 50 1 5? 

50-377 

liLNSADERS C 

8007120305* 

50-456 

P 

JENSEN, R J 

8307190060* 

50-263 

K 

JLJAN.C A 

0907033 161 

£0 348 

HUNSADER.SO 

8007120371* 

50-456 

P 

JENSEN.Wl 

0007050 1 IB* 

50 312 

Q 

JUHAN.C A 

0BO7G5OO1O 

50 40(1 

hjnt.m 

0007190169* 

50 416 

O 

JF.NSEN.WM 

0007010022 

40-3463 


JULIAN C A 

680700-3052 

SO 2GI 

H JNTER D 

8807120000* 

50 302 

P 

JIREl E.D.J 

8&07280306 

PR 


JULIAN. C A. 

8007120072 

50 425 

IV./NR.VJoTOn.S 

8 80 G30 330 6* 

50-443 

1 

JO. JH 

68071 10333' 

53 361 

P 

Jtt’AffC A 

8007120970* 

$U 425 

IIJRLEY.J 

8R07060456 

50-416 

F 

JOHAN SEN J V. 

6010070460* 

FQIA 


JULIAN.C A 

0BO712O141 

50-410 

HUnii.Y.M 

0807100287 

PR 


JOKANSSON.G. 

000/190010 

WASTE MGT 

JULIAN C A. 

6037120177 

50 3JH 

HUTCHESON M H 

8807200392 

PR 


JOHANSSON.G. 

8007200332 

waste mgt 

.JULIAN C A. 

8007120107 

£0 200 

HUTC-INS.C C 

8007050267 

50-443 

H 

JOHNSON.A D 

80070501 IB* 

60-312 

O 

JUUAN.C A. 

6007120257* 

50 263 

HUTO.ISONU 

8807130415 

50-307 

n 

JOHNSON.C; 

60Q721O1O1 

50322 

H 

JULIAN, C A 

U097 >207 19 

$0-318 

HUTCH^OWW.D 

080722032 1 

REVIEW GO P 

JOHNSON CE 

6800300045* 

50 298 

O 

^JDA.V.C A 

00 :>7ior>Cfu 

50-261 

HYCEFI-PRaT.S 

0007070300 

50-443 

H 

JOHNSON.CE. 

0007190351* 

50 602 

O 

JUUAN.C A 

080/130201 

£0-250 

hyland.g 

8007070299 

50 443 

H 

JOHNSON.IV. 

9007120245 

50254 

P 

JUJAN.CA 

0B9722O137 

$0-425 

fNGFiincrsovc 

0807200127 

50 322 

G 

JOHNSCN.IM 

0807120442 

50254 

P 

JUUAN.C A 

060 725030 j 

59-4TG 

■NG^ETSON.C 

8807200127 

60-322 

G 

JOHNSON.! M. 

8007100230 

50 254 

P 

JULIAN.RC 

0037070355 

50-443 

f-Gl RRFTSCN.C 

8007200109 

50-322 

G 

JOHNSON, 1 M. 

0007210007 

60 265 

P 

JULIUS. J 

000722020? 

FOIA 

iNGFORETSOM.C 

0807200109 

50-32 2 

G 

JOHNSON.IV 

0007210270* 

50 237 

G 

JURGbLCN.E 

e 007070528 

50 4-13 

interrante.c g 

8007110416 

WASTE RES 

johnson.j 

BG07Q10107 

50-410 

S 

JLiHLRJ.Cr 

0837010207 

FR 

ihtehrante.c g 

8007110430 

WASTE RES 

JOHNSON. J 

6Q0 70 10356 

50 443 

H 

JUSTUS, P S. 

&804 120024 

v;aSTE MGl 

INrERHANTE.C G 

8007110439 

WASTE RES 

JOHN SOM. J. 

8907 *90) 74* 

50 36) 

O 

KADY.P 

O&O7D7O20) 

pn 

IN'ERFIANTE.CG 

0807200244 

WASTE RES 

JOHNSON.J n 

000/010020* 

60-280 

Q 

KAGAN A. 

0007220299 

PR 

IRtLAND.R.F. 

0807 19035 1* 

50-602 

O 

JOHNSON.J n. 

00071 10379* 

50 280 

Q 

KAHLE.J b 

00062 -10331“ 

70 1201 

irwinop 

8007060026 

50-322 

G 

JOHNSON.J n 

CG07T30G82 

50-400 

S 

KAHLf J G 

00O7C6OOJ8* 

50-335 

IRWINO P 

00070G0026 

60 322 

G 

JOHNSON.J R. 

GQ07250257* 

50-333 

O 

KAUIE.J D 

0007 12O4J0* 

59 400 

IB.Y-N D P 

8807060033 

50-322 

G 

JOHNSON.L. 

0007260060’ 

50-102 

P 

KAHLE.J B 

0007120503* 

50*327 

IRA N DP 

0807060033 

50-322 

O 

JOHNSON, L. 

8B07250 1 70* 

50-102 

P 

KAHLE.J 0. 

6807130110* 

70 024 

PAH, OP 

0807060043* 

60-322 

G 

JOHNSON.P, 

6G07109393 

50-362 

S 

KA'SEG.E M 

0007070404 

59 443 

RWiN.D P 

8807060043* 

50 322 

G 

JOHNSON, P. 

8007160172 

£0-362 

s 

KALASKIAN.K 

0007010495 

50 413 

KW-N.O P. 

8007200020 

50-322 

G 

JOHNSON.P, H 

80070603)7* 

60-50/ 

Q 

KAMMEHER.C 

0807070455 

NUBEG 

iRVkf N.O P. 

8007290020 

50-322 

G 

JOHNSON, P.H 

0807130396“ 

60-397 

G 

KAVMEREn.C 

B0O/27O22R* 

PR 

IRAsN.OP 

8007290961 

50-322 

G 

JOHNSON.P H. 

E0O713O441* 

50-397 

O 

KANE HE 

0BO725O2G1 

50 338 

MAW. OP. 

6007293061 

50-322 

G 

JOHNSON.P IT. 

6007 N 022?* 

50-206 

O 

KA.NE.S.E 

0808200303 

$0-2-15 

IRWIN!) P 

8007290064 

50-322 

G 

JOHNSON, R. 

800 70 50550 

60-201 

V 

KAME.WF 

BflO/050213 

$0*213 

IRWIN DP 

0007290064 

60-322 

G 

JOHNSON. R.H. 

063721OO45 

PR 


KANE.WF 

0007060311 

$0-354 

IRWIN D P 

0807200250 

50-322 

G 

JOHNSON, R.L 

8807150122 

60 201 

F 

KAME.WF 

8607130*00 

£0-272 

IHWIN.OP 

0807290250 

50 322 

G 

JOHNSON, R.L. 

6007150259 

60 261 

F 

KANE.WF 

0607200174 

$0-223 

ivonv.B J 

0007100374* 

CONTRACT 


JOHNSON.RL 

6007150266 

SO 261 

F 

KANE.WF. 

0UO72OO176* 

00-223 

JABBOUR.K.N, 

0007010443 

50-4)3 

P 

JOHNSONJ.G 

8007220102 

WASTE MGT 

KANN G A. 

8007070092 

50-443 

JA6BOLR.K N. 

0807110530 

50-413 

P 

JOHNSON .W O. 

8607060577* 

60 313 

O 

KANN NEN.M.F 

080/ 11 05 12 

NUREG 

JA9BOUR K N 

0807120074 

50 413 

P 

JOHNSON.W J. 

8007070370 

TOPREP 


KAPlAN.A. 

0007000440 

60-440 

JAOGOUn.K N 

8007120375 

50-413 

P 

JOHNSON.WJ 

8607130205 

60 601 

K 

KAPLAN. A. 

8507CG0454 

£0-440 

JABS OUR K N 

0807 190381 

50 413 

P 

JOHNSON, W.J. 

8&07 150059 

TOPREP 


KAPLAN, A 

0807120433 

60*440 

JABGO^R K N 

8807200056 

50-413 

P 

JOHNS ON ,W J 

&807 100323 

50 601 

A 

KAPLAN. A 

8807100310 

50 440 

JAB LON SKI, K J 

8007010087* 

50-165 

Q 

JOHNSRUD.J H 

8807210018 

PR 


KAPLAN. A 

8807200120 

60 449 

JACKiW.I N 

0007060364 

50-155 

S 

JOHNSRUD.J.H. 

8807200142 

PR 


KAPLAN A 

Q0072 10920 

60 440 

JACKIW.I N 

0807060386* 

S0-263 

O 

JOHNSTON.G 

0007 100322* 

50 3&1 

V 

KAPLAN A 

8807210033 

60 440 

JACK'W.I.N 

8007120048* 

50-165 

O 

JOHNSTON.J R 

8807190102 

50-155 

R 

KAPLAN. A 

6807220085 

59 440 

JACKvW.UM 

8007190108* 

50-331 

0 

JOHNSTON.KE. 

0807010434* 

B0-275 

O 

KAPLAN.A. 

8007220209 

50 440 

JACliiW.I.N 

0807100340* 

60-440 

0 

johnston.w.v 

8907010037 

50 271 

O 

KARNER.O.G. 

8B07 149200 

50520 

JACK SON ,G. 

000/19021 1 * 

40*7604 


JOHNSTON.W.V. 

0007150007 

50 423 

O 

KAUCHER.J 

8807200177* 

59 223 

JACKSON. K 

0007010405 

5 0 443 

H 

jOHNSrOW.W.V. 

8807200146 

50-4 10 

Q 

KALFWAN.N C 

000629347* 

79 371 

JACKSCN.K A 

0007010273 

PR 


JOHNSTON.W V. 

6807200171 

50-352 

O 

KAUFVAN.-N C 

800721030/ 

70-37* 

JACKSON R 

B807 130305 

50-249 

s 

JOHNSTON.W.V. 

6807200192 

50-220 

O 

KEARNEY. J J 

8007U 70302 

50 443 

JACKSON.R 

8007250420 

50 249 

S 

JOHN STONE .D.L 

0007220109 

$0-443 

H 

KEA nNG.r.H. 

00072 10C 06 

50 4f0 

JACOBS.O 

8007180347 

PR 


johnstonej 

080722000 1 

50 443 

H 

KECY.J.D. 

0007960371 

50 20$ 

JACOBSON. G A. 

0007010320 

50-443 

H 

JOLLEY.J Ed, 

0037190304* 

50-327 

O 

KEENAN.J.S 

0BO7210P14 

50-24$ 

JACOB SON. P.L. 

0807070432 

PR 


JONAS.S A. 

6807070113 

50-443 

H 

KEENAN.J S 

0807250120 

50-336 

JACOB Y.DL. 

8607130450 

40*0452 


JDNAS.SA 

0807200020 

50-443 

G 

KEENAN.J S 

0007250120 

50-336 

Jacoby, d l. 

8007140230 

40-0462 


JONAS.S A 

68072900 13 

50-443 

G 

KEIMIG.R.R 

8007070143* 

50-5 



KElMiG.R.fl. 

6807210285* 

50-245 

O 

KIRSCH.O.F. 

KEISER.HW. 

6806300016 

60-387 

1 

KIRSCH.O.F. 

K0SER.HW. 

8807050513 

50-307 

P 

KITCH.CL 

KEISER.HW. 

8607070216 

50-367 

F 

KLEIN.SM, 

K5ISER.H W. 

8607)10298 

60-307 

F 

KlE'.N.W J. 

KBSER.H.W 

6807200335 

60-387 

Q 

KLEINSORGE.W.P. 

XElSER.H.W. 

8607250405 

50-307 

O 

KLING.C. 

XEI&ER.H.W. 

8607250441 

50-307 

R 

KLINE.G. 

KBZER.R. 

6607060531 

50-442 

H 

KUNE.R.P. 

KELIEHER.A0. 

6807050159 

50-443 

H 

KLINE.R.P. 

KELLEY, DJ. 

8807220 108 

50-443 

H 

KNIGHT.B.E 

KELLY .J A 

0806290487' 

60-268 

O 

KNIGHTON, GW 

KELLY.J.L. 

0807010721 

50266 

P 

KNIGHTON, GW. 

KELLY.J.L. 

8807070519 

50-269 

P 

KNIGHTON, GW. 

KELLY.J.L. 

8807070535 

60 259 

R 

KNIGHTON, G.W. 

KELLY, J L. 

8807060018 

50 269 

P 

KNIGHTON, GW. 

KELLY.J.L 

8607120193 

60-327 

R 

KNIGHTON, GW. 

KELLY ,W.J. 

8807220090 

60-275 

S 

KN0P.RC. 

KELWERS.AD. 

8807110502 

WASTE RES 

KN0P.RC 

KELLERS. A 0. 

8807220188 

WASTE RES 

KNOP.RC. 

KELSEY.B. 

8807080590 

50-443 

H 

KNQP.R.C. 

XEMP.L S. 

6807010198 

PR 


KN0X.E. 

KEMPER.J.S, 

8806290281 

50353 

A 

KN0X.E 

KEMPER J S 

8807080162 

50-353 

O 

KNOX.E 

KEMPER J S 

8807130221 

50-353 

A 

KNOX.E. 

KEMPER.JS 

0807220369 

50-353 

O 

KNOX.E 

KEMPER.JS 

Q0O725OO26 

50-353 

Q 

KNOX.E 

KENDRICK, JO 

8907010170 

Pfl 


KNUTH.D F. 

KENNEDYJ e 

8807220032* 

WASTE MGT 

KOBR'CK.T E. 

KENNEOY.J E. 

8007220035* 

WASTE MGT 

KOCHER.DC. 

KENNEY.SJ 

6507050130 

PR 


K0CHMAN.DJ. 

KENNY.R 

0807120477 

60 443 

H 

KOHN.M. D. 

KENRICK.S.A 

8807050173 

50-443 

H 

K0HN.M.D. 

KENT,C. 

6807050097 

50-443 

H 

KOHN.M D. 

KEPPLER.JG 

8407020176* 

NUREG 


KOHN.M D. 

KEPPLER.JG 

6007150309* 

PR 


KOHN.M. D. 

KERCH.H.W. 

B8O7260335 

PR 


KOHN.M D 

KERR.W. 

680523 0033* 

WASTE MGT 

KOHN.M D. 

KERR.W. 

8807110517 

ACRS 


KOHN.M D. 

KERR.W 

8007110523 

ACRS 


KOHN.M D. 

KERR.W 

0807 1 10540 

ACRS 


KOHN.M O 

KEHRY.J. 

8007070370 

50-444 

H 

KOHN.M O. 

KERSHOW.WV. 

8807070470 

50 443 

H 

KOHN.M D. 

KESHNER.C 

8007010503 

50-4 43 

H 

KOHN.M O. 

KETCHEL.S 

B807050230 

50443 

H 

KOHN.M 0. 

KHATIB-RAHBAR 

6807070446 

NUREG 


KOHN.M 0 

K1DO.OG 

BS07090132 

PR 


KOHN.M D. 

KtOO.OG 

8007190170* 

FOIA 


KOHN.M 0. 

KtLCOYNE.MR 

8807070220 

50-443 

H 

KOLONOSKI.DE. 

KILEY.GJ. 

8807050174 

50 443 

H 

KOLTAY.P.S. 

KHEY.M 

8807050400 

50-293 

H 

KONKLINJ.E. 

KILGORE.BE 

8807060439 

50-327 

S 

KONOPXA.O- 

khgore.be 

8807120218 

60-327 

S 

KONOPKA.F. 

KH.MARTINS.MF. 

B807200236 

PR 


KONOPKA.K. 

KIMBALL.HS. 

8807070250 

50-443 

H 

KONOPKA.M. 

KING.C A. 

8807010184 

PR 


KONOPKA.P. 

KING .IP. 

8807I2042B* 

50-338 

O 

KONWINSKI.GR. 

K1NGA..P. 

8807120433* 

50-338 

Q 

K0NW1NSK1.GR. 

KING.M 

8806290087* 

50-346 

V 

KONWINSKI.GR. 

KING.P 

8807070273 

50 443 

H 

KONWINSKI.GR. 

KING.T.L. 

8807070437 

NUREG 


KONWINSKI.GR. 

kingsley.o 0 

8808590154 

50-416 

P 

KORSTAO.DC 

KINGSLEY.O 0 

8807060074 

50-416 

P 

KOSAREK.L J. 

kingsley.od 

8B07060344 

50 416 

H 

KOTKOWSKI.E.J. 

KINGSLEY.O D 

8807C6Q456 

60-416 

F 

K0TK0WSK1.G.A, 

KINGSLEY.O 0 

8807060484 

50-416 

S 

KOTTAN.J J. 

KINGSLEY.O 0 

8807070379 

50 4 16 

P 

KOWALSKI ,S.J. 

KINGSLEY.O 0 

8807070386 

60*262 

P 

KOZUP.C.S. 

KINGSLEY.O O 

88071 10305 

50 416 

P 

K02UP.C.S. 

kingsley.o.o. 

0807120296* 

60-313 

P 

KRAFT.M. 

kingsley.o.o. 

8807120574 

60 416 

G 

KRAMEP.F. 

KINGSLEY, 0.0 

8807130019 

60-416 

P 

KRAUSE.C.W. 

KINGSLEY.O.O 

8807,130044 

60 416 

G 

KRAUSE, CW. 

kingsley.o d. 

8807140039 

60-416 

1 

KRAUSE, R.W. 

KINGSLEY.O.O 

8807140044 

80-416 

P 

KRAUSE, $. 

KINGSLEY.OO. 

8807180067 

60-416 

Q 

KRAUSKOPF.K.B. 

KINGSLEY.O 0. 

8007200314 

50 416 

S 

KRAUSKOPF.K 0. 

KINGSLEY.OO 

8807220180 

60-416 

P 

KRAUS KOPF.K 0 

KINGSTON.G. 

8807060107 

60-443 

H 

KRAUSKOPF.K.B. 

KINTNER ,L.L. 

8807200368 

6Q 416 

P 

KRAUSKOPF.K.B. 

kirby.j. 

8007010045* 

50424 

O 

KREH.JL. 

kirchhoff.s.a 

8807050431 

60-443 

H 

KREHJ.R. 

KIRK.R.L. 

8807250042* 

50-102 

P 

KRIEGER 

kirkwood.a. 

8607010031* 

50-309 

O 

KRIEGER.K. 

KIRKWOOD.A 

0807050252* 

50-246 

Q 

KRIEGER.R S. 

KIRSCH.D F 

6006260194 

60 276 

P 

KRIMM.R.W. 

KIRSCH.O.F. 

8007050099 

60*344 

Q 

KRIMM.R W. 

KIRSCH.O.F. 

0807050104* 

60-344 

O 

KRIMM.R.W. 


8007050114 

60-312 

Q 

KRONICH.C.L. 

0006230319 

50-265 

S 

BB071 10214 

60*344 

O 

KRONICH.C.L 

0006290374 

50-265 

S 

0007200116 

60-32 2 

H 

kuban.t A. 

0807120644 

50-265 

S 

8B070803B2 

NUREG 


KUOFUCK.J. 

0807190233 

TOPREP 


0007080016 

WASTE MGT 

KUEMIN.J L 

0607050209 

£0-255 

P 

8807250322* 

50-261 

Q 

KUEMIN.JL. 

8807050306 

50255 

P 

8007200086 

50*440 

M 

KUHLMAN.G C 

8007070412* 

TOPREP 


8807070159 

PR 


KUHN.H. 

8007160035 

60 443 

H 

6807220269 

71-65Q 


KUKENE.G A 

0807010322 

SO 443 

H 

8807220276* 

71-656 


KUNCL.LG. 

0007000038 

60-298 

P 

0807180135 

70-143 


KUNIHIRO.D. 

8607 1 1 0223 

60-275 

S 

0807010014* 

60-344 

P 

KUNOWSKI.MA 

6607190195' 

50-346 

G 

0807050359* 

60-344 

P 

KUSELY.H E. 

0607050300 

50 443 

H 

0BO7O5O396* 

60-344 

P 

KUZO.G 0. 

0007130079* 

70-27 


0807110258 

50 520 

O 

KWASNIK.J.M 

0807070424 

PR 


8807190312 

60*312 

P 

KYTE.J.R. 

8007120172 

50 443 

H 

8007220302' 

50-530 

P 

LABRUNA.S. 

0007010162 

SO 354 

S 

8807080320 

50-440 

s 

LABRUNA.S. 

6807160360 

60 364 

n 

8007200291 

60-260 

Q 

LACEY, AC. 

8007120513 

50 443 

H 

8807220267 

60-305 

G 

LACKER.OK. 

QB07250429 

WAS1C MGT 

8007220259* 

50-305 

Q 

laflamme.n h. 

0807070540 

PR 


0807050176 

50-320 

P 

LAFONTMNE.T. 

8007010401 

PR 


08O7OBO121 

CONTRACT 


LAGRANGE, R G. 

0007210273* 

50-237 

0 

0007080139 

CONTRACT 


LAIRO.D.J 

0807010557 

pn 


06O7OBO24I 

CONTRACT 


LAMBERT, DC 

6807060612 

50 443 

M 

0007210193 

CONTRACT 


LAMBERT.J. 

6007010166 

50 443 

H 

B8Q722OO80 

CONTRACT 


LAMBERT, P.A 

8007150230* 

50-270 

P 

86071201 18 

PR 


LAMENDOLA.C. 

0607210041 

Pfl 


60O720O3B4 

PR 


LAMIE.DM 

8307010709 

50-443 

H 

B0O721OO57 

PR 


LANCE.J J 

0007010263 

PR 


8007070033 

PR 


LANCELLOm.J. 

0807210004 

50-322 

H 

8807110035 

50-445 

G 

LANDIS. M R 

6007 120392 

40-7604 


8807110030’ 

50-445 

G 

LANDIS, M.R 

0007120592 

40-7604 


8807110042* 

50-445 

G 

LANE.R. 

0007050-126 

50-443 

11 

8807110050* 

60-445 

G 

LANE.S J. 

8007070241 

50-443 

11 

8807140032 

60-445 

G 

LANGLEY, JR. 

0607180219 

TOPREP 


8807140035* 

50-445 

G 

LANGIOIS.S.J. 

0507010295 

50-443 

H 

8807140038 

60 445 

G 

LANKES.J D. 

8007200113 

50-322 

H 

8807140047’ 

60-445 

G 

LANNING.W 

0000300140 

5U-203 

S 

8807140054* 

50 445 

G 

LANNING.W. 

0807 120066 

50-247 

S 

8807U0055' 

50*445 

G 

LANNING.W. 

6007140114 

50-302 

S 

8607160031 

50 445 

G 

LANPHEn.M.H, 

0007140010* 

60-322 

G 

0 BO? 150032 

50-445 

G 

LANPHER.H.H. 

ODD714CO10' 

50-322 

G 

8807150034 

50-445 

G 

LANPHER.L.C. 

0007110023 

50-322 

G 

0807150067 

60-445 

G 

lanpher.l.c. 

0007 110023 

50-322 

G 

8807150085 

50 445 

G 

LANPHER.L.C. 

0007140010 

50-322 

G 

8807200054 

50-446 

G 

LANPHER.L.C. 

B607140010 

80-322 

C* 

0007200063* 

50-445 

G 

LANPHER.L.C, 

0007140053 

50-322 

G 

0807070337 

50-443 

H 

LANPHER.L.C 

6607140053 

50-322 

O 

0607110079* 

60-280 

Q 

LANPHER.L.C. 

0807220019 

50*322 

G 

8807110399* 

60-240 

O 

LANPHER.L.C. 

8007293070 

50 322 

G 

Q 807 120541 

PR 


LANPHER.L.C 

8007200078 

50 322 

G 

0607120529 

PR 


LANPHER.L.C. 

0807140040 

50-322 

G 

6807120526 

PR 


LANPHER.L.C. 

6807140040 

60 322 

G 

8007 120536 

PR 


LARKINS.J T. 

0607160144* 

FOIA 


8007120522 

PR 


LAROCHEAP. 

0007010605 

53 443 

H 

8807150041 

408102 


LAROCHE, G. 

080719C059 

70 024 


8807160184* 

40-299 


LAROCHE.G. 

8007220298 

70-824 


8807 180060 

40-8911 


LARSEN.L. 

8007010223 

50 443 

H 

8807100083 

40-8684 


LARSON, CE 

0007180245 

50 203 

O 

0807250418 

40-6859 


LARSON.CE. 

0007100260 

50-202 

0 

8807060081 

50-344 

J 

LARSON, W.G. 

00070 102D4 

50 443 

H 

0807220010 

50-320 

G 

LARUE. M.J 

000 6 20 00 54* 

XPORTLIC 


0607050183 

50-443 

H 

LASCELLE.K.E. 

0007200046 

PR 


8807010143 

60 443 

H 

LASH.J. 

8007220243 

PR 


8807200148* 

50-309 

Q 

lash.tr. 

0807200071 

PR 


8807120673 

60*277 

G 

LATHAM.S B. 

0007110066 

60-322 

G 

8806290309 

50-255 

F 

latham.s.b. 

0007110066 

60-322 

G 

8807260021 

50-256 

F 

LATH AM. SB. 

8807200045 

60-322 

G 

8607220329 

PR 


LATHAM.S B. 

0007200045 

50 322 

G 

8807200270 

60-443 

H 

LATHAM.S.B. 

8007220072 

60-322 

G 

8807190088* 

60-208 

R 

LATHAM.S B. 

8007220072 

60-322 

G 

6807220374* 

60-266 

R 

LATIMORE.K. 

8807010301 

PR 


6807210070 

50-298 

S 

LATTA.R.M, 

0807120493* 

50-261 

O 

8807200304 

50-322 

H 

LATZ.J.E. 

6007060211 

WASTE MGT 

8807120306 

ACRS 


LAT2.JE 

0007100096 

WASTE MGT 

8807120443 

ACRS 


LATZ.J.E. 

0007190020 

WASTE MGT 

8807120517 

ACRS 


LATZ.J.E. 

0807220260 

WASTE MGT 

0607120711 

ACRS 


LATZ.J.E. 

0807220272 

WASTE MGT 

8607120718 

ACRS 


LAUER.E. 

8807200091 

50-443 

K 

8607120154* 

60*250 

Q 

LAVERDUflE.C. 

8007120130 

50-443 

H 

0807120605* 

60-413 

Q 

LAW.J. 

0007100046 

PR 


8807250149’ 

60-361 

P 

LAWRENCE.EH. 

800 7200 HI 

60-443 

H 

8606300341 

60-247 

R 

LAWYER.L. 

8807120257* 

60-269 

Q 

8807120014 

50*315 

F 

LAZARUS.WJ. 

0807070282' 

50-322 

Q 

8607050022 

50-26? 

F 

LAZARUS, W.J. 

08072C0100* 

50-333 

F 

8607050044 

50-440 

P 

LAZARUSWJ. 

8007200134* 

50-219 

E 

8607200373 

50-216 

F 

LAZARUS.W.J. 

8807200141* 

50-277 

E 


LA2ARUS.W J 

8BO72CO108* 

50-333 

O 

LA2ARUS.W J 

8007210208* 

SO 443 

O 

LAZARUS, W J 

000 7220 174* 

50-322 

F 

LAZZARA.A M 

0807050259 

50-443 

li 

LEARVG E 

8806300402’ 

50-443 

1 

LEARV.P 

8007050046 

50 443 

H 

IEAVITT.M E 

8B07070255 

50 443 

H 

LEE.B, 

8807120504 

REVIEW Gfi P 

ICE.DE 

B8O7O0OO77* 

CONTRACT 


LEE F C 

8807250035* 

50-102 

P 

LEE J D. 

8007180164* 

FOIA 


LEE J 0. 

8807180170* 

FOIA 


LEE fi T 

8807050253 

PR 


LEE.T.O 

0006300140* 

70*143 


LEEMIN3A A 

8807050261 

50-443 

H 

LEGENDRE At 

8807010201 

50 443 

H 

LEITFFAO.WC 

8807010528 

50-443 

H 

L£ TMAN.L.W 

8007080214 

50-219 

S 

LEVONS.J.R. 

8807250430 

GO 317 

F 

LENAI'ANJ.J 

0807250026* 

50 324 

Q 

LENNART2.J. 

0807190356* 

50-344 

Q 

CENONVV 

0807010153 

60-443 

H 

LENT NE.F.G. 

8807120092* 

50*295 

O 

LEM NE.F.G. 

8607120546 

50-295 

0 

L£N7*NE.F.G 

8807210019 

50 304 

p 

LENTINE F.G 

0007250330 

50*455 

p 

LENT2.E S. 

8807070062 

50-143 

H 

LECNARD.J.D. 

8806160100 

50 322 

P 

LECNARD.J.D 

8007070054 

£0-322 

P 

LEONARD.JD. 

0007130090 

50-322 

O 

LEONARD, JO. 

0807200130 

71*9168 


LEONARD, J.D. 

8907250105 

50-322 

F 

LEONA PD.J.D. 

0007250198 

60 322 

P 

LECNARD.J.D 

0007250206* 

50-322 

P 

LEONARD. J D. 

0807250216 

50-322 

P 

LEONAnD.J 0 

6807250220* 

50 322 

P 

LEONARD.J D 

0007250350 

PR 


LEONE.P A 

8007010011 

50 443 

H 

LEflNERM H 

0007210014 

60 322 

H 

lehov.se. 

0007130291 

50*389 

S 

LEPOY.S.E. 

0007130379 

50 369 

S 

LEFOY.SE 

0007130400 

50-369 

s 

lef.oy.se 

0807130436 

50 369 

s 

LEROYS.E. 

0807130452 

50-370 

s 

UfiOYS.F. 

0807250106 

50*370 

s 

LERQY.S.E 

0007250204 

50 370 

s 

LESSER. MS 

0006200361* 

50-413 

Q 

LETODRNEAU.L J 

0807050340 

50*443 

H 

LETSC-E.K J. 

BOO 7 0600 1 4 

50-322 

G 

LETSCHE.K J. 

8007060014 

50-322 

G 

LETSCHE.K J. 

800/200217 

50 32 2 

G 

LETSCHE.KJ. 

8007290217 

50 322 

G 

LEVESQUE, N T. 

080706050/ 

50*443 

H 

lew.me.g n 

0007210104 

PR 


LEVINE. J.M 

8007070563 

50 313 

Q 

LEVISE J M. 

0007130176 

50*368 

S 

LEVINE .J M 

0007180149 

60-313 

Q 

LEVlNc.R.C 

0007200234 

PR 


LEVIN SKY. A 

0807200101 

PR 


LEVIS.W 

0807190302* 

50 324 

Q 

lEWALLEN.J.T 

0807010723 

SO 443 

H 

LEWIS, J. 

8807200012 

PR 


LEWIS.M 

0807200091 

PR 


LEWIS. M 1 

0807010312 

50-320 

H 

IEWiS.Sh 

0807060030 

50-320 

G 

LEW'S. S.H. 

Q807C60053* 

50-320 

G 

LEVYjS.S.H 

QQ07080067 

50*320 

G 

lEWlSSH 

8007110092 

50*320 

G 

LEWlS.S H. 

8807200081 

50-320 

G 

LEWlS.S H. 

8807220037 

60-320 

G 

LEW S.SH. 

8807220050 

60-320 

G 

L EEERMAN.J 

8806290227 

60-520 

G 

UEEERMAN.J 

8007010021 

ORG 


L IE BERM AN. J 

0007060109 

50-498 

Q 

UEBERMAN.J 

0807070484 

50 295 

Q 

U5BERMAN.J 

880 7080304 

50-348 

Q 

UEBERMAN.J 

8807120075 

l&E 


UEBERMAN.J 

8007120262 

60-72 

O 

UEBERMAN.J 

0807210017 

l&E 


LIEOSS.RH 

8607070510 

50 443 

H 

LILIENTHAL.OE 

8807200275 

60*293 

H 

UNEHAN.J 

8907220008 

WASTE MGT 

LINEMAN J. 

8007220010 

WASTE MGT 

UMEHAN.JJ. 

8B070 10673 

WASTE MGT 

L'NEHAN.J J. 

8807060247 

WASTE MGT 

L NEHAN.J j 

8807060204 

WASTE MGT 

LINEMAN J J 

8807060448 

WASTE RES 

LINEHAN.J J 

8007120127 

WASTE MGT 


LINEHAN.J J. 

B807 140001 

WASTE MGT 

UNENBERGER.G 

6607290004 

50-443 

G 

L1NVILLE.J.C. 

860701091 1 

50-27 7 

R 

LINVILLE J.C. 

8607 1 10390 

50*277 

R 

LINV1LIE.J C. 

8607200269 

£0*277 

n 

LIPMAN.M 

8007050372 

50-443 

H 

LIPPOLD.W-J 

6807060101 

50 317 

Q 

inTLEFIELD.G 

6807200106 

PR 


LITTLGFIELO.P 

8807010374 

PR 


LITTLEFIELDP 

83072G9213* 

£0 443 

G 

LIVERMORE 

8607250145* 

60*445 

Q 

uvehmore.h.h. 

8607080014* 

60 445 

O 

UVEHMORF.H.H. 

8807250125* 

50 445 

Q 

LIVERMORE, HH. 

8607250164* 

50 445 

Q 

LIVERMORE, HU. 

8837250203* 

50 446 

Q 

UZOTTE.RG 

8B07070352 

50-443 

H 

LO,K. 

6807200362* 

71-9103 


LO.n.H. 

8307060504 

50*261 

P 

LO.R.H 

8807120476 

50*261 

P 

LO.n.H 

8007120552 

50 261 

F 

LO.n.H 

BBQ7250360 

50*26 l 

P 

LOOER.J.E 

6807120149 

50-413 

H 

LOESCH.R 

8307050206* 

50*223 

Q 

LCESCH.R 

0907200216* 

50*269 

Q 

LOFUN.L.I 

8900290506 

50 324 

P 

LOFLJN.L J 

BB0639001 ) 

50201 

P 

LOFLIN.L t 

6807C50374 

50 261 

S 

LOFLIN.LL 

8QO7O70537 

50 324 

Q 

lofun.l 1 

0907070559 

50 324 

V 

LOFLIN.L 1 

8G07220057 

50 324 

Q 

LOFUN.L.I 

0507250392 

50-324 

P 

LOFLIN.LL. 

0G0712C556 

50*400 

H 

LOGSDON.M J 

8007 120577 

WASTE RES 

LOGSDON M.J. 

8907 180 139 

WASTE RES 

LOGS DON .M.J 

0007 180 1 4 1 

WASTE RES 

LOGUE.K.A 

0007070152 

50*443 

H 

LOGUE.n. 

0007070001 

50*443 

H 

LOGUE, n.H 

0006300173 

50*277 

S 

LOGUF..R M 

8Q07C60223 

50*27? 

s 

l.OGUE.R h 

8007070042 

50*277 

s 

LOGUE.FUL 

B8070/0157 

50-352 

s 

LOHAUSP. 

680 7080 5B3 

WASTE MGT 

LOHAUS.P.H. 

8800 283255 

WASTE MQT 

LOHAUSP H. 

8807060534 

WASTE MGT 

l.ONG.A.fl, 

8GC629Qt92' 

60-327 

Q 

LONG.JL 

8807060280 

50-327 

S 

LONG.JL. 

8807120132 

60 327 

S 

LONG.JL. 

8807120176 

50-328 

S 

LONG.R.L 

8807120700 

60 219 

P 

LONG, W.O 

8807120630 

E0P9B 

P 

LONG, WO. 

8Q07 150172 

60 208 

P 

LONG,W O 

0307150174* 

60 208 

P 

LONG, WO 

3007150175 

60 200 

P 

IONNEMANP. 

8607130457' 

ORG 


LOOMIS, G 

6607110521 

NUREG 


iono,M. 

8607050193 

50443 

H 

LORO.W.S 

8Q07Q7051G 

60 443 

K 

LORJON.J. 

OBO72OOO01 

60-260 

G 

LOSS.F.J. 

6B07120353* 

CONTRACT 


Loux.nn. 

6007210243 

WASTE MGT 

LOUX.R.R. 

8807210254 

WASTE MGT 

LOVE.RS 

8907070133’ 

60 24 7 

Q 

love, ns 

8907100356* 

50-344 

Q 

LOVETTP. 

8907070204 

pn 


LUBENAU.JO 

8007010597 

NUREG 


LUDENAU.JO. 

B6070 10651* 

NUREG 


LUBENAU.JO 

0807010708* 

NUREG 


LUBENAU.JO. 

B807070455 

NUREG 


LUCAS, W. 

8Q07010119 

PR 


LUEHAM.J. 

880712026? 

60-72 

Q 

LUKG,J.H. 

8907010096 

pn 


LUMSDEN.L. 

0007010504 

50-443 

H 

LUPTON.JF. 

0007180268 

PR 


LUSSIER.R. 

8007070368 

50*443 

H 

LUTKEN.D.C. 

0007140043* 

50 410 

1 

LYNCH. MO. 

6607000155’ 

50-331 

P 

LYNCH. S. 

8007010619 

PR 


LYON.DM. 

8807210036 

50*374 

S 

LYON.W. 

8907130106 

TOPREP 


LYONS.DC. 

QB07160251 

PR 


LYONS. E 

B0O7O7O1B9 

50-250 

S 

MABY.EC 

8807220002 

60-443 

H 

MACOONALD.C e. 

6807010039 

71*9029 


MACDONALD.C E. 

88070701 0B 

70-2479 


MACOONALD.C E. 

8807080302 

71*9032 


MACDONALD.C E. 

88071 10282 

71-6613 


MACOONALD.C E. 

88071 10522 

71*9100 


MACDONALD.C E, 

8807110529 

71-8574 



MACDONALD.C E. 

B3071 10534 

71-9036 


MACDONALD CE. 

6307100296 

71-9102 


MACOCNALD.CE. 

8607100362 

71-9036 


MACDONALD.C E. 

0807200197 

71-3002 


MACDONAIO.C E. 

B8072G0301 

71-210 


MACDONALD.C.E, 

8807200306 

71 642 


MACDONALD.C E 

8807200339 

71-408 


MACOONALD.C 6. 

6007200343* 

71-498 


MACDONAlO.Ce. 

6807210131 

71-9182 


MACDONAIO.C. E 

BG07210134* 

71*016? 


WACDONALD.DG 

8907210166 

50 203 

F 

MACDONALD, J A. 

8806290400 

50-443 

F 

MACOONALD J.A. 

8807CI03I4 

50-443 

H 

MACE.M. 

8807 1801 45 

CONTRACT 


MACE.M H 

8B071B0132 

CONTRACT 


MACE.M H 

0607180130* 

CONTRACT 


MACE.M H. 

0607180150* 

CONTRACT 


MACE.M H 

8807210000 

CONTRACT 


MACE.M K 

6807210094* 

CONTRACT 


macfarland.e. 

8007010132 

50 443 

H 

MACFARLANE.W A 

6607180015 

50-443 

H 

MACKIE.0.A 

6807190040 

50-322 

H 

MACMILLAN. S. 

6807250153* 

CONTRACT 


MACDEN.P.M 

8 9 07 100045* 

£0-424 

Q 

madea.r w. 

8 B07 120263 

60-443 

H 

MADEPA.T J 

6&070G0326 ' 

50-450 

O 

madeda.t.j 

8Q07120070’ 

50*450 

O 

MADEDA.T.J 

09O712OOC5* 

50*203 

O 

MAOEJ.EV 

0&O 7050 147 

50-443 

H 

magette.t. 

8607200074 

60*171 

H 

MAGGIO.L 

680701 00 B1 

PR 


mahan.wf 

8B07050203 

50 443 

H 

mahr.t a. 

8B07180254 

pn 


MAILHOT.T. 

0BO7O7O349 

60*443 

H 

MAKOWICZJ.L. 

BB07050515 

PR 


MAKOWICZ.M.J 

QQ07070160 

50443 

H 

MALDEN.J.L 

0007120206* 

60 313 

P 

MALIONIK.S 

8007120532 

60 443 

H 

MALLE rr.o. 

DB070 10309 

I8E 


MALLETT.B. 

0807 1 20025 

<&E 


MALLETT.B. 

8007100191 

l&E 


MALLETT.Q. 

8B07 1G0326 

60305 

S 

mallett.q. 

0007200360 

l&E 


MALLETT.B. 

0007220225* 

FOIA 


MALLETT.8.S. 

6G07G6Q12Q 

50483 

Q 

MALLETT.B S 

0007060174 

50-295 

Q 

MALLETT.Q S. 

0BO7O B0325 

50-456 

O 

MALLETT.B S. 

0007 120070* 

50 456 

Q 

MALLETT.B S 

8807120005* 

50-263 

O 

MALLETT.B S. 

8007190162 

50-10 

F 

MALLETT.B S. 

8B07250017 

50-123 

Q 

MAUOY.M. 

6807100303 

50 445 

T 

MALODY.CW. 

6807260020* 

XPORTLIC 


MALOOY.C.VV, 

G607250029 

XPORTLfC 


MALONE, 0.0 

8607070194 

60*323 

S 

MALONEY.W.M. 

8607070057’ 

60*322 

P 

malsch.m.g. 

6807070600* 

STATE PROG 

MANDELt.S 

6807200167 

pn 


MANGAN.CV. 

6807060560 

50*220 

O 

Man ix, e a. 

8607220123 

60-443 

H 

MANLEY.W K. 

8607200233 

PR 


MANN.O E 

6807050034 

WASTE MGT 

MANN.OE 

6807110143 

WASTE MGT 

MANN.D.E. 

6007220191 

WASTE MGT 

MANN.M.A 

8 B0 70 104 21 

50*443 

H 

MANN.n.G. 

8807010413 

60 443 

11 

MANNINGS. A. 

&8071803&9 

PR 


MAPABITO.R. 

6807160191 

l&E 


MARBLE P.E. 

0007070497 

£0 443 

H 

MARCHI.J.L 

8007060616 

pn 


MARGUUES.MB 

8807110012 

60 603 

G 

MARGULIES.M.B 

8807290330 

50-603 

G 

MARIAN.M.J. 

8007010183 

PR 


MARIE.R.F. 

0807010400 

PR 


mariotte.m. 

0BO722OO1 1 

PR 


MARK.JC 

8507120701 

ACRS 


MARKEY.E.J. 

8703060130 

COMMISSION 

MARKEY.E J. 

8807070335 

50 443 

H 

MARKEY.EJ 

8007200325 

50*322 

H 

MARKLEY.M. 

8807050240* 

50 30B 

Q 

MARONCELL1.F 

0807010201 

50*443 

H 

MARRS.KF. 

8807050290 

pn 


MARSH.C.P. 

BB070 10637 

50-443 

H 

MARSH, S 

0607010236 

50*443 

H 

MARSHALL.BM- 

8607070520 

50-200 

S 

MARSHALL, F.R 

8807070324 

50*443 

H 

MARSHALL, JS. 

8606300053 

60-445 

1 

MARS HALL, S. 

0607220234 

PR 



HU 1 r 

NUMBER 

CATEGORY 


number 

CATEGORY 


NUMBER 

CATEQOnv 

M ARSHALL.W J 

B907UJGOLQ 

CO-269 

K 

MCCOY.F R 

88D7O0OOC8 

50*259 

Q 

MEDFORD.M.O 

000/190155 

50*361 

0 


6d07 140253 

50-340 

F 

MCCOY.F R 

BQ07060413 

50*327 

Q 

MEDFORD.M O 

80071002GB 

£0-361 

P 

lYl “ njUlT, U U 

MARSTCN FI 

6205230031' 

70-1201 


MCCOY.F R 

0807120228 

50-43B 

O 

MEDFCRD.M.O 

800/200020 

50-206 

P 

MARSTCN R R 

6807120438' 

f,0 .400 

0 

MCCOY ,F R 

0807120590 

50*327 

O 

MEDFORD.M.O 

000 720 00 J1 

£0-206 

P 

MARSTCN R.R 

teo? 1 301 IB' 

70-024 


MCCOY.F n 

0007250262 

50*393 

O 

MEDFORD.M.O 

0807210399 

50-206 

P 

MARSTCN.W. 

E907010286 

50-443 

hi 

MCCOY F R 

080 7250265' 

50-393 

Q 

MEDFORD.M.O. 

0007220040 

£0-206 

P 

MARTEL, RE 

6807010570 

50-443 

H 

MCCOY. S B 

0807220376 

71-9210 


MEDFORD.M.O 

0007220100 

£0-206 

0 

MAR HU j 

6807 UCOW 

CO-260 

P 

MCCRACKEN, DM 

0807010106 

PR 


MEDFORD.M.O 

0007250276 

£0-206 

P 

MARTIN J B. 

66070501 13 

50-526 

Q 

mccrath.j 

0007070166 

16 E 


MEDLOCK.R L. 

0007010235 

4U 0452 


MARTIN J B 

6007130439 

50*397 

Q 

MCCRlGHT.O. 

8007110466 

WASTE MGT 

MEEHAN, B. 

6007050330 

CONTRACT 


MARTIN, R 0 

680701022/ 

50-46? 

O 

MCCRORY.S L. 

8607070560' 

50*498 

V 

MEEHAN.B 

800/000051 

CONTRACT 


martin'r d 

B607l&OUr 

FOIA 


MCCUMBER.JT. 

8e070l02l2 

PR 


MEEHAN.B. 

R007120315 

CONTRACT 


MARTlffR D. 

8607P10151 

50-265 

O 

MCDANIEL, D 

80071 20162 

50-443 

H 

MEEHAN.B. 

0807120336 

CONTRACT 


MARTiN R E 

6007050497 

50-27? 

P 

mcoaniel.kk 

8007130-127 

WASTE MGT 

MEEHAN.B. 

0007130184 

CONTRACT 


MARTYR e 

6907110315 

50-27/ 

P 

MCDAVITT.DF. 

8007010352 

Pfi 


MELAS KYRIAZI 

0007010090 

50*443 

H 

MARTiN.fi L 

6907010303 

PR 


mcoonald.o 

0907210308 

50-293 

F 

MELCHIORRE.A A 

6007050248 

50-443 

H 

MARTiNlfi n 

6007060507* 

CONTRACT 


mcdonald.og 

0907120557 

50*293 

P 

MELFI.J 

6807140214' 

50-312 

0 

MARTlN'w G. 

6807210205' 

50*245 

O 

MCDONALD.OG. 

0007160160 

50*293 

P 

ME12ER.G.M. 

6607 1 90266 

50*322 

H 

MASCHKA Pfi 

6907220307 

70*1359 


MCDONALD.OG. 

6007220323 

50-293 

P 

MENDEZ.R 

660/120224' 

50-254 

0 

masnik.m’t 

0907070539 

50-320 

P 

MCDONALD.OG 

0807250408 

50-293 

P 

MENDEZ.fi. 

6807200306' 

50-237 

0 

MASMK W T 

6R07070574 

50*320 

P 

MCDONALD, G F 

B0O7O1O395 

PR 


MENDONCA.M.M. 

8607010434* 

50 275 

0 

MASNYK.O.M 

6907210239' 

50-340 

0 

MCDONALD, HP 

0806290268 

50-424 

P 

MENDONCA.M.M 

660/050100' 

50-344 

0 

MATCHETT SO 

6907150033 

50*322 

G 

MCDONALD.R p. 

B30 7063 164 

50-340 

F 

MENGE.fi-C. 

6607190154 

50*315 

s 

MATCHE \ fS D 

B9071 50033 

50-322 

G 

MCDONALD.W.G- 

8807003152* 

PR 


MENGERS.C.A. 

0607070157 

50-352 

s 

MATHEWS. R. 

6907120-138 

50-443 

H 

mcdonald.w.g. 

BQ07083176* 

PR 


MENGEAS.CA 

06070/0219 

50 352 

s 

MATHHEWS.DB. 

6607130409* 

50-269 

Y 

MCDONAID.W.G. 

0807140240 

PR 


MENGERS.CA 

8607 120260 

50-352 

s 

MAT ;CK M L 

66070502T/5 

50-443 

H 

MCDONALD.W.G 

0807150101 

ORG 


MENGERS.CA 

6607160177 

50 35? 

s 

MATRISOTTOJ 

6607120630 

50-265 

S 

MCDONALD.W.G 

6807150149* 

PR 


MENGERS.CA 

0807200359 

50 352 

s 

MATTHEWS 0 0 

6607C60516* 

50*369 

P 

mcdonald.w.g. 

0807150212 

ORG 


MERCER. DC. 

08070 10167 

PR 


MATTHEWSGB 

06O7O7O572* 

50-424 

P 

MCDONALD.W.G 

0807150302* 

PR 


MERCHANT, D B. 

0807200382 

50 443 

H 

MATTHEWS.DB 

8607110291* 

50*269 

P 

MCDOUGOLD.DP 

0807060046 

50-309 

S 

MEACIER.A. 

0007200345 

PR 


MATTHEWS OB 

6607110541* 

50-413 

P 

MCDLfFlE.M A 

0007140248 

50*4 00 

O 

MERRILL.C. 

8607000240 

50 236 

r 

MATTHEWS.DB 

660712046G 

50-425 

M 

MCDLf FiE.M A 

8807190136 

50 261 

O 

MERRILL.C. 

0807130009 

50 236 

r 

MATTHEWS.D 0 

0607130256* 

50-369 

P 

mcei.pioy.nl 

0807150143* 

PR 


MESSER. S. 

880701072? 

60 443 

H 

MATTHEWS.DB 

8607130404 

50*269 

Y 

mcelroy.nl 

0807150151* 

PR 


METEALF.E T 

00070703C1 

50 443 

H 

MATTHEWS.D 8 

8807180122* 

50-321 

P 

MCGAUGHEY.M E 

0807010409 

50-443 

H 

MEYER.D.L. 

0007060158* 

PR 


MATTHEWS.DB 

6637180371* 

50*424 

P 

MCGEC.B-L 

8807I9034D* 

50-361 

P 

MEYER, D.L 

0007270257* 

PR 


MATTHEWS.D B 

6807190206 

00-309 

P 

MCGEE.B L 

0007100355* 

50 361 

P 

MEYER.R.E 

0007190166 

WASTE RES 

MATTHEWS.DB 

6007190362* 

50-113 

P 

MCGEE. B L 

8807190357* 

60 361 

P 

MICHAEL.PG 

000727030? 

FO!A 


M ATTHIS.LJ 

88O7220C03 

PR 


MCGEE.B L 

000 7250119* 

50-361 

P 

MICHAELS, T.S 

8807200279 

50-103 

P 

MAUCK.C J. 

8807070530 

71-5552 


MCGEE.B L. 

0007250140* 

SO 361 

P 

MICHAUD.P.W. 

800707040? 

50-267 

P 

MAUCK.C J 

6807190010 

71-0078 


MCGILL. P L. 

0007210345 

70-1100 


MICHAUD, P.W 

80070/0-104 

50-267 

Q 

MAURA .F A. 

6807120224* 

50-254 

O 

MCGINN.P 

800720C002 

50-443 

H 

MICHAUD.P.W 

0007120300* 

50 267 

O 

MAUSER A 

6Q0721CD49 

50-322 

H 

MCGINN.fi J 

0007070303 

50 443 

H 

MICHELI.M. 

8007180036* 

50-275 

P 

MAVRO JlES.N 

6807120564* 

COMM'SSION 

WCGONIGLE.OJ. 

6807010403 

50-443 

H 

MIDDLETON. L.L. 

8007210301 

50-277 

n 

WWRO'JLES.N. 

6807180379 

50-443 

H 

mcgowan.r.c. 

8007270276 

pn 


MIDDLE TON ,'W.T. 

6607050493 

50 443 

w 

MAVROULES.N 

6607200239 

PR 


MCGRATH, J 

8807140314 

14 E 


MIERA.F.R. 

0007210023 

WASTE MC.T 

MAXWELL.G F 

0QO712C512' 

50-400 

O 

MCGUIRE.D.R. 

0007010045* 

50 4 24 

O 

MIKOS.G.P 

0007010716 

50 443 

H 

MAXWELL.G F 

6807130322* 

50-400 

Q 

MCGUIRE.D.R. 

0007000299* 

50 413 

G 

MILANO, P.D. 

8007110101 

50-235 

r 

MAYER, fi 

6607220067' 

/I -91 59 


MCGUIRE. OR. 

800 7060414* 

50*327 

O 

MILANO, P.D. 

6007110405 

50 205 

p 

MAYS.RJ 

6007250326 

50-320 

P 

MCGUIRE.D.R. 

0OQ7O7OO2O* 

60 260 

O 

MILANO, P.D 

6007120400 

50*235 

r 

mcaluster.sa. 

6006300336 

£0*303 

S 

MCGUIRE.D.R. 

8007070106* 

60*338 

G 

MILHOAN.J.L. 

0007070593 

50 382 

0 

MCALPINE.E J. 

6806300033' 

70-27 


MCGUIRE.O.R. 

0007210299* 

50*348 

G 

MILLER, DB 

00070/0550 

50*213 

s 

MCAIPINE.E J 

6806300123' 

50*335 

O 

MCGUlRE.O.R. 

0007210309* 

50*261 

Q 

MILLER, D.B. 

0600200124 

50 213 

s 

MCALPINE.E J 

6307130148' 

50-261 

Q 

MCGUIRE.D.R. 

0007250272* 

50-369 

O 

MILLER, D.B. 

QB070G0565 

50 213 

s 

MCALPINE.E J. 

6807130161’ 

50-324 

Q 

MCKAMY.WC. 

0007140049* 

50-410 

1 

MILIER.D.B. 

060/070101 

50 213 

s 

MCALPINE.E J 

6007100235' 

70*1151 


MCKAY.L. 

8907200391 1 

50-528 

G 

MILLER.DB 

8B07250129 

50 213 

R 

MCARTHUR.MW 

6007050039 

£0-443 

hi 

MCKEE. J P. 

8607070316 

50-443 

H 

MILLER.DE 

6007190195* 

50*340 

0 

MCBURNETT.MA 

6007110233 

50-490 

F 

MCKENNA.T.J 

8BO7O0OO1Q* 

60 443 

G 

MILLER, G 

8007100273 

50*302 

n 

MCBURNETT.MA 

8607113401 

50-490 

1 

MCKEON.R. 

0007130402* 

50*260 

P 

MILLER.HJ. 

8000280132 

50 401 

0 

MCBURNETT.MA 

6007120256 

50-190 

J 

mckibben.j c. 

8007120543 

60*180 

P 

MILLER.HJ. 

8007060347 

50 373 

0 

MCBURNETT.MA 

60O722O3G9 

50*490 

F 

MCLAIN. D G. 

8607050192 

50*443 

H 

MILLER, H.J. 

0807060357* 

50 373 

0 

MCCABE .E C. 

6907050214* 

50-213 

O 

mclaughdn.a.j. 

8007050407 

60-373 

S 

MILLER.HJ. 

8807 120005 

50-155 

0 

MCCABE. EC. 

6007110397' 

50-330 

0 

MCLAUGHLIN. J. 

60O7O1OOB8 

71*3003 


MILLER.HJ. 

8007120016 

50 237 

0 

MCCA8E.E C. 

6907200216' 

50-245 

0 

MCLEAN.J.N. 

8007010513 

60*443 

H 

MILLER.HJ. 

0807120037’ 

SO to 

0 

MCCABE.P-D. 

6607070069 

50-443 

11 

MCLEM.ORE.J 

0007140005* 

60-260 

P 

MILLER.H J. 

0007120087 

50*295 

0 

MCCAIN, J. 

6007200262 

PR 


MCMICKIE.R.H 

8007070061 

50 443 

H 

MILLER.HJ. 

8007120217 

50*254 

c 

MCCARTHY.CB 

6007070114 

50-301 

0 

MCNAMARA, M.D. 

8007010706 

50-443 

H 

MILLER.HJ. 

8007120221* 

50 254 

0 

MCCARTHY.M 

6807070283 

50*443 

H 

mcnamara.n 

8007110535 

NUREG 


MILLER.H. L. 

0807070573 

T*T21 


MCCARTHY.M P 

600707009? 

50*443 

H 

mcnamara.vy.e 

8007050369 

50-443 

H 

M1LLER.L 

0807190276 

60-331 

n 

MCCARTIN.E. 

0007010332 

PR 


MCNEILL, C A. 

8807070417 

50-277 

P 

MILLER, L.F. 

B007140214* 

50-312 

Q 

MCCARTY.B.E 

6607010586 

WASTE MGT 

MCNEILL.C A. 

6007150105 

50*277 

R 

MILLER.L.R. 

0807130410* 

50*440 

0 

MCCARTY.M.ft 

6007010724 

50-443 

H 

MCNEILL, C A. 

6807250403 

50*277 

P 

MILLGR.M S. 

0807200045 

50-322 

6 

MCCAUGHEY.D 

6007210039* 

70-3055 


MCNEILL.W.M. 

6807200025* 

50*498 

G 

MILLER.MS. 

0807200045 

50*322 

G 

MCCAULEY.J. 

6807010554* 

50-267 

n 

MCNICHOLAS.W.K. 

0807070195 

PR 


M1LLER.T 

0807220062* 

71 0159 


MCCLUNG.C. 

6807010180 

PR 


mcnuity.l. 

0807120101 

50 443 

H 

MILLER.V.L. 

6807160140* 

PR 


MCCOMAS.J D 

6807220210* 

FOIA 


M.EACHAM.J 

8807060240 

50*298 

F 

MILLER.V.L 

0607270301* 

FOIA 


MCCONNEU.JW 

6807070421 

NUREG 


MEACHAW.J.M. 

8007210070 

50*298 

S 

MILLER, W.H. 

0007250102* 

50-340 

0 

MCCONNELL.T L 

6807250242 

50*369 

p 

MEADE .KE 

8007120045 

50 328 

S 

MILIMAN.G.C 

6B07150193 

PR 


MCCOFIMACK.G m. 

6807050278 

PR 


MEADOWS.T.R. 

8607140154* 

60-268 

V 

MILLS, L E. 

6007280100 

PR 


MCCORMACK, R 8. 

6807010605 

50*443 

H 

MEARSE.S.D. 

8807100279 

CONTRACT 

MILIS.L.E. 

6007280332 

PR 


MCCOfl MICK-8 ARGE 

6807130410* 

50*440 

O 

mechen.ej. 

6007220150 

PR 


MILLS.L £. 

8607290187 

Pfi 


MCCOY.D. 

6807210058 

50-322 

H 

meoford.mo 

8007070056 

50-361 

p 

MILTENBERGER.S. 

6607010591 

GO-272 

p 

MCCOY.F. 

6807190019 

50*250 

O 

MEDFORD.MO 

8007120071 

60*206 

p 

MILTENQERGER.S. 

0807050378 

GO 272 

F 

MCCOY.F.R. 

6836290099 

$0-259 

G 

MEDrORD.Vi.O. 

8807130268 

50-208 

p 

MILTENBERGEn.S 

8807060447 

60*354 

0 

MCCOY.F.R. 

8800290181 

50-327 

Q 

MEDFORD, MO. 

6007140139 

60*206 

p 

MILTENBERGER.S 

8807190181 

60354 

0 

MCCOY.F.R 

8800290 1B9* 

50-32/ 

O 

MEDFORD.M.O 

8807150224 

60*206 

p 

MILTENBERGER.S. 

8807190219 

50-272 

p 

MCCOY.F.R. 

8807010609 

50-259 

Q 

MEDFORD, M.O 

6807100071 

60*361 

p 

MILTENBERGER.S. 

6607210200 

60-354 

p 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOFl 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGOR 

M „TE\BE=tGLRS 

0807250328 

50-272 

K 

MORRIS.K J 

0007120611 

50 265 

O 

MURPHY.M C. 

0607070301 

50 443 

M .TESBERGER.S 

0007200336 

50-272 

Q 

MORRIS.K J 

00O713OC66 

50285 

O 

MJRPHY.WP. 

8607150021* 

50 271 

M MIKLFVjC V 

0CO7O1O577 

HR 


MORRIS K J. 

0007 130362 

50 285 

F 

MURPHY, W P. 

8607 1 500/ 1 

50-271 

M n/GUA F J 

0007 130-1 S'*. 

50-3 

P 

MORRIS.K J 

0DO714O3C4 

50 285 

O 

MURPHY# P. 

88071801^0 

50-271 

M ^AGI.IA F J 

08O72GO17O 

CRG 


MORRIS K J 

00072501 79 

50 285 

P 

MURPHY.W P. 

6607210220 

50271 

M SSvENSn JM 

08O71OO2OO 

PR 


Monms.K.j 

893725010 V 

50205 

P 

MURRAY JP 

6807250434’ 

50 322 

u SSAL m j 

680/220072 

50 322 

G 

MORRIS, L A 

8937070316 

50 443 

H 

MURHAY.N.E 

6QC6330402* 

50 443 

M S?A_ M J 

0007220072 

50-322 

G 

MORRIS n 

0937050166 

50 443 

H 

M'JSCLF. D 

6806230333 

50-262 

W TOEU.D. 

68072C0159 

50 373 

H 

MonmsoN.B 

0937010307 

50 443 

H 

MUSOLF.D. 

6807140270 

50-263 

M-TOClL.D. 

0007220006 

50-373 

H 

MORRlSON.fi 

0037O1O2CO 

50 443 

H 

MJSOLF.D 

6007140280 

50 263 

I.UOfELL.D.E 

0007050240 

PR 


MORRISSEY.SA 

0007070146 

50-44.1 

H 

MUSOLF.D 

80071 402D2* 

50 563 

M ICHELL.G J 

0807180267’ 

50-309 

U 

MORROW.M C 

0007150122 

50 201 

F 

MIJSOLF.D 

8907 1 B0202 

50-262 

MJCHFLL.K 

0007010107 

PR 


MORROW.M C 

00O716O25G 

50 261 

F 

MUSOLF.D 

000? 1 80204* 

50-262 

W TC^iLL.W.W 

880700022-1’ 

71 655 


MORROW.M C. 

Q0O715O2C6 

50 201 

F 

MUSOLF.D 

800? 1 00060 

50 263 

MTZELFElT.H. 

0007220030 

40*0960 


MORSE.G 

000/120277 

50-443 

H 

MUSOLF.D 

0007200300 

50 263 

M ZNFRJH 

0807200138 

50-443 

G 

MOTL.G.P. 

BB07220C62* 

719 159 


MUSOLF.D 

0BO72 10320 

50-262 

KOULEY.M H 

8807280217 

PR 


MOUGHANJ.F. 

0007070126 

53-4 43 

H 

MVLRS.CJ. 

00070501 18’ 

50-312 

UOCMOJ. 

0807000380 

NUREG 


MOV.N/HAN.D.F 

BG07223 109 

FR 


MYERS/CJ. 

eec?\ 40214* 

50-312 

LOEU.ER D.W 

8907130091 

ADVCM 


MROCZKA.E J 

B00 7 06001 2 

50 423 

P 

MYERS G 

880701 0G25 

50*443 

U DULLER d w 

0907130130 

ADVCM. 


MROCZKA.E J 

0007050012 

50 423 

P 

MYERS JH. 

0807153135 

PR 

WDFfATT.L w 

8807080537 

50 332 

S 

MROCZKA.E J. 

6807050000 

50 423 

K 

MYERS MM. 

8607200367’ 

50-27 7 

MDFFATT.l w 

0807070372 

50-302 

s 

MROCZKA.E J 

6807050030 

50 423 

K 

MYERS. P B 

0807130235 

WASTE MG 

MOFFATT.L W 

8007190360 

50-302 

s 

MROCZKA.E J 

6807060203 

50 336 

P 

MYRAGO.A.L 

080 7200100 

50 263 

MOQ :SSI.A A 

0007220304 

PR 


MROCZKA.E J. 

60070G0203 

50 336 

P 

NALEZNY.C l 

87 101 50408* 

50-309 

MDKCENAK. 

0007250336 

FOIA 


MROCZKA.F J 

0807060365 

50 ?45 

P 

NARAINE.N 

8807130457* 

OR 3 

MQIFR.R B. 

8R070 10063 

WASTE RES 

MROCZKA.E J 

6807060365 

50 245 

P 

NAHUUT.P 

68071 10263 

50-275 

MDLESK.J 

0007120-1 79* 

50-402 

F 

MROCZKA.E J. 

600706030? 

50 336 

P 

NAR9UT.PP 

8607010434* 

50 275 

WOLlERF 

0007070-133 

50-443 

H 

MROCZKA.E J 

6007060307 

50 336 

P 

NAP Ol A J 

6807130226 

70-1151 

WOMGOMFnv.J L. 

8606280170 

70-25 


MROCZKA.E J 

60070C0464 

50 213 

P 

NAN 01, A J 

6807130228 

70-1151 

WDNinOMEfl/ ,1 L 

0006200160’ 

70 25 


MROCZKA.E J 

8807060404 

50 213 

P 

NARDONE.P 

6007100356 

50 443 

MONTGOMERY..! L 

0007060542 

70-734 


MROCZKA.E J 

8Q0707C053 

50 213 

Q 

NAStl.OA. 

88D7110319 

50 387 

MDKTGO^ERY J i 

6B07?Q02na 

50 344 

F 

MROCZKA.E J. 

GQQ7Q7COS1 

50 213 

Q 

NASK.OA. 

Sfl.T/lSOTCG 

50 267 

MONTGOMLRV.SD 

0007100211’ 

50-202 

P 

MROCZKA.E J 

B807070139 

50 213 

Q 

NASli.UA 

0007130460 

TOPREP 

MDCDY.D E 

0807050260 

50 443 

H 

MROCZKA.E J. 

6007070 130 

50 213 

Q 

NASH.OA. 

0007210297 

50-285 

MDCiOY.J hi 

0807010260 

50 443 

H 

MROCZKA.E J. 

8R0707013D 

50-213 

O 

NATH AN, R M. 

0807210001 

50 322 

MDCERS.P 

0807120500 

50-443 

H 

MROCZKA.E J. 

8D070703 1 1 

50 213 

F 

NAUMAN.D A. 

6607050234 

50-395 

MDCN K n 

0007050442 

50 443 

H 

MROCZKA.E J 

8837070311 

50 213 

F 

NAUMAND A. 

0807050436 

50395 

WOC.NEYJ 

0807250073* 

71-9073 


MROCZKA.E J. 

Q807070420 

50 330 

P 

NAUM AND A. 

0007050525 

50395 

MOC-.E.C 

0807010150 

WASTE MGT 

MROCZKA.E J 

8907070420 

50 336 

P 

NAUM AND A 

8607060536 

50305 

MDCHE.E.M. 

000/070441 

50 443 

H 

MROCZKA.E J. 

8007130075 

50 213 

O 

NAVE E D. 

8607070171 

50 200 

MOCPEj 

8807110134* 

50 445 

G 

MROCZKA.E J 

QUD7130075 

50 213 

Q 

NAY.J.F 

6607050330 

50 443 

MDCRS.JE. 

0007110110’ 

50 445 

G 

MROCZKA.E J 

8937140101 

50-213 

P 

NEARSE.S.O. 

6607110316 

CONTRACT 

MOC-tS.L.tt 

8807220140’ 

50 425 

Q 

MROCZKA.E J. 

0937140101 

50 213 

P 

NEAULT.P 

680 7(110270 

50 443 

MOCRE.V.B 

8807200100 

50-322 

H 

MROCZKA.E J. 

00971501 10 

50213 

Q 

NEELY ,B.B. 

6607100228* 

50 280 

MDPAN.D H 

8807070515 

50-260 

P 

MROCZKA.E J 

0007 150 HO 

50 213 

Q 

NEFF.J O 

6607010323 

WASTE MG 

L'DPAN.D tf 

800707055 1 

50-327 

P 

MROCZKA.E.J. 

80371501 ro 

50213 

O 

KEFCJO 

eao?oaoi62 

WASTE MG 

MORAN.D H 

0007080120 

50327 

P 

MROCZKA.E J. 

0037 150 H5 

50 336 

O 

NEfF.JO 

6807110133 

WASTE MG 

MORAN.D hi 

0807210130 

50-260 

P 

MROCZKA.E J. 

0037150115 

50-336 

O 

NEFF.JO 

6807180206 

WASTE MG 

MORAN.D H 

8607250301 

50-260 

P 

MROCZKA.E J. 

0037200001 

50-213 

F 

NEFF.JO 

6807100307 

WASTE MG 

1,*OF : C?KA,E J 

0007130075 

50-213 

Q 

MROCZKA.E J. 

8937200001 

50 213 

F 

NEIGH BOR S.J.D. 

8807120402 

60-20G 

MOREUO.G 

6607010237 

PR 


MROCZKA.E J. 

8037200003 

50 336 

P 

NEISES.G.J. 

8807070132 

50 402 

MOREY.DM 

6007010075 

50-340 

S 

MROCZKA.E J, 

0007200003 

50 330 

P 

NLLSO.N.O.W 

88372S0001 

50-113 

MOREY.D.N 

6007190242 

50-340 

R 

MROCZKA.E J 

0037200030 

50 213 

Q 

NELSON. PC 

880/CG0564 

50 443 

MOREY. DM 

80071902-15 

50-304 

n 

MROCZKA.E.J 

G0O72OOO3B 

50-213 

Q 

NCRON.G. 

8807250120 

50-336 

MOREY.D.N 

0007250070 

50-340 

s 

MROCZKA.EJ. 

0997200030 

50 213 

O 

NERSES.V 

8007110346 

50-443 

MOF1GAN N E. 

0007010140 

50-206 

s 

MROCZKA.F J, 

80O722O3C5 

50 330 

O 

NCRSES.V 

0907200241* 

60-443 

mofiganh f.. 

00070601GB 

60*206 

s 

MROCZKA.EJ 

0007220305 

50 339 

O 

NET1.S. 

89071 10476 

NUREG 

MORGAN H F. 

0007070599 

60-206 

F 

MROC2KA.E J 

0007260040 

50-330 

P 

NEILS. 

8907110494 

NUREG 

MORGAN H E. 

0007070603 

50-206 

F 

MROCZKA.E.J 

0807560040 

50 330 

P 

NETl.S. 

0007110524 

NUHEG 

MORGANS E. 

0007060290 

50 206 

F 

MROCZKA.E J 

8B07260C81 

50 423 

P 

NEILS. 

8807110530 

NUREG 

MCRoAN.Fl C 

0607120653 

50 301 

S 

MROCZKA.E.J 

8B07250081 

50-423 

P 

NEWBtRGH.G 

8807210214 

50-245 

MCnGAN.Fl F. 

0807130107 

50-206 

R 

MUELLER, OR 

0007070429 

50443 

H 

NEV70Y.C.T. 

8607070072* 

CONTRACT 

MCnoAN.H E. 

0807150070 

50 361 

S 

MUIRHEAD.DM 

0007110376* 

50 293 

P 

NEWMAN J.B. 

8807120263 

PR 

MCPGAN.H E 

8807160300 

60361 

S 

MULCAHY.M 

00070 1048 B 

50-443 

H 

NF.WMAN.J R 

8607150024* 

50-445 

MCnGAN.H E. 

000/190266 

50-302 

s 

MULLAUER.J 

GB07220225* 

FO?A 


NEWMAN, J.R 

6607160024* 

50-445 

MCnGAN.H E. 

8807190269 

50 200 

R 

MULLER.O. 

8007190026 

50 249 

P 

NEWSOME. R.W 

8606200036* 

50-200 

MCRGAN.H E 

8807190270 

50-301 

R 

MULLER.O.n 

8007060235’ 

50 341 

P 

NEWSOME, n.W. 

8607120062’ 

50-369 

MORGAN.H E. 

8807260187 

50 361 

Q 

MULLER.O R. 

0807110270 

ORG 


NEWSON.C T. 

8607250109’ 

50*322 

MC C GAN,H E 

8807260190 

50 361 

S 

MULLER, D.R 

0007133165* 

50-237 

P 

NEWSON.C T 

8607250111’ 

50-322 

MCRGAN.R 

8807050175 

50 443 

H 

MULLER, D.R 

86071 4023 T 

50 341 

P 

NEWSON.C T. 

8807250123’ 

50-322 

MC D GAN,R E 

8807060558 

60 201 

F 

MULLER,K.J. 

8B0701063S 

PR 


NEWSON.C. T. 

B607250141’ 

50-322 

M.CRGAN.P E 

8807000569 

50-261 

S 

MULLER.R. 

G0O72OOCC8 

50 322 

H 

NEWSON.C. T. 

6807250144* 

50-322 

MCRGAN.RE 

8007140200 

60-261 

R 

MULLER, R. 

0607200163 

50-322 

(1 

NEWSON.C.T 

6807250157* 

50-322 

WCRGAN.R E 

8807150206 

60 201 

F 

MULLETT.D. 

0807200020’ 

50 271 

G 

NEWSON.C.T, 

6807250161* 

50-322 

KtCPGAV.R E. 

6807210044 

50-201 

S 

MULLETT.QJ 

8937200 M4 

50 271 

Q 

7/EWSON.C.T. 

6807250 109* 

50-322 

MORGAN, W. 

8807120100 

50-10 

P 

MULLINS, L E. 

0607010260 

PR 


NEWSON.C.T 

6807250172* 

50-322 

MCRGAN.W.E 

8807060113 

60-205 

Q 

MUNRO.D 

8807280050 

PR 


NEWSON.C T 

6807250174* 

50*322 

7/ORGAN.W.E 

8807120114 

60 454 

Q 

MUNRO.J.F- 

8007250366* 

50 418 

V 

NEWTON, R A 

8800290469 

NUREG 

MORGAN.WE 

8807200106 

60-237 

O 

MUNTZJNG.L.M 

8006300040 

50 498 

P 

newtonj.fi 

6807010600 

60-134 

MORGE NST E RN.M . 

8807180291 

40-7102 


MUNTZING.L.M 

8806300040 

50 493 

P 

NQY.O E 

0807120626’ 

WASTE MG 

morgenstern.m 

8807200164 

40-7102 


MURLEY.T.E. 

890707052? 

ORG 


NICHOLAS. J.B. 

8807070071’ 

60-490 

MORREAIE C 

8807070500 

50443 

H 

MURLEY.T.E 

8837120604 

60 440 

G 

NICHOLAS. J.B. 

8807110418* 

£0-285 

MORRILL P. 

8007180322* 

50-361 

V 

MURLEY.T. E 

09O712CGSO' 

50 440 

G 

NICHOIS.W.W. 

0807070462 

60-443 

MORFJS.K J. 

8607060371 

50-285 

S 

MURLEY.T.E, 

8807120062’ 

50 440 

G 

nichoiso?;.l. 

8807120451* 

50 324 

MORRIS, K j 

8007070168 

50-285 

H 

MURLEY.T.E. 

8907130330 

ORG 


NIMITZ.R L. 

8807010367* 

60-334 

MORRIS.K J. 

8807070169 

50-285 

P 

MURLEY.T.E. 

8807180017 

50 269 

P 

MMITZ.RL. 

6807050224* 

60 293 

MORRIS, K J 

0007070205 

50-285 

Q 

MURLEY.T.E 

8807180213 

ORG 


N08LE.T. 

6807060060 

60-327 

MORRIS.K J. 

8007120292 

50-285 

P 

MURLEY.T.E. 

8007180263 

ORG 


NOON AN. J 

0807010523 

PR 


NOONAN. T P 

eeo707o?24 

50 334 

S 

ORTlZ.NR 

NOONAN.T p 

6307070511 

50 334 

S 

ortiz.n R 

NOONAN.T P 

6807070525 

50 334 

s 

OSBONOM 

NOONAN.T P. 

6807120012 

50-334 

s 

OSGOOD.NJ 

NOONAN.T P 

6807120110 

50 334 

s 

0$$N3.MH 

NOONAN.T P 

6807130135 

50 412 

s 

on.wc 

NOONAN.T P 

8S0? 1 50088 

£0-334 

s 

OUELLETTE. R F 

NOONAN. V S 

8607210273- 

50 237 

0 

PACE.R V 

NORADKIJW 

8607070445 

50 443 

H 

packaro.g c 

NORDUNGER M S 

8607070504 

STATE PROG 

PADOVAN.L M 

NOREUUS.C E 

8807120064 

50 4 £6 

O 

PAGE.M. 

NOREUUS.C E 

8804270029* 

FO'A 


PAGE.M 

NCREL'US.C E 

8806290049 

50 373 

P 

PAGE.M 

NCRELUSCE 

0807120049 

50 461 

P 

PAGE.M 

NCREUUSC E 

8807120077 

50 263 

0 

painter.r l 

NOREUUS.C E 

8807190076 

50-295 

F 

PAIRIT2.JP. 

NOREUUSC E 

8807190176 

50451 

F 

PALAZZO.P L 

NOREUUS.C E 

8807200372 

50-161 

F 

PAUUG.J R 

norrholm.l 

6807120411 

50-237 

P 

PAUUG.JR- 

NORRHOLM.L J 

8607070477’ 

50 373 

P 

palmerad 

NORRHOLM.L J 

8607060M4’ 

50 249 

P 

PAIMISANO.PA 

NORRHOLM.L J 

8807110417’ 

50-554 

P 

PALOM NO.F.G 

NORRHOLM l J 

8807130002- 

50 454 

P 

PALOM NO.F G. 

NCRRHOIM L J 

8807130033 

£0 265 

P 

PALOM no.fg 

NORRHOLM.L J 

8807130039* 

50265 

P 

PALUIUS.A L. 

NORRHOLM.L J 

88071300S5* 

50-461 

P 

PALUMBO.M A. 

NORRHOLM.L J 

8007130278’ 

50 461 

P 

PAOLINO.R J 

NORRHOLM.L J 

8807130369* 

50-254 

P 

papan.c.g 

NORRHOLM.L J 

8807130410* 

50 440 

O 

PARADIS M.G. 

NOR R HOLM. L J 

8807140068 

SO 249 

P 

PARKER JE 

NORRHOLM.L J 

8807140070* 

50-249 

P 

PARKER.W G 

NORTH. H S 

8907110216 

50 70 

s 

PARLER.W C. 

NORTH HS 

88071 10227 

50-206 

s 

PARLEfl.W.C 

NORTH.H S 

8607200205’ 

50-528 

0 

PARLER.W C 

NORTH. P J 

6807130327 

50-269 

s 

PARLER.W.C 

NORTH, PJ 

8607200190 

50-270 

s 

PARRIS, P 

NOTARO.J A 

8807070057’ 

50-322 

p 

PARRISH K 

nourbakhsh.h p 

8807070446 

NUREG 


PARSONS.F A. 

NOV ACHE K.P J 

8807010003* 

50 267 

R 

PARI LOW, J G 

NOVAK .1 M 

8711180105* 

PR 


PASCIAK.W 

NOVAK. T M 

8807060579 

REGGD 


PASCIAK.WJ 

NOVAK. U< 

6807190022 

ORG 


PASCIAK.W.J. 

NUNES.HP 

8807180268 

WASTE MGT 

PASC'AK.WJ. 

0 BRIEN.JJ 

6807010587 

PR 


PASCIAK.W.J. 

O'CONNELL. R 

6807250266 

50 441 

H 

PASC'AK.WJ 

O'CONNELL. SN 

6607010302 

50443 

H 

PASC'AK.WJ 

O'CONNER RJ 

8607050410 

PR 


PASC'AK.WJ. 

O'CGNNOR.C L 

8807050043 

PR 


PASCUCCI.C J 

0‘CONNOR.D J 

8607110107 

50-322 

J 

PASHAVAN.C. 

O'CONNOR OJ 

8807140252 

50-3 

J 

PASKAVlTCHJ. 

O'HARA. 7 F. 

8807010345 

PR 


PASSE R,HC. 

O'KULA.G 

8807050228 

PR 


PASTIS.H N. 

O'NEILL. S. 

8807050156 

PR 


PASTIS.HN 

O'NEILL.S 

8807120269 

PR 


PASTVA.M J 

O'SULLIVAN.C 

8807070084 

50-443 

H 

PASTVA.M J. 

ODDO.J M 

8807010168 

PR 


PASTVA M J 

ODERGAARDEN.R 

6Q0? 1 10167 

71-9218 


PASTVA.M J. 

OGUREK.AG 

6807210109 

50-528 

F 

PASTVA M J 

OHARA. M 

6807010293 

50-443 

H 

PASTVA.M J. 

OKEEFE.M. 

8807010731 

50-443 

H 

PASTVA.M.J. 

OIIVEIRA.W. 

8807210186* 

50388 

O 

PATE.R J 

OIMSTEAO.C A. 

8B063002 1 3 

50-344 

S 

PATER J 

OLMSTEAO.CA 

8807050031 

50-344 

s 

PATE R J 

OIMSTEAO.C A. 

8607140211 

50-344 

s 

PATE R J 

OLMSTEAO.CA 

8807150168 

50-344 

s 

pate!r.j. 

OLMSTEAO.CA 

8807250200 

50-344 

R 

PATE.R J 

OLMSTEAO.CA 

8807250362 

50-344 

S 

PATE R J 

OLMSTEAO.O 

8807010558 

50-443 

H 

PATE.R J 

OtSEN.A F 

8807120157 

70B24 


PATE R J 

OLSEN.T. 

8007010645* 

40-0768 


patel.c.p. 

OLSEN. T.T. 

8807120202* 

40-6857 


patrick.w 

OLSEN.T. T 

8807140085 

40-1341 


PATRKXWC. 

OLSEN. T.T, 

8807150049* 

WASTE MGT 

PATRlCKiw.C 

OLSEN.T. T. 

8807180134* 

40-8902 


PATTERSON DJ 

OLSEN. T.T. 

8807180199 

40 1341 


patterson! j p, 

OLSEN.T T 

8807250254 

WASTE MGT 

PAUK6RT.J 

OLSHAN.L 

6807110368 

50-454 

P 

PAULSEN.GE, 

OLSHAN.L 

B8071 20376 

50-454 

P 

PAUL SON ,W A 

OLSHAN.LN 

88071 3000 J 

50-454 

P 

PAULSON W A 

OLSHAN.L N. 

8607190004 

50-454 

P 

paulson!w!a! • 

OLSHINSKI J A 

0607150231’ 

50-390 

A 

PAVIS.G.S. 

OLSON. BJ 

B807010217 

50-443 

H 

pavisg s" 

ORSERWS 

8607060088 

50-341 

S 

PAWUK.E 

ORSER.W S 

8607180261 

60-341 

s 

PAynf h r 

ORSER.W.S. 

8607250005 

50-341 

s 

PEARiQEN.M.D, 

ORSER.W.S. 

8807250415 

50*341 

R 

FECK W 

ORTPZ.NR 

8807080007 

WASTE RES 

r .O . nrl . 

PEE9LFS T A 

ortpz.Ii n 

8807140198 

WASTE RES 

* L Luluo, 1 ,r\. 

PELCHAT 


8607190102 

WASTE RES 

PELCZAR.O.M. 

8807270272 

PR 


8907200251 

WASTE F1ES 

PELLET.J L 

8007060252 

50 285 

v 

8907010725 

SO 443 

H 

PELLET. J L 

8Q07070560* 

50 499 

1 

V 

8807010129 

PR 


PELOSU A 

0007070118 

50443 


8907010655 

50-443 

H 

PENDERGAST.J 

0007180261 

50 341 

s 

0607110375* 

50 293 

P 

PENDERGAST.J. 

0007250005 

50-341 

c 

8807070304 

PR 


PFNOERGAST.J.M 

0007250415 

50-34 1 

J 

p 

6807010444 

50-443 

H 

PENNINGTON. WS 

0007120554 

70-920 


08071501 19 

50-255 

n 

PENNINGTON.WS. 

0007190014’ 

70-1359 


6807010434’ 

50-275 

Q 

PEPE.D M. 

0807010194 

PR 


6807080100 

CONTRACT 

PEPPERCOF1N.M 

0007220246 

59-289 

H 

680712025? 

CONTRACT 

PEREIRA. D 

8807110263 

50-275 

s 

6807120709 

CONTRACT 

PEREZ. P.D 

0807010475 

PR 


8607130374 

CONTRACT 

PERKINS JR 

880710001 1 

FO'A 


0907050232 

PR 


PERKINS.K E. 

0007000145’ 

50-331 

? 

89071501 CB 

50-265 

s 

PERKINS.K E 

8007000373’ 

50 483 

p 

8007050328 

50 443 

H 

perkins.k e 

8007130008* 

50 440 

p 

080 7250264 

TOPREP 


PERKINS.K E 

8007210342’ 

50 440 

p 

0807250421 

TOPREP 


PERKINS.K E 

800722034 2* 

50 331 

p 

0BO7O1O726 

50-322 

H 

PERKINS.K L 

8007250052* 

50 331 

p 

0807190034 

50-322 

H 

PERKINS.K E 

8007250385* 

50 346 

p 

0807110060 

50-322 

G 

PERKINS.K R. 

0007110333* 

50 361 

p 

8807200045 

50322 

G 

PCRKINS.T J. 

0007080156 

50 220 

o 

6807220072 

50 322 

G 

PERKINS. WJ 

0607050210 

50 443 

H 

8607010246 

PR 


PEHRAULT.C 

0007210022 

50 443 

H 

B80 70 10593 

50-443 

H 

PERREAULT.F 

0007120461 

50 443 

H 

6807150010’ 

50-423 

Q 

PERRY.A.J. 

0807070256 

50 443 

H 

B3072 10206 

50-29 

P 

PERUSSE.C 

0807010173 

50 443 

H 

6807070502 

50 443 

H 

PERYOLA.DV 

0007010366 

PR 


88070101 10 

PR 


f’ESANES'.M W 

0007050168 

50-443 

H 

6806300360’ 

50-445 

1 

PESHF.L.J.J 

8007220332 

WASTE RES 

8303240364’ 

PR 


peters.mn 

0007220329 

PR 


6805160036* 

PR 


petersen.l n. 

8007010331’ 

CONTRACT 


8007120295 

SECY 


PETERSON. GC 

8807190258 

ORG 


8907270280* 

PR 


PETERSON.M R 

8008200029 

XPORTUC 


8907010431 

50 443 

H 

PETERSON.M.n. 

0006200049 

XPORTUC 


0807160344 

50-322 

H 

PETERSON.M. R. 

8000300074 

XPORU'C 


880701 0 1 13 

SO 443 

H 

PETERSON.M R 

0000300143 

XPORTLC 


a 80 7 150307* 

PR 


PETERSON.M R 

8007050389 

XPORTi c 


8807060525’ 

70 820 


PETERSON.M R 

0007050446 

XPORTLC 


6807010268* 

50 3 

Q 

PETERSON, MR 

0007140318 

XPORTUC 


6807010402* 

50-354 

O 

PETERSON.M, R. 

8007150170 

XPORTLIC 


B0O7O5OO72* 

50-213 

Q 

PETERSON. MR. 

0007250014 

XPORTLlC 


6807050252’ 

50245 

Q 

PETERSON. MR. 

0007250274 

XPORTLIC 


BGO72OO140* 

50-309 

O 

PETERSON, M.W. 

OBO7O7O503 

50 456 

R 

8907200155* 

50-334 

0 

PETERSON. S 

0007010145 

PR 


0607250388* 

50-271 

Q 

PETERSON.S 

0007130099 

50 299 

F 

8007070387 

50 443 

H 

PETERSON.W.K 

0007010340 

PR 


0007200274 

PR 


PETRAS.A. 

0007010351 

50-443 

H 

8907210035 

50-322 

H 

PETRI.R. 

0006290305 

50 265 

5 

0BO722OOO1 

50-143 

H 

PETTENGILL.H J 

0807010614 

40-8690 


8807110203 

60-269 

P 

PETTENGILL.HJ 

800701 061 B’ 

40-B693 


0807110306’ 

50-269 

P 

PETTENGILL.H J 

0807010648 

40 2259 


8607010534 

50-325 

S 

PETTENGILL.HJ 

8007010652* 

40-2259 


8607070018 

50 325 

S 

PETT ENGILL.H.J. 

0007070106 

WASTE MGT 

6807070025 

60 325 

S 

PETTENGILL.H J 

8007000063 

PR 


8807080171 

50 325 

S 

PEFTENGILL.H.J 

0007120302 

40 3453 


8807120865 

50-325 

s 

PETTENGILL.HJ 

8807120307* 

40-3453 


B8Q7 180085 

60 325 

s 

PETTENGILL.HJ 

8007120311* 

40-3453 


6807100102 

50-325 

s 

PETTENGILL.HJ 

0007120313* 

40-3453 


8907140079 

50-362 

0 

PETTENGILL.HJ. 

0007140034 

40 8034 


8907140151 

50 28B 

V 

PETTENGILL.H.J. 

8007140037 

40 8681 


8807180320 

50-361 

V 

PETTENGILL.H, J. 

8007140045 

40-8902 


8907190135 

50-529 

0 

PETTENGILL.H. J 

0007140096 

40-2259 


8907190148 

50 520 

Q 

PETTENGILL.H. J. 

0007 140 166 

40 8102 


8807190346 

50-344 

Q 

PETTENGILL.HJ. 

0007140101* 

WASTE VGT 

8907210164 

50-275 

0 

PETTENGILL.HJ. 

0007140189 

40-6622 


8807210168* 

50-275 

G 

PETTENGILL.H J. 

0007 140239 

40 8084 


8807210171 

50-344 

0 

PETTENGILL.H J 

0007 H030 1 

40 8003 


8B07120450 

50-200 

P 

PETTENGILL.H J. 

0007150016 

40 8907 


8806300108 

WASTE MGT 

PETTENGILL.HJ 

0007150025’ 

WASTE MGT 

8607000225* 

WASTE MGT 

PETTENGILL.H J 

0807150029- 

WASTE MGT 

8807220003 

WASTE MGT 

PETTENGILL.H J. 

0807150030 

40-3453 


8607050151 

50 443 

H 

PETTENGILL.H J 

0807150045 

40 8691 


8607060306* 

50-331 

O 

PETTENGILL.HJ. 

0807100053 

40*2259 


8607130011* 

WASTE MGT 

PETTENGILL.H J. 

0807210114’ 

40 4492 


08O7O7O4OB 

50-443 

H 

PETTENGILL.HJ. 

0807250307 

40*8681 


88071 10210 

60-458 

P 

PETTENGILL.HJ. 

8007250316 

WASTE MGi 

8807110244 

50-458 

P 

PETTENGILL.HJ. 

0807250320 

40 4492 


8807190142 

50*458 

P 

PETTENGILL.H J 

8007250360 

40-6905 


8607200298 

60317 

S 

PETTENGILL.H J. 

0007250394 

40 3453 


8807210127 

50*317 

s 

PETTINGILL.HJ. 

0807120546 

40 6084 


6807190101 

l&E 


PFAFF.SJ. 

8007200212 

40-6659 


8807080053’ 

50 261 

V 

PFAFF.S J. 

0807250305 

40-6659 


B807290C63 

50 603 

G 

PHILBRICK.R. 

8007010371 

50-443 

H 

6007010344 

50-443 

H 

PHILLEY.G.H. 

8007010254 

PR 


6806290361 * 

50*413 

G 

PHtLUPS.H.S. 

8007250164* 

50 445 

0 

6807210274 

l&E 


PHILLIPS.I.E. 

8807 120707 

TOPREP 



PHILU=S.MP 

0007060234* 

50-331 

Q 

PRICE .HI. 

8807260130* 

60-102 

P 

REYNOLOS.N.S 

0807280087 

PR 

PH1LLI-S.M P. 

0007060287* 

50-266 

O 

PR1CE.HL. 

8007260143* 

60-102 

P 

RHODES.J. 

8807210169 

50-322 

PHJLLPS.M P 

0007120224* 

50 254 

0 

PRICE, HL. 

8807250186* 

FOIA 


RICCIO.J.P. 

8007070360 

50-443 

phillps.mp 

0007200386* 

50-237 

Q 

PRICE. HL. 

8807250197* 

FOIA 


RICE.DA 

0007010072 

PR 

PHJULIPSS.L 

0807 1 10408 

NUREG 


PRICE, ML. 

8807250221* 

60-102 

P 

ftlCE.PO 

0807010057 

50-425 

PHILLIPS.!, 

0807010599 

PR 


PRICE.HL. 

8807250232* 

60-102 

P 

RICE, P.0 

0807050555 

60-426 

PHILLI = S,WC 

0807010054 

50-205 

S 

PRICE.K E. 

8807070405 

60-443 

H 

rice.p.o. 

6007070522 

50-426 

PHILUS.M T 

8807190234 

FOIA 


PRICE.S. 

0807070254 

50-143 

H 

niCE.p.o. 

080706012 2 

50-424 

PJCARDJ M 

8807010211 

50-443 

H 

PRICHARD, C 

0807130219 

PR 


RJCE.P.D. 

0807200117 

50-425 

pick, g. a 

8806200495* 

50-205 

0 

PRICHARD.C 

0007130247* 

PR 


RICE.P.O. 

0807250002 

50-425 

PJCK.G.A 

8807070453* 

50-498 

0 

PRIEGEL.R.e 

8007160150* 

CONTRACT 


niCHARDS.B.M. 

6807070358 

50-443 

PJCK.G A 

8807250314* 

50-313 

0 

PRIVIDY.L. 

8007210186* 

50-388 

Q 

RICHAROS.S. 

0007140082* 

60-362 

PICKER 0 

8806290087* 

50-348 

V 

pnOBST.o.n. 

8607190176 

60-331 

S 

RICHAROS.S. 

8007160100 

60*520 

PJCKERL.H.O. 

8806300156 

60-305 

J 

PROOELL.A.G 

6807100252 

60-322 

H 

RICHARDS, S. 

8007100051 

50 520 

PiETZAK L S 

8807070187 

50-443 

H 

PROLLL A. 

6807070236 

50-443 

H 

RICHAROS.S. 

8807100137* 

50-520 

PlGFORD.TH 

8007250113 

50 224 

P 

PROVENCHEft.C. 

8807050379 

PR 


RICHARDS.S, 

8007100153* 

60-520 

PKE.FLW. 

0007150163* 

CONTRACT 


PUDUCK.L.E 

6807140270 

50-263 

s 

RICHARDS, S.A 

8007050119* 

60-620 

Pi^AT.E E. 

8007050226 

PR 


PULSIPHER.J.C. 

8607010434* 

60-276 

Q 

RICHARDSON, O E. 

88071 10259 

50-443 

PLLSBURY.N A 

0007010309 

50 443 

H 

PUTNAM.K.S 

8807050465 

50 331 

S 

RICHARDSON.P. 

0607060196 

60*443 

PINS'ACE.R P 

0807070315 

50 443 

H 

OUAIN.P 9 

8607250276* 

XPORTUC 


RICHAnDSON.S.D, 

0807070391 

50-327 

PlRTLE.G L. 

880 7060 138* 

50 483 

G 

GUALLS.P M. 

8807140214* 

50-312 

0 

RICHARDSGN.S.D. 
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60-390 

PITF.ELLOJ A 

8807260059* 

50-102 

P 

QUAY.T.R. 

8007030232 

50-341 

p 

RICHFEIO.SJ 

8800290293* 

60 320 

PIIREILO.J A 

8807260080* 

50-102 

P 

QUAY.T.R. 

0907130051 

50-341 

p 

RtCKETT.J- 

8007050243 

PR 

PlTRELLO.J A. 

8807250084* 

50-102 

P 

QUAY.T.R. 

0007140227 

50*341 

p 

RIDER, M. 

8007010101 

PR 

PIITIGLIO.I 

8807220354 

WASTE MGT 

OUAY.T.R. 

0007140236* 

50 341 

p 

RlECHERS.R J. 

0007200077 

60-322 

p.rrs.Hj. 

8807070333 

PR 


QUAY.T.R. 

0007200265 

50-341 

p 

RILEY, S M. 

8007050047 

50-443 

PLATT.R 

0807200069 

50-322 

H 

QUERIO.R E 

0007060261 

60-467 

s 

RING. M A 

0007120022* 

60-237 

PLAZESKI.P. 

8807Q70184 

50-443 

H 

QUERIO.R E 

9007060527 

50-467 

s 

RING.M.A 

0BO71 20030* 

60-373 

PL6NEWiC2.R 

8000300205 

60-455 

S 

OUERIO.R E. 

0807070593 

60466 

R 

RITSHER.JA 

0007200027 

60*271 

PLEN EW‘(C2,R 

eoo7oeooet 

60 464 

R 

QUERIO.R E. 

8807110452 

60-456 

s 

RITSHER./A. 

BG0720002 7 

60-271 

PLENiEW.CZ.R 

0007000213 

50-455 

S 

QUERIO.R E. 

8807120309 

60-457 

s 

RITSHER.JA 

6807200029* 

60 271 

PLENItW.CZ.R 

8007140226 

60 455 

s 

quigley.n. 

80O719O15B* 

50-361 

a 

RIVARD.D A. 

6007200109 

60-309 

PLESSET.M S 

8007120363 

ACRS 


QUILLETTE.I 

8807010202 

60*443 

H 

PIVENQARK.O. 

8007010338 

60-364 

PLETTNF.R.EA 

0006300273* 

50-298 

Q 

QUINN, D. 

8807140076 

REGGD 


RIVENBARK.O.W, 

88071205B7. 

60-384 

PLlMl.G J 

8007260239 

60-295 

S 

QUINN.F.X 

8807050272 

PR 


ROBB, A. 

8007100313 

60-443 

PLOSKI.T. 

0007000201* 

50-373 

Q 

QUINN.G J 

6807080169 

71-9216 


ROBERTS, C.W. 

80070 50340 

60 443 

PLOTT.R F. 

8807140176* 

WASTE MGT 

OUINTANA.R.L 

8807250168 

50-628 

i 

ROBERTS, JM 

8507070307* 

60-327 

POHL8.J A. 

8800280379 

WASTE RES 

QUJROLO.A 

8807180042 

50-322 

H 

ROBERTS.JP. 

8007110386 

50269 

POHLE.J A 

0007010710 

WASTE RES 

RADEfl.R.M. 

8007070576 

50-363 

M 

ROBERTS, J P. 

0807100317 

TOPREP 

POHLE.J A. 

8007060442 

WASTE RES 

RAFALOWSKI.J J. 

8007070357 

50-322 

H 

ROBERTS.WO, 

8007200281 

60-322 

POLlCH.T. 

0807150100 

50-520 

S 

RANDAZZA.J.G, 

0007100043 

50-309 

P 

ROBERTSON. V.S 

0807050160 

60443 

POLICH.T. 

8007100051 

60-528 

S 

RANDAZZA.J 8. 

0007100272 

50-309 

0 

ROBEY.R A 

8807210262 

60-264 

POUCHJ. 

8807190163* 

50-528 

0 

RANDAZZA.J.O, 

8007100301 

50-309 

P 

ROBEY.R.A 

8807280324 

60 254 

PCLlS.T. 

8807190321 

50-322 

n 

RANDAZZA.J.D. 

0007220149 

50-309 

K 

ROBICHAUD.J.O 

0907010270 

PR 

POLISJ. 

8807200319 

60-322 

R 

RANDOLPHS L 

0000200264 

60-483 

P 

ROB1NSON.D A 

8607010622 

60 443 

PCLLACK.M J 

0007070076 

50-311 

s 

RANO.T.L. 

8007070503 

60-443 

H 

ROBINSON J.G 

0007010359 

PR 

POLLACK.M J 

8007070102 

60-272 

s 

RAPPOPORT, G.A. 

0610070606* 

FOIA 


ROBISON.OL 

8B0 7060251 

60 467 

POLLACK M J 

0007190056 

50-311 

s 

RASH.J.L. 

0007150230' 

60-270 

P 

robitailLe.r. 

0007070401 

60 443 

POLLACK.M J 

0007190065 

60-311 

s 

RAU.LW. 

8807010569 

PR 


ROCHE.M.B. 

00O728O32B 

60-219 

POLLARD.D. 

0007010363 

60 443 

H 

RAY.M.J. 

8807190061 

60-328 

P 

RODE HAN, TJ. 

0007120340* 

CONTRACT 

POLLOCK.fl J 
PONCE.L 

0007010514 

8807160262 

60-443 

FOIA 

H 

REAL.D, 

REAR DON, O.A 

8807250262 

8807050246 

50-267 

PR 

P 

RODENBECK.A. 
RODGER S.P. 

0807 110323* 
08O718O1B9* 

CONTRACT 

FOIA 

PONCEl 

8807150264 

FOIA 


HEAVIS.J.A. 

8807250310 

50-269 

R 

ROGERS.D.P, 

0607070166 

60-443 

POOLE.G.R 

8007180289* 

CONTRACT 


REAVIS.J.A. 

8807260397 

SO 369 

R 

ROGERS, HR 

0807250426 

5032B 

PORT.R B 

8007070371 

50-443 

H 

REBELOWSKI.T. 

8807010474* 

50-354 

G 

ROGERS, K.C. 

8007120163' 

COM Ml SSI O 

PORTER.J J 
POSTELLEP.N 

0607070298 

8607220087* 

PR 

CONTRACT 


REBE LOWSKI.T. 
RECK MAN, 0.J. 

0807210100* 

0807200363 

50-360 

PR 

Q 

ROGERS.RO 
ROGGE.J F. 

8607070421 

8007060055* 

NUREG 

60*424 

POSTLEWAir.T K. 

88070601 19 

50-310 

S 

REED.C. 

8807130027* 

60-237 

G 

ROISMAN.A.Z. 

0607060040 

60*446 

POSTLEWAIT.T K 

8807260418 

60-316 

s 

REED.G.A. 

0807120390 

ACRS 


ROISMAN.A.Z 

0607060040 

60-446 

POTfS.W E 

0807180060 

60-289 

F 

REED.W.H. 

8807010616 

50-443 

H 

ROITMAN.H. 

00O7O1O1O2 

WASTE MG1 

POULK.RM. 

0007160166 

60-326 

S 

REEVES.D.L. 

0807010061 

60 296 

S 

ROKES.CB, 

0807010713 

PR 

POWELL, R F. 

0807070420 

PR 


REEVES.D.L 

0007070406* 

50 290 

s 

RCMAN.T. 

6007200095 

60-220 

POWELL, T.B. 

08G726O26B* 

60-300 

Q 

REEVES.D.L. 

0007070409* 

50 299 

s 

ROMANO. F.R. 

0007220028 

60-352 

POWELL, WJ 

0807220236 

PR 


REEVES.E A. 

0007110394 

50 340 

M 

romberg, w.a 

ROMER.R.W. 

0007250081 

60-423 

POWEIL.W.J 

8807280056 

PR 


REEVES.E A. 

8007140068 

50 348 

P 

6007010339 

PR 

POWER.M. 

8807010401 

60-443 

H 

REEVES.E-A. 

8007220214 

50-348 

P 

ROOO.K. 

80O7OBO262* 

60-206 

POWERS,C.W. 

8807010046 

50-397 

S 

REEVES.E A 

B0O722O373 

50 348 

P 

ROOD.H. 

8007130266* 

50-361 

POWER S.C.M. 

8007050035 

60-397 

s 

REEVES.M.R. 

03O7HO616* 

WASTE RES 

ROOD.S. 

0007 120260 

50-443 

POWERS ,C.M. 

8807060461 

50-397 

s 

REEVES, S. 

0007190160 

OA999 


ROONEY.G F. 

0007070261 

50-443 

POWERSAW, 

8807070064 

60-397 

s 

REGAN, E. 

0007220067* 

71*9159 


ROONEY, VL. 

0000300019 

60-271 

POWERS, CM. 

8807110182 

60-397 

s 

REHM.TA. 

0007110239 

COMMISSION 

flOSE.K.O. 

66070 t€6 16 • 

40-6698 

POWERS.C.M, 

8007130416 

50-397 

R 

REHMJ.A. 

6607150060 

COMMISSION 

ROSE.H-O, 

0007120313' 

40-3453 

POWERSAW. 

8007210003 

60-397 

s 

REHM,T.A. 

0607100286 

COMMISSION 

ROSE.R.O. 

0607120646 

40-0004 

POWERS, DA 

0006300195* 

40-0027 


REIOINGER.T.D 

B6O629OO07* 

60-340 

V 

flOSE.H.D. 

0807140166 

40-8102 

POWERS.D A 

0007180143 

f&E 


REILLY, DO. 

0807070473 

50-443 

H 

ROSENBERG, S.A. 

6007010449 

PR 

PRANTIS.J.P. 

B80 7070 122 

50 443 

H 

REI LLY-SULllVAN 

6807120216 
6807260390 ' 

50-443 

H 

ROS6NE.M. 

6807120244 

50-443 

PRATT .C 

8807190100 

60-443 

H 

REIS.EJ. 

60-322 

F 

ROSENTHAL.J E. 

8807050517 

60-456 

PRATT.C 

PRENDERGAST.K. 

B807200043 

8808280182* 

60-443 

70-26 

H 

REl-S.T. 

REMLEY.M.E. 

6807120100' 

6807220226 

60-286 

70-25 

O 

ROSS.T. 

ROSS.T. 

8007110404 

6007130365 

50-254 

50 254 

PREST HOLT.P.T. 

8807180107 

WASTE MGT 

RENAUD.6 

6007200019 

PR 


ROSS.T. 

8007190023 

60 237 

PB6STH0L7.PJ. 

8007190005 

WASTE MGT 

RESSLERW.C. 

8807060)34 

50-289 

ft 

ROSS.T. 

0807250006 

60 206 

FRCSTHOLT.P.T. 

8807210026 

WASTE MGT 

REYES, L-A. 

8007060059 

50-413 

P 

ROSS.T.M. 

0807060224 

60-265 

FRE ST HOLT.P.T. 

8007210031 

WASTE MGT 

REYES, LA 

8807110350 

60-324 

0 

ROSSJ.M. 

0007120393 

60*264 

FReSTHOLT.PT 

6007220262 

WASTE MGT 

REYES. LA 

6807130185 

60-250 

p 

ROSSJM 

6807120407 

60 237 

FnEVATTE.fi.L 

8806290376* 

50-395 

G 

REYNOLDS,N.S. 

0607110010 

60-400 

G 

ROSSI.C.E. 

6808130168 

60-3 

PRICE.H L. 

8007220381* 

50-102 

P 

REYNOLOS.N.S. 

B8Q7110Q1O 

60-460 

G 

ROSSI, C.E. 

6806160340 

60-3 

FflICE.H L. 

0807250093* 

50*102 

P 

REYNOLDS, N.S. 

0807200007 

PR 


ROSSI ,C,6. 

8300170033 

603 

PRICE.!! L. 

8807250110* 

60*102 

P 

REYNOLOS.N.S. 

6807280007 

PR 


ROSSI.C.E. 

8800170291 

60 3 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 


NUMBER 

CATEGORY 


nossi.cF 

8BC6210018 

£0 3 

Q 

SAXTCN.CH 

ROSSJl.CE 

89C6240139 

503 

Q 

SAXTON.CH 

ROSSl.C E 

8 8C 6 3 0034 7 

50 3 

Q 

SAXTON.CH 

ROSSl.C E 

60O/C8COC6 

£0 3 

0 

SAXTON. C H 

ROSSl.C E 

8007060020 

£0 245 

0 

SAYRE.D 

ROSSl.C E 

8Q07CB03€6 

50 3 

0 

SC ACE, S E. 

ROSSl.C E 

800/ 1202^1 

50 3 

Q 

SCACE.SE. 

ROSS' CE 

8807120550 

£0 3 

Q 

SCACE.S E. 

ROSS' .CE 

8807120553 

50-3 

0 

SCACE.S 6 

ROSS'. C E 

8807160101 

£0 3 

0 

SCACE.S E 

ROTH.J 

8807C60625’ 

70 620 


SCACE.S E. 

ROTH.J 

800713025? 

70 11 CO 


SCACE.S E 

flOTHBEFtG O 

88071 10511 

NUREG 


SCACE.SE. 

ROTHERT.WC. 

0806300120 

£0 331 

K 

SCALETTI.DC 

nOTHERT.W.O. 

8807130062 

£0 331 

Q 

SCARANO.R.A. 

HOiHEnr.wc. 

880/160103 

50 331 

Q 

SCARANO.R.A. 

RO'jOENKO.AV 

0807010249 

PR 


SCARANO.R.A. 

RO JSE.L c 

8807110266 

70 1113 


SCARANO.R A. 

ROUSE. 1 C 

08071 10260' 

70 1113 


SCARANO.R.A. 

ROJSE.L C 

88071 10324* 

70 1113 


SCARANO.R A 

ROUSE L C 

0807120284 

70 371 


SCARANO.R.A. 

ROUSE L C 

0807120258* 

70 3/1 


SCARANO.R A 

ROUSE l. C 

0807130404 

£0 269 

Y 

SCARANO.R.A. 

HOUSE LC 

8807130409* 

50 269 

Y 

SCARANO.R.A 

ROUSE LC 

0807140287 

70 1151 


SCARANO.R.A. 

ROUSE .1C 

saovisocoa 

70 1359 


soarauo.r.a. 

ROUSE. L C 

8007190011* 

70 1359 


SCARANO.R.A. 

ROUSE. 1 C 

8807190064* 

70 824 


SGARLOTT.J 

ROUSE.LC 

0007210027 

70 3055 


SCAVU2ZO.K J 

ROUSE.LC 

880721003?* 

70*3055 


SCAVUZZO.R J. 

ROUSE, l. C. 

8007? 10053* 

70 3055 


schalleh.r f 

ROUX.DP 

8807070386 

50 443 

H 

schapker.j f 

ROWE .T .1 

8807070479 

PR 


SCHE PE NS.FI J 

ROWELL 0 T. 

8307060305 

50-443 

H 

SCHERER.A 

RGWEN.M J. 

6807200009 

50 443 

H 

SCMERER.A E* 

ROY.8 A 

0307070864 

7 1 9886 


SCHERER. A E 

HOYACX.M 

8307160322* 

60 361 

V 

SCHF.RER.AE 

RUBENSTEIN.L 

88C620O1 7? 

SO 142 

P 

SCHERER.A E 

RUBEHSTElN.l S 

6807120628 

50 631 

A 

SCHEUERMANJ.T. 

RUBEHSTEIN.L s 

8307120664* 

50 224 

P 

SCHiM.R 

nuBFNSTElN.l-S 

8307140110 

50 400 

F 

SCHMAL1Z.G. 

RuaerjsiEiN.i s 

0RO716O215 

onu 


SCHMECKPEPER.E 

nuBENSTElN.LS 

000/21021 1* 

50 160 

P 

SCHMIDT.T 

RUDU.C 

8807200032 

50 322 

VI 

SCHM IF.RBACH.M. 

RUiTER.GH 

8807210078 

60 305 

R 

SCHMIH.ME 

RULAND.W h 

8807100302* 

60 324 

0 

SCHMUTZ.T.A 

runkce.j 

08071 10043 

FR 


SCHMUTZ.T.A 

RUNYAN.M F 

9007260M5* 

60 445 

0 

SCHMUTZ.T.A 

RUSSELL JE 

980/200330* 

50*206 

Q 

SCHMUTZ.T.A. 

RUSSELL, J L 

0BO7O6O22S* 

WASTE MOT 

SCHMUT2.T A 

RUSSELL. L £J 

8B07200298 

60 317 

s 

SCHMUTZ.T.A 

RUSSEU.L.B. 

0807210127 

50 317 

s 

SCHNEIDER, R.A 

RUSSELL.W T 

8807070259 

60 29 

0 

SCHNElDF.n.S 

RUSSELL.W T 

0BO71 10404 

E 0-362 

0 

SCHNELL.DF 

RUSSELL.W T 

0807150150 

60-333 

0 

schnell.df 

RUSSELL.W T 

980716C057 

50 220 

Q 

SCHNELL.DF. 

RUSSELL.W T 

0807200144 

50*309 

0 

SCHNELL.DF 

RUSSELL.W T 

8B07200145* 

60 309 

0 

SCHNELL.DF 

RUSSELL.W. T 

8B07200365 

60*277 

P 

SCHOENE.MG 

RUSSO. JO 

8B072 10195* 

CONTRACT 


SCHREHER.C M. 

RUTZ.A.C 

8B07120502 

WASTE MGT 

SCHREIER.RM 

RYAN.PL 

8807070463 

50 443 

H 

SCHREMPF.DA 

RYAN.R F. 

8B0 70604 34* 

50 320 

P 

SCHROCK.V.E. 

RYANJ.G. 

8807110252 

REVIEW GR P 

SCHROEDER.B A. 

ryder.t s. 

9806300210 

50*380 

S 

SCHRUM.D.L. 

SAIZ.N J. 

8807200059 

PR 


SCHUMACHER.M.C. 

SALAMON.G. 

9007120057 

50*251 

s 

SCHUMACHE R.M.C. 

salesi.jp. 

8B070 10720 

50 443 

H 

SCHUMANN.D 

SALOMON.E H. 

0807010350 

PR 


SCHWAO.C.O. 

SALT.B.J 

8B07010189 

50 443 

H 

SC IN TO. J F. 

saluja.j 

9807210161* 

CONTRACT 

scorr.M 

samaras.f f 

9807080360 

NUREG 


scott.m.w. 

SAMMARO.H D. 

9807010238 

PR 


scott.m w 

SAWOllNSKl.S J 

9607070595 

50*373 

R 

SCOTT.U.M 

SAMOLINSKI.S J. 

9807160297 

60-373 

n 

SCOVILL.V. 

SAMPSON. P.S. 

0BO7O7OO1O 

60-373 

s 

SCOVILL.V.R. 

SAMSTAG.S S. 

6807070104 

50 443 

H 

SCOVILL.V.R. 

SAMUELS.l.O 

8807180072 

PR 


SCOVILL.V R. 

SAMVVORTH.R.B. 

68071 2063 1 

50 397 

Q 

SCOVILL.V R 

SANPORN.G, 

680/010284 

£0 443 

H 

SCOVILL.V.R. 

SANBORN.I M. 

6807010343 

50 443 

H 

SCOVILL.V.R 

SANCHEZ.V.W. 

680/010095 

PR 


SCOVILL.V.R. 

SANNA.L 

6807160162 

60 424 

J 

SCOVILL.V R. 

SANNA.L J. 

6807160094 

60*259 

J 

SCOVILL.V R. 

SAPONTE.E 

6807010409 

PR 


SEARS, C.F. 

SATTERFIELO.M 

6807060054 

60 443 

H 

SEARS.P.M 

SAVAGE.R.W 

6807060604 

60 443 

H 

SEARS.PM 

SAVRE.A. 

8807010310 

60 443 

H 

SEARS.P.M. 


accession 

SUBJECT 


author 

ACCESSION 

SUBJECT 


number 

CATEGORY 


NUMBER 

CATEGORY 

8007010071 

50-397 

P 

SEARS.P.M 

0807140128 

50 309 

P 

€807210095 

50 397 

R 

SEAY. CM. 

0807010594 

TOPREP 


8807250291 

50-397 

P 

SEDAR.J H 

0607250044 

50 219 

n 

8807250355 

50 397 

R 

SEFCEK.D 

0807250286 

50 340 

H 

8807060569 

50 261 

S 

SEIDLF.WC 

0806300045* 

50 208 

C 

8806280380 

50*245 

S 

SEITZ, K W. 

88070/00/9 

50 443 

r' 

£806280380 

50*245 

S 

SEKI.S 

0807150173* 

XPORTl C 


6806300051 

50 423 

s 

SEKI.S 

080/ 150290 

XPORTI C 


6808300051 

50*423 

s 

SELDIN.M 

8607100090 

Ptl 


680714O3C6 

50 423 

s 

SELDIN.M 

000/210075 

50 322 

h 

6807210214 

50*245 

R 

SELKER.M A 

8007010477 

PH 


B0O722OC68 

50-423 

R 

SELKER.M A 

80072BQ1 71 

PR 


D50722OC68 

50 423 

R 

SELLECK.K A 

88071 4 GO10 

50 443 

Ci 

6007 120634 

50-605 

A 

SELLECK.KA 

8807140010 

50 443 

C. 

6007050233 

50*312 

0 

SEUECK.K A 

8007140019 

50 443 

Ci 

8B071 10206 

50-312 

0 

SELLECK.KA 

6807140019 

50 443 


CB071 10391 

50-224 

P 

SELLECK.KA 

8007150017 

50 271 

G 

8B07140119 

50-312 

Q 

SELLECK.KA 

800/ 15001 7 

50-2/1 

G 

8007140220 

50*312 

0 

SELLECK.KA 

8007220012 

50 443 

G 

6607140232* 

50 312 

Q 

SELLECK.KA 

0007220012 

50 443 

g 

8807190157 

50 337 

Q 

SELLECK.KA 

0007290014 

50-443 

G 

8BO719016 1 ' 

50*397 

Q 

SELLECK.KA 

BG07200014 

50 4*13 

G 

8807200047 

50*520 

0 

SELLECK.KA. 

0007200021 

50143 

G 

8B072C0200 

50-520 

Q 

SELLECK.K A. 

0007200021 

50 443 

G 

8607200202* 

50-520 

Q 

SELLECK.K A 

0007290042 

50*443 

G 

8607200296 

50-200 

G 

SELLECK.KA. 

0007290042 

50*443 

G 

8B072C0324 

50-206 

a 

SELLECK.KA 

0807290047 

50-443 

Ci 

8607200093 

PR 


SELLECK.KA. 

8807200047 

50-443 

Ci 

8607120074 

50-275 

P 

SELZ.A. 

980/010161* 

CONTRAC" 


8607120595’ 

50*275 

p 

SEMINEKO.G P. 

0007010292 

PH 


86C 6290 182 

50-461 

s 

SERONEN.M A. 

8607010207 

rn 


8607C50-130’ 

50*219 

0 

SERRANO, W 

8806210325* 

50*272 

p 

880712046 1 ‘ 

60-425 

Q 

SERRANO.W. 

8006210325' 

50-272 

n 

8807110139 

PR 


SERRANO.W. 

8807120572* 

50-35*1 

r 

6007120180 

50-470 

K 

SESSLER.G F 

0007070150 

50*443 

ii 

6807140271 

50*470 

A 

SEWELL.H M 

0807000042* 

CONTRACT 


080715026B 

50-170 

A 

SEWELL. H.M. 

88071 3 02U4* 

CONTRACT 


6807180102 

PR 


SEWELL, HM 

8B07130314* 

CONTRACT 


6807140224 

50*298 

n 

SEXTON, J.Q 

8BO72OGO07 

PR 


6007120461* 

50-324 

0 

SEYMOUR. DR 

8807070448 

50*443 

H 

6807050405* 

60*267 

F 

SEYMOUR, D A 

8BO710O235* 

70*1161 


6807050201 

PR 


SEYMOUR. ME 

860/070440 

50-443 

u 

6807010216 

PR 


SEYMOUR. P M 

8R07050180 

50*443 

D 

601)7210145 

50*390 

n 

SHAFER.W. 

080701 0040 

50-461 

1 

6807010696 

50*443 

H 

SHAFER.W 

8007120006 

50-331 

s 

6807 UO 104 

50-445 

G 

SHAFER.W. 

8007100083 

50-3J1 


6007110104 
6007 1 50016 ' 

50*445 

G 

SHAFER.W. □. 

0000280217 

50-440 

E 

50*445 

G 

SHAFER.W 0 

00O62OOO1O 

50*450 

E 

6807150016' 

50-445 

G 

SHAFER.W 0 

8000200027' 

50-450 

E 

6807160054 

50*445 

G 

SHAFER.W D 

0006200001 

60-254 

F 

6807150054 

60*445 

G 

SHAFER.W.D. 

080/010059 

50*255 

F 

6007120427 

70*1257 


SHAFER.W D 

0807000196 

50-373 

0 

60O72CO17O 

50*322 

H 

SHAFER.W.D 

0807000305 

50*331 

0 

6807010677 

50-403 

P 

SHAFER.W.D 

0807060314 

50*255 

0 

6007050036 

50*463 

Q 

SHAFER.W.D 

0807000402 

60*341 

F 

60071 10245 

50-403 

P 

SHAFER.W.D. 

8807060406 

50*440 

F 

6007160191 

50*403 

Q 

SHAFER.W D 

00070604 1 1 

60*155 

F 

6807200416 

60*403 

P 

SHAFER.W.D. 

8807060415 

60*346 

F 

6007010240 

50*443 

H 

SHAFER.W.D. 

8807110445 

50*315 

F 

6807010661 

50*443 

H 

SHAFER.W.D, 

0807120009 

50-255 

f 

6007070343 

50*443 

H 

SHAFER.W.D. 

0607120200 

60-155 

F 

6007060550 

60-443 

H 

SHAFER.W.D. 

0807190147 

50*255 

F 

8607120377 

ACRS 


SHAFER, WD 

8807190193 

50*340 

0 

8B0B28O169* 

60*237 

K 

SHAFER.W.D 

8807210320 

50*282 

G 

8807190348 ' 

60*440 

0 

SHAFFER, G.C. 

8807070414 

60-387 

S 

8606290033' 

60*456 

G 

SHAKERDGE.G. 

8007200083 

50-322 

II 

8607060316' 

60*255 

0 

SHANBAKY.M 

8807010466* 

50-317 

0 

8807010068 

50*312 

S 

SHANBAKY.M 

8807050246* 

60-300 

a 

6807190042 

PR 


SHANBAKY.M 

8807070116* 

50*352 

E 

6807250369* 

50*322 

F 

SHANBAKY.M. 

8007200384* 

50-146 

0 

6007200301* 

50*520 

G 

SHANBAKY.M M. 

6007010043* 

50*206 

0 

6807010243 

PR 


SHANBAKY.M.M. 

8007010387* 

60*334 

0 

6807180046* 

60*309 

P 

SHANBAKY.M. M. 

8807050165* 

50-3 

0 

6007180056 

PR 


SHANBAKY.M M. 

8807050224* 

50*293 

0 

6807010046* 

40 0768 


SHANBAKY.M M. 

8807050266* 

50*223 

G 

6807010616* 

40*8698 


SHANBAKY.M. M. 

8807200216* 

50*209 

0 

8807120202* 

40-8857 


SHAO.L.C. 

8712020339* 

PR 


6807120313* 

40-3453 


SHAO.L.C. 

8807070517 

REVIEW GR P 

6607140034 

40*8084 


SHAOLC 

8807110457 

REVIEW GR P 

6607140037 

40*0681 


SHAPIRO.L M. 

8807010196 

50*443 

V 

8007150030 

40*3453 


SHARKEY.J.M 

8807130410* 

50*440 

0 

8B0715C045 

40*0681 


SHEA.K.H. 

8007250212* 

50*102 

p 

8607150072 

40-3453 


SHEA.K H. 

8807250236* 

50*102 

p 

6607250394 

40-3463 


SHEALY.H.G. 

8807150301 

PR 


8807050012 

50*423 

P 

SHEALY.HG. 

8807210016 

WASTE MGT 

6007070340 

50-309 

P 

SHEARER.!. 

8807120591* 

WASTE MGT 

680 7 1 20566 

60-309 

P 

SHEEHAN.A.V. 

8807010255 

50-443 

H 

6807120866 

50*309 

P 

SHELLEHAMEft.H, 

8807050209 

PR 



AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBj ECT 


AUTHOR 

accession 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGOR 

SHELTCN.B J 

8807080166* 

PR 


SILADY.J A 

8807010629 

50 237 

P 

SMITH.R O. 

8007150023 

WASTE MG 

SHELTON. D C 

Q60 7050001 

50-340 

P 

SILADY.J A 

8307210340 

56 237 

P 

SMITH.RO 

QB07 150027 

WASTE MG 

SHELION.OC 

8807050055’ 

50-346 

P 

SIL0ERG.J.E 

8807120190 

50 440 

P 

SMITH.RO 

0807150035 

40 0904 

SHELTON.DC 

8807050517 

50-346 

P 

SIL0EF1G.J.E 

8307120190 

50-440 

P 

SMITH.R 0 

0607 150036 ’ 

40 0004 

SHELTON.OC 

8807 120456 

50-346 

H 

SILK OM 

8307050366* 

50-5 

V 

SMITH R D 

0807150052 

WASTE MG 

SHELTON.OC 

0807150011 

50 346 

P 

SILLOWAY.G.E. 

0637010193 

50*443 

H 

SMITH.R D 

0807 1 50056 

WASTE MG 

SHELTON. OC 

8007190062 

50 346 

Q 

SILVER, H. 

0007070545 

50 30? 

P 

smith.ro 

08071 5C065 

WASTE MG 

SHEiTON.DC 

8807210065 

50 346 

P 

SILVER, H. 

B80712C652 

50-302 

O 

SMITH.RO 

8807150060 

WASTE MG 

SHE.TCr-.DC 

80072501 18 

50-340 

O 

SILVER.H. 

6807130475 

50 332 

P 

SMITH.R D 

0807150141 

40 299 

SHE 8 -TCr 4 .DC 

8807250201 

50-346 

V 

SILVER,!!. 

8807220365 

50-30? 

P 

SMITH.RO 

0807)50 160’ 

40 299 

SHELTON DC 

0807250367 

50*346 

K 

SILVESTER, LF 

0Q37 1 10490 

NUREG 


SMITH.R D 

6807150171 

40 0902 

SHEMANSKIP 

000707047? 

50373 

P 

SIMOM.S J. 

0937190201 

40*7604 


sm'.th.r d 

0007150104 

40*4492 

SHEPARD AM. 

8007010392 

PR 


S' MO.NISON.SC 

8G0707CCB5 

53-143 

H 

SMiTH.R D 

8807150185* 

40 4492 

SHEPARD. AM 

8007080223 

50*29 

P 

SIMPSON, A.K 

6807110343’ 

COMMISSION 

SMITH.R D 

8807150192 

40 3453 

SHEPARD.SE 

8807010303 

50*443 

H 

SlNGH.A 

6806300045* 

50-299 

Q 

SMITH.R.D 

8607150194* 

40-3453 

SHEPrFHD.J K 

8807070491 

50-443 

H 

SINGM.A 

8807080039* 

50*445 

O 

SMITH, n.D 

0007150195 

40*850? 

SH-ER R A 

8807070027 

50-443 

H 

SlNGH.A 

8807193343’ 

50*458 

a 

SVlTH,n.D 

800715010?’ 

406502 

sl-erankorg 

0907000105 

60387 

S 

SINGH.M.M 

8807210330 

waste RES 

SM;TH FLD. 

8007150190 

406693 

SKERBN' 3 

8607050165* 

50 3 

Q 

SINGH, M.M 

8807220163 

waste RES 


SMITH R.D. 

0907150203’ 

40*0603 

SHEPQ.Nf S 

08072002 16* 

50 289 

O 

SfWGH.R 

66071504 6 ( 

QRG 


SMITH AO* 

0007150205 

40-0907 

SM = FiDEN,P 

0807010200 

PR 


SINKULE.M V 

8607060055’ 

50*424 

o 

SMITH.R. D. 

0807 150200 

40-4402 

shepman.m J 

0807010275 

50 443 

H 

sinkule.m.v. 

8807120461* 

50*425 

o 

SMITH. n.D. 

8807150209* 

40*4492 

SHERRICK.H. 

8007050407 

50-443 

H 

SlSKA.D. 

80071201 75 

50-320 

s 

SMITH.R D 

0007150242 

40*8102 

shlrry.d. 

0007180321 

50*322 

H 

SISKA.D. 

8007250425 

50*328 

s 

SMITH.R D. 

8807150260’ 

40*3102 

SH" Ti.FR J R 

8007050568 

50*312 

R 

SlSKfNU.0. 

6607140141 

WASTE MGT 

SMITH n O. 

0007150275 

40*200 

SHcWSKlW J 

0007100205* 

50*10 

P 

SJOBLOM.G.L 

8807200225 

£0 272 

F 

SMITH, n 0. 

08071502 76* 

40*290 

SHELHS JC 

0007100346’ 

50*361 

P 

SKFFFREY.P 

0807200070 

60-322 

H 

SMITH. R.D. 

0807160131* 

40-6002 

SHELCS J C 

6807190355’ 

60 301 

P 

SKOLNICK.F. 

88071*10062 

60*320 

G 

SMITH.R D 

0807180167 

40*6601 

SHiELOS.J.C 

8007250110* 

50*301 

P 

SKOLNICK.F. 

8007140002 

60 320 

G 

SMITH.R U 

8807180189* 

40-80B1 

SM-LOS.J.C 

0807250149* 

50*361 

P 

SLATKIN.M 

88072 lOGvO 

50 3 22 

H 

smith.ro 

600/100207 

WASTE MG1 

SH c CR,O.C. 

800701023? 

PR 


SLATKIN.M. 

88372201 65 

60 322 

H 

SMiTH.R O 

0007250366 

40-4492 

$H FFER.JO 

000/070194 

50*323 

S 

slffman.r.c. 

8607100203 

WASTE MGT 

SMITH.R D 

0BO725O432 

WASTE MG' 

SH FFER.J.D 

0807120600 

50 323 

s 

SLEMP.P.W. 

8007070260 

60-440 

H 

SMITH.R E 

0807130068 

50-244 

SH FFER.J.D 

0807130056 

50*275 

p 

SlOAN.MC 

8 B0? 050223 

PR 


SMUM.n L. 

8007010 SOD 

PR 

S-f FFFR.J.D 

8007130134 

50*275 

p 

SLOSSON.MM. 

0&07110356 

603 

P 

SMITHS 

0037010108 

PR 

SHFFER JD 

8007130367 

60*275 

Q 

SLOSSON.M M. 

8607110362* 

60 3 

P 

SM-TH S J 

000/060209 

50 327 

S'tFFEftjo 

8907220090 

50*275 

S 

SLOSSON.MM. 

8607120026 

60 3 

P 

SMITH S J. 

0807C6039G 

50 32 B 

SHIFT Eh J 0 

0607250217* 

50*275 

F 

SLOSSON.MM 

8907120676 

60 247 

P 

SMITHS J. 

0BO7O6O422 

60 328 

5H:NO 7XKAM 

8007000360 

NUHEG 


SLOSSON.M M 

03071 30Q 16 

66*247 

P 

SMITH, S J 

0807060439 

60 327 

SHOCKLEY. TV 

0807110490* 

60 408 

1 

SLOSSON.MM. 

8807130093 

50-200 

P 

SMITHS J. 

B80706-0U4 

50 327 

shofmaher.c J. 

0806300265 

50*322 

G 

SLOSSON.MM. 

B0071332U6 

503 

P 

SMITM.SJ 

8007110428 

60 328 

SHOEMAKER.CJ. 

0007000047 

50-250 

G 

SLOSSON.MM 

00071 G0 108 

50-247 

P 

SMITHS J. 

0007 120045 

50 326 

SH3EMAKER.C J. 

6007060066 

60-443 

G 

SLOSSON.MM 

&807200200 

50 247 

P 

SMTHSJ. 

0007120132 

60 327 

SHCEMAKEll.CJ. 

0007110060 

50*443 

G 

SLYVIA.BR. 

8007060319 

50 341 

Q 

SMITHS J. 

GR071201 75 

60-320 

So ICEMAKER.C J 

8007200033 

50 443 

G 

SMALL.P. 

0807270304 

fo:a 


SMITHS J. 

0U07 120210 

6032? 

SHOE MAKE R.CJ, 

00072200-14 

50*352 

G 

smart.l p. 

8307120175 

50443 

H 

SMITM.SJ. 

0007250425 

50320 

SHOEMAKfcR.C J 

000/290221 

60 260 

G 

smart.r.a. 

8807120211 

50-443 

H 

SMITH. S L. 

0607070471 

50*443 

SHORT.D. 

0007110466 

WASTE MGT 

SMFLSER.J H 

0007100167 

50-600 

H 

SMlTH.W.F. 

0007250123* 

60-302 

SHOWMAN S 

0007270275* 

PR 


SMI BLOCK, W E. 

0007200253 

50443 

H 

SMITH.W.G. 

U000300G32 

60-315 

SHn VER.T D 

0006200126 

50*529 

S 

SMITH, DM. 

0307070074 

50 2?? 

s 

SMITM.W.G. 

8007060110 

50-316 

SKliVEn.T.D 

800706030-1 

50*526 

S 

SMITH, D-M. 

83070/0592 

50 277 

F 

SMiTH.W.G. 

08070601 10 

50*310 

si :f ivEn.ru 

0007060410 

50 529 

s 

SMITH.I.W 

0607290004 

50443 

G 

SMiTH.W.G 

0007060142 

60 315 

SHFIVF.RJ 0 

06O712OSG2 

50 526 

s 

SMITH.I.W. 

8307290016 

50 443 

G 

SMITH.W.G. 

8007080142 

60*315 

SHniVER.T 0 

0807210046 

60*520 

s 

SMl TH,J A 

0807260350 

50-247 

S 

SMITH.W.G. 

8007150000 

50-315 

SHVM.OCKM 

0006290161* 

50-321 

o 

SMUH.JB. 

0007140004 

50 443 

G 

SMITH.W.G. 

0807250410 

50-316 

sacor.e n 

8007100260 

50*206 

n 

SMITH. J.B. 

0807140004 

50 443 

G 

SMYTH.CW. 

800 725011 7 

50 209 

s Acop.fc* n 

800/190203* 

50-361 

R 

SMITH, JD 

800705011 B* 

60 312 

O 

SNEIDERCS 

08071 10008 

50*443 

S EOER.J.O. 

0007010060 

60 412 

P 

SMITHJ D 

8007110510* 

50-312 

a 

SNEIDEH.CS 

0807 100274 

50 322 

S EGEH,J.Q. 

0807050244 

60*412 

P 

SMITH. J E 

800/070043 

50 443 

H 

SNLLL.W 

8006280210’ 

50*440 

SEBER.JD. 

6007060254’ 

50*412 

P 

SMITH, Jf 

8307120000* 

50*155 

Q 

SNEU.W, 

08O7OGG2O 1 ’ 

50*373 

SIEBER JD 

8007060474 

60*334 

P 

SMITH, JH 

8807130072* 

50 244 

O 

SNELL.W 

0eO7OOO3C6’ 

50*331 

sieger jd 

8307060470* 

60*334 

P 

SMITH.J S 

0037250193’ 

50-322 

F 

SNELL.W 

8007120096 

50*331 

Sl^BER.JD 

0007060403 

50-334 

P 

SMITH.J S 

0007260199’ 

50-322 

F 

SNELL, W 

88O710OCB3 

50*331 

SlEOcRJ o 

8007060495* 

50*334 

P 

SMITH.M A 

BB072SV333 

50*445 

K 

SNELL.W G 

8807210341* 

50*282 

SlE8En,J.D. 

0007060549 

50*412 

P 

SMITH, M.Q 

0007070012* 

50 320 

P 

SNELLING.C O 

G8 07200323 

PR 

SIE3ER.J 0 

0807060552* 

60*412 

P 

SMITH.M J. 

6007210341* 

50 282 

Q 

SNOW, 0. A. 

60O63OCO83 

50-244 

SIE3ER.JD 

0807060573 

50*334 

P 

SMITH.P, 

8007150157 

CONTRACT 


SNOW.Q A. 

8007010370’ 

50*244 

SIE&ER J O. 

0807060500* 

50-334 

P 

SMITH.P. 

B807 150163* 

CONTRACT 


SNOW.B A 

0&O7O6O267 

50*244 

S1FBER j.O 

8807080029 

50*334 

FI 

SMITH.P. A 

8807 060490 

CONTRACT 


SNOW, BA. 

0BO7O7OO47 

60-244 

SISBER.JO 

800/120054 

50*334 

Q 

SMITH. P.A. 

0807060507* 

CONTRACT 


SN'OW.O A. 

8007070389 

50*244 

SJEOER.j f> 

0807 130 163 

60*334 

Q 

SMITH, PA 

8607110323* 

CONTRACT 


SNOW.B A. 

8007000142 

50*244 

SIE9ER.JO 

0007140122 

50 412 

P 

SMITH. PA 

0807180269’ 

CONTRACT 


SNOW.B A. 

800713018? 

50-244 

SIE0ER.J.D. 

0807140124’ 

60-412 

P 

SMITH.P. A. 

0807260153’ 

CONTRACT 


SNOW, BA 

0007100040 

50*244 

SJrOER.j D 

QdO?2lOOQi 

60*412 

P 

SM/TH.P.M. 

8637080037' 

CONTRACT 


SNOW, e. A. 

8007 190 J £6 

60*244 

SIE9ER.J D. 

8807210292 

50*334 

n 

SMITH.R 

080716014?' 

PR 


SNYOEFT.E.M 

8007050444 

PR 

SIEGEL B. 

8807070456 

50*237 

p 

SMITH. R.C. 

6007200317 

50*443 

H 

SOKOL X O 

0806300012 

TOPREP 

SIEGSL.Q. 

8807080140 

50*249 

p 

SMITH. R P 

8007130242 

40-0004 


SOLUNGER.CA 

0007050460 

60 443 

SlEGSL.Q. 

0807120378 

60-237 

p 

SMITH. RD 

8607130246* 

40 008*4 


SOO.P. 

B? 12100026 

WASTF. MG 

S/CGEL.8 

86071 2Q639 

60 249 

Q 

SMfTH.no 

86071400 57* 

*10*0902 


SOO.P 

8007140137* 

WASTE MG 

SIEGEL, B. 

8807130145 

50*237 

P 

SMITH.R D 

8807140066* 

40-0002 


SORCE.J. 

8307210050 

50*322 

SIEGEL.JJ. 

8807110543 

NUREG 


SMITH, R D 

8807140672 

40 0452 


SORENSEN.G.C. 

0807010053 

60*397 

SIEGEL.JJ. 

8807190246* 

FOlA 


SMITH.R D 

8607140674* 

40*845? 


SORENSEN, G.C, 

0607010061 

S0-5OB 

SIEGEL.JJ. 

8807190251* 

FOIA 


SMITH.R D 

8607140667* 

40*1341 


SORENSEN.G.C. 

0807000140 

60 460 

Sl'GEL'JK 

8007200342 

PR 


SMfTH.R O 

800? 140689* 

40 134 1 


sonensEN,G c. 

8807000291 

00397 

SIEGE L.M.D, 

08071 10490 

NUREG 


SMITH.R D. 

8807146179 

40-6622 


SQRENSFN.G C. 

8307 180324 

50*307 

SiEGFRiED.RE 

0806300387’ 

50*443 

1 

SMITH.RO 

8607140183* 

40-6622 


SORENSEN.G.C. 

8007190188 

50*503 

SIEMIEWiCZ/F 

0807050337 

50 443 

H 

smith.ro. 

8807146201 

40*8084 


SORENSEN.G.C. 

8007210230 

50*397 

SILADY.J A 

8806280152 

50*237 

P 

smhh.ro 

8807140204* 

40*6084 


SORENSEN.G.C. 

00072 2032B 

PR 



NUMB-Efl 

CATEGORY 


SCRENSENGC. 

B0O72SO267 

PR 


STElNHAnOT.CR 

SOHENSF.N.GC 

6907050317* 

£0-337 

G 

SlElNHARDT.C R 

SO’JTHALl ,T 

6 6070 10391 

50-443 

FI 

STEINF1ARDT.C R 

SOUTHWCK.L 

8607190006 

50-322 

H 

STE'NHAPDT.C.R 

SOVE1SKY.E.J 

60 07070373 

PR 


STELLO.V 

SPADE H,E A 

6807050445 

50-443 

H 

STEILO.V 

S^AETH.M.E 

6906270304 

WASTE MGT 

STELLO.V 

SPAETH, ME 

86071 10164 

WASTE MGT 

STELLO.V 

spaeth.m.e 

6607160312 

WASTE MGT 

STELLOV 

SPANGEN9ERG.F, 

6606260162 

£0-461 

S 

STELLO.V 

SPARGE NDERG.F. 

680706007ft* 

50 461 

S 

STELLO.V 

SPAMGF.N0ERG.F 

8607160056 

50 461 

P 

STELLO.V. 

SPANGEN9ERG.F 

PRO 7 190114 

50461 

P 

STELLO.V 

SPANGENDERG F. 

R807 190327 

50 461 

F 

STELLO.V 

S^A^GFNRERG.F 

Q807200374* 

50461 

F 

STELLO.V, 

SPARLING.O K 

88072 10 UO 

40 8591 


STELLO.V. 

SFESSARD.R L. 

6807090069* 

50-250 

P 

STELLO.V 

SFIKER 0 1 

8007010554* 

50-267 

R 

STELLO.V 

sp.lberg s 

8607 1304 13 

REVIEW GR P 

STELLO.V 

SP.NfJEY.K b 

8607010-160 

PH 


STELLO.V 

SPiNNEY, S A 

8607010540 

50 443 

H 

STELLO.V. 

spinney.wa. 

0607010446 

50-443 

H 

STELLO.V. 

SPITZ6ERG.D B 

0606300195* 

40 6027 


STELLO.V. 

SPlTZER.DJ 

6807060064 

50-454 

R 

STELLO.V 

SPRUNGER.C K 

6807120210 

50-373 

S 

STELLO.V 

ST DFNIS.G M 

€607010124 

FR 


STELLO.V 

ST germaine, h. 

0607070172 

50-443 

H 

STELLO.V. 

ST JOHN.H.E 

B607010134 

PR 


STELLO.V. 

ST LAURENT.J 

6807010202 

50-443 

H 

STELLO.V 

ST FlERRE.G. 

6907050353 

PR 


STELLO.V 

STACGYJ.W 

8607U 10602 

PR 


ST6LLO.V. 

STACHEWJC 

0807200198* 

50-26? 

P 

STELLO.V. 

STACHEW J.C 

88072C0193* 

50-287 

P 

STELLO.V. 

STACK, E. 

6807050169 

50-443 

H 

STELLO.V. 

stafkoho.k e 

6807260350 

50-247 

S 

STELLO.V, 

stahle.c 

8907060002 

50 303 

P 

stephenson.j d 

STAHL E.C 

8007080 1 23 

50 244 

P 

STEPTOE.PP 

STAHLE.C 

9007120351 

50 244 

P 

STEP'OE.P.P 

STAHLE.C 

9007120437 

60-244 

P 

STEPTOE.P.P 

STAHLE.C 

9807260273 

50 244 

P 

STEPTOE.PP 

STAHLE.Cn 

8807060005* 

50-309 

P 

STEHRIT T.R C. 

STAKE R,T H 

8807250423* 

£0 382 

0 

STETKA.T. 

STANOERFER.F R 

8906290292 

60-320 

P 

STETKA.T. 

STANGERFER.FR 

8907060431 

SO 320 

P 

STEVE NS.J.A 

standerfer.f R 

0607070008 

60-320 

P 

STEVENS.J.A 

standerfer.fr 

0807130069 

50320 

V 

STEWART.R 

STANHERFERF R 

6807140257 

60-320 

Q 

STlNSON.W.J. 

stangerfer.f r 

B807 1B0263 

£0-320 

P 

ST08BS.J J 

standerfer.fr 

8807220362 

50 320 

0 

STOETZFL.G A 

STAN3.J F. 

BG07 120635 

50 315 

P 

STOFFEL.J W. 

S1ANG.JF. 

0BO7 130103 

50-315 

0 

STOFFEL.J W. 

STANG.J.F. 

8807150201 

50 315 

p 

STOKFS.T.F. 

STANG.JF. 

0807 160346 

50-315 

p 

STCKLEY.J 

STANG.JF. 

0807180378 

50-315 

p 

STOKLEY.J.R. 

stang.jp 

B8072 00226 

50 315 

p 

STOLZ.J.F 

STANLEY.J A 

680707033B 

50 443 

H 

STOlZ.J.F. 

STANSBERRY.WW. 

0807210309* 

50-261 

Q 

STOLZ.J.F. 

STARKEY.P.W 

080 7050065 

50 443 

H 

STOLZ.J.F, 

STARKEY.R S. 

880630005G 

50 30? 

S 

STOLZ.J.F 

STARKEY, R S. 

OB0630006? 

50382 

S 

STOLZ.J.F. 

starkey.r s. 

6806300087 

50-392 

S 

STOIZ.J.F 

STARKEY.R.S. 

6807210133 

50-392 

s 

STOLZ.J.F, 

STARKEY.fl.S. 

B8O721O210 

50-392 

s 

STOLZ.J.F. 

STARWEFI.R J. 

8607130347 

WASTE MGT 

STOLZ.J.F. 

STARR.L e 

8e0 ? 140295’ 

WASTE MGT 

STOLZ.J.F. 

stauter.j.c 

0607000040 

40-8027 


STOLZ.JF. 

STAUTER.J.C 

8607120242 

70-925 


STOLZ.J.F. 

stauter.j.c 

8607 U0131 

40-8027 


STOLZ.J F. 

stauterjc 

8807220023 

40-9905 


STOLZ.JF. 

STEtLE.M. 

6807010556 

FR 


STONE, J C 

STEENLAND.D S, 

6807060073' 

50-443 

G 

STORY.J. 

STEENLAND.D s. 

6807060082* 

50-443 

G 

STORZ.L F. 

STEENLAND.D S. 

B8070600B2’ 

50-443 

G 

STORZ.L F. 

STEENLAND.D S. 

68 070600 BO* 

50-443 

G 

STORZ.L F 

STEENLAND.D. S. 

6807060089* 

50*443 

G 

STORZ.l.F. 

STEENLAND.D.S 

8907110048 

50-443 

G 

STOUT, JL. 

STEEN LANO.O.S 

8807110046 

50-443 

G 

STRANGF.RJ 

STEEVES.GN. 

8607010362 

50-443 

H 

str;ckland.rg. 

STEIGER, WE. 

8607070057* 

50-322 

P 

STRUCKMEYER.R. 

STEIGER, W E. 

8607060157 

50-322 

S 

STRUCKMEYER.R. 

STF.IGtn.W E. 

8807140274 

50-322 

S 

STRUM, MS. 

STEIGCR.WE. 

8807190321 

50-322 

R 

STUCWNSKI.V.L 

STF.IGER.WE. 

8807200319 

50-322 

R 

SUFFRIODE.SM 

STElN.S.n 

8807110399' 

50-249 

Q 

SUH.G. 

STFINBERGER.A 

6807200094 

50-322 

H 

SUH.G.Y. 

STEINHAPDT.CR 

6007000162 

50-305 

S 

SULECKI.J 

STEINHARDT.C.R 

6007070564 

50-305 

F 

SULLIVAN.J 

STEINHAHDT.CR 

6007080184 

60-305 

P 

SULUVAN.M 


NUMdcH 

UA IfcUUHY 


NUMOth 

UA 1 tUUJIr 

6907130045 

50-305 

S 

SULLIVAN, T.J 

0807CB0074 

50 352 

F 

6607 150121 

50-305 

F 

SURMEIER.J.J 

8007130066 

WASTE MGT 

8807210076 

50 305 

R 

SUSPENSKI.A J. 

880/200J37 

50 322 

H 

0807250372 

50-305 

K 

SUTPHIN.R N. 

08O7C6U234* 

50 331 

EE 

8603200064* 

PR 


swartzwelder.j 

8607000105 

50 424 

s 

6607000527' 

PR 


SWART ZWELDER.J 

8807080111 

50 424 

s 

0805190301 

SECY 


SWARTZWELDER.J 

Q807CB0260 

50 424 

m 

8807070584 

50 361 

G 

swartzwelder.j 

0807160136 

50 -124 

m 

8007070569* 

50-361 

G 

SWEENEY.J M 

080701 0573 

50 443 

h 

8B07000135 

SECY 


SWEENEY.J P. 

0007010219 

PH 


8007080146’ 

PR 


SWET.M 

0007200167 

FH 


6807080166* 

PR 


SWETLAND.P 

080/010125 

50-311 

S 

6007110371 

50 443 

P 

SWETLAND.P 

8807050107* 

50 247 

O 

89071 103B9 

50-458 

H 

SWETLAND.P D. 

8807010109 

50 24 7 

F 

0607120551 

COMMISSION 

SWETLAND.P D 

B807CG0317* 

50 354 

O 

8807140205 

50 312 

P 

SWETLAND.P D 

0007130102* 

5U 272 

C 

8007140221 

50293 

0 

SWETLAND.P D 

8007200169* 

£0 354 

Q 

6607140244 

TOPREP 


SWETLAND.P D 

8007200 223* 

50 272 

G 

0807140269 

50-259 

p 

SWIFT.J J. 

8007110317* 

70 11 13 


6807140299 

50-267 

p 

SWIFT ,J J. 

8807 120294* 

70 371 


0607140307 

50-285 

p 

SWIFT.J J 

8007190014* 

70 1369 


8607140308 

50-250 

p 

SWIFT.J J. 

8007100059 

70 024 


8B07140312 

50-10 

p 

SWIFUJ 

8007220290 

70 024 


0007150006 

50-171 

p 

SWINTON.C W 

80070500133 

50 445 

H 

0607150038 

50-220 

0 

SYLVIA.B R 

8007050215 

50 M 1 

P 

8807150129 

50341 

P 

SYIVIA.B.R 

D807060279 

60 341 


6037150207* 

PR 


sylvia.gr 

8007130142 

50 34 1 


00071B3031 

FOIA 


SYLVIA.BR. 

0607100202 

50 J41 

Q 

B6O710O10O 

Mi SC 


SYLV1A.D Ft 

0007220255 

50 341 

V 

6807100265 

50-309 

u 

SYLVIA.B R. 

8807250135 

50 341 

G 

6007190241* 

FOIA 


S2CZESUIL ,T.P. 

000701015/ 

PR 


8607100277* 

FOIA 


SZYMCZAK.W J. 

8007010506 

PR 


8607250034 

WASTE MGT 

TAM.P.S. 

0007050203 

50-334 

P 

8007250130 

£0-267 

p 

TAM.P.S 

0007000116 

50 334 

f 

OB07270222' 

PR 


TAM.P.S 

0007110275 

PR 


0607130360 

50 30? 

F 

TAM.P.S. 

0607130209 

50 334 

f 

GB07060485 

50-237 

Q 

TAM.P.S. 

0BO7 100345 

50 412 

1 

8007210268 

50-237 

O 

TAM.PS 

0007193017 

SO 334 

a 

6007210272* 

50-237 

0 

TAM.P S. 

0007250043 

60-334 

i 

B007210272* 

50-237 

0 

TANA.E.T 

0804 1 20 02 B* 

WASTE M 

GT 

B0O7O7OCO6 

PR 


TANA.E T 

0BO7 130264 

WASTE M3T 

8006300197* 

60-302 

0 

TANAKA J 

0BO 7200362* 

71-0103 


6607250301* 

60-302 

0 

TAM'.OUS.N.S 

0BQ72UT.WQ 

WASTE RCS 

8807130050 

50 461 

p 

TARDIF.L. 

0807050140 

50 443 

\ 

8007130275 

50 461 

p 

TARDIFF.B. 

0RO7O096O5 

50 443 

\ 

6B07210161 * 

contract 

TARMY.E A 

8007050093 

60-443 

\ 

6007160300 

PH 


TARVERS. B.T 

830/220320 

FR 


6806220266* 

PROJ 


TARZIA.J. 

8BD707017B 

50 443 

1 

6807220153* 

60 322 

F 

TATE.M, 

0BO63OO364* 

50 445 


6807250365* 

50-289 

P 

TATUM.J 

CB07190172 

50 30 2 

c 

60O725O3B5' 

50-209 

P 

TATUM. J E. 

0BO7 140222* 

60 206 

C 

8607210199 

50-322 

H 

TAYLOR.H.S 

BB07050115* 

50 300 

7 

8607110505 

NUREG 


TAYLOR.H.S 

BB070 70403 

TOPREP 


0607140256 

WASTE 

RES 

TAYLOR.H.S. 

66070/0412* 

TOPREP 


8B07050304* 

50-334 

P 

TAYLOn.J.H. 

6607130310 

TCPREP 


B807C60572* 

60-219 

P 

TAYLOR.J H. 

8807200230 

TOPREP 


6007080112* 

60-245 

P 

TAYLOR. J l 

BB0711C066 

50 322 

G 

8007000162' 

50 423 

P 

TAYLOR.J, L 

0BO7 110066 

50 322 

G 

0007110176* 

50-213 

P 

TAYLOR.J M. 

6307100177 

50-324 

C 

8807110248 

60 334 

P 

TAYLOR.J.T. 

6607010333 

PR 


0907110272* 

60 423 

P 

TAYLOR.J W. 

8B07060105 

50-409 

C 

0007130217* 

50-334 

P 

TAYLOR.J W 

8807060330 

£0 4CD 

c 

0607130325 

50-209 

P 

TAYLOR.J. W. 

0807060346 

SO 4C0 

c 

0607140120* 

50-219 

P 

TAYLOR.J W. 

8807250108 

50-409 

c 

8007160106* 

50-289 

P 

TAYLOR.K.C. 

6607010412 

£0-443 

1 

8807160001* 

50-336 

P 

TAYLOR.L A. 

8B07130176 

50-306 


6007250046* 

60-334 

P 

TAYLOR.MA 

8607200252 

£0 443 

\ 

6607250050* 

50-334 

P 

TAYLOR, M M. 

8B07050302 

£0-443 

t 

8607250076* 

50-209 

P 

TEATES.C.D. 

8007180040 

pn 


8807190203 

REVIEW GO P 

TEDROW.J. 

6B06300107* 

£0 302 

c 

8807070348 

50-443 

H 

TEDROW.J. 

8807250301* 

£0-302 

i- 

8607130274 

50-346 

S 

TEFFT.J.G 

0607050075 

60 443 

h 

0607190085 

60-346 

S 

TERRY, C.D. 

8B07050040* 

50-220 


0807200329* 

50-346 

F 

TERRY, C 0. 

0307050063 

50-220 


0607250047 

60-346 

R 

TERRY.CO. 

8007050415 

50 220 


8B070 10564 

PR 


TERRY, CO. 

0007060213 

60-220 


9907050262 

50-443 

H 

TERRY, CO. 

6807 0002 04 

50-220 


8807050519 

50443 

H 

TERRY, C.O. 

0807070035 

60-220 

c 

6807010288* 

50-3 

G 

TERRY.C.O. 

0807070030 

60-220 


8807110535 

NUREG 


TERRY, C.O. 

8807120406 

60 220 


6807010379 

Pfl 


TERRY.C O. 

0807150278 

50 410 


8007070270 

60443 

H 

TERRY.C.D. 

8807100290 

60220 

c 

8607050062 

50-443 

H 

TERRY, CD. 

0007210052 

60 220 

c 

8607190356* 

50-344 

0 

TERRY.C.D. 

0807250045 

60*220 

c 

860705010B* 

50*344 

0 

TETRAULT.R E. 

880725C099 

70-27 


8607200394 

50-440 

H 

THOMAS.B 

0307180178* 

FOIA 


0607160331 

50-443 

H 

THOMAS.C.O. 

0007210043* 

70-3055 


8607010531 

60-443 

H 

THOMAS, E. A. 

8007110103 

50-443 

c 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

THOMAS G S 

8000290400 

50*443 

F 

TRAMMEL L.CM 

6807150091 

50-209 

P 

TUCKMAN.MS 

6807050207 

60 260 

THOMAS. G S 

0800300315 

50*443 

F 

TRAMMELL.C M. 

8807200391 

60-206 

P 

TuCKMAN.MS 

8807060585* 

60 269 

THOMAS, GS 

8006300374 

50*443 

1 

TREBY.SA 

8805160043* 

PR 


TUCKMAN.MS 

8807130191* 

50-269 

THOMAS. 0 S 

8807070384 

PR 


TREPAL.C 

8907200086 

50-440 

M 

7URBAK.M S 

8807210275* 

50-237 

THOVAS.G.S 

8007120231 

PR 


T FIE PAL .C. 

6007250286 

60 340 

H 

TURK.S.E 

6607060015 

C0443 

THOMAS G S 

8007140019 

50*443 

G 

TREVORS.G A. 

8807050475 

60290 

O 

TURK.S.E 

8807110021 

50*443 

THOMAS.G S 

8807150015 

50*443 

O 

TREVORS.G A. 

8&O7O0O24O 

60*298 

F 

TURK.S.E 

8807200067 

50-443 

FKOVAS.G S 

8807(50020 

50*443 

P 

TREVORS.G A. 

8807130024 

60 298 

P 

TURK.S.E. 

8807200073 

50 443 

TMOMAS.G S 

B807 150002 

50-443 

P 

TREVORS.G A. 

0807130099 

50-298 

F 

tushill.nm. 

6807010146 

50 443 

THOMAS.G S 

8007160275 

50*443 

P 

TREVORS.G A. 

0837140025 

50-290 

O 

TUTINAS.P.J 

8807050190 

6-0 443 

THOMAS.G S 

8807180356 

50 443 

R 

TREVORS.G A 

6807190264 

60*298 

0 

TUZLA.K. 

80071 10476 

NUREG 

THOMAS.G S 

6807220196 

50-443 

P 

trifunac.m.d. 

8807120435 

ACRS 


TUZLA.K. 

0007 1 10494 

NUREG 

THOMAS. G S 

6807250030 

50*443 

O 

TRINGAU-GAGNE 

8907010347 

60 443 

H 

TUZLA.K 

BB071 10524 

NUREG 

THOMAS.H L 

8007140049* 

60 416 

l 

TRIPP.L.E. 

8907010349* 

50-334 

O 

TUZLA.K. 

08071 10530 

NUREG 

THOMAS.M 

8007120061* 

60 425 

0 

TRIPP.I E. 

0037250288’ 

50*309 

O 

UDV.A.C 

8603250380* 

60 259 

THOMAS U 

6807120180' 

60-330 

Q 

TROBAUGHJ.W. 

8807070006 

PR 


ULMER, E J 

0007250200 

50-344 1 

THOMAS M 

6807120451* 

50-324 

0 

TROJANOWSKI.R. 

8806210153 

l&E 


UlflEY.R L 

0007070300 

50*443 1 

THOMAS FI. 0. 

8006200182* 

70*25 


TROUT.JP. 

0807060012 

50 443 

G 

UNAL.C 

6807110478 

NUREG 

THOMAS S L 

0007070209 

50-443 

H 

TROUT.JP. 

0BO7O6OO12 

50 443 

G 

UNAL.C 

80371 10404 

NUREG 

thomas.v d 

0007130326* 

50 209 

P 

TROUT.JP. 

0637060075 

50 443 

G 

UNAL.C 

8007110524 

NUREG 

THOM^SON.D 

6Q07010045* 

50424 

O 

TROUT. J P. 

800706Q076 

50443 

G 

UNAL.C 

0807110530 

NUREG 

THOMPSON D 

8007070190* 

50-336 

0 

TROUT.JP 

8607200066 

50-443 

G 

UPSON .L. 

8807060320 

50-443 1 

THOMASON. G. 

86071 1 001 f * 

50-443 

Q 

TROUT.JP 

0007200055 

50 443 

G 

UR0AN.P. 

80071(0208 

PR 

THOMPSONS u 

8606280322 

WASTE MGT 

TROUT.JP 

88072000-1 1 

50 443 

G 

UABANOWSKI.S 

8007010097 

PR 

THOMF>SON.HL 

0807120130 

COMMISSION 

trout.jp 

0007290041 

50 443 

G 

UTLEY.E E 

0607100177 

50-324 < 

THOMPSON, H.L 

0007150146* 

PR 


TR2YNA.G E. 

6807 190038 

50-295 

P 

UTNAGE.W.L 

8807250360 

40-8027 

THCMPSON,H.L 

8007160262 

WASTE MGT 

TR2YNA.GE. 

8807210089 

50-205 

O 

VAN BRUNT. E E 

8007050032 

50-526 

THCMPSON.H.L 

0607220092 

WASTE MGT 

TURIN, P.E 

0807200034 

50 322 

H 

VAN BRUNT, E E- 

0007060302 

50*528 1 

THOMPSON, L W. 

0807010381 

50 443 

H 

TUCKER.HB 

8600280240 

50 369 

F 

VAN ORUNT.E.E 

6007060469 

50-528 1 

THOMPSON.R.D- 

6807050200* 

50*320 

P 

TUCKER.H B 

BE06290093 

60-369 

P 

VAN BRUNT, E.E 

0607 1 20444 

50 528 1 

THOMPSON.TM. 

8007010734 

50-443 

H 

TUCKER.HB. 

0806290119 

50-369 

S 

VAN BRUNT, E E 

8007130046 

60 530 1 

TMUf ; LER.K.M 

8007010649 

60 443 

H 

TUCKER.H B. 

8606293189 

50*269 

S 

VAN BRUNT, E. 6. 

0907150156 

50-528 

HE MANN JA. 

0607190036 

60 295 

P 

TUCKER.H B. 

08002901 74 

50*399 

s 

VAN ORUNT.E.E 

B0072 10055 

50-628 ( 

TJEPNAN.J A 

6807060156 

60 317 

P 

TUCKER.H 6 

0600290389 

60*270 

G 

VAN OER HE IJ DE- 

0807010330 

60 44 3 1 

TfEftfMM.JA 

0807070314 

50-317 

P 

TUCKER.H 8 

8008290409 

50-413 

S 

VAN DER HEIJOE* 

6807200108 

PR 

TIER NAN J A 

8e071 10237 

50*317 

P 

TUCKER.H B. 

6806290419 

60*260 

S 

VAN DOORN.P. 

8806290361* 

60-413 ( 

TIERNAN J A 

0007110242 

60317 

G 

TUCKER.H 13. 

8806290430 

60-369 

O 

VANDEN0URGH.C. 

B607 110519* 

50 312 ( 

TlEHNAN.J A 

0807180271 

60*317 

0 

TUCKER.HB 

880 70 5 002 D 

60-413 

K 

VANDER WEYDEN 

880 7250207* 

50 102 

TIERNAN.J A. 

6007260116 

50-317 

0 

TUCKER.H B 

850 7 050081 

60*269 

K 

VARGA.S A 

8007000369 

50*335 t 

TIER N AN. J A. 

8007250347 

50 317 

Q 

TUCKER.H.B. 

0607050237 

60-269 

F 

VARGA.S A 

0607120540 

l&E 

TlERNEY.P A. 

0807070031 

60*443 

H 

TUCKER, HO. 

8607050299 

60-369 

S 

VARGA.S A. 

8607130034 

50 302 

TJLOEN.RC. 

6807070160 

50443 

H 

TUCKER. H.O. 

060706(3109 

60-269 

F 

VARGA.S A 

68O7i302W 

50 302 

TILLEY J A 

8807010719 

50 443 

H 

TUCKER.H 0 

0807060403 

50-369 

P 

VARGA.S A 

8007140077 

50-20 

TILL MAN. A. 

8007010045* 

50*424 

0 

TUCKER.H. 0 

8807070221 

60*269 

F 

VARGA SA 

0007140157 

TOPF1EP 

TILLMAN.A 

000/060299* 

50 413 

Q 

TUCKER.HB 

8307070544 

50-369 

P 

VARGA.S A. 

0BO714O248* 

60-400 

lilt MAN A 

0007260272* 

60 360 

Q 

TUCKER.H 3 

0807070576 

60 369 

P 

VARGA.S A 

0807200241’ 

50-293 

HLLOISON.C P. 

0007050399* 

XPORTLIC 


TUCKER. H.Q. 

8007120036 

60*207 

O 

VARGA.S J. 

8007120340’ 

50-261 

T1LLOTSGN.C P. 

8807050401* 

XPORTUC 


TUCKER.HQ. 

8807120117 

60 414 

S 

VARGAS.J M 

0007010505 

50*443 1 

TlLTCN.O r 

8007070007 

50-443 

H 

TUCKER.HB, 

8807120143 

60-413 

P 

VARGAS.JM. 

0007200055 

50*443 l 

TJNEl P i. 

8007070295 

50-443 

H 

TUCKER.il 8. 

8807*20698 

50369 

F 

VAU3HN.E G 

8807200385 

50-490 

tiNGE M.S 

6806290112* 

60 400 

O 

TUCKER.H.B, 

0807130177 

50-413 

P 

VAUGHN.G E 

6007060430 

50-498 

tiPPS SB. 

6806290003 

50*321 

S 

TUCKER, H.Q. 

8007130103 

50-269 

F 

VAUQHN.G E 

8007060486 

60*498 

T1PPS.SR. 

8B06290390 

50*366 

S 

TUCKER, KB. 

8BQ713O106 

50-260 

F 

VAUGHN.G E. 

8007150165 

50-498 

TIPPS.S H 

0607010502 

50-366 

s 

TUCKER.H 0. 

0807130291 

50-360 

S 

VAUGHN.G. E 

8807100097 

50-496 

TIPP3.S.Q 

8807000150 

50-366 

s 

TUCKER.HB 

8807130290 

50-370 

P 

VAUGHN.G E 

8807210073 

50-498 

TlPPSSB 

6807070149 

50 321 

s 

TUCKER.H.B 

0BO713O3O5 

50 3 69 

K 

VAUGHN.G E 

0007260435 

50-498 

TlPPSiSB 

8B07 J5D1 J 7 

50-366 

s 

TUCKER.HB. 

0007 130323 

50-269 

P 

VECCHIONEJ. 

0007070470 

50 443 

TILTON. J A. 

8007290200 

PR 


TUCK6R.H.B 

0007130327 

50-269 

S 

V6LASO JE2.J R 

0807210231 

40 8907 

TOBIN.W. 

0807010045* 

60-424 

Q 

TUCKER.H.B. 

6807130370 

50309 

S 

VELASGUE2.JR 

BQ072 10249 

40 8907 

T03N.W J. 

8807070020* 

60 280 

Q 

TUCKER.HB 

8807130400 

50-369 

s 

VELASQUEZ. J.R 

DQ07260113 

40 8907 

TOJD.G A 

8607130148* 

60-261 

Q 

TUCKER.H.B. 

6307130436 

50363 

s 

VELEZ, P. 

86070(0116 

CONTRACT 

TOOD.G A 

8007130181* 

50-324 

O 

TUCKER.H.B. 

B307 130452 

50 370 

s 

VELEZ, P 

0007000087 

CONTRACT 

TOKAP.M 

0007130035 

WASTE MGT 

TUCKER.H.B. 

6007140105 

50-413 

p 

VELEZ, P 

6007110101 

CONTRACT 

TOMAN G J 

8806280080* 

50 370 

s 

TUCKER.H.B. 

6007 140267 

50-4 1 4 

s 

VELFZ.P. 

0007120521 

CONTRACT 

TOMLINSON. E. 

8807250222* 

60-410 

R 

TUCKER.H.B. 

8807140270 

60-414 

s 

VELEZ, P 

0807120697 

CONTRACT 

TOMUNSON.E 

8007250226* 

50-410 

n 

TUCKER.H B. 

0807140276 

50-269 

R 

VEl.EZ, P, 

0007100162 

CONTRACT 

TONER. J A. 

0007010409 

60-443 

H 

TUCKER.HB. 

0807140290 

60-413 

P 

VELEZ.P 

0807180359 

CONTRACT 

TOOLE.M F. 

8807070460 

50*443 

H 

TUCKER.H.B. 

0007140302 

50 414 

P 

VERNESTON.W.G. 

0806300022 

50 03 

TOn-E.J G. 

8806200409 

50*413 

S 

TUCKER.HB. 

0807150187 

50-369 

0 

VERNE TSON, WO. 

0607110407 

60*83 

TOPRE.J G 

8807120117 

60 414 

s 

TUCKER.HB. 

6607 1000 &8 

60*370 

o 

VERNE TSON,VV.G. 

8807 120120 

50 03 

TORFlE,JG 

8807140267 

60*414 

s 

TUCKER.H.B. 

8807100194 

60*369 

G 

VERRELU.D.M. 

68063C0151* 

50*160 

TO-RE.JG 

0807140270 

50-414 

s 

TUCKER.H B. 

6807180281 

50*369 

s 

VERRELLI.D M. 

8807120483 

50-261 

TO'rES.JL. 

8807 180286 

71*6677 


TUCKER.HB, 

8807180282 

60-369 

p 

VEflnELU.OM. 

86071 20460* 

50*261 

TO^ PIG NY EG 

8807050123* 

60-389 

p 

TUCKER.H, B. 

8807180314 

50-370 

o 

VERRELU.D.M 

8807120506 

50-400 

TOUPIGNY.E G. 

8807050455 

50-250 

p 

TUCKER.H B 

8807200190 

50*270 

s 

VERRELLI.D M 

0607250163 

50-340 

TOUftlGNY.E G 

8807080184 

50-335 

p 

TUCKER.HB 

0807200327 

60*370 

s 

VERRELLI.D M. 

8807250187* 

50*348 

TOURlGNY.EG 

8807140052* 

50-336 

p 

TUCKER.HB 

8607210302 

50-413 

P 

VESCO.D A 

6807010079 

PR 

TOUSlEY.D.R. 

0807200051* 

50*443 

G 

TUCKER.HB 

8807220160 

50*413 

o 

VICKREY. R B. 

8007070453* 

50-400 

TCLiSLEY.O.n. 

8807200071* 

60-443 

G 

TUCKER.HB 

6807250164 

60*369 

P 

VICKREY.ft B. 

8007250314’ 

50*313 

TCLSLEY.O.R, 

8807200071* 

60-443 

G 

TUCKER.H B 

8807250102 

50-269 

Q 

VIEBROCK.J.M. 

8807080069 

71-9010 

TOWNSEND.J.O. 

8807010066 

50*275 

R 

TUCKER.HB 

8807250196 

50*370 

s 

VIE L BIG. JO. 

6807180367 

50-322 

TOWNSEND, JO 

8807060207 

60*276 

S 

TUCKER.HB 

0007250204 

60-370 

s 

VIERIMA.T. 

6QO716C027 

PR 

TRACY, AP 

8807010494 

PR 


TUCKER.HB. 

80O725O213 

60-369 

P 

VINCENT.C. 

8007010612 

60*443 

TFW.CONTE.J 

8807140015 

50 443 

G 

TUCKER.HB 

6B07250310 

60-209 

R 

VINCE NT.CJ. 

8807050177 

50 443 

TRAMuEll.C.M 

8607000244 

50*206 

P 

TUCKER.HB. 

8007250397 

60-369 

R 

vincent.nr 

6807160C67 

pn 

TRAMMELL.C.M 

8807110265 

50-206 

P 

TUCKER.H, B. 

8807260269 

60-260 

O 

VINKOVICH.N. 

8007200042 

PR 

TRAMMELL, C.M 

8807110268* 

60*206 

P 

TUCKER.H B 

8807260316 

60-269 

0 

VINYARD.H.T, 

8007050004 

80*374 

TKAM MHU.C.M 

8807170312 

60-208 

P 

TUCKER.H 8. 

8807280164 

PR 


VIRGIL ID. MJ 

8807070530* 

50*255 



NUMBER 

CATEGORY 


N*S’BER 

CATEGORY 


IN U MUCH 

CAItUOHY 

VIRGIL O.MJ 

0807130059' 

50-341 

P 

WEADOCK.A 

8937010466' 

50 317 

Q 

WlDELL.n.C 

8007063291 

50-302 

O 

VIRGU OMJ 

080713014 1 

50-255 

P 

WEADOCK.A 

8837200301' 

50*146 

O 

WIDELL.RC. 

8907060345 

50-302 

s 

VIRGIL O V J 

8807150294' 

50-315 

P 

WEAVER J D 

B 80 708 00 71 

50-461 

S 

WlDELL.n.C. 

8B07060453 

50-302 

0 

VIHGONA.JF 

8B07210C67 

WASTE MGT 

WEAVER, S 

B 80 705023 9 

PR 


WIDELI .n c 

8807060461 

50-302 

p 

VIRGONA.JE 

8007210124 

WASTE M.GT 

WEBEH.M F 

8807C606 1 4 

WASTE RES 

WIDELL.RC 

8007060537 

50-302 

s 

VISS'NG.G S 

880/C60476 

50-5CB 

A 

wechselgerger 

8 BO 7060426 

50-219 

P 

WiDELL.RC 

0807070372 

50-302 

s 

VISSING.GS 

8907110364 

50-470 

A 

WEODINGTON.R.E- 

8607060371* 

50-259 

O 

WIOELL.HC 

0007130092 

£0 302 

0 

VlSSlNG.G 5 

6007120374 

50-470 

A 

WFOEG'S.R.A. 

60O7O7C415 

PR 


WIOELL.R C 

0007150125 

£0 302 

p 

VISSING.GS 

000 7 120716 

50-470 

A 

WEEO.D E. 

8907050240 

50 443 

H 

WlDGEft.J 

86O7O7CO90 

50 443 

K 

VISSING.GS 

8007 120720 

50-470 

A 

WEEKS.D 

8907010702 

50 443 

H 

VVIDMAYER.D A 

800714C007 

WASTE MGT 

VISSING.G 5 

0007140097 

50-470 

A 

WEGNER, M S 

6037050528* 

50 456 

P 

WIDMAYER.O A 

0907140075 

WASTE RES 

V2VARY.K 

8007070486 

50-443 

H 

WEIL.C H 

6837220241' 

FCIA 


WlDMAYEROA 

OBO722O104 

WASTE nES 

VOGFL.L J 

0807010547 

50-443 

H 

WEINTRAUB.J 

6807220317 

FOIA 


WlDMAYF.n.D A 

8807280170 

WASTE nES 

VOGLER.B H 

08O72COO5O 

50-250 

G 

WElSMAN.RM. 

8807220042 

50 271 

G 

WIEBOI-D.T.L. 

8007060617 

PR 


VCXT.R 

0807220067' 

71-9150 


WEISMAN.H M 

8807220046' 

50 271 

G 

WIEDEMAN.D 

8007010309 

l&E 


VCLK.U A 

8B0 70101 60 

PR 


WEISMANTLE.J 

8607290036' 

50 322 

G 

WiEDEMAN.D 

00O7O5OO17* 

NUREG 


vcllmer.r h 

8 B0 7 150239* 

50-390 

A 

WEISS.E 

8607210146 

50 322 

H 

wiedeman.d. 

0007120025 

l&E 


VOSS.C 

8B0701C561 

50-443 

H 

WE'SS.E n 

8607210146 

50-444 

H 

WIEDEMAN.D 

0007200300 

t&F. 


WACKS.V 

8907070173 

WASTE MG T 

WELCH. J. 

0807250147 

50-249 

S 

WIEGANO.CM. 

0B07060527 

50 457 

s 

WADLEIGH.B 

8907070310 

50 443 

H 

WELCH, R H. 

0807010573 

50 443 

H 

WIEN.L A 

0007130413 

REVIEW Gfl P 

WACCHTiar M 

BU07Q70094 

50 443 

H 

WELLS. A H 

6006220250 

PROJ 


WlESEMANN.R.A 

8907070416* 

TOPREP 


WAG NFR 0 H 

B0O7 120305 

50 266 

P 

WELLSAH 

6807110100 

71-9225 


wiesemann.r.a 

8907130207* 

50 601 

K 

WAGNER OH 

9807140078 

50-266 

P 

WELLS. J J 

0807050321 

50 443 

H 

wiesemann.r a 

8807140142’ 

50-206 

P 

WAGNER PC 

&B07260125* 

50 445 

Q 

WELSH.n. 

6807103250 

60 266 

F 

WIESEMANN.R A 

0007150061* 

TOP REP 


WAtENSK' S J 

880701046? 

PR 


WENSLAWSKI.F.A. 

80C6280240 

60-344 

Q 

WIESEMANN.R. A 

0007100353* 

50601 

A 

walker.h 

0807290236' 

50 443 

G 

WENSLAWSKI.F.A. 

0008280241* 

50 344 

Q 

WIGGINS.E. 

U807C80212* 

CONTRACT 


WALKER.H. 

08072902 73* 

50 443 

G 

WENTWORTH. R 

8B0707G002 

50-443 

H 

WiGGlNS, E J 

0007050355* 

CONTRACT 


walker.jg 

8807060517 

50*260 

S 

WENZELLN A 

0007010414 

PR 


WIGGINS.E J 

0007000097* 

CONTRACT 


walker.jg 

8807070171 

50 260 

s 

WEN2INGER.C.C . 

0007010018 

50-206 

Q 

WIGGINS.E J 

0007000127* 

CONTRACT 


WALKER, JG 

8807070394 

50 259 

s 

WENZINGER.E.C 

8007050 1 79 

50-247 

Q 

WIGGINS.E J. 

8807120606* 

CONTRACT 


WALKRR.JG 

8807060207 

50-296 

s 

WEN2INGER.EC. 

B337050231 

60206 

O 

WIGGINS.E J 

8007130377* 

CONTRACT 


WALKER.JG 

8B070B022G 

50 269 

s 

WEN2lNGER.EC. 

6807203160 

50-354 

O 

WIGGINS.E J. 

8607100374' 

CONTRACT 


WALKER, JG 

8607120011 

50 259 

s 

WEN2lNGEn.EC. 

6807200227 

50-272 

O 

WIGGINS.E J. 

8Q0 7200 157* 

CONTRACT 


WALKER.JG 

8807130193 

50 259 

s 

WEN2INGER.E C 

6807250255 

50-333 

Q 

WIGGINS.J.T. 

0007010027 

50-3 B7 

O 

WALKER.JG 

8907140215 

50 296 

s 

WESSMAN.R.H. 

D8070G0003* 

50-309 

P 

WIGGINS.J T 

0007010310 

50 29 

0 

WALKER, J g 

BB07 250061 

50-259 

R 

wessman.rh 

8607 C 0055 V 

6029 

P 

WIGGINS.J.T . 

0007010341 

60*334 

0 

WALKER, J G 

B807250C65* 

50-259 

R 

WESSMAN.R H 

0607120447* 

50-244 

P 

WIGGINS.J T 

6007060313 

60 20 

F 

walker.h d. 

9807180234 

50-445 

A 

WESSMAN.RH 

0607100163* 

£0-293 

P 

WIGGINS.J T. 

0007100072 

50*271 

0 

walker.h d. 

8807180230 

50 4 45 

S 

WESSMAN.RH 

0007210312* 

50-293 

F 

WIGGINS.J.T. 

0007250205 

60 309 

c 

WAL1.K.C 

0807250129 

50 213 

R 

WESSMAN.RH. 

0807210351 

50-20 

P 

WIGG1NTON.DL 

8007140205 

50-313 

p 

WALLACE, C 

8807050265 

50443 

H 

WEST.OG 

6007070447 

NUREG 


WIGGINTON.DL 

0007180068 

50*382 

p 

WALLACES G. 

8607070321 

50 443 

K 

VvESTERMANJF 

6007 110363 

50 267 

S 

wilgus.w s 

8607070546 

50-30? 

K 

WALLIN, G A 

8007210229 

50 271 

R 

WESTERMAN.T.F 

0007120100* 

60-285 

Q 

WILGUS.W S 

8807 140264 

50-302 

K 

WALSH.GF 

8907220159 

50-220 

H 

WET2F.L.8A 

6D07C60287* 

60-266 

O 

WILJANEN.C.0. 

8007100003 

50 443 

H 

WALSH, L A 

8007050264 

50 443 

H 

WEYMOUTH.J.P. 

0007010656 

60 443 

H 

WILKINSON, B.W 

0007050427 

71-5057 


WALTER. C E 

0807100002 

50 443 

H 

WHALEN .R J 

6607050334 

60 249 

S 

WILKINSON.Q W 

0007000224* 

71-655 


walther.a e 

6907130430 

71-9032 


WHAlEY.P.M. 

0607120126* 

60-83 

S 

Wilkinson, r e 

0007000215 

71-655 


WALTON, G A. 

600 7250260* 

50090 

Q 

WHARTON.M A 

0607060394 

60-206 

F 

willard.sc 

0007070394 

50 269 

S 

WALTON.J 

8007200254 

50-346 

F 

WHEEL ER.C. 

8607210137 

60 322 

H 

WILLARD.SC. 

0007000228 

60-259 

S 

WAM0ACH.T.V 

0807070536 

50-255 

P 

WHEELGFU 

8007050172 

PR 


WILLARD.S.C. 

0B07 120011 

50 259 

s 

WAMBACH.T V. 

0807250070 

50255 

P 

WHEELER. JJ 

0807080172* 

CONTRACT 


WILLIAMS.C 

8807010405 

50-44 3 

H 

wang.a b 

0607110174 

60213 

P 

WHEELER. L.R. 

6807050440 

PR 


WlLLrAMS.CC 

00071 10552* 

50-44 5 

0 

WANGLER.M E. 

0807120373 

71-3003 


WHEElERJ.P, 

0807050235 

PR 


WJLLIAMS.CM. 

0007010110 

50-443 

H 

WARAKOMSKI.CE 

8807050331 

PR 


WHEELER-BEAN.D. 

8807010283 

50 443 

H 

WllllAMS.G W 

0807120580* 

CONTRACT 


WARD.O 

0807080111* 

$0-264 

G 

WHIPPLE ,S L. 

8607010234 

PR 


WILLI AMS.MC 

0007220221 

PR 


warnick.r f. 

8B0707045B 

60-446 

O 

WHITCOM3.C 

8007070331 

50 443 

H 

WILLIAMS.MG 

0006290206 

50-482 

S 

WARN CK.R F 

0BO7OBOOO9 

60 445 

G 

WHITE, B J. 

8007010293 

Pfl 


WILLIAMS.MG. 

0007150074 

60*482 

S 

WARNICK.RF. 

80070B0034 

60 446 

O 

WHITE.J. 

8907070066 

l&E 


WILLIAMS.MG. 

0007100376 

GO 482 

n 

WARNICK.RF. 

8807000151 

50 445 

G 

White. p 

8007180365 

50 272 

R 

WILLIAMS, N 

0007070482 

50443 

H 

WARNICK.RF 

8007140297 

50-445 

G 

WHITE, P 

8007100360 

50-311 

Ft 

WILLIAMS, N H 

8B07 100222 

60*446 

A 

WARNICK.RF. 

8807150159 

50 445 

Q 

WHlTE.n. 

8807070036 

50-443 

H 

WILLIAMS, PM. 

8007070437 

NUREG 


WARNICK.R F 

0807190319 

50 445 

O 

WHjTE.R.E. 

0807010733 

50-443 

H 

WJLUAMS.R. 

8007060100 

PR 


WARWICK R.F. 

8807200204 

60 445 

A 

WHITE, S A. 

0807050111 

50-390 

A 

WILLIAMS.RE. 

0007220197 

WASTE RES 

WARN CK.R F 

8807250101 

50 445 

Q 

WHITE, S A 

0BO720O300 

60*259 

H 

WfLLlAMS.R.O 

0806290026 

50*267 

0 

WARNICK.R F. 

8807250140 

50 445 

O 

WHITE, SC. 

8007010308 

pn 


WILUAMS.no. 

0806290058 

50 2G7 

p 

WARNICK.RF 

8807250150 

50 445 

O 

WrllTENER.HL 

8B07 120300* 

50-280 

0 

williams.ro 

8807050480 

50-267 

F 

WARNICK.RF 

8807250194 

50-445 

0 

WriTIINGAR 

8B0830010B 

WASTE MGT 

WILLlAMS.no. 

8007070041 

50-207 

Q 

WARNICK.RF. 

8007250210 

60 445 

Q 

WHITING, A.R. 

8007060161 

WASTE MGT 

WILLIAMS.R.O. 

8B07070Q50 

50 267 

n 

WARNOCK.J 

0007070021 

60-443 

H 

WHITING.A.R 

0007060225* 

WASTE MGT 

WILLIAMS.R.O 

0807070529 

50-267 

p 

WARRIX.L. 

0807180220* 

60-260 

P 

WHITING, A.R 

0807110510 

WASTE MGT 

WILLIAMS.R.O. 

8807120027 

50-267 

0 

WASHINGTON, S L. 

0807210003 

50-397 

s 

WHITING.AR. 

6807100310 

WASTE MGT 

WILLIAMS.R.O. 

0807100107 

60-267 

Q 

WASlLK.JS. 

0807140253 

60-346 

F 

WHITT, MS 

6807250050 

50*313 

R 

wjlliams.ro. 

0007250231 

50-267 

O 

WASUM.S 

8807200259* 

50*346 

F 

WHITTGR.GO 

0607060040 

60-303 

S 

WILLIE ,D.J. 

880713023 V 

£0-353 

A. 

WASllK.J.S 

8B07200264* 

50-346 

F 

WHITTiER.G.D. 

8606300330 

50-300 

S 

WILLIS.J l 

8006280376 

50-410 

O 

WATFORD.PS 

0 BO 7050360 

50*373 

S 

WHITTlER,G.D. 

8907200199 

50-309 

R 

WILUS.JI. 

8807090159 

60 410 

s 

WATFORD.PS 

8007150004 

50*374 

S 

WHITTLES.K.G, 

6807210167* 

50-443 

P 

WILLIS.J l. 

8907110100 

50 410 

s 

WATSON.CA 

8007050512 

50-443 

H 

WIGHERS.OI. 

6807010206 

40-0502 


WILLIS.J. L. 

8807130087 

50-220 

$ 

WAT SON. R A 

0806200254 

50*400 

F 

WlCHEflS.D.L 

8807210034 

40-0502 


WILUS.JI. 

8807200095 

50*220 

fi 

WATSON. R A 

8807010137 

50-400 

F 

WlCHEflS.D.L 

6807210042 

40-8502 


WILLIS.J L 

0007200220 

50-410 

s 

WATSON.RA 

8607050529* 

50-400 

V 

WlCHEflS.D.L. 

6B07210176 

40-0502 


WILLIS.J. L. 

8807210005 

50-410 

s 

WATSON.R A 

08071201 12 

50-400 

P 

wichers.dl. 

8B07210185 

40-9502 


WILLIS.J L. 

0807250219 

50 410 

R 

WATSON.R A 

6B07 130062 

50-400 

s 

WICHERS.D.L. 

8907210260 

40-9502 


WILLIS, PM 

8007070329 

50-443 

H 

WATSON.RA 

0807160372 

60*400 

fl 

WiCHERS.D.t. 

8007250346 

40-0502 


WILLSEY.W 8. 

8907010669 

50-352 

P 

WATSON.RA. 

68072500B7 

50*400 

F 

WICHERS.D.L. 

0807250411 

40 0502 


WILLSON.D. 

8007010732 

60 443 

H 

WAT SON, S N 

0807190041 

71*6717 


WlCHEflS.D.L. 

6007250426 

40-0664 


WILSON, BA. 

8006290100 

50-335 

O 

watters.jp 

8807140149 

70*1201 


WICK.E. 

6807150004 

WASTE MGT 

WJLSON.B.A. 

8806300165 

50-250 

O 

WATTEnS.JP. 

8807190040 

70*1201 


WI0ELL.R C. 

8606290000 

50-302 

P 

WILSON, B.A. 

8806300187 

50 302 

0 

WAT7S.J.C 

8B07070435 

50*443 

H 

WiDELL.RC. 

8607010520 

50-302 

F 

WILSON.0.A. 

8806300194* 

50-302 

0 


Aim{Ofl ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ON.B A 

8006300196* 

50*302 

Q 

WOODHEAD.C P 

B60706CC53' 

50-320 

G 

ON.B A 

0807 120431 

50-330 

O 

WOCDLAN,D R 

66070602S4 

50-445 

S 

ON.BA. 

0807130203 

50-250 

O 

WOODLAN.D R 

680706026? 

50*445 

s 

ON.B A. 

0807250202 

50-302 

O 

WOODLAN D R 

8007060321 

50-445 

o 

ON.B A. 

8007250293 

50-302 

O 

WOODLAN.O FI 

000 7060331 

50-445 

o 

•ON.0 A 

8807250200* 

60 302 

O 

WOCDLAN.DR 

80O7C&M2D 

SO-445 

s 

>ON JH 

0807000113* 

CONTRACT 


WOOOLAN.OR 

680 7 0605 00 

60-145 

A 

ON K. 

0807050523 

50-443 

H 

WOOOLANO.R 

6807060510 

50-445 

A 

ON.K R 

8007100360 

50 302 

S 

WOODLAN.OR 

6837060530 

SO -445 

s 

GN.KR 

8007200005 

50 302 

R 

WOODWARD.N K 

6037290037* 

SO-443 

G 

GN.KR. 

0807200007 

50-302 

O 

WOCDWAnD.N.K 

6007293037' 

60-443 

G 

ON.KR 

8807210068 

50*30? 

P 

WORKMAN, M.K. 

8807050051 

60 443 

H 

ON.K n 

8007250237 

50-302 

0 

WORTM.S 

8R07050403 

50 443 

H 

ON KR 

8807250375 

50 302 

F 

wniGur.G 

0037070133* 

5C 247 

O 

ONRF. 

0006290018 

50-219 

P 

IrVR/GH T.G C 

8806230074 

60-3- f6 

V 

cs.so 

8807120680 

50-323 

S 

WRIGHT ,G C. 

&&07G60233 

50 331 

Q 

PEY.J F. 

8807140250* 

WASTE RES 

WRIGHT.G C. 

8607060205 

60 266 

O 

'PEY.O. 

8006290477 

50 456 

F 

WRIGHT, GO 

08Q 7060207 

50 341 

P 

PEY.O. 

0607060258 

50 456 

F 

WRIGHT. G.C 

6637 t 20073 

50 440 

V 

jER M A. 

0807000029 

50-334 

R 

WRIGHT.G C. 

00O71POO02 

50-403 

V 

3ER.M A. 

88072 102D2 

50-334 

n 

WRIGHT.GC 

0807120C95 

50 454 

V 

SI.OW.T P. 

8007130232 

71-9019 


WRIGHT, G C 

8007120103 

50 295 

V 

JLOWTP. 

0807220040 

70- f 1 13 


wnrGHr.G.C 

0367120109 

50254 

V 

rER.C V. 

0806300301 

WASTE RES 

WRIGHT.GC 

00071201 15 

50262 

V 

rERs.cn 

8807010419 

50-443 

H 

WRIGHT.G C 

0007120122 

60266 

V 

reRS.J M 

8007010250 

50-443 

H 

WRIGMT.G C 

0807120135 

50 265 

V 

\R 

0007110418* 

60-205 

O 

wrigh f.g.c 

830 7 120 140 

50 263 

V 

:u,ta. 

0807050280 

PR 


WRIGHT, G.C 

0007120101 

50 373 

V 

[MAN G.R 

8807220126* 

50 425 

Q 

WRIGHT, G.C. 

0007120200 

50 409 

V 

1ERS.0 O. 

0806290150 

50-492 

O 

WRIGHT.G.C. 

0837 120206 

50305 

V 

IERS.B D. 

8006200206 

50 402 

s 

WniGHT.G.C. 

0607120226 

50-341 

V 

1 EPS BO. 

0007070132 

SO 482 

p 

WRIGHT.GC. 

WRIGHT.G.C- 

8007120230 

50 331 

V 

IERS.B 0. 

8007070183 

50 402 

p 

01107120237 

50 10 

V 

iEn$.e o. 

8807120471 

50-40? 

F 

WRIGHT, G.C. 

8607120246 

50 315 

V 

■ERS.0 O. 

8007120479* 

50 402 

F 

WRIGHT.G.C. 

0RO7 120251 

50346 

V 

iERS.B D. 

0807120070 

50-482 

O 

WRIGHT.G C. 

0807120271 

50-461 

V 

IERS.B D 

0007150074 

50 402 

s 

WRIGMT.G C. 

6807 120278 

50-155 

V 

1ERS.B D 

8007100222 

50-402 

p 

WRIGHT.G.C 

0607120289 

50 457 

V 

i E RS,0 0 

8007100239 

50-402 

p 

WRIGHT.G.C 

8607190356’ 

50-344 

Q 

IERS.QD 

8807 100376 

50 402 

n 

WRIGHT.G C 

0CO72OO213 

50-237 

Q 

MER.M. 

800721001 1 

PR 


wniGHT.n.v. 

BG07070I07 

50-443 

V 

F,J 

8807270151 

PR 


WRlGHT.n w. 

6607120081* 

50 425 

o 

FE.RW. 

8007070261 

50-443 

H 

WYKF..T F. 

6607260396 

pn 


FE.SJ. 

8807 110045 

50 443 

G 

WYRlCK.T.n 

0607110182 

50-397 

s 

FE.SJ 

0007110056 

50 443 

G 

XENEUS.OD 

0807010492 

50-443 

H 

FE.S.J 

8807200023 

50-443 

G 

YANG.J 

8607010220 

PR 


F£,SJ 

8007200263 

60-443 

G 

YASLJP 

66070101 M 

PR 


4ElDOnF.DJ 

0007270297 

PR 


YDAnnONtXD.L J 

6807000037* 

CONTRACT 


>D.C A. 

0807200040 

60-443 

H 

YIN.M.S 

6807070239 

50 443 

H 


0807050104 

50-443 

H 

YORK.F N 

8607100014 

60-322 

H 

>D ,JW 

80070 J 0590 

50-443 

H 

YORKJ 

8307120232* 

60-430 

G 

>0. R 

O0Q721O21O 

40 4492 


YOUN.M B 

8007010390 

60-443 

H 

)DARO.C 

0807130004* 

60 219 

O 

YOUNG.F 

08O718O32G 

60 443 

H 


YQJN3.M A. 

6807060063 

50 322 

G 

YCUNG.M A 

B807 110020 

50 322 

G 

YCUNG.M A 

G0O711OO34 

50 322 

G 

YOUNG.M.A 

8807200 004 

60-322 

G 

YOLNG M.A 

0307290190 

60 322 

G 

YOJNG.M.H. 

6007140262 

WASTE RES 

YCUNG.T E 

6806210325* 

60272 

P 

YOUNG ,T P 

880 7200026 

50 443 

H 

YLHAS.G p. 

8806280244* 

50-344 

Q 

YUHAS.GP 

8607110218 

50-70 

S 

YUHAS.G P 

880? f 10227 

50-206 

S 

YUHAS.G P 

6607140121* 

50-312 

o 

YURAS GP 

6C07 140234* 

50-312 

0 

YUHAS.GP 

8807190165* 

50-39? 

o 

ylhas.g p 

8807200205* 

50-628 

Q 

YUHAS.G P. 

6e07 200300* 

50-200 

O 

VUHAS.G P. 

6807200330* 

50 206 

G 

YUNG.SC 

6807180332* 

WASTE M-GT 

2AHLER.RE- 

8807130434 

50 440 

P 

?AHNl.EUTb‘n,R 

830720C02& 

50-322 

G 

2AHNLEUTGR.R J 

00070000 14 

50 322 

G 

2AHNLEUTEH.R J 

6007140031 

50 32 2 

G 

2AHN.EUTGR.R J 

8807290217 

50 322 

G 

?APINSKI,SM 

88071 20309 

50 457 

S 

?APPALA,A J. 

0BO7O1O27O 

50 443 

H 

2ECH.L W 

6601090073* 

PR 


ZECH.L W 

&807I 10193 

PR 


2ECHL W 

8807110335 

COMMISSION 

ZECH.l W 

0807110368 

60-293 

P 

ZECH.IW 

8607120663 

50*340 

P 

2ECH.L W 

8807120576 

COMMISSION 

ZEGH.LW 

8807130416 

60-443 

U 

ZtCH.L VV 

5007180190’ 

FOfA 


ZELLER, L 

0007220361 

PR 


ZlMMERMAN.R 

0006290108 

50-276 

O 

ZlMMERMAN.ft 

8807110253 

50-312 

O 

2PMMERMA.V.R 

8807140213 

50*312 

O 

ZMMERMAN.R 

8007210135 

60-312 

0 

ZIMVERMAN.R P. 

0007010423 

50-276 

O 

ZlMMERMAN.R.P. 

6607010430* 

60-276 

O 

ZIMMERMAN RP. 

8807050297 

50-397 

Q 

Zimmerman n r 

8007130391 

60-397 

O 

Z MMERMAN.R P 

0907130302* 

60-307 

O 

ZIMMERMAN.R.P 

0607140220 

60 208 

O 

zimmerman.sw. 

6606300034 

WASTE MGT 

20RNMO 

8807070274 

60 443 

H 

ZUPX6J. 

8807080083 

71-0222 


ZUPKO.J.M 

8807070076 

69-311 

S 

ZUPKO.J.M 

0607070102 

50272 

S 

ZUPKO.J.M 

6607100365 

50-272 

n 

ZUPKO.JM 

800 7 1 BO300 

50 311 

R 

ZUPKO.J M. 

860719005B 

50-311 

s 

ZUPKO.J.M 

6607190065 

50-311 

s 

ZUREK.K 

6607120503 

50 4 43 

H 

ZYWfEM.SC 

6607070266 

PR 



CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example.50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories lor nondocketed items are also 
entered in this column by symbol; for example, 

acrs. 


These categories are defined in Appendix 8 and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents/' 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


Xyee. CL 

080710Q126* 

WASTE MGT 


A tonced Nuclear Fuels Corp. (formerly 
toon Nudoar Co , Inc.) 

0807070244 

TOPREP 


8807120427 

70*1257 



8807250020* 

XPORTtlO 



8807250029 

XPORTLIC 


Actcu lure. Dept of 

tocuTvo. Dept ol, Graduate School. 
ViWmgton. DC 

8807250326 

8007180289* 

50-320 

CONTRACT 

PR 

P 

fj fo'ca, Depi of 

GG0728030B 


h and Water Pollution Pal rot 

00O722OO2G 

60-352 

G 

Aabarra Powor Co. 

880 6300351 

50-34B 

0 

8806300351 

60*348 

0 


8807010075 

50-348 

S 


8B07010262 

50-348 

P 


8G07010630 

50-364 

P 


GB070601B4 

50-348 

f 


GG07060595 

50*348 

K 


GG07 120643 

50-348 

0 


8807120643 

60-340 

0 


8807130283 

50 348 

0 


8807130283 

50 348 

0 


8607190242 

50 348 

R 


8007 190245 

50-364 

R 


0007200370 

50*346 

Q 


0807250070 

50 348 

$ 

AiOomicai Isoiopo Enrichment, Inc. 

B807180157 

60-603 

H 

Aiag^ny Electric Coop ora live, mc. 

8806300020* 

50 307 

1 

Arcerican Coach Lines 

8007050338* 

GONT R ACT 


Arrian Electric Powor Co., Inc. 

8BD7C601 10 

60 316 

S 


8007060142 

50 315 

S 


0807070374 

60*315 

0 


8807070374 

60-315 

Q 

Anericai Machine & Foundry Co. 

0BO 7250059* 

60*102 

P 

BOO 7250000* 

50*102 

P 


8807250084* 

50 102 

P 


8007250103* 

0007260115* 

50 102 

P 


60 102 

P 

Aradcan Nuclear Socioiy 

8007050200* 

50 320 

P 

Arertcan Public Power Association 

8607220364 

50*346 

M 

Arancan Regslry ol Radiologic 

0807270276 

PR 


TeehnoJogista 

Anarlcan Society of Ma chan leal Engineers 

8807110160* 

8807220384 

CONTRACT 

PR 

H 

Anasbury, MA 

8807070510 

60-443 


8007200039 

50*443 

G 

Aftcna Nudear Powor Project (formorly 

0006290116 

60 629 

S 

A.i?cna Public Service Co.) 

0006290126 

50*529 

S 


0807050032 

60 528 

J 


8807060304 

50 528 

s 


8807060382 

50-528 

R 


8807060382 

50*528 

R 


BBO7O60382 

50-528 

R 


8807060418 

60*529 

s 


0607060469 

50-528 

P 


0607060469 

50 528 

P 


0807060469 

50-528 

P 


8807120444 

60-528 

P 


0807120444 

50*528 

P 


8807120444 

50-526 

P 


8007120562 

50-52B 

S 


0007130046 

50*530 

P 


0007130106* 

60-530 

P 


0007140209 

50-523 

Q 


B807160156 

60-628 

J 


8807160166 

60-528 

J 


8807180242 

50*526 

S 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


&8072t004S 50-623 
8807210055 50-528 
6807210109 50-528 
6807210109 50-528 
8007210109 50-528 


Arl 2 ona. Unrv cl. Tucson. A 2 
Arkansas Power & lighl Co 


6807060172* CONTRACT 

8807250001 50-113 

6806290461 50 313 

8807060275 50 368 

8807070559 50-313 


8607070562 50-313 
8807070563 50-313 
6807080135 50 313 
8807110150 50-313 
0807110194' 50 313 


6607120131 50 313 

B807 120227 50-368 

8807120275 50 313 

8807120275 50-313 

8807120296 ' 50-31 3 


0807120296* 50 313 

8807120303* 50 313 

8807120303* 50 313 

8807120398 50-313 

8807120400 * 50313 


8807120480 50 313 
8807130054 50-313 
8807130054 50 313 
8807130176 50-368 
8807180149 50-313 

8007190080 50-313 
6807190080 50-313 
8807200340 5*313 
6807210191 50313 
8807210191 50-313 


Atlantic City Medical Canter. Atianic 
City. NJ 

Alias Cofp. 


AuSlin, TX 

Automatic Management Constants. Inc 
BP America. Inc. 

BWfl Owners Group 
Babcock & W.lcox Co 


0007250051 50-368 

8807250056 50-313 

8807260087 PR 

0807160048 PR 


8007010022 4*3453 

8807010271 4*3453 

8607210056 4*3453 

8007250438 40-3453 

8806300048 5*498 

8007220087* CONTRACT 

880719020 1 4*7604 

8807190209* 40-7604 

8007070553 TOPREP 

8807010594 TOPREP 

8007110458 7*27 

8007110468 7*364 

8807120157 7*824 

8807120167* 70*824 

8007130319 TOPREP 


8807140149 

8807190040 

8807200230 

8007250099 

8807250264 


7*1201 

7*1201 

TOPREP 

7*27 

TOPREP 


Backus. Meyer & Solomon 
Baltimore Gas & EleCinc Co 


8007250421 

8807200060 

8806300060 

8807060156 

8807060166 


TOPREP 

5*443 

5*317 

5*317 

5*317 


G 

F 

P 

P 


8807060160* 50*317 
8007060160* 50-317 
8007070314 5*317 


P 

P 

P 


333? -n ti Tiuu OwOOtj -o-o-o***o -p ti -o t> ti t>t >0 -h -n-o-nO -n-n-nQ^ 



Bntlel'e Meir.oria’ Inst lute. Columbus 
Laboratories 


Battelie Memorial insMu'e. Pac f<c 
NonhwGst laboratory 


BetfTohom Steal Corp 
Efcshcp. Cool', Pufcei: & fteyro'ds 


Bon Socours Hosp.. Methuen. MA 
Boston Edison Co 


Beams Elcctr jc. Power Cooperative. Inc 
Brookhaven National Laboratory 


Buchanan, Ingersoli. flodewald, Kyle & 
Buerger 

C E Opn rating Plants Owners Group 
C TP, Inc. (formerly Alaska Welding 
Center) 

CYGNA Energy Serv ces 

Call lorn a institute of Technology. 
Pasadono, CA 
Calitom’a, Stale of 

California, Stale of, Pub’ic Uiil ties 

Commission 

Co’ifornia, IfnV of, 8erkoley. CA 


California. Univ of, Santa Barbara. CA 
Cal span Corp (sobs. Arvm Industries/ Fr 
anklm Research Center) 


Caro 'in a Powor & Light Co. 


8807070314 

50 317 

P 

0806290494 

50-324 

8807070320 * 

50 317 

P 

8006293494 

GO 324 

8 80 7070320 * 

50 317 

P 

8006290496 * 

50-324 

0607060161 

50 317 

Q 

8006200496 * 

50*324 

68070 B 0 I 6 I 

50317 

Q 

8806290500 

50 324 

89071 10237 

50 317 

P 

8806290509 * 

50 324 

8807110237 

£ 0-31 7 

P 

B 806300011 

50*261 

88071 10242 

50 317 

O 

6807010056 

50 261 

80071 10242 

SO 317 

Q 

0807010056 

50-261 

8807120189 

SQ -318 

S 

0807010056 

£ 0-261 

0807180271 

50-317 

0 

8007010137 

50 403 

8807200293 

50 31 7 

s 

8007010534 

50*325 

8007210127 

50 31 7 

s 

8007050374 

50 261 

860725 C 039 

50 317 

F- 

8007050529 * 

50 400 

8807260030 

50 317 

F 

8097000544 

50*325 

88072 S 01 1 C 

50 317 

Q 

8807060548 * 

50*325 

B 8072 S 0347 

50 317 

O 

0807060558 

50 261 

8907250436 

50-317 

F 

0807060569 

50 261 

08072 60436 

50 317 

F 

0807070010 

50*325 

8807080042 * 

CONTRACT 


0807070025 

50-325 




0007070145 

60-325 

B 807 130294 * 

CONTRACT 


8007070537 

60-324 

6807130314 * 

CONTRACT 


8007070537 

60*324 

6007180300 * 

CONTRACT 


8007070558 

50*324 

BG 07 120690 

ACRS 


8807070558 

60 324 




8807000171 

60 325 

8607160115 

WASTE RES 


8007120112 

50*400 

8607180257 

WASTE MGT 


0607120556 

50 400 

8607180273 

WASTE MGT 


0807120665 

60-325 

8807180332 * 

WASTE MGT 


0807130082 

60 400 

6807190146 

WASTE RES 


8007140200 

60-281 

B 807220 I 53 4 

50-322 

F 

8007140240 

60 400 

0807280304 

PR 


0007140305 

50-324 

8007 11 0010 

50-460 

G 

8007140305 

50 324 

8807190234 

FOIA 


8007160122 

60 201 

06072 B 0007 

Pfl 


8807150160 

60325 

6807270272 

PR 


0807150259 

50-281 

8607010065 

50-293 

H 

8807150266 

50 261 

8807070060 

50-293 

O 

0807100065 

60 325 

8607070541 

50-293 

F 

8807100102 

50*325 

66070 B 01 Q 1 

50-293 

O 

0007160100 

60-324 

08 O 7 OQQ 25 S 

50*293 

P 

0807180100 

60*324 

8607080250 * 

50-293 

P 

0007180372 

50-400 

8807120274 

50*293 

P 

0007190073 

50-324 

8807120205 * 

50-293 

P 

0007190130 

50-261 

8607120287 * 

50-293 

P 

8807190177 

50*324 

880713 C 041 

50-203 

F 

8807210044 

50*261 

8807150075 

50*293 

P 

0007210337 

60 324 

8807150103 

50-203 

O 

0807210337 

50 324 

8807150169 

50*293 

O 

0007210340 * 

50*324 

8807200044 

50*293 

0 

0007210340 * 

60*324 

880725 C 03 B 

50-293 

s 

0007220043 

60*324 

8807250290 

50*203 

R 

0007220043 

60-324 

6807260273 

50*293 

K 

8807220047 * 

50*324 

6806300360 ’ 

50*445 

1 

8 BD 7220047 * 

50*324 

6712100026 

WASTE MGT 


0807220067 

50*324 

6807070446 

NUREG 


0807220161 * 

50*324 

8807110333 * 

50-361 

P 

0007220205 

50 325 

6807140141 

WASTE MGT 


0007220207 * 

50*325 

6807140187 * 

WASTE MGT 


8 B 07250 D 10 

60*324 

6807200208 

WASTE RES 


8807260087 

50*400 

6807200305 

WASTE RES 


8807250302 

60-324 

6807200320 

WASTE RES 


8807260392 

50 324 

6807220203 ’ 

WASTE RES 


0807260395 * 

60*324 

6807130334 

40-0724 


BB 0 7250395 * 

50*324 




8807270201 * 

60-324 

6807100156 

PFt 


8007270284 * 

60-324 

8807190041 

71*6717 


8007270204 * 

60-324 




Center for Nuclear Respons b l-ty 880720000 1 

50*250 

6807190 222 

50-445 

A 

Center for Nuclear Waste Regulatory 8806300108 

WASTE MGT 

6807120363 

ACRS 


Analyses 





8807060161 

WASTE MGT 

6807200274 

PR 


B 807080166 * 

WASTE MGT 

6807270297 

PFt 


0007060211 

WASTE MGT 

6807150292 

FOIA 


0807060225 * 

WASTE MGT 




8807060458 * 

WASTE MGT 

6807080239 

50*224 

F 

8807110518 

WASTE MGT 

6807120377 

ACRS 


0807100096 

WASTE MGT 

6807130076 

50*224 

P 

8807180318 

WASTE MGT 

6807200129 

50-224 

P 

0807 190028 

WASTE MGT 

68072501 13 

50*224 

P 

0 BO 722 OO 03 

WASTE MGT 

6807250230 

50-224 

F 

8007220200 

WASTE MGT 

6807250153 * 

CONTRACT 


0007220271 * 

WASTE MGT 

68 O 620 OOBO* 

50-370 

S 

8007220272 

WASTE MGT 




8007220274 * 

WASTE MGT 

6807010269 * 

contract 


Cen'edor F.nergy 8807 1 402 \2 

50 346 

6807210093 ’ 

CONTRACT 


Central Power & Light Co. 080711 0490 * 

60*498 

6807210266 * 

CONTRACT 


C hem . N ucl© ar Sys tem s , 1 nc 0 800300 1 2 1 

WASTE MGT 

6806280254 

50*400 

F 

Children ’9 Hosp. of Philadelph-a. 880712059 1 * 

WASTE MGT 


P 

P 

P 

P 

P 


S 

F 

F 

S 

S 

F 

F 

R 

F 

0 

C 

g 

F 

F 

F 


F 

r 

F 

r 

i 

c 

c 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

C 


t 


-nZJ3D3J < cOOu* wwwmi *o<w«*n OQO*o*o 


lophia, PA 




8607CE0527 

50-457 

*9 Assoc a» ion fcr Sound Energy 

8807060040 

£0-445 

G 

8607070010 

50-373 


8807110119* 

50-445 

G 

0607070137 

50 265 


8007110119* 

50-445 

G 

U60 7070144 

50 266 


88071 10134’ 

50-445 

G 

RGO 7070310 

50 595 


0807110134* 

50-44S 

G 

8807070593 

50 466 

rs Urg r.g Respons b’e Energy 

8807110375* 

50-203 

P 

8807070595 

50-373 

n3 Wilhln the Ton M.lo Radius 

8807070126 

50-443 

H 

8607070596 

50295 

as 'or Fai UtiMy Reguialion 

8807 140027 

50-445 

G 

8307070596 

50-236 


8007140027 

50-445 

G 

8607080034 

50-454 


0807140033* 

50 445 

G 

6807080213 

50 455 


0807140033* 

50 445 

G 

68071 10437 

50 373 

ns for Land & Wafer U 90 

8807250206 

50*346 

H 

8507UC437 

50 373 

'ar.d E'octric 'iLmlnalmg Co 

8807060440 

50-440 

Q 

8007110452 

50 456 


8007080454 

50 440 

S 

8607120090' 

50*295 


8807060460’ 

60 440 

S 

68071 20092* 

50 295 


08070804G6* 

50-440 

S 

8807 1201 GO 

50-10 


8807 120 190 

50 440 

P 

8t>0? 120100 

50-10 


8807120220* 

60 440 

s 

3807120100 

50-10 


8807120238* 

60 440 

s 

8807120100 

50-10 


0007120430 

SO 440 

s 

083 7 120 ICO 

50-10 


0807190330 

SO 44Q 

p 

08371201C0 

50-10 


8807200120 

60 440 

F 

8807120100 

50-10 


6007200120 

60 44(1 

F 

3307120100 

50-10 


8B07210020 

50-440 

P 

8307120100 

50-10 


0007210030* 

50 440 

P 

8007120100 

50-10 


0807210033 

50 440 

S 

8807120100 

50-10 


8007210078* 

50 440 

S 

8807120100 

£0-10 


0807210000* 

50-440 

s 

9807120100 

50-10 


8B072 10002* 

50 440 

s 

0307120114 

50*454 


0007210063* 

50 440 

s 

RB07120114 

50-454 


0007210004’ 

50 440 

s 

GU37120210 

50373 


0807220085 

50-440 

0 

0807120245 

50254 


8807220200 

50-440 

Q 

0807 120309 

50 457 


8807220260* 

50-440 

P 

6607120365’ 

60 450 

"and, OH 

0807250066 

50-340 

M 

8007120305* 

60 456 

‘and Cl. fie Iron Co 

8007210162 

4O-07M 


G0D7120371* 

50 456 

aid Cl.'fs, Inc. 

0807210070 

40-8714 


Be37 120397 

60 205 

OH 

0807250249 

50 346 

M 

8007120307 

£0 295 


8807250249 

50*348 

M 

8807120442 

SO 254 


0007250249 

50-346 

M 

6307 120442 

60 254 


0807250427' 

50-340 

M 

6607120545 

50295 


0807250427* 

50-346 

M 

CB07120038 

50265 


8B07250427* 

50-346 

M 

8007120644 

50266 

:o-n lo-' Reliable Energy 

8807050318 

GO 443 

H 

6807 130027’ 

50-237 

ion lor Responsible Enorgy 

8807200391* 

50-528 

G 

6607130027* 

50 237 

HJOn 




BOO 7 130200 

50 454 

n Mdsloin & Hausfold 

6807000040 

50-445 

G 

8007130230 

50-464 

ado. Slate of 

8B07010102 

WASTE MOT 


8B07 130292* 

50-464 

r.b'a Uri.v., Hew York, NY 

0007080360 

NUREG 


0697130292* 

50 454 

Hjsllon Engineering, Inc 

8807060380* 

50 336 

P 

0807130299 

50-237 


80071 10139 

PR 


8807130385 

50 249 


880? 12Q 108 

50 470 

K 

0507 J 30450 

50-249 


8807120199’ 

60 470 

K 

6807140226 

50-4 55 


0607140271 

50 4 70 

A 

6007150070 

50 10 


8007160208 

50-470 

A 

6807150084 

50 374 


0807100001* 

50-470 

A 

880715010B 

50 265 


8807100182 

PR 


0507 150274 

60-265 


8007210345 

70-1100 


06«)715O283 

GO- 254 

nerco. Depl. of 

8B0707Q451 

60 443 

H 

0007180179 

50 454 

ncrco, Oept ol. National Bureau ol 

0807110416 

WASTE RES 


0007180179 

50 454 

lards 




88071801 7B 

60-454 


8807110430 

WASTE RES 


0807)00230 

60-254 


8807110409 

WASTE RES 


0807100230 

50-254 


8807200244 

WASTE RES 


0307180232’ 

50-264 

nonwaailh Edison Co 

8000200152 

50 237 

P 

8007 180232* 

60-254 


0806280158 

50 237 

K 

8837100297 

60-373 


8806200159* 

50 237 

« 

88071B0352’ 

£0*254 


8808280150* 

50-237 

K 

8807190036 

50-295 


8606290319 

50-265 

S 

8807190168 

60-374 


0806290374 

50-265 

S 

0807 19020 5* 

60*10 


0008290385 

60 205 

S 

0007190205’ 

50-10 


8808290477 

50-456 

F 

060/100205’ 

60-10 


8808300205 

50-455 

S 

8007190205’ 

50-10 


8007010829 

50-237 

P 

8807190205* 

60-10 


8807010629 

50-237 

P 

0907190205* 

50-10 


8007010035* 

60-237 

P 

6B07190205* 

50 10 


0807010835* 

50-237 

P 

0607190205* 

50-10 


8807050084 

60-374 

s 

8807190205’ 

50 10 


8807050334 

50-249 

s 

0007190205* 

50*10 


8807050368 

50-373 

s 

0BO719O2O5* 

50 10 


8007050407 

60-373 

s 

0BO719O2O5* 

60-10 


6807060113 

50*295 

0 

6807190205* 

60 10 


8807060124 

50-254 

F 

GBD71D0337 

60 4 54 


8807060172 

60-456 

F 

8607200196 

50*237 


8807060251 

60-457 

$ 

06 07200196 

5 0 237 


0007060258 

60-450 

F 

0807200198 

50 237 


0807060256 

50-456 

F 

6807200196 

60 23/ 


8B07060286 

50-295 

O 

6607200196 

50 237 


QOOO Oxxxx x x x x x x x x x x co xX 3 x xxxxx xcncncnc/i xcn tncn O x x x x O OwcnOx x * * x x xC^xCdQ O X x x x xxxxx xxxxO OcnOOcn 3JXXXX Ocncncntn 


Commonwealth Energy System 
Concept Common cations, tnc. 
Concerned Cozens of Ashtabula County 

Concerned Citizens of Lake. Geauga & 

Ashtabula Counties, OH 

Conn eel rout Yankee Aiomlc Power Co. 


Conner & Wellerhahn 

Conservation Council of North Caro 'in a 
Consolidated Edison Co of New York, inc 


8fi0?200tS6 

50-237 

O 


8007120102 

50 247 

8607200203 

71-9222 



8807140249 

50-247 

6607200351 

50373 

F 


8807250371 

50-247 

6337210019 

50-304 

P 


6807200087 

PR 

8e072lC036 

50-374 

S 

Consumers PowQ.' Co 

8806280120 

50*155 

680721 0U63 

50*454 

P 


8000290297 

50255 

68D7210C63 

50-454 

P 


8006290301 

50-255 

85072100G3 

50 454 

P 


8006290305 

50-255 

8907210063 

60-454 

P 


6806200309 

50 256 

6607210063 

SO 454 

P 


0806290484 

50-155 

6807210069* 

£0 454 

P 


8807050200 

50-255 

0B0721C069* 

SO 454 

P 


8907050306 

50*265 

8907210069* 

SO 454 

P 


8807060303 

50-255 

8B0721C069’ 

60 454 

P 


0007110103 

50-156 

0907210060* 

60 464 

P 


8807110180 

50*255 

980 72 IOC 8 7 

50265 

P 


8007130104 

50*155 

8807210089 

£0 295 

O 


8007130139 

50*155 

8907210090’ 

CO 265 

P 


8807130143* 

50-155 

89O721CO0B 

50 373 

P 


8807130147* 

50-155 

8907210038 

£0 373 

P 


8807130181 

50*255 

0907210100* 

50 373 

P 


0007150119 

50255 

9807210100* 

50 373 

P 


0B07 100022 

50*155 

9607210262 

50264 

n 


0007100102 

50-155 

0807210262 

50 254 

n 


8007190324 

50*255 

8807210270* 

50 ? 3 7 

0 


8007210122 

50*155 

6307210270* 

50237 

0 


8807250021 

50*255 

8937219271* 

50237 

D 


8907250384 

60*255 

6807210271* 

50 237 

O 


8007200150 

PH 

80072 10272* 

50237 

Q 

Cortrcl Components, lr.C. 

8007070573 

PT21 

8307210272* 

50 237 

G 

Cuyahoga County Concerned Citizens 

8007250286 

50-346 

8307210275* 

50 237 

G 

Dairyland Power Cocperahvo 

0807060105 

50*409 

8807210275* 

50 237 

O 

Q807C60330 

50*409 

GB07210275* 

50 237 

Q 


0007060346 

50-409 

8607210278* 

50237 

0 


0007250108 

50-409 

8B07210279* 

50 237 

O 

Da las Morning Nows. Dal'flS, TX 

0007250262 

60-267 

9B072 10279* 

50 237 

O 

Da^d W T ay'.ot Naval Rosea' ch & 

9807110510 

NUREG 

8607210279* 

50*23 7 

O 

Devolopmem Conlor 

9007210278* 

50 23 7 

O 

Doiroit Edison Co. 

0B0 70502 16 

50-341 

8607210340 

50*23 7 

P 


8007050210* 

60-341 

80O725OOOB 

50 10 

F 


80O7O6OOOB 

50*341 

9007250000 

50 10 

F 


8807060270 

60-341 

6607250009 

50 10 

F 


0807000282* 

60 341 

0807250133 

50*10 

F 


0807060319 

50*341 

9607260133 

50 10 

F 


0607070513 

60*341 

8807250133 

50 10 

f 


8007130142 

60 341 

9B072501 4 7 

50249 

5 


8007180261 

60-341 

8B07250 1 77 

50 10 

F 


6807190202 

60 341 

9807250177 

50*10 

F 


6807220265 

60*341 

8BU72501 77 

50 10 

F 


0807260005 

60*341 

9007250239 

50*295 

s 


8007250135 

60-341 

9B07250339 

50*455 

p 


8807250415 

60*341 

8607250349 

9B07250349 

8007260349 

8B07250401 

50 10 

50 10 

50 10 

50*10 

F 

F 

F 

F 

Doc-Search Assooaies 

Doub, Munizing & Glasgow (formerly Doub 
Muntzlng) 

8807160201 

0BO728OOO7 

8006300048 

FOfA 

FOIA 

60-400 

GB072S0401 

8607250401 

8807250428 

8807280324 

8Q07280324 

SO 10 

50 10 

50-249 

£0-254 

£0*254 

F 

F 

S 

R 

R 

Droy. K. 

Duke Power Co 

8807050405 

0800280246 

0806200246 

8806290093 

0006290119 

OA999 

50-369 

60-369 

60-360 

50-369 

8GO72Q0327* 

B807280329* 

BQ06300367* 

B807050355’ 

B8O72S0286 

£0*254 

£0254 

50*443 

CONTRACT 

60441 

Ft 

R 

1 

H 


8008290169 

8800290174 

0800290389 

8006290409 

8600290419 

50-269 

50-369 

60*270 

50-413 

50-269 

9807200086 

50440 

M 


8800290438 

60-369 

88C6290 1 24 
8807060484 
8807060565 

50 213 

50-213 

60 213 

S 

P 

S 


8807050028 

0007050028 

0007050081 

0907050287 

60-413 

50-413 

60-269 

50-269 

8807070101 

8B07070139 

SO 213 

50 213 

s 

o 


8807050287 

50*269 

8807070139 

50*213 

o 


0807050287 

50*209 

8B0707031 1 

60 213 

F 


0807050299 

50-369 

8607070621 

60-213 

F 


6B070601B9 

8807060403 

50*269 

50-369 

8007070650 

60 213 

s 


8807060403 

50*369 

8907130075 

£0-213 

Q 


8907130075 

£0 213 

Q 


0807060404* 

50 369 

8307140101 

60 213 

P 


0907060404* 

60-369 

B807140103* 

60213 

p 


8607060585* 

60-269 



8907060505* 

50-269 

98071501 10 

60*213 

o 


8807060585* 


B807200001 

60 213 

F 


50*269 

B807200036 

50 213 

o 


8807060588* 

50*269 

B907250129 

60 213 

R 


8807060588* 

50-269 

8807070676 

SO 353 

M 


0007060500* 

50*269 


8907070221 

50-269 

8907110046 

PR 



8807070544 


8906300199 

60-247 

K 


50*369 

8806300341 

60-247 

R 


8807070544 

50-369 

9807070119 

60*247 

o 


6007070549* 

60-369 



8007070549* 

50-369 


P 

P 

P 

F 

F 

f 

F 

F 

F 

F 

P 

P 

P 

P 
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AUTHOR AFFILIATION 


A Talmage (formerly Duncan 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8007070575 

50-369 

P 

8007000070* 

50-369 

P 

0007000070* 

50-369 

P 

8007000099* 

50-3G9 

P 

0907120096 

50-287 

Q 

80071201 1 7 

60-414 

S 

500? 120 M3 

5C-413 

P 

8807120696 

50-369 

F 

8807120098 

50-369 

F 

8607130177 

GO-413 

P 

8607130177 

50-413 

P 

8807130183 

50-269 

F 

8807130183 

50-269 

F 

0607130186 

50-269 

F 

8807130188 

50-269 

F 

8807130106 

50-269 

F 

8807130191* 

60-269 

F 

8807130191* 

50-269 

F 

8807130191* 

50-269 

F 

0807130201 

50-369 

S 

8807130299 

60-370 

P 

0007130305 

50-369 

K 

8807130305 

60-369 

K 

8807130323 

50-269 

P 

8807130323 

50-269 

P 

8007130323 

50-269 

P 

0807130327 

50-269 

S 

0807130379 

60-369 

s 

8807130400 

50-369 

s 

8807130436 

50-369 

s 

0807130452 

50-370 

s 

000/140105 

50-413 

p 

0807140105 

60-413 

p 

8807140100* 

60-413 

p 

8807140100* 

50 413 

p 

8007140267 

50-414 

s 

0&07U0270 

50-4 14 

s 

8807140276 

60-269 

R 

8807140200 

50-413 

P 

0807140290 

50-413 

P 

8807140302 

50-414 

P 

0807160197 

50-369 

Q 

0807150107 

50-369 

Q 

0007180000 

GO-370 

O 

8007100194 

DO-369 

O 

8807100194 

G0-3C9 

Q 

8807100201 

50-369 

S 

8807100292 

50-369 

P 

8807100292 

60-369 

P 

8007100314 

60-370 

Q 

0807200190 

50-270 

S 

0007200327 

60-370 

S 

8807210302 

50-413 

P 

8007210302 

60-413 

P 

0007210305* 

60-413 

P 

8807210305* 

60-413 

P 

8807220160 

50-413 

Q 

8807220351* 

50-369 

P 

8807220351* 

60-369 

P 

8807250154 

50-360 

P 

0807250154 

50-369 

P 

8807250190* 

50-369 

P 

8807250160* 

60-369 

P 

8807260192 

50-269 

Q 

8807250102 

60-269 

Q 

8807250192 

60-269 

Q 

B0O725O102 

50-269 

O 

0807250198 

60-370 

S 

8807250204 

50-370 

S 

8807260213 

50-369 

P 

8807260213 

50-360 

P 

8807250214* 

50-369 

P 

8807250214* 

50-360 

P 

8807250242 

50-369 

P 

8807260242 

50-369 

P 

8807260310 

50*269 

R 

8807250310 

50-269 

R 

8807250310 

50-269 

R 

8807260397 

50-360 

R 

0807260269 

50-269 

O 

8807260316 

50-260 

o 

08072603 J 6 

50-289 

G 

0807260316 

50-269 

Q 

8007280194 

PR 


0807280396 

PR 


8007250249 

50-346 

M 

0007260249 

50-346 

M 


AUTHOR AFFILIATION 


Duqtasro |_lg*v Co 


EG 0 G Irlalio. Inc (s>ub*> Of F,G 8 G, Inc.) 


ERG Inlomatiora 1 , “nc 

Eastern Ui lies Assoc.eies 


Ebasco Seivces, Inc (subs o' Ersorch 
Corp.) 


EcoJogy/Ale-rl 
Ediscn Eiccl'ic Insiiulo 


Elgar Corp. 

Employe os Legal Project 
Enecoloch. Ins. 

Energy Fuels Nuc^aer, Inc. 


Energy, Dopi. ol 


ACCESSION 

NUMBER 


8B37260427' 

8607250427* 

CB07250427* 

8B3?o 10050 

OflO 705024 4 

6607050254* 
8607050255* 
flBO 70604 74 
0B0 7060474 
660706047ft* 

06070604 7fl* 
6807060481* 
8B0 70604 81* 
8807060493 
6637060-19 3 

8B37060495* 

8607060495* 

8607060497* 

8607060497* 

6607060549 

8637060552* 
0607060562* 
6607060573 
8607060573 
660 7060580* 

6607060580* 

6607060581' 

0637060581* 

8607070234 

6607070511 

6637070525 

6607060029 

8637060020 

6037060153 

8807120012 

0637120054 

8637120054 

8607120110 

GP37130135 

6637130183 

6637130103 

6637140122 

8637140124* 

8637140125* 

0637160008 

0637210001 
8637210292 
8637210202 
86032603 80* 
8710160108* 

0006210325’ 

GO-37070421 

0637110521 

80-37120572* 

0607130057* 

86072C0193* 

0607260365’ 

C6O7O6O302 

0606300385* 

8607200060’ 

0007010016* 

0607060467* 

0607050467’ 

8607050407* 

0607060467* 

G0O7C5O470* 

CD07C50479* 

G007C50479* 

8B07050470’ 

6BO720O369 

86O7O7O302 

8607280108 

8607260332 

6607200107 

6607160100 

0507110259 

8807260440* 

6606200040* 

6606200043* 

0607010323 

6607010500 

6607050023 

6607050034 

6607060139 

6607060 1 52 
6607070305 
6607070530 


SUBJECT 

CATEGORY 

50 346 
50 346 
50 346 
50 412 
50-412 

50 412 
50-412 
50-334 
50 334 
50-334 

50-334 

50334 

50-334 

50-334 

50334 

50 334 
50-334 
SO 334 
50 334 
50 412 

SO 412 
50 412 
50-334 
50 334 
50-334 

SO 334 
50 334 
50 334 
50 334 
SO 334 

50 334 
50-334 
50 334 
50-334 
50 334 

50-334 
60 334 
50 334 
50 412 
50 334 

50 334 
50 412 
60 412 
50 412 
60 334 

50 412 
60 334 
50-334 
60 250 
50-309 

50-272 

MuntG 

NUF 1 EG 

50-354 

50-302 

tO -267 
50 209 
NUREG 
50 443 
50 443 

CONTRACT 

60 250 
60*250 
50 250 

60 250 
50250 
60 250 
60 250 
50-250 

PR 

60-443 

PR 

PR 

PR 

OA09O 

50-443 

40-3453 

XPORTLIC 

XPORTUC 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
PR 

71-5552 


P 


P 

P 

P 

P 

I 

Q 


P 

P 

P 

P 

P 

P 

P 

P 


H 


H 
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CATEGORY 


Eng-neenng & Economics Research, Inc 
Engineering Design & Testing Corp 
Eng neers Internal onal. Inc 


Environmental Coalition on Nuclear Powe* 
Envmn menial Protection Agency 


European Comm jn ties. Comm ss on of 
Everest M nemls Corp 

FOI Sen, ices 

Fai ure AralyBis Associates 

Federal Emergency Management Agoncy 


F Oder e’ Managemenl Associates 
Ferret Exp lor at on Company of Nebraska, 

Inc 

FJorida Power & Light Co 


NUMBER 

UA 1 r.UUHr 



6007110143 

WASTE MGT 



SB071 10146 

WASTE MGT 



8007110532 

WASTE MGT 



08071 303B9 

WASTE MGT 



8807100263 

WASTE MGT 


Florida Power Corp (subs of Florida 

6007180265 

71.6677 


Progmss Corp.) 

8807160298 

WASTE MGT 



BC-07 180307 

WASTE MGT 



8807190018 

71*6670 



8807190020 

WASTE MGT 



0307190038 

WASTE MGT 



8907190202 

50 344 

P 


8907210008 

WASTE MGT 



8807210067 

WASTE M.GT 



8807210074 

WASTE MGT 



8807210124 

WASTE MGT 



8807210170 

WASTE MGT 



8807210504 

WASTE MGT 



8807210205 

WASTE MGT 



0807220032* 

WASTE MGT 



8907220177 

WASTE MGT 



8807220191 

WASTE MGT 



890711C543 

fJUREG 



8007220383* 

71*9210 



8007210330 

WASTE RES 



8007220163 

WASTE RES 



8807210018 

PR 


F“onda. Ihiv of, Gainesville, FL 

8B07280 142 

PR 



8807 1206 16 

NUREG 



8807130212 

WASTE MGT 



0806300094 

XPORTLIC 



8807210096 

40 6857 


Fluor Engineering, fnc. 

8807210147 

40 6857 


Food & Drug Admln:$irat.on 

8807270304 

FOIA 


Frankl n Inst.tuto 

8807210112’ 

50*206 

P 

Fund for Peaco (National Security 

8807050022 

50-267 

F 

Archive) 

08O7O5OO24' 

50567 

F 

Ga lon.Kalnl^ & toAo 

8807050044 

50-440 

F 

Ga*de. B P. 

8807110103 

50 443 

G 


8807 19025B 

ORG 


Gonorai Electric Co. 

0807190261’ 

CRG 



0807200373 

50 219 

F 


8807200377* 

50-219 

F 


0807270302 

FOIA 



8807210153 

40 8029 



80O62BO296 

50 250 

P 


0006260297* 

50 250 

P 


8806200297* 

50 250 

P 


8007010140 

50 335 

P 


8307010140 

50 335 

P 


9007010149 

50-250 

S 


6007010442 

50-250 

S 


8807010569 

50*250 

F 


Q807010569 

50 250 

F 


8007010657 

50-335 

P 


8807010657 

50-335 

P 


B8070 10660* 

50 335 

P 


8807010660’ 

50-335 

P 


880/010691 

50*335 

P 


8807010691 

50335 

P 


880705C086 

50-250 

S 


8807050395 

50 335 

R 

Genoraf Pubi.c utilities Corp. ■ GPU 

8807050464 

50-250 

R 

Service Corp 

8807050545 

50250 

Q 


9007050545 

50260 

O 


8007060062 

50-250 

n 


8007070019 

50-250 

p 


8007070019 

50-250 

p 


8907070168 

50*250 

s 


8807120057 

50251 

s 


8807120366 

50250 

R 


0.^07120613 

60-250 

S 


8807130064 

50-335 

F 


8807130064 

60-335 

F 


8807190054 

50-335 

F 


0807190054 

50-335 

F 


8007100057 

50-250 

R 


0007180057 

50*250 

R 


6807190121 

50*335 

Q 


8807190189 

50-335 

R 


8807190331 

60*250 

F 


8B07200014 

50-250 

G 


6007210118 

50-335 

K 


6007250004 

50-250 

R 


6B07250004 

50-250 

R 


6007250004 

50*250 

R 


6007250053 

50-250 

Q 


6607250053 

50-250 

G 



NUMBER 


8807250226 

60-250 

8807250250 

50-250 

8807250250 

50250 

0807280375 

50 250 

8806290000 

50-302 

8807010520 

50*302 

8807060291 

50-302 

0807060345 

50-302 

0007060453 

50 302 

6807060401 

50-302 

8807060537 

50302 

8807070372 

50-302 

8807070548 

50*302 

6807130070 

50-302 

8007130092 

50-302 

8807 130366 

50 302 

8807140264 

50-302 

8807150125 

50-302 

8807190360 

60-302 

0007200005 

50 302 

8007200007 

50 302 

0607210068 

50-302 

8007250237 

60*302 

8007250375 

60-302 

Q80725037G* 

50-302 

8806300022 

50-03 

0007110407 

50-83 

8007110410* 

50-83 

8007 120 120 

50 83 

8807120128* 

5083 

88072B0350 

PR 

08070B0149* 

CONTRACT 

8007070375* 

50 315 

8007250336 

FOIA 

0807220202 

FOIA 

8807110119* 

50-445 

8007210344 

FO)A 

8808200054* 

XPORTLIC 

0007050003 

60605 

0097050004* 

60605 

8807050005* 

60605 

880 705C006* 

60 605 

880 7050007* 

50-605 

0007050000* 

50 605 

8007050009* 

50 605 

8607050010* 

60-605 

8807050011* 

50 605 

8807050013* 

60 605 

8007050014* 

50-605 

0007120530 

70-754 

0007130222* 

CONTRACT 

8007130232 

71-9019 

8807130234* 

71*0019 

8807140142* 

50206 

0807140178* 

WASTE MGT 

8007140283 

60-605 

8007160232* 

60-278 

BQ07 150238* 

60278 

0807180338 

TOPREP 

0007220040 

70*1113 

8006290048 

50-210 

8806290292 

60 320 

0806290293* 

50*320 

8007010001 

60*219 

8007010103 

50 209 

8007010608 

50 219 

0807010610* 

60-219 

8807010815* 

50*219 

0807050326 

71*9208 

8807060134 

50-269 

8807060180 

50-289 

8807060431 

60-320 

8807060434* 

50-320 

8807060471 

60-219 

8007070008 

60-320 

8807070012* 

60-320 

8807080110* 

60-219 

0807000114* 

50 219 

0807000214 

60*219 

0007120052 

60-260 

8007120104 

50*219 

8807120694 

60*210 

8807120700 

60*210 

8807190069 

60-320 

8807140257 

60 320 

8807160285 

60*289 
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080 7 in 0050 

50209 

F 

Government Technology Services, >nc 

0-807 l?05nD' 

CON TRACI 


0007100203 

50 320 

P 

G-jU Stales Ut .tes Co 

8607C 10050 

50 450 


8807180329 

50-219 

P 


0507010623 

50 450 


8807210117 

£0-219 

Q 


0D070 10624* 

50 458 


800721010-1 

60-219 

O 


000 ?C 503 4 4 

50 450 


8807220302 

60-320 

Q 


860 7C 50349* 

50 4£B 


0807250044 

60-219 

n 


0 60 7C 69 1 4 4 

50 458 


8Q07250417 

50-289 

n 


0907 '20C61 

50 460 


0007280328 

60 219 

F : 


6907 I3O2C0 

50 459 


0807280328 

60 219 

F 


0307150142 

50 450 


0807200003 

60320 

Ci 


03071001 10 

50 450 


0807290089* 

60320 

G 


0607210120 

50 459 

Scientific Corp 

8B07110I7S* 

CONTRACT 



0 BO 72 50 102 

50 450 

^owor Co 

8006290017 

60 424 

O 

Hamplon NH 

6607010393 

6Q 443 


8806290017 

60*424 

0 


00072 30039 

50 443 


8806290022 

50-424 

0 

Harmon A Wcl 3 $ 

8fl07C6OC68 

50 443 


0806290025 

60 424 

p 


0607070395 

50 322 


0806290025 

60 424 

p 


6007110017 

60 443 


8006290083 

60 321 

s 


68C7110017 

50 443 


8806290265 

60-424 

F 


6807110031 

60 443 


86C62D3265 

50 424 

F 


6807110031 

50*443 


8806290200 

60-424 

P 


00O714DOO7 

50 443 


0006293390 

50 368 

S 


8007143007 

50 443 


8007010052 

60 321 

S 


8607140063 

50 271 


8007010052 

50-321 

s 


6607200039 

50 443 


0007010057 

50-425 

s 


0607200040 

50 443 


0007010502 

50-360 

s 


06072000-10 

50 443 


0007050555 

50425 

Q 


6507200031* 

50 443 


Q607C60150 

50 306 

S 


6507200051* 

50 443 


0007060460 

50321 

P 


6507 200082 

60 443 


0807060486 

60321 

P 


6907200062 

50 443 


0807070121 

50321 

Q 


0807200071* 

50 443 


08070/0121 

50321 

O 


6607200071* 

50 443 


680 7070 M0 

50 321 

s 


08072101 10 

50 322 


0607070522 

50-425 

s 


6007220021 

50 271 


6807070546 

50 424 

F 


0807200009 

50 443 


6807070540 

50 424 

F 


6607200009 

50 443 


0007000103 

50 425 

O 


B6072900I2* 

50 443 


0BO7OOO1O5 

50 424 

S 


6637200012* 

50 443 


GG07080I11 

60-421 

s 

PavGth 1 MA 

0637070105 

50 443 


8807000122 

60 42-1 

K 


663/070105 

50 443 


0B070Q0I22 

60-424 

K 


6637070110 

50 443 


0007080260 

50 424 

S 


6837070110 

50 443 


8007110204 

50 424 

P 

FVach: Cc . Lid 

68071601 73* 

XPORTLIC 


800711 0306 

50-4 21 

P 


6637160290 

XPCRTLIC 


8007110306 

60 421 

P 

Nitiman Nudofl' & Dovo'oprrenl Co‘p 

6837070504 

71-6C00 


6007120160 

60-321 

P 

(sj'js oi Hifr-an Coip ) 




0607120160 

60-321 

P 


6607070560* 

71 8000 


BQ0712O163 

50 424 

P 

Hc’ir.us & Nfi-vor Inc 

68071 10400 

WASTE WGT 


000712D103 

50 424 

P 

HcuSO of Rep 

8607070335 

50443 


0007140310 

50 321 

P 


8607120504* 

CCMM15SIO 


0007140310 

50-321 

P 


8607140245* 

TOPRGP 


0007160003 

50 321 

0 


8807200317 

60443 


0607150063 

50 321 

0 

Hojso of Rep.. A'med Services 

8607160370 

50-443 


0007150117 

50-306 

s 

Hojso ol Rep.. Cnorgy S Corrmorce 

8703060130 

COMUISSIO 


8007150120 

50-321 

p 

Houslon Cnrcnlclo 

8607160110 

FCIA 


0807150120 

50 321 

p 

Housion Indusir.os. Inc. 

66071 10486* 

50-468 


0BO7I5O123 

50 321 

F 

Hcuslon Lighilng 6 P owor Co 

8606290122 

50468 


0007150123 

50 321 

F 


0606300090 

50-498 


0007150134 

50-321 

O 


8606300090 

50-468 


0807160134 

50-321 

0 


0607060359 

50409 


6807 150 136 

50 424 

s 


0607060424 

50 490 


680/160145 

50 321 

0 


0607060424 

50 498 


6807160145 

50 321 

0 


0807060433 

50460 


8807190130 

50 321 

p 


8607060486 

50 466 


8807190130 

50 321 

p 


6607060486 

50 460 


880 71 9033 B 

60 321 

R 


060706040B* 

50 49B 


88071 9033 B 

50 321 

n 


0607060438* 

50 498 


88072001 1 7 

50 425 

s 


0607110233 

50-496 


8007200123 

50 321 

0 


06071 10233 

50 490 


8807200123 

50 321 

Q 


06071 10481 

50490 


8007200126 

60 360 

S 


8607120212 

50 466 


8007200128 

50 424 

P 


0007120258 

50-498 


8007200126 

50 424 

P 


8607150165 

50-498 


8007200130 

50-424 

S 


0607190007 

50-498 


8007200135 

60 424 

O 


0607190270 

50-468 


8807200140 

50 424 

Q 


06072003B5 

50 460 


6807200140 

50 424 

Q 


000721006? 

50-490 


8807200303 

60 424 

n 


8607210052 

50 490 


8007210314 

50*321 

p 


0607210066 

50 499 


6007210310* 

50-321 

p 


8607210073 

50 490 


8007220054 

50*424 

Q 


0607210108 

50 499 


6807220188 

50-321 

P 


0607220309 

50 498 


8007220189 

50*321 

P 


0607250412 

50 499 


8007220303 

50 424 

F 


0007250435 

50*498 


8007220303 

50 424 

F 

Hunton & Williams 

0807060026 

50-322 


8007250082 

60 425 

F 


8607080033 

50 322 

I, Fi-e'dman & Latham. P.C. 

0007260066 

60 346 

M 


003 7060043* 

50-322 

lenl Accountability Project 

8007180003 

50-334 

Q 


0637 140023 

50*3 2 2 
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88071 10143 

WASTE MGT 



0807250226 

50250 

S 


8607110145 

WASTE MGT 



8007250250 

60*250 

K 


8B071 10532 

WASTE MGT 



6007250250 

60-250 

K 


8607130389 

WASTE MGT 



8007280375 

60250 

H 


3007160283 

WASTE MGT 


Florida Power Corp (subs of Florida 

8806290006 

50*302 

P 


3307160265 

71 6677 


Progress Corp.) 





B80716C296 

WASTE MGT 



0807010520 

60*302 

F 


08O718C3O7 

WASTE MGT 



0807060291 

50-302 

O 


8807190016 

71-6670 



8007060345 

60*302 

S 


9007100020 

WASTE MGT 



8007060453 

50-302 

Q 


6337150038 

WASTE MGT 



8807060481 

50-302 

P 


6807190202 

50*344 

P 


0807060537 

50 302 

S 


8807210008 

WASTE MGT 



0007070372 

60-302 

S 


860721C067 

WASTE MGT 



0807070546 

50*302 

K 


8007210074 

WASTE MGT 



8007130070 

50-302 

S 


6807210 »24 

WASTE MGT 



8807130092 

50-302 

O 


6807210170 

WASTE MGT 



0807130368 

50 302 

F 


6807210204 

WASTE MGT 



0807140264 

50-302 

K 


6807210206 

WASTE MGT 



8607150125 

50-302 

P 


3 807 220032' 

WASTE MGT 



80O71SO3GO 

50-302 

S 


8607220177 

WASTE MGT 



8807200005 

50-302 

R 


6807220191 

WASTE MGT 



8807200007 

50 302 

Q 

Eng-nee nog & Economcs Research, Inc 

68071 10543 

NllREG 



6807210068 

50-302 

P 

E*g neer.ng Design & Testing Corp 

8007220363* 

71*9210 



0807250237 

50-302 

O 

Engineers International, Inc 

8607210330 

WASTE RES 



8807250375 

50-302 

F 


8807220183 

WASTE RES 



8807250378* 

50-302 

F 

Environmental Coalition on Nuctear Power 

88072J0018 

PR 


Ficrida, Un.'v of, Gainesville. FL 

8806300022 

5003 

S 


B807280142 

PR 



8807110407 

50-03 

K 

Environmental Protection Agency 

6607120618 

NUREG 



0807110410* 

5083 

K 


8607130212 

WASTE MGT 



0807120120 

50-83 

S 

European Communll os, Commission of 

8606300094 

XPORTUC 



8807120128* 

5083 

S 

Everosl Minerals Corp 

8607210066 

40 5&57 


Fluor ErignoonnQ, Inc. 

8007280350 

PR 



8807210147 

40-0657 


Food & Drug Administration 

8807080149* 

CONTRACT 


FOI Servrcos 

D8072 70304 

FOIA 


FranM n Insl tuto 

8807070375* 

50-315 

Q 

Failure Analysis Associates 

88072 10H2* 

50*206 

P 

Fund tor Puaco (National Socunty 

0807250336 

FOIA 


F ederel E m o r gen c y Wo nage me n l Ag o r.c y 

8007050022 

50 267 

F 

Archive) 





8907050024* 

50 267 

F 

Gallon. KalnM A lono 

0007220202 

FOIA 



8807050044 

50 440 

F 

Gardo, Q P. 

0007110119* 

60-445 

G 


BQ07 110103 

50 443 

G 


8007210344 

FO)A 



0807 100250 

ORG 


General Electric Co 

8808200054* 

XPORTUC 



8807 19020 i * 

ORG 



0807050003 

50-605 

K 


8007200373 

50 219 

F 


0807050004* 

50-605 

K 


8007200377* 

50-219 

F 


0007050005* 

60 605 

K 

Federal Managemonl Associates 

GQD72 70302 

FOIA 



800705000B* 

50 605 

K 

Ferret Expta'at on Company ol Nebraska. 

8807210153 

40 6629 



8007050007* 

50605 

K 

Inc. 





6807050000* 

50 605 

K 

Florida Power & Ught Co 

8000280299 

50250 

P 


8807050009* 

50-005 

K 


9800280297* 

50 250 

P 


0007050010* 

60-605 

K 


0306280297* 

60*260 

P 


8007050011* 

60605 

K 


0307010140 

60-335 

P 


8007050013* 

50-605 

X 


0007010140 

60 335 

P 


8807050014* 

50 005 

K 


3007010149 

SO 250 

S 


B80? 120530 

70-754 



8007010442 

50 250 

S 


0807130222* 

CONTRACT 



8007010609 

50 250 

F 


0807130232 

71-9019 



63070I05B9 

60*250 

F 


8007130234* 

71-9019 



6807010657 

50-335 

P 


8807140142* 

50-200 

P 


6607010657 

50*335 

P 


0007 HO 176* 

WASTE MGT 



8807010660* 

50-335 

P 


0807140283 

60 005 

K 


8007010660’ 

50-335 

P 


0607160232* 

50 270 

P 


8607010691 

50*335 

P 


8007150230* 

60-278 

P 


0607010691 

60-335 

P 


8807180330 

TOPREP 



6807050086 

50-250 

S 


8807220040 

70-1113 



6007050365 

50-335 

R 

General Puh'ic Whiles Corp. * GPU 

0806290048 

50-219 

P 


8807050484 

50-250 

n 

Service Corp. 





6007050545 

50-250 

0 


0006290292 

50-320 

P 


6807050545 

50-250 

Q 


8800290293* 

60-320 

P 


6807000062 

50-250 

R 


08070 10001 

50-2 1 9 

R 


8607070019 

60-250 

P 


6607010103 

60-269 

O 


8607070019 

50-250 

P 


8B070 10608 

60-219 

P 


6607070188 

50-250 

S 


8007010610* 

60-216 

P 


6807120057 

60-251 

S 


8807010615* 

60-219 

P 


680712036B 

50-250 

R 


0807050320 

71-9208 



8607120613 

50-250 

S 


0807060134 

60-269 

R 


ABO? 130064 

50-335 

F 


8007060100 

60-289 

F 


8807130064 

50-335 

F 


8007060431 

50-320 

P 


0807180054 

50-335 

F 


8807060434* 

50-320 

P 


8807190054 

50-035 

F 


0807060471 

50-219 

S 


8607190057 

50*250 

R 


6007070008 

60-320 

P 


8B07 190057 

60250 

n 


0007070012* 

50 320 

P 


0807190121 

50*335 

0 


8007080110* 

60-219 

R 


B807190189 

50-335 

R 


8807080114* 

50-219 

R 


8807190331 

50-250 

F 


8807080214 

50-219 

S 


8007200014 

50250 

G 


8807120052 

50-289 

F 


8007210118 

50-335 

K 


8807120104 

50-219 

F 


8807250004 

50250 

R 


8007120694 

60-219 

P 


6607260004 

50-260 

R 


8807120700 

60-219 

P 


8007260004 

50*250 

R 


8807130069 

60-020 

V 


3007250053 

50-260 

Q 


0807140257 

60-020 

Q 


3007250053 

60-250 

Q 


800? 150205 

60-289 

F 



NUMBER CATEGORY 


0807160050 

50-209 

F 

0807160203 

50-320 

P 

0807100329 

50-219 

P 

8807210117 

50-219 

0 

8007210104 

50-219 

Q 

0807220 062 

50-320 

Q 

8007250044 

50-219 

fl 

800725041? 

50-289 

R 

0007280328 

50-219 

F 

0007260328 

50*210 

F 

0007200003 

50-D20 

G 

0807290069’ 

50-320 

G 

0807110175’ 

CONTRACT 


0006290017 

50 424 

0 

8006290017 

SO 424 

Q 

8808290022 

SO 424 

0 

0806290025 

50 424 

P 

0000290025 

50 424 

P 

0000200083 

50-321 

S 

0000290205 

50 424 

F 

6606200265 

50-424 

F 

0806290206 

50 424 

P 

8806290300 

50-366 

S 

8807010052 

50 321 

S 

8007010052 

60 321 

S 

8607010057 

50 425 

S 

8007010562 

60*366 

s 

8007050555 

£0 425 

0 

0007060159 

50-366 

s 

0007000408 

60-321 

P 

0807060469 

60-321 

p 

8007070121 

60-321 

Q 

8607070121 

60-321 

Q 

8007070149 

60-32 1 

S 

8007070522 

60 425 

S 

800/070540 

60-424 

F 

0007070540 

60 424 

F 

00O7OBO1O3 

60 426 

0 

08O7C0O1O5 

50-124 

S 

0807080111 

50 424 

S 


080/080122 50 424 K 
8607080122 50 424 K 
0007080260 50 424 S 
8607110204 50 42-1 H 
0607110890 50 424 P 

0007110306 50 424 P 
W)07 120160 &0 321 P 
6007120160 60-321 P 
8007120183 60 424 P 
0007120103 50 424 P 


Go/ern.neri Techndogy S&rv:os r-ic 
Gu' S la res Ut.i.‘ics Co 


Hampton. NH 
Ha’mon & Weiss 


HavDfhil . WA 


Hitachi Co . Lid 


hntman Nuclear & Developer i Corp 
(subs of H.itiman Corp.) 

Holmes & Narva.', Inc 
House of Rep 


8007140310 50-321 
0007140310 50-321 
0007160063 50-321 
0BO 7 150063 50-321 
0007150117 60-336 


P 

P 

0 

Q 

S 


House of Pep . Armed Services 
House of Rep . Energy 8 Coirire/ce 


6007150120 50*321 
0807150120 50-321 
8007150123 50-321 
0807160123 50-321 
0807160134 50-321 


P Houston Cncnide 

p Houston Indus Iris s. Inc. 

F Houston Lotting 6 Pov.et Co 

F 
0 


0007160134 50-321 
0007160130 50-424 
0007160145 60-321 
0807150145 50-321 
0007190130 60-321 


0 

S 

0 

Q 

P 


0007100130 60-321 
8807100330 60*321 
0807 1 00338 60-321 
8807200117 60-425 
0807200123 60*321 


P 

R 

R 

S 

0 


0007200123 50-321 
0007200126 50-368 
00072001 2B 50*424 
0007200128 50-424 
0007200130 50-424 


0 

s 

p 

p 

s 


0807200135 

8807200140 

8807200140 

8807200303 

0807210314 


50-424 

60-424 

60-424 

60-424 

50-321 


Q 

0 

0 

R 

P 


0807210318* 

0807220054 

0807220108 

0607220166 

0007220303 


60-321 

50-424 

60-321 

50-321 

50-424 


0807220303 

0807250082 

0807250066 

8807180093 


50*424 

50-425 

60-346 

60-334 


P 

0 

P 

P 

F 

p Hunton & Wi'iams 
F 
M 
Q 


NUMBER 


e*Vl 

HSfjJO'OOrC 
f 3 

850705C34V 
650706C144 
6A07 120061 
EMM 1.200 
eso7i* ji4? 

cconboi ic 

£6072131 2C 
8rC75iOO? 
5oC73iC30j 
680 7200033 

ewooc-otA 
et07C7Cj;-6 
6807110317 
£6071 1 >31 7 
66071 1 0C31 

86^7110031 

ee^ncoo? 

0607140007 
0807 14COc>3 
6697200039 

6807200040 
660 72000 10 
85C7200C51' 
8807200C51 * 
BS07200062 

B0 0720006 2 
0007200071' 
6807200071' 
8807210146 
6607220021 

860 7 290009 
0807290009 
0807260012' 
0007290012’ 
B0O7Q7O1OS 

0807070105 
6607070116 
8607070118 
8607160173’ 
8837 1 50290 

$807070564 

8807070%8’ 

8807110498 

6807070335 

6807 120584“ 
0807140245* 
8807200317 
0807160379 
8703060130 

6007180119 

6607110486’ 

8806290122 

6806300099 

6Q06J00099 

$807060359 
0807060424 
080 70604 24 
8807060438 
8607060406 

8807060486 

8807060488* 

8807060468* 

$807110233 

8807110233 


CATEGORY 


TP »V ■ 

S.0 459 
t", 4 s .' 8 
t-34 CA 
» 4t-3 

tO 4t* 
tO 4t8 
tO l* 8 
f O 4t6 
10 455 

10 459 
t-7 455 
tC 4t* 

5C 4J3 

W 443 

tv 443 

SO :22 
50 443 
50 443 
to 441 

50 44 3 
50 44 3 
50 440 
50 2 7 ’• 
to 449 

50 443 

to 443 

s-j 441 
50-443 

50 443 

50-44 3 

to 443 

50 441 
50 322 
50 271 

to- 44 3 
50 443 
50-443 
50 443 
50 443 

*0-443 

50-443 

50-443 

^PORTL'C 

XPORTUC 

71.9086 

719CS6 
WASTE MGT 
50-443 

COMMiSSO 

tofrep 

50 443 
50 443 
CCMW SSiO 

FQiA 
50 498 
50 499 
50-498 
50-498 

50 499 
50-490 
50-436 
50-498 
50 498 

50-499 

50-430 

50-498 

50-498 

50-490 


8807110481 

8807120212 

0807120256 

8807150165 

8607190097 


50*490 
50-499 
50-499 
50-499 
50 498 


8807190270 

8807200385 

880 

88 ' 


50-498 
50 498 


H 

H 

H 


H 

N 

H 

H 

N 


I 

P 

P 

P 

0 

s 

s 

s 

p 

p 

p 

p 

F 

F 


A 

J 

S 

S 

o 

s 

n 


JCC.OD CSIOOCV OOCibO OCICVCVCV -O urc ^ vOO<j> v 


Hu!ch-iso‘i Island Home OAr.o'S Associet 
on 

Hydrogen Conird Owners Grcjp 
IGF. Inc. 

INTFRA Tochno ogios. ire 


ITASCA Cons J' ting Grcup, Inc 


Idaho Nationa' Engineer rig Laboratory 


ii' no s Be i feiophono Co 
ll no s PoA-or Co. 


ill nc t>, Sfato oi 


Indiana Vichcan Power Co (fcrmo'ly 
Indiana & Wen gan tlecinc Co ) 


Ind ana. State oi 

Institute of -Nuclear Power Opera lions 
Interior. Dept of. Geotog'cai Survey 
Inter teat. Inc 


International Atomic Energy Agency 
International Research & Technology Corp 
International Telophon© 8 Telegraph Corp 
Iowa Electric Light & Power Co. 


Iowa. State of 

jacot >9 Er»g nesting Group. Inc. 
Johrson & Higgins 'nsu*anc© 
Jomar Systems 

KMC. Inc. 

Kelohar & McLeod 
Kensington. NH 
Keniucky, Co mmo n weal th o f 
Kirkpatrick & Lockhart 


8607290061 50 322 G 


6007250064 

50 322 

G 

6807290074 

5032 2 

G 

8907290100 

60-322 

G 

8807230256 

60-3?$ 

G 

0607060450 

60336 

P 

8037160219 

TOPFtEP 


8807210195’ 

CONTRACT 


8807110515’ 

WASTE RES 


0007290275 

40-6904 


8507260280 

40 6904 


8937060259’ 

CONTRACT 


8007110110 

WASTE RES 


8007110156 

WASTE RES 


0807190032 

WASTE RES 


Q710150408* 

50303 

P 

03C62 10325* 

5027? 

P 

883/110521 

NJREG 


8937120502 

WASTE MG f 


0907130057’ 

50 30? 

P 

060/130326’ 

£0-209 

P 

0007200198* 

50267 

P 

8807250365’ 

50 289 

P 

B807080212’ 

CONTRACT 


B8CG20O 1 63* 

60 461 

O 

65062301 02 

50461 

S 

B307010131 

50 461 

H 

8B07060594 

50 461 

Q 

8037080071 

50-4 61 

S 

8B37C6OO70' 

50 461 

S 

8907 1B0G56 

50 461 

P 

0907190114 

50 461 

P 

890719032? 

50 461 

F 

8007200374* 

50 461 

F 

0607210106 

50461 

P 

0607210115* 

50 461 

P 

880 7 250 0Q 2 

50 461 

Q 

8007250371 

50-461 

O 

0B07 11023*1 

40-2361 


BS0728C071 

PR 


0806300032 

50-315 

s 

BS07010042 

50*315 

p 

6807060119 

50-316 

s 

0007060142 

50 315 

s 

8307070374 

50-315 

Q 

8037O7O374 

50-315 

O 

8907120014 

50*315 

F 

8937130169 

50 315 

O 

8937130169 

50*315 

0 

8907150060 

50 315 

s 

8R07 150132 

50*315 

F 

8907100214 

50-315 

P 

0007 160214 

50*315 

P 

000? 190154 

50-315 

s 

0007250410 

50-316 

s 

0607260062 

PR 


0007060074 

50-352 

F 

8807140295* 

WASTE MGT 


6807060586* 

CONTRACT 


0607070072* 

CONTRACT 


B8O718O170* 

FO!A 


8807220307 

70*1359 


B807P10157* 

50 443 

P 

BB06300120 

50*331 

K 

6807050465 

50*331 

s 

8807070100 

50331 

F 

B607 130062 

50331 

O 

B807180183 

50-331 

O 

6807 1901 7G 

50-331 

s 

B807 190275 

50 331 

n 

6807180101 

PR 


0807010156 

WASTE MGT 


B8O7O6OO0 1 

50*344 

j 

6807070505 

71*4906 


B8071201 18 

PR 


6807250160 

50*526 

i 

8807200030 

50 443 

G 

0807180040 

PR 


6807000014 

50322 

G 

B807 110023 

50-322 

G 

68071 10066 

50-322 

G 

6807140010 

50*32? 

G 

B807140016’ 

50-32? 

G 


KoW\ & Asscc ates 


LN Technologies Corp (formerly London 
Nudoar Svcs. inc) 


Labor. Depl of 

Law Engineering Testing Co. 

Lawrence Berkeley Laboratory 
Lawrence Livermore National Laboratory 


Leh'gh Un.v . Bethlehem. PA 


Lewis. M. 

Litton Industries, me. 
Long Island Lighi.ng Co. 


8807220072 

0007220131 
0007290070 
8607290217 
86071 10035 
8007110015 

8807110039* 

0807110039* 

0807110042* 

0807110042* 

8807110^50* 

88071 10050* 
8007140027 
0007140027 
08O7HOO32 
0807140032 

0807140033’ 

0807140033* 

0007140035’ 

0007140035’ 

0007140030 

8807140030 

0007140041* 

0807140041* 

0807140047* 

8807140047* 

8807140054* 

0807140054’ 

0007140055* 

0007140055* 

6807150031 

8007150032 
0807160032 
B0O 7 150034 
0807150007 
0807150007 

0007160085 

6607150065 

8007200054 

8807200054 

0007200063* 

0807200003* 

0007190039 

8007200258 

80O/2CD260 

8607220052 

8807220062* 

8807220067* 

8807220071* 

0807220175 

0007220182' 

8007220106* 

8007220376 

6007220363* 

8807250054* 

8807260062* 

0807250073* 

0007250079’ 

8007010041* 

8807220107* 

0807110490 

0806300141 

8807110456 

0807110546 

0007140206 

80071001 1 1 
8007180173* 
8807110470 
8807 110494 
0807110524 

80071 10630 
8807010312 
8007290200 
8006160100 
8007060026 

6807080033 

0807060043* 

0807070054 

8807070057’ 

0007000157 

8807130090 

8807140023 

8807140274 

6807140275* 


50*322 

50*322 
50*322 
50-322 
50 445 
50 445 

50*445 
50 445 
50*445 
50-445 
50-445 

50 445 
50*445 
50*445 
50 445 
50*445 

50*445 
50*445 
50445 
50 446 
50*445 

50*445 
60 445 
50-445 
60*445 
50*445 

50*445 
60-445 
50*445 
60*445 
50 445 

60 445 
50 445 
60*445 
50 445 
60*445 

50 445 
50*445 
50 445 
50*445 
50*445 

60*445 

71-9073 

71*0073 

71*9073 

71-9159 

71-9150 

71-9169 

71-9169 

71-9145 

71-9145 
71-9146 
71-9210 
71-9210 
7 1-9073 

71-9073 

71-9073 

71-9073 

NUREG 

CONTRACT 

NUREG 
WASTE PCS 
WASTE MGT 
WASTE RES 
WASTE RES 

WASTE RES 
WASTE RES 
NUREG 
NUREG 
NUREG 

NUREG 

60-320 

PR 

60-322 
60 322 

60-322 

60-322 

60-322 

60-322 

50-322 

60*322 
50 322 
50*322 
60-322 


ilo^al laborainry 
( A Ughl Co 


> Univ.. Balon Rooqo, LA 
Aiomlc Powo / Co 


ircos Co 


0807140277’ 

50-322 

S 

0807150033 

£0 322 

G 

0807190321 

£0 322 

n 

080 72C00I5 

£0-322 

G 

08072C0127 

50 3 22 

G 

08O72GO139 

71-9168 


00O72CO319 

£0322 

n 

0007220166’ 

£0 322 

F 

0007220160* 

50*322 

h 

0007250105 

50-322 

F 

8007250109’ 

50322 

r 

08072501 11* 

50-322 

F 

00072501 23* 

50-322 

F 

00072501 <11 * 

50 322 

f : 

R0O725OM4* 

60 322 

F 

0007250157* 

50 322 

F 

0007250101* 

50 322 

F 

0007250163* 

50-322 

1- 

8007250169* 

50-322 

F 

0007250172* 

60 322 

F 

0007250174- 

£0322 

F 

0007250 17G’ 

60 322 

F 

0807250178* 

60-322 

F 

8807 2501 04* 

50 3? 2 

F 

0007250109* 

60322 

r 

0007250103* 

50 322 

F 

0007250198 

50 322 

P 

0007250100* 

60 322 

F 

6007250205’ 

50 322 

F 

0007250206* 

50 3P2 

l> 

0007250200* 

60 322 

P 

8007250210 

60 322 

P 

0007250250* 

60 322 

P 

0007250253* 

£0 322 

V 

8007250350 

pn 


8807200050 

60-322 

G 

0007200035* 

60 322 

G 

0007200061 

6032? 

G 

8007200004 

60322 

G 

0807200074 

50 322 

G 

0007200160 

60-322 

G 

0007200250 

£0-322 

G 

0007100266 

WASTE MOT 


8007180260* 

WASTE MGT 


08CG3OOO5G 

60 302 

S 

0806300067 

60 302 

S 

0800300076 

60-332 

s 

0806300007 

60-332 

s 

0000300260 

60 302 

Q 

0807010535 

60302 

Q 

0007010031 

60 302 

r 

0007000060 

60-302 

p 

0007120003 

60332 

p 

0807120066* 

60 332 

p 

0807 t20GQY 

50382 

Q 

0007100264 

60-382 

s 

0007100001 

50-302 

p 

0007100273 

60392 

n 

0007210133 

60-332 

s 

000721 02 IG 

60-382 

s 

0007210210 

60-362 

s 

0007210226 

60302 

0 

0007210230 

60-302 

s 

0007210203 

60302 

p 

0007210256* 

60302 

p 

0007250160 

PH 


0007250223 

60-362 

p 

0007250233’ 

60-302 

p 

0007250248 

60-302 

s 

8007250350 

50-302 

G 

0007150163* 

CONTRACT 


0006300336 

60-309 

S 

0007060046 

60309 

S 

0807100043 

60 309 

P 

0007100044* 

50-309 

P 

0007100045* 

60-309 

P 

0007100272 

60-309 

G 

0807100301 

60-309 

P 

0807100303’ 

60-309 

P 

8007200109 

60-300 

R 

0007220149 

50-309 

K 

0807010206 

400502 


0007010222* 

40-6502 


0007210034 

40 6502 


0007210042 

406502 


0807210178 

406502 


0007210185 

40-6502 


0007210260 

40*6502 


0007250346 

406502 



MarcKa Sc<mVic Conlrc's. Inc 


Marsh & McLennan. Inc 


Ma^Tend Njel-oar Sa’eiy Coa'i’ion 
Maryland Sound l ic.islf.ns, Inc. 
Maryland. £*me o* 

Massachusetts Vumdpa' Who'osa’u Co. 
Massac'iuso'.ts. Ccrirror.wea th cl 


MahHals Eny ncuf ng Associates. Inc 
Mol >i loch, 'nc 

Wwma Cou> 

Modi-PI-ys :s, inc 
Mo/itMnRosoa*ch. ire 
Mola'Vg. he 


M chlgan SigioUtv . Ensl Lftnsiry Ml 


M:haan Stale of 

Mdwnsl InlD-stain Lew-level Raaoacuvo 

WosioCour ssion 
M $s ss f‘|>i Power A U<jh| Co 
Mssoufl. Unv o£ Coltn bia. MO 
Moinson Kriudicn Erg noois. he 
NJG Co. 

NJS Coip. 


National Academy ol Sc cnees 
National Association ol Manulacure-ra 

National Associate o« Rogu’aldy 
Utility Conr miss cans 


National Irstiu’o of Radial on 
Protection. Sweden 


National Itosoercli CojhciI 


Nauvo Amcncang for a Clean Environment 
Navy. Dopl ol 

Neb‘ 09 ka Public Powor District 


Nevada. Slate of 


New England Coalition on Nuc’oar 


003725041 i 

40 6502 


8037250426 

40 0684 


883/250431 ’ 

40 8684 


6037250433* 

40 0604 


8037050399’ 

XPOBTUO 


0037050401 ’ 

XPORTl:c 


80063001 5G 

50 305 

J 

0007110187 

60 322 

.1 

0007140252 

50 3 

J 

0R9 7 150094 

50-259 

.1 

0RO715O182 

60-424 

J 

U3071 ICC 05 

£0-260 

H 

0007120206’ 

CONTRACT 


0807200374 

£0 171 

H 

0300300402 ’ 

£0-443 

1 

0007070113 

£0-443 

H 

00O7UCOOO 

£0 443 

G 

DD07UC01 1* 

£0-443 

G 

06O714COI5 

£0-443 

G 

6RO7KCC03 

£0 271 

G 

0807 150079 

50-271 

G 

0307100274 

50-322 

>1 

0807200020 

50 443 

G 

0007200019 

50 443 

G 

0007200294 

50 443 

M 

0007200013 

50 443 

G 

RGO720OOI3 

50*443 

G 

0007200024 

50 443 

G 

0607290024 

50-443 

G 

QR072Q0079 

£0-443 

G 

0RO72OOO79 

50-443 

G 

0007230152 

50-322 

G 

0807200152 
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8807120233 

60*27 2 

8807120233 

50-272 

6807120233 

60 2 72 

8007180360 

60*354 

8807100365 

50-272 

8807180360 

50-311 

0807190056 

50-31 1 



800/100065 

50*311 

S 


OOnna-OlOP- 

60-312 


0007100181 

SO *3 54 

0 


0007010055 

£0 312 


0007190210 

50-272 

P 


0110/010058 

60 312 


0007210290 

50*354 

P 


0U 070 1006? 

60-312 


0807210296* 

50-354 

P 


0037000140 

60-312 


8807250328 

50*272 

K 


8t! 0/000109 

60 912 


8807280336 

50*272 

0 


an 3700,0500 

60-312 

Ojjvira M ring Co 

0807220023 

40-0005 



00O711OJ27 

£0-312 


8807220024’ 

40*0005 



3i',t>7l 10346 

£0 312 

fla Nation Management Corp (RWC) 

8807000242* 

50*269 

n 


00071102 10 

60-912 

Radiation Slorjizo/s. Inc. 

8807190020 

71*5900 



01:07250220 

60-312 

Regulatory Group. Inc 

8007110323* 

CONTRACT 



0AO726'W) i 

60-312 

Residents Against A Polluted Env.rannioni 

8807220 00G 

50 373 

ii 

San Antonio City PlI>' c Sorvico 

00071 10-110 * 

60-4QU 

Inc. 




Sand a Nat <ml labo-alo'ios 

0:>O 700900 7 

WAS 1 U RES 

Resource Tochncol Services. fnr: 

8807100168* 

CONTRACT 



000/090073 

WASTE RES 

Rhode Is 'end, Slate of 

8800200302 

50*193 

p 


0!‘iO7l 10400 

r.untG 

Ri'ev-Baaird 

8807290204 

PR 



0007140100 

WASTE HUS 

Rochester Gas & Etoclrlc Corp 

8800300083 

50*244 

p 


00071402 1 7 

WASTE res 


0807010370* 

50*244 

Q 


003710003 1 

wash: res 


8007050018* 

50-244 

P 


811071111)161 

WASTE RES 


800706020? 

50*244 

Q 


68D/1D0U)? 

WASTE RES 


8607070047 

50-244 

F 


60: >7200261 

WASTE RES 


B0O7O7O389 

50-244 

Q 

Sjirqeni A Lur.n/. Ire 

8000280151 ’ 

60-23/ 


0007080142 

50*244 

S 


0007050 II 5’ 

60-930 


8807 130 008 

50*244 

Q 


03070 >0403 

TOPREI' 


0807130072* 

50-244 

Q 


II0O7O7C4 12' 

TOE'REP 


0007130107 

60 244 

O 


0007180221' 

60-154 


0BO71OOO46 

50*244 

O 


000721023 r 

OA990 


0007100156 

50*244 

S 

Savion Nuc\>a‘ t-xpenmnrlal Corp 

080/200104 

£0-1 4f, 

Rockwo'l international Corp. 

0007220226 

70-25 



000 72504 11 

60-140 

Ropoe & Grey 

0007000012 

50 443 

G 

Scavu/zo fl J. 

0037120674 

60 2/5 


0007060012 

60 443 

G 


6037 12011 9 5* 

60 276 


0007000045 

50-443 

G 

Sc c-nco App‘ cal one internal erm 1 Corp 

1,030270304 

WASTE MG1 


0007000045 

50-443 

G 

(lormorly Science App‘ cat or.s Inc ) 




00O7O6OC04 

50 443 

G 


0601)2003 1 1I 

WASTE MGT 


Q0O7O6OOQ4 

50-443 

G 


060/0704 4/ 

MUMEG 


0807000075 

60-443 

G 


06071 10 101 

waste: MGT 


8807060075 

50 443 

G 


000/ 1 10605 

NUIl EG 


88O7O6OC02* 

50*443 

G 


01107 1703 I'D’ 

CONTRACT 


QQ07C60U82* 

50-443 

G 


eno/i203 i .n- 

CONTRACT 


8007060009* 

50 443 

G 


800/140760 

waste RES 


0807000009* 

50 443 

G 


600? 140769- 

WASTE: RES 


00071 100U5 

50 443 

G 


o'in;mo:n 2 

WASIL MGT 


8007110020 

50 443 

G 


Iir>0>200l4?- 

contract 


8007110043 

50 443 

G 

Sc onrocU. Ire 

II “,0/00009 7* 

CONTRACT 


0007110040 

50-443 

G 

Soacoael Anli Poli/'On Lony-jo 

060/1002(11 

69443 


0807110048 

50 443 

G 


e no 77000 jo 

60 4-13 


6007140004 

£0 443 

G 


000/700001) 

60 443 


0007140004 

50 443 

G 

Sonato 

011370/0370 

£0 444 


0007140005 

50 443 

G 


8037110100* 

51) 4£U 


0007140009* 

50 443 

G 


6037120100 

50 443 


QB07140009' 

£0 443 

G 


i,0O/i: | O4?:)* 

50 443 


0007140010 

60 443 

G 


02071110207* 

00 309 


0007140010 

50 443 

G 

Sonalo. Environment A Pufc ic Works 

115071 10349* 

COMVIlSSlO 


0007140019 

50 443 

G 


06077201 00 

PR 


0007140010 

50 443 

G 

Sequoyah Fuels Corp. of Korr McGo 

0CO7O5O JtO 

•10 002? 


0007150017 

50*271 

G 

Njclorv Cc*p) 




0007200027 

50*271 

G 


it 0370 93 944* 

40-0027 


0007200055 

50-443 

G 


8037120742 

70 025 


0007200055 

60-443 

G 


<>f> l)7l 23240* 

70 025 


8807200072 

50 443 

G 


1)80/140131 

40 002/ 


0807200074 

60*443 

G 


000/710)04 

40 0904 


8807200074 

60 443 

G 


000/75030,0 

40 0027 


8807200002 

£0 443 

G 

Shax.os 6 WcEacham 

U00 701 0303 

50443 


8007200002 

60 443 

G 

Sha*, P itman. f’olts & Trowbridge 

0007170100 

60 440 


0807200080 

60 443 

G 


81)0713-3434 

50 440 


8807200089 

50 *443 

G 


0007150214* 

50 300 


8807220012 

60-443 

G 


0007200003 

50 320 


8007200014 

50 443 

G 

Shorol’am Wodng River Central School 

0007100262 

50322 


8807290014 

50*443 

G 

Districi. NY 




08072900 IB 

50-443 

G 

Sldloy & Ausl n 

0407080405 

50-237 


8607290021 

60 443 

G 


0007210208 

50 23/ 


8B07290021 

60-443 

G 


030 72102/2* 

50 237 


8807290033 

60-443 

G 

Siegel. J J 

030/190240* 

F0IA 


8607290041 

60-443 

G 


060/190251* 

FOIA 


8807290041 

60*443 

G 

Sierra Club 

C 11 3/ ) 50293 

PR 


0807290042 

60-443 

G 

SmaT 6-js nosa Admin slral on 

0037003097 * 

CONTRACT 


0007290047 

60 443 

G 


0037110240 

CONTRACT 


0007290050 

60-443 

G 


80 37 100374 1 

CONTRACT 


0607290058 

60-443 

G 


0807200157' 

CONTRACT 


8007290192 

50-443 

G 


0807210101* 

CONTRACT 


6007290192 

60-443 

G 

Sonal/sis. Inc 

030/010331- 

CONTRACT 

S -Cubed 

0007190194* 

60-500 

A 


030/160310’ 

CONTRACT 

SCW O’Oonnall & Associates. Inc. 

0007010181* 

CONTRACT 


Source Product t>n & Equip moul Co , Inc 

030 7200203 

71-0036 

(forma/ ly O’Donnell & Associates. Inc.) 




South Carolina Etociric & Gae Co. 

0907050234 

50 305 

Sacramento Municipal Utility District 

0006280368 

60-312 

P 


0007050439 

50 395 


6006260136 

50-312 

P 


0007050525 

60 395 


0006290142* 

60*312 

P 


6007060530 

50 395 


0006290490 

60*312 

P 


6007070013 

50 395 



■ra. Siato of 

iss-pp: Elect- ic Power 

;n Press Publ shir.g Co . Inc. 
in. NY 

ell & Fasler.er Corp 
ai 'omia Edison Co 


800/120029 

50 396 

S 

8907120544 

50 395 

P 

8607120548* 

50-396 

P 

8907120671 

50-395 

S 

6607130384 

50-395 

H 

6607140090 

50-395 

F 

6607140094 

50395 

P 

6607180146 

50-395 

0 

6807200262 

50395 

F 

6807210261 

71 47G 


880 7250003 

50395 

R 

8807250031 

50-395 

F 

8807250227 

50-395 

P 

6607150301 

PR 


6807210016 

WASTE MGT 


8607140049* 

£0416 

1 

8607200064 

50322 

H 

86071 10066 

50 322 

G 

8807200045 

50-322 

G 

890722007? 

50322 

G 

8007010047 

OA999 


8807010140 

50 206 

S 

6607050019 

50 206 

P 

8607050020* 

50 206 

P 

6807050021 * 

50 206 

P 

8807050394 

50 206 

F 

8807050394 

50 206 

F 

0807050394 

50-206 

F 

8807060166 

50-206 

S 

0807070056 

50-361 

P 

8807070056 

50 361 

P 

06O7O7O1I4 

50 381 

0 

6607070114 

50-361 

Q 

0607070599 

50-206 

F 

8607070599 

50-2C6 

F 

8607070599 

50 206 

F 

0807070603 

50 206 

F 

0807070603 

60206 

F 

8807070603 

50-206 

F 

0907080298 

50-206 

F 

8007120071 

50-200 

P 

8607120653 

50-361 

S 

8607130107 

50-206 

n 

6607130268 

50-20G 

p 

6007130268 

50 206 

p 

8607130281* 

50 200 

p 

6007140081 

50-206 

p 

8007140004* 

50 206 

p 

0807140006* 

50 200 

p 

8807140139 

50 200 

p 

8807150070 

50-361 

s 

8807150224 

S02C6 

p 

8607160300 

50-361 

s 

0807190071 

SO-361 

p 

0607190071 

50-381 

p 

8607100139 

50-206 

G 

0607190155 

50-361 

Q 

6B07190155 

50-361 

O 

8607190158* 

60-361 

Q 

8807190174* 

50-361 

O 

8907190266 

50-362 

S 

6607190268 

SO J6f 

P 

0607190268 

50-361 

P 

6607190269 

50-206 

ft 

8807190279 

50-361 

ft 

6007 190270 

50-361 

ft 

8607190283* 

50-381 

ft 

8807190283* 

50 361 

ft 

8807190284* 

50-361 

R 

0007190340* 

50 381 

P 

8807190346* 

50 361 

P 

8607190347* 

50-361 

P 

8607100355* 

50 361 

P 

8607190355* 

50-361 

P 

8807190357* 

50-361 

P 

88071 9036 T 

50-361 

P 

6907190364* 

50-361 

P 

6907190366* 

50-361 

P 

80O71OO38Q* 

50-361 

P 

6607190370* 

50361 

P 

8807190370* 

50-361 

P 

8807190372* 

50-361 

P 

8807190372* 

50-361 

P 

8807190373* 

50-361 

P 

8607190373* 

50-361 

P 

8807200028 

50-206 

P 

8807200031 

50-2C6 

P 

8807200075* 

50-361 

P 


Southern Ca’ifom a, Umv of. Los 
Angelas, CA 

Southern Slatos Energy Board 
Sci/hwost Research fnsftuto 


Sowego Tosinn Service. Inc. 

Space Quai.'iecJ Systems Corp. 

Si Vincente Med.cal Center, Bridgeport, 

cr 

Stanford Unlv.. Stanford, CA 


Slolistica. “nc 

Slone & Webster Engmoa'fng Corp 
Suflo'k County. NY 


Susquehanna Vailoy Al'ianco. Lancaster. 


System Automation Corp. 
Systom Energy Rosourcos. Inc. 


TEN ERA Co/p. (subs of TERA Corp.) 

TU Electric (formerly Texas Ulil, Cos 
Generating Co.) 


0007200075* 

50*361 

P 

0007200078* 

50-361 

P 

0007210099 

50-206 

P 

0007210105* 

50-206 

P 

0607220045 

50-208 

P 

8007220100 

50-206 

G 

8007250119* 

50-361 

P 

0007250119* 

50-361 

P 

8807250149* 

50 361 

P 

8007260167 

50-361 

0 

GG07250190 

50-301 

S 

80D725O19O 

50 361 

s 

0807250276 

50 206 

p 

8807120435 

ACRS 



8807130011* 

WASTE MGT 


8007110512 

NUREG 


8807180138* 

CONTRACT 


8807180150* 

CONTRACT 


8807210094* 

CONTRACT 


8807130206 

71-6717 


8807180374* 

CONTRACT 


8807180067 

PR 


8807120306 

ACRS 


8807120443 

ACftS 


8807120517 

ACRS 


8807120711 

ACftS 


880712071Q 

ACftS 


08071 10240 

CONTRACT 


0607130231* 

60-353 

A 

0007060014 

50-322 

G 

0007110023 

50-322 

G 

0007110066 

60 322 

G 

0007140010 

60-322 

G 

0007140016* 

50-322 

G 

0007140040 

50-322 

G 

0007140053 

60-322 

G 

0007200045 

60-322 

G 

0007220072 

60-322 

G 

000729007Q 

50-322 

G 

8007290217 

60-322 

G 

0007140062 

50 320 

G 

8007220016 

50-320 

G 

8807080028* 

CONTRACT 


0006200164 

50 410 

P 

0807050074 

50-416 

P 

8007050077* 

50-416 

P 

8807060344 

50-416 

H 

8007060344 

50-416 

H 

8807060456 

50-416 

F 

8807060464 

50-410 

S 

8807070379 

60-410 

P 

6807070306 

60-202 

P 

8807110305 

50 410 

P 

0B07 110306* 

60 410 

P 

0007120296* 

50-313 

P 

0607120574 

60 416 

Q 

0007130019 

50 416 

P 

6807130020* 

60 410 

P 

8007130044 

60 410 

O 

0807140039 

60-416 

1 

8007140042* 

50-410 

1 

8807 140044 

50 418 

P 

880714004B* 

50-416 

P 

8807190067 

50-416 

Q 

8807200314 

50-416 

S 

8807220180 

60-418 

P 

8807220101* 

50-416 

P 

8807150239* 

50-390 

A 

8807290037* 

60 443 

G 

0806200131 

60-445 

A 

8006300353 

60 445 

1 

8006300353 

60 446 

1 

0307010078 

50 445 

S 

6807010078 

50-446 

S 

6807010091 

50-446 

0 

0007010091 

50-445 

0 

6807010127 

50-445 

s 

8807010127 

50*445 

s 

8807050050 

50-445 

K 

8807050058 

50*446 

K 

8807050549 

50-445 

Q 

8807050549 

50-445 

0 

8807060254 

60 445 

S 

8807060254 

60*445 

s 

0007060262 

60*445 

s 



88070&0262 

50 445 

S 

09D7C6C444 

SO 327 


BQ07060321 

50 445 

Q 

0807060462 

60 327 


0 BO 7 060321 

50 445 

O 

0807060462 

50-327 


0007060331 

50 445 

Q 

8807080470 

60259 


8007060331 

60445 

Q 

8397060470 

50-259 


8007060419 

50445 

S 

GB0 70604 70 

50 259 


B607C60420 

50 445 

S 

800706051 7 

60*260 


0007060500 

50 445 

A 

6807060632 

50 390 


0007060500 

50-445 

A 

8Q0706C60P 

60390 


800 70605 IB 

50 445 

A 

0307C6C61 1 

60 327 


88070605 ifl 

50 445 

A 

6807063GH 

50 327 


8807060530 

50 445 

S 

88070 78083 

SO 259 


8007060630 

50-445 

S 

QS07070083 

60 259 


660 7070126 

50445 

A 

6607070083 

50 259 


080707012 6 

50 4 45 

A 

6607070083 

50-259 


8007070362 

50 445 

A 

6607070CD3 

50-259 


880707036? 

50 445 

A 

66370/0003 

50-259 


8807110104 

50 445 

G 

6607070093 

50-250 


BSO?nOi 01 

50-445 

G 

€807070093 

50 259 


0007110119* 

50-4 45 

Q 

6807070033 

50-250 


0807110104* 

50 445 

G 

eeo707cooo* 

50-259 


8807110134* 

50-445 

G 

6&07070099* 

50-259 


8807150014 

50-445 

G 

8507070099 * 

50-259 


8807150014 

50-445 

G 

8307070110 

50*259 


0607150010* 

50-445 

G 

e0O7O7OHO 

50-259 


0037150018* 

50-445 

G 

8807070110 

50-259 


8807150024* 

50-445 

G 

8307070171 

50-260 


8807150024* 

£0-445 

G 

0007070249 

50-327 


0807150054 

50-445 

G 

0807070249 

50*327 


B&07160054 

50-445 

G 

880/070386 

50 327 


0807100352 

50-445 

Q 

0607070356 

60 327 


0007180234 

50-445 

A 

0007070367* 

50 327 


0807180233 

60-445 

S 

8007070394 

50-259 


880718O23B 

50-445 

S 

8807070552 

60-259 


0007160270 

50*445 

a 

6607070552 

60 259 


0807180270 

50 445 

a 

8607070552 

50-259 


8807180366* 

60 446 

T 

0307000016 

50328 


0807190274 

50 446 

S 

0607C80049 

50 327 


8007280333 

8B071206QG* 

50 445 
CONTRACT 

K 

08070&0049 

8807080060 

50327 

60-327 

lip 

0007130417 

GA909 


0607C 60000 

50-327 

pal lighting Plan! 

080630 0305* 

50 443 

l 

66070&00b5 

60327 

Qy Aulhority 

0806200370 

60-259 

F 

B8G70000G5 

50 327 

0806200510 

60-327 

P 

6807000200 

50 390 


0007010030 

60-300 

S 

€907000200 

50*300 


0007010030 

50 260 

0 

6807030207 

50 296 


000701 0R50 

50-259 

p 

8307090226 

50 259 


0007010650 

50-259 

p 

89070B0282 

50-259 


00070 10050 

50-259 

p 

G 807080202 

50-259 


0007050111 

50 390 

A 

&&070332B2 

£0*259 


8007050120 

50-260 

P 

89070B02Q7 

50-327 


0007050139 

50 259 

Q 

00071 104CO 

50-327 


0GO7O5O130 

50-259 

Q 

08071 10400 

50*327 


8007050130 

50-259 

Q 

00071 10428 

60-328 


8007050167 

60 327 

P 

0007120011 

50-259 


8807050157 

60 327 

P 

0807 120021 

£0-259 


8807050 1B5 

50 327 

O 

8807 120021 

50-25S 


8D07050185 

50-327 

Q 

8607120021 

50-259 


0807050207 

60-260 

Q 

6007120021 

50*259 


0007050316 

50 390 

O 

0807 120021 

60-259 


8807050473 

50-259 

S 

0007 120021 

60-259 


8807050473 

60-269 

S 

GB07 120021 

50*259 


8807050473 

60-259 

S 

0807120021 

60 269 


8607050530 

50*250 

P 

8807120021 

60 269 


0607050530 

50-259 

P 

8607 120021 

60*259 


8807050630 

50-269 

P 

CC07 120046 

£0 320 


880705053 1 * 

60-259 

P 

8607120132 

50 327 


8807050531* 

60-259 

P 

8607120152 

50 259 


8807050531* 

60*259 

P 

6607120175 

50-328 


0807050563 

50-269 

a 

080 7 1202 IB 

50 327 


0807050563 

60-259 

a 

8807120226 

50-32/ 


8007050563 

60-250 

Q 

0807120225 

50-327 


8807050566 

50-327 

p 

8907120330 

50-327 


8807050566 

60-327 

p 

8807120330 

50-327 


0807060044 

60-327 

0 

0807 120676 

50-259 


8607060044 

50-327 

G 

8307120675 

60-259 


0007060089 

50-327 

0 

8807120675 

60*259 


8807060069 

50*327 

0 

8807130031 

50-390 


8807060173 

50 259 

p 

B807130048* 

50-259 


8007060173 

60-259 

p 

8007130048* 

50-259 


9807060173 

50 259 

p 

D80713004&' 

50 259 


9007060210 

60 327 

p 

8607130193 

50-259 


SB07060219 

60-327 

p 

8B07 130340 

60 390 


&807060263 

60 300 

A 

B807 130340 

60 390 


8807060289 

60-327 

s 

8BD7 130395 

60*260 


8807060396 

60*326 

s 

0807130402* 

50-260 


8807060422 

60-326 

s 

8607130445 

50*269 


8807060439 

50*327 

s 

6607130445 

50-259 


8007060444 

50*327 

s 

6607130445 

50-259 
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8907140065’ 

50260 

P 


0007198085 

50-346 

8907140071 

68-259 

Q 


0007190263 

50 346 

890714C071 

50259 

0 


8B0? 190276 

50-346 

880714C071 

50 259 

0 


8007200254 

50-346 

8307140071 

50-269 

0 


8007200259* 

50-346 

8807140071 

60 259 

Q 


8007200264’ 

50-346 

8807140071 

60 269 

0 


8007200329* 

50-346 

8807140071 

60 259 

0 


8807210065 

50-346 

0807140071 

60 259 

0 


6007250047 

50-346 

0807140071 

60 259 

0 


0607250118 

50 346 

890714007 t 

60- 259 

Q 


0807250201 

50-346 

8007140215 

50 296 

s 


80O725O3G7 

50-346 

8907180224 

50 260 

p 

Transm/cloa*. Inc 

0007010088 

71-3003 

8907180220* 

50260 

p 


0007250278* 

XPORTUC 

88071 8023 5 

50 260 

p 

Transportation. Oepi of 

8007120373 

71-3003 

80D7IBO236* 

50 260 

p 

Tru'O, MA 

8607220329 

PR 

6807100243 

50 260 

p 

Twomoy, l alham & Shea 

8007 110066 

50-322 

6807180244’ 

50-260 

p 


8007200045 

50-322 

8807190027 

50-327 

p 


0007220072 

60-322 

08O719OC61 

50 328 

p 

UVETCO M nera<s Corp (subs, of Unon 

0807210110 

40 0681 

0607190003 

50-327 

p 

Carfc do Corp ) 



8607190093 

50-327 

p 

US Council to/ Energy Awareness 

0807200342 

PR 

960719012/ 

50-32? 

p 

Un on Glacinc Co 

0806290204 

50-403 

0007190127 

50 327 

p 


000/010077 

50-483 

8S07190131 ‘ 

50 327 

p 


0807050030 

50 403 

6007100136 

50-3&0 

Q 


0807110245 

50-483 

0007190138 

50 3C-0 

0 


8807110246* 

50-483 

6807100192 

50-259 

P 


00071402C0 

50-483 

Q8071 90217 

50 327 

Q 


8007 1 50 1 9 1 

60 403 

0807100217 

50-327 

a 


8007220221 

PR 

8607 190300 

50327 

0 


8007200410 

50 403 

0807190304’ 

50327 

0 

Un on Pacific Corp 

6807010235 

40-0452 

8007200312’ 

50 259 

0 

Unon of Concerned Scieniisis 

8007070305 

50-322 

0007200333 

50-390 

s 


0807210140 

50 322 

9907200344 

50-259 

K 

Unted Engineers & Constructors, Inc 

8800300012 

TOPREP 

6907210047 

PR 


(subs ol Raytheon Co ) 



6007210059 

50 390 

s 

Unitod II uTinalng Co. 

8806300381* 

50-443 

6007210145 

50 390 

n 

United Nuclear Corp (subs of UNC 

0806290471 

70-371 

B0O721O270* 

60-390 

R 

Rosources. Inc ) 



6607250013 

50327 

F 

8007130208 

70-371 

0807250013 

50327 

F 


8807130210 

70 371 

6607250C61 

50-259 

r 


8807210231 

40-0907 

8607250061 

50 259 

R 


0807210249 

40 8907 

0607250051 

50-259 

ft 


0007210307 

70-371 

8607250055’ 

50 259 

n 


0807260113 

40-8907 

9607250065’ 

50 259 

n 

Ua.vetsal Oata Syatcrtxs 

0007060507 * 

CONTRACT 

8607250065* 

50-259 

R 

Uronco. Inc. 

0007280350 

PR 

80O725COG7* 

50 259 

R 

Utah, Unv. ol, Sail Lako City, UT 

8800300242 

50-72 

00O725CD69* 

50-250 

R 

Vormo-nl Yankeo Nucloar Power Corp. 

8007120034 

50-271 

6007250069* 

50 259 

R 

8007150017 

50-271 

B0O725OO69* 

50 250 

R 


8007160021* 

50-271 

6607250218 

50-259 

Q 


0807150071 

60*271 

0807250210 

60 259 

Q 


0807100180 

50-271 

8807250210 

50-259 

O 


0007200027 

50-271 

0807250210 

60-250 

O 


Q00720C029* 

60-271 

8807250235 

50-327 

O 


8007210220 

50-271 

0607250235 

50 32? 

O 


0007220021 

50-271 

8807250251 

50-327 

P 


8007250290 

50-271 

8B07250410 

50-259 

F 


8007250327’ 

50-271 

8607250410 

50-259 

F 

Vermont, Statu of 

8007200020* 

60-271 

6807250410 

50-259 

F 


QBO 72001 14 

60-271 

6807250425 

50-320 

S 


6807220243 

PR 

6807260000 

50-259 

F 

Vxtoreen. Inc. (subs of Sholler-Globo 

0007260350 

50-247 

6807260008 

50-259 

F 

Corp) 

B807260303 

50-259 

F 

Viking Systems International 

8007210161* 

CONTRACT 

0807280003 

50 250 

F 

Virginia Power (Vi/gSma Electric & Powo 

8006300210 

60-280 

0807260008 

50-259 

F 

Co) 

0807260003 

50 259 

F 


8007010450 

50-281 

8607260390 

50-259 

H 


8807010664 

50-330 

9 S 9 oe. Stale of 9807140116 

70-143 



0807050106 

50-330 

8BO720O217 

PR 



0807050417 

60-330 

8007290063 

50 603 

G 


8007050560 

50-330 

i Municipal Power Agency 6906200364 * 

50 445 

I 


8007070422 

60-200 

l U lil ills 3 Co. 6006300359* 

50 445 

J 


8007070439’ 

50-280 

i. Slate o? B0O726O429 

WASTE MG 7 



8007070520 

60-280 

>, Univ. ol. Austin. TX 6807160231 

501 92 

0 


8007120126 

60-200 

0807220210* 

iM.lef&landAlert 8807070270 

FOIA 

50-443 

H 


8807120660 

0807120660 

50- 290 
50*280 

8807140062 

50 320 

G 


0807 130058 

50-330 

8807100175 

50-289 

H 


8007130329 

50-280 

0 Edi 90 n Co. 8807050001 

60-346 

P 


0807100226 

50-200 

8007050002* 

50-346 

P 


8807180226 

60-280 

8B07050055* 

50-340 

P 


8807180229* 

50-280 

6007050537 

50*346 

P 


8807100229* 

50*280 

6807 1204 56 

50 346 

H 


0807190077 

50 280 

6007130274 

6007140253 

0807160011 

0807160062 

50-346 

50-346 

50-346 

50-346 

S 

F 

P 

0 


6807190077 

0807190089 

0007190226 

6607190231 

50-200 

50-280 

50-280 

50-338 
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author affiliation 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



B907 190262 

50-280 

O 


060 7 190262 

50-2SU 

O 


8807200396 

50-280 

Q 


8607200396 

50-280 

0 


8607250060 

50-33B 

P 


0607250261 

50-338 

s 

Washington Pub'ic Powor Supply System 

8807250420 

50 330 

R 

8807010046 

50-397 

S 

8607010053 

50 397 

P 


8807010061 

50-508 

0 


6807050035 

50397 

s 


8607060437 

50 337 

f 


8807060451 

SO-397 

s 


8P07070064 

50 397 

s 


8807080148 

50 460 

A 


0807060291 

50 397 

H 


0BO711OO1O 

50 460 

G 


8807110182 

50397 

S 


8907130415 

50 397 

n 


6807180324 

50 397 

0 


8007190188 

50 509 

A 


8807190196' 

50-509 

A 


6B07210003 

50 397 

S 


8807210290 

50 397 

0 


8B07220328 

PR 



8807250267 

PR 


Wash r.gion, state oi 

8907220355 

PR 



0BO722O39O 

PR 


WastoChom Corp. 

8807080019 

WASTE MGT 



8807080027* 

WASTE MGT 



68072B0363 

PR 


West Mowbury, MA 

8807200136 

50-443 

G 

West Valley Nuclear Services Co , Inc 

8807080059 

PRDJ 


West e tn N j cleat, loc (sabs of Phelps 

Dodgo Corp.) 

88072 W2 17 

40 UQ2 


Westing house Electric Corp 

8007070376 

TOPREP 


8807070416* 

TOPREP 



8007070430’ 

TOPREP 



8607130206 

60 601 

K 


8007130207* 

50 601 

K 


6807130226 

70-1151 



B80713022B 

70-1151 



8007160059 

TOPREP 



8807150061* 

8807180212’ 

TOPREP 

50-28? 

P 


8807100323 

8807100350’ 

50-601 

A 


50-601 

A 


88072502B4 ’ 

50-206 

P 

Westlngtyouse Hanlord Co 

6807110504 

50-3 ?0 

P 

8B07160332* 

WASTE MGT 


Westinghouse Operating Plants Owners 
Group 

Weston Geophysical Corp. 

8806290469 

NUREG 


0BO712O196* 

50-440 

P 

Wiliams & Associates 

8806300301 

WASTE RFS 


8007220197 

WASTE RES 


Wilson Hewitt & Associates. Inc. 

8B07200157* 

CONTRACT 


Wiscons n Electric Powor Co 

0007050332 

50-260 

o 


880707041 1 

50-266 

0 


880707041 1 

50-266 

Q 


6B07160192 

50-266 

P 


8807180192 

50*266 

P 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGOR 


880 7100193* 

50- 266 


86071 BO 193* 

50-266 


8907193086* 

50-266 


8807190086* 

50-266 


eao7teoToe 

50-266 


80 0720009 D 

50-266 


680722036 B 

£0 266 


6307220374 ’ 

50-266 


8937250132 

50 266 


9807250132 

SO 266 


3307250137’ 

50 266 


09D725O137’ 

50-266 


B007260437 

PR 

Wisconsin Publ.c Service Cc'p 

6B07CC0102 

£0 305 

3307060 J 62 

50 305 


B807070654 

50-305 


8807080154 

50-305 


£607139045 

50 305 


8607140303 

60305 


6807150121 

50-305 


6B0721C076 

50 305 


0607260372 

50 305 

Wo'f Creov Nuclear Cperat ng Corp 

8806290 15B 

CO 402 

8 E 06290 286 

50-4 B2 


0807050025 

50-4B2 


0007050026* 

50-402 


8807050327 

50*402 


8807050029’ 

50-4B2 


8607070132 

50-492 


B 007070 163 

50-432 


8807120471 

50-482 


003/120479* 

50-482 


B8O712O510* 

SO 4B2 


86O712O670 

60-462 


0007150074 

50 482 


8607 1G 022 2 

60 462 


8B07 100223* 

60462 


8807 100230 
8B07 100240’ 

50 182 


50 402 


0837100376 

50 402 


600729C009 

50 402 

Worcester Po'.yiechrc ir.sl lulo. 

Worcoste', MA 

0807010603 

50-134 

World Tecmcai Services. Inc 

B60721012Q 

71-9039 

Wyorrlng. Slated 

8807210210 

40-4492 

YanVeo Atom c: Eiecir c Co. 

C8070501D7 

50*20 


0807063328 

50-29 


8807060349 

50-29 


0007060352* 

50*20 


0807C60514 

50-29 


0007060523* 

50-20 


06 07070091 

50-2Q 


8807070095' 

50-20 


BB07080223 

50-20 


00071 10226 

60-20 


8037110229’ 

50 29 


00071 303 ;e 

60-29 


0807140289 

50-29 


8607180029 

50-29 


6607210206 

60 29 


68072B0070 

PH 


8007280209 

PR 

Zona* Corp 

6807080127’ 

CONTRACT 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 


entered in this 

column by 

symbol; for example 

ACRS. 



REPORT NUMBER 

ACCESSION 

1 SUB- OTHER REPORT 


NUMBER 

JECT NUMBER 



CATE- 



GORY 

*3 A £869 ROO 

8807150238* 

60-270 P 

33-13 

0807250284* 

60-208 P 

33-9 

8807220271* 

WASTE MGT 

CG-1-A R51 

8007190205* 

60-10 P 

C£N-342(N) 

8007060380* 

50-330 P 

EGG EA 6873 

8603250380* 

60-259 P TAC 51073 

EGG-NTA 7070 R02 

8807250365* 

60-280 P TAC 51381 

EGG-NTA 7289 

B807200190* 

60-267 P 

EGG-NTA 7881 

8710150400* 

60*300 P 

EGG -PHV- 78 30 

8006210326* 

60 272 P TAC 07G50 

EGG-PHY-7897 

8807120572* 

60*354 P 

E P-3 030 R06 

0807010631 

60 382 F W3PD8 1232 

F‘6177-5 

B806280089* 

60*370 S 

FC5J20 2 

8807070375* 

50*315 Q 

KW-54341 

8807140178* 

WASTE MGT 

MA2-7Q1 

8807180228* 

60*260 P 

NEDO 24032 R07 ERR 

8807150232* 

60 278 P 

NSPN AD-9705 R01 

BQ07 180211* 

60-2B2 P 

N UR EG* 0304 VI 3 N0 1 

0807110503 

NUREG 

MUR EG 0540 V10N04 

GBO 70704 28 

NUREG 

H UR EG 0750 V27 101 

0807080350 

NUREG 

NUREG -0937 VOfl N01 

8807110535 

NUREG 

NURcG-0340 VO 7 NOT 

6807070430 

NUREG 

NUREG -0075 V06 

8807110520 

NUREG 

NUREG-1002 S06 

8807060087 

60*468 E 

IMUREG-1221 

0807060104 

NUREG 

NUREG -1226 

8807070437 

NUREG 

MUREG-12B6 

8007110511 

NUREG 

NUREG-1311 

8007070465 

NUREG 

NU REG-1326 

8807060093 

NUREG 

NL REG/CP 0076 

B8071 10512 

NUREG CSN197 

NL REG/C R-2000 V07 N5 

0807110514 

NUREG ORNL/NSIC-200 

N U RE G/CR *3509 

6807080360 

NUREG 

N U REG/ CR-3899 SOI 

8007110543 

NUREG 


These categories are defined in Appendix B ar 
listed in the Contenls. An asterisk following the a< 
cession number in this index indicates that the doc< 
ment is an enclosure to another document. T 
obtain the accession number of the principal doci 
ment under which the enclosure is listed, refer to th 
index entitled "Cross Reference of Enclosures i 
Principal Documents." 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 

NUMBER 

JECT 

CATE- 

GORY 

NUMBER 



NUHEG7CR-4315 V09 Rl 

eG 07 l 10534 

50 323 

P 

NUREG/CR-4664 V01 

6607110498 

NUREG 

LRL-22B60 

NUREG/CR. 4881 

8807070446 

NLRCG 

PNL-NUREQ-S20f 

N JREG/CR 5072 

8B0? 110521 

NUREG 

EGG 2526 

NUREG/CR-CC9S V01 

0607110494 

NUREG 


NUREG/Cn*5095 V02 

88071 10524 

NUREG 


NUREG/CR 5095 V03 

8807 l 10533 

NJREG 


NUHEG/CR 5095 V04 

6007 110476 

NUREG 


NUREG/CR 6106 

6807070447 

NUREG 

SAiC*BB/3023 

mREG/Cf1i137 

660 707042 1 

NUREG 

TOG-2540 

NUREG/CR-5142 

0037110516 

NUREG 


NUHEG/CR 5147 

0807000362 

NUREG 


NUREG/CR 5150 

8007110505 

NUREG 

SA1C.07/3O14 

SCE-1-A A JJ 

D 307 130201* 

£0-206 

P 

SO 3525 014 R06 

6037070012* 

50*320 

P 

SD 3526-004 ROB 

8800200293' 

CO 320 

P 

SECY 06 051 

8803200C64* 

PR 

AC041 05 

SECY -86 051 A 

0007270222* 

PR 

AC04-1 07 

SECY.87-3Q0 

0807190277' 

8803240364* 

FOA 


SECY 60 060 

PR 

AC04-1 11 

SECY-00 .120 

0QC5 190301 

SECY 


SECY-88.129 ERR 

0007120312 

SECY 


SECY-0 8-160 

660712020$ 

SECY 


SECY.08-171 

8807120489 

SECY 


SECY- 08* 160 

0937080130 

SECY 


SL-TR-1A R07 

6807070412* 

TOPREP 


SON CSS 024 R00 

8807190304* 

50 327 

O 

SSS-R 67*6601 

0607190104* 

50 50 8 

A 

STD-R 02*006 R04 

8607070503* 

71-9086 


VP-NOS-3D 

6807070439* 

50280 

P 

VRS-O02A 

8807080027* 

WASTE MGT 


WCAP11524 A AOD02R2 

6G07070430* 

TOPREP 


WM 32B 1-631 

8607 140107* 

WASTE MGT 


YAEC-1648 

66071B0045* 

50-330 

P 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Hem listed as enclosures are those indicated by an Subject categories for nondocketed items are als 
asterisk following the accession number in the index- entered In this column by symbol; for exampl 

es. The second column gives the accession number ACRS. These categories are defined in Appendix 

of the principal document under which the enclosure and listed in the Contents, 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 

The docket subject categories are defined In Appen- 
dix A. 


ACCESSION NUMOER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

OATC 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUEO 

CATEGORY 

6407020170 

8OO7O1O507 

00/06/07 

NUREG 


0806200498 

6006290494 

88706/22 

50-324 

6601080200 

0007270151 

88/07/16 

PR 


0006290509 

6006290506 

00/06/24 

50-324 

€601000073 

0007270151 

00/07/16 

PR 


0006300020 

8606300016 

B0/O6/24 

50*397 

6603200064 

0007270151 

00/07/15 

PR 


0006300033 

0606300031 

60/06/15 

70-27 

6603250380 

0007 110427 

00/06/23 

50-259 

P 

6606300044 

0606300039 

88/06/23 

50-200 

6607080527 

0007270151 

08/07/16 

PR 


8806300045 

8006300039 

6B/C5/23 

50-200 

6610070488 

0007210300 

86/06/30 

FOIA 


8606300046 

8B08300034 

86/06/28 

WASTE MOT 

6610070492 

8007210360 

80/00/30 

FOIA 


8806300123 

BBC 63 00119 

86/00/14 

50-335 

8610070505 

0007210360 

00/06/30 

FOIA 


0606300140 

B0O63OO136 

08/08/15 

70-143 

6710150 406 

6007120566 

88/07/01 

$0-309 

P 

6606300161 

6006300149 

00/05/ 15 

50-160 

8711 180105 

0007100193 

88/07/08 

PR 


08063001 60 

B8O03OO155 

86/06/15 

50-291 

6712020339 

6007160193 

80/07/08 

PR 


8006300194 

68063001B7 

88/06/14 

60-302 

8602260030 

8007010597 

00/06/07 

NUREQ 


6006300195 

8 0003001 66 

09/06/24 

40-0027 

8602260040 

0007010597 

00/06/07 

NUREG 


0601)300196 

8006300167 

00/06/14 

50-302 

9603240364 

0807270161 

00/07/15 

PR 


6600300197 

8006300107 

80/06/14 

60-302 

6804120020 

0004120024 

07/11/24 

WASTE MOT 


8006300269 

8006300266 

08/06/24 

60-200 

6804150031 

8007 J 60 193 

00/0 7/OB 

PR 


00 06300273 

8006300266 

60/ 06/2 4 

50-20D 

6804270023 

0607220206 

00/06/30 

FOIA 


8800300366 

8806300353 

06/09/22 

60-446 

683 SI 60030 

8807270161 

88/07/16 

PR 


8806300360 

6806300353 

68/09/22 

60-445 

8805160043 

0807270161 

00/07/16 

PR 


0806300364 

6006300353 

09/08/22 

60-446 

8805230033 

0607250034 

68/06/16 

WASTE MGT 


0806300360 

8008300374 

86/06/23 

50-443 

B8060G0070 

8007250034 

SB/06/ 16 

WASTE MGT 


0600300381 

8806300374 

80/06/23 

60 443 

eeo02ooo4o 

0806200020 

00/06/09 

XPORTLIC 


8806300306 

8806300374 

00/06/23 

50 443 

8606200043 

0806200020 

00/06/00 

XPORTUC 


0006300306 

8006300374 

08/06/23 

60*443 

8 606-2000 5 4 

0006200049 

88/96/00 

XPORTLIC 


0806300387 

0006300374 

06/06/23 

60-443 

8805200454 

8606200451 

88/00/07 

60-410 

Q 

0006300305 

8806300374 

60/00/23 

60 443 

8806210325 

8807110105 

00/06/24 

60-272 

P 

0006300402 

8800300374 

08/06/23 

60-443 

880B2 20206 

0808220250 

00/06/00 

PROJ 


0607010003 

9007010543 

60/09/ 16 

60 267 

6006220277 

0806220250 

00/06/00 

PROJ 


0807010014 

9007010010 

88/09/22 

50-344 

6806200009 

0007120609 

88/06/2B 

60-370 

S 

8007010015 

9007010012 

08/09/20 

60-260 

8806260154 

8006200162 

80/OB/21 

60-237 

P 

0007010016 

680701001 3 

06/06/15 

CONTRACT 

8806280169 

8000200168 

00/00/17 

60-237 

K 

0007010017 

9007010010 

88/06/22 

50 344 

0306280183 

8808260132 

88/06/22 

60-46 J 

0 

8807010010 

88070 mid 

89/08/ f 7 

50-289 

8906280160 

0006280179 

08/06/23 

7026 


0007010020 

9007010018 

B 0/06/ 17 

5O-20Q 

6806200182 

8000200179 

08/06/23 

70-26 


8007010025 

9007010023 

68/06/22 

50-327 

8806280218 

0000200217 

88/00/22 

50-440 

0 

0007010020 

0607010027 

60/06/20 

50-397 

8806280241 

0808280240 

80/06/14 

60344 

0 

0007010031 

6607010029 

60/00/20 

50-300 

0806280244 

8006280240 

00/06/14 

60344 

0 

0607010034 

6807010033 

68/08/20 

50-289 

8806200297 

8006200296 

00/06/23 

50-250 

p 

0607010030 

0807010037 

88/00/21 

60-271 

6806260027 

8000200019 

88/06/22 

50-466 

0 

68070 10043 

6607010041 

00/00/20 

50-286 

6806290031 

8806200029 

08/O6/1Q 

70. 1201 


8607010045 

6807010044 

08/06/21 

60-424 

6806290033 

0006290019 

00/06/22 

60-456 

0 

8607010066 

6807010064 

89/06/27 

60-165 

86C62 90038 

8006290035 

00/00/18 

50-280 

Q 

6007010067 

8607010064 

80/00/27 

50-165 

8806290087 

0806290074 

B0/O6/2O 

60-340 

V 

6007010070 

8007010060 

09/06/20 

50-276 

8806260 ) 02 

8006290100 

58/06/17 

60-335 

0 

060701 0181 

B0D7O1O115 

69/00/17 

CONTRACT 

6906200112 

8806290107 

88/06/17 

60-400 

0 

6607010222 

0007010206 

60/04/26 

40-6602 

8906200142 

8806290136 

88/06/10 

50-312 

P 

6007010253 

0007010227 

08/06/23 

60 462 

6006200151 

6B06290144 

06/06/17 

60-321 

Q 

6007010260 

0007010261 

68/06/21 

60-3 

6806290152 

0600290149 

00/06/ T 7 

60-413 

Q 

8607010289 

Q8070 10274 

88/00/15 

CONTRACT 

6606260181 

0806290144 

00/06/17 

60-321 

Q 

6807010324 

0007010316 

66/06/21 

50 29 

9806200189 

6806290161 

88/06/17 

60-327 

0 

8007010327 

B807010318 

80/06/21 

60*29 

9806200162 

0800200181 

08/00/17 

50-327 

0 

8*07010331 

6007010311 

80/05/31 

CONTRACT 

6806200293 

0806290292 

60/00/22 

60-320 

P 

8*07010349 

B0O7O1O341 

60/06/21 

60-334 

6806280350 

8006290345 

00/00/17 

50-413 

Q 

0807010364 

B0O7O1O354 

66/06/28 

60-341 

6606290361 

8606290345 

88/06/17 

60*413 

Q 

B8070 10370 

0007010360 

80/06/20 

60-244 

8806200376 

6806290373 

88/06/10 

60-395 

0 

8807010372 

0807010354 

66/09/26 

60-341 

8806290467 

B806290459 

08/06/23 

50-29B 

Q 

8807010306 

8607010300 

88/06/21 

60*334 

8806290491 

6006290482 

08/06/23 

50-205 

0 

8807010367 

0607010300 

80/09/21 

60-334 

8806290492 

0608290490 

80/06/21 

50312 

P 

6807010402 

8607010398 

96/06/21 

60-354 

8806200495 

0806290402 

00/06/23 

60-286 

Q 

68Q7010430 

6807010420 

08/06/17 

60-275 
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6B 0701 0434 

0807010428 

88/06/17 

50-275 

O 

0607050470 

8007050455 

00/06/16 

50 250 

6807010462 

08O7O1O45B 

08/06/21 

50 317 

o 

0007050401 

9807050455 

88/06/16 

50 250 

6807010466 

0807010458 

8B/06/21 

50-317 

o 

8007050495 

8807050460 

88/06/27 

50*267 

6807010474 

0607010471 

88/06/21 

50*354 

0 

09070-50521 

9007050516 

80/06/27 

50 400 

6807010564 

8607010543 

8B/O6/10 

50267 

R 

©907050528 

8B07050617 

86/06/23 

50-456 

8807010602 

8607010591 

8B/C6/23 

50272 

P 

8907050529 

8Q070 50510 

86/06/27 

5O-4C0 

6607010610 

890701C608 

B8/C6/21 

50-219 

P 

B0070 50531 

B9070 50530 

88/06/24 

5D-259 

6807010615 

860 70 10600 

80/06/21 

50 219 

P 

6907050550 

6007050517 

89/06/23 

50-456 

6607010616 

6307010614 

80/06/27 

40 8690 


B0D7O5O570 

6007050575 

0G/OG/2O 

50-269 

8607010624 

B8070 10623 

08/06/21 

50-459 

P 

8807060003 

680706C002 

88/C6/23 

50-309 

8607010636 

6807010629 

08/06/20 

50 237 

P 

0807060004 

8007060002 

98/06/23 

50-309 

8607010641 

6807010597 

86/06/07 

NUREG 


0807060005 

8BD7G &0002 

80/06/23 

50-309 

8607010643 

8807010640 

80/06/28 

40-9700 


0607060010 

8607C60015 

80/06/24 

50-443 

8607010645 

8807010640 

86/06/28 

408760 


0007060042 

6007063041 

88/06/20 

50-290 

8607010651 

8607010597 

00/06/07 

NUREG 


B 60 7060043 

8807060033 

80/06/20 

50-322 

8607010652 

8607010648 

B0/C6/27 

40*2259 


060 /060053 

BB07060033 

83/06/23 

50-320 

6807010658 

8907010597 

60/06/07 

NUREG 


8607060055 

9807060052 

89/06/20 

50*424 

6807010660 

0907010657 

08/06/23 

50 335 

P 

8007060071 

6B0706006B 

88/G6/20 

50-259 

8807010672 

6907010597 

88/06/07 

NUREG 


8907060073 

8007060064 

O8/C6/20 

50-443 

8807010699 

0307010597 

08/06/07 

NUREG 


8807060032 

0007060064 

00/06/20 

50*443 

6607010708 

8807010597 

88/06/07 

NUREG 


00O7C6COB9 

0807060364 

00/06/28 

50-443 

6 BO 7 05000 2 

8807050C01 

80/06/20 

50*346 

P 

B807060092 

6807060064 

80/06/20 

60-443 

6607050004 

8807050003 

B0/O6/20 

50605 

X 

0807060090 

860706009? 

08/06/16 

50-335 

8B0705Q005 

0907050003 

00/C0/29 

50605 

K 

0607060111 

BBO7O0OO99 

60/00/20 

60-254 

8B07050006 

0907050003 

B8/06/2D 

50-605 

X 

9007000125 

00070601 16 

90/06/29 

50-277 

B0O 7050007 

8807050003 

08/06/29 

50605 

K 

89070G0138 

8907060129 

80/06/17 

50-403 

8607050008 

B8 070 5 0003 

08/06/29 

50 605 

K 

69070G0160 

8007060156 

00/06/20 

50-317 

B80 7 050009 

8307050003 

08/06/29 

50 605 

K 

B0O7C0O169 

08Q7060161 

08/07/01 

WASTE MGT 

8807050010 

0807050003 

0B/O0/29 

50 605 

K 

6307060170 

8607060174 

08/06/24 

50-205 

B807050011 

8807050C03 

9B/O0/29 

50605 

K 

&B070G0187 

8607C60171 

80/07/01 

50-352 

8807050013 

8907050003 

90/06/29 

50-605 

K 

000 7060 190 

0BO7OGO171 

80/07/01 

50-352 

0807050014 

8807050003 

B0/OB/29 

50605 

K 

8007060201 

6507060106 

00/06/24 

50-373 

8607050015 

0907050012 

00/00/21 

50 4 23 

P 

0007060210 

B&07060202 

08/06/20 

50*237 

0BO7O5OO17 

8607010597 

08/06/07 

NUREG 


00O7OGO225 

B&07060211 

60/00/23 

WASTE MGT 

8607050018 

8908300093 

08/06/21 

50244 

P 

8B070G0234 

88070G0230 

OB/06/24 

50-331 

0007050020 

6907050019 

8B/06/22 

50206 

P 

0937060230 

8807060213 

08/06/24 

50 220 

0607050024 

6007050019 

88/061 '22 

50*206 

P 

8807060242 

8007060134 

88/06/27 

50*289 

8607050024 

0807050022 

83/06/14 

50*267 

F 

B807060271 

8807060266 

00/C6/27 

50*244 

6807050026 

0807050025 

88/06/20 

50-462 

P 

8307060270 

0607060273 

08/06/30 

60-202 

8807050029 

0807050027 

90/06/24 

50 462 

P 

9807060202 

0807060279 

08/06/20 

50*341 

8807050040 

8607050003 

09/06/20 

50-220 

P 

8 60 706028 7 

BDO7O6O205 

00/06/29 

50-266 

8607050042 

0907050063 

88/06/20 

50-220 

P 

8607060269 

98O7O6O205 

00/00/23 

50 413 

0607050049 

0607050045 

88/06/27 

60344 

P 

0907060306 

9807060305 

08/06/24 

50*331 

0807050060 

B&Q7060G45 

8&/OS/27 

60-344 

P 

6907O6O316 

6807060314 

86/ 06/23 

50 265 

8B070SQ055 

8807050001 

89/06/20 

60 346 

P 

8907000317 

8907060311 

08/06/23 

50*354 

BB07050072 

8807050070 

09/06/24 

60-213 

O 

6807060320 

8807C60325 

08/06/29 

50 4 56 

8007050077 

8807050 0 74 

G0/O6/21 

50*416 

P 

6807060320 

0907060327 

88/06/24 

50-295 

BQ07050104 

8807050099 

80/06/17 

£0*344 

0 

6807060332 

0907000327 

00/06/24 

50*205 

6007050109 

8807050099 

00/06/1? 

60-344 

Q 

6607060352 

0807060349 

00/06/27 

50-29 

0807050115 

0907050111 

60/06/24 

60-390 

A 

8607060357 

6807060347 

00/06/28 

50*373 

8B0 70501 18 

80070501 14 

68/06/15 

60 312 

O 

6607060360 

000 7000347 

80/06/20 

50*373 

8007050119 

B607050113 

88/06/21 

60 526 

O 

8607000362 

0907060361 

88/06/22 

60 315 

0BO7OSO123 

8807050117 

06/06/22 

60-369 

P 

8607000364 

0807060301 

88/06/22 

50*315 

8007050141 

0807050133 

86/06/15 

50 395 

O 

0607060306 

9007060365 

88/06/24 

50 245 

8007050142 

0807050136 

00/06/17 

50 280 

P 

8607060366 

8907060365 

88/06/24 

60 245 

0807050145 

8807050133 

B8/06/15 

50-395 

0 

6807060372 

8907060356 

00/07/01 

WASTE MGT 

&8G7O5O105 

0907050162 

B6 /OB/ 24 

50-3 

0 

6607060385 

0907060303 

00/06/21 

50-263 

8807050181 

0BO7O5O1 79 

88/06/24 

50-247 

Q 

6B0 7060306 

6907060303 

00/06/21 

50-263 

8B07050167 

09070501 79 

68/06/24 

60-247 

O 

860706038B 

8007060397 

BB/06/24 

60*336 

9B07050200 

80070501 76 

68/06/23 

50-320 

P 

6607000404 

8907060403 

88/00/24 

50*369 

8007050214 

0807050213 

8B/06/24 

50 213 

Q 

8607C60414 

8807060413 

88/06/24 

50-327 

8807050219 

0807050215 

80/06/24 

50*341 

P 

80 07C 60434 

0807060431 

80/06/27 

50*320 

6307050224 

6807050220 

86/06/24 

50-293 

Q 

B60706045B 

8907060356 

00/07/01 

WASTE MGT 

8807050237 

&807050236 

88/06/23 

50-320 

O 

6807060460 

8907060454 

08/07/01 

50-440 

6807050246 

8B07050241 

B8/06/23 

50-3B8 

Q 

B8O7O6O460 

0807060454 

08/07/01 

50-440 

0607050252 

8907050250 

80/06/23 

60.245 

O 

88070604/8 

8907060474 

88/06/2? 

6U-334 

0807050254 

BBQ7050244 

80/06/22 

50-412 

P 

0BO7O6O4BI 

8807060474 

88/06/27 

50-334 

8307050255 

8807050244 

86/06/22 

50-412 

P 

8GO7O6O4B0 

8807060480 

88/06/22 

60-408 

6807050233 

6807050282 

0B/O6/24 

50-223 

Q 

B0O7O6O4O5 

8007000493 

08/06/22 

60-334 

8807050280 

08O7O5O282 

08/06/24 

50-223 

Q 

8007060497 

8807060493 

88/06/22 

50*334 

8007050304 

0607050293 

B8/06/22 

50-334 

P 

6807060498 

0807060400 

00/06/30 

60-277 

0BO7O5O31O 

6807050293 

88/06/22 

50-334 

P 

6807060507 

8807060493 

08/06/24 

CONTRACT 

6007050317 

0807050297 

88/06/17 

60-397 

O 

8607060516 

8007060465 

08/06/21 

50-369 

6307050338 

6007050330 

80/06/07 

CONTRACT 


060706052 2 

8007060465 

88/06/21 

50-369 

6807050349 

0007050344 

88/06/21 

60-458 

P 

8007060523 

8807060514 

80/00/27 

60-20 

8807050355 

6807050350 

86/05/31 

contract 


6807060625 

8607060459 

88/06/27 

70*620 

06O7O5O359 

6807050345 

86/06/ 16 

50-344 

P 

B807060540 

8607060465 

00/06/21 

50-369 

B60 7050365 

8607050345 

88/06/16 

50*344 

P 

8807060540 

0907060544 

00/06/27 

50-325 

6607050366 

8607050361 

88/06/22 

50*5 

V 

8607060551 

0907060547 

00/O6/2B 

60-29 

6807050390 

0607050386 

60/06/23 

50-344 

p 

3B07060552 

9007060549 

80/06/27 

50-412 

8807050399 

6607050389 

88/06/27 

XPORTLIC 


8807000554 

8807060545 

83/06/30 

50-285 

0BO7O5O4O1 

6807050389 

00/06/27 

XPORTLIC 


0807060559 

90 0 706 0547 

88/06/28 

50-29 

0607050402 

8807050366 

88/06/23 

50 344 

p 

8807060662 

8607066549 

88/06/27 

50-412 

B60 7050430 

8807050421 

88/06/28 

50*249 

Q 

B807060&72 

8907060567 

88/06/28 

50-219 

8807050452 

8007050446 

88/06/28 

XPORTLIC 


B807060575 

8907060567 

80/06/28 

50-219 

8807050463 

0807050433 

88/06/27 

50-265 

P 

000706057 7 

880/06055 7 

00/06/27 

60 313 

8607050467 

6607050455 

68/06/ 16 

60*250 

P 

8007060580 

990/060573 

08/06/22 

50*334 
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6807060581 

B0O 7060573 

00/06/22 

50 334 

P 

0807080197 

B0O7CBO194 

99/04/04 

CONTRACT 

683 7060585 

B807060189 

00/06/27 

50-269 

F 

09O7OBO2O6 

8007003203 

00/06/22 

tO 220 

£837060506 

8007060502 

80/03/28 

CONTRACT 


0007003212 

8937080 19 9 

0B/O7/O1 

CONTRACT 

6837060508 

0007060189 

00/06/27 

60-260 

F 

0G37OED224 

8907080215 

00/06/ 10 

71 665 

6837060598 

0BO7O6O557 

86/06/27 

60-313 

0 

6007080235 

0007080232 

B8/06/23 

50-341 

8837070012 

8807070008 

BO/09/26 

50-320 

P 

6807080237 

8807060232 

88/06/23 

50-341 

8837070020 

0807070017 

08/08/23 

60-280 

Q 

8807080252 

880706024-1 

88/06/29 

50 206 

8837070057 

8807070054 

00/06/29 

60-322 

P 

8307080258 

8807060255 

88/06/30 

50-293 

8837070071 

0807070067 

08/06/27 

50-499 

O 

0807060259 

8907003241 

08/06/30 

CONTRACT 

03 3 7 070072 

8807080492 

00/06/23 

CONTRACT 


09O7O6O355 

8B07000352 

BB/07/05 

£0 250 

8337070095 

8807070091 

00/06/27 

50-29 

P 

800708035? 

BQ07060352 

00/07/05 

60-260 

80 37070099 

8007070093 

00/06/24 

60-250 

P 

8807080371 

6807060369 

88/06/20 

60 335 

8337070116 

8007070111 

00/06/28 

50-352 

0 

8007080373 

6807080372 

88/00/21 

60 48 2 

03 37070133 

8807070131 

00/06/28 

50-247 

0 

8007080374 

8007080372 

88/06/21 

60 403 

6337070143 

66070 70140 

88/06/20 

605 

Q 

8807 110011 

8007110008 

B0/O7/OQ 

SO 443 

08D7O7O1S6 

8807060520 

88/06/27 

50-338 

Q 

0B371 19039 

0B071 10035 

86/07/00 

60 445 

0907070212 

8807070206 

08/O6/2B 

50-225 

V 

BBD71 19042 

08071 10035 

08/07/06 

50*445 

0BO7O7O24O 

080707022 2 

08/06/24 

WASTE MGT 


0807110059 

0807110035 

88/07/06 

SO 445 

0307070265 

8807070259 

00/06/23 

£0-29 

Q 

6807110053 

6007 1 10040 

88/07/01 

50*4 43 

68O70702B2 

8807070277 

00/06/24 

50-322 

O 

6607110079 

8807050231 

80/06/24 

50-258 

B&D7070320 

0007070314 

88700m 

50-3J? 

P 

8807110119 

8B07 110104 

63/07/01 

50-445 

8007070367 

8807070356 

00/08/30 

50-327 

n 

08071 10134 

80071 10IC4 

00/07/01 

£0*445 

8807070375 

8007070374 

08/06/24 

50-315 

0 

00O711O15Q 

80071 10130 

8B/06/23 

CONTRACT 

0BO7 070392 

BD07070391 

0B/O6/24 

50-327 

0 

6007110175 

B807I 10161 

88/06/21 

CONTRACT 

6007070396 

8007070390 

00/00/27 

50-272 

p 

0007110176 

0807 M0 174 

88/07/01 

50 213 

86 07070400 

00070 7039B 

60/00/27 

50-272 

p 

6807110179 

8807110174 

00/07/01 

50-213 

86O70704C6 

8007070490 

80/06/30 

50-208 

s 

8807110194 

0BO71 10100 

G 0/06/ 30 

50313 

88 07070409 

8007070498 

88/06/30 

60-208 

s 

88071 10LQ7 

06071 10191 

60/07/01 

60285 

6607070 4 12 

8607070403 

80/06/17 

TOPREP 


0907 1 10190 

06071 10191 

60/07/01 

50*285 

88 07070416 

880707037 0 

80/05/12 

TOPREP 


8907110212 

080 71 10210 

68/06/29 

50 458 

8807070430 

8007070376 

00/05/12 

TOPREP 


0607110216 

80O711O2I4 

00/06/17 

50-344 i 

8807070439 

0007070422 

OB/O0/2O 

60 280 

p 

8007110221 

8007110210 

00/06/29 

50 4 50 

8007070453 

8007070449 

08/07/01 

50 498 

o 

0807110229 

8007110225 

00/06/27 

50-29 

8007070469 

BOO 70 704 56 

00/00/20 

50-237 

p 

00071102-10 

00071102-15 

00/06/28 

50 463 

8007070474 

6007070205 

08/07/01 

50-205 

Q 

08071102-10 

6607110244 

88/CB/23 

50 450 

6007070477 

000 70 704 72 

00/00/21 

60 373 

P 

8807 1 10260 

88071 10266 

88/06/27 

70 1113 

B8Q7070480 

0007070205 

00/07/01 

50 205 

Q 

68071 102DB 

0BO711O2B5 

89/00/10 

60-208 

6007070483 

0807070205 

00/07/01 

60 205 

O 

8607110272 

0507110269 

00/00/22 

60-423 

680707053 B 

0807070536 

80/06/20 

50 255 

P 

8607110200 

8507110260 

00/06/22 

60-4 23 

6007070549 

0807070544 

88/05/19 

50-300 

P 

8907110201 

B5071 10203 

55/05/23 

50-269 

60 07070555 

8807070551 

00/00/24 

60-327 

P 

00071 10303 

08071 10263 

88/06/23 

50-260 

6807070556 

8007070551 

08/00/24 

60 327 

P 

8807110306 

0807110305 

08/07/01 

SO 416 

66 07070560 

0007070557 

00/06/30 

60-490 

V 

8807110300 

8007110203 

09/09/23 

50-209 

6807070563 

0BO7G7OSG4 

00/00/23 

71-9006 


5&07H0317 

0BO71 10266 

09/06/27 

70*1 1 13 

6007070572 

BOO 7070569 

00/00/30 

60 424 

P 

8807110323 

5B07 110316 

09/06/24 

CONTRACT 

83 07070589 

0007070584 

08/06/15 

60-361 

G 

0307110324 

5807110256 

aa/DB/27 

70-1113 

88 07070600 

0807070594 

00/00/22 

STATE PRO 

G 

0007110326 

580? 1103 IB 

88/00/27 

50-395 

880707060 7 

8007070808 

00/00/20 

CONTRACT 


QB071 10331 

0007110315 

09/03/2? 

50-277 

0807000012 

0807000000 

80/07/05 

50-200 

P 

BB071 10332 

0007110318 

89/09/27 

50-305 

80070800 14 

8807000000 

80/06/24 

69-445 

Q 

5807110333 

0807110321 

09/06/23 

50-361 

66070B0027 

0007080019 

08/06/30 

WASTE MGT 


8307110336 

B807110315 

08/CB/22 

50-277 

8807000028 

0007080022 

80/06/29 

CONTRACT 


8807110343 

8807110335 

88/06/09 

COM MISS! O 1 

60 07080037 

8007000031 

80/06/21 

CONTRACT 


0007110347 

80071 103 16 

83/06/22 

50-277 

6B070B0039 

0007080034 

08/06/24 

50-445 

Q 

0007110362 

0907110356 

80/06/23 

50-3 

8B07080042 

BOO 7080035 

08/06/21 

CONTRACT 


00071 10375 

00071 103B6 

00/06/21 

50-203 

8607080044 

8807000040 

00/05/17 

40 6027 


B0O711O397 

8B0711030D 

BB/07/07 

60-336 < 

86 0 7060053 

8007000052 

08/06/27 

60-261 

V 

B8071 10399 

00071 103GG 

60/00/23 

60-240 i 

8607060053 

8007000051 

00/07/05 

CONTRACT 


6807110400 

0007 110380 

68/06/27 

60-468 i 

8607080086 

0807080063 

0B/O6/23 

PR 


8807 1104 10 

8807110407 

80/06/30 

60-B3 

00O7OCCO77 

8807000060 

00/06/29 

CONTRACT 


8807110414 

80071 10405 

89/06/26 

50-285 

6007060070 

8007080071 

00/06/30 

50-461 

s 

0007110417 

0607110404 

00/06/23 

60*254 

0007000079 

8007070576 

80/06/01 

50-369 

p 

8007110410 

080711041 1 

88/07/07 

50-266 l 

0607060008 

8007080086 

00/06/24 

50-250 

p 

0007110424 

6807 U 0404 

08/06/23 

60-254 

0607080009 

8007070576 

80/06/01 

50 369 

P 

0007 1 10431 

0807110405 

88/06/20 

60-266 

66 07080097 

8 BO 7 060007 

88/05/09 

CONTRACT 


0007110434 

0007110412 

00/06/10 

50-440 

6607080110 

8007010001 

88/06/16 

50 219 

R 

B0071 10447 

6607110427 

06/06/23 

60 256 

8807080112 

8807080107 

88/06/27 

60245 

P 

6807110470 

B6071 10464 

66/07/07 

50-352 < 

8807080113 

8607000106 

00/07/01 

CONTRACT 


8807110478 

G8071 10465 

88/06/23 

50 327 l 

8807030114 

8807010001 

08/06/16 

50-219 

R 

8807110479 

6807110472 

88/00/23 

60 400 

8807080127 

0807000121 

08/05/18 

CONTRACT 


00071 10405 

8007110481 

80/06/30 

60*498 

88 07080129 

0007080107 

00/06/27 

50-245 

P 

6607110493 

0CO711O4O1 

66/06/30 

60*499 

8307080144 

8807080140 

08/06/29 

50-249 

P 

BB0 7 110493 

BG071 10401 

G0/C6/3O 

60-400 

83 070901 4S 

8807080137 

00/00/23 

50331 

P 

B0O7UO5IO 

680711050 7 

66/06/24 

60-361 

0307060146 

8007080132 

80/00/22 

PR 


8807110516 

8807110502 

68/07/07 

WASTE RES 

8007080149 

8807080139 

80/07/05 

CONTRACT 


0807110519 

8807110509 

88/06/16 

50-312 < 

0007060150 

8807080137 

80/00/23 

50-331 

P 

8607110541 

6B071 10530 

B0/O6/24 

60 413 

8007080152 

8807080132 

88/00/22 

PR 


6807110549 

6007110545 

60/C 6/23 

60-445 < 

8907080155 

8807080137 

88/00/23 

50-331 

P 

8807110552 

6807110545 

60/06/23 

50-445 1 

6007080168 

8807000132 

00/00/22 

PR 


8807 1 20Q08 

6807120005 

88/06/29 

50-155 

0007080106 

8807080132 

88/08/22 

PR 


8807120022 

0007120019 

88/06/30 

60-237 1 

6BO7O0O166 

8807000132 

68/00/22 

PR 


6607120023 

0507120016 

00/06/30 

50237 i 

0BO7O8O172 

8807000160 

68/06/27 

CONTRACT 


BOO 7 120031 

5507120026 

00/08/21 

50*3 

6807CB0176 

8807080132 

0B/O0/22 

PR 


8607120036 

5807120032 

55/07/01 

50-373 1 

8807000182 

8007080170 

08/06/29 

60-423 

P 

6807120037 

8907 120033 

85/07/05 

50-10 1 

86070B0167 

8007080170 

06/06/29 

50-423 

P 

6807120039 

8B071 20026 

88/09/21 

50*3 

AAA 7000 IRA 

ftRn7nAm 

AR/A7/nA 


P 


ftftrvMonrirft 

ftft/rt7/n7 

50-200 


ENCLOSURE 

PRINCIPAL 

OATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

category 


DOCUMENT 

ISSUED 

CATEGORY 

6807120062 

8907120056 

66/07/01 

50-369 Q 

8007120645 

8607120640 

06/06/27 

50-272 

6807120070 

8007120004 

ae/07/01 

50 456 0 

8807120649 

8807120640 

86/06/27 

50-272 

6607120076 

8807120072 

86/06/24 

60-425 Q 

0007 120660 

8807120604 

08/06/22 

5Q-440 

6807120061 

8007120072 

ae/06/24 

50-425 0 

8807120654 

0807120647 

06/07/05 

50-224 

6807120084 

8807120079 

80/07/05 

60-313 0 

0807120659 

8007120647 

00/07/05 

50 224 

6807120085 

B807120077 

06/07/01 

50-263 0 

8807120662 

8807120604 

06/06/22 

50-440 

6307120088 

6307120033 

86/07/01 

50-362 P 

8807120670 

0807120668 

80/OB/2G 

50 309 

6307120090 

6807120087 

86/07/00 

60-295 0 

0BO712O672 

0807120604 

08/06/22 

50 440 

6807120092 

BQ07 120087 

88/07/0 0 

60-295 Q 

0807120686 

0607120683 

00/07/08 

CONTRACT 

6807120108 

8987120108 

88/07/ 05 

50-285 G 

0807120895 

8807120674 

60/04/19 

59275 

6807120128 

8807120120 

©6/06/ 23 

50-83 S 

8807120690 

8807120697 

00/06/09 

CONTRACT 

6807120129 

8807120124 

86/00/27 

50-2S0 Q 

8807120702 

8807120465 

88/07/05 

50-382 

6807120163 

6807120139 

88/07/06 

C0MMISS10 N 

8807130002 

0607130001 

B0/O7/O1 

50 454 

6807 120 164 

8807 1 201 47 

66/417/01 

5Q-2SC 0 

&80713G004 

88071 3000 t 

8B/07/01 

50-454 

8807120167 

8007120157 

86/06/20 

70 624 

8807130003 

0307130006 

80/06/30 

50 440 

8807120180 

880712017? 

8B/06/2? 

50-330 Q 

6607130009 

BB07130D06 

06/06/30 

50 440 

8607120166 

0907120190 

88/06/08 

60-440 P 

8807130011 

8807120502 

80/07/06 

WASTE MGT 

8007120109 

8807 1201 89 

88/00/30 

50-470 X 

8807130020 

8807130019 

60/07/08 

50-416 

6807120202 

8807120185 

68/0 7/05 

40-8657 

6807130025 

6007 130022 

00/06/30 

50-237 

8607120221 

8607 1202 17 

B8/07/O1 

50-254 Q 

8007130027 

8007130022 

80/00/30 

50237 

B80 7 120224 

8807120217 

98/07/01 

50-254 Q 

8607130039 

BB07 130033 

08/00/17 

50-205 

880 7 120229 

8807120430 

06/07/07 

50 440 S 

8807130043 

8807130033 

80/06/17 

50-265 

8807120232 

6807120228 

88/06/20 

50-438 Q 

8807130048 

8807120675 

B8/07/07 

50250 

0807120238 

B807 120430 

80/07/07 

50-440 S 

8807130055 

8807130050 

08/06/21 

60-461 

0807120240 

6807 t 2024 2 

B8/06/29 

70-925 

0607130057 

8807130034 

80/06/30 

50-302 

0807 120257 

8007120254 

88/06/26 

50-269 Q 

8007130059 

8B07 130051 

88/06/20 

50-341 

89071202G6 

8807120252 

88/08/06 

CONTRACT 

8807130072 

8807130068 

6B/07/0Q 

50-244 

6807120270 

0807120264 

08/06/20 

50424 Q 

8607130077 

8807130074 

88/06/22 

70 27 

8007 120285 

8807120274 

80/05/26 

50-293 P 

6007130079 

8807130074 

00/06/22 

70-27 

8807120287 

9007120274 

88/05/26 

50-29 3 P 

8807130085 

8807130083 

86/07/01 

50-219 

8607 120294 

8807120284 

63/06/27 

70 371 

B&0713008& 

8007 130083 

8B/07/01 

515-219 

0807120296 

8607120275 

88/07/01 

50-313 P 

8807130094 

8807130083 

06/07/01 

60-219 

6807120296 

6807120284 

08/06/27 

70-371 

8807130102 

0807130100 

80/06/29 

50 2/2 

8607120299 

8807120209 

90/00/23 

50-457 V 

8607130106 

8807130046 

68/07/01 

50-530 

080/120300 

8807120297 

80/07/01 

50-280 Q 

8807130112 

0BO7 120630 

00/06/23 

60-298 

6807120303 

0807120275 

B0/O7/Q1 

50-313 P 

6807130113 

880713006 0 

08/06/30 

70-824 

€607120307 

SC07 120302 

B8/O0/3O 

40-3453 

8807130115 

0BO713O1 1 1 

80/06/27 

70-135 

8807120310 

8807120308 

88/08/28 

50-230 0 

8807130116 

8807130111 

88/06/27 

70-135 

6807120311 

B807 120302 

9B/G6/30 

40-3453 

88071301 ID 

8807130060 

68/06/30 

70-824 

6807120313 

8807120302 

99/06/30 

40-3453 

8807130120 

8B07130097 

66/06/22 

50-400 

8807120317 

0BO712O316 

69/06/28 

60-340 G 

8807130143 

0807130139 

B8/07/05 

50-165 

6807120320 

B607120315 

68/06/29 

COM TRACT 

880713014? 

8807130139 

88/07/05 

50-155 

8807120321 

8807120316 

86/06/28 

50-349 0 

8807130146 

0807130146 

80/06/28 

50-261 

B807 120322 

8807120305 

88/06/21 

50-266 P 

8807130155 

8807130145 

08/07/06 

50-237 

8B07 1 20340 

8807120336 

B&/06/29 

CONTRACT 

0907130161 

8807130159 

00/06/20 

50-324 

8007 120340 

Q807120335 

09/09/30 

50-261 P 

8807130191 

8807130186 

68/06/20 

50-269 

8007120353 

8907120350 

86/06/24 

CONTRACT 

8607130104 

8807130184 

00/06/00 

CONTRACT 

6807120350 

B8071 20355 

80/00/26 

60-280 Q 

0BO713O2O7 

8807130205 

88/06/23 

50 601 

6307120365 

6807 12 0273 

68/07/05 

50-458 P 

8807130217 

0807130209 

68/07/06 

50-334 

GB071 20371 

8B07 120273 

68/07/05 

60-456 P 

8807130222 

6807 1302 10 

06/05/31 

CONTRACT 

8B07 120372 

B807 120356 

66/07/09 

50-267 Q 

8807130225 

8807130223 

88/06/24 

50-335 

8007120380 

0807120356 

88/07/06 

50-267 Q 

8807130231 

0807130221 

08/07/07 

50-353 

6807 120302 

8607120375 

88/00/28 

50-413 P 

6807130234 

6607130232 

88/06/20 

71-9019 

08071 2 03B8 

9B07120375 

8B/06/29 

50-413 P 

8807130237 

8807130219 

88/07/05 

PR 

8807120400 

6007120393 

8B/06/16 

50-313 P 

8807130243 

8607130240 

08/06/29 

50-293 

8807120403 

68071201 13 

68/07/00 

WASTE MGT 

680713024B 

6807130242 

88/06/16 

40-8084 

8807 120 404 

8607120401 

88/06/29 

50-410 P 

8807130247 

880713021Q 

QB/07/05 

PR 

980 7 1204 05 

0807 120402 

80/06/23 

50-289 P 

0807130255 

6807130260 

88/07/05 

60-369 

8807120420 

8807120426 

8B/06/30 

60-338 0 

8607130256 

8807130250 

88/07/05 

50-369 

6607120^33 

0607 120431 

68/06/30 

60-338 Q 

8807130259 

8807130260 

80/07/05 

50-369 

6807120430 

8007120436 

86/06/30 

50-400 G 

8807 130265 

6807130263 

88/06/29 

50-361 

6607120447 

6807120437 

68/06/23 

50-244 P 

8807130270 

8807130276 

08/07/07 

50 401 

0607120449 

8807120437 

89/06/23 

60-244 P 

8B07 130201 

8807130268 

88/07/07 

50-206 

6807120461 

8607120446 

08/06/23 

60-324 Q 

8007130206 

8807130266 

88/07/06 

50-3 

8607120401 

8007120456 

9B/06/22 

60-425 Q 

8807130292 

6807130290 

66/06/22 

50*454 

8807120479 

0607120471 

83/07/07 

50-482 F 

8807130204 

8 B07 130285 

88/06/24 

CONTRACT 

0807120486 

8B07 120478 

09/06/29 

60*311 P 

8807130295 

8807130286 

60/07/06 

60*3 

8807120400 

8007120463 

06/00/23 

60261 G 

8807130314 

8807130308 

88/06/24 

CONTRACT 

8B07 120493 

8807120403 

90/06/23 

50-261 G 

0807130321 

8807130317 

88/06/22 

SO 400 

8007120407 

8607120476 

69/00/29 

50-261 P 

8807130322 

8807130317 

80/06/2 2 

50 400 

8807120510 

8807120471 

86/07/07 

50 462 F 

0807130326 

8807130326 

88/07/07 

50-289 

8807120512 

8807120506 

86/06/23 

50-400 Q 

8807130332 

8807130331 

00/06/30 

50-259 

0BO7 120528 

8807120519 

68/07/05 

50-259 P 

8B07130333 

8B07130331 

08/06/30 

60-259 

8807120534 

8807120519 

88/07/05 

60-259 P 

6807 130369 

8807130365 

88/06/30 

50-264 

8807120547 

0807120502 

86/07/06 

WASTE MGT 

6807130371 

8807130365 

BB/06/30 

50-254 

0807120548 

8807120544 

60/07/08 

50-395 P 

8607130377 

8007130374 

88/05/16 

CONTRACT 

0607120572 

0807 12056? 

66/00/26 

50-354 P 

8807130388 

8807 130362 

00/07/07 

50-265 

6807120680 

9807120521 

86/06/20 

CONTRACT 

0807130392 

8007130391 

88/00/23 

50-397 

86071205B4 

6807120578 

06/00/10 

COMMISSIO N 

0807130396 

8807130391 

88/06/23 

60-397 

6607120505 

B&07 120576 

88/06/29 

50-247 P 

8007 130402 

8807130395 

88/07/06 

50-260 

8807120591 

8807120602 

8B/C7/06 

WASTE MGT 

0807130406 

8607130404 

88/06/30 

CO-269 

0807120593 

8607120690 

08/06/23 

50-327 G 

8807130410 

6807130405 

86/06/30 

50-440 

6007120506 

6007120676 

68/06/29 

50-247 P 

0807130423 

8807130418 

88/07/01 

60*443 

8807120605 

6807120603 

68/06/23 

SC-413 G 

8807130441 

8607130439 

55/00/24 

50397 

6007120621 

8607120573 

08/07/08 

50-400 P 

0807130444 

8807130442 

80/06/30 

50-327 

8807120626 

8607120502 

08/07/06 

WASTE MGT 

6807130447 

860713044? 

88/06/30 

60-327 

8807120842 

6807120637 

8B/06/29 

60-29 P 

8807 13045 7 

8807130451 

80/07/05 

ORG 
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ENCLOSURE 
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DOCUMENT 

ISSUED 
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DOCUMENT 

ISSUED 
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88371 400G9 

6007140005 

80/07/07 

50-443 

G 

0907150177 

B807 1501/6 

80/07/05 

50-298 

8807M0016 

8607 140010 

88/07/06 

60-322 

G 

6807150100 

8R07I50170 

80/07/05 

50-220 

8807140026 

0807140010 

88/07/05 

£0*443 

G 

6807150102 

0807160179 

e6/07/05 

50-220 

0807 140033 

8607140027 

85/07/06 

50-445 

G 

8807150185 

0007150184 

60/06/07 

40-4492 

B807 140035 

B0O714OO32 

88/07/07 

50-445 

G 

8007150194 

0807160192 

88/06/ 16 

40-3453 

8807)40041 

8807)4002? 

88/07708 

50-445 

G 

8807 150197 

3007 >£0195 

88/08/07 

40-8502 

8 807140042 

8007140039 

80/07/05 

50-416 

l 

6807150203 

0807150168 

66/06/07 

40-8690 

8 007 140043 

8807140039 

88/07/05 

£0-416 

1 

88071502C9 

0807150208 

68/06/09 

40-4492 

8007140047 

0807140032 

08/07/07 

60-445 

G 

8907150211 

QG0716Q 199 

68/C6/23 

FOIA 

8807140048 

6807140044 

BB/06/30 

50 416 

P 

9007 150214 

8D07 150204 

60/06/24 

50-390 

88071 4C049 

8007140039 

08/07/06 

60 416 

1 

8807150225 

B607 150204 

06/06/24 

50-390 

6807140062 

8007140046 

88/07/07 

50 335 

P 

8807150227 

6607150221 

68/07/07 

50-276 

0307140064 

0807140032 

80/07/07 

60 445 

G 

0907150 229 

6807160221 

68/07/07 

50 276 

0307140065 

0807140038 

80/07/06 

SO 445 

G 

0BO7 160231 

0907150204 

09/06/24 

50 390 

0907140057 

8807140045 

03/06/15 

40 6902 


0607160232 

6607 150221 

60/07/97 

50-276 

8907140050 

8007140058 

00/07/CB 

60-348 

P 

8907 16023 B 

G60716O221 

68/07/07 

50-270 

8807140061 

8007140058 

80/07/08 

59-348 

P 

0007160230 

8007150204 

63/06/24 

60-390 

3007140065 

8807130395 

80/07/06 

59260 

P 

8B07 150241 

0607160204 

00/06/24 

FOIA 

33O714OC60 

0807140045 

80/06/15 

40 6002 


8807150246 

6607150204 

68/96/24 

50 327 

9907140070 

8807140060 

00/00/20 

50-249 

P 

8R071 50250 

8607150242 

80/06/15 

40-6102 

9307140073 

8007140068 

06/06/20 

50 249 

P 

0BO7 150253 

0907150204 

88/06/24 

50-327 

8007140074 

8807140072 

80/05/27 

40 8452 


9607150254 

0807150193 

88/07/09 

PR 

8807140032 

8807140079 

80/06/24 

50 362 

O 

8807150263 

6607150103 

88/07 /CB 

PR 

8807140084 

0807140081 

80/07/01 

50-206 

P 

8807150276 

6807150275 

88/08/03 

40 299 

8807140086 

BQ07 140081 

80/07/01 

50200 

P 

8007150277 

830? I5D1U3 

83/07/08 

PR 

0007 140087 

8007140005 

06/06/10 

40-1341 


0607150287 

6607150103 

86/0? /CQ 

PR 

0607 140089 

0807140005 

00/06/10 

40 1341 


B607 150294 

6807150291 

08/07/11 

50-315 

0007140103 

0807140101 

80/07/01 

50 213 

P 

B0O71 50290 

8807150193 

88/07/00 

PR 

0807 MO J 06 

0007 H0 105 

89/07/0 1 

50 413 

P 

6807150299 

8907150295 

09/00/20 

50-275 

88071401 11 

0007140110 

00/07/00 

50-409 

F 

6007150302 

8007160193 

nn/07/oe 

PR 

6807140120 

0007140117 

00/07/06 

50-219 

P 

0607150303 

8807160295 

00/06/20 

50-275 

0007 1 401 21 

0007140119 

00/09/23 

50-312 

Q 

6807150305 

8907160296 

89/0G/2O 

50 275 

GG07140124 

8807140122 

80/09/30 

50-412 

P 

6807150300 

0007150304 

00/07/01 

50 203 

0007140125 

0007140122 

08/09/30 

50-412 

P 

6807150307 

0007150193 

08/07/06 

PR 

8807140130 

8807140120 

06/07/07 

50-300 

P 

8607150300 

680 71 £0193 

66/07/08 

PR 

8307140142 

0807140130 

00/07/00 

50-206 

P 

0807150309 

0007 150193 

BB/07/0B 

PR 

8B07 140154 

0807I40151 

80/06/23 

5O-2G0 

V 

6007150310 

0007150193 

66/07/08 

PR 

6007140176 

0807140141 

88/07/12 

WASTE MOT 


600716000 1 

0007 160268 

68/07/01 

60-470 

6007140101 

8007070106 

88/06/23 

WASTE M3T 


0007160003 

8007150205 

G0/O6/2O 

50-276 

0007140103 

0007140179 

08/05/27 

40-6022 


8807160005 

0907160205 

60/06/20 

50-276 

8007140187 

0007140141 

00/07/12 

WASTE MGT 


8007160000 

0807160295 

68/00/ 20 

50*2/5 

8007140204 

6007140201 

80/05/05 

40-0084 


8807160009 

8007160205 

88/00/20 

50-275 

8007140214 

8007140213 

88/00/26 

50-312 

Q 

8007100012 

0007160295 

0B/O0/2O 

60-275 

6007140222 

8007140220 

OB/OB/22 

60 206 

Q 

0007100024 

B607 150295 

08/08/20 

50-275 

6 GO 7 140231 

0007 140227 

BB/G7/00 

60-341 

P 

ano 7 160036 

0607 1 50295 

O8/C0/2Q 

50-275 

6607140232 

8807140228 

00/00/24 

60*312 

0 

8007180044 

0007100043 

08/06/30 

50-309 

8807 140233 

8007140227 

00/07/06 

GO-341 

P 

0907100045 

66071000-13 

68/08/33 

50-309 

8807140234 

8007140228 

80/06/24 

60 312 

G 

BG07 100051 

6807180047 

88/07/06 

50 366 

8607140236 

0007140227 

89/07/00 

60-341 

P 

0007 100004 

6807100059 

88/00/27 

FOIA 

0807140245 

0807140244 

80/0B/2G 

TOPREP 


80O71BOO80 

0007150205 

83/06/20 

60-275 

0807140246 

8807150127 

98/07/00 

50-400 

P 

8807190087 

080/ >00057 

08/07/01 

60 ?20 

8607140269 

8007140256 

00/07/11 

WASTE RES 


0607 1 B01 06 

0GQ7 100009 

80/07/11 

60 260 

8807140275 

0007140274 

88/07/07 

50-322 

S 

0607 180122 

0007100110 

89/07/12 

60-321 

8007140277 

0807140274 

88/07/07 

60-322 

s 

0007180123 

080/100110 

eD/07/12 

69 321 

6007140292 

8807140286 

BB/07/O5 

50-263 

p 

8607189124 

8807100110 

08/07/12 

60-321 

6007140203 

8807140286 

90/07/05 

50 263 

p 

6607180120 

8807100096 

08/07/ 1 1 

WASTE MGT 

8807140294 

6007140291 

80/07/06 

£0-327 

p 

0807100131 

0007160171 

08/08/0 1 

40*8002 

8607140295 

0007070200 

00/07/06 

WASTE MGT 


6807180134 

800715017 1 

08/00/01 

40 0902 

8007140296 

8807140291 

88/07/06 

60-327 

p 

0007189130 

8807100132 

00/06/29 

CONTRACT 

8907140300 

B007 140298 

00/06/24 

50 313 

p 

6807189144 

0807100139 

0B/06/2D 

FO IA 

8007140303 

8007140290 

80/06/24 

50-313 

p 

6007100160 

0007100145 

88/06/27 

CONTRACT 

8807160009 

0007160007 

88/07/06 

50 423 

Q 

68071G0151 

6007100139 

00/06/29 

fo:a 

8807160010 

0807150007 

00/07/06 

60 423 

0 

6807180164 

8G071B0139 

66/06/29 

FOIA 

8907160018 

8007160014 

88/07/12 

60-445 

G 

0007180169 

0007180139 

66/06/29 

FOIA 

0007160021 

8807150017 

08/07/07 

50-271 

G 

0807100163 

8807160160 

68/07/08 

50-293 

8007150024 

8007160014 

06/07/12 

50 445 

G 

8607 100104 

0607160139 

60/08/23 

FOIA 

8007150025 

8807150023 

06/06/09 

WASTE MGT 


8807160166 

B6O718O10Q 

68/07/08 

50-293 

8007150029 

B807 160027 

86/06/09 

WASTE MGT 


8807190160 

8807 1801 G2 

88/07/01 

CONTRACT 

8007150036 

8807150035 

88/05/06 

40 8904 


8007100169 

8697100167 

00/05/25 

40-0001 

0007150039 

8807150035 

08/05/06 

40-8904 


0807160170 

0607180139 

08/08729 

FOIA 

6807150040 

8007150040 

06/06/21 

50-320 

P 

8807100173 

6007180111 

88/07/14 

WAS1 E RES 

8807 1 50049 

6607150046 

86/06/14 

WASTE MGT 


8807160178 

8807100130 

88/90/29 

FO’A 

8807150061 

8807150059 

88/06/29 

TOPREP 


0807160189 

6007100139 

80706/29 

FOIA 

8007150000 

8807110210 

89/06/29 

50-450 

P 

0007)60193 

690? 180192 

89/ 07/06 

50 266 

0807150140 

8807150135 

68/06/29 

PR 


8807180196 

8007100139 

88/06/29 

FO'A 

6607 150143 

8807150135 

8B/06/29 

PR 


0007160190 

8807100139 

08700729 

FOIA 

6807150146 

8807150135 

88/06/29 

PR 


8807180203 

8007100130 

83/06729 

FOIA 

6807150147 

8807150135 

88/06/29 

PR 


0007180204 

8B07180202 

00/07/05 

60 262 

8807150149 

6007160135 

68/06/29 

PR 


0007100206 

8807100202 

08707/06 

50-282 

8607150161 

8007160135 

68/06/26 

PR 


6607160210 

0997100139 

OB/06/29 

FOIA 

B607 150154 

0007160160 

6B/07/07 

50-333 

0 

8807160211 

8007180202 

08/07/05 

60-202 

8807150160 

0807150141 

80/06/07 

■10-299 


0607180212 

0007180202 

80/07/05 

50-202 

6807150163 

6807 1501 57 

SB/07/12 

CONTRACT 


8607180215 

0607180139 

66/06/29 

FOIA 

8007150164 

8807150141 

68/06/07 

40-209 


6807180218 

0607160139 

68/06/29 

FOIA 

8007150173 

8007150170 

68/07/06 

XPORTLIC 


6607180221 

G607160179 

8B/O7/0S 

50 454 

6007150174 

0007150172 

68/07/08 

60 298 

P 

0807100223 

06O716O222 

83/07/06 

50-402 

6607150176 

0807150175 

88/07/05 

50 268 

P 

8807180220 

6007 1-0-O224 

00/05726 

50-260 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUEO 

CATEGORY 

88071 a 0229 

8007180226 

89/07/01 

50-280 

P 

06071903-18 

8807190344 

00/07/07 

50-440 

8807188232 

8007180230 

88/07/05 

50-254 

P 

0007190351 

6007 100350 

88/07/ 11 

50 002 

0BO718D23G 

6807180235 

68/05/26 

50-260 

P 

0607150355 

B0O719O268 

00/07/15 

50 361 

8907180240 

e807 180230 

68/07/06 

50-48? 

P 

0807190356 

8807100145 

80/06/ 30 

50 344 

8907180214 

860/180243 

89/05/26 

50-260 

P 

0807 190357 

8807190268 

08/07/15 

50-361 

0807 180267 

ae07 100265 

88/07/05 

50-339 

U 

8607190361 

0807190263 

BB/07/16 

50-361 

0807100268 

8807100266 

88/C6/30 

WASTE MGT 


8G071S0364 

B0O719O26B 

80/07/15 

50 361 

8807180276 

6807180275 

68/07/08 

50-443 

P 

8007190366 

8807190280 

80/07/15 

£0-361 

8807180289 

8807180279 

8B/O0/17 

CONTRACT 


8807190370 

8007190268 

88/07/15 

50 361 

8807180303 

8807180301 

89/06/29 

50-309 

P 

6807190372 

8807190268 

88/07/15 

5D361 

8007 1803 19 

88071003*5 

88/07/06 

CONTRACT 


0607190373 

B807 190268 

66/07/15 

50 361 

0007180322 

6007180320 

08/07/11 

50-361 

V 

8G07190379 

B0O7 190378 

00/07/13 

50 315 

00071 60332 

6807180273 

86/07/14 

WAS IE MOT 


8607190382 

8807100391 

08/07/12 

5Q 413 

080/180334 

8807120714 

09/06/28 

50 260 

Q 

8807190383 

0007190381 

80/07/12 

50 413 

8807180352 

8807260324 

89/00/27 

50-254 

R 

0807200023 

0807200022 

06/07/08 

50 498 

8807180353 

8807160323 

08/07/06 

50 601 

A 

0&O72COO25 

8807200022 

80/07/00 

60-498 

8807180366 

8807180063 

80/07/07 

50 445 

T 

8007200029 

000720002? 

08/07/15 

50-271 

0807180371 

0807180370 

80/07/11 

50-424 

P 

80O72OCO49 

0007200947 

80/07/01 

50*520 

8 807 1803 73 

0807180370 

69/07/1 1 

60424 

P 

&80720005! 

0807200040 

86/07/13 

50-443 

08071 603 74 

8807160359 

88/06/16 

CCN TRACT 


8B07200063 

8607200054 

08/07/12 

50 445 

8807180375 

8807160370 

88/07/11 

50 424 

P 

8907200071 

6007200062 

88/07/13 

50-443 

8007180370 

8807120243 

0B/O&/28 

50 250 

S 

880720CO75 

0807190260 

08/07/15 

50-361 

8007100380 

8807180377 

89/07/05 

contract 


8807200078 

0BQ71 90268 

80/07/15 

50*361 

800710001 1 

6607190008 

88/07/09 

70-1359 


8807200 109 

0607200 102 

86/07/07 

50 333 

8807190014 

80071 9G0O8 

08/07/08 

70 1359 


8807200134 

0907200133 

68/07/07 

50 219 

8807190016 

6807100013 

8B/07/O5 

50-424 

Q 

8007200141 

6807200124 

88/07/0 7 

50-277 

8807190021 

8607190019 

8B/O7/05 

50-259 

Q 

8807200145 

8807200H4 

88/07/07 

60-309 

880/1 9 0032 

0 D07 190026 

68/07/12 

50-249 

P 

680720014? 

8807200 142 

88/07/ M 

CONTRACT 

8007190045 

6607190043 

08/06/29 

£0-424 

Q 

86072C0148 

0BO72OO144 

83/07/07 

50 309 

0807190064 

6807190059 

88/07/08 

70-824 


8607200149 

6007200146 

BB/07/06 

60 410 

8907190066 

6607100060 

86/Q6/30 

50-263 

K 

6807200160 

6607200 14G 

08/07/06 

50 410 

0007 1 90 066 

6807190060 

BB/06/30 

50-203 

K 

8807200155 

8807200153 

80/07/11 

50 334 

0807 190074 

Bfl07l9C072 

08/07/00 

50-271 

Q 

8607200157 

0607200151 

00/06/30 

CONTRACT 

0BO71OOOB1 

6807190076 

88/07/07 

£0-336 

P 

86072C0IG0 

0007200156 

60/07/00 

50352 

8007160082 

8607190076 

88/07/07 

50-336 

P 

0607200165 

8007200164 

68/07/08 

50 210 

8807190086 

8807220306 

BB/07/06 

50-266 

n 

6007200169 

8807200168 

80/07/06 

50-354 

0007160105 

8Q07 190091 

88/07/06 

50-331 

Q 

8807200176 

880 7200174 

06/07/11 

50-223 

0807160108 

CB07 190091 

08/07/06 

50-331 

O 

8807200177 

0607200174 

08/07/11 

50223 

&Q07190HO 

0607190090 

86/09/30 

FOIA 


0607200166 

GB07200165 

68/07/07 

50-333 

8807190126 

Q0O719OH5 

88/07/07 

50-352 

P 

09072001 B8 

0807200105 

08/07/07 

60-333 

8807190129 

0807190115 

B8/07/07 

50 352 

P 

BQ07200191 

8807200189 

0B/O6/2O 

50 267 

8807100131 

GB0719D127 

68/07/08 

50-327 

P 

8G07200 1 93 

8607200109 

00/06/20 

50-267 

8807190137 

0807100135 

88/06/29 

50 529 

Q 

0007200195 

8007200192 

60/07/08 

50-220 

6807190141 

B0O71GOO99 

8B/O6/30 

FOJA 


0007200198 

0007200189 

00/06/20 

50 20? 

6807100145 

8807100142 

68/07/12 

50-450 

P 

8607200202 

GA072C0200 

86/07/01 

50-528 

8807190152 

0607160149 

&8/07m 

50-400 

P 

BQ07 200205 

8607200200 

80/07/01 

50-520 

8B07100163 

8007190140 

88/06/29 

50-526 

Q 

0807200215 

8B07200214 

60/07/08 

50-289 

8007100156 

0007100155 

8B/07/I3 

50 361 

O 

0BO72OO216 

0GO72OO214 

80/07/08 

50-289 

8807190161 

9807190157 

88/06/20 

50-397 

Q 

8Q072002 1 8 

0007200217 

00/07/01 

50 245 

0807190166 

8007190157 

B8/0&/2D 

50397 

O 

8907200222 

0807200219 

OB/07/11 

50-327 

8607190169 

0807100163 

88/07/05 

60416 

O 

8807200 228 

8607200227 

80/07/06 

50-272 

0007190170 

0837190160 

0B/O6/3O 

fO-'A 


8807200229 

0007200 227 

08/07/06 

50 272 

0807100174 

6007190155 

68/07/13 

60 361 

O 

9807200241 

0807210106 

80/07/14 

60-293 

8807190175 

6607190160 

B&/08/30 

FD'A 


8BD7200245 

0907200243 

86/07/07 

50-317 

8807100104 

6007190160 

88/00/30 

FOIA 


8907200259 

8807200254 

8B/07/ 18 

60-346 

8807100104 

6007190108 

8B/06/30 

50-500 

A 

0807200264 

8307200254 

08/07/10 

50*346 

8807190195 

6607100193 

08/07/00 

50 346 

Q 

0807200200 

9807200278 

88/07/00 

50-293 

8B07 190106 

6607190180 

08/06/30 

60-500 

A 

8007200293 

0807200291 

08/07/12 

50-266 

8007100197 

6807100160 

08/06/30 

FOIA 


6807200205 

0807200200 

68/07/12 

50-482 

8807100199 

6007190198 

80/07/12 

60 247 

P 

6807200300 

8607200296 

88/06/29 

60 288 

0807 190205 

8607120100 

60/07/07 

50-10 

P 

8807200312 

6007200309 

86/07/12 

50-259 

8807 190200 

8807190206 

88/07/12 

50-369 

P 

0BO72OO321 

6807200316 

86/07/07 

60 443 

0807160209 

0807190201 

00/06/10 

40-7604 


8007200329 

6807200254 

88/07/10 

50-346 

0807 1602 11 

C607 190201 

8B/06/1O 

40*7604 


8007200330 

6607200324 

08/06/20 

G0-2D6 

88071002V2 

0607190210 

88/07/08 

5Q-344 

P 

8807200343 

8907200339 

88/07/13 

71-408 

8007100213 

0607100210 

88/07/08 

50-344 

P 

860720034 7 

6807200346 

88/07/11 

50-341 

0807100235 

68071 90232 

80/06/29 

70-1151 


B807200348 

8607200332 

80/06/25 

WASTE MGT 

0807100241 

880719-0239 

0B/O6/29 

FOIA 


8607200362 

8607200361 

88/07/05 

71-0103 

8007100240 

0807 190239 

80/06/29 

FOIA 


8807200367 

8807200365 

89/07/12 

60-277 

0807190251 

6807100239 

08/06/29 

FOIA 


0607200374 

600 72003 72 

00/07/11 

50 461 

6807190201 

8807190250 

8B/06/29 

ORG 


8807200377 

0607200373 

80/07/11 

50-219 

6807100267 

9807190239 

80/06/29 

FOIA 


6607200384 

0607200362 

08/07/01 

50-148 

8807100277 

0807190239 

88/06/29 

FOIA 


8607200386 

8607200213 

00/07/11 

50-237 

6807190283 

08071902 79 

88/07/15 

50-361 

fl 

8B072 10009 

6607210008 

88/07/12 

WASTE MGT 

6007190264 

080719027 0 

00/07/15 

50-361 

R 

8807210030 

0807210029 

80/07/12 

50-440 

6807190268 

0BO719O 287 

88/07/13 

50-498 

O 

8807210032 

600721002 7 

88/07/13 

70-3055 

8607100203 

8007190292 

88/07/08 

50-280 

P 

8807210039 

680721002? 

00/07/13 

70 3055 

6607100301 

880719029 9 

88/06/29 

50-324 

Q 

8807210040 

8807210027 

08/07/13 

70-3055 

6607190302 

8007190299 

80/06/29 

50-324 

Q 

00072 10053 

8B072 10027 

88/07/13 

70-3055 

8897100304 

0007190300 

66/07/08 

50 527 

Q 

6807210060 

8007210027 

08/07/13 

70-3055 

8607190316 

0807190312 

0B/O7/13 

50 312 

P 

8807210069 

8007210063 

08/07/ 1 1 

50-454 

0BO7 190320 

0907100319 

88/07/11 

50-445 

O 

8307210078 

8007210033 

88/07/15 

50-440 

8607190320 

6807190325 

88/07/08 

50-498 

G 

0807210080 

8807210033 

88/07/15 

50-440 

8807190340 

6507190268 

80/07/15 

60-361 

P 

0007210062 

9B072 10033 

88/07/16 

50 440 

8807190343 

6807100341 

8B/07/08 

50*468 

Q 

8807210063 

B8072 10033 

68/07/15 

50-440 

0807190346 

8607190260 

88/07/15 

50 361 

P 

6007210084 

0907210033 

88/07/15 

50-440 

0807 190347 

0007190268 

68/07/15 

60-361 

P 

8807 2 10090 

8807210087 

88/07/07 

50-265 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8307210093 

6807210072 

08/07/12 

CONTRACT 


00O722O377 

0B07220373 

68/07/10 

60-34 0 

6507210094 

0807210000 

03/07/05 

CONI IT ACT 


G0D722O37& 

0007220373 

68/07/18 

60-340 

6907210)00 

0607210098 

00/07 /) 2 

50 373 

P 

0007220381 

8C0 7220366 

00/07/12 

SO 102 

6507210105 

BOO 72 10099 

00/07/15 

5Q-2C& 

P 

0007220382 

B80 7 220300 

99/07/00 

50 530 

68072101 12 

0007210099 

00/07/15 

50 206 

P 

6007220383 

8007220376 

B7/04/3D 

71-9210 

46072 10 »M 

0807150206 

80/06/00 

40*1492 


86072 703Q5 

8607220330 

68/07/08 

50 630 

66Q7210115 

8807210100 

88/07/11 

50 4G1 

P 

6637250019 

B8O725C0I7 

88/07/14 

50- 1 23 

6607210134 

B0O721O131 

00/07/15 

71-9182 


0807250020 

6007250314 

89/07/13 

XPORTLIC 

6607210157 

8B07210154 

08/07/12 

50 443 

P 

6807250026 

6307250024 

00/07/07 

50 324 

6607210)61 

0807210158 

08/07/05 

CONTRACT 


8607250035 

G 60 7220306 

00/07/12 

50-102 

66072 10U30 

8807210164 

80/07/12 

50 275 

Q 

B607250042 

8007220360 

80/07/12 

50 102 

6607210180 

0007210178 

00/07/12 

50-32? 

P 

BBO ? 250046 

8007250043 

93/07/13 

50*334 

6007210162 

8007210178 

00/07/12 

50-327 

P 

6607250040 

0607250043 

03/07/13 

50 334 

60D721O1G3 

8807210101 

00/07/00 

50 308 

Q 

6807250050 

6807250013 

03/07/13 

50-334 

86072 101 06 

8807210181 

08/07/00 

50-360 

Q 

8807250052 

6007250033 

88/07/15 

50 331 

8S0 72 10105 

0607210193 

80/07/00 

CONTRACT 


6807250054 

0007200259 

00/07/01 

71-0073 

0507210208 

8B072 10207 

00/07/07 

50-443 

O 

8SQ7259C57 

0807250033 

00/07/15 

50-331 

8807210211 

8807210200 

00/07/12 

50-160 

P 

0307250059 

6307220366 

08/07/12 

50-102 

8007210213 

8807210209 

88/07/12 

50-160 

P 

6007250062 

09D72OO?58 

68/07/01 

71-9073 

8807210250 

0007210246 

83/07/06 

50-321 

O 

3007200005 

3007250061 

QR/07/ 16 

50-259 

0807210256 

0007210253 

00/05/27 

50-302 

P 

0*07250067 

0807250061 

08/07/16 

50-250 

0807210266 

0807210263 

00/07/12 

CON TRAC I 


0&072SD069 

803725CC61 

&8/07/ 16 

50-259 

0807210270 

0807210266 

88/07/05 

50-237 

0 

9937250072 

8007220366 

80/07/12 

FO'A 

6807210271 

080/210268 

08/07/05 

50-237 

0 

3007250073 

0007200253 

BB/07/01 

71*9073 

BQ07210272 

0007210208 

80/07/06 

50-237 

0 

8807250076 

0807250974 

06/07/ 1 1 

£0-203 

6807210273 

8807210266 

00/07/05 

50 237 

Q 

8907250079 

G0O72OD259 

80/07/01 

71-9073 

8007 2 1027 5 

0807210200 

00/07/05 

60 237 

O 

0907250030 

0007220366 

00/07/ 1 2 

50-10? 

0607210276 

BQ072102B8 

08707/05 

60-237 

O 

0007250094 

B8O72203&6 

66/07/12 

50-102 

8307210279 

0007210)45 

80/07/13 

60-390 

R 

030725CC36 

8807250070 

88707 HO 

50-255 

0807210285 

0007210282 

00/07/01 

50 245 

O 

0RO726CO08 

0BU72203GG 

60/07/12 

50102 

0807210296 

0807210290 

00/07/12 

50-364 

P 

0807260093 

B607220366 

06/07/12 

50-102 

000/210299 

0007210203 

8970770? 

50048 

n 

0007250035 

6007250090 

88/07? 14 

50*346 

8807210305 

0007210302 

88/07/ 1 1 

59 413 

p 

6807250103 

GB 07220396 

80/07/12 

50-102 

0507210309 

8007210304 

00/07/11 

50-261 

0 

G307250107 

BBO725O1C0 

flB/07/12 

5U 360 

0507210312 

0807210300 

00/07/14 

59203 

f 

0R07250109 

0607250105 

66/07/15 

50-322 

&G372103 18 

8807210314 

88/07/11 

59 321 

p 

0607253110 

0607223366 

89/07/12 

50-102 

&0O72 10330 

0007210322 

00/06/23 

50-361 

p 

00072501 1 1 

0607250105 

80/07/15 

50 322 

6807210340 

0807210337 

08/07/1 1 

60324 

p 

0007250115 

G 80 7220366 

06/07/12 

60-102 

8507210341 

6607210320 

06/07/12 

5028? 

0 

000 72501 13 

6607190268 

88/07/15 

50 361 

0307210342 

0007210339 

00/07/11 

50-440 

p 

060/259123 

8907250105 

30/07/15 

60 322 

0007210347 

0007210320 

00/07/12 

50-282 

o 

8B07260125 

6007250101 

30/07/15 

50-445 

68C7210 350 

08072 10320 

00/0 7/12 

502<J2 

0 

BGO 7250127 

6007220306 

30/07/12 

50 102 

600/210357 

0007210364 

00/07/07 

50 292 

u 

060/25013? 

8037250132 

80/07/14 

50 269 

0807220024 

0007220023 

00/06/07 

40 0905 


6807250130 

9007220366 

00/07/ 12 

50-102 

0807220032 

0007220010 

80/07/15 

WASTE MOT 


0937250141 

0007250106 

80/07/15 

50 322 

8807220035 

0007220000 

83/07/15 

WASTE MGT 


0807250143 

8037220366 

00/07/12 

50 102 

8807220046 

0007220042 

83/87/10 

50-271 

G 

6607250144 

8007260105 

00/07/15 

60 322 

6007220047 

8007220043 

00/07/11 

60-324 

P 

60O725OM5 

0007260140 

08/07/15 

50-445 

RQ07220002 

0007220052 

80/02/16 

71-9159 


8807250140 

BOO? 100268 

68/07/15 

50-381 

0807220067 

B807220052 

00/02/10 

71-0159 


8907250150 

8007220366 

80/07/12 

50-102 

G807220071 

0007220052 

03/02/16 

71*9159 


3007250153 

0807256146 

06/07/14 

CONTRACT 

0&07220007 

8807220006 

03/07/14 

CONTRACT 


3807250167 

B807250105 

66/07/15 

60-322 

G80722009R 

8007220097 

80/08/29 

50-201 

Q 

8007250168 

8007220369 

09/07/12 

50-102 

6807220107 

0807220095 

80/07/01 

CONTRACT 


8907250180 

0007250154 

00/07/ 19 

50*309 

0BO722O1 15 

0007220H2 

08/00/29 

FO-389 

O 

0007250161 

0607250105 

60/07/15 

50-322 

8807220124 

8807220120 

00/06/20 

50 426 

Q 

0007250163 

8007250105 

00/07/15 

50-322 

B007220126 

6007220120 

80/08/20 

60-^25 

O 

0907260164 

S8072501 55 

98/07/15 

50*445 

BOO 7220 140 

0807220)37 

80/06/26 

60-425 

0 

0007250)69 

BGO 7250) 05 

68/07/15 

60-322 

0007220163 

0807220141 

08/07/01 

GO 32 2 

F 

9007260170 

0007 220366 

68/07/ 12 

50*102 

0007220161 

8007220057 

BQ/07/16 

EO 324 

Q 

0807250172 

GS07250105 

09/07/15 

50 322 

6507220)66 

8807220)41 

80/07/0) 

50 322 

F 

8007250)74 

0807250)05 

00/07/15 

50-322 

8007220169 

6807220141 

80/07/01 

60 32? 

F 

0007250176 

6807250105 

39/07/15 

50-322 

0007220174 

8807220141 

88/07/01 

50 322 

F 

0OO725OI7O 

8607250105 

00/07/16 

60 322 

0007220101 

0007220100 

88/07/12 

50-416 

P 

0007250181 

6807250179 

00/07/19 

50 265 

050/220)02 

0807220)75 

07/0070 1 

71-8145 


0007250)84 

0007250105 

88/07/16 

60 D22 

8807220100 

8007220175 

87/08/01 

71 9145 


OBO726O105 

8007250170 

80/07/19 

50 235 

0307220200 

8807220106 

80/07/ U 

60-443 

P 

0807250106 

0807220366 

08/07/12 

FOIA 

8807220203 

0807220203 

08/00/16 

WASTE RES 


880725910? 

0007250163 

83/077 07 

50-340 

8007220207 

B807220205 

00/07/ 11 

50325 

P 

8007250183 

0007250105 

80/07/16 

50-322 

5007220210 

0807220206 

00/00/30 

FOIA 


8007250192 

0007250103 

00/07/07 

50 340 

8807220225 

8007220206 

06/06/30 

FOIA 


6007250193 

6807250105 

68/07? 16 

50-32? 

8807220241 

8807220200 

68/06/30 

FOIA 


8007250107 

8007220366 

80/07/ 12 

FOIA 

RB0722024B 

8807220092 

88/07/1 1 

WASTE MGT 


8607250109 

0007250105 

06/07/15 

50-322 

0B07220259 

0807220257 

00/07/12 

50-305 

Q 

0607250203 

0607250194 

68/07/15 

50 445 

0807220260 

8007220256 

80/00/30 

50-440 

P 

0807250205 

0007260105 

00/07/15 

50-322 

8607220261 

8807220257 

88/07/12 

50 305 

G 

6807250206 

0807260108 

68/07/15 

60-32 2 

0607220262 

0807220214 

60/07/14 

60346 

P 

6697250207 

6807220366 

80/07/12 

50-102 

BGO 72 20271 

8807220260 

68/06/24 

WASTE MG T 


8607250200 

8607250190 

09/07/15 

60-322 

BG072 20274 

8007220272 

00/07/20 

WASTE MGT 


8007250212 

86072203B6 

60/07/12 

50-102 

BGO 7220278 

6807220289 

80/07/06 

71-650 


6007250214 

B607260213 

08/07/13 

00-368 

8807220290 

8007220269 

86/07/06 

71-&5e 


8007250217 

8007250215 

80/07/13 

60-275 

8807220325 

8007220323 

68/07/18 

60-293 

P 

6807250220 

6807250210 

60/07/11 

50 -322 

6807220330 

8007220324 

08/07/09 

FOIA 


8007250221 

6807220306 

89/07/12 

60 102 

6007220342 

0807220340 

80/07/0 7 

60-331 

P 

0007250222 

8807250219 

00/07/12 

50-410 

6607220344 

0807220340 

06/07/07 

60-331 

P 

0807260223 

0007250216 

03/07/11 

50-322 

8807220351 

8007220349 

B8/07/15 

60-360 

P 

0007250225 

8907250219 

00/07/12 

60410 

0807220374 

8007220368 

38/07/08 

50-266 

R 

0007250232 

0307220306 

88/07/ 12 

60-102 



ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


6907250233 
6607250236 
6007250 257 
8807250265 
8807250266 

8607250269 

800725027? 

8807250270 

8807250264 

8807250208 

8807250298 

8807250301 

8807250314 

BB07250315 

8807250322 

8807250327 

8807250340 

0807250341 

8607250342 

8007250343 

8807250365 

8807250373 

8607250376 

8807250385 

8807250385 

8607250308 

8607250389 

8607250395 

8807250398 

8807260402 

0607250409 

0807250422 

8807250423 

0607250427 


PRINCIPAL 

DOCUMENT 

OATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6007250229 

08/O7M9 

50 302 

P 

8807250431 

0907250426 

88/04/29 

40-8684 

0807220366 

88/07/12 

50 ID? 

P 

8807250433 

8607260426 

68/04/29 

406684 

8807250255 

69/07/15 

50*333 

0 

6007250434 

6807250364 

80/07/13 

50*322 

8607250262 

80/07/07 

50390 

0 

8007250439 

0807250430 

80/04/27 

40*3453 

6607250262 

08/07/0? 

50-390 

0 

8807250440 

8607250436 

08/04/27 

40 3453 

8807250263 

89/07/14 

FO»A 


8607270166 

6607270161 

88/07/ IS 

PR 

860725C271 

60/07/13 

50 369 

0 

B0O727O222 

8807270151 

88/07/15 

PR 

0507250274 

80/07/11 

XPORTUC 


8807270220 

8807270151 

90/07/15 

PR 

6007250276 

08/07/21 

S0 2C6 

p 

0807270247 

8807270151 

BB/07/15 

PR 

8837250285 

68/07/14 

50 309 

0 

8807270251 

8507270151 

88/07/15 

PR 

8807250293 

88/07/08 

50332 

0 

8037270257 

880/270151 

80/07/15 

PR 

6807250293 

08/07/08 

50 302 

0 

0 807270275 

8607270151 

00/07/15 

PR 

8007250312 

08/07/15 

50-313 

0 

06O727O26O 

0007270151 

08/07/15 

PR 

880?250jC8 

68/07/08 

50 338 

0 

8807270281 

800/140305 

80/07/06 

50-324 

8607250319 

60/07/07 

60 261 

0 

880 7270204 

8837140305 

88/07/06 

50*324 

6007260299 

08/07/15 

50 271 

p 

0807270301 

8B07270298 

80/07/14 

FOIA 

6037250334 

88/07/08 

50-416 

0 

8807280026 

BB0728C021 

88/00/10 

FOIA 

8807250335 

68/07/18 

50*425 

A 

6007280327 

8807280324 

88/06/27 

50-254 

8807250337 

80/Q7/M 

50-440 

p 

8007280329 

0807280324 

68/06/27 

50*254 

B90725033? 

88/07/14 

50 440 

p 

8807200391 

880629022? 

00/06/16 

50-528 

8837250357 

00/07/15 

50 289 

p 

8007290012 

8007290039 

88/07/21 

50*443 

8607250364 

08/07/13 

50*322 

F 

8007290035 

0807290028 

80/07/21 

60-322 

6907250375 

08/04/25 

50332 

F 

8807290037 

8807290033 

80/07/21 

50-443 

60O/2SO30O 

8B/07/07 

50346 

P 

8607290060 

0607290050 

00/07/22 

50*443 

8837250382 

60/07/14 

50-271 

0 

6907290069 

G0O729OCO3 

00/07/20 

50-320 

8907250383 

88/07/11 

$0 416 

V 

0807290197 

8807290192 

88/07/22 

50 443 

8007260364 

00/07/13 

50-322 

F 

8807290201 

8607290192 

08/07/22 

50-443 

0807250392 

68/07/12 

50-324 

P 

0507290206 

8B07290192 

80/07/22 

50*443 

8807250364 

80/07/13 

50-322 

F 

B807290211 

8007290192 

88/07/2? 

60 443 

8007250400 

08/07/13 

50440 

O 

6007290213 

8007290192 

08/07/22 

50-443 

880725C4C8 

BB/07/15 

50 293 

P 

8607293234 

8607290226 

00/07/20 

50-443 

8837250419 

88/07/18 

50-38? 

0 

B0O 7290220 

B807290226 

GB/07/20 

50-443 

0607250419 

08/07/18 

50 382 

0 

0807290241 

8007290226 

08/07/20 

60 443 

8007250249 

08/07/15 

50-346 

M 

0807290273 

8807290271 

88/07/27 

50 443 


cue cccco ooooo ooooa oooo 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents rejaling to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safely Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g M topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



C UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are Cried in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions* requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items l and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A) P or W, depending on the phase of the licensing process. 



2. Supplements to SF.R. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except foT transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances a! hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 



Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

). Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting Information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

I. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. Ait related correspondence falls In category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 



applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled "Information Requested by the Attorney General for Antitrust Review". 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which arc Hied in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 


5. Correspondence regarding the Final Safety Analysts Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (ST?). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant s determination of proprietary nature of inspection reports. 

5. letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 



1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3 Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Cure 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 


S. REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. Tins includes 

1. All 24-hour, 10-day. 30-day, interim and final Licensee Event Reports (LERs) and followup 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences) 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55c. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

0. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompljance 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

Corrections m above items 


ft. 



! . Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documents for item I. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W, DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This Pile assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items I and 2, such as; Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safely Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tli is category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

L License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 


APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

I0CFR - Commission Meeting Records 

Tins category cuntum* docmneniaiiun pertaining to open and closed Commission meetings. It 

includes 

1. Sunshine Act Fedeiu! Regisiei notices. 

2. Full, wiiuen explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements icgaiding the public disclosure of transcripts ol 
Commission meetings. 

5. Verbatim unofficial and official nanscripis or portions of transcripts of open and closed 
Commission meetings made publicly available m accordance with piovisions of I0CFR Part o. 
i he Sunshine Act, and Commission policies. 

6. Enclosures to released n miser ipis. including applicable viewgraphs. stall papers, and staff 
correspondence. 

7. Sufi requirements memoranda lor open meetings; memoranda to recoid; record ol votes of 
Commissioners on items under consideiation at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This categoiy contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to die hazards of new oi exist- 
ing nuclcai facilities and die adequacy of rclaied safety standards. The documents in this caicgoi) 
are; 


1. Verbatim transcripts of ACRS subcommittee and lull committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by lire 
Advisory Committee on Reactor Safeguards, 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1. Charters of each advisory committee, 

2. Verbatim transcripts ol committee meetings. 



5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct ol Commission business in 
the Office of the Commissioners, including 

1. incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures 

2 . Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SI:CY series number) prepared by the Executive Director for 
Operations (F:DO) for the Commissioners, providing a summary of key events and items of 
interest undertaken hy individual staff and program offices. 

NOT!*: For transcripts of Commission meetings, sec 10CFR category. For all oilier staff paper?, 
with a SFCY senes designation prepared for Commission review, sec SF.CY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AhC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request lor proposal (RFP) and invitations for bid (IFIJ). 

2. Solicitations (RFP or IFH) issued by the NRC. 

3. • Notifications of comiact execution, specifying contract number, project title, contractor 

name, contract type, funding, and period of perfoimance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Fthics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions ol the Freedom of Information Act (FOIA). Documents in this category include: 

I. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Fieedom of Information Act. 

2 Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial m granting of an FOIA request. 

3. Records or poi lions of record released in response to specific requests made under FOIA. 



This ca legury contains records pertaining to unresolved safety issues of a generic nature lhat are 
being analyzed by ibe Division of Nuclear Kcacttjr Kcgtihtiuii. 

L Drall reports ol action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with indie try and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues 


l&E - Inspection and Enforcement 

This category contains bulletins, ciiculars and inhumation notices that are issued by the 01 lice ol 
Inspection and I nlmceinem. These issuances describe particular events that occur at a facility 
that may lequiio sonic follow-up action on the pail of licensees. Also included m tins category 
aic preliminary notifications ol events <PN()s) 

1. I&f (‘irculais, which describe an event at a licensed facility and are m/onnat ional in nature. 

2. I&H Information Nonces, which are similar lo circulars but are preliminary in nature and 
issued shortly altci an event has occurred. 

2. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
pejluim certain actions as a icsull of thin event. 

4. Pieliminary Notifications ol Events (PNOs), which provide updated information of an event 
of safety or public imcicsi significance. 

NOTE for letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category 0 of individual docket categories. 

MISC - Public Document Room Miscellaneous 

Tins category contains documents that do not fall into the scope of the oilier noudocketed 
categories. 

NUREC - NUREC Reports and Related Correspondence 

These documents are lomul repents issued by the U.S. Nuclcai Regulatory Commission which 
carry the NUREC series code and correspondence pertaining lo those icports. Nl.Ri C» icpons 
uic accounts ol woik pCilorined either by the NRC staff or hy NRC coniradors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They aie piedeciMoiuil documents which picseni iutoi maiion to be considcicd rn 
Countim/un licensing and policy decisions. 

b. They piescm the results of Commission licensing and policy decisions. 

c. They piescm the results ol lec1imc.il lOseareh conducted fui the Com mission. 

2 Coi icspondence imm industry. govcimncnt and mteieslcd iiKunhcis of the public commenting 
on icpoits oi icqnesttrig chuff matron oi inroi pieta (ion 

.»♦ biiemal NRC memoi.ni'lj simmiuii/ing meetings m discussions per mining id the content of 
the icpoits. 



other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included ate: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both patties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices slating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

7 . Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interesied person or party to issue, amend or rescind an NRC 
regulation. 


2. Federal Register cause notices of the filing of the petition* 


4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTH: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P 11 
prefix, followed by a series of numbers. 

1. "Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These arc 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to die PSAR. 

3. Transmittal letters, 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, e( at. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

I. Submittals and related material pertaining to the antitrust review. 



2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 


2. Covernment-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to lest reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors* quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 


NOTli: For documentation pertain.ng to other work products and act, vanes of the NRC Office 
ol Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Protest prediction reports. 

4. "Quick look" reports. 

5. Informal experimental data reports and post*irradration examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE; For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 


projects, new research projects, and priorities within the technical areas covered oy tne researen 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by rescaich contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Imernal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Repous prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (I) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 



1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. Stale Legislative Reports. 

4. Agreement State licensing Statistics Reports 

NOTE: For specific uranium nulling and mining projects m which the Agency is providing technical 
assistance to States, sec the Projects category 


TOPREP - Vendor Reports and Related Correspondence 

This category con Mins topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that i> not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted In architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria 

NOTE For reports submitted by utilities that are wntren by vendors on then behalf and that 
relate to docketed cases, sec the categories for the Docket 50 scries. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the scries designated 
b> a WM prefix. These documents deal primarily with NR(’*s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in tin* mcgoiy arc: 

1. Meeting agenda and minutes of DOl’fNRC meetings in which DOE presents information on 
their geological exploration program to identify sites foi nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 


in the waste isolation mot ran (wihT} lor onr.d, u, flense wastes. 

4. NRC draft staff guides for developing ositions on the content and format of environmental 
reports for geological repositories. 


WASl’E RES — Waste Managcviient Research Reports 

Contains interim and final reports, a: d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1 . Periodic process reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be T esolved. 


XPORTLIC - Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
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8. Hearing records and decisions. 
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consideration or information, see 10CFR category. 
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